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PREFACE 

The  Title  List  of  Documents  Made  Publidv  Available  is  a  monthly  publicaiion.  It  contains  descriptions  of  [he  in- 
formation received  and  generated  by  the  U.S.  Nuclear  Regulatory  Commission  (NRC)  This  information  includes 
{ 1 )  docketed  material  associated  with  civilian  nuclear  power  plants  and  other  uses  of  radioactive  materials  and  (2) 
nondocketed  material  received  and  generated  by  NRC  pertinent  to  us  role  as  a  regulatory  agency  As  used  here, 
docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC  maintains  its  regulatory  records. 
This  series  of  documents  is  indexed  by  a  Personal  Author  Index,  a  Corporate  Source  Index,  and  a  Report  Number 
Index. 

The  docketed  information  contained  in  the  Title  List  includes  the  information  formerly  issued  through  the  Depart- 
ment of  Energy  publication  Power  Reactor  Docket  Information,  last  published  in  January  1979.  Microfiche  of  the 
docketed  information  listed  in  the  Title  List  is  available  for  sale  on  a  subscription  basis  from  the  National  Technical 
Information  Service  (NT1S).  See  NOTES  at  the  end  of  the  Preface  for  the  complete  NTIS  address. 

We  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if  there  are  title  descriptions  that  are  not 
meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base.  In  so  far  as  possible,  we  would  like  this  docu- 
ment to  be  a  valuable  part  of  your  reference  material. 

DOCKETED  ITEMS 

The  listings  within  Docket  50  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public  Docu- 
ment Room.  Those  categories  are; 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C.  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES),  and  correspondence 

E.  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  Security,  medical,  emergency  and  fire-protection  plans 

G.  Adjudicatory  correspondence 
H .  General  correspondence 

I.  Financial  information 

J .  Insurance  and  indemnity  information 

K,  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M.  Antitrust  correspondence 

•    N.  Antitrust  hearing  transcripts 

O.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P.  Operating  license  stage  documents  and  correspondence 

Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S.  Reportable  occurrences.  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

U.  Congressional/ executive  correspondence 

V.  Licensing  operators  and  related  correspondence 


\V       Decommissioning  stage  documents  and  torrespondcnco 
\       Onsne  lou-le\el  wastes  storage 

Appendix  A  sets  forth  those  categories  and  describes  the  materials  available  in  each  Omission  of  a  catcgor\  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  uere  filed  in  the  time  period  ot  the  report 

The  principal  elements  of  the  entries  in  the  list  are 

,7)         P       Operating  license  stage  documents  &  correspondence 

JL.  0 

8203Q9002S  Responds  to  820201  Itr  requesting  documents  re  en\ iron  qualification  ot 
electrical  equipment.  All  nonpropnetarv  repts  will  be  provided  to  Franklin  Research 
Or  by  820408  Proprietary  repts  will  be  provided  10  NRC  bj  820510. 

(?)  MILLS,  LM  (?)  Tennessee  Valley  Authority  Q  82/03/04    Q  VASSALLO,  D  B 
Operating  Reactors  Branch  2    0  lp      1216:254      24\Fiche      50-259,82/03/04, 
8203090028       ,  f      ^  A 

©  ©    ©  © 

1  NRC/PDR  Document  category  (see  Appendix  A) 

2  NRC  Accession  Number  (year,  month,  day.  and  sequence  number  of  item). 

3  Description  of  information  contained  in  the  document. 

4  Personal  author(s)  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author 

5  Corporate,  agency  or  nomndividual  source 
6,  Date  of  document  described 

7  Recipient  of  document  and  NRC  or  corporate  affiliation 

8  Pages  in  this  document 

9  The  NRC  48X  microfiche  designation  for  this  document,  This  five-digit  portion  of  this  entry  is  the  number  of 
the  microfiche  copy  of  this  document  that  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files 

10    This  three-digit  portion  of  this  entry  is  the  number  of  the  frame  on  which  tins  document  starts. 

H    The24X  Fiche  designation  consists  of  the  docket  number  followed  by  the  date  of  the  document  and  the  acces- 
sion number  for  the  document  This  designation  provides  the  information  needed  by  subscribers  to  the  Na- 
tional Technical  Information  Service  docket  microfiche  to  locate  the  document  fiche 

12    If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room,  1717  H 
St  .  N  W.,  Washington,  D  C  20555  If  this  space  is  filled,  it  gives  other  sources  for  copies  of  the  document 
The  entry  may  be  "Available  at  NRC"  for  sale,  "Available  at  NTIS";  or  "Available  at  GPO." 

The  Docketed  Items  list  is  arranged  sequentially  by  Docket  Number,  category,  and  then  by  date  of  principal  items, 
Entries  indented  and  preceded  by  a  dash  are  items  that  were  submitted  as  enclosures  to  principal  items.  In  general, 
indented  items  are  not  in  accession  number  sequence.  If  the  docketed  document  has  a  contract  (FIN)  number  or  a 
formal  report  number,  it  will  appear  in  the  last  line  of  the  item  following  entry  5 

NONDOCKETED  ITEMS 

The  nondocketed  items  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public  Document 
Room.  These  categories  and  their  symbols  are 

IOCFR  —  Commission  Meeting  Records 

ACRS  -  Advisory  Committee  on  Reactor  Safeguards 

COMMISSION  -  NRC  Commissioners 

CONTRACT-  NRC  Contracts  and  Modifications 

DISC  LOSURE  —  Financial  Disclosure  Information 

FOIA  -Freedom  of  Information  Act  Requests  and  Releases 

GEN  THCH  IS  —  Generic  Technical  Issues 


I&E  —  Inspection  and  Enforcement 

MISC  —  Public  Document  Room  Miscellaneous 

NU  REG  —  NU  REG  Reports  and  Related  Correspondence 

ORG  •—  Correspondence  with  Other  Organizations 

PR—  Proposed  Rule 

PRM  —  Petition  tor  Rulemakmg 

PROJ  —  Projects—  Predockel  Licensing 

PT2I  —  Noncompliance  Reports  and  Related  Correspondence 

QA999  —  Quality  Assurance  Inspections 

REGGD  —  Regulatory  Guides 

RES  —  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  —  NRC  Research  Review  Groups 

RM  —  Rulemakmgs 

SECY  —  Position  Papers  Before  the  Commission 

STATE  PROG  -  State  Programs 

TOPREP  —  Vendor  Reports  and  Related  Correspondence 

WASH  -  Regulatory  Publications—  Pre-NU  REG  Series 

WASTE  MGT  —  Nuclear  Waste  Management 

XPORTL1C  —  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  the  material  available  in  each,  Omission  of  a  category  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the  report. 

The  principal  elements  of  the  nondocketed  items  are; 

(?)  NUREG—  NUREG  Reports  and  Related  Correspondence 


8203090207     NU  REG/CR-  1  672  V02 

RISK  ASSESSMENT  METHODOLOGY  DEVELOPMENT  FOR  WASTE  ISOLATION 
IN  GEOLOGIC  MEDIA.  Technical  Review  of  Documents 
NUREG/CR-1262.NUREG/CR-1376.NUREG/CR-I377,  NUREG/CR-1397  & 
NUREG/CR-1608.  ^-^-—  —  © 

-STEVENS,  C.A..  FULLWOOD,  R.A..  BASIN,  S  L  Science  Applications,  Inc, 
FIN  B-6694.     SAI-262-8I-PA.     82/02/28.     Division  of  Risk  Analysis. 
I23p.    Available  at  NRC.  I  $6.00.  ^12176:217. 


(7}- 


II 

•  _-• 

1 .  Nondocketed  category 

2.  NRC  Accession  Number  (year,  month,  day,  and  sequence  number  of  item) 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

6.  Corporate,  agency  or  other  nonindividual  source. 

7.  Contract  or  financial  (FIN)  number  (if  any).  If  the  document  has  a  secondary  report  number,  it  will  appear 
following  this  entry, 

8.  Secondary  report  number  assigned  by  originator. 

9.  Date  of  document  described. 

10.  NRC  organizational  recipient. 

11.  Pages  in  documenl. 

12.  All  NUREG-series  documents  are  available  for  purchase  at  NRC.  Information  on  ordering  documents  is  given 
below.  All  NUREG-series  documents  are  also  available  at  NTIS.  Information  on  ordering  from  NTIS  is  also 
given  below. 

13.  Price  for  which  NRC  sells  the  documenl. 


vn 


14,  The  NRC  4HX  microfiche  designation  for  this  document  This  five-digit  portion  of  thiseniry  is  the  number  ol 
the  microfiche  t-opv  of  'his  document  thai  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files 

15.  This  three-digit  portion  ot  ihiscntrv  is  the  number  o f  ihe  frame  on  which  (his  document  starts 

The  Nondocketed  Items  list  is  arranged  sequentially  by  Accession  Number  within  category,  Indented  items  pre- 
ceded by  a  dash  are  enclosures  lo  unmdented  Hems. 


NOTES: 

I-  The  address  for  NRC  is 
Director 

Division  of  Technical  Information  and  Document  Control 
US  Nuclear  Regulatory  Commission 
Washington,  D.C  20555 

To  place  orders,  send  check  or  money  order,  payable  to  (he  Superintendent  of  Documents.  GPO  Deposit  Ac- 
count holders  may  charge  their  orders  by  calling  (301)492-9530 

2.  The  address  for  NTJS  is: 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  ai  NTIS,  either  write  to  NTIS  or  call 
the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you  place  your  order  Publica- 
tions can  be  charged  10  American  Express  credit  cards;  supply  the  chargecard  number  when  placing  your  order. 

3.  The  address  for  the  PDR  is: 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  lo  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed  in  this 
publication,  please  identify  ihe  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction  charges  for 
duplication  are  as  follows:  (I)  pa  per  to  paper  is$0  05  per  page  except  for  oversized  documents  and  engineering 
drawings,  which  vary  from  $0.50  to  $1 .00  per  square  foot;  (2)  microform  to  paper  is  $0.05  a  page  for  pages  on 
microfiche  and  is  $0. 20  a  square  foot  for  a  full-size  print  or  $0.25  for  a  reduced-size  prim  ( 1 8"  x  24" )  of  a  draw- 
ing on  an  aperture  card;  and  (3)  microform  to  microform  is  $0. 10  per  microfiche  and  $0.20  per  aperture  card. 
Orders  completed  for  mailing  or  for  a  special  delivery  service  will  have  an  additional  fee  for  the  actual  mailing, 
shipping,  or  delivery  service  rate.  Unless  a  user  requests  special  packing  materials,  there  is  no  additional  charge 
by  the  contractor  for  handling  and  wrapping  materials. 

Please  acknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders  will  be  pro- 
cessed and  mailed  with  a  bill  from  Literature  Research  Company.  An  account  may  be  established  with  the 
Literature  Research  Company  by  calling  (7Q3J-94 1  -801 8. 
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6 

1 
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40-8647 

Kerr-McGee  Nuclear  Corp  , 
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Energy  Fuels  Nuclear,  Inc.,  Denver,  CO 
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Western  Nuclear,  Inc  ,  Lakewood,  CO 
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2 
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Plateau  Resources,  Ltd.,  Grand  Junction,  CO 

6 

2 

40-8727 

Kerr-McGee  Nuclear  Corp  , 

7 

Oklahoma  City,  OK 

2 

40-8745 

Ogle  Petroleum,  Inc.,  Casper,  WY 

7 

3 

40-8760 

Edlow  International  Co  ,  Washington,  DC 

7 

3 

40-8768 

Kerr-McGee  Nuclear  Corp  , 
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Oklahoma  City,  OK 

3 

40-8781 

Telon  Exploration  Drilling  Co  ,  Inc., 

7 
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40-87S6 
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7 
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40-8824 

Target  Research,  Inc  ,  Wharton,  NJ 

7 

5 

40-8829 

Wyoming  Fuel  Co.,  Lakewood,  CO 

7 

40-8830 

Honeywell.  Inc  ,  Hopkins,  MN 

8 

5 
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5 

Docket  50 

50-2 

Univ,  of  Michigan  Research  Reactor 

8 

5 

50-3 

Indian  Point  Station,  Unit  1 

8 

5 

50-5 

Pennsylvania  Slate  Univ.  Research  Reactor 

9 

5 

50-10 

Dresden  Nuclear  Power  Station,  Uml  1 

9 

5 

50-13 

Babcock  &  Wilcox  Co.  Critical  Facility 
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5 
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10 
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Quad-Cities  Station,  Unit  1  44 

Palisades  Nuclear  Plant  46 

Browns  Ferry  Nuclear  Power  Station,  Unit  1  47 

Brawns  Ferry  Nuclear  Power  Station,  Unit  2  52 

H.  B.  Robinson  Plant,  Unit  2  55 

Brigham  Young  Univ.  Research  Reactor  57 

Monticello  Nuclear  Generating  Planl  58 

Dow  Chemical  Co  59 

Quad-Cities  Station,  Unit  2  59 

Point  Beach  Nuclear  Plant,  Unit  1  61 

Fort  Si  Vrain  Nuclear  Generating  Station  64 

Oconee  Nuclear  Station,  Unit  1  67 

Oconee  Nuclear  Station,  Unit  2  69 

Vermont  Yankee  Nuclear  Power  Station  70 

Salem  Nuclear  Generating  Station,  Unit  1  72 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1  74 

Peach  Bottom  Atomic  Power  Station,  Unit  2  81 

Peach  Bottom  Alomic  Power  Station,  Uml  3  83 

Surry  Power  Station,  Unit  1  85 

Surry  Power  Station,  Unit  2  88 

Prairie  Island  Nuclear  Station,  Unit  1  91 

Fort  Calhoun  Station,  Unit  1  93 

Indian  Point  Station,  Unit  3  94 

Oconee  Nuclear  Station,  Unit  3  97 

Three  Mile  Island  Nuclear  Station,  Unit  1  99 

Pilgrim  Nuclear  Power  Station,  Unit  1  105 

Zion  Nuclear  Power  Station,  Unit  1  108 

Browns  Ferry  Nuclear  Power  Station,  Unit  3  1 10 

Cooper  Nuclear  Station  1 14 

Point  Beach  Nuclear  Plant,  Unit  2  116 

Crystal  River  Nuclear  Plant,  Unit  3  118 

Zion  Nuclear  Power  Station,  Unit  2  120 


Docket  Name 

50-305  Kewaunee  Nuclear  Power  Plant 

50-306  Prairie  Island  Nuclear  Station,  Unit  2 

50-309  Maine  Yankee  Atomic  Power  Plant 

50-311  Salem  Nuclear  Generating  Station,  Unit  2 

50-312  Rancho  Seco  Nuclear  Generating  Station 

50-313  Arkansas  Nuclear  One,  Unit  1 

50-315  Donald  C.  Cook  Nuclear  Power  Plant,  Unit  1 

50-316  Donald  C   Cook  Nuclear  Power  Plant,  Unit  2 

50-317  Calvert  Cliffs  Nuclear  Power  Plant,  Unit  1 

50-318  Calvert  Cliffs  Nuclear  Power  Plant,  Unit  2 

50-320  Three  Mile  Island  Nuclear  Station,  Unit  2 

50-321  Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 

50-322  Shoreham  Nuclear  Power  Station 

50-323  Diablo  Canyon  Nuclear  Power  Plant,  Unit  2 

50-324  Brunswick  Steam  Electric  Plant,  Unit  2 

50-325  Brunswick  Steam  Electric  Plant,  Unit  1 

50-327  Scquoyah  Nuclear  Plant,  Unit  1 

50-328  Sequoyah  Nuclear  Plant,  Unit  2 

50-329  Midland  Plant,  Unit  1 

50-330  Midland  Plant,  Unit  2 

50-331  Duane  Arnold  Energy  Center 

50-333  James  A.  Fitzpalrick  Nuclear  Power  Plant 

50-334  Beaver  Valley  Power  Station,  Unit  1 

50-335  St   Lucie  Plant,  Unit  I 

50-336  Millstone  Nuclear  Power  Station,  Unit  2 

50-338  North  Anna  Power  Station,  Unit  1 

50-339  North  Anna  Power  Station,  Unit  2 

50-341  Enrico  Fermi  Atomic  Power  Plant,  Unit  2 

50-344  Trojan  Nuclear  Plant 

50-346  Davis-Besse  Nuclear  Power  Station,  Unit  I 

50-348  Joseph  M.  Farley  Nuclear  Plant,  Unit  1 

50-352  Limerick  Generating  Station,  Unit  1 

50-353  Limerick  Generating  Station,  Unit  2 

50-354  Hope  Creek  Nuclear  Station,  Unit  1 

50-355  Hope  Creek  Nuclear  Station,  Unit  2 
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123 

50-358 

125 

50-361 

126 

50-362 

128 

50-364 

130 

50-366 

133 

50-368 

136 

50-369 

139 

50-370 

142 

50-373 

144 

50-374 

147 

50-382 

151 

50-383 

153 

50-387 

164 

50-388 

169 

50-389 

172 

50-390 

175 

50-391 

177 

50-395 

179 

50-396 

186 

50-397 

193 

50-400 

195 

50-401 

197 

50-402 

199 

50-403 

202 

50-407 

204 

50-409 

207 

50410 

210 

50-412 

212 

50413 

214 

50-414 

217 

50-416 

221 

50-417 

227 

50423 

232 

50-424 

234 

50425 

Name  Page 

William  H   Zimmer  Nuclear  Station,  Unit  1  235 

San  Onofre  Nuclear  Station,  Umt  2  236 

San  Onofre  Nuclear  Station,  Unil  3  239 

Joseph  M    Farley  Nuclear  Plant,  Unit  2  242 

Edwin  I    Hatch  Nuclear  Plant,  Unit  2  245 

Arkansas  Nuclear  One,  Unit  2  248 

William  B.  McGuire  Nuclear  Station,  Unit  1  251 

William  B.  McGuire  Nuclear  Station,  Unit  2  253 

LaSalle  County  Station,  Unit  1  255 

USalle  County  Station,  Unit  2  258 

Waterford  Generating  Station,  Unil  3  261 

Waterford  Generating  Station,  Unit  4  266 

Susquehanna  Steam  Electric  Station,  Unit  1  266 

Susquchanna  Steam  Electric  Station,  Unit  2  269 

St.  Lucie  Plant,  Unit  2  272 

Watts  Bar  Nuclear  Plant.  Unit  1  275 

Wails  Bar  Nuclear  Plant,  Unit  2  278 

Virgil  C.  Summer  Nuclear  Station,  Unit  I  281 

Univ.  of  Virginia  Cavalier  Reactor  283 

WPPSS  Nuclear  Project,  Unit  2  283 

Sliearon  Harris  Nuclear  Power  Plant,  Unit  I  286 

Shearon  Harris  Nuclear  Power  Plant,  Unit  2  294 

Shearon  Harris  Nuclear  Power  Plant,  Unit  3  299 

Shearon  Harris  Nuclear  Power  Plant,  Unit  4  300 

Univ.  of  Utah  Research  Reactor  300 

La  Crosse  Boiling  Water  Reactor  300 

Nine  Mile  Point  Nuclear  Station,  Unit  2  302 

Beaver  Valley  Power  Station,  Unit  2  303 

Catawba  Nuclear  Station,  Unil  1  305 

Catawba  Nuclear  Station,  Unit  2  312 

Grand  Gulf  Nuclear  Station,  Unit  1  317 

Grand  Gulf  Nuclear  Station,  Unit  2  323 

Millstone  Nuclear  Power  Station,  Unit  3  326 

Vogtle  Electric  Generating  Plant  328 

Vogtle  Electric  Generating  Plant  331 


Docket  Name 

STN-50-437  Floating  Nuclear  Plant 

50-438  Bellefonte  Nuclear  Plant,  Unit  I 

50-439  Bellefonte  Nuclear  Plant,  Unit  2 

50-440  Perry  Nuclear  Power  Ptanl,  Unil  1 

50-441  Perry  Nuclear  Power  Plant,  Unil  2 

50-443  Seabrook  Nuclear  Station.  Unit  1 

50-444  Seabrook  Nuclear  Station.  Unit  2 

50-445  Comanche  Peak  Steam  Electric  Station, 
Unit  I 

50-446  Comanche  Peak  Steam  Electric  Station, 
Unit  2 

STN-50-447  GESSAR-238 

STN-50-454  Byron  Station,  Unit  1 

STN-50-455  Byron  Station,  Unil  2 

STN-50-456  Braidwood  Station,  Unit  1 

STN-50-457  Braidwood  Station,  Unit  2 

50-458  River  Bend  Station.  Unit  ! 

50-459  River  Bend  Station,  Unit  2 

50-460  WPPSS  Nuclear  Project,  Unit  1 

50-461  Clmlon  Power  Station,  Unit  1 

50-462  Clinton  Power  Station,  Unit  2 

50-463  Fulton  Generating  Station.  Unit  1 

50-464  Fulton  Generating  Station,  Unit  2 

50-466  Aliens  Creek  Nuclear  Station,  Unit  1 

50-467  Aliens  Creek  Nuclear  Station.  Unit  2 

STN- 50-470  CESSAR  System  SO 

50-471  Pilgrim  Nuclear  Power  Station,  Unit  2 

STN-50-482  Wolf  Creek  Generating  Station 

STN-50^83  Callaway  Plant,  Unit  I 

STN-50-486  Callaway  Plant,  Unit  2 

STN-50-488  Perkins  Nuclear  Station,  Unit  1 

STN-50-489  Perkins  Nuclear  Station.  Unit  2 

STN-50-490  Perkins  Nuclear  Station,  Unil  3 

STN-50-493  Cherokee  Nuclear  Station,  Unit  3 

50-496  Montague  Nuclear  Power  Station,  Unit  I 

50-497  Montague  Nuclear  Power  Station,  Unit  2 
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Docket 

333 

STN-50-498 

333 

STN-50-499 

336 

50-500 

338 

50-501 

342 

STN-50-508 

346 

STN-50-509 

349 

50-513 

351 

50-514 

356 


Name  Page 

South  Texas  Project,  Unit  1  393 

South  Texas  Project,  Unit  2  394 

Davis-Besse  Nuclear  Power  Station,  Unit  2              395 

Davis-Besse  Nuclear  Power  Station,  Unit  3              395 

WPPSS  Nuclear  Project,  Unit  3  395 

WPPSS  Nuclear  Project,  Unit  5  399 

WPPSS  Nuclear  Project,  Unit  4  401 

Pebble  Springs  Nuclear  Plant,  Unit  1  403 

50-515         Pebble  Springs  Nuclear  Plaat,  Unit  2  403 

STN-50-518         Hartsvilte  Nuclear  Plant,  Unit  1  404 

Hartsville  Nuclear  Plant,  Unit  2  404 

Hartsville  Nuclear  Plant,  Unit  3  404 

Hartsville  Nuclear  Plant,  Unit  4  404 

Skagit  Nuclear  Power  Project,  Unit  1  404 

Skagit  Nuclear  Power  Project,  Unit  2  405 

Palo  Verde  Nuclear  Station,  Unit  1  406 

Palo  Verde  Nuclear  Stalion,  Unit  2  409 

Palo  Verde  Nuclear  Station,  Unit  3  412 

Clinch  River  Breeder  Reactor  415 

Memphis  State  Umv,  Research  Reactor  415 

Marble  Hill  Nuclear  Stalion,  Unit  1  415 

Marble  Hill  Nuclear  Station,  Unit  2  416 

Pliipps  Bend  Nuclear  Station.  Unit  1  417 

Phipps  Bend  Nuclear  Station,  Unit  2  417 

Black  Fox  Station,  Unit  I  417 

Black  Fox  Station,  Unit  2  417 

Yellow  Creek  Nuclear  Plant,  Unit  1  417 

Yellow  Creek  Nuclear  Plant,  Unit  2  418 

Domestic  Licensing  of  Special  Nuclear  Material  —  Docket  70 

Babcock  &  Wilcox  Co.,  Lynchburg,  VA  418 

Combustion  Engineering,  Inc.,  Windsor,  CT  418 

Nuclear  Fuel  Services,  Inc  ,  Envin,  TN  418 

Purdue  Univ.,  West  Lafayette,  IN  419 

Catholic  Univ.  of  America,  Washington,  DC           419 

UNC  Naval  Products,  Inc.,  Uncasvillc,  CT  419 


361 

STN  -50-5  19 

361 

STN  -50-520 

365 

STN-50-521 

368 

50-522 

570 

50-523 

373 

STN-50-528 

376 

STN-50-529 

378 

STN-50-530 

381 

50-537 

383 

50-538 

383 

STN-50-546 

384 

STN-50-547 

384 

STN-50-553 

384 

STN-50-554 

384 

STN-50-556 

384 

STN-50-557 

384 

STN-50-566 

388 

STN-50-567 

392 

Domestic  Lit 

392 

70-0027 

392 

70-0036 

392 

70-0143 

392 

70-0152 

392 

70-0190 

392 

70-0371 

Docket  Name 

70-0378  Army,  Depl    of,  Adelphi.  MD 

70-0398  Commerce,  Depl    of,  Washington,  DC 

70-0474  Upsala  College,  East  Orange,  NJ 

70-0553  Army,  Dept    of,  Sacramenlo,  CA 

70-0687  Union  Carbide  Corp  ,  Tuxedo,  NY 

70-0712          Kcrr-McGcc  Nuclear  Coip  , 
Oklahoma  City,  OK 

70-0734         GA  Technologies,  Inc  .  San  Diego,  CA 
70-0824         Babcock  &  Wilcox  Co  ,  Lynchburg,  VA 
70-0920         Rensselacr  Polytechnic  Institute.  Troy,  NY 

70-0925         Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

70-0984  Baltclle  Memorial  Institute,  Richland,  WA 

70-1100  Combustion  Engineering,  Inc  ,  Windsor,  CT 

70-1 1 13  General  Electric  Co  ,  Wilmington,  NC 

70-1143  Westinghouse  Electric  Corp  ,  Pittsburgh,  PA 

70-1151  Westmgliouse  Electric  Corp.,  Pittsburgh,  PA 

70-1 193         Kcrr-McGce  Nuclear  Corp., 
Oklahoma  City,  OK 

70-1201  Babcock  &  Wilcox  Co,.  Lynchburg,  VA 

70-1257  Exxon  Nuclear  Co  ,  Inc.,  Richland,  WA 

70-1311  Air  Force,  Dept   ol,  USAF,  Academy,  CO 

70-1359  IRT  Corp.,  San  Diego,  CA 

70-1621  Duqucsne  Light  Co  ,  Pittsburgh,  PA 

70-1717  Norwalk  Hospital.  Norwalk,  CT 

70-2199         Vclerant.  Administration  Medical  Center, 
Washington,  DC 

70-2946         Louisiana  Power  &  Light  Co  , 
New  Orleans,  LA 

70-2955          Edlow  International  Co.,  Washington,  DC 
70-2988          Philadelphia  Electric  Co  ,  Philadelphia.  PA 
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Packaging  of  Radioactive  Material  fur  Transport  and 
Transportation  of  Radioactive  Material  Under  Certain 


Dellak  Corp  422 

Ediow  International  Co  422 

North  American  Inspection  422 

Model    RCC-1,  -2,  -3,  -4,  Westmghouse  422 
Electric  Corp 

Model    B,  Babcock  &  Wilcox  Co  422 

Model    None,  Energy,  Dept   of  422 

Model.  CNS  8-120,  Chem-Nuclear  422 
Systems,  Inc. 

Model    1F-300.  General  Electric  Co  422 

Model:  FL  10-1,  General  Electric  Co,  423 

Model   741  &  74IE,  Technical  Operations,  423 
Inc, 

Model:  C-l,  Source  Production  &  423 
Equipment  Co  ,  Inc. 

Model:  AP-lOt.  ANEFCO,  Inc  423 

Model:  HN-100,  Series  2  &  2A,  423 
Hittman  Nuclear  &  Development  Corp 

Model:  HN-600,  NUPAC  7-100  &  CNS  423 
7-100,  Hittman  Nuclear  &  Development 
Corp 

Model    CNS  6-75,  Chem-Nuclear  Systems,  423 
Inc 

Model    ETR,  Exxon  Nuclear  Idaho  Co  423 

Model:  20-VS  &  40-VS,  Gulf  Nuclear,  Inc  423 

Model    R,  Gulf  Nuclear,  Inc.  423 

Model.  GNM-20,  Gulf  Nuclear,  Inc.  423 

Model    CNS6-80B  Nuclear  Packaging,  Inc  423 

Model:  CASTOR  V,  Gesellschafl  Fuer  423 
Nuklear  Service,  MBH 


Page 

Docket 

419 

Packaging  o 

419 

I  ransport 
Condition: 

419 

71-0511 

420 

71-0513 

420 

71-0514 

420 

71-5450 

420 

71-6206 

420 

71-6406 

420 

71-6601 

420 

71-9001 

420 

71-9009 

420 

71-9027 

421 

71-9036 

421 

421 

71-9071 

421 

71-9079 

421 

71-9080 

421 

421 

71-9108 

421 

71-9134 

421 

71-9160 

422 

71-9161 

422 

71-9162 

422 

71-9175 

71-9190 

422 

422 

Xlll 
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Low  Level  Radwaste  Disposal  Sites  —  Docket  27 

Barnwell,  SC,  Chem-Nuclear  Systems,  Inc 

Richland.  WA,  U  S    Ecology,  Inc 

Sheffield,  IL,  U.S  Ecology,  Inc 

Domestic  Licensing  of  Source  Material  —  Docket  40 

Allied  Chemical  Corp  ,  Mornstown,  NJ 

AMAX  Environmental  Services,  Inc., 
Golden,  CO 

American  Bearing  Co  ,  Indianapolis,  IN 
Army,  Dept.  of,  Sacramento,  CA 
Atlas  Minerals,  Inc.,  Denver,  CO 
Automation  Industries,  Inc.,  Phoenixville,  PA 
Bear  Creek  Uranium  Co.,  Casper,  WY 
Catholic  Univ.  of  America,  Washington,  DC 
Edlow  International  Co.,  Washington,  DC 
Energy  Fuels  Nuclear,  Inc.,  Denver,  CO 
Exxon  Co.,  USA,  Houston,  TX 
Federal-American  Partners,  Riverton,  WY 

Getty  Oil  Co,-Petrotomics  Co  , 
Shirley  Basin,  WY 

Honeywell,  Inc.,  Hopkins,  MN 

Kawecki  Berylco  Industries,  Inc., 
Boyertown,  PA 

Kerr-McGee  Chemical  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp  , 
Oklahoma  City,  OK 


27-047 

1 

27-048 

1 

27-039 

1 

40-3392 

3 

40-8820 

7 

40-0481 

2 

40-8107 

5 

40-3453 

3 

40-6920 

4 

40-8452 

5 

40-6329 

4 

40-8760 

7 

40-8681 

6 

40-8102 

5 

40-4492 

4 

40-6659 

4 

40-8830 

8 

40-6940 

5 

40-2061 

2 

40-8027 

5 

40-8586 

6 

40-8647 

6 

40-8727 

7 

40-8768 

7 

Name 

Minerals  Exploration  Co  ,  Los  Angeles,  CA 
Nuclear  Dynamics,  Inc  ,  Phoenix,  AZ 
Nuclear  Metals,  Inc  ,  Concord,  MA 
Ogle  Petroleum,  Inc  ,  Casper,  WY 
Pathfinder  Mines  Corp  ,  Riverton,  WY 
Pathfinder  Mines  Corp  ,  Shirley  Basin,  WY 

Plateau  Resources,  Ltd  , 
Grand  Junction,  CO 

Plateau  Resources,  Ltd., 
Grand  Junction,  CO 

Rio  Algom  Corp.,  Moab,  UT 
Silver  King  Mines,  Inc  .  Casper,  WY 
Spencer  Chemical  Co.,  Kansds  City,  MO 
Target  Research,  Inc  ,  Wharton,  NJ 
Tennessee  Valley  Authority,  Chattanooga,  TN 

Teton  Exploration  Drilling  Co.,  Inc., 
Casper,  WY 

Union  Carbide  Corp  ,  Grand  Junction,  CO 
Uranerz  USA,  Inc.,  Casper,  WY 
Uranium  Resources,  Inc  ,  Richardson,  TX 
Western  Nuclear,  Inc,,  Jeffrey  City,  WY 
Western  Nuclear,  Inc.,  Lakewood,  CO 
Whitlaker  Metals,  Los  Angeles,  CA 
Wyoming  Fuel  Co,,  Lakewood,  CO 
Wyoming  Mineral  Corp  ,  Lakewood,  CO 
Wyoming  Mineral  Corp.,  Lakewood,  CO 

Domestic  Licensing  of  Production  and  Utilisation  Facilities 
Docket  50 

Aliens  Creek  Nuclear  Station,  Unit  I 
Aliens  Creek  Nuclear  Station,  Unit  2 
Arkansas  Nuclear  One,  Unit  1 
Arkansas  Nuclear  One,  Unit  2 


Docket 
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40-8584 

6 

40-8663 

6 

40-0672 

2 

40-8745 

7 

40-2259 

3 

40-6622 

4 

40-8674 

6 

40-8698 

6 

40-8084 

5 

40-8602 

6 

40-1478 

2 

40-8824 

7 

40-134] 

2 

40-8783 

7 

40-0299 

1 

40-8783 

7 

40-8786 

7 

40-1162 

2 

40-8684 

6 

40-7455 

5 

40-8829 

7 

40-8502 

5 

40-8585 

6 

i  Facilities  — 

50-466 

384 

50-467 

384 

50-313 

133 

50-368 

248 

XV 


Name 

Babcock  &  Wilcox  Co.,  Critical  Facility 

Beaver  Valley  Power  Station,  Unit  1 

Beaver  Valley  Power  Station,  Unit  2 

Bcllefontc  Nuclear  Plant,  Unit  1 

Bellefontc  Nuclear  Plant,  Unit  2 

Big  Rock  Point  Nuclear  Plant 

Black  Fox  Station,  Unit  1 

Black  Fox  Station,  Unit  2 

Braidwocxl  Station,  Unit  I 

Braidwood  Station.  Unit  2 

Brigliam  Young  Univ.  Research  Reactor 

Browns  Ferry  Nuclear  Power  Station,  Unit  I 

Browns  Ferry  Nuclear  Power  Station,  Unit  2 

Browns  Ferry  Nuclear  Power  Station,  Unit  3 

Brunswick  Steam  Electric  Plant,  Unit  1 

Brunswick  Steam  Electric  Plant,  Unit  2 

Byron  Station,  Unit  I 

Byron  Station,  Unit  2 

Callaway  Plnnl,  Unit  1 

Callaway  Plant,  Unit  2 

Calverl  Cliffs  Nuclear  Power  Plant,  Unit  1 

Calverl  Cliffs  Nuclear  Power  Plant,  Unit  2 

Catuwba  Nuclenr  Station,  Unit  1 

Calawba  Nuclear  Slation,  Unit  2 

CESSAR  System  80 

Cherokee  Nuclear  Station,  Unit  3 

Clinch  River  Breeder  Reactor 

Clinton  Power  Station,  Unit  1 

Clinton  Power  Station,  Unit  2 

Comonchc  Peak  Steam  Electric  Station, 
Unit  1 

Comatiche  Peak  Slcfim  Electric  Station, 
Unit  2 

Cooper  Nuclear  Station 

Crystal  River  Nuclear  Plant,  Unil  3 

Davis-Bessc  Nuclear  Power  Station,  Unil  1 


Docket 

Pnge 

50-13 

10 

50-334 

197 

50-412 

303 

50438 

333 

50-439 

336 

50-155 

15 

STN-50-556 

417 

STN-50-557 

417 

STN-50-456 

368 

STN-50-457 

370 

50-262 

57 

50-259 

47 

50-260 

52 

50-296 

110 

50-125 

172 

50-324 

169 

STN-50-454 

361 

STN-50-455 

365 

STN-50-483 

388 

STN-50-486 

392 

50-317 

142 

50-318 

144 

50-413 

305 

50-414 

312 

STN  -50-470 

384 

STN-50-493 

392 

50-537 

415 

50-461 

381 

50-462 

383 

50-445 

351 

50-446  356 

50-298  1 14 

50-302  118 

50-346  214 


Name 

Davis-Besse  Nuclear  Power  Slation,  Unit  2 

Davis-Besse  Nuclear  Power  Station,  Unit  3 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  2 

Donald  C    Cook  Nuclear  Power  Plant,  Unit  1 

Donald  C,  Cook  Nuclear  Power  Plant,  Unit  2 

Dow  Chemical  Co, 

Dresden  Nuclear  Power  Station,  Unit  1 

Dresden  Nuclear  Power  Station,  Unit  2 

Dresden  Nuclear  Power  Station,  Unit  3 

Duanc  Arnold  Energy  Center 

Edwin  1   Hatch  Nuclear  Plant,  Unit  1 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 

Enrico  Fermi  Atomic  Power  Plant,  Unit  2 

Floating  Nuclear  Ptant 

Fort  Calhoun  Station,  Unit  1 

Fort  St.  Vram  Nuclear  Generating  Station 

Fulton  Generating  Station,  Unit  1 

Fulton  Generating  Station,  Unit  2 

Gencrnl  Electric  Nuclear  Test  Reactor 

General  Electric  Test  Reactor 

GESSAR-238 

Grand  Gulf  Nuclear  Station,  Unit  1 

Grand  Gulf  Nuclear  Station,  Unit  2 

H.  B,  Robinson  Plnnt,  Unit  2 

Haddani  Neck  Plant 

Hartsvillc  Nuclear  Plnnt,  Unit  1 

Hartsville  Nuclear  Plant,  Unit  2 

Hartsville  Nuclear  Plant,  Unit  3 

Kartsvillc  Nuclear  Plant,  Unit  4 

Hope  Creek  Nuctear  Station,  Unit  I 

Hope  Creek  Nuctear  Station,  Unit  2 

Humboldt  Bay  Power  Plant,  Unit  3 

Indian  Point  Station,  Unit  1 

Indian  Point  Station,  Unit  2 
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151 
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245 
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333 

50-285 

93 

50-267 

64 
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383 
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384 

50-73 

12 
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12 
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50-213 

21 
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404 
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404 

STN-50-520 
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STN-50-521 

404 
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232 
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50-133 

13 

50-3 

8 

50-247 

34 

XVI 


Name 

Indian  Point  Station,  Unit  3 
James  A    Fitzpatrick  Nuclear  Power  Plant 
Joseph  M,  Farley  Nuclear  Plant,  Unit  1 
Joseph  M.  Farley  Nuclear  Plant,  Unit  2 
Kewaunee  Nuclear  Power  Plant 
La  Crosse  Boiling  Water  Reactor 
LaSallc  County  Station,  Unit  I 
LaSalle  County  Station,  Unit  2 
Limerick  Generating  Station,  Unit  1 
Limerick  Generating  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hilt  Nuclear  Station,  Unit  2 

Massachusetts  Institute  of  Technology 
Research  Reactor 

Memphis  State  Univ.  Research  Reactor 
Midland  Plant,  Unit  1 
Midland  Plant,  Unit  2 
Millstone  Nuclear  Power  Station,  Unit  1 
Millstone  Nuclear  Power  Station,  Unit  2 
Millstone  Nuclear  Power  Station,  Unit  3 
Montague  Nuclear  Power  Station,  Unit  I 
Montague  Nuclear  Power  Station,  Unit  2 
Monticello  Nuclear  Generating  Plant 
National  Naval  Medical  Center 
Nine  Mile  Point  Nuclear  Station,  Unit  1 
Nine  Mile  Point  Nuclear  Station,  Unit  2 
North  Anna  Power  Station,  Unit  1 
North  Anna  Power  Station,  Unit  2 
Nuclear  Ship  Savannah 
Oconee  Nuclear  Station,  Unit  1 
Oconee  Nuclear  Station,  Unit  2 
Oconee  Nuclear  Station,  Unit  3 
Oyster  Creek  Nuclear  Power  Plant 
Palisades  Nuclear  Plant 
Palo  Verde  Nuclear  Station,  Unit  1 
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50-286 

94 

50-333 

195 

50-348 

217 

50-364 

242 

50-305 

123 

50-409 

300 

50-373 

255 

50-374 

258 

50-352 

221 

50-353 

227 

50-309 

126 

STN-50-546 

415 

STN-50-547 

416 

50-20 

10 

50-538 

415 

50-329 

179 

50-330 

186 

50-245 

32 

50-336 

202 

50-423 

326 

50-496 

392 

50-497 

392 

50-263 

58 

50-170 

17 

50-220 

26 

50-410 

302 

50-338 

204 

50-339 

207 

50-238 

31 

50-269 

67 

50-270 

69 

50-287 

97 

50-219 

23 

50-255 

46 

STN-50-528 

406 

Name 

Palo  Verde  Nuclear  Station,  Unit  2 

Palo  Verde  Nuclear  Station,  Unit  3 

Peach  Bottom  Atomic  Power  Station,  Unil  1 

Peach  Bottom  Atomic  Power  Station,  Unit  2 

Peach  Bottom  Atomic  Power  Station,  Unit  3 

Pebble  Springs  Nuclear  Plant,  Unit  1 

Pebble  Springs  Nuclear  Plant,  Unit  2 

Pennsylvania  State  Umv,  Research  Reactor 

Perkins  Nuclear  Station,  Unit  I 

Perkins  Nuclear  Station,  Unit  2 

Perkins  Nuclear  Station,  Unit  3 

Perry  Nuclear  Power  Plant,  Unit  1 

Perry  Nuclear  Power  Plant,  Unit  2 

Phipps  Bend  Nuclear  Station,  Unit  1 

Phipps  Bend  Nuclear  Station,  Unit  2 

Pilgrim  Nuclear  Power  Station,  Unit  I 

Pilgrim  Nuclear  Power  Station,  Unit  2 

Plum  Brook  Reactor—Mock-Up 

Plum  Brook  Research  Reactor  Facility 

Point  Beach  Nuclear  Plant,  Unit  1 

Point  Beach  Nuclear  Plant,  Unit  2 

Prairie  Island  Nuclear  Station,  Unit  1 

Prairie  Island  Nuclear  Station,  Unit  2 

Purdue  Univ.  Research  Reactor 

Quad-Cities  Station,  Unit  I 

Quad-Cities  Station,  Unit  2 

Rancho  Scco  Nuclear  Generating  Station 

River  Bend  Station,  Unit  1 

River  Bend  Station,  Unit  2 

Robert  Emmet  Gmna  Nuclear  Plant,  Unit  1 

RPI  Critical  Experiment 

Salem  Nuclear  Generating  Station,  Unit  1 

Salem  Nuclear  Generating  Station,  Unit  2 

San  Oiiofre  Nuclear  Station,  Unit  I 

San  Onofrc  Nuclear  Station,  Unit  2 


Docket 

Page 

STN-50-529 

409 

STN-50-530 

412 

50-171 

17 

50-277 

81 

50-278 

83 

50-514 

403 

50-515 

403 

50-5 

9 

STN-50-488 

392 

STN-50-489 

392 

STN-50490 

392 

50-440 

338 

50-441 

342 

STN-50-553 

417 

STN-50-554 

417 

50-293 

105 

50-471 

384 

50-185 

17 

50-30 

11 

50-266 

61 

50-301 

116 

50-282 

91 

50-306 

125 

50-182 

17 

50-254 

44 

50-265 

59 

50-312 

130 

50-458 

373 

50-459 

376 

50-244 

31 

50-225 

28 

50-272 

72 

50-311 

128 

50-206 

18 

50-361 

236 

Name 

San  Onolre  Nuclear  Station,  Uml  3. 

Saxton  Nuclear  Experimental  Facility 

Seabrook  Nuclear  Stalion,  Unit  1 

Seabrook  Nuclear  Station,  Unit  2 

Scc|uoyah  Nuclear  Plant,  Unil  1 

Sequoyah  Nuclear  Plant,  Unit  2 

Shearon  Harris  Nuclear  Power  Plant,  Unit  1 

Shcaron  Ham;.  Nuclear  Power  Plant,  Unit  2 

Shearon  Harris  Nuclear  Power  Plant,  Unil  1 

Shcaron  Harris  Nuclear  Power  Plant,  Unit  4 

Shoreham  Nuclear  Power  Stalion 

Skagit  Nuclear  Power  Project,  Unit  1 

SkagU  Nuclear  Power  Project,  Unit  2 

South  Texas  Project,  Uml  I 

South  Texas  Project,  Umt  2 

Si    Lucie  Plant.  Unit  1 

Si    Lucie  Plant.  Unit  2 

Surry  Power  Station,  Unit  1 
Surry  Power  Station,  Unit  2 
Siisquehanna  Steam  Eleclnc  Station,  Unit  1 

Susquchaniu  Steam  Electric  Station,  Unit  2 

Three  Mile  Island  Nuclear  Station,  Unit  1 

Three  Mile  Island  Nuclear  Station,  Unil  2 

Trojan  Nuclear  Plant 

Turkey  Point  Plant,  Unit  3 

Turkey  Point  Plant,  Unit  4 

UCLA  Training  Reactor 

Union  Carbide  Research  Reactor 

Univ.  or  Arizona  Research  Reactor 

Univ  of  California  Research  Reactor 

Univ   or  Florida  Training  Reactor 

Univ.  or  Lowell  Research  Reactor 

Univ   of  Maryland.  Research  Reactor 

Univ,  of  Michigan  Research  Reactor 

Univ   of  Missouri  Research  Reactor 
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50-362 

239 

50-146 

15 

50-443 

346 

50444 

349 

50-327 

175 

50-328 

177 

50-100 

286 

50-401 

294 

50-402 

299 

50-403 

300 

50-322 

153 

50-522 

404 

50-523 

405 

STN-50-498 

393 

STN-50-499 

394 

50-335 

199 

50-389 

272 

50-280 

85 

50-281 

88 

50-387 

266 

50-388 

269 

50-289 

99 

50-320 

147 

50-344 

212 

50-250 

39 

50-251 

41 

50-142 

14 

50-54 

11 

5Q-i  n 

12 

50-224 

28 

50-83 

12 

50-223 

28 

50-166 

17 

50-2 

8 

50-123 

13 

Name 

Univ    of  Utah  Research  Reactor 

Univ    ot  Utah  Research  Reactor 

Univ    of  Virginia  Cavalier  Reactor 

Univ   of  Virginia  Research  Reactor 

Univ    of  Washington  Research  Reactor 

Univ,  of  Wisconsin  Research  Reactor 

Viillecitos  Boiling  Water  Reactor 

Vermont  Yankee  Nuclear  Power  Station 

Virgil  C   Summer  Nuclear  Station,  Unil  1 

Vogtle  Electric  Generating  Plant 

Vogtle  Electric  Generating  Plant 

Waterford  Generating  Station,  Unit  3 

Waterford  Generating  Station,  Unil  4 

Watts  Bar  Nuclear  Plant,  Unit  1 

Wails  Bar  Nuclear  Plant,  Unit  2 

West  Valley  Reprocessing  Plant 

William  B    McGuirc  Niicldir  Station,  Unit  1 

William  IJ    McGuire  Nuclear  Station,  Unit  2 

William  H    Zimmer  Nuclear  Stalion,  Unit  1 

Wolf  Creek  Generating  Stalion 

WPPSS  Nuclear  Project,  Unit  1 

WPPSS  Nuclear  Project,  Unit  2 

WPPSS  Nuclear  Project,  Unit  3 

WPPSS  Nuclear  Project,  Unit  4 

WPPSS  Nuclear  Project,  Unit  5 

Yankee-Rowc  Nuclear  Power  Station 

Yellow  Creek  Nuclear  Plant,  Unit  1 

Yellow  Creek  Nuclear  Plant,  Unit  2 

Zion  Nuclear  Power  Station,  Unit  I 

Zum  Nuclear  Power  Station,  Unit  2 

Domestic  Licensing  of  Special  Nuclear  Material  —  Docket  70 

Air  Force,  Dcpt,  of,  USAF  Academy.  CO 

Army,  Dept  of,  Adelphi,  MD 

Army,  Dept.  of,  Sacramento,  CA 

Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
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50-407 

300 

50-72 

12 

50-396 

283 

50-62 

12 

50-139 

14 

50-156 

17 

50-18 

10 

50-271 

70 

50-395 

281 

50-424 

328 

50-425 

331 

50-382 

261 

50-383 

266 

50-390 

275 

50-391 

278 

50-201 

17 

50-369 

251 

50-370 

253 

50-358 

235 

STN-50-482 

384 

50-460 

378 

50-397 

283 

STN-50-508 

395 

50-513 

401 

STN-50-509 

399 

50-29 

10 

STN-50-566 

417 

STN-30-567 

418 

50-295 

108 

50-304 

120 

—  Docket  70 

70-1311 

421 

70-0378 

419 

70-0553 

420 

70-1201 

42  1 

Name 

Babcock  &  Wilcox  Co  ,  Lynchburg,  VA 
Babcock  &  Wilcox  Co  ,  Lynchburg,  VA 
Batlelle  Memorial  Institute,  Richland,  WA 
Catholic  Univ   of  America,  Washington,  DC 
Combustion  Engineering,  Inc.,  Windsor,  CT 
Combustion  Engineering,  Inc.,  Windsor,  CT 
Commerce,  Dept    of,  Washington,  DC 
Duquesne  Light  Co  ,  Pittsburgh,  PA 
Edlow  International  Co.,  Washington,  DC 
Exxon  Nuclear  Co  ,  Inc  ,  Richlund,  WA 
GA  Technologies,  Inc.,  San  Diego,  CA 
General  Electric  Co  ,  Wilmington,  NC 
IRT  Corp.,  San  Diego,  CA 

Kerr-McGee  Nuclear  Corp  , 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McOee  Nuclear  Corp., 
Oklahoma  City,  OK 

Louisiana  Power  &  Light  Co., 

New  Orleans,  LA 

Norwalk  Hospital,  Norwalk,  CT 
Nuclear  Fuel  Services,  Inc.,  Erwin,  TN 
Philadelphia  Electric  Co.,  Philadelphia,  PA 
Purdue  Univ.,  West  Lafayette,  IN 
Rensselacr  Polytechnic  Institute,  Tioy,  NY 
UNC  Naval  Products,  Inc.,  Uncasville,  CT 
Union  Carbide  Corp.,  Tuxedo,  NY 
Upsala  College,  East  Orange,  NJ 

Veterans  Administration  Medical  Center, 
Washington,  DC 

Westinghouse  Electric  Corp.,  Pittsburgh,  PA 
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418 

70-0824 

420 

70-0984 

420 

70-0190 

419 

70-0036 

418 

70-1100 

420 

70-0398 

419 

70-1621 

421 

70-2955 

422 

70-1257 

421 

70-0734 

420 

70-1113 

421 

70-1359 

421 

70-1193 

421 

70-0712 

420 

70-0925 

420 

70-2946 

422 

70-1717 

422 

70-0143 

418 

70-2988 

422 

70-0152 

419 

70-0920 

420 

70-0371 

419 

70-0687 

420 

70-0474 

419 

70-2199 

422 

Name 

Westinghouse  Electric  Corp  ,  Pittsburgh,  PA 

Packaging  of  Radioactive  Material  for  Transport  and 
Transportation  of  Radioactive  Material  Under  Certain 
Condition!,  —  Docket  71 

Dellak  Corp 

Edlow  International  Co 

Model.  20-VS  &  40-VS,  Gulf  Nuclear,  Inc 

Model   741  &  741E,  Technical  Operations, 
Inc 

Model:  AP-101,  ANEFCO,  Inc 
Model   B,  Babcock  &  Wilcox  Co, 

Model:  C-l,  Source  Production  & 
Equipment  Co  ,  Inc 

Model.  CASTOR  V,  Gesellschafl  Fuer 
Nuklear  Service,  MBH 

Model    CNS  6-75,  Chem-Nuclear  Systems. 
Inc 

Model.  CNS  8-120,  Chem-Nuclear  Systems, 
Inc 

Model   CNS6-80B,  Nuclear  Packaging,  Inc 
Model    ETR,  Exxon  Nuclear  Idaho  Co, 
Model.  FL  10-1,  General  Electric  Co 
Model"  GNM-20,  Gulf  Nuclear,  Inc. 

Model   HN-100,  Series  2  &  2A,  Hillman 
Nuclear  &  Development  Corp, 

Model:  HN-600,  NUPAC  7-100  &  CNS 
7-100,  Hittman  Nuelear  &  Development 
Corp 

Model:  IF-300,  General  Electric  Co 
Model:  None,  Energy,  Dept.  of 
ModehR,  Gulf  Nuclear,  Inc 

Model.  RCC  -1,  -2,  -3,  -4,  Wcslmghouse 
Electric  Corp 

North  American  Inspection 
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71-9160 
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71-9027 

423 

71-9071 

423 

71-6206 

422 

71-9036 

423 

71-9190 

423 

71-9108 

423 

71-6601 

422 

71-9175 

423 

71-9134 

423 

71-9009 

423 

71-9162 

423 

71-9079 

423 

71-9080 

423 

71-9001 

422 

71-6406 

422 

71-9161 

423 

71-5450 

422 

71-0514 
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XIX 


DOCKETED  ITEMS 


LOW  LEVEL  RADWASTE  DISPOSAL  SITES 

DOCKET    27-037   SHEFFIELD,     IL,     U    B      ECOLOGY,      INC 


B403O10344    Requests    correction    in    distribution    list    to   reflect 
ja   fiood t B    as    assistant    atty    general 

ODQDIEi  J    3         Illinois.    State    of        84/02/10  Dlvilian    of    Waste 

Management.       Ip        H2449  333 

B4Q31fi0077    Trip    rapt    of   attendance    at    Sheffield    Tritium  Migration  Study 
Starring     Committee   B4011?  meeting    re    fiscal    arrangemonts. 
grounduatBr    tracer    study,  temp    survegs   &   addl    data   needs 
ODQDE.D.         Oiotechnical    Branch    (Post    H31001)         BHAFFNER,  J  A 
Lou-Level     Uastt   It  Uranium   Recovery    Projects    Branch        84/02 /HI 
HIOOINBDTHAM, L,       Low-Level    Watte   &   Uranium  Recovery  Projects   Branch 
KNAPP.M.  R         Qeot*chnical    Branch    (Post   831001)         2pp        2H662  2B4 

8403300317    Forwards   agenda    far   Q40EHB-H9    technical    meetings    at 
Bprlngf  1  aid,  IL    to   review    existing    monitoring    programs 
li    possible*    monitoring    program   after    site    closure 
LA6H.T   R  Illlnoi.,    Stati    of        B4/OE/21  Illinois,    State    of 

3pp.       227Q9- 1A4, 

B4030703BO    Notification   of    contract    eiecutlon.  Mod    3, to    "Evaluation   of 
Location*    &  Rates    of   QrounduiatEi*    Discharge    from  Sheffield 
Low    lev*!     Haste   Disposal    Facility    "    Contractor   U30S 
PAOE.M         Technical    Assistance   Contract!    Branch        NRC -02-80-069 
84/03/01.         DAVIS,  J        Offlcs    of  Nuclear   Material    Safety    & 
Safeguard*.  Director        QOaDE, D  J        NflC   -  No    Detailed   Affiliation 
Oiven         Ip         88367.041 

— 8403070303    Mod    9i changing    name    of    projtct    officer, to    "Evaluation    of 
Location!    &  Hates    of   Qrounduatei-    Discharge    from   Sheffield 
Lou  Laval    Watte   Disposal    Facility    " 

<t      Inter  lor,     D*pt      of,     Geological    Survey         SMITH.  P        Division   of 
Contract*        NRC-02-80-069,       B4/03/O1.   .    Ip         SS5i7  04H, 

94032202 IB     Informs    of    establishment    of    task    working    group    to    formulate 
* Iternativ*    strategies    for    transfer    of   Sheffield    loin   level 
watte    di*posal    facility    to    DOE  Response   requested    by   B4Q30B 
ai    to    «««(gnment    of    staff    representatives, 

BROMNINO, R    E,       Division   of   Matte   Management         B4/03/09        KNAPP. M 
Oeotechnlol    Branch    (Pa«t    831001)         BUNTINO,  J        Division    of   Waste 
Management.       HIOQINBOTHAM, L.       Lou-Level    Haste    S>   Uranium   Recovery 
Projects    Branch        2pp        22721,357 


DOCKET  37-0*7    flARNHELL,    BC,     CHEM-NUCLEAR   SVSTEM9,     INC. 


8403130316    Farurds    summaryi  In    gramsidf   BNM   dispoied    of   at    slti   during 
CVB3   undeir    License    IZ-13336-01    9NM   amounted    to    193,104   37    g 
BTILL,J,         Chem-Nuclear   Systems.     Ine        B4/02/3B  Division    of   Waste 

rt*n«g»«tnt.        Bpp,       22649:307. 


DOCKET  H7-O46   HICHLAND.    HA.     U.  S,    ECOLDOV.     INC 


B4 0302037 7    Forward*    tummary    of    technical    update    meeting    on   840119    In 
UBOB  Qfc*     In  Urbana.  IL  re    tritium  migration    Investigation   at 
Sheffield     lau    l*vel    u»it»    disposal    siti. 
OAYWR.  R    K         U   B,     Ecology,     Inc      (formerly    Nuclear   Engln*erlngr     Inc    ) 

34/03/13  U  a.     Ecology.     Inc,     (formerly    Nuclear   Engineering. 

Inc.  >.       3pp.       92472.  187 


B403O10349   Requests    specific    approval    For    one-time    disposal     of     5 
CI    Pu-23B  neutron   source    Info   re    source    described    in 
attached   831011    Itr 
WALLER, W  K        US     Ecology,     Inc      (formerly   Nuclear  Engineer  ing,     Inc     ) 

84/02/14         SCHAFFNER.J         NRC    -   No    Detailed    Affiliation     Oiven          4pp 
23449   34B 

8403150317  Forwards   FR   notice    of    issuance   &   negative    declaration    on 
license    amend    re   SNM  tflsposa  1 ,  for   FR  publication 

HIGQINBOTHAM,  L        Lou-Level    Haste   tt  Uranium  Recovery    Projects    Branch 
B4/02/24        FELTDN.J  M        Division   of   Rules   and    Records         4p  p 
33649   303 

84031302B3  Forwards  Amend    4    to   License    16-19504-01    Amend    autKoriios 
receipt    &  disposal    of  BNM   at   US  Ecology, Inc    lou   level 
raduaste    burial    Facility    in   HanFord.WA 

HIOOINBOTHAM.L         Lou   Level    Waste    Llcenslna    Branch         34/02/37. 
SCQVILLEiJ  J        US      Ecology,     Inc      (formerly   Nuclear    Engineering, 
Inc     )         Spp         22662   001 

— B403130201    Amend    4    to  Mat  1 /Byproduct  License    16-19204-Di.  reflecting 
Masts   manl  fest,  waste    form   h   classification  requirement* 
contained    in    1QCFR61    b   20   311 

H1GOINBOTHAM,  L        Low-Level    Waste   (<  Uranium  Recovery    Projocta 
Branch         34/02/16         23pp         22662   003 

8403160094   Advises    that   App    A   of  SUM    license    unchanged    in    order    to 
maintain   consistency   u/App   A   of  State   of   VIA   license,  per 
Dec    19B3    telcon  re    Inconsistent   sole-use   vehicle    limits    d 
removable   contamination    limits 

SHAFFNER.J  A        Lou-Level    Waste  &  Uranium  Recovery  Projects    Branch 
84/02/27         THOMAS,  B         Region    3.     Office    OF    Director          Ip.        22662    273 

B40322023S  Responds    to   840214    Itr   requesting    one-time    approval    of 
disposal    oF    9  Ci   Pu-23B   neutron   source   NRC    needs    data 
necessary    to  make    Independent   determination   oF   no 
significant    environ    impact    due   to    disposal    of   package 
SHAFFNER.J  A        Lou-Level    Haste   d  Uranium  Recovery  Projects    Branch 
B4/03/05        WALLER, K        U  S      Ecology.     Inc       (Formerly   Nuclear 
Engineering.     Inc    )        2pp        22719  397 

DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 


DOCKET  40-OS99  UNION  CARBIDE  CORP   ,    GRAND   JUNCTION,    CO 


B403010012  Requests   reconsideration    of   classification    of    B3DE91O 
submlttal    to   License   &UA-64B   re   tasting    clay   cap   tt  cover 
matl    for    inactive    tailings    area  as    minor   amend   Submittal    not 
request    for   amend 

LYONS-J  L        Union  Carbide   Corp        B3/OB/16        PETTINOlLLrH  A         Uranium 
Recovery  Field  Office        Ip       83479  340 

8103130234  Water    level    evaluation  rept    for   Jan    1934  Production    from 
pumpback    well    Improved    compared   to   Dec,  but   remain*    belotu 
vol    required    for   reversal    of    hydraulic    gradient  W/840131 
Itr 

LYONS.J  L        Union  Carbide    Carp        84/01/31        PETTINOILL.H         Uranium 
Recovery    Field   Office        17pp        3364B  229 

B403130K10  Advises    that   revleui   of   cipanslon  application   &    periodic 
revi    temporarily    suspended    pending    succenful    resolution    of 
A-9   seepage   problem 

ERICKSuN.J        Wyoming,    State    of        B4/02/11        LYONS- P    J         Union   Carbide 
Corp         2pp         22649. 030 


Q4030 10341    Forwards   monthly    SNM   receipt   tc   burial    rept   for    Jan    1984   b 
r*pt    Of    Ittitople    activity    at    required    fag    State    of    MA  W/o 
•  ncli. 
HRIOHT.  B.  V.       U.  S     Ecology,    Inc      (formerly   Nuclear  Engineering.    Inc    ) 

04/03/14.        BRDWNINO,  B.       Lou  Levtl    Wait*   Llonilng    Branch         Ip 
HH449: 384. 


8403070266  Forward*    payment    for   Enforcement  Action  83-1  OB    dtd    31O31O 
NRC    findings    disputed 

SHORTHIDOE.E  H.       Union   Carbide  Corp        84/O2/3B,  Director '«   OFFlei 

Offlc*    of    Inspection   and    Enforcement        2pp        22347'3.16 


DOCKETED  ITEMS 


DOCKET    40-OOB1    AMERICAN    HEARING   CO    .     INDIANAPOLIS,     IN 


&4O3O604IJ'0  Forward*  Oat    Rldgi    Associated   Univs    find)    rept    DTI 
decontamination  of   American    gearing    Corp    facilities    In 
Indianapolis.  ItJ   W/o    end 

CHOW,H   T        Uranium  Fuil    Llcensins    Branch        B4/02/S7  Uranium  Fuel 

Licematn)    Branch          Ip         23332   SO1? 


DOCKET   40-0672   NUCLEAR    HETALS.      INC    .     CONCCRD.     MA 


B403S60102   Forwards     IE    Insp    Ropt   40-1341/94-O1    on    310123   No    Violation 
found 

HALL.fl   E         Region    4,     Office    of   Director         B4/02/S2         DONOVAN, T   K 
Tennessee   Valley   Authority        Epp        227 SB  243 

— 8403240109    IE    Imp    Pspt    40-1341/04-01    on  840123  No   violations   or 
deviations    identified   Major   aria*    Inspected    organization    & 
admini stration. radiation    protection,  respiratory    protection  & 
independent   measurements 

SPITZOERO.D  B    ,     JIERREE.C   C   ,    EVERETT.  R  R        Region   4,     Office    of 
Director          04/02/21         4pp         3S79B   B47 


8403030134    Ack    receipt    of    310119    Itr     informing    NRC    of    steps     taken    to 
corroct    violation*    noted     in    IE    Insp    Kept    40-067B/B3~OB 

MA!tTIN>T    T         Division    of   Engineering    t,   Technical    Programs          84/02/24 
VUMBACO.F   J        Kuclaar   fletal*,     Inc          Ip          224BB    111 

--84O3030144   Respond!    to   NRC  830305    Itr    re    Item  7    listed    In   •Conftrdnator v 
Action  Ltr  B3-OB  Descriptions   of    I  is-ted    programs    submitted 
for  NRC   revieui   Adrfl    info    forwarded    to  Mat  I    Licensing    Branch, 
Div   of  Fuel   Cycle    t,  Matl    Safety 

VUM9ACD.F    J        Nuclear    ttetali.     Inc         B4/01/13         MARTIN.  T    T 
Division    of  Engineering    ti   Tgchnlcal    Programs        2pp         224GB   112 


B40320O333  Amends    Condition    31    to  License   8UA-B16  Amend    approval 
radiological    safety    plan   &  procedures    in   health    physics 
manual    »i   has)*    for    implementing    radiation    safety    programs 
SMITH. R    D        Uranium  Recovery    Field    Office        84/02/27  Tennesiee 

Valleu   Authority         2pp        2870?   134 

— 9403200335  Safety    *valuation   re   review  of   health    physics    manual    for 
decommissioning    Edgemant  Hill   Manual    acceptable 
HAHKINS.E    F  .    OIERREE,  C    C        Uranium  Recovery   Field   Office 
81/02/23        6pp        22709    ISA 


--B403030150  .Foruardi,  for   review.  Info    for    Inclusion    Into    reneua! 
application   for  Lltanse    SHE-IT?  based    on    request    from    Region 
1    it   documented    in    B30005   Confirmatory    Action   Ltr    B3-OB 
VUMifACO.F    J        Nuclear   Metals.     Inc         84/01/15         MAW3.  J    C          Division 
of    Fuel   Cycle  &  Material    Safety        33pp        JJ24BB    114 

— B403090156  "fle-pe   of    In  Vivo  Counting    for   Nuclear  Metals,  Inc    "    Work 
performed    an   020719-23 

GUEHfflKG.  J  S        Halgeson    Nuclear    Servicas.     Inc        93/107-03         93 pp 
334 BB    167 

0403330070  Acli   receipt    of  B40217   Itr    informing    NJIC   of    tteps    taken   to 
correct    violations   noted    in    IE   insp 

MARTIN.  T  T        Division   of   Engineering   &  Technical    Program!         B4/03/09 
TUFFIM. U   B         Nuclear    Metals,     Inc          Ip          227 It   29S 

— B403320092  Responds    to   NRC  340117    Itr   r*    tflolations    noted    In    IE    insp 
Corrective  actions    radiological    work    audit    progran  &    format 
revised 

VUrtBriCO.F   J         Nuclear   Mstals.     lit         S-l/02/17         MARTIN.T    T 
Division    of   Engineering    &    Technical    Programs          12pp          22716    27? 


DOCKET   40-1  IfaB   WESTERN   NUCLErtR,      INC    ,     JEFFREY   C1TV,     WY 


DOCKET    40-147B    SPENCER   CHEMICAL   CO   .     KANSAS   CITY.     MO 


B403240116   FOJA  request    for    five  categories    of   documents    re    facilities 
EARNES,C        Affiliation  Not   Assigned        83/12/02        FELTON,  J   M 
Division    of   Rules    and   Records        Ip        22763'  333 

8403360123   Partial    reiponte    to  FOIA   request    for    five   categorle*    of 
documents    ro    Kerr-McO«e   Oil    Industriei,  Inc   Foruards 
documents    listed    an    app    Ravleu  of   addl    documents    lubj    to 
request    c ant  1 nuinj 

FELTON,  J    N         Division    of    Rules   and    Records         B4V03/O3         BARNES,  C 
Affiliation    Not   Atsljned         2pp         22763   334 

—  B4032601S?  Repti   &6O207   eiploslon   due    to   accumulation    of    hydrogen   B"»' 
Lilling    operator    &   injuring    two   other   employees    Operation   of 
thorium    process    line    terminated 

WULLEH.  0   E         K«rr-McQee    Corp         fii/03/03         PRICE,  E   R         Atomic    Enflrny 
Conmitsian        2pp         35763  336 

— 6403260136   Fortuards    Investigation   r*pt   re  660307   eiploslon    at    facility 
Licensee    evaluation   of    hatardt    Involved    in    processing    source 
matl    should    be    rtvieuid    U/o    stated    ends 

DUBINSKI.L        Atomic   Enersm   Commission        66/08/03        PAGE,  R   0 
Atomic    Energy    Commission         4pp         22763   34D 


B4032Q0343   Submits    review    Of    Fir *t, BeconB    6    Third    Quarter     19S3   uator 
quality    lamp  Sing  monitoring    for  Bolit  Rock    Mill    Movement 
of    contaminated  uaters   -detected 

KDNHlNaKI.e    H    ,    PETTENGIJ-L.  H   J        Uranium   Recovery    Field    Office 
34/03/09  Uranium  Recovery    Field    Office         5pp        32709    114 


-B 403240141    Confirms    that    Enforcement   Branch    will    not   communicate 
u/1  f cens-ee    re    compliance    invistlgatlon   rept    concerning 
eiploslon    on    660 2 O7  No    items   of   noncoiripllanee    noted    during 
investlg^ tton 

PAOE.R   0        Atomic    Energy    Commission        66/OB/17  Atomic    Energy 

CommlssiDn         Ip         22763  344 


POCKET   40-1341    TENNESSEE   VAU.EV   AyTHORlTV,     CHATTANOOGA.     7N 


&403220J2O  FoT^flrdB   r«vlsed.     "EdB*mont   dill    Dfcomml ssf on i ng    Project 
Health    Physics   Manual"    In    response    to  E  Hatikins    concerns 
Revised    into   provided    ai    clarification   (•   elaboration  of 
fitatenentf  raadt    in    original    manual 

MILLS.  L   M        Tennessee    valley   Authority         B4/01/I6        SMI7H,  R    D 
Uranium   Recovery  Fl*lrf  Office        Zpp        23721    836 

— B403220aafl  flev    I    to    "Edgemoat   Mill    Decom^issioninc    Health    Physics 
Manua  1    'J 
••      TeniteEsee   Valleu    Authority        84/01/31         llOpp        327 SI    241 

B40G190237  Foruiarill    rept    Par  tlov    1963  on   status    of   project*    active 
under  FIN  A-9350 

KELLV.M   J         Dak    Ridge   National    Laboratory          FIN   A-939O         83/12/14 
F       Uranium  Recovery    Fleltf  Office        4pp        22649    012 


-B103aAOI4S  ForuiarHi    Region    IV  660739  memo   re   results   of    survey    of 
licensee    facility    at   Cushlng.OK  Licensee   measurement!,  at 
reported    in   660609    Itr, sub itantiated    by   Region    IV  finding* 
RQV,H        Atomic    Energy    Commission        66/OB/09        MJSSBAUMER ,  D  A 
Atomic    Energy   Commission        Ip        32763  349 

- B<t 03260 1 53  Dlcctissas    certification    of   66O426  rept   re   disposition   of 
SNM,  per    Q   Uall«r    660602   telcon   Flept   should    Indicate    that 
contamination    limits    met    in    ord*r    for  Commission    to 
authorize    transfer    of    facility 

NUSSBAUMER.D  A        Atomic    Energy   Commission        66/O6/10        LAMBERTUS, H 
KerT-McOee    Carp         Spp        2B763  348 

-B4033t019B  Confirm*    £60207   chemical    explosion   «t   Cushlng.OK   thorium 
processing    plant,  p*r   660207    telcon    Investigation   complete, 
LAMHERTU3.H         K«rr-Meflee    Corp         66/02/08         WALKER. N    I          Atomic 
Energy    Comrtilssl-on         Spp          22763   352 


&403J-9Q22?  Provides    addl    info    in   response    to    concerns   raised    during   NRC 
review  of    proposed    Pond    10  mods   Mods    Include    con-it   of    neu 
Isolated   elevated   pond  Utekly   visual    insp   till  1  1    he   conducted 
for  all   Pond    10  dike* 

HILLS,  L  M        Tennei>»»   valllu   Authority        B4/O1/04        SMITH.  R  D 
Uranium  Recovery   Field  Office        Spp        2264?  027 


Forwards   status    rept   tor-   DEC    1?B3    an   project*    active   uniter 
FIN   A-"f350 

KELLY,M   J       Oat   Ridge   National   Latoratoru         FIN  rt-9330        B4/Ol/lfl 
HftWKIHB,E  F        Uranlujn   Recoverg   Field  Office         4pp        23647  O23 


DOCKET   40-2061    KeHR-MCOEE  CHEMICAL  CORP    ,    OKLAHOMA  CITY.     OK 


8403030130  Nation    to    change    status   af   Chamber    of   Commerce    of    City 
of  West  Chicago    to    that   of    limited1   appearance   Certificate 
of  Bvc    end 

FAHELL.T,  W        West   Chicago,     IL        B4/02/S7  Atomic   Safety    and 

Licensing    Board    Panel        4pp        52442   191 

B403130101   Forwards    IE    Insp    Rept  40-H061 /B4-01    on   B3101 1,  17,  1 109.  18, 
121S,2L,84<H1£,  IB.  20.  27,  0202-03  &  07  No  noncompl  lance 
idintiftid 

PAPERIELLD.  C    J         Region    3,     Office    of   Director         B4/02/27 
RAIKEY.J  L         Kerr-McOee   Chemical    Corp      (subs      of   Kerr-Mc8ee   Corp    I 
Spp        22614    361 


DOCKETED  ITEMS 


— B403130117    IE    Insp    Hept    40-2061/B4-O1    on    831O1 1,  17,  1101?,  IB.  1315,  31, 
840116,  IB.  SO,  27i  O2OS-03    t<    O7   No    noncomp  1 1  ance    noted    Major 
area*    Inspected    Incinerator    Instal latlon, testing    &  roadlness 
tor    operation 

JANUSKA.A   0    .     SCHUMACHER. M   C         Region    3,     Office    of    Director 
84/03/27         Spp          22614    263 

B4Q3Q60118  People    of    State    of    1L  revised    statement    of   interest    from 
B3Q7O7    petition    for    hearing    t   for    leave    to    intervene 
HARR10AN.N  F         Illinois,     State    of        81/02/29  Atomic    Safety    and 

Licensing    Board    Panel         lp        22316   317 

— 8403060124  People    of   State    of    IL   revised    Contention  2la)    Rev 
Incorporates    deleted    Contention   2fc)    Certificate    of   Svc 
end 

RAPKIN.A        Illinois,    State    of        84/03/29  Atomic    Safety   and 

Licensing    Board    Panel         Spp        22316  319 

B403070027  Requests    leave    to   revise    statement    of    interest    included    tn 
B307O7   petition    for    hearing    ti    for    leave    to    intervene 
HARTIOAN.N   F         Illinois.     State    of         B4/03/29         2pp         23341    20O 


DOCKET    40-2259   PATHFINDER   MINES   CORP    ,     RWERTON,     HV 


8403130342    "Semiannual    Effluent   Monitoring    Rept,Jul"Dee     19B3    " 
Documentation  required    by    License   Condition   25  Amend    16 
end    U/B4032B   1  tr 

HARDOROvE.T   W         Pathfinder    Mines    Corp         93/12/31         WQQLEEV, R    T 
Uranium   Recovery    Field    Office         16pp         23649   247 

B4Q3190443  Submits  review  of    First    19B3  semiannual    rept    of    environ 
data    it    19B3    land    use    survey    rept  Site   performance  within 
acceptable    limits  ui/eicep  tion   of   certain    orounduiater 
resul ts 

WDDL8EY,R   T    .     PETTENQILL,  H   J         Uranium   Recovery    Field    Office 
34/02/09  Uranium   Recovery   Field    Office         Spp         23fc79   3S7 

8403120291    Request*   accelerated    approval    to   quarterly   schedule   For 
stack    effluent   monitoring    Approval    uil  1 J    allow   quarterly 
schedule    to   lie    instituted    prior   to    final    approval    of   entire 
license    renewal    application 

NUGENT,  E  L        Pathfinder   Mines   Corp        84/02/17        PETTENOILL.H 
Uranium  Recovery  Field    Office        ip        33619  2O7 


— 8403070030  People    of   State    of    IL   agreed    revised    contentions   Proof    of 
Bvc    end 

HAPKIN.A        Illinois,    Stats    of        B4/02/29  Atomic    Safety   and 

Licensing    Board    Panel         Spp        22941    2O2 

B403Q9Q079  Order    granting    Wett    Chicago  Chamber    of   Commerce   motion    to 
make   written    limited    appearance    in    proceeding 

FRVE, J  H        Atomic    Safety    and    Licensing    Board    Panel        84/03/O7        lp 
83373  296 

5403090119  Memorandum   b   order    admitting    revised    Contentions    2<a).U>, 
(n),(p>    tt    (q)    Contentloni    uilll    be    governed    by    B40224 
prehearing    conference    order    discovery    schedule 

FRYE.  J  H        Atomic    Safety    and    Licensing    Board    Pane.1        B4/03/O7        lp 
23S7A   067 


DOCKET   40-3392   ALLIED   CHEMICAL   CORP    .     MORRISTOWN,     HJ 


B403130083   Forwards    IE    Insp    Rept    40-3392/84-01    on   840131-0202   No 
violations    or   deviations    identified 

PAPERIELLO.C  J        Region  3,    Office    of   Director        84/02/23 
CIPOLLA.A  J       Allied   Chemical    Corp        Spp        22393  335 

--0403130074    IE    Insp    Rept    40-3392/84-01    on    B4Q131-O203   No    violations    or 
deviations    Identified    Major   areas    Inspected    radiation 
protection,  solid    ratfiuaste   mgti  environ  monitoring,  safety 
committees   &   conduct    of    operations 

MILLED, D  E   ,    FRANCE,  0  M   ,    GREGER,  L  R        Region  3.    Office    of 
Director         B4/02/22         6pp         22S9B   337 


5403200327   Summary    cf    B40301    meeting    u/Dupont    to    discuss    source   matl 
1  teaming 

PAQE.R   0        Uranium   Fuel    Licensing    Branch        B4/O3/08        DAVI8.  J  G 
Office    of   Nuclear   Material    Safety    t>  Safeguards,  Director        3pp 
22709    140 

B4032OOQB3  Motion    for    leave    to    file    instanter    revised   Contentions   H(k>. 
(u)    &    fu»    Kerr-McOee   &   staff    do   not    object    to    late    filing    of 
revised    contentions   Revised    contentions    encl 

RAPKIN,  A        Illinois,     State    of        84/03/14  Atomic   Safnty    and 

Licensing   Board   Panel         lp         23683   309 

— B4032000B9  ReviiBd    Contentions   2(k)rlu)    t>    (u)    Applicant    chose   Uest 
Chicago   site    tolely    for    reasons    of    iihgrJSvterm    economic 
convenience   d   benefit, Including    avoidance    of    eipendl ture* 
for   transportation  ft   land   acquisition  Proof   of   Bvc   end 
RAPKIN, A        Illinois,    State    of        84/03/14  Atomic    Safety   and 

Licensing    Board    Panel         Spp        22683  287 

8403210019  Notice    of    appearance    in    proceeding    Certificate    of    Bvc    encl 
HEDQLON,  M        Kefr- McBee   Chemical    Corp      dubs      of   Herr-KcQee    Corp    ) 
B4/03/19         7pp         22706, 330 

B4032B002S   Submits    addrest    change    for    Nuclear    Licensing   &   Regulation 
Dept.JC    Stauter   will    serve    as    primary    addressee    for   encl 
list    of    licentee* 

SHELLEY, HJ        Kerr-McOee    Corp        84/03/21.       BCHAEFFER,  C        NRC  -   No 
Detailed   Affiliation   Oiven        3pp        22777  060, 

B4032903S3  Notice    of    ml thdraual    of   appearance    In    proceeding    Certificate 
of  Bvc    encl 

CHARNDFF,  0        Shau.    Plttman,    Potts    b   Trouibrldge         DSD    187        B4/03/27 
3pp        S2814  291 


B403230097  Forujards   corrected    "Facility   Effluent   Rept.  B30701-Q40101    " 
CIPOLLA.A   J        Allied    Chemical    Corp         84/03/29  Region   3,     Office    of 

Director        lp        2H730   122 

—B403230100  Corrected    "Fac  1 1  i  ty   Effluent  Rep  t,  8307O1-B40101    " 
*      Allied   Chemical    Corp        84/O1/01        Spp        22730    123 


DOCKET   40-3453   ATLAS   MINERALS,     INC    ,     BEMVER,     CO 


B401120171    Forward i   annual    audit  rept   of  Moab    Mill    radiation    protection 
program  Follouiup   rept   addressing    action    tateii   or    to   be 
taken    for    each    Item    In   audit    encl 

BLUBAUOH.R   C        Atlas    Mineral*.     Inc         B3/07/16         UEAVER.R   R         Atlas 
Minerals,     Inc        2pp        51809   020 

—8401120180    "ALARA  Audit   Rept    of   Atlas  Mineral*   Corp  Environ   (. 
Radiological   Monitoring   Program,"    executive    summary 
BAVIONAC.N       Atlas   Minerals,    Inc        B3/07/30        37pp        218030-22 

8403190264    "Sampling   b  Analysis  Results   of   Environ  Monitoring   Program- 
Second   Half    1983"    per  License  Condition   43   &  43  W/840223 
Itr 

EDWARDS,  D   L         Atlas    Minerolsi  Inc         B3/1H/31         SHITH.R    D         Uranium 
Recovery    Field   Office        12Spp        2364B  O37 

S40306046S    Issues   Amend    14    to   License   BUA-917, adding   Conditions    19IE)    1 
96  re   potential    impact   of    past  disposal    of   metal    drums 
containing    vanadium   wastes   &   disposal    of   uastas    in    tailings 
pond    or    beach, respectively 

OARCIA.P   J.  ,    PETTENQILL.H  J        Uranium  Recovery    Field  Office 
B4/01/1B  Uranium  Recovery    Field   Office        4pp        23947  327 


— S403a?03B9  Response    to   State    of    IL  Attu    General    B40314    proposed    revised 
Contentions   S(k),2(u)    t>    2<uO    Revised    Contention   2<k)    u/o 
merit   I    licensee    objects    to   admission    of    revised   Contention 
2(u)    b  3(u)    as   repetitive,  W/CortiFlcate    of   Svc 

HEDQLON'M        Kerr-McOee    Corp,       84/03/27  Cammlssloners         Spp 

32814' 254. 

B4Q330023B   Notion    far    extension   of    time   until    840417    to    submit   briefs 
In   reepante    to  ASLB   B40224   order   Certificate    of    Bvc    end 
RAPKIN,  A       Illinois,    State   of       DSB   SI 6,      84/03/30  Commissioners 

4pp         22824:074. 


B403O70367    Issues   Amend    14    to   License   SUA-?17i proh Ib 1  ting    disposal    of 
uastes    other   than  mill    process   or    liquid    sanitary    wastes    In 
tailings   pond   unless    specifically    authorized    by   NRC 
SMITH,  R    D        Uranium  Rtcovery   Field   Office        84/01/18  Atlas 

Minerals,     Inc        Hpp        32964    143 

B4031S05BO  Forwards   clarification   of    storage/seepage    terms    tn    "Hater 
Balance    Study, U  Mill    Tailings    Impoundment,"    in   response    to 
S4011S   request 

BLUBAUCH.R   E        Atlas   Minerals,     Inc,       84/02/14        PETTENOILL.H  J 
Uranium   Recovery   Field   Office        3pp        22646   399 

B40QS00399  Submits   revieui  of    technical    evaluation   performed    by   Damev,    t 
Moore    of    embankment    performance   for   Moab   Kill    Embankment    In 
eicellent   condition   t<   functioning    as   designed 
OARCIA.P  J  .    PETTENOILL.H  J       Uranium  Recovery  Field  Office 
84/02/14  Uranium  Recovery   Field   Office        2pp        22707  337 


DOCKETED  ITEMS 


B403230267  Advises    that   License   SUA-917  uill    lie   renewed    i    reduced 
monitoring    program    submitted    In  anticipation    of    increaiad 
sale-s   martet   For  U-30S  concentrate 

BLUBAUGH-R   E       Atlas  Mineral*.     Inc        34/02/16        SMITH, R    D        Uranium 
Recovery    Fislfl   Office          1  p.         22741    356 


0403200397   Reviews   application    for   renewal    of   License  8UA-442  Several 
areas    Identified  needing    add  1    info  Specific    data 
requirement*  EC   appropriate   section   of  renewal    summari led 
PETTENOILL,H  J        Uranium   Recovery   Field    Office        84/02/10 
RUSSELL.  J  E        Pathfinder    Mine*  Corp        2pp        22707  361 


B4O31 50242    Irvfnrms    of    annual    survey    of    land    use  uithln  2-mile    area    of 
mill    Summary   of   differences    In    land    use   provided 

EDUARDS.  D  L        Atlat    Minerals.     Inc         34/02/24        SMITH.  0        Uranium 
Recovery    Field    Office         Bpp          32641?    01D 

B4O-319Q431    Notifies    of    l*iuanc«    of    Amond     14    Lieinie   6UA-717    Amend 
Teq.ulras    evaluation   of    possible    Impact!    from  tuattG   other 
than  mill    tailing*    dlsfoted    in    tailing*    pond    or    ramoval    of 
uaites 

flARCIA.P    J  ,    PETTEMQ1LL.H   J        Uranium  Recovurij    Field   Office 
04/03/01        H1LLER.W.  O        License  Fee    Management    Branch         lp 
226B1    3E& 


DOCKET   40-4492   FEDERAL-AMERICAN   PARTNERS.     RIVERTON,     HY 


DOCKET    40-6659   OETTY    OIL   CO      -    PETRDTO.MICB   CO   .     SHIRLEY   BASIN.     HY 


Q403360242  Rad ionuc 1  ids    liquid    effluent   rept    for   Jul-Dec    1993  List   of 
particulatol    in    form  of    «tack    gates   released    to    unrestricted 
areas    submitted. 

PFAFF,0   J        Oettg/PetrotomiO    Co         B4/O1/Z4  Region    4,     Office    of 

Director        lp        22754   326 

B403HOQ377   Forwards  review    of    First  b  Second   Quarter    19H3    environ 
monitoring   data    for  Petrotomlei  Kill   Levels    of    chloride!   & 
sulphates   decreasing 

KONWINSKLQ  R    ,    PETTENOILL,  H  J       Uranium  Recovery    Field    Office 
B4/02/32  Uranium  Recovery   Field   Office        9pp        22708  337 


B4Q3200374    "Semiannual    Rspt    on   Radioactive  Effluent   Per    1 OCFR4O  63, 
Jul-Dec    19B3  "   One    overslie    map    end    Aperture    card    is 
available    fn  FDR   H/American    Nuclear    Corp   840237    Itr. 
'      Federal    American   Partners        83/12/31         4Opp        327O7   289 

3403190414  Act   receipt   of   B40S03  request    for    approval    of    In-place 
reclamation   of  all    eiilting    tailings    generated    by  Fsderal 
American   Partner!    In  On    Hllli    are-a    Revieu   under  IUHIJ 
SMITH,  R    D       Uranium  Recovery    Field    Office         64/02/14        ANDRUS,  N   J 
American   Muclear   Carp         lp         32681    330 

B403300323  Forwards    partlntnt    »ections    of    draft   DES  re    in-place 
rrctamatlon  of    tailings    pond    Requests   review  of    American 
Nuclear   Carp    requBtt   &    comments   re    concept    of    in-place 
reclamation   of   Tailing*   Pond    1 

PETTENOILL,  H       Uranium   Rtcaveru   Field  Office        B4/02/23        RANDEfl.  L 
Uuomlng,    State   of        2pj>         22709   149 

— 840330032-3  Dltcunei    status    of  preparing    final    reclamation   plan    for 
Tailing)   Pond   S  Request*   asturance    that    Region    IV  approves 
concept   of    in-place   reclamation    for    tailings    filiting    at 
mill, 

AKDRUS.N  J        American   Nuclear   Corp        B4/O2/Q3        SMITH, R    D        Uranium 
Recovery   Field    Office         lp         227O9   131 

— D 1 033003 E 9  fleiponds    to    EI4O2O3    requeit   for    NRC   approval    of    In-place 
reclamation   of    eilsting    tailing*    generated    at   mill    operated 
In  Gas   Hill    area   pf   State    of  MY  Situation   currently    under 
revieu 

SMITH,  R   D       Uranium  Recovery   Field    Office        B4/O2/14        ANDRUSj  N  J 
Amarican-  Nuclear  Corp         lp        23709   152 

8403230045  Forwards   Federal -Amer lean  Partner!,     "Semiannual    Rept   on 
RaiTloactlve   Ef  f  lu.nt.  Per     10CFR40   63.  Jul~D4C     19B3    " 

ANDRU5.N   J        Arm  Tic  an   Hjclear    Corp         B4/02/27.  Region    4,     Off  it  e    of 

Director         2pp         22715    132 

— 9403320054   "Semiannual    Rtpt   on   Radioactive    Ef  f  lutntrper    10CFR40.  AH, 
Jjl-Dec    1983    "   M/one    ovor« i I e   Pigup*   Aperture    card    it 
avallaole    in  PDR 
*     Federal   American  Partners        03/12/31         3Bpp        227 IS    134 


DOCKET   40-6920   AUTOMATION    INDUSTRIES.     INC    .     PHOENI JCVILLE,     PA 


B4O301D472   Dlscuisei     IE    Imp    Repti    40-6920/33-01    &   30-05999/G3-01    on 
530315,0607    &   OB04    t,    IE    Insp    RiptS    40-i920/B3-02   b 
30-O31!l?8/Ba-02  on  S31O17-1B   t>    110B-03  fc   forwards   notice    of 
violation 

MUHLEY.T  E        Region    1.    Office   of   Director        B4/OZ/16        DWIOHT.  J, 
Automation   Industries,     Inc         4pp        2543B  29O, 

— Q403D1O4B3  Mot  let   of  violation  S.   proposed    imposition   of    civil    pinaltg 
In   amount    of  »5, 425  Violation!    noted , fai lure    to   apply 
correction    factor    to  metir    readings    previously    identified 
during   NRC    Insp   &  radioactive  mi  tit   not    suitably    packaged 
HURLEY,  T  E        Region    1,     Office   of   Director        84/02/16        6pp. 
22439   294 

B  4  03  020331    Confirm   840Z29    telcon  under  Handing    of    listed    actions   band 
on  results   of  B4022B    insn 

MARTIN.T   T        Division    of    Engineering   b  Technical    Programs         84/02/29 
HOMELAND. P        Automation    Industries,     Inc        Zpp        22439   213 

B403 120234  Foruiirds   order    to   shoul  cause   tc  order    temporarily    suspending 
Llc»nsvt    37-OOS.H-O9   i.   Bu<U-86B 

DEYOUNO.R  C        Director's    Office.    Office   of    Inspection    and 
Enforcement        84/03/02        DWI OHT, J        Automation    Industries,     Inc        2pp 
22619   241 

— 8403120342  Order   to    shou    cause  b   order    temporarily    suspending   Llcenin 
SLfa-Bta  (>  37-00611-09  re   apparent    excess    radiation   exposure 
to    thumb   b   fingernail*    of    tuo  radiation    technicians   yorklng 
in   restricted   area 

DEYDUNO.R  C        Director's   Office,    Office   of    Inspection    and 
Enforcement        84/03/02  Automation    Industries!     Inc         lOpp 

22619   243 

B403210001    Responds    to   notice    of  violation  &   proposed    imposition    of 
civil    penalties   Third    party    being    located    to    take   over 
activities   at  Phoeni <vi 1 1 e, PA   nuclear    encapsulation 
facility 

BOWMAN,  D   C        Automation    Industries,     Inc        B4/03/14,  Director'! 

Qfficei    Office   of    Inspection    and    Enforcement        3pp,       HB707    092 


DOCKET   40-6329   CATHOLIC    UW1  v      OF   AMERICA,     WASHINGTON,     DC 


B4O313O42S    Discua-sei     IE    imp    of    Licenses    8NM-  164i  BlfD-137    it   OB- 02075 -03 
on  B40126-27  &  foruanfs    notice    of   violation 

MARTIN. T   T        Division  of    Engineering    b  Technical    Programs        S4/03/OB 
MURPHY.  J  J       Catholic   Univ      of  America.    Mashington,    DC         2pp 
140 


— B403130433  Notice    oF   violation    From    intp    on   940136-27  Violations 
noted    survey   meters  not    caiitr   at    proper    Intervals 
*      Division   of   Engineering    4i  Technical    Program!        B4/03/OB         lp 
22613    142 


—0403210003  Respond*    to   NRC   B31227   Itr   re   violation!   noted    In    IE 
enforcement    conference    rept   b   Insp    of  License   37-00611-0? 
Drauilngs    for    extension    tubes   used   u/Kodel    B   lourci   changer 
revised 

MDRELAND.P    E,       Automation    Industries.     Inc        84/02/03        MARTIN.  T  T 
Division   of  Engineering    h   Technical   Programs        7pp,       22707:099 

--9403210010  Forward i    addl    technical    info   r>    discussions    during   Q3092B 
enForcem»nt    eonfarerce    concerning    fractured    lecondarij 
encapsulation    on    Co-60    source  b   evaluation   of    lource 
connector,  Ma   disconnects    observed    during    12.  OOO  cycles. 
MORELAND.P   E        Automation    Industries,     Inc        B4/01/30.       ALLEMi  J  K 
Region    1,    Office    of    Director        17pp        32707-062. 


DOCKET  10-6622  PATHFINDER  WINES  COHP   .    SHIRLEY  BASIN,    WV 

S403t?0416  Rftvieut   B30314    lubmlttal    of    parameter*    for    radiological 
assessment   Parameters   requiring    ctar 1 f i catl on    llittd 
Response    requested    bij   B40301 

PETTENQILL.H  J        Uranium   Recoveru   Field    Office        84/02/09 
RUaSELL.  J  E        Pathfinder    Hln*s   Corp        3pp         23631    347 


B40330000B  Responds    to  B4030E    order    to   shou   cause   ti  order    temporarily 
•uipandlno  Licenses   37-00611-09  &  SUB- 36 B  Certain    facts    In 
Paragraphs    II   b    III    of   order    contested.  Hearing    requested 
BOWMAN,  D  C        Automation    Industries,     Inc,       84/03/26.  Director's 

Office,    Office    of    Inspection    and   Enforcement        Kpp        22821     169 


DOCKETED  ITEMS 


DOCKET   40-6940   KAWECKI    BERVLCO    IND    ,      INC    ,     BOYERTOWN.     PA 


6403070317  Forwards    submlttals    from  Kawecki    Berylco    Industries   re   cause 
b   extent    of    fluoride    contamination    in   monitoring    well    4    & 
background    radiological    parameters    in   West    Suamp    Creek 
WYN8ARDEN,  8  D        Uranium  Fuel    Licencing    Branch        64/02/37  Uranium 

Fu«l   Licensing    Branch        6pp         2HSA4   331 


DOCKET   40-7433   WHITTAKER    METALS.     LOS    ANGELES.     CA 


B40319031Q   Discusses    IE    Imp    at   License    SMA-1Q18    on   831101-03  No 
violations    obnrvtd    Imp    limited    to   review    of    Whit  taker 
Metals    site    In    Qreenvil le,  PA 

MARTIN,  T  T        Dlvlilon   of   engineering   &   Technical    Programs        B4/O3/OB 
COLLINS,  T   J         Deico    Marine          Ip         23673   374 

8403200327  Summary    of    B40301    meeting    u/Dupont    to    discuss    lource   matl 
licensing 

PA5E.R   0        Uranium   Fuel    Llcanting    Branch        S4/03/OB        DAVIS, J  Q 
Office    of   Nuclear   Material    Safety    &  Safeguards, Director         3pp 
32709'  140 


DOCKET  40-8027  KERR-MCCEE  NUCLEAR   CORP   .     OKLAHOMA  CITV,    OK 


— 0403360142   Respond*    to    NRC    B31O14    1 tr    re    violation!    noted     in    IE    Insp     of 
License   SUA-1I39   on   B3O906-O8  Corrective   action   Section    3   4 
of    license   renewal    application  modified    to   reflect    current 
security    practice* 

SHANNON,  J   D         Eiion    Corp         B3/I1/O9         HALL.  R   E        Region    4,     Office 
of    Director         3pp         23738    139 

B4O214O323   Ac k    receipt    of    B31109   b   840125    Itrs    Informing    NHC    of    step) 
taken    to    correct  violations    noted    in    IE    Insp    of  License 
8UA-1139    on    B30906-OB 

HALL.R    E         Region    fl.     Office    of   Director         84/OS/OS        SHANNON, J   B 
Enon    Corp         Ip         222BB   237 

— 8402140327  Responds    to  NHC   831014    Itr   ra   violations  noted    in    IE    imp 
of   License  SUA-1139   on   B3O906-08  Corrective    action*    product 
storage  warehouse    secured. 1 1ml  ting   access    to  authorlied 
personnel    tt   continuous    site    security    provided 

SHANNONS   B         Euon   Corp         B4/01/23         HALL.R    E        Region    4.     Office 
of    Director         3pp         22328   238 

H4032003BO  For  war  tit    summary    of   B40213  meeting    botueen  representatives 
of   Eixon  Minerals   b   U  Recovery   Field  Ofc    to    discuss  comments 
an   ElKan   proposed   dgcommisslonlng    plans    for   Highland   U 
operations 

PANOQURN.O  C   ,    PETTENOILL.H  J        Uranium  Recovery   Field   Office 
84/02/22  Uranium   Recovery    Field    Office         3pp         227 OB   333 


8103140213  Advises    of    Issuance    of   Amend    24    to    License  SUB-1010 

changing  name    of   company    to   Sequoyah   Fuels    Corp,  Review 
encl 

PACE, R   0  Uranium   Fuel    Licensing    Branch        B3/12/16        SHELLEY,  W  J 

Sequoijah  Fuels  Corp        Ip       22637  331 

— B40314D217  Revleiu  of   B31021    application    to    amend   License   SUD-1010 
changing    company    name    to    Bequoyah    Fuels    Corp    Amend   should    be 
issued 

KDSLA.fl   H   i    CROW.  W   T        Uranium  Fuel    Licensing    Branch         93/12/16 
2pp         22637   332 

8403010307    Ittsuei  Amend    26    to   License   fiUD-1010,  amend  ing    Conditions    3,6 
t   7  r»    quantitative    analyses    for   metals   b   specified 
Isotopes. existing    monitoring    wells    b   surface   water    samples 
PAOE.R   Q        Uranium  Fuel    Licensing    Branch        B4/02/16        SHELLEY,  U  J 
Kerr-McOee   Corp         3pp        32430,310 

— B403010313  SER    supporting    issuance    of   Amend    2i    to   License    BUB-1010. 
amending    Conditions    9i  6   t   7  re    quantitative    analyses    far 
metals   b    specified    Isotopes. ex  1st  ing    monitoring    wells    & 
surface  water    samples 

RHODES, M   .    CRDU.W   T        Uranium  Fuel    Licensing    Branch         84/02/16 
17pp        22438   313 

B4032BOOPB  Submit*    address    change    for    Nuclear    Licensing    b  ttagulatlon 
Dept   JC    Btiuttr   ulll    serve   as    primary    addressee    For    encl 
list    of    licensees 

SHELLEY,  W  J        Kerr-McOee    Corp        B4/03/H1,       BCHAEFFER, C        NRC   -  No 
DetdUd   Affiliation   Olven        3pp        S2777  060 


DOCKET    40-8107   ARMY,     DEPT      OF,     SACRAMENTO,     CA 


8403200107    IE    Inap   Findings    b   Licensee  Ac k    dtd   840207  of   License 
STB-1101    Insp    findings    no   violations   observed 
a«QV, D   D         Region    3,     Office    of   Director         B4/O2/07         If          23605   333 


DOCKET    40-8438   BEAR   CREEK    URANIUM   CO   .     CASPER,     MY 


B40313033S  Forwards    1783   reclamation    bond    calcul atloni.  Including 
performance    bond   calculation   t  cost    detail    for    mill    site 
dismantling, decommissioning    &  reclamation   activities 

MEDLOCK. R   L        Daarfoot   Corp        B3/09/20        SMITK, D   ,    GARCIA. P        Uranium 
Recovery    Field   Office        7pp        22649  016 

8103150102    "Bear  Creek   U  Co   Semiannual   Rept    to  NRC,Jul-Dec    1963, Environ 
Sampling    "    U/B40309    Itr 
BLOSSOM, J  N        Bear   Creeb    Uranium  Co        83/12/31        21pp        23641    169 

B4031S0226  Mater    quality    data    for  monitor  wells    b  static    level*    fnr 
monitor   uell    for  Fourth   Quarter    19B3  par   Condition   31<aJ    of 
License    BUA-1310   W/B40S22    Itr 
BLOSSOM, J   N         Dearfoot    Corp         83/1S/31         3pp         2264?   033 

8403170436    "Tailings   Disposal    Area    1993  Technical   Evaluation    "   U/B4O131 
Itr 

MEDLDCK, R    L         Dear    Cree*    Uranium   Co         B3/12/31         SMITH,  D         Uranium 
Recovery    Field    Office         40pp         226B1    072 


DOCKET   40-B084  RIO  ALOOM  CORP    ,    MOAfl.     UT 


B40313020B    "Semiannual    Environ   Monitoring   fiipt    for    Jul-Dec    19B3    " 
LAMTDNi  M  D,       Rio  Algom,    Ltd        83/12/31         34pp         2264B   246 

8403130274  Provides   addl    Info    re   annual    yelloucake    production    before 
final    assay    adjustment    from    existing    carbonate    leach    at 
Lisbon   mill, 

PATTIBON.R   B        Rio   Algom,     Ltd.       B4/O2/09.       BM1TH.R    D        Uranium 
Recovery    Field   Office        2pp         2H649   285 

B40319041P  Forwards   request    for   addl    Info   re    principal    parameters    for 
radiological    *  net  intent    Info    neided    to    complete   review    of 
application    to    renew   Source    Matl    License   SUA-1117  Response 
requested   by   B40316 

PElTENOILLiH  J,       Uranium  Rtcovevy    Fiatd   Offitt        B4/02/19 
LAHTON-  M  D        Rio   Algom,     Ltd         Ip,       22691    331 


B403130243  Foruardt    design    review  of   PMF   channel    per  License    Condition 
311. Amend   22   to  Source   Matl    License  SUA-1310 

MEDLOCK,  R   L        Dearfoot   Corp        B4/01/31        SMITH, D       Uranium  Recovery 
Field   Office        3pp        S264S  337 

B 4 032003 DO  Forwards   revieu   of   monitoring    data   required    by    License 
Condition   31<a)    of  Source   Matl    License   BUA-131O 
PANODURN.O  C   ,    PETTENQILL.H  J       Uranium  Recovery   Field   Office 
84/02/29  Uranium  Recovery   Field    Office        3pp        23709    104 


DOCKET   40-BS02  WYOMING  MINERAL   CORP    ,    LAKE WOOD,    CO 


Q4032201B2  Advises    that   revieu   of   proposed    program   for   demonstrating 
restoration   of   alternative    lltiviant    test   area    at    Irlgarau, 
Mine    lite  ulll    be    completed    by  S4031S  All    uell    fields    must 
be   restored, 

HAWKINS, E  F        Uranium  Recovery   Field  Office        04/02/32        REASON, C 
Malapal   Resources  Co       Ip       23723  2B2 


DOCKET  40-B102  EXXON  CO,  ,     USA,    HOUSTON,    TX 


B40324013B  AcV   receipt   of  B31109  Itr    informing  NRC   of   steps    taken  to 
correct    violations    noted    in    IE    insp    of   License    EUA-1139   on 
Q30906-OB  Addl    info    required    re    lit*    security 
HALLiR.E.      Region  4,    Office   of  Director       B4/01/18       SHANNON. J  B 

El>on    Corp.         Ip,        227SB-13B 


B403220196  Advises    that   revieu   of   proposed   program  for   demonstrating 
restoration   of   alternative    liilvlant   test   area    at    Irlgarau, 
Mine    sit*  ulll    be   completed    by  840319  All    uell    fields    must 
bi    restored 

HAUKINB.E  F        Uranium  Recovery  Field   Office        B4/02/S2        RUTLEDOE,  C 
Mestlnghouse   Electric    Corp         Ip        22723  279 


DOCKETED  ITEMS 


DOCKET   40-B5B-4   MINERALS   EXPLORATION   CO    ,     LOS    ANOELES,     CA 


B4O31SD33S  Submits   mponiei    to    questions   re    Sept    19B2  application    for 
amend    bo   Source   hatl   License   SUA-I330 

KLEIH,  T  J        Minerals   E»cloratlon  Co      (subs      of   Union  Oil   Co      of 
California)        63/03/02        PETTGNOILL.H        Uranium  Recovery   Field 
Office         2pp         23649   030 

B4Q32B0039  Notifies    that  U   processing    *uipend«d.  eqtii  pment 
decontaminate*    Far    suspeniion   period  &   monitoring   reduced 
Suspension  will    extend    through   &   ponitilg    Second    B   (JPS 
HILL..C    Z        Union  Minerals        83/12/13        PETTENQILL.H        Uranium 
Recovery   Field    Office        2pp         22QI8  343 

B40322C06B  Forwards    lummarij    of    environ  monitoring  &  meteorological 
condition*    far    Jul-B»c    19B3, per   Licence    Conditions 
3*i  43  It   48  Environ  monitoring,  as    modified    by   Amend    12 1 
implemented   m/» Keep tl an   of    addl    air   monitor   do  unwind 

KLEIN.  T   J         Union   76    ninarals    E»plorol  Ion,   Co         S4/02/33  Reflion    4, 

OFFICE    of   Director          lp         52713   213 

— 8403320071    Summary    of    e-nviron   monitoring    S>   mete-orolos  i  c  al    conditions 
for   Oul-Dec     1993 
«      Union   7o   Minerali    E»nloratlon    Co         83/12/31          74pp          B371B    219 


DOCKET   10-H6A3    NUCLEAR    DYNAMICS,      INC    ,     PHQHNIX,     AZ 

3403130312  Submits    analysts    of    Ro-226    level    In   mater    immediately    prior 
to   dlicharflfli  supplementing    831109  request    tar    permlstion    to 
discharge  mater    In    evaporation   ponds  Application    to  amend 
License    SUA-1331    under    NRG    consideration 

FRITZ, D    M        Western  Water    Con«ul tants,     Inc        64/01/13        WAGNER.  J 
Wyoming,     State    of          4pp  226.49, 046 


DOCKET   40-3674    PLATEAU   BESOURCES,     LTD    ,     QRAND   JUNCTION,     CO 


3403330191     "Effluent    Monitoring    Rept,  Jill-Dec    1983    "    W/B4O227    Itp 
*      Plateau   Rfaources,    Ltd         S3/12/31         lOpp        22717  036 


DOCKET    40-8601    ENER8Y   FUELS    NUCLEAR,     INC    ,     DENVER,     CO 

H4031904B4   Forwards    r*pt    of    B3O330  ALARA  audit   fiept   provide*    dflt*  fe 
trsrids  uhich    enabled   audtt    committee   to   make    recomrainda t iont 
to    reduce   worker    enpoiures    S.    inViron   effluent*   Next  rept 
achtduled    for    Q402S9 

SHITH.D    E         enBrgg    Fu«li    Nuclear.     Inc         B3/11/28         VINCELETTE,D 
Ensrog   Fu*l*    Muclear,     Inc         4Sop        22700   179 


8403220117   Forward!    lunnnarij    of    environ  monitoring    fc  meteorological 
condition!,  per   License   SUA-13SOi  Sec  tlon   3   &  Conditions    34i  43 
&    48  Station  will    be   operable    In  First   Quarter    17B4 
KLEIN,  T   J       Union   Hlrnrals        94/02/29  Region   4,    Office    a-f 

Director         lp        SZ7iB    114 


B4032fctM07    List*    correetivB    actions    to  be    taken,  per   G4011S   telcon 
ra    &31127    ineldant    (<  mBasure*    to   prevstit   recurrence   of 
vlolationi   notod    in    IE    in«p    on    040104-OS 

-  J  T        Region  A,     Office    Of   Director        B4/OI/13        SPARLING,  D  K 
Fuels    Nuclear*     Inc          lp        22796    121 


—  H40322O1S4  Supmaru    of   «Tivtron   monitoring   &   meteoroiagic  al    conditions 
for   Thirif   &  Fourth    Quarter*    19B3 
*      Union  Minerals        S3  f  13/31         7^PP        22718:117 


DOCKET  40-B335  HVOHINO  MINEHAL  CWP   .    CAKEWOOD,    CO 


"Bemiannual    Effluent    Kunltorlng   Rept,  Jul-Dec    1933    " 

w/e-ioaa?  itr 

GERC,  R    E         MastlnfiAouie    Electric    Corp         83/12/31         2pp          SK796 


B4032O0340   Forwards    revlaui    of    semiannual    ALARA  rept    For    Energg    Fuel* 
Nuclear    White    Band    Mill    for    period    ending   830630  Future 
repta   should    contain  more    detailed    diicuision    oF   audit 
committee    find  Ins* 

H1LDENHRAND,  P    ,     HAWKINS  i  E    F          Uranium   Recovery    Field    Office 
B4/03/13  Uranium  Recovery    Field   Office        7pp        22709   003 

8403200309  Requitti    aasittanco  in   reviewing   Union   Carbide    application 
for    self-bonding 

SMITH.R    D.       Uranium   Recovery  Fluid   Office        64/02/16        BROWNINO,  B   E 

Division   of   Waste   nanagemenl:  Spp        2270B   313 


DOCKET    40-BBB6    KERR-MCOEE   NUCLEAR    CORP    .,     OKLAHDMA   CITY,     OK 


6403130332  Forwordt   rapt  r«    abandonment  fc  pluoglncj   procedures    for   water 
uell    tr  moni  tor   hole 

9HELLEY,  H  J        K.err-HcOee   Corp        83/10/O3        PETTENOILLr  H        Uranium 
Recoveru   Field    Of  tin         3pp         23649   271 

0403200099  Faruards    coAipleted    NRC  Farm  314    for    licsnse   Licence  uiill    not 
be   renewed  at    preeent 

LAMDAGDRA.M        K»rr-HcOee   Corp        B3/1I/E1  UlvislOTi    of   Fuel    Cgcle    it 

Material    Bafetij         lp.       23811    341 


—  B403B00394  FoTiu-ardi    propaced    reclamation   surety    agreement, 

ornaniiatlcindl    chart   t<    specific    employee    qual  1  f icatlon    for 
Ulhite    Mesa   U   Hill    near    Blanding.UT 

DEHOLLAHDER, 0        Union    Carbide    Corp        84/02/10        HILDENBRAND,  P 
Uranium  Recovorg    Fi«ld    Office         17pp        22709  31fl 

9403300363   Bummaru    of    810209    met Hng.u/Unlon  .Carbide    (.  Energy    Fuels 
Nuclear    In   Denver.  CO  ve    submittsl    In    support    of   Energy    Fuels 
request    to    transfer    Source    Matl    License   BUA-133B   to  Union 
Carbide 

HILDENBRAND,  P    .     HAWKINS,  E    F          Uranium   Recovery    Field    Office 
H4/02/21  Uranium  Recovery    Field   Office        3pp        S2708  3S6 


— 64Q32S0103  Certificate    of    dliposltlon   of    matH    no  matls    procured    by 
licensee  under   License   BUA-I33O, 
SHELLEV,  W   J,        Karr-dcOee    Corp         B3/11/21  lp         22811     362 


DOCKET   40-B602   SItVEH    K1HO   MINfiB,     INC,,     CASfEB,     WV 


B103190335  FN-B1-O14   on   S4031  b.  notice    of    violation   b   proposed 
imposition   oP    civil    penalty     in    amount   of   *6, 000    Usued    to 
licensee   Action    based    an    violations    involving    radiological 
occurrence  w/po tent ial    for    radiation   exposures 

FLACK. E   ,     AXELRAD,  J        Director's   OFFIct,    Office    of    Inspection   end 
Enforcement,       84/03/13         2pp          B2673  027 


8400200390    "Annual    Land   Ute    Burveu   Project  Area   -   Fivt  Mile   Radlu^i 
1983   "   W/&4022S    t tr   One    over «ir*   map    end    Aperture   card    is 
available    in  pDR 

»      Stiver   King   Mines,     Inc         83/12/31        PETTENOILL,  H  J        Uranium 
Recovery   Field   Office         I2pp         2270B   293 

9403230210  Ktiponds    to   B31122  req.ue*t    to   eitend    license   ft    dif«r    further 
prioperatiDtial    environ  monltoTina   Approval    o-F   request   would 
not   be   In   keeping  u/lnt*nt  of  hKC   regulatfont  LlceniB 
rantuial    appl  icatlon    should    be    lubfflltted 

PETTCNOILL-H  J       Uranium  Kteov*ry    Field    or/Ice        S4/OE/S3 
WOLFF,  C  E       Silver  King  Mines.    Inc.       lp,      22 733  26 & 


DOCKET   40-BS47   KEBR-HCQEE  NUCLEAR  CORP  i    OKLAHOMA  CITY,    OK 


B4032BO-02S  Submits   aildrei*    chinge    For  Nucltar   Licensing    b   Rfgulatfon 
Dept  v)C    8taut*r  uilll    iarve    ••    primary   a-ddres«i«    for   end 
list    of    licenires 

BHELLEY,  W  J.       lUrr-McOee   Corp        B4/03/21.       SCHAEFFER,  C         NflC   -   No 
Datailid    Affiliation   Olven.       3pp         22777.060. 


DOCKET  40-S6B4    WESTERN  NUCLEAR.     IMC    ,    LAKEWOOD,    CO 


S10319021&  Forwards    r*iults    of    expanded    study    by    In-Situ,  Ine    of   pump 
test,  specif Icallu    addressing     issue    of    leakage    from   aquifer* 
adjacent    to    production    aq,uifor    through    confining    lager*. 
BOGDEN,  fl        Utst*rn    Nucle*r,      tnc       (subs      of  Pbelps    Dodg*    Corp    ) 
B4/ai/24        HILDEHHAND,P         Uranium  Recoverg   Field   Office         Bpp 
3B649    039 


DOCKET   40-B69B    PLATEAU   REeOURtEB,     LTD    ,     ORAND   JUNCTION,     CO 

B403190213    Confirms    telcon    re    resignation   of  R-J  Carr, effective   B40131 
JH  D»vis    uiill    assume   RJ    Carr    duties,  effective   840SO1   Rtium* 
of  JH  Davis    encl 

OERDEMAN.FW         Plateau   Resources.    Ltd.       84/01/16.       SMITH,  R.D 
Uranium   Retovary    Field    Office.       3pp        22649-043 

S40319O249   Foruards    resume;    of    N   Savignac    per  E  Hawkins   request.  Bavignac 
will    conduct    QC    audits 

OERDEMAN.FH         Plateau   Resources,    Ltd        84/02/02        SMITHiR.D. 
Uranium  Recovkri)    FieU   Office         App        28648.331. 


DOCKETED  ITEMS 


1403220183  Forwards    "Effluent   Monitoring   Hept, Jul-Dec    1983    "    Results 
of   Pb-SlO  analyses    for    Fourth    quarter   high    vol    air    iampl>es 
utlt    bo    available    bg    B40309 

QEHDEMAN,  FW        PUt.au  Resource*,    "-td        84/02/27  (leg  Ion   4,    Qffici 

at    Director        lp        22909   200 

-9403280107    "Effluent   Monitoring    R"pt,  Jul-Dec     1963    " 

*      Plateau  Resources,    Ltd        83/12/31        39pp        22909  201 


OCKET   40-8727   KERR-MCQEE   NUCLEAR    CORP    ,     OKLAHOMA   CITY,     OK 


DOCKET    4Q-B701    TETON   EXPLORATION   DRILLING   CO   ,      INC   ,     CASPER,      HY 

8403190205   Comment*    on    end    quarterly    repfr    for-    Oct-Dec     19S3    Lilted 
changes    suggested 

BTAUD.w   P        Oak  flidge    National   Laboratory        S1/OI/1A       WILLIAMS, H    E 
Idaho,    Univ      of.    Moscow,     ID        2pp        E2i4i   328 

— 0403130207    "Tetan    Eiploration    Drilling    Co    -    Louenberger    Project, 
Quarterly   Rept    For   Qct-Oec    1983   " 
<       Idaho,     Univ       of.     Moscow,     m        33/12/31          33pp         22646    230 


4032S0028  Submit!   addres*    change   for   Nuclear   Licensing   S.   Regulation 
Dipt  JC   Stauter   will    serve   tt   primary   addressee    far   oncl 
1  lit  of   llctnsees 

6HELLEV,  W  J        Kerr-McOee   Corp        84/03/21        8CHAEFFER,  C        NRC   -  No 
Detailed    Affiliation   Olven         3pp         22777   060 


3CKET   40-0749   DOLE   PETROLEUM,     INC    ,     CASPER,     WV 


403230136  Notifies    of   amend    to   License  SUA-1396, deleting   License 
Condition  81    to    Indicate    radiation    safety    officer 
satisfactorily    completed    formali'ed    Intensive    health   physlci 
training   program 

SMITH. R   D        Uranium  Recovery    Field   Office,       04/02/K7  Ogle 

petrol. urn,     Inc         lp        22743.  3 54 


DOCKET    40-8733   URANERZ    DBA.      INC    ,     CASPER,     WV 


S4O319O41S    "Quarterly   Operation   Rept    for  Third    Quarter    1983 
Ltr 

SOMERVIULE.K  0        Uransri    USA,     Ine        B3/09/30        L1NEHAN,J    J        Uranium 
Recovery    Field   Office         lOOpp        22iBl    106 

B403190411    "Quarterly  Operating  Repfc    for  Second    Quarter    1903    "   W/ 
B309O1    Hr 

SOHERvILLE,K  0        Uranen    USA,  Inc        B3/O6/30        LIMEHAN,  J  J        Uranium 

Recovery    Field   Office        99pp  SEiBl    812 


DOCKET    40-0786   URANIUM   RESOURCES,     IMC    ,     RICHARDSON.     TX 


-fl«03230187  Notifies    that    Dole   Petroleum, Inc    fulfilled   requirements    of 
Lleenut  Condition    13  re    radiation   saf»tu    officer 
*atisfuetorilu    completing    formaliieil    Intensive    health 
physics   training    program 

HABTLERiS  L   ,    HAWKINS, E   F        Uranium  Recovery    Field   Office 
04/02/22.  Uranium  Recovery   Field   Office         lp        22743   339 


810-3130372    Informs   of   contamination    of   DJ  Kindle   urine    sample    14-11 
taken   on   B31124  Source    of    contamination  could    not    bu 
identified   Bloassau,    sample!    will    bl   placed    in    loci  ed,  tatnpt  T> 
proof   receptacle    to   prevent   contamination 

FREEMAN.M  D  ,    81NKE,  8  J        Kerr-McOee   Corp        B4/01/O4        SMITH.R   D 
Uranium  Recovery   Field    Office        3pp        32646  aeo 


ICKET  40-0760  ED LOW    INTERNATIONAL  CO   ,    WASHINGTON,    DC 


O32700B6  Act   ntcnipt    of   84030&   1 tr    informing    NRC    of    steps    taken   to 

correct   violations   noted    in    IE   Insp    of   License   SMC-1377 

Request!    evaluation    to    determine   uihether    train   accident 

could   affect    safe    storage    of    natural   UF6 

HIND,J  A        Dlvlftlon   of   Radiological    &  Materials   Safety    Programs 

84/03/SS       EDLQW,  J       Ed  low  intertiatlanal   Co       3pp       22770   026 

B403370094  Responds    to  NRC    telcon  u/J  Ed  low  re   violation   noted    in    IE 
Insp    of  License   SMC- 1377  Corrective   action*    UFA  will    not    be 
stored    inside   warehouse    before    license    Issued 

POIDHURST-B  M        Ed  low    International    Co        04/03/06        ALEX00N,  W  L 
Region   3,    Office    of   Director        lp        22770  020 


9403150233   Comments    on   adequacy    of    pump    test   Teat  ul 1 1    yield    most 
info   requested    Borne    data   may    require   reanalysit 

MULLER,  K        Wyoming.    State   of        84/01/26  Wyoming,     State    of        3pp 

2264B   348 

B403190S60  Comment*    on   Kerr-McSe«   respontes    to    previous  lommsnts. 
excluding    pump    test   cnmmpnts    Adequacu   or    remaining    issue 
noted    as    appropriate 

KULLER,K        Myomlng,    State    of        B4/D1/26  Nuoming.    State    of        Zpp 

3364B  346 

0403190294   For wards    Info    sent    to  State    of  WV   Dept   of   Environ    Quality    to 
be    Inserted    in  0  Sand    in-situ  project  application 
FREEMAN, M   D       Kerr-McOae    Corp        34/01/31         Lt NEMAN,  J  J        Uranium 
Recovery    Field   Office         lipp        23649  317 


CKET  40-8760  KERR-MCOEE  NUCLEAR  CORP   ,    OKLAHOMA  CITY,    OK 


DOCKET  40-B820  AMAX   ENVIRONMENTAL  SERVICES,     INC    .    GOLDEN,     CO 


O3010071    Foruard*    Infa'sent    to  Btata   of  MY  Dept   of   Environ   Quality    to 
h»    inserted    into  D-Sand    in    situ  project   application. 
FREEMAN, H  D        8equoVah   Fuels   Corp        B4/01/29        H1LDENQRAND, P  R, 
LINEMAN, J  J       Uranium  Recovery  Field  Office.      lipp       22 4 BO  000 

03200335   Discusses    detection    of   excessive   U   concentration    in   urine 

analysis   at   Kerr   McOee   Q-8and   Project  Vendor   action! 

•  atlafac  torg, 

•1ILDENERAND.P   ,    HAWKINS,  E.  F,      Uranium  Recovvri;  Field  Office 

34/03/09  Uranium  Recovery    Field   Office        2pp        227 OB  339 

13230127    Inform*   of    Issuance    of   amend    to  License   SUA-13B7    designating 

3equo<jah   Fuels   Corp    as   wholly    owned    subsidiary    of 

^•rr-MeOie 

3MITH,  R   D        Uranium  Recovery    Field   Office        S4/02/09        SHELLEY,  W  J 

Urr~-Mc0*e  Corp       Spp       2281 1   080, 

>3200379  Bummaru    of   840221    meeting   u/U**tern  Nuclear,  Inc    In  Denver,  CD 

'*    concern*   about   Mil  low  Creak   RhO  project    discovered    during 

>.sakage  analysi*   of   pump    test    data. 

I ILDENBHAND, P.  ,    HAWKIN8.E  F.       Uranium  Recovery    Field  Office 

I 4/02/23,          Uranium  Ricaverv  Field  Office       2pp       22700  342 


8403070340    Issues  Amend    1    to   License   BMD-lfllB. adding   Condition    17 
stating    Chat    rept   required    bu  Condition    17   must   be   iirbmitted 
by    040319 

PAOE,R   0        Uranium   Fuel   Licensing    Branch        04/02/27        KERRIQAN-J 
AMAX  environmental    Services.     Inc      ttabt      at   AMAX,     Inc    I          lp 
2S364. 126 


DOCKET  10-8824  TAROET  RESEARCH.     INC    ,    UHARTGN,    NJ 

B103220170  Ack   receipt   of  040213   Itr    informing   NRC    of    itaps    taken    to 
correct    violation*    notnd    In    IE    in»p   of   Lican*9   SUB-14SI 
MARTlNiT  T        Division    of    Enginsering    h  Technical    Programs         84/03/15 
flUADAONO.V       Taraet  Rcsiarch,    Inc        lp       22?09  1?6 

—0403220173  Responds    to   NKf    Itr   re    violations    noted    In    IE    intf    of 
License   EUB-142J    Corrective   actlnni    llcen*>    amended    to    allow 
transport    of  matl    to    licensed   recipient   &   to   modify 
detection   requirements 

QUADAONO.V        Target   Research,     Inc        84/02/13        FRIEDMAN,  L   F 
Region    1-    Office    of   Director        2pp        22?09,  t97 


"32BO02B  Submit*   addr«*«    change    far   Nuclear   Licensing   (.  Regulation 
'•pt.  JC   Stautar   inill    nrve   as    primary   addressee    for   encl 

lit    of    Licensees. 

HELLEY,  H  J.      K*rr~HcO«a  Carp,      B4/03/2I       SCHAEFFEM,  C       NRC  -  No 
'•tailed   Affiliation   Olvtn        3pp        22777-060 


DOCKET  40-0829  HYDMINB  FUEU   CO   ,    LAKEWODD,    CO 


04031S0319  Faruards   responses    to  NRC    question*    re   sotar    •vaporatlan 
pond   design   t  State    of    NE    questions  re   Crou  Butts  U  Project. 
W/four    ovarslie  mapi   Aperture    cards  are  available    In  PDR. 
0TQUT.  D  M        Wyoming    Fuel    Co        83/10/21,       LrNBHAN,  d        Uranium  flecovarg 
Field    Office        13ipp,       22677,113 


DOCKETED  ITEMS 


— 94031503=10    "Soils    Enjineerlng   Jlept,  Wyoming    Fuel   Co   Crow   Uutte   Project 
Pilot   Te»t   Pond   Area    " 

FISHER. R    ,     HARDEW,  K   C         Fish»r,     Hsr-d  en    t    Fisher         33/12/31          SHpp 
32477    197 

B4031902B&  Comments    an  Wyoming    Fuel    Co   response   to   request    For   dddl 
Info    !i   on    "Guide!  ines    for    Qrou-nduiater   Monitoring    at    In    Bltu 
U   Solution   Mlnea    "    Ltr    to    EPA   dttf    B31203    outlinlns 
procedures    far   ei amp  ting    aquiftr    ant  1 

HOFFMAN. T  E        Hast*rn  Nebraska  Resourcei    Council        84/01/O6 
HAWK1W9.E   F         Uranium   Recovery   Field    Office         7pp         £2648    333 

B403190413  Forwards    draft   rept    of    review    of    hydrology    for    Uyomlng   Fuel 
Co   proposed    Crow  Butte   RtD   project   Rept    uilll    bo    bails    Far 
hydrology   section    of    EIA 

HAWKINS,  E  F        Uranium  Recovery   Field  Office        84/Q2/G9        HABERMAN,  C 
Nebraska,     State    oF         33pp          2270G    147 

8403200372  Forwards   review   of    waste    storage   ponds  uihicft    should    be 
include-d    In    environ    assessment  Pond    &    liner    desEons  m.»ot 
applicable   criteria 

GILLEN.  D  M  .    JOHNSON!  T  L        Engineering    Brancfl    (Post  B310Q1  )• 
B4/02/13        WASTLER.S    L         Uranium   Recovery    Field    Office         9pp 
22706    343 


Mot  i  f  i  cot  Ion   of    840413  uorkshop    in  King    of  Prussia. PA   to 
d it  cuss    losson*    learned    from    vacant   App   R    firs    protection 
safe    shutdown    Insp    Si   topic*    described    In    IE    Info   Notice 
04-07  Agenda    for   workshop     end 

HURLEY,  T   E        Region    1,    Office    at   Director        04/03/09        O'TDuLE.J  D 
Consolidated    Edison   Co      of    Meui   York,     Inc        HEIDER.L  H        Yankee   Atomic 
EUetric    Co         COUNSIL.W  <3»       Connecticut  Yankee   Atomic    Power   Co 
39pp         SSb7S   OiZ         24X    Flche     30-OOO,  B4/03/09,  8403190243 

S4031'90069  Provides    preliminary    estimate    of    cost    to   upgrade    present 
primary    emergency    operations    facility    to   provide    radiation 
protection    factor    of    five 

d'TOQLEivt  D        Consolidated    Ed  1  ion  Co      of  Neu  York,     Inc         94/03/14 
EIBENHUT.DG         Division    of    Lie  on. Ing         Sfp         22666    132         24X 
Flche    90~003,84/O3/14.B40319OC-i9 

8403290391    Advises    that   B3LO14    rev    to   physical    security    plan    consistent 
u/pTovlstons    of    10CFR90    34<pl    &  acceptable 
MARTIN,  T    T        Dlviiioit   of    Engineering   b  Technical    Programi        S4/03/21 

D'TOOLE,  J  D        CanialidBtDil    Edlton   Co      of   Niu  York.     Inc,       4pp 
SEBOO   001         24 X    Flche    80-003,  84/03/21.  S403290291 


Q      Inspection   reporti.     IE   Bulletin*   b   correipandence 


64031?041S  Forwards   EIA»  li    license!    for  Kerr-MtGee  fe  Uraneri    R6D 
projects,  per  request    H/o   «ncl 

HAWKINS,  E   F        Uranium   Recovery   Field    Office         B4/02/17         HABERMAM,C 
MebrasHa,     Stite    of          lp         E24BI    346 


B4O35OO320  Reaponda    to    comment*   &  requeit-i    fur   addl    Info    on    groundkiater 
re»toratlon  &    potential    for    IncreateiJ   enerny    coita   at    U    In 
situ    leach    proje-ct   No    Impact    evident   on    present    rate    payer 
flr    environ   due    to    project 

HAWKINS,  E       Uranium  Recovery    Field    Office        84/02/22        HOFFMAN.  T 
Western    Nsbrask-a    Reiources   Council        2pp         227O9   1£2 


B1011°0072    IE    Info  Notice    B4-13.     "Potential   Dtficleneg    In   Motor 
Operated    Valve    Control    Circuits   b  Annunciation    "    Svc    lilt 
end 

JORDAN.  E  L        Division    of    Emergency   Priparedneis   &  Engineering 
Response    (Post    B30103)         84/O2/2S  Consolidated    Edison    Co 


York,     Inc 


B2<?O9   239        24X   Flch»   30-000,  B4/OZ/2B,  B401190072 


a40ao(?O007    IE    Info  Notlcg    afl-ll,     "Hlohllghts    of   Recent   Transport 
Regulatorij    Ravi    by    DOT  b   NRC    "   Svc    list    enc  1 

GRACE,  J  N        Division   of   QAj     Safeguards   &    Inspection  Programs    (Post 
EJ301G3)        81/O3/02  Con*c»li<lated   Edison  Co      of   New  York,     Inc 

32552    329         24X    Flche     50-000,  H4/O3/02.  B4020TO007 


S403330190  Foruarif*   d«scrlpti<in    of   pump    tail    by   Wgomtng   Fuel    Co   for 
proposed    Crow  ITutte    project    tt   lUb'jaquent    analijtei   of   pump 
test   data    U/o   encl 

HftWKINa.E   F         Ursnluni    Recoverii   Field   Office         S4/03/22         REILLY.F 
Interior,    Dept      of,    Geological   Survey         lp         32723  291 


B4Q209000B    IE    Info   Notice    B4-16,     "Failure   of  Automatic   Sprinkler   Sy« 
Valve*   to   Operate    "    Bvc    Ll*t    *ncl 

JORDAN, E  I-        Division   of    Emergency   Preparedness   Si  Engineering 
Response    (Post    B3Q1O3I         B4/O3/O2  Consolidated   Edison    Co      of  Neul 

York.     Inc         lS2p.p         22993    0?Q,       24X   Fiche'  90-000,  B4/O3/02.  8402090008, 


DOCKET   40-B930   HONEYWELL.     INC    ,     HOPKIM9,     HN 


Forwards    IE    Imp    Repts   40-9930/84-01    fc    30-50927/34-01    on 
a40307-OB  No   nontomplUnce   noted 

WIEDEMAN.D   0         Region   3,     Office    of    Director         S4/03/01          FRAKES,  0 
HanByuelli     Inc.       lp        22317    176 

— B40306021O   IE   Insp    Reptl    40-HP30/B4-01    Hi  30-HOS29/H4-01    an    640207-OB 
ND  noncomplian-c e    noted    Major    arvai    inspected    organlia t loni 
licensee    audltii  training,  re  training    b   Instructions   to 
workers,  rafliol'Ogical    protection   procedures    b  matls 
KADERAi  J   R   ,     DBEfIG,  C    T    ,     HIEDCMAN.D   9         Region    3,     Office;    Of 
Director        B4/OH/29        Hpp-       22517    177 

DOMESTIC  LICENSING  OF  PRODUCTION  AND  UTILIZATION  FACILITIES 


3403090009    IE    Infc-   Notice    94-13,     "Reporting    of  Radiological    Relsiset    " 
Svc    list    encl 

JQHDANrE  U        Division   of    Emargincg   Preparedness    8.  Engineering 
Rasponse    (Pott    8301 03 J,       94/O3/OE  Conttotldated    Edison    Co      of  Neu 

York.     Inc         119pp         23933   217        E4X  Ficha,  90-000,  B4/03/02,  B402090009 

B40S070011    IE    Info    Notice    Q4-17,     "Problems   U/Llquld    Nitroam    Cooling 
Components    Dvlou  Nil    Ductility    Tamp    "   Svc    list    end 
JORDANiE  L        Division    of    Emergency    Preparedness   d  Englna*rlng 
Fsiponie    (Post   B3O103)         B4/O3/D9  Cgniolldated    Edison    Co.     of  Niu 

York.     Inc          117ap          22393    336         B4X   Fi'che^  90-000,  S4/03/03,  840B09001 1 

0402090034    IE    Info    Notice    84-09,  Rev    i>     "Lessons   Learned    From    Insps    of 
Firs  Protection   Safe   Shutdown   S«s   "   Bvc    list   end 
JORDAN, E  L.       Division    of    Emergency    Preparedness   fc   Enginetrlno 
Response    IPott    B30103)         B4/O3/O7,  Consolidated   Edison    Co.     of  Nau 

York,     Inc         llBpp         SHA3V  049        24X   Fiehe   30-000,84/03/07,0402090024 


DOCKET    30-S   l/NEV      DF    MICHI&AN   RESEARCH  flEACTOfl 

F      Securltyj    medical,     amergrncv    tr  fire    protection   plans 

B4032S0205  Forwards    sanltiiid    version   of    updated   Feb    19B4   -route    »urv«"j 
for    shipment    from  Ann   Arbor, Ml    to   Savannah   River. EC    to 
replace   flug    19S3  version^ per    IOCFB73  21    Portions   of   930533 
1*T    remain    unchanged 

SHERR,!  S        Material    Transfer  Safeguard*   Licensing    Hrancn         B4/03/12 
KEItR.U        Michigan,    Unlv      ofr    Ann  Arbor i    HI.       14pp        aSBOB,  214        B4X 
FithB    30-00?,  B4/03/13,  B4Q32BOS03 


B40H09002B    IE    Info    Notice   e4-lB>     "Stress   Corrosion   Cracking    In  PWR 
Sy>    "   Bvc    1 1st    end. 

JORDAN. E  L        Division    of    Emergency    Preparedness   Si  Engineering 
Response    CPoit   33O1O3}         B4/O3/O7  Consolidated   Edison    Co      of  New 

York,     Inc         llBpp         929B4*  1B6        24X   Flche.  90-000,  84/03/07,  B40S09002B 

B402090O31    IE   Bulletin    B4-O2.     "Failures   of   OE  Tgpe   HFA  ReUys    In  Use    in 
Class    IE  Safety    Sijs.  "    Svc     list    encl 

DEYOUNO.R.C.       Director's    Dffic«,    Office    of    Inspection    and 
Enforcement.       B4/O3/12  Coniol  Idated  Edison  Co     of  Neu  York,    Inc 

134]>p         67245    279         24 X   Fie  h  e- 3O-000,  B4/03/I2,  8402090031. 


DOCKET   50-3    INDIAN  POINT  STATION.    UNIT   1 

F     Seeuvltg.    mitflcali     imergenci)    6   fire   protection   plan* 

e403090aas  Public   version   of    page   changes    to   Book    I   personnel 
procedures  i.   Book    II    emergency   procedure!,  Including 
Procedure   IP-1007  re    determination    of  magnitude    of   release. 
(•   eifosure   r«t»  W/B3iai3    Itr   h  JM  Fclton   releaie   mimo 
O'TDDLEiJ  D        Cansolidateil  Edison   Co      of    Hew  Yopfc,     Inc         B3/I2/O2 
HURLEY,!  E        Region    1,    Office    of   Director        SOpp        B2S9B  220        B4K 
Flchfl    50-003,  83/lH/Oe,  B4030'902Sa 


8402090043   IE   Info   Notlctt   B4-19i     "Two  Events   Involving  Unauthoriied 
Entries    Into    PUR    Reactor    Cavities,"    Bvc    list   incl, 
JORDAN.  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Pott   630103)         B4/03/E1  Consolidated    Edison    Co      of  Neu 

York,     Inc         ISSpp         2SBH3    327.       24X  Flchs'  SO-000,  B4/O3/B1,  8402090043 

S402090044    IE   Info   Notice   94-2Q,    "Svc   Life  of  Relays   In  Safety-Related 
Sgs    "   Svc    list   «ncl 

JORDAN.  E  L        Division    of    Emergency   Preparedness   h  Englne*rlng 
Rasponse    {Post   B301O3J         B4/O3/21  Consolidated    Edison    Co      of  Neu 

York,     Inc.         13Spp         23933001.       24X   Flche:  30-000,  S4/03/21,  8403070044 


R      Periodic    operating    reports    b   related    correspondence 


8403230139    "Personnel    Whole    Body    Exposure    for   CY83.  "    H/840301    Itr 
D'TOOLE,  J,D         ConsDlUated    Edlion  Co.    of   Nsu  York,     Inc        33/12/31. 
HURLEY,!   E        Region    lr     Of  f  i  c  *    of   Director.       3>p        22730'  137.       24X 
FJch»'5O-003,  B3/1 2/31,8403230135, 


DOCKETED  ITEMS 


8403360120    "Effluent   &   Watt*    Disposal    Semiannual    Rept    for    Jul-Dec 
19H3    "    W/B403O1     Itr 

O'TOdLE,  J  D        Consul  Idated    Edison   Co      of   Heuj    Ynrk,     Inc         B3/12/31 
HURLEY, T   E         Region     t,     Office    of    Director         46pp         2273B    QB6         24X 
Flehe    30-003,83/12/31, B4032i0120 


Rtportahle    occurrences,     LERs    t<  minted    correspondence 


p      Operating    license    stage    documents  b  correspondence 


S4O3020037  Notification    of    contract    elocution      "Dresden  t,   Pe-rry 
Simulator  Leasing.  "    awarded    to  QE 

JE8SUP,  D        Technical   Assistance  Contracts    Branch        FIN  B-B7I3 
84/O2/17        HAVINS.O  H        Director's   Office,     Office   of   Inspection  ana 
EnforcHment         Ip         22491    043        24X    Flche    90-000,84/02/17-3103020037 


0-103260333   Forwards    summary    Hit   of    def Iciencles    Identified    per 
10CFR30   S3(o),Part   31    d   potential    generic    Itr   repti    For 
comments 

BTAROBTECKI,  R         Division    af    Project    d   Resident    Program*          B4/03/2B 

Raglan    1,    Office    of    Director        7pp        22736   063        24X 
Flche    HQ-000,  B4/02/2B,  B403260233 


DOCKET  80-8  PENNSYLVANIA  STATE   UNIV      RESEARCH  REACTOR 
F.     Bacorlty,    medical,     emergency    &   fire   protection    plans 

E34O307036Q  Requent"    addl    info    Identified    in    encl    NRC    emergency    plan 
TBView    by    040430  Plan    submitted    on   82 1029   tfoBi    not   meet 
T-»nulrim»nts    or    guidelines    In   Rev    1    to   Reg   Ouide   z   &  h 
ANSI/ANS-18    16-19B2. 

THOMAS, C   0        Btandardliatlon    tc  Special    Projecti    Branch         84/02/37 
CUNNINGHAM,  R   0.       PannsylvanU   State   Unlv   ,    Unlvenlty    Park,    PA        2pp 
83964,130        24X   Fleha    SO-OOS. 84/02/27,  8403070360 

— 0403070342  Evaluation    of    Pinniijl vanla   State   Unlv   research    reactor 
•mergeney    preparedness    plan 

«      Division   of   Emergency    Preparedness    Ei  Engineering    Response    (Post 
B30103)         B4/02/29        3pp         23861    140        24X    Flche    50-005,84/05/27, 
S40307036D 


— B40302Q043  Contract      "Dresden  t  Perry   Simulator  Leajlng.  "    awarded    tn 
OE 

PIERCE,  R    L         General    Electric   Co         MORTON,  K.   V        Division     of 
Contract!         FIN   B-B713         84/O2/17         3Hp p          22491    046          24X 
Flcho    30-000, B4/O2/17,  B4O302O037 

B4O3130275  Generic   Ltr   84-07   to   all    licensees    of   DHRs  re   pr&ceSurJl 
guidance    for   pipe    replacement   at   DWRs   Svc     li»t    encl 
EIBENHUT.D   0         Division    of   Licensing         Sfl/03/14  Comtnonuieal  th 

Edison    Co         20pp         82B33    334         34X    Flche    SO-000.  94/O3/14j  8103130273 

a      Inspection   reports,     IE  Bulletins   b   correspondence 

9AO3OS0043  Forwards   Rev  0  to    "Corporate  Regulatory   Performance 

Improvement  Plan    "   Plan  deiigned    to   heighten    emplouee 
ayarenetl   ti   ctrengthin   corporate   ability    to    improve 
regulatory    performance 

THOMAS.B        Commonwealth  Edison  Co        84/03/34        KEPPLER,  J    0        Reolon 

3,    Office    of   Director  3pp        22490    139        24X   Fiche  30-000,84/02/24. 
Q403030043 

— B 103050046  Rev  0  to    "Corporate  Regulatory    Porformance    Improvement 
Plan    " 

*      Ctunmonuiealth    Ediion    Co         84/O3/29         22p  p         82490    148          24  X 
Fiche    30-000,84/02/24,8403030043 


DOCKET  00-10  DRESDEN  NUCLEAR   POWER   STATION,     UNIT    1 

H-1011^0072    IE    Info   Notice   B4-13,     "Potential    Deficlonci)    In   Motor 
Op*r«t«d    Valve   Control    Circuit*   b  Annunciation    "    Svc    list 
*ncl, 

JORDAN, E  L        Division    of   Emeroeney    Prepsredno**    &  Englnenring 
Raiponse    (Past   B30103)         84/02/SH  Contol iefated   Edlsan    Co      of  New 

York,     Inc         113pp,       22909239        24X   Flche    30-OOO, 64/02/28, B40U90072 

F~    B*eupltu,    medical,    «merg*ncy   b  fire   protection   plans 


S4O3090007    IE    Info  Notice   04-14,     "Highlights    of   Recent  Transport 
Regulatory  Revs   by    DOT  fc  NRC    "  Svc    list    end 

BRACE,  J  N        Division   of   OA,    Safeguard!   &    Inspection  Proflrams    (Poit 
B30103)        Q4/03/O2  Consolldatld   Edlsan    Co      of  Neu  York,     Inc 

130pp         22332   339         24X   Flche    3O-OOO,  34/03/02,  S402090007 

H4O209000B    IE    Info  Notice   B4-16,    "Failure   of    Automatic  Sprinkler  Byg 
Valves    to  Operate    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   b  Engineering 
ReapDnen    (Post  930103)        84/03/02  Consolidated    Edison    Co      o-f  Naui 

Yorli,     Inc         122pp        223S3   098       34X  Fiehe    3O-000,  B1/03/OH,  0402090008 


B4O3ia0033  Advitts    of    B40323  regional    uiorkihop    In   Rosemont, IL  u/all 
Region    III    licenfiB*    to   discuss    fire    protection    safe 
ihutdoiDn   requirement*    of    10CFRSO,App    R   Agenda    ancl 
SPEfl9ARD,R   L        Division    of   Emergency    Preparedness    b  Operational 
Bupport        84/03/06        REED, C        Commonwealth    Edi»on   Co        3pp 
BESB3'2a2        24X   Flehe. 00-01Q, B4/03^06,  B4P312OOS3 


0.    Ad  judlcatory   correspondence 


B4O2220197  Order    axtandlng    time    until    S40228    far   Commission    to    act    to 
r*vlBU  Director's    Decision    DD-S3-14 

CHILK,  Q,  0        Office    of    the    B»cret«ru    of    the   Commission        B4/02/S1 
CowmiKioners         Ip         22337362        24X   Flche    30-000,  84/02/ai, 
B4Q22201S7 

H4O301023B  Order   e<tending    time   until   B40303   for   Commission   to  act   to 
r»vl«w  Director's   DecUlon   DD-B3-14  (.  B31029   decision 
danijlng    request    of   Environ  Pollcij    Inst. 

CHILK,  B  d       Offic*   of   the   Beeret»ry   of   the   Commission       B4/02/EB 
Cgmmlnlon.f.         Ip.       SH434'  210.       24X  Flche'  30-000,  84/02/28, 
B40301023B 


Informs   that  Commission  unanimously    declined   to   review 
Dir«etor't  Decision   DD-B3-14   Tlmt   provided   bg   NRC 
rtguUttoni   within  which   Comrnlsslon  may   *ct   to  revleui 
mcpired.  Decision   became   final   agency   action   on  940303 
CHILK.fl.vJ.      Office   of   the   Secretary   of   the   Commission       B4/03/OB 


CELEBREZZE,  A  J.      Ohio,    State   of, 
F Iche; 30-000,  B4/03/OB,  B403090069 


Spp        22373-330        24X 


8402090009    IE    Info  Notice   B4-15,     "Reportlnfi    of   Radiological    Releale*    " 
Bvc    list   encl 

JORDAN, E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post  830103)         B4/O3/02  Consolidated    Ediion    Co      of  Naui 

York,     Ine         119pp         B23H3    217         24X    Flche     SO-000, B4/O3/O2.  B402090009 

B4O2090011    IE    Info   Notice   B4-17,    "Problems   H/Hquld   Nitrogen    Cooling 
Components   Delou  Nil    Ductility   Tamp    "  Bvc     list    end 
JORDAN,  E  L        Division   of   Emergency    Preparedness  &  Engineering 
Responte    (Post   830103)        84/03/03  Consolidated    Edison    CD      of  Neu 

York,     Inc         117pp        22333  336        24X  Flche    30-000,  B4/03/0&,  840209001 1 

BIO 2090024    IE    Info  Notice   84-09,  Rev    1.     "Lessons  Learned   From    Insps   of 
Fira   Protection  Safe  Shutdown   Sys    "   Svc    Hit    «ncl 
JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        84/03/07  Consolidated    Edison    Co      of  Naui 

Yorlf,     Inc         HBpp        22633049        24X   Flche    30-000, 81/03/O7,  B402090024 

B4O209002B    IE    Info  Notice   84-18,     "Stress  Corrosion  Grading     In  PUR 
Sya.  "  Svc   list  sncl 

JORDAN, E  L        Division   of    Emergency   Preparedness   (•  Engineering 
Response    (Post  8301031        84/03/07  Consolidate!)    Edison    Co      of  Naui 

York,     Inc         HBpp        B23B4    186       24X  Flcht.  SO-000,  B4/03/O7,  B402O90028 

B4O2090031   IE  Bulletin  B4-02,    "Fnllures  of  OE   Type  HPA  Relay*   In  Us*   In 
Class    IE  Safety   Sys    "   Svc    list   end 

DEYOUNO.R  C        Director's    Office,    Office   of    Inspection   and 
Enforcement        84/03/12  Consolidated   Ediion  Co      of   Nsu    York,     Inc 

134pp,       67243  S73        34X   Flche   30-000,84/03/13,9402070031. 


H403090074   Inform*   that  Camml*»lon   unanimously   declined   to   review 
Director's   Decision  DD-B3-14. Time   provided   by   NRC 
regulations   within   which   Commission  may   act   to  ravltui 
•>plr»d. Decision    btcame    final    agency   action    on   840303  „,„„.__ 

CHILK,  B.  J.  Office  of  the  Becretaro  of  the  CommKslon  B4/03/OS 
MILLAR-F.  Environmental  Policy  Inititute.  Ip.  2ZD70  292  24X 
Fl  Ch  t!  30-OOQi  B4/03/OB,  B403090071. 


B403090113   Informs   of  Commlsiion  d>ei»lon  not   to  revieu  Director   s 
Dtcliion   DD-B3-M,  Time    for   Commission    to   act    expired    on 
B4O309.  W/o    encl 

CH1LK.S.J.      Office   of   the   Btcritary   of   the   Commi"lon 
RESNIKDFF.H.       Bi«rra    Club         Ip.       22376.079        24X 
Fich  e: 00-000, B4/03/Oflr  B4030901 13. 


84/03/OB 


84O3230DBB  Ad k    receipt    of   regulatory    performance    Improvement    plan 
Periodic   meeting*   requested    to  discuss    progress   on    program 
tc   provide    feedback. 

KEPPLER.J  0        Region   3,    Office  of   Director.       84/03/20        THOMAS,  Q 
Commonwealth   Edison   Co        Ip        23730    161         24X  Flehe-30-000,  B4/03/20, 
B4032300SB 

— B403230107  Forwards    corporate   regulatory    performance    Improvement   plan 
THOMAS. B        Commonwealth    Edison   Co        B4/02/B4        KEPPLCRi  J    0,       Region 
3,    Office    of  Director        3pp.       2S730   162.        E4X  Flche    SO-000, 
84/03/20, 840323008B 
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DOCKETED  ITEMS 


— B4Q3330126  Rev   O   to    "Corporate   Regulatory   Performance    Improvement  Plan 
For   Cretin,  Quad   Cities, Zion    !•   LaSalle   Operating    Muclear 
Station*  &  Byron  &   OralduiDod  Project    Opera  ting 
Qrgani lations    " 

»      Commonwealth    Eiliton    Co         94/02/89         23 ft         22730    1A&         24X 
Fiche    50-000,  34/03/20,8403330039 

B9O507Q043    IE    Info    Notice   B4-19,     "Tua  Events    Involving    Unauthori  lad 
Entries    into  PWfi   Reactor   Cavities    "   Svc    list    end 
JORDAN,  E  i.        Civilian    of   Erairjenty    Preparedness  b  Engineering 
Response    (Past  S30i03)        B4/O3/2I  Consol  1  dated   Ed  i  ion    Co      of  Neu 

Yor»,     Inc          153pp          22823-237         B4X    FIchs    30-000. B4/O3/21 ,  B402090043 


DOCKET    SO-29    YANKEE-HOWE    NUCLEAR   POWER   STATION 

F      Security,     medical'     Bmergnncy    &   Fire   protection    plans 

B403190243  Notification    of    S4O4tB  workshop    in  King    of  Prussia, PA   to 
discuss    lesions    learned    from    rac*nt   App   B    fin    prottction 
s-afe    shutdown    Imp   &    topics    described    in    IE    Info   Notice 
Bfl-09  Agenda    for    uorltshop    encl 

MURLEV.T   E         Region    li     Office    of   Director         04/03/09         D'TODLE,  J   D 
Consolidated    Edison   CD      of   Neiu  Vork,     Inc        HEIDER.  L  H        Yankee  Atonic 
Electric    Co        COUN9IL,W  D         Connecticut   Yankee   Atomic    Power    Co 
33pp         2367K    O63         E4X    Flche     3O-QOO.  84/03/09, 8403190243 


3402090044    IE    Info    Notice    B4-2D.     "Svc    Life    of    Relays    In    3af*  tij-Re  latad 
Bys    "    Bvc    1  lit    encl 

JORDAN, E  L        Division   of    Emerjency    Preparedness    L  Ennlneerlng 
Resportao    (Post  B3O1O3)        84/03/31-  Cnniolldated   Ecl*on    Co      of   Neui 

York,     Inc          ISBpp         22933   00!          24X    Ficha    30-000.84/03/21,3403090044 

R      Periodic    op  "rating    reports    I*   related    correspondence 


Insurance   &    indemnity    Information 


840314.0O33    Forward*    Endorsement    <K>   to   MAELU   Pollcg    MF-26    &   Endonamtnti 
106   t.    109    to    NELIA   Policy     MF-7& 

BIHISI,J   H        Harsh    &  MtLBnnam     Inc        04/03/03        BALTZMAN,  J   D 
A«»l*tant   Director    For    State    &  Licensee   Relation*        4pp         2SA34    193 
24X    Flche    30-039.  B4V03/09,  9403110033 


afl03060O?9    "R«pt    of   Radioactive    Ef fluents,  Ju 1-Det     1903    "    H/84OB15    1 tr 
SCOTT.  D   J        Commonuoalth    Edjcon    Co         93/12/31         KEPPi-ER-J    0         Region 
3,    Office   of   Director         17p.p        32  3  06   ?43        24X  Fiche'  BO-010-  83/12/31, 
3403060099 

£3403000197    "Reft    of    Occupational    P»nonTiil    Radiation    Do**s,l?e3    " 
H/840337   Itr 

SCOTT,  J   3        Commonwealth    EdiBon   tin        83/12/31        CASE,  E  C        Office    of 
Nuclear   Reactor   Regulation.     Director         13pp         3BSB9  099         24X 
Flche   50-000183/12/31.8403030197 

8103:220120  Annual  uihol*  body  eitemal  eiposures  for  1903  W/94O31i  Itr 
RYSAK,  E  CDnmiDnuealth  Edison  Co  Q3/J2/3I  7pp.  2371 A  007  24 X 
Fit  he  50-000,53/12/31.9403220120. 


DOCKET    30-13   BftBCOCK   fr   WILCQX    CO      CRITICftl,    FACILITY 
P      Operating    llonst-    itag»   document*    t>  corretponifenc* 

£?40a02O163  Recponds    to   B3112B   requvit    For  ualver    on   us«    of    qualified 
rsactor   opufator*    for   full    hanilllnB    operatloni    Curing    period 
betuavn    tlint    of  CX-10   facflltij    final    nhutilDUin  t<   completion 
of    fuel    shipment*    Requett    denied 

THQMflS,C  0        atanilariJiiatlon  A   Bp«clal   Projects   Qrancli         B4/02/17 
QLSEN.A  F        Babcock    b  Ullcoi   Co        3pp        33491    139       24X 
Ftche    SO-013.B4/02/l7,B4030201i2 


DOCKET    30-19   VALLECITOS   DOILIHQ   WATER    REACTOR 

R      Periodic    operating    reports    &   related    correipondince 

8403200244    "Annual   Operating    Kept    19   for   VatlecLtoi    QUO    < Deae t 1 vatofl t 
W/B40312    Itr 

*      Oaneral   Electric    Co        83/12/31        DEN TON, K  R        Office    of   Nuclear 
Raactnr    Regulation.     Director         5pp         22691.119         24X 
Flche   ao-01B.B3/12/31,B403S00244 


DOCKET    50-20   MASSACHUSETTS    INST      OF    TECH      ftES.     REACTOR 
F,     Security,    medl-cal,     emargencij    &   firs   protection  plani 

H40213O347    Forwards    R»v   30    to    BM    for    retnarch    Tiactor    MITR-II. 
affecting    phytlcal    »rcurltij    plan   Rtv  withheld 
Iref    10CFR73  21), 

CLARK. L        M»ssocJiU6»tti    Institute?    of  Teifinolog v i    Cambridge.    HA, 
94/03/07        THOMAS.C   0      atandardiut  I  on   &    BpacUl    Project*    Dranch 
Ip        23203  297        ?4X  Fi  che-  BO-02O,  84/02/07,  S402130347 

B -10322 003 4  Advises   that  Region    I    appra  1  ial/ Imp    of    vmirafncu 
preparedness    program   icheduleij    to   begin  B40403 
MARTIN. T  T        Division   of    Engineering    t  Technical    Programi         H4/O3/13 

CLARK,  L       Haisachuiefets    Institute   of    Technology,    Cambridge    MA         Ip 

22717    1B2        2«X  FicN»   50-080.84/03/13,8403320034 


6403270216   Submits    info   re    nuclear   property    inmrance    coverage   a*   of 
B4O401    Coverage    carried    di/Amer lean  Nuclear    Iniurance   h 
Mutual    fitomit    Enargu   RelnKurance   Pool 

KAY, J  A        Yankee   Atomic    Electric   Co        64/03/32        CRUTCHFIELD,  D 
Operating    Reactors    Branch    5         Ip        22772  097        24X 
Ficn&    30-O39.B4/03/S2,B4O3ai7O31t 

P      Operating    license    stage    documents   It  correspondence 

B4030GQ007  Forwards    YAEC-1S9B.      "Main  Steam  Line   Break    Analgiis   Addltlgn 
of   Boron  Transport    Model    "    po-it-processor    to   RETRAN   code 
developed    to   predict    Vankee    Nuclear   Power  Station    transient 
baron    concentrations 

KAY.J   A         Yankee    Atomic    Electric    Co         34/03/02         CRITTCHFIELD,  D 
Operating   Reactors    Branch    3          Ip        23337    133        24X 
Fiche    30-029.  84/03/02,  84O3OSOO07 

— 8403080009    "Yankee    Nuclear    Power-  Station   Main   Steam  Line   Break   Analqii 
Addition    of    Boron    Transport    Model    " 

KENDALL, J   M   ,     FUJITfl,N    ,     CHAS»OLA< V        Yankee   Atomic    Electric    Co 
YAEC-139B          B4/OS/29          llSpp          22337    137         24X 
FlchB    SO-OH9.  B4/03/OH.  B4030B0007 

940312O123  Foruiards    proposed    resolution   of    specific    equipment    environ 
qualification    def ic i enc 1* s    identified    in  Franklin  Research 
Ctr    Tfichnlifll    Evaluation    Rep  t    TEH-CS237-4&3 

KAY,  J  A        Yankee    Atomic    Electric    Co        84/03/03        EISENHUT.  D   0 
DlvUlnn    of    Licensing         39pp         223B9  229        24X   Flche   30-029.  B4/03/05, 
G403120123 

a403!3D3B7  Requests    sumption    from   10CFR3O  441  c )( 1  i )  (D>.  spec  1  fylng 
requirements    for    containment    penetrations   designated    for    use 
as    poet-accident    hydrogen    recombiner.bg    Q40403 

KAY'J  A        Yankee    Atomic    Electric    Co        B4/03/O4        CRUTCHFIELD. D 
Operating    Heactori    Branch    3         3pp        224,14    144        24 X 
Ftthe    30-029.  B1/03/OA,  84O31302B7 

B4031?O367   Notifies    of    assignment    of   EC  Ueinilnger    as   Chief ,  Reactor 


Projects    Section    1A,  Div   of    Project   t>  Resident   Programs, 
effective    ircmed lately 

STAROSTECKIrR         Division    of    Project   &  Resident   Programs 
HEIDER,  L    H         Yankee    Atomic     ElactrU    Co         Zpp         32471,299 
Fiche    30-027,84/03/15,9403190567 


84/03/12 

B4X 


B4O320D<264    Request*    YA£C-t3-79P,     "Determination    of    Decag    Heat    for  LWR 
LOCA   Analysis."    be    uijthheld     (ref    10CFRK  790t 

KAY.O   A         Yankee    Atomic    Electric    Co        B4/03/1?        CRUTCHFIELD.  D 
Operating    Reactors    Branch    3         3PP        22696   24&        24 X 
Flche    30-029.  B4/03/ 19,  8403200304 

— 3403200280   Requests    exemption    from    10CFR30,  App   K   requirement    r*   use    of 
1971    ANS    ttd    on    decay    heat    Por    inlflnlte    reactor    operation 
U/+20X   oncer taltity    factor*    In    alternativti  proposes    use    of 
1979    ANS    std 

KAY.  J,  A        Yankee    Atomic    Electric    Co        84/03/09  Office    of 

Nuclear   Reactor    Regulation,     Director        3pp        22696  249.       24 X 
Fiehe    50-039,  84/03/19,  840320C«B4 


0      Inspection   reporti,     IE  Bulletin!    b   eorretpondenc t 

B403220034  Advises    that   Region    I   appraisal /Imp    of    emergency 
preparedness    pr-oaran    ich«difl«d    to    beojn   9404O3 
MARTIN,  T  T       Division   of   Englneerlnfl  &   Technical   Fr-onrami 
CLARK,  L        Katiachiifetcs    Initltut*   of  Teehnoloou,    Cambrldjs, 
23717    192       S4X  FicJit.  HO-O20,  84/03/13.  S4O3220034 


94/03/13 
MA         Ip 


B403200290    "Executive   eumtn*ru    Rept   on  Justification   of    Modified   Decay 
H*at    Model    for    Yankee    Nuclear   Pouier   Station    " 
HARVEYiR   C    ,     HUBA1N,A         Yankeo    Atomic    Electric    Co        84/03/09, 
29pp          H2i9&    SS3          34X    Fiche    SO-029,  B4/O3/19.  B4032002B4 


B  4032  7000  7  Responds    tt*    open    item    identified    in    utll    integrated 
assessment    (NUBEO-0923  1  .  Top  te    Hl-lOAUtll    established 
criterion   per   Reg    Oulde    1     1OA    for    thermal    overload 
protection    for   motor    operated    velvet 

KAY.J  A         Yankee    Atomic    Electric    Co        B4/O3/S2        CRUTCHFIELD.  D 
aparatlna   Reactor's    Branch    S         Spp        23769  330        24X 
Flche    50-039.  04/03/22,  640337000? 


DOCKETED  ITEMS 
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B4O327Q003  Responds    to    open    item   Identified    in    utll    integrated 
assessment    (NURGO-0823).  SEP    Topic    111-5  A  Analgsls    performed 
per  ANBI/ANS  38  2   to    determine    force    imparted    on    electrical 
penetration   Blister    12E    from   break    on   Steam  Generator    S 
KAY.J   A         Yankee    Atomic    Electric    Co         84/O3/23         CRUTCHFIELD,  D 
Operating   Reactors    Branch    3        3pp         32769   346        34X 
Flche    30-029,84/03/23,8403270003 

BflO3300192   Forward*    draft  Rev    3   to   Procedure    DP-383B   re    1 ou   voltage    on 
Emergency    BUS    1    or    6-3    480-volt    bus.  draft    Rev    3    to    OP-3844 
TB    low  voltage    on   Emergency    Bus   S   or  4-1    4BO-vo 1 t    bus   & 
draft  Rev   3    to   OP~3B43,per    SEP   Topic    VIIl-l    a 

KAY.J   A         YanVee   Atomic    Electric    Co         84/03/28         CRUTCHFIELD,!} 
Operating    Reactors    Branch    3         12pp        22817   331        24X 
Fiche   SO-029.  B4/03/2B,  B403300I92 


0403090044    IE    Info  Notice   Bfl-20,    "Bvc    Life    of  Rolays    in  Sat  e  ty-Fielatod 
Sys    "    Bvc    list   enci 

JORDAN.  E  L        Division   of  Emergency   Preparedness  EC  Engineering 
Response    (Pott   8301 03 t        84/03/31  Consolidated   Edison   Co      Of   Neiu 

York,     Inc          133pp         2P933    001         24X   Fiche    50-000, B4/O3/21 ,  B40209OO44 


R      Periodic    operating    report!   &  related    correspondence 


B403020393  Personnel    &   man-rem   by  work   (.  duty    function   rent,  1983  U/ 
840221    Itr 

ST   LAURENT,  H   ,     HEIDER, L   H         Yankee   Atomic    Electric    Co         B3/12/31 
HAYNEB, R    C         Region    1,     Office    of    Director         4pp         S2440   82?         34X 
Fiche    30-039, 83/12/31.  B403O2O293 


Q      Inspection   reports,     IE   Bulletins    &   correspondence 

B4O It 90072    IE    Info   Notice    B4-13,     "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits   fc  Annunciation    "    Svc    list 
end, 

JORDAN, E  L        Division    of    Emergency    Preparedness   b  Engineering 
Haiponse    (Post   83O1O3)         84/02/28  Consolidated    Edison    Co      of   Neu 

York,     Inc          113pp          23909    239         24X    Flche    50-000,  B4/02/2B,  B401 190072 

8403010331    Advise*    that   plan    For    eiam    of    primary    nonlei    described    In 
B4Q113    Itr    tatltfles    conditions    of   840103   relief   requests 
from   inservice    Imp    requirements 

CRUTCHFIELD, D        Operating    Reactors    Branch    5        S4/02/29        KAY, 0  A 
Yankee   Atomic   Electric   Co        2pp        22432  076        24X 
Flche    30-039,84/02/37,8403010331 

3402090007    IE    Info   Notice   84-14,     "Highlight*    of    Recent  Transport 
Regulatory   Revs   fay    DOT  &   NRC    "   Svc    list    enc 1 

ORACE.J  N        Division    of   OA,    Safeguards    &    Inspection  Programs    (Post 
B3O103),       84/03/03  Consolidated    Edison   Co      of   Neu  York,     Inc 

130pp.        22333   329         24X    Fiche    30-000,84/03/02,8402070007 

8402070008    IE    Info  Notice    84-16,     "Failure    of    Automatic   Sprinkler   Syt 
Valves    to   Operate    "    Svc    list    end 

JORDAN, E   L        Division    of   Emergency    Preparedness   fc  Engineering 
Response    (Post   830103)         84/03/02  Consolidated    Edison    Co      of   N*iu 

York,     Inc,       122pp         22333   09B        24X   Flche    30-000,  B4/03/03.  B402090QOB 


B4031201B1     "Semiannual    Effluent   Release    Rept    far   Jul-Dec     17B3    " 
W/840301     Itr 

KAY,  J  A  Yankee  Atomic  Electric  Co  B3/12/31  HURLEY.  T  E  Region 
1,  Office  of  Director  16pp  225B9  133  24X  Fiche-  SO-O29,  83/12/31  , 
B40312Q1B1 

B40331006B    "19B3   Annual    Rept    "    W/B40301    Itr 

HEIDER,  I,  H        Yankee   Atomic   Electric   Co        83/13/31        MURLEY.T  E 
Region    I,     Office    Of    Director         9pp         22703   O43         24X 
Fiche    30-029,63/13/31,8403310068 

B40302Q072   Monthly   operating   rept    for   Jan    19B4  W/640206    Itr 

WHIPPLG,  S   ,    HEIDER,  L  H        Yankee  Atomic   Electric   Co        B4/01/31        ipp 
23441    339         B4X   FiChB    30-029.84/01/31,8403030072 


S4O33QOQB3  Monthly    operating   rept    for  Feb    19B4  W/B4030S   Itr 
WHIFFLE,  S  ,    HEIDER,  L   H        Yankee  Atomic    Electric   CD        Q4/02/E9 
22821     181         34X    FichB    30-029,84/02/39,8403300093 


S      Reportable   occurrences,    LERs   8,  related    correspondenci 


8211110398   Discusses    failure    of   Uestlnghouse   Type  SC-1    1876-072 
relays    Ho    further   review   should   be   conducted    based   an 
review    of    Info 
A8HE.F        Reactor  Operations    Analyst!   Dranch        82/10/21        SEYFRIT,  K  V 

Reactor   Operations   Analysis    Branch        3pp        22773  239        H4X 
Fiche   30-029,82/10/21,  8211110399 


B40SO90009    IE    Info   Notice   84-13,     "Reporting    of   Radiological    Releases    " 
Bvc    list    end 

JORDAN,  E  L        Division    of    Emergency    Preparedness    Si   Engineering 
Reiponse    (Post   B30103).       B4/03/03  Consolidated    Edison    Co      of   Nau 

York,     Inc         117pp        23533   217        24X   Flche    30-000,  B4/O3/02,  8402090009 

B4O2090011    IE    Info  Notice    84-17,     "Problems    W/Liquid   Nitrogen    Cooling 
Components    Below  Nit    Ductility    Tamp    "   Bvc    list    end 
JORDAN,  E   L        Division    of   Emergency    Preparedness    It  Engineer  ing 
Responte    (Post  B30103)         84/03/O3  Consolidated    Edlaon    Co      of   NHUI 

Vork,     Ine         117pp         22033336        24X    Fiehe    30-000,  S4/03/03,  840309001 1 


B403090175  Forwards   LER  84-001-00 

ST  LAURENT.N  N        Yankee   Atomic   Electric   Co        Hfl/02/23 
Region    1,    Office   of    Director        lp        22373  263        24X 
Fiche    50-029,84/02/33,8403090175 


HURLEY,  T   E 


B4033002I5  LER   B4-002-OO  on   840214,  during   revleui   for   BEP  Topic    IV-10  A, 
surveillance    procedure    inadequacy    discovered    Tech   Spec 
changes    did   not   contain    time    requirement   Procedure    changed 
H/B40313    Itr 

DRAWBRIDGES   L   ,    ST   LAURENT.N  N        Yankee   Atomic   Electric    Co 
B4/03/1S         3pp         B2699   320         24X   Flche    30-029,84/03/19,8403200815 


B402O90024    IE    Info   Notice   fl4-09, Rev    1,     "Lesson*    Learned    From    Insps    of 
Fire  Protection   Safe    fihutdouin   Sys    "    Svc    list    end 
JOHDAN, E  L        Division    of   Emergency    Preparedness   li  Engineering 
R*lponie    (Post   8301O3)         84/03/07  Consolidated    Edison    Co      of   New 

York,     Inc         HSpp         22633047        24X   Fiehe    50-000, 84/03/07, 8403090024 

B 402 090039    IE    Info  Notice   84-18.     "Stress   Corrosion   Cracking    In  PUR 
By  a,  "   Bvc    list   end 

JORDAN,  E  L        Civilian    of    Emergency    Preparedness    It  Engineering 
Response    (Poit   830103)         B4/03/07  Consolidated    Edison    Co      of   Neu 

York,     Inc          HBpp          223B4    186         24X    Flche    30-000,84/03/07,8402090036 

0402090031    IE  Bulletin    84-02,     "Failures    of   OE   Type   HFA  Relays    in  U*e    In 
Claiss    IE   Safety   Sys    "    Svc    list   end 

DEYOUNO.R.C        Director's    Office,    Office    of    Inspection   and 
Enforcement.       S4/03/12  Consolidated   Edison    Co      of   Neu   York.     Inc 

134pp,       22823' 094        S4X   Flche    30-OOO,  B4/03/12,  B402O90031 


DOCKET   30-30   PLUM   BROOK   RESEARCH   REACTOR   FACILITY 

R      Periodic    operating    reports    E<  related   correspondence 


B40306040S  Forwards    "Annual    Status   Rapt    for    1983,"    oar   B10316 
dismantling    order 

R1CHLEY.E  A  ,  D01TEL.E  C  National  Aeronautic!  t.  Space  Admin 
84/03/01  DENTON.H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  2pp  2231B  292  34X  Fiche  SO-030,  04/03/01,  B403060403 

— S403060410   "Annual    Status    Rept    for    1983   " 

*      National    Aironautici    &  Space   Admin        84/02/06        Bpp        33518   294 
24X    Fiche   50-030,  84/03/01,  8403060405 


W      Decommissioning   Stage   Documents    d  Correspondance 


B403270286  Forwards    IE    Imp    Rept   30-029VB4-OZ    on    B40126-Z7   No 
violations  noted 
MARTIN,  T,  T.       Division    of   Engineering   fc   Technical    Programs         B4/03/I3 

HEIDER,  L   H        Yankee    Atomic    Electric   Co        2pp         22SOO  031         24X 
Ftche    BO-029, 84/03/13,  8403E90B96 

--8403290292    IE    Insp    Rept    30-029/04-02   an   B40126-27   No  violations   noted 
Major    areas    inspected1  failure   analysis   tc   activities    to 
replace   3/4-diamet*r, Schedule   SO  Vint    line    on    steam 
generator   Loop    1 

CRAY,  E.  H   ,    DURR.J  P        Region    It    Office    of    Director        84/08/21 
3pp,       22BOO. 033        24 X   Fiche    30-029.84/03/13,8403590286 

B402090043    IE    Info  Notice   84-19,     "Two    Events    Involving   Unauthorlied 
Entries    into   PUR  Reactor    Cavities    "    Svc    tiit    encl 
JORDAN, E. L.       Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post   930103>         84/03/31  Consolidated    Edison    Co      of  New 

York,     Ine         lS3pp.       22823   829,       24X    Flche    90-000,84/03/21,8402090043 


8403190214    EVALUATION    OF   NUCLEAR   FACILITY   DECOMMISSIONING   PROJECTS 
Summarg    Report   -  Plum  Brook   Reactor   Facility 
DOEROE,  D  H  ,    MILLER, R  L        United    Nuclear   Corp        FIN  B-75&B 
NUREQ/CR-3603        84/02/29  Division   of   Engineering    Technology 

34pp        Available   at   NRC        *4    23        22649  032        24X 
Fiche    30-030,34/02/29,8403130214 


DOCKET   30-94  UNION  CARBIDE  RESEARCH  REACTOR 
I      Financial    information 


8403220043  Submits    financial    Info  re    operation   of    facility,  per   B4O302 
request   Cost    estimate    for    decommissioning    encl   Annual 
Financial    Rept,  1982   foruarded 

MCQOVEftN.J  J        Union   Carbide    Corp        84/03/13        THOMAS,  C   O 
Standardization   h  Special    Projects   Branch        9pp        32713    146        24 X 
Flche    50-054,84/03/13,8403220043 
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P       Operating     license    stage    documents    t-    correspondence 

B4O3130049   Application    for    amend    to    LUe-nse    R-BKadding    one    arfbl 
chang*    to   T*th    Specs    re    e i per intent   review  &    approval    to 
roora    fully    describe    extent    at    nuclear    safeguards    committee 
nrspcnaibll  i  ty 

nUZICHA,  W  Q        Union    Carbide   Corp        B4/03/O1         THOMAS,  C   O 
Standar  dl  tat  ion  t  Epc-cial    Projects   Branch         lp        23393  3d  I         2*X 
Fiche    30-054.  B4/03/Q.I,  8403130043 


DOCKET    30-73    UNIV       OF   UTAH    RESEARCH   REACTOR 

F      Security,     medical,    emergency    &  fire   protection    plant 

B403200361    Forward  5    reviled    emergency    plan,addl    financial    info   ti    19B3 
financial    statement    for    univ 

SANDQUI3T,G   M        Utah,    Univ      of,    Salt   Lake   City,    UT        64/03/14 
THQMA8.  C   Q        Standardiia  tion    &   Special    Projects    Branch         lp 
2B1          24X    Fiche    SO-O72,  84/03/14,  8403300881 


— H403130Q52  Proposed    Tech    Spec    thange   request    re    eip frr imant    review   It 
apprava 1 

»      Union  Carbide    Corp        34/O3/01         lp        SS59B  36?        24X 
Fiche    50-084,84/03/01.8403130045 


Revised    "Univ    of    Utah    Emergency    Plan    for   Training    l<  Research 
Reactors    " 

9ANDOUIST, 0   M         Utah,     Univ       of-     Salt    Lake    Citg,     UT         UTEC    ME 
B4-O203         B4/03/14         23pp          S2696   2B2         34X   Fiche    30-072,  B4/O3/14, 
B4032002B1 


6403120394   Requests   add)    info    re  hay    19EO  application    POT    license 
renewal    re   detailed    estimates    of    total    annual    operating 
tt    decommissioning    colts   &    detailed    explanation   of    sourcoi 
of    funds    to   cover   costs    Info    should    be    submitted    bij    B40334 
THQHflB.C    0        Standarriliatien    (c  Special    Project*   Branch         84/03/02 
KCGBvERN,  J         union    Carbide   Carp         2pp         22596    361         24X 
Fiche    50-054,84/03/02!  3403J2QS94 


—0403300296  Univ    of   Utah    operating    budget    19B3-B4 

*      Utah.     Univ       Of,     Salt    Lake    City,     UT         84/03/14 
32696    31O         24X    Fiche-  SO-O7B.  B4/Q3/14,  0403200381 


t      Financial     infarmation 


340313OJ7S  Requests    Genie  1  enc  as   Dranch   revieiu  g«ologij   t    selsmolligv 
sections   of    end    Union   Cartiitfe  rejctor   SER    for    Union  Carbide 
aubildlarij    campiUiij    license   renewal    application 

THCJ1A9,  C  0        Standardization    fc  Special    Projects    Branch         84/03/05 
JACKSON,  R         Oeoitlerscn    Drsnch         31pp         22^46    331         24X 
Fiche    90-054,  Bfl/03/OS,  D40315O1  7S 

O      Inspection    rgportsi     IE   Bulletin!   b    corr«»pond enc e 

0403020398   Forwards     IE    Imp    Kept    50-094/34-01    on   6401 04- Qt,   No 
vlolationi   TiotBd 

9TAROSTECrtI,  n        Division    of    Project    b  Reildent   Programi         34/03/16 
HCQOVERN.J  J       Union   Carbide    Corp        ?pp        2241O  032        24X 
FiChe    50-O 


3403200201    Faruiardi    riviied    em  urgency    pian,adi)l    financial    Info   1<    1933 
financial    statement    far    univ 

SAMaQUIBT,  e   ti        Utah,    Univ      or.    Bait   Lake  City.     UT        B4/03/14 
THDMftS.C   O        Standardization    S.  Special    PrajBcti    Branch         lp 
1         34 X   Fiche   30-Q7S,  B4/03/14,  8403S002B1 


37pP 


DOCKET    50-73   GENERAL   ELECTRIC    NUCLEAR    TEST   REACTOR 

R      Periodic    operating    reports    t>   related   correspondence 


—6403300296  Univ   v?   Utah    operating    budget    1983-84 
*      Ut-flh,     Univ      of,    Salt    L^lce  City,    UT        B4/03/14 
310         H1X    Fiche    3O~072,B4/03/14,B4032003B1 


--9403030309    IE    Insp    Kept    5O-OS4/B4-QI    on   B4&I04-06   No  violations    or 
deviations    noted    Major    areas    inspected    licensee    action    an 
previous    Insp    find  ings,  fac  i  1  itij    revl  ruii   4   audl  t*i  operate  r 
requallFicatlon    train  in  3    &    lurveillance   activities 
HirJN£y,H   U    ,     RDBERrSDNj  J   A         fiegion    1,     Office    Df    Director 
ELS^SSER, T  C        Division    of   Project   &  Resident   Programs         B4/QB/03 
lOpp         2244O   054         24 X    Fiche    50-094,34/02/16,8403020390 

R      Periodic   operating    reports    E.   related    corresp  onde-nc  e 

3403270193   "Annual   Rapt    for    1 9B3   "    H/8-1032O   1  tr 

5TIMCK,  R    A         Union    Carbld*    Corp         33/13/31          STAflOSTECKI ,  R          Division 
of   Project  &  Resident    Programs        7pp        2S772   alt        24 X 
Flche   30-034. S3/I 2/31 ,  B40327019B 


DOCKET    30-62   UNIV      CF   V1ROINIA   REBEARCH   REACTOR 

F      Security*    medical'     emergenc i/   &    fire  prDtectlon   plan 


B403190072   Annual    Hept  24    of    of eratloni  changes,  tests   &   experiments   for 
GE    nuclear    test    reactor    U/B4O305    1  tr 

REED,  L   L    .     CUNNINOHAM,  Q   E         Oeneral    Electric    Co        83/1B/3I 
DENTON.  M  R         Office    of  Nuclear   Reactor   Regulation,    Director        7pp 
32641    O42         S4X   Flche   3O-O73,  H3/13/31,  B4031S0072 


DOCKET    50-83  UNIV      OF  FLORIDA   TRAlNINO  REACTOR 

F      Sicurltiji     medical,     emergency    b   fire   protection    plans 

8403010217   flck    receipt    of    831133   t  040201    ltr«    transmitting    «ev  7   to 
physical    security    plan  Changes    consistent   u/provlsloni    at 
1OCFR50    S4(p)    tc   acceptable    for    inclusion    into    plan 
LEWIS, R    C         Division   of   Project  Si  Resident   Programs        a-l/03/24 
niAZ^N   J        Florida,    Univ      of,     QalnesvllU.    FL.        2pp        22433010       24X 
FiChB    90-083,84/03/34,0403010347 

P      Operating    License    stage    docunients   b   correspondence 


B40329033B  Foruiards    updated    spent  nuclear    Fuel    route    from  Univ  of 
Virginia    to-  Savannah   Rivar.EC 
SHEflR, T  S        Material    Transfer    Safeguard!    Licencing    Branch         Q4/03/1S 

EtENHECHEiP    E       Virginia,     Univ      of,    Char  lot  toivi  I  le,    VA         9pp 
3SBS3   329         34X    Fiche    50-062.64/03/12,3403250329 


R      Periodic    operating    reports   &   related   correspondence 


9403010397  Annual    operating    rept    for    1733 

FARRAR,  J  P        Virginia,    Univ      of,    CharlotteiviUe,    Vfl 

Division   of   Licensing         lOpp         B2433  O93        24X  Fiche   50-062,84/02/16, 

H4030 10397 


B4032BOO-63  Forujarde    Amend    l-l    to    License  R-36   t"    safety    evaluation  Amend 
adds    netu   Section   663,     "Other   Special    Rept».  "    to   Tech    Specs 
covering    Level    1,2    or  3    personnel    changes   li   changes    in 
transient   or   accident   analyiet 

THOMAS,  C   O        St-anilartiiiatlan    tt  Bpeclal    Projects    Branch         84/03/06 
DIAZ,  N    J        Florida,    Univ      of,     Oainesvllle.    FL        2pp        S2B12  31B       S4X 
Flche    80-083,  B1/O3/06,  B403aBOOt5 

— B4O3S80Oiie  Amend    14    to  License    R-36, adding    new  Section   A   6    3,     "Other 
Special    Reptsj "    to  Tech    3pee»   covering   Level    1,2    or    3 
personnel    changes   d  changes    in   transient    or    accident 
analijieE 

THOMAS! C    Q        Standardization   &  Special   Prdjects    Branch         84/03/06 
5pp         SH813   3SO        34X    Fiche    50-OB3, 84/03/06.  B403280069 


DOCKET    30-70   GENERAL   ELECTRIC    TEST   REACTOR 

R      Pericillc    operating    rnporti    ti    re-la  ted    correspondence 


-B403HBOO71    Safety    evaluation    supporting    Amend    14    to  License   R-96 
*      Office    of    Kucliir   Reactor    Regulation,    Director        B4/03/06        lp 
32013   3BS         24X   Fiche    3O-OB3,  B4/03/06,  B403BB006S 


B40-3200242   "OE   Test  Eieactor    Annual    RBptjNumber    35  "  H/Q40313    Hr 

CUNNINGHAM,  0   E        Oeneral    Electric    Co        33/13/31  DENTQN,  H  R        Offlci 

of  Nuclear  Reactor   Regulation,    Director        7pp  22AW    157        24X 
FicNe    30-070,63/13/31,  8403200242 


DOCKET  30-113    UNIV      OF  ARIZONA    RESEARCH  REACTOR 

0      Inspection    reports,     IE    Bulletins   &   correspondence 


B40306016B    Forwards    IE    Insp    Rept    30-113/84-01    on   840109-10  No 
noncompliance    identified, 

HENSLAWBM-F    A        Region    9.     Off ic*    of   DtricUr        84/02/03 
OALLAOHER-R         Ariiona,    Univ      of-     Tucton,    AZ        2pp        22517004 
Fiche    30-113, B4/02/03,B4-030fc01&3 


DOCKETED  ITEMS 
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--B403060172    IE    Imp    Rept    3O-I13/B4-01    on    B401O9-1Q    Nn    noncomp  1  ianc  e 
identified   Major    area*    Inspected    radiation    control    program. 
Including    potting    i.    label  Ing,  surveys    &   personnel    radiation 
dosimetry, 

SHERMAN.C    1    ,     WENBLAWBK  t,  F    A         Region    3,     Office    of   Director 
84/02/02         7pp          22317    OOA         24X    Fiche    30-113.84/02/03,8103060169 


J      Insurance   b   Indemnity    Information 


B40306017B   Forwards    End or* amen ts    101    &    102    to   NEL1A   Policy    NF-133 
CRANE. P    A         Pacific    Oat    &    Electric    Co         B4/02/2B         SALTZMAN.  J   D 
Assistant   Director    for  State   !<  Licensee   Relations        3pp         32518  343 
24X    Fiche    50-133,  B4/02/2B, B403040I7B 


DOCKET    90-123   UNIV      OF   MISSOURI    RESEARCH   REACTOR 

Q       Inspection    reports,     IE   Bulletins    &    correspondence 

84O31900B3  Ac  k    receipt    af   S4Q303   Itr    Informing   NRC    of    schedule    tn 
revile,    tc   update   radiation    protection   procedures    per    IE    Insp 
Ript    30-123/84-01 

NOHELIUS.  C  E        Division   of    Project    &  Rosldent   Programs        B4/03/14 
WARNER,  D        Missouri.    Unlv      of.    Rolla,    MO        Ip         22669   323        24 X 
FichB-  30-123,  B4/03/14.  8403I900B3 


P      Operating    license    stage    document*   &  correspondence 


B4O3190S79   Generic    Ltr    B4-07    to    all     licensees    of    BURs    re    procedural 
guidance    far   pipe    replacement   at   BWRs   Svc    list   enc 1 
EISENHUT.DO        Division   of   Licensing        B4/O3/14  Commonwealth 

Ediaan    Co         20pp         22B23    334         24X   Fichu    50-000,  B4/O3/14,  B4O313Oa79 


0      Inspection   reports,     IE  Bulletins    d   correspondence 


-8403190038  Responds    to   NRC    840216    Itr   re   violation*   noted    in    IE    Insp 
Kept    SO- 123/84-01    Corrective  actions    procedure    changes    to 
prevent    detector    from   being    left    disconnected    Implemented    !< 
radiation    procedure*    rewritten 

BOUON, A  E        Missouri.    Univ      of,     Rolla,    MD        B4/O3/O3 
NORELIUS.C  E        Division    of    Project   b   Resident   Programs         Ip 
B2&&V3S6         24X    Fiche    3O-123,  64/03/14.  B4031900B5 

-8403170094   Forwards    IE    In  up    Rept    90-123/B4-01    on   B4O123   W/o   App  A 
describing   noncomplianc» 

NORELIUS.C  E        Division    of   Project  &   Resident   Programs         94/02/16 
WARNER.  D        Missouri.     Unlv      of,    Rolls.    MO        2pp         22669  327        84X 
FichB'  30-123,  B4/O3/14.  B4031900B3 

-O403190076   IE    Inip    Rept    9O-123/Q4-01    an   B40123   Noncomp I  lance   noted 
incomplete    procedures    re    radiation   protection 
R1DOHAY.K  R    ,    TAMQUNQ.  T  N        Region  3,    Office    of    Director 
84/02/06        6pp         22669.  329        24X   Fiche    30-123, B4/03/14, B4031900B3 


DOCKET   30-133  HUMBOLDT   BAY  POWER  PLANT,    UNIT   3 

F      Security,    medical,     emergency    fc   fire    protection    plans 


8401190072    IE    Info  Notice   B4-13,     "Potential    Deficiency    in   Motor 
Operated   Valve  Control    Circuits  i  Annunciation    "    Svc    list 
encl 

JORDAN. E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post  B30103)        84/03/28  Consolidated   Edison    Co      of  Neu 

York.     Inc          IlSpp         22909    239         24X   Fiche    30-000,  B4/O2/2B.  84O1 190072 

9402090007    IE    Info  Notice  84-14.    "Highlights    of  Recent  Transport 
Regulatory   Revs   by    DOT  t  NRC    "   Bvc    list   encl 

ORACE.  J  N        Division    of   QA,    Safeguards   &   Inspection  Programs    (Post 
S30103)         B4/03/O2  Consolidated   Edison  Co      of  Neu  York,     Inc 

130pp         22S32   32?         24X    Ficfie    SO-000,  84/03/02,  B402090007 

B402090008    IE    Info  Notice   B4-16,    "Failure   of   Automatic   Sprinltler  Sys 
ValVBi    to  Operate    "    Svc    list    encl 

JORDANi  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   930103)        84/03/O2  Consolidated   Edison    Co-      of  Neu 

York.     Inc         122pp        22333   098        24X   Fiche    30-000.  B4/03/O2,  S4Q209000B 

B402090009    IE    Info  Notice   B4-15,     "Reporting    of  Radiological    Releases    " 
Svc    list    end 

JORDAN,  E  L        Division   of  Emergency   Preparedness   Si  Engineering 
Response    (Post   B301O3)        84/03/02  Consolidated   Edison    Co      of  Neu 

York,     Inc          119pp         22333    217         24X   Fiche    90-000,84/03/02.3402090009 


04QB230176   Forward!    revised    State   of    CA  nuclear    pouier   plant    emergency 
response   plan 

NEDFuRD.M  0        Southern   California   Edison   Co        B4/02/16 
EIBENHUT. D  0        Division    of    Licensing        2903pp         22393  001         S4X 
FlchB    90-000,04/02/16,9402230176 


8403090011    IE    Info  Notice   84-17.     "Problems   W/Liquid   Nitrogen    Coollnj 
Components    Below  Nil    Ductility   Temp    "  Bvc    list    encl 
JDRDANiE  L        Division   of   Emergency    Preparedness  &  Engineering 
Response    (Post   830103)        84/03/03  Concolldated   Edison    Co      of  Neu 

York,     Inc         117pp        22353   336        24X  Fiche    30-OOO.  B4/03/03,  840209001 1 


— 8403020117  Revised    State    of    CA  nuclear    pouier   plant    emergency    response 
plan. 

«      California,     State    of          B3/04/30,        2901 pp          32333   003         24X 
Fiche    30-000,  B4/OB/I6,  B4O2H30176 

B4O32702D5   Discusses    Southern    California    Edison    submlttal    of    1983 
ravlifld    State   of   CA    emergency    response    plan    on    behalf    of   all 
State    of   CA   plantsi  incovp orating    plan    into    Diablo   Canyon 
Add!    planning    Info    uiill    not    be    developed    for   Humbaldt    Day 
BCHUYLER.J  O        Pacific    Qas    !<   Electric    Co        84/03/23        DENTDN. H  R 
Office    of  Nuclear   Haactor   Regulation,    Director         Ip        22772,137        24X 
Fl  che- 30-000.  84/03/22.  8403270209 


9      Adjudicator^    correspondence 


3403270004   Discusses    State    of    CA  emergency    response    plan    Plan 
Incorporated    Into    Diablo   Canyon   plan   Addl    planning    mill    not 
be    performed    for   Humbaldt    Bau    per    19BO    legislation   Related 
correspondence 

SCHUVLER.J  O,       pacific    Oa*    tc   Electric   Co        DSD    117        B4/03/22 
DENTONi  H,  R        Office    of   Nuclear   Reactor   Regulation!     Director 
32769:349.       24X   Fiche.  SO-000, 84/03/22,  S403S70004 


H4Q3270037   Respond*    to    IE   Bulletin   S3-07   re    apparently    fraudulent 
products    sold    by   Ray    MUlrr,  Inc   No    IUDJ    matlt    incorporated 
In    *n\j    safety-related    sys.  Related    correspondence 
aCHUYLER,J  a        Pacific    Qas    &   Electric   Co        DSD    116        84/03/22 
MARTIN,  J  B        Region    3r    Office    of   Director        2pp         22769   322        24X 
Fiche' BO-133,  B4/03/B2,  8403270037 


Financial    information 


B4032B0031    Annual    Financial    Rept    19B3  H/B40326    Itr 

MIELKE,F.M.-    BHACKELFORD, B    .     CRANE. P   A        Pacific    Oas  &   Electric   Co 
B3/13/31         80pp        B2776  230,       24X   Fiche    30-000,83/12/31,8403280031 


6402090033    IE    Info  Notice   B4-1B,     "Stress   Corrosion   Cracking    in    PWR 
Bys    "    Bvc    1 1st   encl 

JORDANi  E  L        Division   of  Emergency    Preparedness   4V  Engineering 
Response    (Post  8301 03 t        S4/03/07  Consolidated   Edison    CD      of  Neu 

York.     Inc          llBpp         BH9B4    1B6         24X    Fiche    30-000, 84/03/O7.  B1Q3090Q2B 

S4O2090031     IE    Dultetln    S4-O2,     "Failures    of    OE   Type    HFA   Relai/s     in   Use    in 
Class    IE  Safety   Bys    "   Svc    list  encl 

DEVOUNOiR   C        Director's   Office.    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison    Co      of   NEU   York,     Inc 

134pp         22B23   094         24X    Fiche    30-000,84/03/12,0402090031 

B4Q309Q043    IE    Info  Notice   B4-19,     "Tuo   Events    Involving   Unauthorized 
Entries    into  PUR  Reactor   Cavities    "    Svc    list   encl 
JORDAN.  E  L        Division   of   Emergency    Preparedness   t>  Engineering 
Response    (Past  830103)        84/03/21  Consolidated  Ediion    CD      of  Neiu 

York,     Inc         I23pp        B3B23   229        S4X  Fiche'  30-000,  B4/O3/21.  3402090043 

8402090044    IE    Info  Notice   84-2O,    "Bvc   Life   of    Relays    in  Safe ty-Related 
Bys    "    Bvc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    <Post   B30103)        84/03/21  Consolidated   Edison    Co      of  Neu 

York,     Inc          I33pp.        22933   001         24X   Fiche    90-000,  B4/O3/2I,  B4O2090O44 

8403270037  Responds    to    IE  Bulletin  B3-O7  re   apparently    fraudulent 
products    sold   by  Ray    Killer, Inc   No    subj    matts    Incorporated 
in   any    safety-related    sys    Related   correspondence 
BCHUYLER.J   D         Pacific    O«*    t    Electric    Co         DSB    116        34/03/22 
MARTIN.  J   B        Region    9.    Office   of   Director        2pp        22769,322        24X 
Fiche,  50-133.  84/03/32,  8403370037 


R,    Periodic    operating    reports    It  related   correspondence 


B4Q3020006  Monthly   operating    rept    for   Jan    1984  M/B40203   Itr 

DERKS.P   S   ,    WEEKS. E  D        Pacific    Qas    h  Electric    Co       84/01/31         3pp 
22442  210        24X   Fiche, 30-133, 84/01/31,  S4030SOOOfi 


B403300073  Monthly    operating    rept    for  Feb    19B4  W/840303   Itr 
DERKS,  P   S   .    WEEKS,  E  D        Pacific    Oas   tt  Electric    Co       84/02/S9 
22881    SOS         24X   Fiche    30-133,84/02/29,8403300073 


Spp 
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DOCKET    30-139   UNIV      OF   WASHINGTON   RESEARCH   REftCTDB 

F      Security,     medical,     ercersency    t>    fire    protection    plans 

9403360340  Advises    that   emergency    plain  submitted    on  Bail04jdoe$  not 
meet  requirements    of  Apfl    E   to    10CFRSO   ar   Quittance   criteria 
in  Rev    ]    to   Reg   Guide   2  A    Add!    Info    identified    in    tr.il 
emErgency    plan  revi en, should    be   provided    by    B40430 

THOMAS,  C   O         Standardnaclan    b   Special    Projects    Branch         B4/03/D9 
RQBKIN,  M   A         Washington,     Univ      of.     Seattle.     MA         5p  p         22775   3SB 
24X   Flche    50-139.B4/03/09,a403a&0340 


B403190O10   Response    opposing    ASLB   840224   allegation!    of 
misrepresentation   re   Part   73    issues   Representations 
accurate   b  no  action   per    1QCFR2  713   should    t>«    taken 
UaODHEflD.C  P        HBarlno    Branch    4        B4/03/O9  Atomic    Safety    and 

Licensing    Board   Panel          14pp         23663    133         34X    FichB     5Q-143,  84/03/Cr''' 
3103 190010 


-B4COWQQ14  Affidavit   of   DM  Carlson    in   response    to   ABLB    B4Q234 
memorandum  t<  order 

CftliLBON,  DM        Division    at    Safeguard!         84/03/09          lOOpp 
23665    147        SAX    Flche    30-142, 94/03/09,  B403190010 


DOCKET    30-142   UCCA   TRAINING    REACTOR 

P      Security,    medical,     emergency   &   fire   protection 


-8403190013  Affidavit   of   CP  Moodhead    In   response    to   ABLB    B4O2S4 
memorandum  b  order  re   misrepresentation 

UQODHEAD.C   P         Hoaring    Branch   4         84/03/O9          33pp.        23663    83fe 
Fiche    30-142,64/03/09,3403190010 


B4O3I9Q010   Response    opposing    ABLB    B4O224    allegations    of 
misrepresentation    rt    Part    73     issues    Representations 
accurate  S>  no  action    per    lOCFBa   713  should    bi    taken 
WDODHEAD.C   P        Hearing   Branch    4        94/03/09  Atomic    Safety    and 

Licencing    Board   Panel          14p.p         236&S    133         34 X    Flch*    50-142,  B4/O3/09, 
3403190010 


-8403190015   Affidavit    of   CP    Maailhead    In    response    to   ASLB 
memorandum   t   order   m  rai s-reprassntati on 

HOODHGAD.C    P         Hearing    Branch    4         04/03/09         33pp         22&AS   H36 
Fithe    50-14a.B4/03/09.a40319CX)10 


-B403W0022   Affidavit    of    Jfi    Gray    r«    CP   Hood head    930B1S    filing 
Certificate    of  Sv-c    >ncl 

GRAY,  J   R         KaarHi)    Branch    4         S4/03/O9         Spp         22663   S6B 
Fic4iB-    50-1  42,  H4/03/09,  8403190010 


fl      Adju-dlcatorij    correspondent 


8403010249   Reapojise    to    board    H312S3    order    to    respond    to    Commit!;**    to 
Bridge    the  Gap    allegations    of   matl    falve    statements  Record 
evidence   contradicts    allegations 

HOODKEAD.C   P         Hearing    Branch    4         B4/O1/IO         BApp         22432     1B4        24X 
Fiche    50-142, fl4/01/K>,B4030'IOS4a 


—3403190022  Affidavit   Df   JR   Oraij   re  CP  Moodhe*d    830B1S    filing 
Certificate   of    Bvc    tncl 

GRAY.  J   R        Hearlno    Branch    4         B4/03/07         3p  p         22663    26S          K4X 
Fie  he:  50-1  43.  34/03/09.  8403  190010 

9^03190157  Forwards    IE    Itr    sent  to    llcenvee    re    proposed    roneual 
of  OL  W/o   encl 

MOODHEAD.C   P        Hearlnfl    Branch  4         84/O3/14          HIRBCH.  D          Affiliation 
Mot    Assigned        Ip        22668  354        24X  Flche    3O-142,  B4/O3/  14. 


81O3200O21    8ummari»Bi  B4O309   press   conference    where   CG   Young    annountid 
that    UCLA  raactor    shut    doujn    for  repairs   &  would    remain    »h»t 
down    through  Olympics   tc  possibly    thereafter 
BAYf  J  H.       CommittBi    to    Bridge    the   Sap        BAY,  J  H        Nuclear    Lau   C*nt»r 

S4/03/14        FHVEfJ  H   ,     BRIOHT.O  0   .    UJ6BKE,  E    A        Atomic    Bafnty    and 
Llc*nsln<j   Board   Panel        3pp        S269H  333        24X    Flche    30-143164/03/11. 
B103SOOOSI 

B40319O177   Requests  notlf  Uation  of   accuracy    of   Washlnaton   Pott    0403  1O 
article    indicating    that   reactor  milt    close    during    Summer 
Olympics    to  avoid    possibility    of    terrorist    attack    Article 
anel 

FRYE,  J  H        Atomic    Safety    and    Licensing    Board    Panol         B4/03/11 
CORMIER.  W  H       California,    Univ      of,    Los   Angalei.    CA         Hpp 
224,71    1A5       24X  Flche   SO-142,  84/03/19,  S4O3190177 


--  -B403010333  Affidavit    of   Jfi   Miller    in  response    to  ConMlttee    to  BrlSge 
the   Oaji   allegation    that   verification    that   reactor  radiation 
uas    100  rem/h   at   3-ft,  unshielded,  was   untrue 
MILLEH.J   R         Operating    R«*Ctori    BrancJi    3         B4/01/O9         3p  p 
22432    130         24*   Fiihe    50-1  42.  B4/OB/10.  840301O249 

--B40301€a33  Affidavit    of   RE   CarUr   verifying    that  JR  Miller    (.  author 
performed    calciilat  1  ons    in    early    19SI    to    assess    radiation 
level    at  reactor   core 

CARTiEft,R  E        Standardiiatlon  &  Special    ProjecU   Branch         34/01/O7 
fipp         23433    193         24X   Fiche    50-142,84/01/10.8403010248 

3403010260  Affidavit    of  DM  Carlson    showing    that    statement    in    1979 
meeting    did   not   contradict    truth    of  B1O407   affidavit   re 
necessity   of    tabotagc   protection    at  HDHPQU»T    r&actors 
CARLSQ.N.D   M         NRC    -   Ma    Detailed    Affiliation   Givan         B4/O1/10         Bop 
22433   159.       24X   Flche    30-142,84/01/10,9403010249 

-a403010?63  Affidavit    of    DM  Carlson    re  areas   retiring    controlled    access 
to    comply    M/10CFR73   Security    sys    sufficient    to    comply 
U/10CFH73  67  fc  no   requirement   eilsts    for   guard,  metal    or 
eiplosive   detnttors   Certificate    of  Svc    encl. 

CflRLBDH.DM        Physical    Security   Llcanaino   Branch        81/O4/17        ISpp 
2243S    167         24X   Flcfte    30-142,84/01/10,3*03010240 


Affl*auit    "'   flD   H*t*°n  1-e  B30A38  physical    inventory   of    SNM 
B         R»gion    5,     Office    of    Director         B4/01/O9         SOpo 
32433    1B6         24)T   FieJii    50-142.  S4/O1  /SO.  64O30IO24B 


BHISHT.O  0 
1» 


«-<lrW"Tii    enUre    "•eord    of    "»F«B""d>    imp    r 
1973-1963  provided    by   Region   V  W/o    end. 

IMFMB«FAR'*        "!"ln9    B""Ch    '        B4/03/09        FRYE,  J  H  . 
!;™rn5  -«  Atomic   Safety   and  Licensing   Board   Panel 

32633-084         24X    Ficha.  50-142.  84/03/09,  B403140064 

5403140039   Response    to  ASLB   EJ4O224   order    indicating    con 
security    pl,n  &  security    tnsf    PeptS    rr    sabotage   «tt» 

a 


B403S10027  Notified    of   appraisal   of   D*e    of    IE    re    protection    «fl»init 
sabotage    t,   IE   Inssp   R*pt    30-124/B3-01    for    Virginia 
Polytechnic    Inst    re    insp    for    radiological    sabotage 
Related    correspondence 

HOODHEAD.C   P        Hearing    Branch   4       B1/03/U         FRYE,  J  H    ,     BRIOHT.O  Q    . 
LUEBHEt E  A       Atomic    Safety   and  Licensing    Board   Panel          Ip 
32706   357        24X   Fiche    30-14B,  B4/03/16,  84O321O037 

B*O32t03ao  Rsipondn    to  840313    inquiry    re    info    reported    m    Q4O31O 
Washington  Post  article   Reactor  uill    remain    shut    damn    until 
after   Olympic  Qames   Barricades  i   armed    guard*    planned 
Related    correspondence 

CDRMFERjU  H       California,    Univ      of,    Los    Angelas.    CA.       DBB    O93 
S4/03/30         FRVG.J   H    ,     LUEBHE.E   A    ,     BRIOHT.  0    Q         Atomic     BafatU    anil 
Licenalna   Board  Panel        2pp        22760,140        24X   Ftcha:  BO-  142.  B4/OJ/UO. 
0 4 03Sfe03BO 

B*032AOOQ3  Hsmorandum  t  order   ruling    on  Committee    to    Bridfla    tS»   0*p 
objections    to  rsbuttal    testimony    Served    on    B40323 

LUEflKE.E   A  .    BRIOHT.O  O   ,     FRYE,  J  H       Atomic    Safety    and    Lie  »i>«l  nd" 
Board    Panel        DBB  OB2        84/03/23  ComiMttae    to   Bridge    t4lH   Oap. 

31pp         2274B  313.       34X   Fiche    50-143,  B4/O3/aa,  84032&OOQ3, 

B40326036S   Requests    that   revieui  of   SECY-83-90O   re    staff    proposal    to 
eliminate   sabotage    protection   rBquiremants    for    re»»arcft 
reactors    await   completion    of    Ofe    of    Inspector    (.  Auditor 
investiflation  M/o   ends  Related    correspondence 

HIRSCH.D        Oovernment  Accountability  Project.       D8B    IQB         B4/O3/ap 
PALLADIHO.    OILINSKY,    ROBERT8      Commissioners         2pp.       3S7kt>    OV7        S43T 
Fiche    30-142,  B4/03/23,  B403260363 

P      Operating    license    stage    documents   b  correspondence. 

8403070412  Forwards   chronology    of    licensee   act  lviti»«,  injj  lc.  tint, 
relicensing, intervenor   t   haartng    highliflht* 


23567  013 


BERNARD, H       Standard! tation   fc  Special   Projects    Branch         B4/O3/01 
THOMAS.C    0       StandardiiBtlon   &  Special    Projects    Branch         7ui> 
34X  Fiche   90-142,84/03/01,8403070412 


DOCKETED  ITEMS 
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DOCKET    50-146    8AXTON    NUCLEAR    EXPERIMENTAL    FACILITY 
J      Insurance   &    indemnity    Information 


0403230064   Forwards    Endorsement    91    to  Policy    NF-164,  Endorsements   71    & 
74    to   NELIA  Policy    NF-220.  Endorsement   61    to   MAELU  Policy 
MF-73   S<   Endorsement!    02   i.    B3    to   NELIA   Pollen    NF-107 
HOFFMAN, J        Harsh    &  McLennan-     Inc         B4/03/22        DINITZ,  I         Assistant 
Director    for   State   &  Licensee   Relations        7pp        22776  337        24X 
FlchB    30-116. 84/03/22, 84032B0064 


DOCKET   30-139   BIO   ROCK   POINT   NUCLEAR    PLANT 

F      Security,    medical,     emergency    &   fin   protection    plans 

6403070229  Rev  42   to    emergency    plan    implementing    procedures.  Vol   9A 
*     Consumers  Power   Co       B4/02/2B       4pp       33371   240       24 X 
Fiche    90-139,84/02/28.8403090229 

B40309031B  Forward*    evaluation    rept    of   offsite    radiological    emergency 
preparedness    ei*rclse    conducted    on   030726  Dtf Iciencles 
observed    did    not   detract    from   overall    demonstrated 
capability    to    protect   public 

KRIMMrR   W        Federal    Emergency    Management  Agency        B4/03/OA 
JORDAN,  E  L        Division   of   Emergency    Preparedness    b  Engineering 
Response    (Post   830103)         7pp        22971    142        24X   FIchi   50-135,04/03/06, 
B40309021B 

— B 4030 9 0221    Evaluation   of   Btate   of    MIi  CharUvoi*    b  Emmet   Counties 
offslte   radiological    emergency    preparodnes ft    exerclne    for 
Big   flock   Point  Nuclear   Pouier  Station 

#     Faderal    Emergency   Management    Agency        33/07/26        43pp 
29971    149        24X   Fiche    50-199,34/03/06,8403070218 

B403120077  Extends    Invitation    to   attend   640323   regional    workshop    in 
flosemont,  IL  re    10CFR90.  App   R    safe    shutdown   requirements. 
Workshop    will    cover    subjs    described    in    IE    Info   Notice   B4-O9 
<c   provide   oddl    guidance    in    safe    shutdown   analyses 
BPESBARDiK  L,       Division    of   Engineering        84/03/06        OEM ITT, R   D 
Consumers   Power   Co        3pp         22988,160        24X   Fichu    90-195,84/03/06, 
B403 120097 

B403220021    Forwards    exemption    from   requirements    of   Section    III   0  3  of 
App   R    to    10CFR90  re    fire    detection   fc   flxad    fire    suppression 
•Us    In    areas    for   which    alternate    shutdown   capability 
provided, In   response    to    util    Q31020    Itr, 
CRUTCHFIELD,  D,       Operating    Reactors    Branch    9.       84/03/20 
VANDEHALLE,  D.  J        Consumers   Power   Co        3pp         22713.349        24X 
Flehe   30-138,  B4/O3/BO,  8403220021 

— 8403320023  Exemption    from   requirements    of    Section    III    0   3    of   App  R    to 
10CFR90   re    fire    detection   ti    fix~ed    firs    suppression   sgs    In 
*r*«*    For   which    alternate    shutdown   capability    provided 
EISENHUTjD  0       Division   of  Llcintlng.      04/03/20  Consumers  Power 

Co        4pp        22713  34B        24X   Fiche    90-198,84/03/20,8403830031 


Adjudicatory    corraspondence 


B403010303  Forwards    licensee   840120  ti  24   Itr*   on   Christa-M«rla 
Bubcontentlon   9<6)    which    question*    adherence    to    guidance    of 
NUREQ-Q737  re   radiation  monitoring    sys. Related 
correspondence, 

OALLO,  J        Isham>    Lincoln   h  Beale        OALLO,  J        Consumers   Power   Co 
B4/OS/27        BLOCK,  P   B    ,    PARIS,  D  H   ,     SHON,  F  J        Atomic   Safety    and 
Licensing   Board   Pan*!        4pp         22435.283        24X   Fiche-90-133,  84/02/27, 
8403010203 

B40306018B  Forwards    replies    to   J  O'Neill    840207   fc   09   proposed    findings 
on  Contention   II-D  fc   Issues   other   than  aircraft   contention 
FURBE,  M.  C.       Isham,     Lincoln   &   Beal*        FUR  BE,  H  C        Consumers    Power   Co 
84/03/O1        BLOCK,  P.  B    ,    PARIS,  D,  H  ,     SHON,  F  J        Atomic   8«fety    and 
Licensing    Board   Panel,       lp.       22919    11B        24X   Flche    90-199,84/03/01, 
8403060  IBB. 

— 8403060192  Reply    opposing    J   O'Neill    840207   proposed    findings   of   fact    on 
D'Nelll   Contention   II-D  re   aircraft   haiardi 

OALLO,  J  ,    COPELAND,v        Consumers    Power   Co        OALLO,  J        Isham, 
Lincoln  &   Baala.       84/03/01.       21pp        82913    11?        24X 
Fi ch e . 90-1 39, 84/03/01 ,  B4030601 BB, 

— 84 03060202  Reply    opposing    J   O'Neill    proposed    findings    of    fact   on 'issues 
other   than  aircraft  contention  Findings   lack   merit  &  have  no 
basil    in   record    Certificate   of   Svc    end 

QALLO,J  ,    FUBBE,  M  C        Consumers   Pouor   Co        OALLO,  J        Isham,    Lincoln 
i>  Beale        B4/O3/01        22pp        22313    140        24X  Fiehe.  90-183,  B4/03/01, 
9403060  IBB. 


B403140076  Forwards   NRC   response    to    Intervenor  J   O'Neill    proposed 
findings    of    fact    on   Contention   IID  re  aircraft    crathesr 
8elBmic    crane  &   pool    concrete    Integrity 

OODDAHD.R   J       Hearing   Branch    3       S4/03/O1         BLQCH,  P  D   ,     PARIB.OH   , 
SHON,  F  J        Atomic    Safsty    and    Licensing    Guard  Panel        3p p         32621   33B 
34X    Fiche    30-199,84/03/01,6403140096 

— 8403140099  Response    to    Intervenor  J  O'Neill    proposed    findings   of    'act 
on    pool    concrete    Integrity, seismic    crane   &  aircraft   haiards 
contentions   Proposed    findings   unfounded    baled    on    sample 
slie    t  analijslB    completeness 

BACHMANN.R  0        Hearing    Branch    1        GDDDARD,  R   J       Hearing    Branch   3 
84/03/01         12pp         22621    341         24X    Flche    30-199,84/03/01,040314009* 

B4031SO033  Notic*    of   appearance    in   proceeding    Certificate    of    Svc    enc 1 
FURBE,  M  C        Consumers  Pouier   Co        84/03/03        3pp        22989    267        Z4X 
FlchS    SO~139,64/03/03,B403120039 

8403090110  Memorandum  b   order    reopening   record   on   B-82  bomber   crash 
probability   Staff   review   of    1980  USAF  analysis    shell    be 
fiUd    bij   840409 

BLDCH, P   B   ,    PARIS, 0  H  ,    SHON, F  J        Atomic   Safety   and  Licensing    Board 
Panel        84/03/06  Office    of   the   Eiecutlve  Legal    Director        6pp 

32999   267         24X   Flche    90-139,84/03/06,8403030110 

8403090132  Memorandum  clarifying   ABLB  a 4 030 6  order    (LDP   84-12A) 
reopening    record    on   B-92   bomber  crash   probability 
Probability    of   crash    on   Bnyshore   Range    or    overflight   of 
facility   need   not   be    calculated 

DLOCH,  P   B   ,    PARIS,  D  H  ,    SHDN,  F  J        Atomic    Safety   and  Licensing    Board 
Panel        S4/03/08        3pp        22973   129        24X  Flche    30-199,  B4/03/OB, 
8403070132 


8403190004  Forwards   HMM  Assuc, Inc   revised    rept,    "Evacuation   Time 
Estimates    for  Areas   N«ar   Dig    Rock   Point    "   Related 
carreipondoncB 

OALLO,  J        Isham,    Lincoln   d  Deals        OALLO,  J        Consumer*   Power  Co 
84/03/13        DLOCH, P   B   ,    PARIS, 0  H  ,    SHON, F  J        Atomic   Safety   and 
Licensing    Board  Panel         130pp        22663  001        34X   Fiche   9O-1S3, 
84/03/13, B103190004 


8403200130  Petition    to   reconsider  &  vacate  940306   b  O7  orders   (•   find 
Betourne    testimony    re    1980  risk   analysis    to    be   reliable    b 
probative   evidence   Certificate   of  Svc    encl 

OALLO.  J        Consumers   Power   Co        OALLO,  J        Isham,    Lincoln    It   Beale. 
B4/03/1A        9pp.      22699   Ii4        24X  Fleh»   30-199.34/03/16,0403200130 

S403260360  Response   opposing    licensee   B40301    Introduction    b  motion   to 
strike   Reasonable   amount    of    time    to    supply    more    transcript 
citations   requested    if  B40209   filing    found    deficient  Related 
correspondence 

O'NEILL, J        D'Nelll,    J        EBB   OB4        84/03/16  Atomic    Safety   And 

Licensing    Hoard   Panel        Spf        22760  26B       24X  Flche   90-199,  S4/03/1&, 
B403260360 


B4032B0399  Response    to    licensee   B4O316  petition   for   reconsideration 
of   ABLB    unpublished    840306  memorandum  &  order   reopening 
hearing    record   on  O'Neill    Contention    II-D  Notice   of 
appearance  it  Certificate    nf   Svc    encl 

PATTERSON, W   F        Hearing    Branch   3         OSB    193         34/03/23         6pp 
22787  204        24X  Ficha,  90-199,  84/03/23,  84032BO399 


I      Financial    information 


8403190071    Annual  Financial    Rept   for    1933  W/ 34 03 12   Itr 

BELBV,J   D  ,    FOLAHEE.J  D   ,    PERRY, P   A        Consumers   Power  CD        B3/1B/31 
OIAHBUBBO,A        Division   of  Licensing        34pp        22666.136        34X 
F icha. 80-000, 83/1 3/31,  B403190071 


P      Operating    license    stage    documents  b  correspondence 


B403090Q03  Forwards    notice    of    consideration   of    Issuance   of   amend    to 
License   DPR-6  re   radioactive    Iodine    coolant   concentration 
limits, 

CRUTCHFIELD,  D       Operating   Reactors    Branch    9,       B4/OS/22 
VANDEHALLE,  D,  J       Consumer*   Power   Co        4pp        £2490  069        24X 
Fiche    30-139,84/02/22,6403090009 


— 8403090006  Notice   of    consideration   of    issuance    of   amend    to    License 
DPR-6  t  proposed  NBHC  determination  V  opportunity   for 
hearing    based    on  831216   request   r«  radioactive   Iodine 
coolant   concentration    limits 

CRUTCHFIELD,  D        Operating    Reactors   Branch    9        84/02/22        7pp 
22490  069        24X   FiChe.  90-135- 84/02/22,  B403O90009 


S403090131    Forwards   notice    oF    consideration   of    Issuance   of   amend    to 
Licenta    DPR-6, based    on  B11213  b  revised   831216  applications 
Amend    changes   Tech    Specs    re    stack    gas  monitoring    sys 
CRUTCHFIELD, D       Operating  Reactors  Branch   9       84/02/23 
VANDEWALLE, D  J       Consumers  Power   Co        4pp        S34BB  032        24X 
Flcha    30-195,84/02/22,  B403090121 
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DOCKETED  ITEMS 


64-03060039    Board    Notification    34-0*1     forward 4    ut  1 !    840203   updated 
pi-opened    resolutions    t    c  onii]  tments    per     ( ntegra-tntf    aseeiisment 
of    plant    Several     issues    under     litigation    before    ASLB   re 
proposed    erpanslon   at    spent    Fuel    pool    storage   capacity 
HIRAGLU,F   J         Assistant    Director    for    Safety    Assessment         84/02/?4 
BLOCH.P   B    .     PARIS, Q   H    ,     SHON.F   J         Atomic    SaFety    and   Licensing    Board 
Panel          Sff         225*8   383         34X    Flefie    30-135,  84/02/24,  B4030i>OD31J 


6403280034  Summary    of    Q4O314    meeting    u/utll    &    INEL    In  Bethesda.MD   r» 
environ    equipment    qualification    (EEQ>    for    facility    Util    ulll 
lubmlt    an.algses    re    general    profile   &  temp    spike    Et   addl    Info 
concerning    EEQ    by    B4OSO6   Vleugraphs    end 

EMCHiR    L        Operating    Reactors    Branch   S        84/03/2&  Operating 

Reactors    Branch    3         21pp          2E777    033         B4X    Flche    S0~l  S3.  B4/Q3/26-, 
3403280034 


B403Q£.0336    Advises    tl\at    justification    of    unlimited    or    United    USB    of 
purge    sys    during    normal    operations   mill    not    be   pursued    6ys 
ulll    only    be   operated   during    cold    shutdown    condition    Info 
requested    In  HRC   040126    1  tr   no    longer    required 
JOHNSON.  0    D         Consumers    POUBT    Co         SH/03/01         CRuTCHFIELD,  D 
Dperatins   Reactors    Branch     S          IP         3.2519   206         24X 
Ficha    30-155,64/03/01,5403060356 


S4032901B7  Responds    to   NttC    request    for   graphic    representation    of    Info 
on  revised    Table   4- 1 ,     "Hydrostatic    Test   Pressure/Temp 
Limits. Mtdtup   Pressure    Temp    Limits    t  Cool  down/Temp    Limits," 
per   B31O24    Tech    Spec    change    request   Graphs    end 

KRlCHiR    M         Consumers    Power    CD         84/03/26         CRUTCHFIELD,  D         Dparatln 
Reactors   Branch    9         4pp          23B01    024         H4X   Fiene    30-133,84/03/36, 
B 403290 IB? 


0403061331   Forwards    requeit    for   adijl    info   re    updated    inservic*    testing 
program   for    pumps  &   valves. described    In   B30121    Itr 
Conference    call    to    rfiacuss    items,   requested 
CRUTCHFIELD,  D         Operating    Reactors    Branch    5         84/03/03 
VANDEWALLE.  D    J         Consumers    Punier   Co         bpp          32513    Ufa         34 X 
Fiche    30-153.aq/O3/Oa,  B40306Q32I 


B4 033902 4?  Submits   adfl    info    re    containment   water    level    &    pressure 
monitoring    BUR,  per    B40312   request   Power    supply    voltage 
variations    effect    negligible    on   overall    sys    accuracy 

HFUCH,  R   1        Consumers.   Power    CD        04/03/26        CRUTCHFIELD,  D        Operating 
Reactors    Drancli     3          lp-        2380O   042         24X    FlchB    30-153,84/03/26, 
840339024"? 


B403090310  Advises    that   util    B1022O  proposed    variance    For    high-range 
stack    gas  monitors    unacceptable   Stjs    should    be   modified    to 
meet    display    guidance    of   NuHEQ-G737r  1  tern   II    F    HI),     "Addl 
Accident  Monitoring    Instrumentation 

CRuTCHFIELD.  n         Operating    Reactors    Branch    5         B4/03/O7 
VfiPIDEMALLE.  D   J         Coniumers    Pouar    Co         5pp         £2974    353         34  X 


B403I&0122   Sum^ru    of    810332    meeting    u/utll     In   Bethesila,  MO   re    B4Q202 
submittal    updating    integrated   assessment    Conclusiong    on 
listed    items   provide!) 

EMCH.R   L        Operating   Reactors   Branch   5        aq/03^13  Operating 

Reactors    Branch    5         -Up         22632030         24X    Fiche    30-119,84/03/13, 
B  4031^0  122 

E4O3150375   Qenerlc    t_tr    B4-07    to    all     licensees    of    QWRs    re    procedural 
guldancB    for   pipe   pep  lac  eraent   at   BWRs   8vc    list    encl 
ElBEflHUT.D  8        Division    of  Licensing        B4/03/14  Commonwealth 

Edison   CHS         SOpp          S2B23   354         24X    Flch*    3O-OOO,  04/03/14,  8403130378 

B4  033003  OB   Board    Notification    04-03-1    forwards    HRC    evaluation    t 
conclusion   re  util    variance    from  WHEG-O737   guidance 
concerning    high   ran-ge    stack    gas   monitor 
(TMI     Item    1!    F    1     1  ) 

HJHASLla.F   J       Assistant    Director    for   Safety   Assessment        84/03/14 
BLOCH,P  D    ,    PflRl&.O  H  ,    SHOW-  F  J        Atomic    Safety    and  Licensing    Board 
Panel         7pj         3BB44    282         24X    Flche    50-155,84/03/11-8403300309 

B4031?017Q  Forwards    safety    evaluation   approving    util    response    to 
NUHeo-0737,  1  terra   1  1    K.  3  44,     "Evaluation   of    Anticipated 
Transients  M/Btngl-e    Failure    to   Verify    No   Fuel   Failure    " 
Issue-  resolved 

CRUTCHFIELD,  D        Operating    Beactora   Grancfi    3        a-l/03/13 
WNDEWALLE.D    J         Consumers   Pouer    Co         6pp         33671     167         24X 
FIcKe    50-155,  94/03/13,8403190173 


Q      Inspection    reports,     IE    Bulletins   &   correspondence 

B40119D072   IE    Info   Notice    84-13.     "Potential    Deficiency    in   Motor 
Operated   Valve   Contra!    Circuits  t  Annunciation    "    Svc    list 
enc  1 

JORDflN.E  L        Division  of    Emergency    Preparedness    &  Engineering 
Response    'Post   8301O3)         84/O3/2B  Consolidated    Edison    Co      of   New 

Vork,     Inc         119pp         2290?   S3t        H4X  Fiche,  SO-000,  84/03/S8,  B4011')0I072 

8403120131    Ft>*pottdi    to    IE    Bulletin   B3-07,     "Apparently   Fraudulent 
Products   Sold    by    Rai;    Miller,  Inc    "   Purchase    order    records    for 
1973-7?   reviewed    tc    14   suspect    purchase    orders    found   No    mat  IB 
supplied   an    orders   purchased    from  Ray   Miller,  Inc 

J-OHNBDM,  B    D         Consumers    Power    Co         B4/03/01         KEPPLER,  J    0         Region   3, 
Office    of    Director         3pp         HBS88  23B        34X   Fiehe    50-000,84/03/01, 
B4031SO131 

Bq03090007    IE    Info    Notice    8fl-I4,    "Highlights    of   Recent   Transport 
Flegulatorg    Revs    bu   DDT   t,   NRC    "   Bvc    list   encl 

GRACE,  J   N         Civilian    of    OA.     Safeguards   %    Inspection   Programs    (Post 
830103)         64/03/O2  Consolidated    Edison   Co      of   New   York,     Inc 

ISOpp          32S&2    329         24X    FicJio    3O-OOO,  B4/03/O2,  B402090007 

B40209000S    IE    Info    Notice    84-  It,     "Failure   of   Automatic   Sprinkler    Sij» 
Valves    to   Operate    "    Svc    list    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness   b  Engineering 
Response    CPost   B30103)         B4/  03/02  Consolidated    Edison   Co      of   Meu 

York,     Inc         IHSpp         23353    0?H        24X   Flche   90-OOOi  84/03/02,  B40S090008 


B4020?0009    IE    Info    Notice    BH-  1  5,     "Reporting    of    Radiological     Releases    " 
Bvc    list    encl 

JORDAN,  E  L         Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post   83D1D3)         B4/Q3/QZ  Consolidated    Edison    Co      of    NHU 

York,     Inc  1  19pp          22553    317         24X    Flche    50-QOO.  84/O3/02,  B403O^0009 


H40320O177   Forurai-ds    cnmparlsDn    of    proposed    radiological    effluent    T«ch 
Specs    IRETS1    u/model    BUR    RETS   tt   compaTlson    of    proposed 
Dff-gite   dose    calculation    ma-nual    u/HRC    generic    guidelines 
!<   NUREQ-0133 

CRUTCMFICLD,  D         Dperatinj    ffeactors    Branch    3         D4/O3/13 
VANDEWALLE.D  J        Cotlsumen    Pouier   Co         lS7pp        22*97  206 
Fiche    30-153,  B5/03/  1  5,  S403S00177 


H4X 


B403a30H3   Forwards    corrected     safety    evaluation,    re   MUREO-0737. 
Item    II    K  3  44,     "Evaluation    of  Anticipated    Transients 
u/SJngle  Failure   to  Verify    No   Fue-1   Falluro    "    Item   resolves 
for    facility 

CRUTCHFIELD.  D        Operating    Reactors   Branch    S        B4/03/30 
VANDEWftLLE,  D  J       Conn/mers    Power    Co        Spp        &2730    H3        34X 
Fiche    50-153.84/03/22.  B403230143 

B-403270106   Foruiarils    SER    for    SEP    autitandiuj    hydrologlc     issues 
Identified   during    review   of    Integrated    plant    safety 
Assessment   rept    (NURE-C-OB2B)     Issues    include    local    plant 
flooding    From  PilP    S,    flood    emergency    plan 
CflUTCHFIELD,  D        Operating   Reactors    Branch    5        34/03/22 
VANDEWALLE,  D  J        Consumers   Power  Co        3pp        22774  033        24X 
Flche    50-l59.B4/O3/22,a*0337010fi 

—  8403270113  SER  re    SEP    outstanding    hydroloolc    issues  PMP    flooding    uould 
not  caute    failures    of    sgs    required    for    saPe    shutdotun 
*      Office   of  Nuclear   Reactor  Regulatinn,    Director        84/03/23        6pp 
52774    iwt        T"    -      -,e-  30-lS3,84/&3/22,  S403270106 


8402070011    IE    Info    Notice    04-17,     "Problems   U/Liquld   Nitrogen    Coaling 
Components    Eelcu   Mil    Ductility    Temp    "   Svc    list    encl 
JORDAN- E   L         Division    at    Emergency    Preparedness   &  Engineering 
Response     (Post    830103)  B4/O3/O5  Consolidated    Edison    Co      of    Neu 

York,     Inc  H7pp          22353    33t         24X    Flche    50-000,84/03/03,8403090011 

S40aO'?Q024    IE    Info   Notice   B4-O9.  Rev    1,     "Lessons   Learned    From    ln»ps    at 
Ftre   Protection   Safe    Shutdown   Sys    "    Svc    list    encl 
JORDAN, E   L         Division    at    Emergency    Preparedness   b  Engineering 
.Response    (Post    B30103)          B4/03/07  Consolidated    Edison    Co      of    Neu 

York,     Inc  llSpp          S2635    049         SIX    Fiche    30-000,84/03/07,8402090034 

B 402090030    IE    Info   Notice    04- 1  B,    "Stress   Corrosion  Cracking    in  PUR 
Sys    "    Svc    list    0nt  1 

JORDAN,  E   L         Division    of    Emergency   preparedness    &  Engineering 
Response    (Post   8301O3)         84/O3/07  Consolidated    Edison    Co      of   Mem 

Yorl,     Inc  llSpp          23HB4     1S&         84X   Fiche    30-000, B4/03/O7i  B4OSO^OO28 

B4O209003I    IE   Bulletin    B4-O2,     "Failure*   of  GE   Type   HFA  Relays    in   V*»    in 
Class    IE   Safety   Bys    "    Svc     list   encl 

DEYOUNO.R   C         Director's    Office,    Office    of    Inspection    and 
Enforcement         B4/O3/12  Consolidated   Edison   Co      of   Neu   York,     Inc 

134pp          32633    094          24X    Fich»    30-OOO,  B4/03/12,  B403090031 

Q4O3090043    IE    Info    Notice    94-19,     "Tuo   Events    Involving   Unauthari a etl 
Entries    Into    PWR    Reactor    Cavities    "    Svc    list    end 
•JORDAN,  E  L         Division   of    Emergency    PrepirtdnesE   t*  Engineering 
Response    (Post    B301O3)         B4/O3/31  Consolidated    Edlion   Co      of    Nau 

York.     Enc         123pp         23a2322-?-       24X   Fiche    50-000,  B4/03/31,  B40BOW043 
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B402090044    IE    Info    Notice    84-20.     "Svc    Life    of    Relays     in    Safety-Related 
Bys    "    Svc    list    end 

JORDAN.  E   L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Poet   S30103)         84/03/21  Consolidated    Edison    Co      of   Neui 

York.     Inc          ISSpp          32933    OO1         24X    Flche    30-000, B4/03/21.  9402090044 

R      Periodic    operating    reports    &    related    correspondence 

B4030BO131    "Semiannual    Radioactive    Effluent   Release   Rept,  Jul-Dec    1983    " 
W/840329    Itr 

KRICH. R    M         Consumers    Power    Co         B3/12/31          KEPPLER, J   G         Region   3. 
Office    of    Director          I2pp          33339    166         24 X    Fiche    5O-I53. B3/ 13/31 , 
B4030B0131 

84030B0141    "Annual    Operating    Rept   Occupational    Eiposure, 19B3    "   W/84QS39 
Itr 

KRICH, R   M        Consumers   Power    Co        B3/12/31         KEPPLER, J  G        Region  3. 
Office    Of    Director          4pp          22839   223         34X    Fiche    50-133,83/12/31, 
0403080141 

B4030200BB   Monthly    operating    rept    for    Jan    19S4   W/B40303    Itr 
BALCH.  L  L   .     HOFFMAN, D  P        Consumers   Power   Co        84/O1/31         7pp 
22442  292        24X   Fiche    50-155, B4/O1 /31.  B4030200SB 

B403300132  Corrected    monthly    operating    rept    for   Feb    19B4    W/840307    Itr 
BALCH.  L.,    HOFFMAN,  D  P        Consumers    Power   Co        84/02/29        2pp 
22819  350        24X   Fiche    30-155, 64/O2/39, B4O3300132 

B     Repartable    occurrences,     LERs   &  related    correspondence 

H4030B0249  Confirmatory    action    Itr    re    problem*   w/Anchor-Darl  Ing   valves 
used    in   reactor    depressur iiatlon    sys   Caused    by    increased 
closing    air    pressure    to    130   psig    resulting    In    binding   Addl 
exam  fc   testing    required 
KEPPLER,  J  0        Region    3,     Office   of    Director        B4/03/02        REYNOLDS.  J  H 

Consumers  Pouer   Co        2pp         22336  291        24X   Fiche    50-139.  B4/03/02. 
B4030B0249 

B40312007B  Updated    PNO-I I I-B4-O20A    three    reactor    depressurl ration    tys 
valves    failed   Caused    by    binding    of    disc    in    seat    resulting 
from    Increase    In   closing    air    pressure   Reactor   restarted    & 
in   situ    testing    conducted 

DEFAYETTE.R        Region    3,    Office   of    Director        B4/03/06        lp 
32386  303        24X   Fiche    30-155,04/03/06.8403120078 


B40327006i  LER   B4-001-00   on   B40223.  three    of    four    reactor 
depressuriiatlon    sys    isolation  valves    failed    to    operate    in 
op«n   position  Caused    by    increased    air    supply    pressure    to 
gate  valve  Air   pressure    reduced   U/B40322    Itr 

CABTIOUONE.  L   ,    KRICH,  R   M        Consumers   Power    Co        B4/03/22        7pp 
22766.  233        24X  Flcne    30-159,  B4/03/BH,  8403270066 


DOCKET    90-171    PEACH   BOTTOM   ATOMIC   POWER    STATION,     UNIT    I 
R      Periodic    operating    reports   (>   related   correspondence 


B4O3B30012    "Annual    Decommission    Rept, 1983    "  W/B4032O   Itr 

FLEISCHMANN,  FI         Phi  ladel  ph-ia    Electric    Co         B3/J3/31         STDLZ,  J   F 

Operating    Reactors    Branch    4         Bpp         32727  357         24 X 
Flcha    30-171. B3/12/31, 8403230013 


H      Decommissioning   Stage   Document!   &  Correspondence 


B403530Q1H    "Annual    uecommi as  ion    Rept.  19B3    "    W/B4032O    Itr 

FLEISCHMANN, R,       Philadelphia    Electric    Co         B3/12/3I         BTOLZ,  J   F 
Operating   Reactors    Branch    4        Bpp        22727  337        24X 
Flche    30-171, B3/12/3I.B403S3001S 


DOCKET    50-1Q3   PWRDUE   UNIV      RESEARCH   REACTOR 

F      Security,    medical,     emergency    b   fire   protection   plans 


8403190311    Forwards    IE  Safeguards    Insp   Repts   50-182/34-0!    & 
70-0132/84-01    on  B40216-17  No   noticomp  1  iance    Identified 
AXELBON,W  L        Region  3,    Office   of   Director        84/03/14        LYKdUDIS,  P 
Purdue   Univ  ,    Meat   Lafayette,     IN        2pp        22671    109        24X 
Fichu    50-1B2,B4/03/14,B403190211 


Q      Inspection    reports.     IE  Bulletins   &   correspondence 


B403190211    Forwards    IE  Safeguards    Insp   Repts    50-1B2/B4-01    t, 
70-01S2/B4-01    on  B40216-17  No   noncompl lance    Identified 
AXELBON.U   L         Region   3,     Office    of    Director         S4/03/14         LVKOUDIS,  P 
Purdue   Univ  ,    Mest   Lafayette.     IN        2pp        22671    109        24X 
Flche    30-1B2,B4/03/14.B403190B11 


DOCKET    30-185   PLUM   BROOK   REACTOR   -   MQCK-UP 

R      Periodic    operating    reports   fc   related   correspondence 


Q403060403  Forwards    "Annual    Status   Rept    for    19B3, "    per   B10516 
dismantling    order 

RICHLEV.E  A  ,  BOITEL,E  C  National  Aeronautics  &  Space  Admin 
84/03/01  DENTON,  H  R  Office  of  Nuclear  Reactor  Regulation. 
Director  2pp  22518  292  24 X  Flche  30-030,  84/03/Q1.  B403060403 


— B403060410    "Annual    Status   Rept   for    19B3 

*      National    Aeronautics   &  Space   Admin 

24X    Flche    30-030, 04/03/01 . B403060403 


B4/O2/06         Qpp         22318    294 


DOCKET  30-196  UNIV      OF   UIBCONS1N  RESEARCH  REACTOR 
H     General    correspondence 


B403200020    Informs    that   JA   Franien    Si   OC   Penn   removed    from   appointments 
as    reactor    operators    at    facility 

MATUSEWIC.S  H        Wisconsin,    Urtlv      of,    Madison.    HI        B4/03/13 
Standardliatlan  &  Special    Projects    Branch         lp         2269B   354        24X 
Fich»'  50-156,  84/03/1  O.B40320Q020 


DOCKET  80-166  UNIV      OF   MARYLAND  RESEARCH  REACTOR 

P,    Operating    lions*    stage    documents    &   correspondence 


B403210124  Application   for   renewal    of   License   R-70  All   future 
correspondence   re    license    should    be    addressed    to   F   Kerr. 
TOLL,  J   B        Maryland.    Univ      of.    College   Park,    MD        B4/03/13 
THOMAS, C   Q        Btandardliatlon    t>  Special    Projects    Branch         lp. 
32707-  IBS        B4X  Fiche,  90-166.  B4/03/1S,  8403210124 


— B403210126  Tech  Specs  for  Univ  of  Maryland  training  reactor 
*  Maryland.  Univ  of,  College  Park,  MD  B4/03/13  42pp 
88707  1B6.  24X  Fiche  50-166, 84/03/13,  B4032I0124, 


DOCKET   50-170  NATIONAL   NAVAL  MEDICAL   CENTER 
0      Adjudicator",    correspondent 


DOCKET   80-201    UEST  VALLEY  REPROCESBINQ  PLANT 
0      Adjudlcatory   correspondence 


B4031901B2  Order    granting    joint   motion    for    approval    of    stipulation   Bt 
withdraw*!   of   Intervinor.  1 Icensee   &  NfiC  motions   for 
summary    disposition   Adjudlcatory    proceedings    dismissed 
HOYT.M   F        Atomic    Safety    and    Licensing    Board    Panel,       B4/03/13 
Office    of    the   Executive   Ltgal    Director        3pp         23670  320        24X 
Flchn-  30-170.  B4/O3/1S,  84031901B2 


B402S20157  Order    attending    time    until    B4022B   for  Commission    to   act    to 
review  Director's   Decision   DD-83-14 

CHILK.B   J        Office    of   the    Secretary    of    the   Commission        31/02/21 
Commissioners        lp        22337  362       24X  Fiche   30-000, B4/02/S1. 
B4032201S7 

B40301D23B  Order    extending    time   until    B 4 030 3  for   Commission-    to    act    to 
review   Director's   Decision   DD-B3-14  &  B310S9  decision 
denying    request   of   Environ   Policy    Inst 

CHILK,  8  J        Office   of    the   Secretary    of    the  Commission        34/03/28 
Commissioners        lp        22434  210        24X  Flche   30-000. B4/02/2B, 
B40301033B 


8403090069    Informs    that   Commission   unanimously    declined    to    revlou 
Director's   Decision   DD-B3-14   Time    provided   by    NRC 
regulations   within   uhich    Commission  may   act    to  review 
expired    Decision   became    final    agency   action   on  B4O303 
CHILK,  S  J        Office   of    the   S»cretary    of    the   Commission        94/C-3/OB 
CELEBREZIE,  A   J         Ohio,     State    of         2ap         23373    330        24X 
Flcha    30-000, B4/03/OB,  B403090069 


B403090074    Informs    that  Commission   unanimously    declined    to   review 
Director's  Decision  DD-83-14  Time   provided   by   NRC 
regulations   uiithin   which    Commission  may   act    to   rtvietu 
siplred    Decision   became    final    agency   action   on   B40303 
CHILK, S  J        Office    of   the   Secretary    of    the   Commission        34/O3/OB 
MILLAR,  F        Environmental    Policy    Institute         lp        23373  292        24 X 
FIchB    30-000, B4/03/08, B403090074 
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9403070113     Inform*    ap    Commission    decision    not     to    review   Director's 
Decision    DD-S3-14   Time    for  Commission    to  act    elplrsd   on 
8403O5  W/o    end 

CHILK.B  J        Office    a<?    the    Secretary    of    the   CoromHs  ( on        B4/03/OB 
RESNIKQFF. M        Sierra   Club         lp        B257i   079        24X 
Flcho    50-OOO,  94/03/08, B4030901 13 


DOCKET    30-20i   BAN   PNOFHE   NUCLEAR    STATION,     UNIT    1 

F      Security,    medical,     emerge-ncu,   &    fire   protection   plans 

B4OS03O33B   Forwards    revised    "Emergency  Plan    Implementing    Procedures, 
San    Dnafre    Nuclear    Generating   Btflfcion,Uniti    1,2  ii  a    " 
CRDYjP  A        Southern    California  Edison  Co        B4/OI/27  NRC   -  No 

Detailed    Affiliation   Given          lp         22064    013         24X 
Ficlnz     90-ZOi,  34/01/27.  8402030338 


— B40323O024   "Tests    fop    Fire   Protection   for   Complete   Fire    EnflUlfment   of 
Cable   Tragi    &   Conduit*    Containing   Grouped   Electrical 
Conductors,  Test   Hept    on  Kaouool    " 

CHA1LLE,  C  E        Southern    California  Edison   Co        78/10/24        7pp 
22733   248         24X    FliJie    S0-20i. 84/03/19,  B4O322001B 


— 8403230027  "Updated    Fire    Haiards  Analgsls,  VoU    1-4    " 
*      Southern   California    Edison  Co        84/03/19        I17Bpp 
24X    Flche    30-206,84/03/19,8403220018 


B4032702QB  Distunes    Southern   California   Edison    submlttal    of    19B3 
r-evlsod   State    of   -CA   omergencg    responle    plan    on   behalf    of   all 
State    of  CA  p lants,  int orp orating    plan    into    Diablo   Cangon 
AddL    planning    info    will    not    be   developed    for   Humboldt    Dag 
SCHUYLER,  J   D         Pacific    Qat    b   Electric    Co         B4/03/22         DENTQN,  H   R 
Office    of  Nuclear   Reactor   Regulation,    Director        lp        H277E    137        24 X 
Flche    30-000,  B4/O3/B2,  3403270303 


—  9402O3Q344    Revised     "Emergency   Plan    Implementing   Procedures.  San   Onofre 
Nuclear    Centra  tin  9    Stal  Ian,  Unt  ti    \*Z  tt  3    " 

ANDERSON.  C    K    .    PATRISBljO  A        Southern  California   Edison   Co 
84/01/27          SHSpp          22064    013         24X   Flche    30-2O6,  B4/01  /27, 
0402030339 

8403050149  Forwards    "Evaulatic-n   of    Southern  California   Ediion 
Site-Specific    Offilte    Radiological    Emergency   Preparedness 
Prompt    Alert   ti   Notification   Bys  Evaluation    "   Sgt   arfeijuate    to 
alert    t<  notify    public    In    event   of    accident 

SPECK,  H   H        Federal    Emergency   Management   Agencg        B4/01/31 
DIRCKB,  W  0        Office    of   Ehe    Executive  Director    for  Operation* 
224B7    314         K4X    Flch*    B0~20a,  84/01  /31, 


—  B4Q3OSO172   "Evaluation    of    Southern    California  Edison  Si  t*-ao  ec  i  f  1  c 
Offsite   Radiological    Emers^ncy   Preparedness   Prompt  Alert    ta 
Notification    8ya    " 

K      Federal    Emg>rge-ncg    Management   Agency        84/01/03 
SH-4B7    313         S4X    Flcfle    SO-ZOfa,  H4/01  /3I,  6403030146 

0403130-031    Rev*    ti>  emergency   plan   imji  Ismentlna    procedure*!  Including 
EPIP   a0123-VtlI-0  2O2,     "Asiignment    of   Emergency    Response 
PersOTHlel"    &   S023-VIII-1,     "Recognition  t  Classification    of 
Emergerc  lee    "    H/84O227    Itr 

DENNETT,  D  D  .    PEACDR.D  H   .    CROY.  P   A        Southern   California    Edison    Co 
94/08/19          e,Bpf,        33643   2O7         24X    Flche    30-206i  84/O2/13.  E3403L30O3I 

S4QS23D17b   Forward  t    rovittd    Stat*   of    CA  nuclear   pouer   plant    emefgencg 
raspons!    plan 

MEDFORD.M  Q        Southern  California   Edison  Co        84  /OH/  16 
ElBENHUTiD   0         Division    Of   LiC*n,slng         3S3j  p         S33S3   001          B4X 
Flcho     SO-O 


—  B4O3O2O117    Revised    State    of  CA   nucl*ar   poueT   plant    emergency    ,-esponte 
plan 

#      California,    State    of        83/04/30        3901pp        2?353  003        24X 
Flche    50-000.  34/02/16,  B4022301TA 

Q1O3O5OIH7   Forward*    eiBmjition    from   IOCFR50,  App    E,  Bcction    IV   F    1    ra 
requirement    For    itate   ti    local    partit  Ifiatian    in   annual 
emergency    plan    eitrclse    scheduled    for    B40227 

EIEENHUT<D   0        Division    of  Licensing        84/02/29        DA5K1N,  K   P 
Southern   CalCfornia    Edl-ion  Co        3pp        234B9-  Ii5        24M 
Fiche    30-2O6,  B4/02/27,  8403030127 

--B4O303O132    Eremptlan    from    lOCFfiflO.App    E,  Section    IV  F    I    r»    reqiiireffltnt 
for    state   &    local     participation    in  annual    imergincy.    plan 
eiercise    icheduled    for    B40SB9 

MIRASLJA.F  J        Division    of   Licensing        B4/OB/39  Southerr 

California   Edison    Co         3pp         22487    149         B4)T   Fiche    30-206,  B-4/08/29. 
8403090127 

S4O3270a96  Forwards  Rev    12    to   phuslcat    security    plan  Rev   withheld 
(ref    10CFB73  21  > 

HAYHEBi  J  0.       Southern  California    Etfison   Co        84/O3/07        MARTIN,  J  B 
Region    9.    Office   of    Director        2pp        22772  031         24X 
Fiche    30-2OA,  B4/03/07.  B4O3270H36 


B4032aOD30  Responds    to   NRC    fire    protection   revlau  of    Installed   modi  & 
tiuD   araai    of    nonconf ormance   Corrective   actions    addl    fire 
stop    Installation    eipectei)    to    be   complete   prior    to    startup 
from   present    outage   &    pressure  verification   retested 
HEDFORDiH  D       Southern    California  Edison  Co        04/03/26 
CRUTCHFIELD,  D         Operating    Reactors    Branch    5,        2pp         22777    046         24X 
Flche    SO-206.  B4/03/2i,  B403230030 

8403270122  Forwards    eiamples    of    data   output    from   technical    support   ctr 
accident   monitoring    iiji    computer,  tupplementing   S3I110    Itr 
ve    containment   pressure,  mater    level    tt  hydrogen  monitor 
instrumentation,  per   NRC    request 

MEDFORB.M  0        Southern    California   Edison  Co        B4/03/27 
CRUTCHFIELD,  D         Operating    Ftaactan    Branch    9         9pp         22QD6    397         24X 
FUhB    50-206,04/03/27,9403290122 


H      General    correspondence 


B4O312003B  Requests    notification  whether    util    committed    In   writing    or 
orally    to   counter    proposals    or  nods    to    Integrated    living 
schedule   contained    in    Denton   840209   Itr    to   Baskln 

BRON5KJ,D  ,    MCDONALD.O   E        Slarra   Club        04/03/05        CRUTCHFIELD,  D 
Office    of  Nuclear    Reactor   Regulation,    Director        lp        2299D  317        24X 
Fiche    90-206,84/03/05.0403120038 

B4 03 140063  Requests    that    HQ   Stoehr   be   removed    from   distribution    list 
&    that   L  Bernath    be    added 

HULSEV,  S  A  San  Diego  QBE  fc  Electric  Co  84/03/12  EISENHUT,  D  fi 
Division  of  Licensing  Lp  226 SB  OB3  24 X  Flche  30-206.  B4/03/1S, 
8403160063 


J      Insurance   &   indemnity    information 


B403O40395  Foruards    Endorsements    100  b  BB   to   NEL1A  Policy    NF-14&  1< 
MAELU  Pollcu  MF-3B,  respectlvelg 

RDCCO, J        Southarn    California   Ed  Han  Co        04/03/2?        DIN1TZ, I 
Office    of   Nuclear    Reactor   Regulation,    Director        3pp        22918    192 
24X    Fichu    SO-SOi,B4/Qa/29iB403060398 


P      Operating    license    stage    documents   b  correspondence 


B4O3020222  Notifies    that    Class    III    fee  rather    than  Class    II    f*H 
appropriate    for   review    of   Amend   72   to  License   DPR-13,  since 
ravieui    involved    consideration   of    single    safetg    issue 
Remittance    of    addl    sum    requested 

DIQOB, R   M       License    Fee    Management    Branch        B4/02/37        RAY, H  D 
Southern  California    Ed  icon  Co        lp        22494   323        S4X 
Fit  he    30-206.  B4/O2/27,  8403020222 

B4O31&OO9B  Summary    of    B4O30B   k  09  meetings   w/utl  1.  Wooduard/C  lude 
Consultants  k   Qachtel    at    sit*   &   in  Los    Angeles,  CA, 
respect ivelg,  re    SEP    Topics    II-4F,     "Settlement    of 
Foundations   b   Buried    Equipment"   ><    Hi-fi 

CHENG, T  M        Systematic    Evaluation  Program   Branch        84/02/27 
CRIMES, C    1        Bvstematlc    Evaluation   Program  Branch        7pp         E2662  26 B 
24X    Fiche    30-aOfe,  B4/O3/27, B40316007B 


91O3SOOQ77    Inform*    Iliat    emergencg   operatians    facllitij  H^AC    control 
logic    mod    &    procedure*    necenarg    to    implement   HVAC    Isolation 
completed    prior    to    940229   commitment   dat* 
HEDFORD,  M  O.       Southern   California   Edison   Co        84/03/14 
ElBeNHLJT,  D   0        Division,   of  Liqentinj        Jp         32679  0<75        24 X 
Ffche    S0-20fi, 84/03/14, B403B00097- 


B4O30iOlS6  Notification    of    S40308  meeting    u/uttl    in    Bethesda.MD    to 
discuss    licensee    B402S7   reviled    integrated    living    schedule 
MCKENNA,E       Operating    Rtaetors   Branch    5        B4/03/OS        CRUTCHFIELD,  D 
Operating   Reectors    Branch    9,       2pp        22513  355        24X 
Fiche    50-306,84/03/02,8403060156 


840332001 S  FavuArd*.    "Updated   Fire  Haiardt  Analysis, Vols  1-4." 

BABKIMj K  P        Southern  California   Edison  Ca         B4/03/19  DENTON,  H  R 

Office    of  Nuclear  Reactor   Regulation,    Director         I Opt  22733   239 
S4X  Fiche   SO-SOt,,  84/O3/  If,  6403320016 


B4O3070334  Notifies    that    Info   re  SEP    integrated    assesiment   originally 
scheduled    to   be    submitted    hij    840305  uill   not    be   provided 
until    840330  due    to    necessity    at    further   review 
KRIEOER,R  M        Southern    California   Edison  Co        84/03/02 
CRUTCHFIELD, D        Operating    Reactors   Branch    9        lp        22347  294        24X 
Fiche    50-^06,84/03/02,  B4O3070254 
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84O3-090193   Discusses    seismic    Evaluation    of    structural    elements,  per 
84OS09    Itr   Yield    displacement    of    steel    beams    should    be    used 
to    calculate    ductility    Factors    instead    of    calculated    plastic 
moment    capacity    of    beams 

MIRAQLIAi F  J        Assistant    Director    for   Safety    Assessment        84/03/07 
BASKlNiK         Southern    California   Edison    Co         4pp         22973    143         34X 
Fictie    30-206,84/03/07,8403090193 


-—8403060029    IE    Imp    Repts    30-206/B3-2B,  30-36 1/83-43   !<   30-362/83-42   on 
831310-840121   No   noncomp 1 lance   or   deviations   noted  Major 
areas    inspected    operational    safety   veri  fication.  pooler 
ascension   transient    testing   &  malnt  activities 
CHAFFEE.A   E    ,     STEWART,  J   P    ,     D'ANQELO.A         Region    3,    Office    of 
Director         B4/02/07         13np         22316   2B7         24X   Fiehe    30-206.  84/02/09, 
B403060Q25 


8403130216  Forwards    request    for   addl    info   re    Proposed   Changes   76  &    126 
to    Tech    Specs    Info    requested    uithln    30   days    of    Itr    date 
CRUTCHFIELD,  D         Operating    Reactors    Branch    3         B4/03/01?         BASKIN,  K    P 
Southern   California    Edison   Co        Spp        22614    103        24X 
Fiche    30-206,  84/03/09,  B403130216 


B40306000B   Forwards    IE    Insp    Repti    30-206/84-02.  30-361/B4-02    b 
30-362/84-03   on   B4011S-20    No    noncompl  lance    noted 
WENSLAWSKI.F   A         Region    3.     Office    of    Director         B4/03/16 
BASKIN, K  D        Southern  California   Edison   Co        2pp        22316  268 
Flche    90-206,  B4/02/16.  B403Q6QC-QB 


H-4Q3160013   Forwards    "Evaluation    of    Natural    Circulation   Cooldoun    Test 

Performed   at   San   Onofre   Nuclear   Generating    Station  "  Ftept 

provides    evaluation    of   applicability    of    results    to  Bt   Lucie 
Unit  2 

WILLIAMS.J   W         Florida    Pomer    4.   Light    Co         84/O3/13  EIBENHUT.  D   0 

Division    of   Licensing         tp         22632    179        24X   Flche  30-000,84/03/13, 
8403160013 


— B4Q3060019    IE    Insp    Repts    5Q-2O6/B4-O2,  BO-361/B4-02   &   90-362/B4-02    on 
340113-20  Ho   noncomp 1 iance    or  deviations    noted    Major    areas 
inspected   radiation  protection   program, heal th    physics   fc 
chemistry    training   It  general    employee    training 
SHERMAN,  C    I    ,     HQJ8LAHBKI,  F    A        Region    3,     Office    of   Director 
B4/02/1S         ISpp         22916   270        24X   Fiche    30-206, 84/02/16,  B403O6000B 


H4O327033B  Requests    appropriate   Class    III    fee    for   review   of    Proposed 
Change     153    to    License    OPR-13    <ftd    B30909    re    purging    & 
venting    of    containment 

MILLER. W   O         License    Fee    Management    Branch          B4/OG/13         MEDFORD,  M   0 
Southern   California   Edison   Co        2pp        22787   346        24X 
Fiche    50-206, 84/03/13,8403270330 


94030B0419  Responds    to  FDIA   request    for  repts    of    imp   carried    out   under 
Condition   2   to   Nuclear  Energy   Liability    policies   for 
facilities   NRG    doei    not   have    repts 
FELTON,  J  M       Division   of   Rules  and   Records        84/02/22        CALSOYAS,  C   D 

Affiliation  Not  Assigned         lp        22367  345       24 X 
Flche    30-000, 84/02/22,8403080419 


8403160291    Notifies    that    addl    time    required    to   process   proposed 
Tech   Spec    changes    re   RC8    heatup    &    cooldown    curves    Bubmittal 
expected    by    B4O923 

KRIEGER.R   H        Southern   California   Edison  Co        84/03/14 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3         lp        22660    1  S3        24X 
FIcho    30-206,  84/03/14,  8403160331 


8401190072    IE    Info  Notice  84-13,    "Potential    Deficiency   in  Motor 
Operated   Valve   Control    Circuits  &  Annunciation   "  Svc    Hit 
enc  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness   it  Engineering 
Response    (Post  830103)        B4/OS/2B  Consol  idatt d   Edison   Co      of  Neu 

York,     Inc         HSpp         229O9    239         E4X    Flche    3O-OOO.  B4/02/2B.  8401 190072 


B4Q3220001    Summary    of    S4O30S  meeting    ui/utils    In   Bethesda,  MO    re    licensee 
revised    proposal    for    integrated    living    schedule    submitted    by 
940237    Itr   List   of   attendees    &  agenda    end 

MCKENNA,E        Operating   Reactors   Branch    9        B4/03/20  Operating 

Reactors    Branch    3         37pp          23713   091          24X    Fiche    30-206,84/03/20, 
B403220001 

B40322O121    Forwards    revised    pages    to   831213    submittal    of    radiological 
effluent   Tech    Specs,  per    840131    telcon  Summary    of   changes 
Listed 

MEDFQRD.M  O        Southern   California   Edison  Co        B4/03/2O 
CRUTCHFIELD,  D         Operating    Reactors    Branch    9         2pp         22716    219         34X 
Fiche    90-206, B4/03/20,  8403220121 

— H403220123  Revised    pages    to    radiological    effluent   Tech    Specs   re 
radioactive    gaseous    effluent  monitoring    instrumentation 
*      Southern   California    Edison   Co        84/03/20        Spp        22716  221        24X 
Fiche- 50-304,  84/03/20,  8403220121 


B4O3190367   Forwards    IE    Insp    Repts    30-2O6/B4-04. 3O-361/Q4-03    It 
30-362/84-O3  on  B40123-27   No    noneompl lance   noted 
WENBLAH5KI.F  A       Region   3,    Office   of    Director        B4/03/O1 
BASKIN.K  D        Southern  California   Edison   Co        2pp        22673  S20 
Flche    30-206,84/03/01,8403190367 


—8403190373    IE    Insp    Repts    30-206/84-04, 30-361/B4-OB  Si  30-362/B4-OS   on 
840123-27  No   noncomp 1 iance    noted   Major   areas    Inspected, 
radiological    environ  monitoring    program  &  follouiup   on 
licensee    action  re    previous    insp    findings 
YUHA3. 0  P    ,    HENBLAUSKI.F  A       Region  9,    Office    of   Director 
84/03/01         6pp         22673    222         24X   Flche. 30-206,  84/03/01,  B403190367 

8402090007    IE    Info  Notice   84-14,    "Highlights    of  Recent  Transport 
Regulatory   Devi   by    DOT  ti  NRC    "   Svc    list   encl 

GRACE,  J   N        Division    of   QA,    Safeguards   b    Inspection  Programs    (Post 
B30103)        84/03/02  Consolidated   Edison   Co      of  Neui  York,     Inc 

130pp        22392  329        24X   Flche   30-000,  84/03/02,  B402090007. 


BIO 3230 070  Notification    of    84O328  mieting   u/utll    in   Dethesda,MD   to 
discuss    utll    proposed    integrated    living    schedule 
MCKENNA.E  M        Operating   Reactors    Branch    3        84/03/20        CRUTCHFIELD,  D 

Operating   Reactor*    Branch    5        2pp        SB726  328        24X 
Flche    30-206,84/03/20,8403230070 


B40E09000B    IE    Infa  Notice  B4-16,    "Failure   of   Automatic   Sprinkler    Sys 
Valves    to  Operate    "    Svc    list    cncl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  830103)        84/03/02  Consolidated   Edison   Co      of  Neu 

Yorfc,     Inc         122pp        22333  098       24X   Flche   30-000, 84/03/02,  B40S09000B 


B4O329018E  Responds    to   840216    Itr   re    operabllity    of    6-inch    butterfly 
valves    used    for    containment    venting    Valves    do   not    have    to 
be    closed   uhen   reactor   not    In   cold    shutdoun    or    refueling 
mode 

MEDFQRD.M  0        Southern   California   Edison   Co        84/03/27 
CRUTCHFIECD,  D        Operating    Reactors    Branch    3        Spp        22S03   326,       24X 
Flche   30-206,  B4/03/S7,  84032901B2 

84O329089S  Provides    justification  uhy    limiting    use    of  A- inch 
containment   vent    sys    considered    unnecessary    Based    on    info 
provided,  vent    sys    demonstrated    capable    of    performing 
Intended    isolation    function    under    transient    conditions 
BEDFORD, M  0        Southern   California   Edison   Co        84/03/27 
CFiLJTCHFIELD,  D        Operating    Reactors    Branch    3        3pp        22BOO' 037        24X 
Ftehe, SO-206,  84/03/37,  8403290293 

Q,     Inspection   reports,     IE   Bulletins    d    correspondence 

B4O"3QBQ40B  FOIA  request    for    repts   of    insp    carried    out   under    Condition   2 
of   Nuclear    Energy    LiftbUity    policies    for    facilities 
CALSOVAS.C   D        Affiliation   Not  Assigned        84/02/07  Region    3, 

OPFici    of    Director,       4pp         2B367   341         24X   Fi  ch«!  30-000, 84/08/07, 
84O30B040B 


8402090009    IE    Info  Notice   84-13,    "Reporting    of  Radiological    Releases    " 
8vc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   it  Engineering 
Response    (Post   B30103)        B4/03/02  Consolidated   Edison   Co      of  Neu 

York,     Inc         119pp        22333   217        24X  Flche    30-000,  B4/03/02,  840209000? 

8402090011    IE    Info  Notice   B4-17,    "Problems  W/Liquld   Nitrogen    Cooling 
Components   Beloui  Nil   Ductility  Temp    "  Svc   list  *ncl 
JORDAN.  E  L        Division   of   Emergency   Preparedness    t<  Englnter  ing 
Response    IPost   830103)        84/03/05  Consolidated   Edison    Co      of  NBUI 

York,     Inc         117pp        22333  336       24X   Fiche    30-000, B4/03/03,  B40Z090011 

8402090024    IE    Info  Notice   84-09, Rev    li     "Lessons   Learned    From    Innps    of 
Fire   Protection  Safe   Shutdown   Sys    "    Svc    list   encl. 
JORDAN,  E  L        Division   of    Emergency   Preparedness    &  Engineering 
Response    [Post  830103)        84/03/O7.  Consolidated   Edison    Co      of  Neu 

York,     Inc         ItSpp        22633   049        24X    Flche    30-000, B4/03/07,  B40B090024 

B4020900HB    IE   Info  Notice   S4-1B,     "Stress   Corrosion  Cracking    in  PUR 
8(ji    "   Svc    1 1st   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  B30103)       84/03/07  Contolidatid  Edison  Co     of  Neu 

York,     Inc        llBpa        223B4    186        24X    Fiche    90-000,84/03/07,8402070028 


8403060023  Forward «    IE    Insp    Repts    30-206/83-28,30-361/83-43    t, 
9O-362/B3-42  on   B31210-840121    No   noncomp 1 iance    noted 
BISHOP, T   a        Division    of    Res ident, Re«c tor   Project    &  Engineering 
Programs        B4/02/O?        DASKIN, K  P        Southern   California    Edison  Co 
Spp        22316.283        24X   Fiche    30-206,  84/02/0?, 8403060029 


B402090031    IE  Bulletin   84-02,     "Failures    of   SE  Type  HFA  Relay*    In  Use    In 
Class    IE  Safety   Sy»    "   Svc    list   encl 

DEYOUNO,  R  C        Director's   Officer    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   Heui  York,     Inc 

134pp        22B23, 094        24X   Flche    90-000, B4/03/12, 8402070O31 
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B402CWOQ43    IE    Info   Notice    84-19,     "Tuo    Events    Involving   Unaut  hon  i  e<J 
Entries    into   PHfl  Reactor    Cavities    "    Svc    Hit    *nc! 
JQREAN,  E  L        Division    of    Emergency    Preparednel  s    !.  Engineering 
Response    IPoit    B30103J          04/03/21  Cental  id*  ted    Ed  lion    Co      of    Neui 

Voi-k,     Inc          lS3pp         22333   229         24X    Fiche    30-000,  H4/O3/21.  a402O'JQO« 

B4O209Q044    IE    Infn   Notice    B4-2O,     "Svc    Life    of    R*I»ijs     in    Safe  ty-Re  la  ted 
SUB    "    Bvc    ]lst    end 

JORDAN.  E  L        Division    of   Emergency    Preparedness    fc  Engineering 
Response    (Post    B301O3)          B4/O3/21  Consolidated    Edison    Cp      of    Ncu 

York.     Inc          133fp         52933   001         24X    Ficfi-e    50-OOO,  B4/03/2I.  B40209O044 


R      Periodic    operating    roparts    fc   related    correspondence 


6^03060399  Provtfles    addl    info    re   reactor   coolant    gas   vent    lyt.per 
NUREO-0737,  I  tern   II    0    1    Bys   uied    to    purge    nitrogen 
accumulated    In   reactor   veteel    head    un  B3111B  RCS  uill    be 
vented    periodical  1  ij    to   reduce    nitrogen   premure 
HEDFORD.^   0        Bouthern   California    EtfUon    CD         B4/03/OZ 
CRUTCHFI£LD,  D         Operating    Reactors    Branch    9         3pp         223  1O    371         24X 
Fiche    50-206.  84/03/03^403060399 

B4031-40049   Forwards    "Grand    Oulf   Component   Tracking   Bgs,  "    "Shnreham 
Corajinnant  Tracking    By*"   &    "Transamerlco   Delavalj  Inc 
Diesel    Generators   Quncrt    Group    Program  Plan."    to   resolve 
concern*    uj/amBr  gencij    diesel    generators 

MUSELER.W   J        Long     Island    Lighting    Co         B4/O3/O2         DENTON,  H   R 
Office    of  Nuclear  Reactor   Regulation.    Director        2pp        22626  062 
34X    Fiche    SO-000,  B4/03/02.  040314004B 


B403Q6Q438    "Annual    Personnel    Monitoring    Rept.  1963    "    W/B4C>aa9     Itr 
HAVNESi  J  O       Southern    California  Edison   Co        83/12/31         4pp 
139         34X    Flche    SO-206.  33/12/31,  B4O3060fl3a 


6403020219  Monthly   operating    rept    far    Jan    1994   W/a4OBI5    Itr 

MDHRJS.C    A    >    HAYMES.J    S         Bout  hern    California    Edison   Co-         84/01/31 
bpp         22440   263         SAX    Flcne    50-206,  B4/01  /3l,  B40302021B 

8403300OG3  Monthly   operating    rept    for    Feb    19B4   H/840312    Itr 

MORRIS.  C    fl   .    HATNES.J   »         Southern    California    EO-lson   Co         B4/02/29 
ipp         22B22    11?        24X    Fiche    90-206,  B4/02/39,  B4O33000O3 

S      Reportable   occurrences.    LEFs    &  related   ^correspondence 

B4Q301045-1    Inform!  Commission    af   problems   iu/emBrgency   diesel    generators 
mfg   by    Transamerlca   Delaval-lnc 

DTRCKS,  M   J        Office    of     the    Eiecutive    Director    for   OpETatianl 
SECV-B3-O34         B4/01/25         4pp         33439   347         24X    Fiehe    30-OOO,  B4/01  /25, 
B40301OA5S 


—  B403140099   "Transamer  ica    Delaval.Ine   Dtevel    Dvneratori    Qiuneri   Group 

Program  Plan    " 

t      TDI    (Traniemerica   Delaval.     Inc    )    Duneri   Group        84/03/02 

261  pp         22423   233         24X   Fiche    50-000.84/03/03,8403140048 

B4030'90039   Board    Notification    B4-032    forwards   meeting    summaries 
containing   transcripts   of   84031O  &    16  meetings    betuieen    NRC    t 
Transamerlca  Delaval.  Inc    (TDI)    Oujners   Group   Distribution 

lilt  end 

eiSEttHLJT.no  Division  Df  Licensing  G4/03/12  PALLADINO 
CommiBB  ionen  Spp  2370B  001  24X  Fiche  30-000.84/03/12. 
B402090039 

—  B403060536  Forwards    summary    of   840210  meeting   u/TransamBrica   Dtlavjl. 

Inc   Guniri  Group    in   Dethesda.  MD  re   probltmi   u/imergencu 

dlese  1    generator* 

CAHU3D.fi        Licensing    Branch    Z         84/02/B7         O'REILLY,  J    P         NRC    -   No 

Detailed  Affiliation  Oiven        fapp        337O8  006        B4X 

Fiche     30-000,  84/03/12,  B40H09O037 


840301020-7  Forwards    "  Inveittoa ti on   of    Types    AF  !.  AE  Piston  BlilrtE.  "    per 
Transamerlca   De lava] . Inc    Oyners  Croup   program   commitments 
Rept   evaluates    cracks    In   AF    piston    skirts    in  Shore ham   & 
Or  and   Gulf   Nuclear   Power   Stations 

MUSELER.W   J         TDI    CTraniarrmr  1  c  a    Delaval,     Inc     )    (turners    Group 
MUSELER.W   J        tang    Island    Lighting    Co         84/02/37         CENT  ON,  H   fi 
Office    of   Nuclear  Reactor   Regulation.    Director        3pp        22434  090 
24X   Fiche    30-000,84/02/37.8403010207 

B40314Q2Q3  Forwards    "Operating    History   Overview    Fur   Diesel    Generators 
In  Nuclear   Svc,"   comparing    Transamer  lea  Delaval.lnc 
generators   u/generatnrs    mfg    by   other    vendors 

HEBDDN,  F   J        Program   Technology    Branch         64/02/27         BEfiLINQER.C    H 
NRC    -   No   Detailed   Affiliation    Oiven          Ip         23636   319         34X 
Flche    SO-000,84/02/27,  B403140203 

— B4O3I4O2Q5  "Operating    History    Overview   for    Diesel    Generators    In  Nuclear 
BVL    " 

•      Director's    Office         84/02/39         63pp         22A3B    320         24X 
Fiche    50-000, B4/02/27,  B4O3I40303 

8403010219  Foruards    task    descriptions    for    16    knoun    problems    rv 
Transamerica  Dtlavali Inc    emergency    dl&sel    genarBtors 
KUSELER,H  J        TDI    (Transamer  ica   Delaval.     Inc    )    Owners   Group 
MUSELEn.U  J        Long    Island    Lighting   Co        84/02/28        DENTON,  H  R 
Office    aF   Nuclear   Reactor    Regulation,     Director         42pp          33433    177 
34X   Fiche    30-000,  B4/03/3B,  B40301021B 

8  4  030601"?  a  HO  on   B401  IB.  during    6-month    fire    detector    surve  1 1  lance,  Zone 
4   detector    failed    to   actuate    deluge    -sys    In    hydrogen   seal    oil 
unit  area  Caused    by    sticking    deluge    •solenoid    valve    Fire 
match    established    !•  valve   repaired 

HAVNE8.J  G       Southern  California    Edison    Co        84/D2/28        MARTIN.  J  D 
Region    3,     QffUe    of    Director          lf>          83 SI 7   3S4         24X 
Fiche    50-206. B4/&2/2B,  B4O3060194 

8403020373  Responds    to   reliability    survey    questions    re   diescl    generator 
startup    it  operation   Responds    to   NRC   renoest    For  addl    info 
re   Traniamerita  Dilaval    energency    diesel    generators   mill    be 
submitted    by    B40BOI 

KEDFORD.H  0       Southern  California    Edison   Co        84/03/29 
CRIiTfHFicin   n        „- -  orl    BrflTlcii    5          ^ff         2244O   O74         24X 


Int   Evaluation, 


—  B4030603S4  Transcript    of    84O21O  meeting   u/Transamerica    Dnlaval.  Inc 

Owner  5    Group    in    BetJiesdo,  MD  re    problenis   u/  emergency    dleiel 

generators 

«      NRC    -  No   Detailed   Affiliation   Given        04/03/10         147pp 

67301    008         34X   FicJiB    5O-000,  84/03/13,  840B090039 

—  B403Q70409  Summary    of    B40316  meeting   ui/Transamer  ica   Delaval,  Ine    Oun*rs 

Group    in  Hading   River,  NY  re    program  plan    to    establish 
reliability   of    diesel    generators    Agenda,  meeting    transcript  6 
attendance    list   enc  1 

HlLLERjMA        Licensing    Branch   4        04/02/27  Licensing    Drench    4 

8pp         22708    161          SIX   Fiche    50-000,  B4/O3/13,  B4020TOO39 

—  B403070423  Transcript    of    840216  conference    in  Wading    FUver.NY  r« 

Traniamerica    Delaval.Inc    diesel    generators   Pp    1-82 

*  CammliBioners         B4/O2/16         Q4pp         2270B.  16"?         24X 
Fiche    30-000,84/03/13,340209003? 

B4O3140030  Forwards    "Design   Review  of   Connecting   Hod    Bearing    Shell*    for 
Transamerica  Delaval    Enterprise  Engines"    for   Shoreham   & 
•Brand   Qulf  dlesel    generators 

MUSELEHiU  J       Long    Island   Lighting   Co        84/03/12        DENTON,  H  R 
Office    of  Nuclear  Reactor    Regulation.    Director        2pp         39633  074 
24X    Fiche    30-OOO,  B4/Q3/1H,  B40314O030 

B1031S0133   Forwards    "Transamer  1  c«  Delaval,  Inc    Diesel    Oenerator   Rocker 
Arm  Captcreu  stress   Analysis    R*pt    "   Caplcreu   design   adequate 
for    applicable    engines   t    svc    conditions 

HU8ELER,W  J        TDI     (Transamer  ICB  Delaval,     Inc    )    Ountrs    Oroup 
hUSELER.W.J        Long    Iiland    Lighting    Co        B4/03/13        DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        3pp         23639  270 
24X    Fiche    30-000,  B4/03/I3,  B4.0313O133 

—  B40313O134   "Emergenci;    Diesel    Oonerator   Rocter   Arm  Capscreui   Stress 

Analysis,  "   prepared    for   TransBmerica    Delaval,  Inc    Owners 
Oroup 

*  Etone   t,   Mebster,     Inc          B4/O3/31         27pp         33639   272          34X 
FichB    BO-000.  84/03/13,8403130133 

S1031  90376   PNB-V-B4-004    on    B4O314,  1  iceniee    notified    that    results    of 
chemical    tests    performed    on    contractor    employees    suspected 
of   po»«»»don   or    use    of    controlled    tubvtances   while   onsit* 
indicated    positive    in    tuo    of    four    tests 

SCHUAN,C.A  ,    NDRDERHAUO.L  R        Region   S,     Office    of   Director 
04/03/13        Ip        22A73'216        E4X   Fiche    50-306,34/03/13,8403190376 


8403300333   Responds    to  840214    Requests    for    Info    1    &  2  re    R-4    series 
engines    List    indicating    engine    number,  model    &    svc    number, 
customer    mma   t*  address,  rating,  date    shipped    b   date    started 
end 

MATMEWS.  C  S,       Transamerlca   Delaval,     Inc         84/03/16        EIBENHUT,  D,  0 
Division    of   Licensing        20pp        22691    177        34X   Fiche   90-000,84/03/16. 
8403200223 
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H403210Q69   LEH   84-001-OO    on    040219,  tear    gas    drifted    onto    lite    Plant 
t,   personnel    precautions    taken   Cause    unknown    Investigation 
conducted    by   Marine    Corps    to    determine   whether    gat    came    from 
training    eiercises    at   Camp    Pendleton   W/840316    Itr 
HAYNEB.J   O         Southern    California    Edison    Co         B4/03/16         3pp 
22704    357         SIX   Fiche    30-204. 84/03/16.  B403210063 

B4Q3270219  Part    SI    rept   re    broken    contact    carrier    In    control    device    at 
7    S    kV-13    kV,  300-730   MVA,  3    kV   330-3.000   &    all    HKV    circuit 
breakers    Initially    reported    on  830223  Addenda    to 
installation   t.  maint    procedures    sent    to   affected    units 
DUVALL, D  D        Broun    Boverl    Corp      (subs      of   Broun   Dover!    &  Ca    ,    Ltd    ) 
B4/03/19  Record    Services    Branch    (Document   Control    Desk)         Spp 

32772    114         24X   Fiche    30-000,  84/03/19,  B403270219 

8403270132  Forwards    "Emergency    Diesel    Generator   Air    Start    Valve 
Capscrew  Dimension    b  Stress   Analysis,"    prepared    fay    BbU    for 
Transamerlca   Oelavalilnc     (TDD    Diesel    generator   Duineri 
Group 

MUSELER.H  J        TDI    (Traniaraer I ca   Dalaval.     Inc    >    Owners   Group 
MU9ELER.W   J         Long     Island    Lighting    Co         84/03/23         DENTON,  H   R 
Office    of   Nuclear    Reactor    Regulation.    Director        2pp        22774   D01 
24X  Fiche    30-000.04/03/23,8403270132 

B403270134   Requests   meeting    on    B4041B    to    dlscuis    short-term   b    long- 
term   corrective   actions    b    investigations   re    Traniamer ica 
Del  aval    diesel    generators    List    of    suggested   meeting    topics 
encl 

MCQAUQHY.J  P        TDI    (Transamerica   Delavalr     Inc    )    Owner t    Group 
MCOAUQHY,  J  P        Mississippi    Power   b  Light   Co        B4/03/23        DENTQN,  H  R 
Office    of  Nuclear   Reactor    Regulation.    Director        4pp        22769   133 
24X   Fiehe- 30-000,  B4/03/23,  8403270134 

T     Hearing    tranncripts    on   non-antitrust   matter* 

9403090039  Board   Notification   B4-032    forwards    meeting    summaries 
containing    transcripts    of    B40210  b    16  meetings    betueen   NRC    t 
Transamerlca   Delaval.Inc    (TDI)    Owners   Oroup    Distribution 
list   encl, 

EI8ENHUT,D  0  Division  of  Licensing  04/03/12  PALLADINQ 
Commissioner*  Spp  2270B  001  H4X  Fiche  SO-000, 84/03/12. 
8402090039 

— 3403040536  Forwards    summary    of   B40210  meeting    u/Transamer I ca   Delaval. 
Inc   Owner s   Group    in   fletho»da,MD   re   problem*    u/emergency 
dlesel    generators 

CARUSO.R         Licensing    Branch    2         B4/02/27         D'REILLY.J    P         NHC   -    No 
Detailed   Affiliation   Oiven        6pp        22708  006        24X 
Fiche    30-000,84/03/12.8402090039 

— B403D60584   Transcript    of    840210  meeting   w/Transamerlca    Delaval, Inc 
Owners   Group    In   Bethetda.MD   re    problems   ui/emergency    dlesel 
generators 

*      NHC   -   No   Detailed    Affiliation   Olven        84/02/10        I47pp 
67201    OOB,        24X    Flche    SO-000, 84/03/13,  8402090039 

— B403Q70409  Summary    of   840216  meeting   u/Transamer Ua   Delaval, Inc    Owners 
Oroup    In  Wading    RlvenNY   re    program   plan    to    o»tabllsh 
reliability    of    diesel    generator*    Agenda,  meeting    transcript   t 
attendance    list    end 

MILLERiH  A        Licensing    Branch    4        84/02/27  Licensing    Branch    4 

Bpp        2S70B    161         24X   Ficho    50-000, B4/03/12, 8402090039 


8103260143  Forwards   general    position    statement   on  Reg  Oulde    1    97,  Rev  2 
re    justification   of    significant  generic    deviations,  per 
NUSEO-0737,  Sup  pi    1 

CQUNSIL.W  8  <    SEARS, C  F        Northeast   Nuclear   Energy  Co      (lubi      of 
Northeast  Utilities)        COUNSIL.W  0        Connecticut   Yankee    Atomic    Pouier 
Co        B4/02/27       MILLER, J   R        Operating   Reactors   Branch    3 
CRUTCHFIELD,  D        Operating    Reactors   Branch    S        3pp        22798    162        24X 
Flche    30-000,  B4/02/S9,  B4O326O1 43 

— 8403260131   Central    position    statement   on  Reg    Guide    1   97,  Rev  2  re 
instrumentation    for   assessing   plant  b  environ   conditions 
during   b   following    accidents 

*      Northeast   Nuclear  Energy   Co      (subl      of   Northeast  Utilities)        • 
Connecticut    Yankee   Atomic   Power   Co        »     Northeast  Utilities 
84/02/29         69pp         22798    163         24X   Fiche    30-000.84/02/39,8403260143 

8403190243  Notification   of    B4041B  workshop    In   King    of  Prussia,  PA   to 
discuss    lessons    learned    from  recent   App   R    fire   protection 
safe    shutdown    insp   Ii   topic*    described    In    IE   Info   Notice 
B4-O9  Agenda    for  uorkshop    encl 

HURLEY,  T,E        Region    1,    Office   of   Director        84/03/09        d'TOQLE,  J  D 
Consolidated    Edison  Co      of  Niw  York,     Inc        HEIDER, L  H        Yankee  Atomic 
Electric   Co        CCXJN91L,H  0        Connecticut  Yankee  Atomic    Power   Co 
33pp,       22678  062        24X  Flche- OO-OOO, 84/03/09,  B403190243 

8403260146  Forwards   revised    procedures    for    corporate    nrganliation    for 
nuclear    Incidents   procedure   manual, Including    Procedure  CON  I 
re    table   of   contents   &  CONI    1    03  re   corporate   emergency 
operations    ctr   operations   M/o    encl 

CDUNaiL.U  0  ,    SEARS, C   F        Connecticut  Yankee  Atomic  Poiutr   Co 
COUNSIL.U  0        Northeast   Nuclear  Energg    Co      (subs      of  Northeast 
Utilities)         B4/03/09         EIEENHUT,  D   0         Division    of    Licensing         2pp 
22730   330         B4X   FlchB    30-000, 84/03/09,  B403260146 

B40327O06B  Revised:    emergency    plan   implementing    procedures,  Including 
Rev  21    to   EPIP    1    9-2  re   notification  b   communication,  Rev  3 
to   EFIP    1    9-13  re    personnel    accountability    ><  R*v    1    to   EPIP 
1    3-41    re    core   damage    estimate  procedure,  M/B40309   Itr 
COUNBIL, H  0  ,    SEARB.C   F        Connecticut  Yankee   Atomic  Power   Co 
B4/03/09         EISENHUT'D   0,        Dlvlllon    of   Llcenltng         69pp         22766   262 
24X  Fiche    90-213r B4/03/09, B40327006B 

8403190131    Ack    receipt    of   940216   Itr    Informing   NRC    of  step*    taken    to 
correct   violations   noted    in    IE   In*p   Rapt   30-213/B3-2B 
MARTIN,  T  T        Division   of    Engineering   t  Technical    Programs.       84/03/13 

CDUNSIL.M  0        Connecticut   Yankee   Atomic   Power  Co        2pp.       2266B  329 
B4X  Flche    30-213, 84/03/13, B403190131 

—8403190159  Responds    to  NSC  840120    Itr   re  violations  noted    in   IE    Imp 
Rept    30-213/83-2B  Corrective  action*    tuo    employees  uho   have 
not    received    proper    training   removed    from  emergency    on-call 
schedule   fr  will    not   be    reassigned    until    trained 
CQUNBIL.W  0        Connecticut   Yankee   Atomic    Power  Co        B4/02/16 
MARTIN, T  T        Division   of   Engineering   k  Technical   Programs        Spp, 
22660  331        24X   Fiche    30-2IP, 84/O3/13i  B403190131 

B403270008    Informs   that   utll    will    provide    Info   re   planned    deviations 
from  Buppl    1    to  NUREO-0737   by    840501   Delay    ha*   no   effect    on 
schedules    for    Implementation    of  Suppl    1    to   NUREO-0737 
COUNSIL.M  G   ,    BEARS. C   F        Connecticut   Yankee   Atomic  Pouer  Ca 
COUN8IL, H  6        Northeast   Nuclear  Energy   Co      (sub*      of  Northeast 
Utilities)        B4/03/16        EIBENHUT.DO        Division  of  Licensing        2pp 
H2770  Oil        34X  Fiche    90-000,64/03/16,8403270000 


-B4030704B3  Transcript    of    840216   conference    in   Wading   RlveriNY  re 
Traniamertca   Delaval, Inc    diesel    generators   Pp    1-B2 
»     Commissioners        B4/02/16       B4pp       2270B> 169       24X 
Flehe    30-000,34/03/12,8402090039 


X      On*lte    Storage   of    Lou  Level    Waste 


J     In«urance  b  indemnity   Information 


8403140092  Forwards   Endorsement*    1,2  It  3   to   NELIA  Certificate    N-l  1   d 
Endorsements    1,2  &  3   to  HAELU  Certificate   11-11 
SINIBI.JH       Marsh   l<  McLennan,    Ine       04/03/03       8ALTZMAN.JD, 
Assistant   Director    for  State   &  Llcen»ee  Relations        29pp        S2623; 30b 
24X   Fiche    80-213,  B4/03/03,  B403140092, 


84030603&3  Foruard*    program    description    for   uiaite    clasdf ica tlon  ><   form 
to    be    used    to    implement    10CFR61    b    IOCFR20  311    requirements 
re    land    disposal    of    raduaste    d  stds    for    protection    from 
radiation 

MEDFORD,  M  D        Southern   California    Edison   Co        B4/03/Q2 
EISENHUT,  D  0        Division   of   Licensing         Bpp         22918   207        24K 
Flche.  90-206,  84/03/02,  8403060363 


B403140H6  Forwards   Endorsement   70   to  MAELU  Policy    MF-39   ti  Endorsements 
79  Ic  BO   to  NELIA  Policy   NF-191 

BINIBI,J  M       Connecticut    Yankee  Atomic   Pouitr   Co        B4/03/03. 
BALTZMAN, J  D        Assistant    Director    far   Btate   d  Licensee    Relations 
4pp.       22620  334        24 X  Flche    30-213,84/03/09,8403140116 

P     Operating   license   stage   documents  b  correspondence 


DOCKET  30-213   HADDAM   NECK  PLANT 

F.    Security,    medical,     emergency    It   fire   protection   plans 

8403Q902B9  Public   version    of   Rev    12   to   emergency    plan.  W/recelpt   form  b 
JM  Felton  B40307  release   memo 

DONOFRIO,  M        Connecticut    YanVee   Atomic    Pouer   Co.       S3/12/13 
EIBENHUT, D        NRC   -   No    Detailed   Affiliation    Oiven        209pp         E2S96    134 
24X   Flch«    90-213,  83/12/15,8403090289. 


8403010340  Correct*    Incorrect    itatement  r»    problem   a«*ocl»ted    u/d rawing 
containment  air   (ample  using   pott-accident   sampling  sys   P*f 
THI    Item   II    B   3, Valve    Is    motor   operated    three-way   valve 
COUNBIL.M.  Q        Connecticut    Yankee  Atomic   Power   Co.      83/11/10. 
HURLEY,  T   E.       Region    1,    Office   of   Director,       Ip        22432  327.       24X 
Flche'  30-213,  B3/1 1/ 10,  B40301 0340, 

8403010391   Bummarlies   findings   from  audit  of  TMI   action   Items   during  uk 
of   B31024    Item   II   B  3i     "Post-Accident  Sampling   8<|s    (PASB).  " 
findings   are   of  most   concern   Corrective   action*    lilted 
CDUNSIL, W  0   ,    OPEKA,  J  F        Connecticut   Yankee   Atomic  Pouer   Co. 
83/11/33       HURLEY,  T  E       Region  1,    Office  of  Director.      4pp 
22434   068        24X  Flche    30-213,33/11/23,0403010391 
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B4O30&U323   Forwards    UCHP-1O433,     "Determination    nf    Capper    Content    of 
Longitudinal    Weld    Seams    in     I  ntermediate    Shell    Raglan    of 
Haddaro   Neck   Reactor    Vessel,"    confirming    past    estimate*    of 
copper    content  &  through-US  1 1    dl*  trlbut  ion 

CQUNEIL.W   G         Connecticut    Yankee    Atomic    Power    Co         64/02/17 
CRUTCHFIELD,  0        Operating    Reactors    Branch    3          lp         22313   330         24X 
Fichu    3Q-S13,  94/02/17, 0403060323 


Inspection  reports,     IE   Bulletins    fc   correspondence 


8403010399    Forwards    IE    Insp    Rapt    3Q-2 13/34-02    on    B40103-31 
violation*   observed 

BTAROSTECK.I.R        Division    of    Project   fc  Resident   Programs 
CDUNS1L,W  0       Connecticut   Yankee    Atomic   Pouier    Co        2pp 
24X   Fithe    BQ-213.  04/02/16,3403010399 


84/02/16 
23434   029 


—  84030AQ3S&   "Determination    af   Copper   Content    of    Long  itud  ind  1    Held    Seams 
in    Intermediate   Shell    Rejion   of    Haddam   Neck    Reactor    Vessel    " 
BOQG8.  R    S   .     YflNICHKO,  9    E         Westinjhouse    Electric    Corp         WCAP-1Q433 
93/11/30         llpp         23513    321         Z4X   Ficho    30-313,64/02/17, 


B4Q3O301G9   Advises    that    operabilitu     testing     of    RCB   vent    valvei    will    be 
performed   per    requirements    of   rtSKE,  Sec  tl  on    X  I  ,  Subseet  ion 
IHV-341O,  for    Category    Q   waives.  per    NUREG-O737,  1  tern    II    a    1 
CDUNSIL.H   G         Connecticut    Yankee    Atomic    Pouer    Co         COUMSIL.W   Q 
Northe-ait   Nuclear   Energy    Co      (subs      at   Northeast   Utilities) 
COUN5IL.W   G         Northeast   Utilities         B4/02/21          MILLER,  J   R          Operating 
Reactors    Branch  3        CRUTCHF  IGLD.  »        Operating    Reactors   Branch    S 
2[>p         33488043         24X    Fiche    30-000.  B4/O2/SI,  B4Q30501G5 

B40307OOQ3  Requests,  ui  thin    15   days,  fee    for    S31024    application    For    amend 
to   Tech    Specs    re  operator    staffing 

DIQQS.R    M        Llcanie   Fee  Management    Branch        B4/02/24        CQUNBIL.W   a 
Connecticut   Yankee   Atomic    Poinur    Co          lp         223.62   332         24X 
Flche-  90-213,  84/02/24,  3403070003 

B403QIO3B4   Forwards  SER    Cor   SEP  Topic    II-3   Ci     "UHS   "    Issue   adequately 
resolved    based    on   review   of    B31U4    Itp   Resolution   ulll    be 
Incorporated    In   sup  pi    to    Integrated    plant    safety   aisessmtnt 
rept    (NUREO-OSatJ 

CRUTCHFIELD.D         Operating    Reactor*    Branch    3         B4/O2/S8         COUN9IL,  U   Q 
Northeast   Nuclear   Energy    Co      (subs      of    Northeast   Utilities-)         App 
Oil         24X   Flche    50-213,  B4/02/2H,  B4&30IO3B4 


B40314G014   Discusses   review   of    post-TMI    periodic    testing    program 
Including    containment   atmosphere    sampling    portion   of 
[mat-accident    campling    subnormal    containment    gas    sampling 
atjs    In    Integrated    test   unnecessary 

CDUNBIL,U  0  .  SEARS.C  F  Connecticut  Yankee  Atomic  Pouer  Co 
04/02/29  CRUTCHFIELD,  D  Operating  Reactors  Branch  9  2pp 
22633  239  24X  Flche  30-213,84/02/29,0403140014 

B403I30O27    Informs    tfiat    AmenUs    34172    ic   B7    to    Licenses    DPH-61  ,  QPfl-21    S< 
DPR-63,  respectively.  Inadvertently    eliminated    reporting 
requirements    far   exceeding    radiological    limiting    condition) 
For   operation   Corrective   actions    identified 

CQUNS1L,  W  0        Northeast  Nuclear  Enai-gu,    Co      (sub!      of  Northeast 
Utilities)         COUNSJLjU  0        Connecticut    Yankee   Atomic   Power    Co 
CQUNaiL.W  G        Nartncast  Utilltiei        34/03/01         MILLER,  J  R         Operating 
Reactors.   Branch   3        CRUTCHFIELD,  D        Operating    Reactors    Branch    S 
4pp         23615    107         24X    Flche    50-000,  34/03/01,  B403130027 

8403150350  Motif  Hat  ion    of    940329  meeting   u/utll    In   Both  esda  ,  MD    to 
discuss    Integrated    living    schedule 

MINER.S        Dporatinfl   Reactors    Branch    4        B4/03/O7        STOLZ.J    F 
Operating   Reactors   Branch    4        2pp        SSM1    IOB        21X 
Flehe    30-213,34/03/07,8403150350 


Q4O32601<f>3  Application    to    amend    License   DPR ~iil    baled    on    granting 
relief    from  A3MC  Code    volumetric    requirement*    &   visual    Ln«p 
of   welds    &   internal    lurfacel    of  reactor   coolant    purap-s    Class 
lit    lice-rise   amend    fee    end 

COUNSIL,H  G       Connecticut   YdnVee   Atomic   Pouer    Co        B4/O3/12 
CRUTCHF1ELD.D         Operating    Reactor*    aranch    5         4po         22750    349 
Flche    30-2I3.G4/03/12- B403240162 


— 040301040-4    IE    Insp    Rept    50-213/04-02    an   840103-31    Nn   violations 
identified  Major    areas    inspected    control    room,  turbine    bldg, 
primary    auilllarij    bldg    b    auxiliary    feed    pump    room, plant 
operations  t<    aurvelllance    testing    program 

SHETLAND,  P   D         Region    1,     Office    of    Director         EL8ASSER,  T    C 
Division   of   Project  &   Resident    Programs        B4/02/1A        13pp 
82434   O31         34X    Fiche    SO-213,  S4/O2/16,  0403010399 

B4O1190072    IE   Info   Notice   84-13.     "Potential    Deficiency    In    Motor 
Operated    Valve    Central   Circuits    &    Annunciation    "   Bvc    list 
enc  1 

JORDAN,  E  1-        Division   of   Emergency   Preparedness  &  Engineering 
Response    (Post    B301O3)         B4/02/2B  Consolidated    Edison    Co      of  New 

Vork,     Inc         115pp         22909  239        24X   Fiche    HQ-QOO,  B4/02/2B,  B401 190072 

0403090137    Informs    that   util    does    not    Intend    to    perform  mechanical 
snubbar    functional    testlns    referenced    in  A8ME  Code    *s    part 
of    inservice    insp    during    refueling    outage   Testing   will    be 
perforniDd    upon    equipment    delivery 

COUNBIL.M  Q  ,  DPEKA,  J  F  Connecticut  Yankee  Atomic  Power  Co 
94/03/2B  CRUTCHFIELD, D  Operating  Reactors  Branch  3  2pp 
22S75  06O  34X  Ficho*  30-213,  B4/OS/28.  B403090137 

B402090007    1G   Info  Notice   84-14.     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DDT  i.  NRG    "    Bvc    list   encl 

GRACE- J  N        Division    of   OA,     Safeguards   ti    Inspection  Program*    (Post 
B30103)        34/03/O2  Consolidated   Edison   Co      of   New   York,     Inc 

13Dpp         25592   329.        34X    Flche     5O-OOO.  H4/03/OBj  B40209O007 

S4OaO90DOa    IE   Info   Notice    B4-16,     "Failure    of    Automatic   Sprinkler   Bgt 
Valves    to   Operate    "    Svc    list    end 

JORDAN,  E   L       Division   DP   Emergancg   Preparedness   &   Engineering 
Response    (Post  830103)        S4/03/O3  Consolidated   Edison    Co      of   Neu 

Vork,     Inc          laapp.        22353    098          24X    Fiche    30-000,04/03/02.8403090008 

B40S090009    IE    Info  Notice    B4-13,     "Reporting    of   Radiological    Releases    " 
Svc    lint    encl 

JORDAN- E  L        Division   of   Emergency    Preparedness   b  Engineering 
Henponse    (Past    830103)        G4/03/O2  Cantol  idated    Edison    Co      of  N>ui 

Vork,     Inc         119pp         22S33   217         2-4X   Fiche    30-000, 84/03/02.  B402090009 

B402O90011    IE   Info   Notice   84-17,     "Problems   W/Llq.uld    Nitrogen    Cooling 
Component*   Dilou  Nit    Ductility    Temp    "   Svc    list    encl 
JORDAN,  E   L        Division   of   Emergency    Preparedn**!   &  Engineering 
Response    (Post   B3O1O3)         B4/03/OS  Coniolidated    Edison    Co      of   Neui 

York,     Inc          H7pp          22953    336          24X    Fiche"  SO-000.  S4/03/O5,  Q40209001 1 

B4O2Q90Q24    IE   Info   Notice    B4-Q9,Hev    1,     "Lessons   Learned    From    Insp*    of 
Fire  Protection   Safe    Shutdown    By*    "    Bvc    list    end 
JORDAN,  E   L        DLvl-tlon   of   Emergency    Preparedness   &  Engineering 
Response    (Post   B3O1O3)        84/03/O7  Consolidated    Edison    Co      of   Neu 

York,     Inc         HBpp         22633049         24X   Fiche    30-000,  B4/03/07.  B4020900H4 

B4O209002B    IE    InPo   Notice    04-tB,     "Stress   Corrosion  Cracking    In  PUR 
BUB    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   !<  Engineering 
Response    (Post    B3O1D3)        B4/03/O7  Consolidated    Edison    Co      of  New 

Yon,     Inc         HBpp         225B4    IB6         24X  Flehe    SO-000,  B4/03/07,  B4020v002B 


B4O3260200  Comments   on    Issue  3    of  N  UP  £0-0365,     "NRC  Policy    &   Planning 
Outdance,  19B4    "   Seven    themes    identified   represent    important 
objectives    far    industry 

CaUHSlL-U  B       Northeast    Utilities        B4/03/12        D1HCHS,  U  J        Office 
the   Eiecutlve  Director    for   Operation*.        4pp         2379A  204         24  K 
Flch«    SO-000,B4/03/la.e4O33oOaM 

a4O32o0232  Maintains   position    that    changes    in    Amend    37    to    License 

DPR-51    r*    trarsmiiiion  r  i  ght  i-of-uiay,  mini  *t*r  la]  in  nature* 

required    as   inatter   of    laui  &    therefore    require   no  license 
amend    fee 

COUN3IL.W  &        Connecticut   Vanlee   Atonic   Pou^r   Co  84/03/12 

KILLER.  tt   0        L1cen*R    Fee    Managf  ment    Branch          2pp  2S734    311          SAX 
FicNs    B0-ai3,  64/03/lSi  0403260252 


I40329027B  Responds    to   SEP    Topic    VIII-3   D   re    dc    poiiF&r   sus    bus    voltac-e 
monitorinj  ti  annunciation    Commitment    to   provide    battery 
current    indication    in   control    room   during    19B4   refueling 
outage    retracted 

CDUN3IL.U  S        Connecticut    VanVee    Atomlt    Power   Co        B4/03/HB 
CRUTCHFIELD,  D       flptratlng    Reactors   Branch    3        2pp        22BO1    330        24X 
Ficlia    30-313,  B4/03/22,  B40329027B 


3403230136  Amende   B30310  response    to    IE  Bulletin   B2-02,  Listid 
ccmml  tments,  Includ  ing   visual    exBdi   of    RCPE    threaded 
fasteners,  dele-ted    due    to    overly-conservative    interpretation 
of    bulletin  Future    exams    ulll    be    per    A8ME  Section    XI 
COUNSILiU  B  ,    BEARS,  C   F        Connecticut   Yankee   Atomic   Pouer    Co 
S4/Q3/09        HURLEY,  T   E        Region    1,     Office    of    Director        2pp 
3K730    HO        24X  Flehe    30-213,  BA/O3/O9,  B403230136 

B402090031    IE  Dulletln    B4-03r     "-Failures   of   OE  Tupe   HFA  Relaus    in  Use    in 
Class    IE   Safety    Bgs    "   Bvc    list    end 

DEYOUNO,  R   C        Director's   Office.     Office    of    Inspection    *nd 
Enforcement        B4/03/12  Consolidate!)   EdUan  Co      of    Neu    York,     Inc 

134pp        23B23   094         24X    Ftche    50-000,84/03/12,9402090031 

B403S&016Z  Application    to    amend    License   DPR-61    based    on    granting 
relief    from  ABME   Code   volumetric    requirements    b   vlsu«t    in*p 
of    uiildi    l<    intern*!     surfaces    of    reactor   coolant    pump*   Class 
III    license   amend    fee    encl 

CDUNSIL.W  0        Connecticut    Yankne    Atomic   Pouer    Co        S4/03/12. 
CRUTCHFIELD,D        Dp»r*Ung    Reactors    Branch    5        4pp        22730    349        24X 
Fichu:  30-213,  Q4/03/lS,S4032«b01fe2 
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8403190131    Ack    receipt    of    B10214   Itr    Informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE   Insp    Rept    30-213X83-29 
MARTIN.  T  T        Divlilon   of    Engineering   k  Technical    Programs        04/03/13 

CQUN8IL,  W   0         Connecticut    Yankee    Atomic    Foyer    Co         2pp          2366B   339 
H4X    Fiehe    30-313.94/03/13,8403190191 

— 3403190193   Responds    to    NRC    BAD  ISO    Itr    re    violation*    noted     In    IE    Insp 
Kept    30-213/B3-28  Corrective   actions    tuio    employees   who    have 
not  received    proper    training    removed    from    emergency    on~cal) 
schedule   &  uiill    not    be    reassigned    until    trained 
CDUNSILiW  0        Connecticut    Yanfcee    Atomic    Power   Co        04/O2/16 
MARTIN, T  T        Division    of   Engineering    fc   Technical    Programs        3pp 
S266B  331        24X   Fiche    30-B13, 04/03/13,  B4Q3190IS1 

B403230136  Provides   results    of    revaluation    of    performance    assessment. 
per    util    B31219    Itr   addressing    topics    discussed    at   031129 
a  ALP   mgt  meeting   Category    1    rating   will    be   assigned    to 
r«fuellno   area    for   Mlllttone    2  Eiplains   Category    a  ratings 
MUBLEYiT  E       Region    1,    Office    of   Director        B4/03/U        CDUNSIL,  W  0 
Northeast  Nuclear   Energy    Co      (subs      of   Northeast   Utilities)        4pp 
22716  047        24X   Flche    30-000.64/03/16.0403220136 


S      Reporta&le   occurrence!,    LERs   &  related    correspondence 


B40302023B  PND-I 1-04-020   labor    contract  u/lntl    Brotherhood    of 
Electrical   Worked    empires    at   midnight   on   B40229  Possibility 
eiiats    that   wortors  will    reject  contract   Si  not   rept    to   unrli 
on   B40302  Supervisory    personnel   uill    continue    operations 
QREENMAN,E         Region    2.     Office    of    Director         LIP1NSKI.D         Region    I. 
Office    of   Director         04/03/39         lp         H2440   093         24X 
Fiche    50-213. 84/03/59,  840302023B 


DOCKET    30-219   OYSTER    CREEK   NUCLEAR   POWER   PLANT 

F      Security,    medical,    emergency   b  fire   protection   plans 

B403130269   Forwards    IE    Insp    Rapt    50-319/83-26    on    331107-1231     b   notice 
of   violation 

STAROBTECKI.R         Division    of   Project   b   Resident    Programs          B4/02/27 
FIEDLER, P  D        Goneral    Public    Utilities   -  GPU  Service   Corp         Bpp 
22603    101         24X   Fiche    30-319. B4/02/27.  S4031302&9 


fJ4020*70043    IE    Info  Notice   84-19,     "Tuo   Events    Involving   Unauthorlied 
Entries    into  PUR  Reactor    Cavities    "    Sve    lilt    antl 
JORDANrE  L        Division    of    Emergency    Preparedness   t   Engineering 
Re*]>anse    (Past   830103)         B4/03/21  Consolidated   Edison   Co      of   Neu 

Vort.     Inc         123pp         22B23    229         24X    Ftche    30-000.34/03/2113402090043 

B40B09QQ44    IE    Info  Notice    B4-2O,     "Bvc    Life    of   Relays    In   Safety-Related 
Syi    "  Svc    list   encl 

JORDAN, E  L        Division   of    Emergency    Preparedness   b  Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Edison    Co      of  New 

York.,   Inc          133pp.        22933    001         24X    Fiche    30-000, B4/03/S1,  B403090044 

B4Q330Q144   Respond*    to    IE   Bulletin   B3-08.     "Electrical    Circuit    Breakers 
W/Undervoltage   Trip    Feature    in  USB    in  Safety-Related 
Applications   Other   Than   Reactor   Trip   Bys    "   Haddam   Neck 
facility    u«e*   31   Westlnghouse-type    Du    breaker* 

CDUNSIL. H  G        Northeast   Nuclear   Energy    Co      (subs      of   Northeast 
Utilities)        CDUNSIL,  H  0        Connecticut   Yankee    Atomic    Power    Co 
CDUNSIL.W  0        Northeast   Utilities        84/03/21        HURLEY,  T  E        Region    1, 
Office    of  Director        4pp        2 2820  06B        24X   Fiche    30-000.84/03/21, 
84033001 44 

S403300161    Ack   receipt    of   840301    Itr    informing    NRC    of   step*    taken    to 
correct  violation*    noted    In    IE   Insp    Rept    SO-al3/03-K4 
tfARTIN.T  T        Division   of    Engineering   t   Technical    Program*        04/03/33 

COUNBlLiU  0        Connecticut   Yankee   Atomic    Power   Co        2pp         3S820  O34 
24X   Fiche   S0-2i3,  B4/03/23.  B403300141 

— 8403300166  Responds    to  NRC   S40131    Itr    re   violations   noted    in    IE    Imp 
R«pt   8Q-213/B3-26  Corrective   actions   Procedure   CHDtl    1    B 
ravlsed   on  840324    to    document   alternative   method    of 
performing    filtrition   &    counting    of    filtration   papers 
COUN9IL,W  0  ,    BEARS.C   F        Connecticut   Yankee    Atomic    Pouer    Co 
84/03/01        MARTIN.  T  T        Division    of   Engineering    5-  Technical 
Programs        2pp        22820   096        24X   Ficht    90-213,04/03/23,8403300161 

R.     Periodic   operating    reports   fc   related    correspondence 

B403230052   "Haddam  Neck    Plant   h  Millstone   Station  Units    1    S.   S 
Annual   Rept,  19B3   "    W/B403O1    Itr 

COUMBIL.M  0   ,    BEARS,  C  F        Northeast   Nuclear    Energy    Co       dubs,     of 
Northeast  Utilities)         CDUN81L.M  0        Connecticut   Yankee   Atomic    Power 
Co         B3/1S/3I         HURLEY.  T    E         Region    1,     Office    of    Director.        348pp 
BJZ7H7  001        24X  FUna    30-000,  B3/  IS/31.  8403230022 


— 8103130272  Notice    of  violation   from    Insp    on   031107-1231 
*      Region    1,    Office   of   Director        B4/02/27        lp        22603 
Fiche    50-219.34/02/27,8403130369 


--B4031303BO   IE    Insp   Sept   SD-219/83-26   on   B31107-1231    Violation   noted 
failure    of  Surveillance    Procedure   645  6  012,     "Fire  Pump 
Functional    Test"    to    incorporate   Teeh   Spec    change 

COWOILL.C    .    CONNER.  E  L        Region    1,    Office   of   Director         B4/OH/15 
llpp         22603    1B4         24X    Fiche    30-219, B4/02/27.  B403130269 

B403190243  Notification   of    B4041S  workshop    In   King   of   Prussia, PA    to 
di*cusa    lessons    learned    from  recent   App   R    fire   protection 
safe    shutdown    insp   !<   topics    described    in    IE    Info  Notice 
B4-09  Agenda    for   uorkshop    encl 

HURLEV,  T   E         Region    1,     Office    of   Director         B4/03/O9        O'TOOLE. J   D 
Consolidated   Edison   Co      of   Neui  York,     Inc        HOBER.  R    W       Rochester   Oas 
d  Electric   Corp        KEHPER,  J  S        Philadelphia   Electric   Co        33pp 
22673   062         24X   FiChB    50-000. 04/03/09.  B403190243 

B403190Q63  Forwards   46  overslie    drawings    submitted    in    conjunction 
U/B31216   submit tal    re    fire   haiards   analysis   rept  t>    10CFR50, 
App   R. Section    111    6.     "Safety    Shutdown  Evaluation    "    Aperture 
cards    are   available    In  PDR 
FIEDLER. P   D        Oeneral    Public    Utilities   -  OPU  Service  Corp         84/O3/JB 

CRUTCHFIELD, D        Operating   Reactors  Branch    9        lp        32673   O00        24 X 
Fiche    30-219,84/03/12.0403190063 


H      Oeneral    correspondence 


0403060231    Forward*    ordinance   prohibiting    import    of    spent   nuclear 
fuel    or    raduiatte    for    storage   within    township    tt  regulating 
storage    of    spent   nuclear    fuel    Ii  raduaste   at    Facility   NRC 
requested    to   meet   u/tounship    to  discuss    problem 

DELO.H  A        Laeey   Township,    NJ       84/03/01        DENTQN,  H  R        Office    of 
Nuclear   Reactor   Regulation.    Dlnctor        4pp        22316.161        24X 
Flche   30-219. 84/03/01, B403060231 

0403390013  RBi(uests    that  R   Arnold   be    removed    from  NRC    correspondence 
distribution    list   d  PR  Clar*    be  added   as   president    of   GPU 
J  Knubel    should   be    deleted    from  "cc"    listing    as  manager   of 
BUR    licensing    Dnly    titles    should    be    used    in    Future 

THORPE.J  R  Qenoral  Public  Utilities  -  OPU  Service  Corp.  S4/03/36 
CRUTCHFIELD,  D,  Operating  Reactors  Branch  3  2pp  SHBOi.  203  24X 
Fiche  30-219,04/03/26,8403290015 


3403020093  Honthly    operating    rept    for   Jan    19B4   W/840213    Itr 

UHIKEWICZ.S  ,    QRAVES.R  H        Connecticut   Yankee   Atomic   Pouor    Co 
84/01/31.       lOpp        22448,321         S4X  Flche    30-213,84/01/31.8403020093 


8403300176  Monthly    operating    rept   for   Feb    1984  W/B40313    Itr 
DRAVEB,R   H        Connecticut    Yankee   Atomic   Power   Co        B4/02/29 
22920  321,       24X  Fiche.  50-213,  B4/02/S9.  0403300176 


lOpp 


B403130283  Forwards    "Semiannual    Radioactive    Effluent   ReUa*»    R*pt,Jul- 
Dae    1983    "   Due    to    neu   computeriied    data    base   mgt    sys. 
calculations    of  meteorological    joint    frequency    distributions 
ft    offiitt   dose    Ritimatec    delayed    until    840430 
COUNCIL. W  0   ,    SEARS.C   F,       Connecticut   Yankee   Atomic   Power    Co 
84/03/01        MURLEY,T  E        Region    1,    Office    of    Director         lp 
67207:324        24X  Fiche,  30-Z13,  84/03/01,  8403130283 

— B4031302Q9  "Semiannual    Radioactive   Effluents    Relea**  Rept. 
Jul-Dec    I9B3    " 

*     Connecticut  Yankee  Atomic  Poutr  Co       83/12/31        19pp. 
23608  002,       24X   Fieh«-  30-213,  84/03/01,  B4031302S3 


P      Operating    license    stage    documents   b  correspondence 


8403140340  Summary    of  831213  meeting   u/OE  b  Hark    I   Ouners  Group    In 
Bethesda.MD  re   Mark    I    containment   wetwell-drywell    vacuum 
breaker    design   methodology 

S1EOEL, 0   L        Operating   Reactors  Branch   2       84/02/21  Operating 

Reactors   Dranch   2        Slpp        22633   190        24X  Fiche    SO-000.  B4  /02/ai, 
0403140340 

8403030070  Forwards   Class    III    fee   for   Amend   70   to   License   DFR-1A, per 
B40210   request 

THORPE,J  R        Oeneral    Public    Utilities   -  GPU  Service  Corp         04/02/27 
DIODE,  R   M        License  Fee  Management   Branch        3pp        22490    183        24X 
Fiche    30-219,  B4/02/27,  B4030S0070 

B403010290  Notification   of   840307  meeting   w/utll    In  Betheada.MD    to 
discuss    detailed    control    room  design  b  review  process 
LQMBARDQ, J  J        Operating   Reactors    DranEh    5        B4/02/39 
CRUTCHFIELD.  D       Operating    Reactors   Branch    3        3ap         22434-241         24X 
Flche    30-219,  B4/02/29,  8403010390 


DOCKETED  ITEMS 


H7   Forwards    corrected    Page    3    1-a    (Table   3    1    1)    of   flrnffnd    71    to 

B    DPR  -If,   Replacement   corrects    error    In    Table    3    I     1. 

c  tlve    Instrumentation    Requirement*    " 

(FIELD,  D        Operating    Reactor*    Branch    3        B4/03/Q9        FIEDLER.  P    D 
•al    Public   Utilities    -    SPU  Service    Corp         3|>p         33316    OGA        2-4X 

SO-319,  04/03/03,0403060337 

S.O338   Corrected    Page    3    1-3    {Table    31     1  )    of   Amend    71     to   License 

-Ifc.  coi-recting    error    In    Tab  1  a    3    1    lr     "Pro  testive- 

jrumentatlon    Requ  iremnnts    " 

IRC    -    Mo    Detailed    Affiliation    Qlven         34/03/05          Ip          32316    OOH 

:   Fieh*-   30-219.  B4/O3/03, 


9?   Forward*    info     In    rosponae    to    NF)C    B2OI&3Q    Itr    re    NUREG-0737. 
tl    D    3.     "post-Accident    Sampling    Bys    "    W/1  three    overalls 
igs   Aperture    cards    are    available    In   PDR 

H.P    0        Qanoral    Public    Utilities   -  <JPU  Be-rvice  Corp         B4/03/06 

HFIELO.D        Operating    Reactors    Branch    3        33pp        S26OH    346        SIX 

gO-21<?.a4/Q3/0(..B403l  30197 

194    Fofuards    recjUost    for    addl    Info    re    ful  l-t«rm  DL    conversion    - 
in    review   Rasp  onus    requested    by    B40331    to    bo    conslstant 
version   ncheOuls    tine    daij    tit*    visit    tentatively 
uled    for    first    uk    in    Apr    17B4 

HFIELD.D        Operating    Reactors    Branch    3        S4./O3/Q7         FIEDLER,  P    D 
ral    Public    Utilities    -   GPU  Service    Corp         Spp         ESS39    218        24X 
30-219,  04/03/07.  B-1030BOOW 


297  Approves    proposed    disposal    method*    far    contaminated 
ete    Evaluation    complete 

HF1ELD,  B         Operating    Reactors    Branch    3          B4/Q3/OB         FIEDUCB.P    B 
ral    Public   Utilities    -  QPU  Service   Corp         2pp        22373    304        24X 
30-219. 91/03 /OB,  8403090-297 


B4Q32aOQl2    Forwards   response*    to    listed   B31207   requests    for     Info   r« 
anviron    q.ual  iflcntlon    of    electrical    equipment.  Including 
resolution   of    deficiencies    t.    TMI    action   plan    items 
CNUF1EO-073?)     to    tf    installed    at    end     Of    Cycle    10    outage 
FIEDLER, P    B          general    Public    Utilities    -   QFU    Service   Corp          B4/O3/14 

CF1UTCHFIELD,  n        Operating    Reactors    Branch    9        IBpp         22712  343         31 X 
FiChB    30-219, 84/03/16,  B4O3220012 

B4032701AS    Informs    that    provisions    oP   Code   Cases  N-34 1    t,    N-3S6   re 
NDE  personnel    nual  1  f  Icat  1  nn   ul  11    tie    adapted    Time    period 
for   requal 1 f ication    Increased    to    3    yrs 
FIEDLER. P    B        General    Public    Utilities   -   GPU  Service   Corp         B4/03/21 

E16ENHUT.D    0         Division    of   Licensing         Ip          B2774    116          24X 
Fichu    90-219, B4/03/ai,B4Q33701&3 

B4Q329OGtl    Forwards   request    far    ad  d  1    info   re    spent    fuel    pool    expansion 
Response    requested   ulShin    15    days 

CRUTCHFIELtt,  D         Operatina     FleBctor*    Branch     3         04/O3/26          FIEDLER,  P    B 
Oeneral    Public    Utilities    -   OPW   Service   Corp        3pp        BE777    079        24X 
Fichc    30-319,84/03/26!  B4032BOO11 

Q      Inspection   reports,     IE    Bullctini    &    carraspondence 

H4Oai3D369   Fai-uaraa    IE   Intp    Rept    50-219/B3-E&    on  831107-1331    (<   notice 
of  violation 

3TAROBTGCKI.R        Division    of    Project    {.Resident   Programs         94/02/27 
FIEDLER, P    B        Oeneral    Public    Utilities    -    GPU  Service    Corp         Spp. 
22605    I  EH          H4X    Fich*    90-219.84/02/37.8403130369 

— 0^03130272  Notice   of   violation    from    imp    on    B311O7-1231 

*      Region    1,     Office    of    Director         04/03/27        Ip        2S6O5    103        24X 
Fiche    30-319.  84/02/27.  B40313OS69 


oB3  Forwards   Rev    J    tD    «ip.andad    safety    parameter    display    sgs 
)    schedule  Planned    Cycle    II    refueling    outage   uill 
rt    complatlon    al   n^cle    BPD9    In    1936  Remaining 
llatlon   iiiork    to   be    completed    during   Cycle    II    refueling 
ER,P   H        Oineral   Public    Utilities    -  OPU  Servlc*   Corp,       84/O3/09 
NHUT,  D   0        Dlvtaioft    at    Licencing.         3pp         2S&4S  333         24X 
90-21-?,  B4/03/09.  B403I  SODB3 

;203  Fariuards    revltsit    page   of    Tech    8p«c    Ch«t)ge    Request     103- 
•paratlng    BTS    d*f  in  1  1  ior>    of    hat    sliutdaun   condition    into 

Ing    condition    for    operation    action    statement 
\HTiM  M       Oencral   Public   Utllitlei   -  OPU  BervlcH  Corp        B4/O3/12 

CMF1ELQ.  D        Operatlns    HBactors    Branch    8         IP         236»5   24E        24X 
i    30-219,  B4/03/1B,  B40ai60a03 

160204  Revlivd    T-ech    Specs    Incorpora  t  Ino    STS    definition    of   hat 
itfloun   corit  it  Ion    into    limiting   t  and  it  ion   f  of   opera  t  ion 
tlon   itatement 

Oeneral   Putlie   UtllltleB   -  GPU  Service   Corp        B1/O3/12        Ip 
iSS    243        H4X   Ficfie    80-219,94/03/12,8103160203 

DO  02   Forwards    "Ulster    Creek   Nuclear    Oeneratlng    Station    Oenerlc 

iisls    of   41t>0~Volt   Bui  tchgs-ar    t    460-Volt    Unit    Substation 

netsi"    In   respoixte    to    SEP    Topic    111-fc,     "Seismic   Da  sign 

ideratlona    " 

LGR.P,  D        Oeneral   Public    Utilities    -   OPU   Service  Corp         B4/03./13 

TCHFIELD.D        Op*i-ating    Reactors    Dranch    9        2pp         ?H713,  001         34X 

e   90-319,84/03/13.8403220002 

22OOOfl    "Uystar    Cre«k    Nuclear    Oensratlnfl    Station   Seismic    AnaliJsLc 

4160-Volt  Bwitchgwai-    tt    4AO-Volt  Unit   Substation 
binet*    " 

MPR    A*soclat»H.      IHC          Mi"R~77fl         83/11/30         96pp          22713   003 
Jl    FichB,  30-217,  94/O3/13-  8403230002 

0132   Foruiardi    "Tuvbln*    Pldg    Tornado   Evalu»fcion,  SEP    Topic    II  1-2 

fa   Tornado  LoMilngbi  "    p'f   request 

ILEH.P    B        Oaneral    Public    Utilities   -    GPU   BervUe  Corp         94/03/13 
ITCHFIELD.D        Dperatlno    FlBactor*    Dranch    3         Ip        SH714   O01         24X 

a  BO-SI?,  B4/oa/i3i 


)?20155   "Turbine   Dldg    Tornado   Evaluation.  BGP    Topic    1II-S  Witifl    S. 
irnatlo  Loadings    " 
General   Public   Utllitlas   -   OPU   Service   Coi-p         B4/Q1/31         140pp 

m4  ooa,     »4x  Fieh«  50-219,81/03/13,9403220132 

10275  Oena-ric  Ltr  94-07   to  all    licensee*    of   BUR*  ft   procedural 
lance    for   pipe    r»plac»m»nt    at    DWR«  Bvc    list    enc.1 
HHUT,  0  e       Olvitlon  of  Licenslno       81/03/14.          Comironwaal  th 
mn  Co       20p|>       228a3'3B1.      H4X   Fith«;  BO-000.  34/03/14.  B403130B73 


— 5403130330    IE    Inap    Rapt    SQ-E 19/B3-26  on   B31 107-1831-  Vio lat  Ion.  noted 
failure    of   Surveillance    Procedure   643  &   O12i     "Fire    Pump 
Functional    Test"    to    incorporate    Tech    Spec    change. 

CdWOILL.C    ,     CONNER,  E   L         Region     1.     Office    of    Director  04/02/13 

lipp          23&O3     1B4         24X    Fichu    30-219,  B4/O2/S7.  B403130BA9 

3401110072    IE    Info  Notice    84-13.     "Potential    Deficiency    in    Motor 
Operated   Valve    Control    Circuits    &   Annunciation    "    Bvc    list 
oncl 

JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   8301031,        B4/OH/5a  Consolidated    Edison    Co      af   NIUI 

York.     Inc         113pp        239O9   239        24X   Fiche    30-000. 84/02/28.  B401 1 90072 

B403130O12   Forwards    IE    Insp    Rept   50-219/84-02  on   B4CM  1&-SO   No 
viola tl on i    observed 
MARTIN,  T    T        Division    of    Engineering   &   Technical    Programs,       B4/O3/O1 

FIEDLEF1.P    B        General    Public    Utilities   -   OPU  Service    Corp         2ap 
22641    S51          24X    Fiche    50-219,  B4/O3/01,  B4O31S001H 

— B403130017    IE    Insp    Hept    3O-219/3S-O2  on    B4011o-aO  No   vlolatinnB 
Identified    Major    areas,    inspected    rad latton  protection 
program. including    personnel    selection, qualification    b 
training    &    radiological    control    technician   qualification 
DflAQDUN,  T    ,     HICEHOUSE.H    ,     SHANBAWY,  M        Region    1,     Office    of 
Director         B4/02/3B        9pp         22641    S53         E4X  Flch*   SO-219.  B4/O3/O1, 
B4031 &0012 

B10B090007    IE    Info  Notice   B4-14,     "Highlijhls    qf  Recent    Transport 
Regulatory   Revs  bg    DDT  t,   WRC    "    Svc    list    eticl 

ORACE.J   N        Division    af   O.A,     Bafoguards    t<    Inspection   Proorami    (Post 
B30103)         B4/O3/02  Consolidated   Edison   Co      of   Neui  Vorti.     Inc 

ISOpp         22S52  329        24X   Fich*    30-000,  B4/O3/02,  a40aOW007 

8402090008    IE    Info  Notice   84-1A,     "Failure   of   Automatic    Sprinkler    Big* 
Valves    to  Operate    "    Svc    list    end 

JORDAN.  E  L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Past   830103)         Q4/O3/O3  Conjol idaUd    Edison   Co      of    Keui 

York.     Inc         122ap        2B3I93  0-!B        24X  Fiche    BO-OOO,  B4/03./02,  B402O9000B 

B40309QQ09    IE    Info  Notice    84- IS,     "Reporting    of  Radiological    Release*    " 
8vc    list    «ncl. 

JORDAN.  E  L        Division    of    Emergency    Preparedness    t,   SnotneerlMB 
neaponae    (Past   830103)         84/03/O2  ConsolUatid    Edison    Co      of    MIUI 

York,     Inc         119pp         23S33  H17.       B4X  Fiehe    30-000,  B4/O3/02,  B4Q209OO07, 

8403090011    IE    Info  Notice    84-17.     "Problems    M/Llq,uId    Nitrogen    Cooling 
Cotnpononts   Qelau  Nil    Ductility    Terns    "   Svc    list    end 
JDRD-AN,  E    L        Oivtiion    of    Emergency    Preparedness   t.  Engineering 
Reiponoe    (Post   S3O1O3)         04/03/03  Consolidated    Edison    Co      at    Neu 

YDrfc,     Inc         117pp         2BS33   336         24X   Fiehe    SO-000,  B4/O3/OS,  840209001 1 


'flas    that  Class    HI    f»a  rather    than   CI"it    IV    fee 
•  u)lthdr«uil   of   810313  application    for   Tech 
core    ipTflg    chargers    &    piping, Refund 


cense   Fee    Manaoenunt    Branch         B4/O3/1S 
Utilities    -  OPU  Service    Corp          Ip 
/O3/1S.  B403300304. 


FIEDLER. P    B 
.306        24X 


B403090O70    Ac*    receipt    at   B4O1E7    1 tr    Informing   HRC    of   steps    t^ken    to 
correct    violations   nnUfl    In    IE    Insp   Rept    30-HI9/B3-2&, 
DELUAMYifl  R-       Division    of    Engineering   *   Technical   Program*. 
B4/03/OS        FIEDLER,  P.  B         ffener«l    Public    Utilities   -  OPU    Service    Carp. 
Ip         23373   2B9        24K    Plche    80-319, 84/03/09.  B403090C-70 
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— 84O3Q90073  Respond!    to   NRC    B3122B    Itr    re    violations   noted    In    IE    Inap 
Hept    3Q-219/S3-23  Corrective   actions    chemistry    aurve 1 1 lance 
teat    program   revised    to    ensure    that    chemistry    surveillances 
Hated    d    completed    01    scheduled 

FIEDLERiP   B        General    Public    Utilities    ~   GPU  Service   Corp 
84/01/27        MARTIN.T   T        Division    of   Engineering    It  Technical 
Programs        2pp         32375   2<?0        24X    Flche    30-219.84/03/05.8403090070 


ft      Periodic    operating    reports    t<  related    correspondence 

8403260074    "Semiannual    Effluent   Release   Rept    for  June-Dec    19B3   " 
W/B4QS39    Itr 

FIEDLER, P    B         General    Public    Utilities    -   GPU   Service   Corp         B3/IS/31 
170pp         32749    202         S4X    Flche    50-219, B3/I2/31 . B40326Q074 


B4Q2090034    IE    Info   Notice   84-O9. Rev    1,     "Lessons   Learned    From    Inapt    at 
Flra   Protection   Safe    Shutdown   Sy »    "    Bvc    list    end 
JORDAN, E  U        Division   of    Emergency    Preparedness   &   Engineering 
Response    (Post   830103)         B4/03/07  Consoll doted    Edison    Co      of  Now 

York,     Inc          llBpp         22633    047         24X    Fiche    30-000,  B4/03/O7i  8402090031 

B4020900SS    IE    Info  Motiee    B4-IB.     "Stress    Corrosion   Cracking    in  PUR 
Bya    "    Bvc    list    one  1 

JORDAN, E   L        Division   of    Emergency    Preparedness   d   Engineering 
Response    (Post   B3O1O3)         84/03/07  Consolidated    Edison    Co      of  New 

York,     Inc          llBpp          S23B4.  106         24X    Fiche    30-000, B4/03/07.  8403090030 


0403020126  Monthly    operating    rept   for   Jan    1984  U/B4021O    Itr 

BARANiR    ,     FIEDLER, P    B         General    Public    Utilities    -   GPU   Service    Corp 
84/01/31         8pp         22443   OSS         24X   Fiche    30-319,  84/01  /31 ,  B403O20139 

B4Q301O236  NPDEB   noncomp 1  lane e   notification   on  B4O133,  dl scharge-lntake 
temp    difference    of    augment    offgas-neiu  raduaite    sys    cooling 
water    eteeeded    permit    limiting    condition   of   27  F  Svc  water 
pump   tt   HX   repaired 

FIEDLER,P   B    ,    DOUGLAS. M        General    Public   Utilities   -  GPU  Service 
Corp         B 4/02/21         QASTDN,  J         Neui   Jersey.     State    of         Spp         22432   263 
SIX   Flche    30-219.  84/05/24,8403010236 


B403160203  Ac  k    receipt    of    B40234    Itr    Informing    NRC    of    (taps    taken   to 
correct    violations    noted    in    IE    Insp   Rept    50-219/83-27 
MARTIN.T.  T        Division   of   Engineering   &   Technical    Programs        84/03/07 

FIEDLER, P   B        Denarii   Public    Utilities   -   GPU  Service   Corp        2pp 
22633    216         24 X    Flche    30-319, 84/03/07, B4Q316Q3Q5 

— 8403160208  Responds    to   NRC   840117    Itr   re    violations   noted    in    IE    Imp 
Rapt    80-219/B3-37   Corrective  actions    »upervisors    instructed 
to   verify    drain    plug    integrity    Temporary    rev    to   Procedure 
351    32   submitted    for   review 

FIEDLER. P    B        General    Public   Utilities    -   OPU  Service   Corp 
84/02/24         MARTIN.T   T         Division    of    Engineering    &   Technical 
Programs        3pp        22635   218        34X    Flche    30-219,84/03/07,8403160209 

8402090031    IE   Bulletin   84-02,     "Failures    of    OE   Type  HFA  Relays    In   Use    in 
Class    IE   Safety    Bys, "    Bvc    list    end 

DEYOUNC.R   0        Director's    Office,    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated    Edison   Co      of   Neui   York,     tnc 

134pp         22823  094        24X   Fiche    SO-OOO, B4/03/12, 84O2090031 

8403390099    Forwards     IE    Insp    Rept    SQ-EI9/84-04    on    B403Q7-10    No 
violation*    observed 
MARTIN.T   T        Division    of    Engineering   &   Technical    Programs        84/03/13 

FIEDLER, P   B        General    Public    Utilities    -  OPU   Service    Corp         2pp 
S3BQ6  330        S4X   Fiche    30-S19, B4/03/ 13,  B403290099 

— B4O3290104    IE    Insp    Rept    30-219/84-04    on   840207-10  No  violations 
IdHntified    Major    areas    Inspected    Intel-vice    Insp    program 
QRAY.E  H,  .    DURR.J.       Region    1,    Office   of    Director,       84/03/07        4pp 
22B06   332        24 X   Fiche    90-319,84/03/13,8403570099 


— 8403010261    "NPDES  Discharge   Monitoring   Rept    for  Jan    1984    " 
FIEDLER, P   B        General    Public   Utilities   -  GPU  Service   Corp 
84/01/31         3pp         22433   270         24X    Flche    30-219,  B4./02/24,  8403010236 

8403070203  Forwards    summary    rept  of  Uoodborer   Study    Program   from  June 
1973   through    19B3.per  83110B  agreement 

HEWARD,  R   U        General    Public   Utilities   -  OPU  Service  Corp        B4/02/2B 
LOMBARDCW  J        NRC   -  Mo    Detailed   Affiliation  Given        3pp        22333  354 
34X   Flche    30-519, B4/02/2B, B403070203 

8403160037    "NPDE8   Discharge    Monitoring    Rept, Fib     19B4  "   W/84Q3O9    Itr 

riEDLER.P        General   Public    Utilities   -  OPU  Service  Corp        84/02/29 
QASTQN,  J         New   Jersey.     State    of         Bpp         22652:313         24 X 
Plcha    30-219,  B4/OS/29.  B403160037 

B403230119  Forwards    19B3   ecological    studies   rapt    for    1983   l<   result! 
of    flah    kill    monitoring    program 
FIEDLER, P   B        General   Public    Utilities   -  OPU  Service  Corp        B4/03/29 

MURLEY.T  E        Region    1,    Office  of   Director,       lp        32731    001        24X 
Flehe    50-B19,  S4/02/29,  B403230119 

— 8403230122    "Winter   Outage    Fish   Sampling  Program  Rept,  Sept    1983   -  Aue 
19B3    " 

*  Oenoral   Public    Utilities    -  GPU  Service   Corp        B4/O2/29        20pp 
22731-002'     24X  Fiche    30-219,  B4/02/2?i  B4032301 19 

— 84032301B3   "Ecological   Studies  Progress  Rept.Sept    1982  -  Aug    19B3   " 

*  Ecological    Analy«tsr     Inc         B3/08/31         30pp         SS731    022         24X 
Fiche    30-319,84/02/29,8403230119 


8403200036  Forward*   R«v  0    to    "Masonry   Uall    Failure   Con«eq.uence 
Analysis"   &    "Oyster   Creek    Generating    Station   Containment 
Spray   8yi   Assessment    re    Postulated    Collapse    of    Reactor   Bldg 
Southeait  Stairuall    Masonry    Malls,"    per    IE   Bulletin  BO- 11 
FIEDLER, P, B        Oaneral    Public    Utilities    -  CPU   Service   Corp         84/03/14 

CRUTCHFIELD.D        Operating    Reactors    Pranch    5         lp        326B7    001        24X 
Flche    30-219,  B4/03/14,  8403200036, 

— B403300062  Rev   0   to    "Masonry    Wall    Failure   Consequence   Analysis    " 
BALUARD-M  F         Impell    Corp         02~037O-1132   ROO        83/08/31         116pp 
23697   003        24X   Flche    30-219,84/03/14,8403200036 

— 8403200067  Rev  0    to    "Oyster    Creek    Nuclear   Generating    Station 
Containment  Spray   8y»   Assessment   re  Postulated   Collapse 
of   Fl*actor   Bldg    Southeast   Btairuell    Masonry    Walla    " 
DE  «RASSI,G   ,    MARANTE.R    J         Impell    Corp        O3-0370-1139   ROO 
B3/10/31          49pp          226B7     119         24X    Flche    30-219,84/03/14,6.403200036 

6402090043    IE    Info  Notice   B4-19,     "Turo   Events    Involving    Unauthorliad 
Entries    into   PHR  Reactor   Cavitlei    "    Svc    list    end 
JORDAN,  E  L        Division   of    Emergency    Preparedness   &   Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Edison    Co      of   Neui 

York,     Inc         ISSpp,       82823,839        24X   FJche    30-000,  B4/03/21,  B4G2090Q43 

B.402090044    IE    Info  Notice   84-20,     "Svc    Life    of    Relays    in   Safe tu-Rtlated 
8ya,  "    Svc    Hit   ancl, 

JDRDANi  E  L,       Division   of    Emergency    Preparedness   It   Engineering 
Response    (Post   B301D3)         84/03/21  Consolidated    Edison    Co      of   Neui 

York,     Ine,       ISBpp,       32933    001        34X  Fl fihe- 30-000, 84/03/21,  040S090044 

B4032B0003  Forwards    evaluation    rept    re    deferment    of   masonry    uiall    mods 
(IE  Bulletin   60-11)    Evaluation   addresses    only    request    for 
defermant   of   mods    to    certain    ualls,not    ongoing    staff   revteui 
of    IE  Bulletin   80-11    responses 
CRUTCHFIELD,  D.       Operatino    Reactors    Branch    S        84/03/27        FIEDLER, P    u 

<3en*ral    Public   Utilities    -   GPU  Service    Corp         IZpp        33777    199,       24X 
FUhe,  30-219,  84/03/27.  8403280003 


8403300001   Monthly    operating    repl    for  Feb    19B4  H/840313    Itr 

DARAN-R    ,    FIEDLER, P   B        General   Public   Utilities    -  GPU  Service    Corp 
84/02/29         Bpp         2SBS2    111         24X   Flche    30-219, 84/02/39,  8403300001 

8403830110  Foruiards    "Study    of   Woodborer  Populations   Re  -Oyster   Creefc 
Generating   Station,  831021-840131- "    progress   rept    for   35th 
quarter 
FIEDLER, P   B        General    Public    utilities  -  GPU   Service   Corp        B4/D3/16 

MURLEV.T  E        Region    1,    Office   of   Director        lp        23731    072        S4X 
Fiche    30-219,94/03/16,6403330110 

— B4Q323Q112   "Study    of   Uoodborer  Populations   Re   Oyster   Creek    Generating 
Station, B3!Q31-B4QI3lr "    progress    rept    for  33th    quarter 
HILLMAN.R  E,  ,    BELMQRE,  C    I        Battel  le  Memori  al    Inltltute,     Pacific 
Northuest   Laboratories        Q4/01/3I        24pp        23731   074        24X 
Flche    30-319,84/03/14,8403230110 

8      Reportable    occurrences-    LERs   Ci  related   correspondence 

8303200133  Foruariis    Technical    Review  Rept  AEOD/T31S,     "Failure   of   3-tV 
Cable   Terminations    "   Failure    probably   caused    by    nick    in 
cable    Insulation 

CHIKAMAL.M        Reactor  Operatlnns  Analy*li   Branch        83/03/09 
BEVFRIT-K  V        Reactor   Operations   Analysis  Branch        lp        227B9  315 
24X   FUhe    50-319,83/03/09,0303800133, 


B4030102D6  NPDEB  noncomp 1  lance  notification- 
temp  difference  of  augment  offg«-new  radui 
uater  exceeded  permit  limiting  condition  r 
pump  &  HX  repaired 

FIEDLER, P   B    ,    DOUQLAS, M        General    Public   ' 
Corp        84/03/34        GASTQN,  J        Neui  Jersey, 
2.4X   Fiche,  50-319,  B4/02/24,  B40301021A 


— 8403010361  "NPDEB  Discharge  M 
FIEDLER, P  B  General  PublJ 
84/01/31  9pp  22432  27C 
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403070236   Fnllouiup.    Part    21     rept    re    defective    mechanical     inubbfr 
capstan    springs    supplied    by    Pacific    Scientific    Affected 
utlls    listed   Purchaser*   have    been   notified    &   advised    to    work 
directly    u/Patific    Scientific    in   disposition 

HDvI.L         MRS    IndmtrUs.      Inc          B4/D2/24         DEYtJUNQ,  R    c          Director') 
OfiCB,     Office    of    Inspection    and    Enforcement         Epo        SZ33b    279        S4X 
Fichff    30-000, B4/02/24,  84O3070256 


B4Q31303Sb   Forward's    response     to    B40112   request    for    addl     Info    re 
NUflEQ-0737,  Item    II    D    3.      "Post-Accident    Sampling    Sij  i    " 
Emero.enci|    Procedure    EPP-9,     "De-termination    of  Core    Damage 
Under   Accident   Cantf  i  t  loni  "    also   ere  1 

HANQAN,  C    V         Niagara    Mohauk    Pooler    Corp          B4/03/OB         VA8BALLO,  D   B 
Operating    Roaetors    Branch    3         ISpp        S260B   010         H4X 
Fiche    SO-S20,  BS/03/08,  8403130336 


4Q313020B  PNO-I-.B4~023  on    840306.  work  ar   repairing    lights    tn    turbine 
bids    sustained    radioactive    contamination    on   waist    &  head 
Incident    Investigated    i.   critiqued    Correctly*    actions   being 
reviewed    bij    specialist 

HlttlTZ.R    L    .     SHANBAK.Y,  M    .     BELLAMV.  R         Region     I.     Office     of    Director 
84/03/O7          Ip         aSfiOS   036         E4X   Ficlie    3O-S19,  34/03/07.  B4Q3  1  302OB 


I4Q32?OOOB  PNO-I-B4-Oa?   on    840323,  through-idal  1    cracy    discovered    on 
iii«ld    an    condensate    return    line   from   south    Isolation 
condenser-  Ho  repair    or   replacement    plans    formulated  Facility 
currently    shut    down    for   refueling   &  moil 

TH1PP,  L    .    KEIMIO.R        Region    1,    Office    of    Director        84/03/23         Ip 
32803   SB2         24X   Fie  he    30-219,  B4/O3/23.  8403390000 


—  B4O313D391    Rev   0    to   Emergencg    Procedure  EPP~9i     "Determination   of   Core 
Damage   Under   Accident    Condition!    " 

LEACH,  E   H    >     ROMAN,!    14         Niagara    Mohawk    Power    Corp         B4/03/3I 
023         24X    Fiche    30-S20,  B4/03/QB,  B4O31303B& 


B4O3190243   Notification    of    B4Q41B   workshop     In    Kino     of   Prussia.  PA    to 
diicus-t    iBEtaiis    learned    from   recent  App   R    fir*    protection 
safe   shutdown    Insp    fc    topics    deBcrlbed    in    IE    Info    Notice 
04-09  Agenda    far   morkshnp    end 

HURLEY,  T   E         Region     I.     Office    of    Director         B4/03/09         O'TODLG.JD 
Consolidated    Edison    Co      of   New  York,     Inc.       KOOER,  a   U        Rochester   OIB 
Si    Electric    Carp        KEMPERj  J   S        Ph  i  ladalpJi  i  a   Electric   Co        33pp 
2&67H   Q(,2         34X   Fiche    SO-000,  B4/03/0?,  S403190B43 


1103300074    PNE-1-B4-003   on    810324.  male    phoned    Jersey    Central     PoyeT 
&   Light    Customer  Bvc    Ctr    £•   notified    that   FFA  will    start 
domolishlng    plants    Oyster   Cre»k    implemented    eniar(iencu 
contingency    plan   &   TMI    Increased    security    avarenri-s 

HADDEN.M   ,     -JOVNER.  J         Region     1.     Office    Of    Director         B4/03/36          Ip 
33BSS   OBB         24X   Fie  he    30-000.  B4/O3/-2A,  8403300074 


Operator  Eliminations 


H030B0331    Bubmits   projected    requests    for    sitp   visits   to    conduct 
operator    licensing    =>am»    through    FVB7.per   B313E1    request   & 
Oeneric    Ltr    B3-W 
FIEDLER,  P  D        General    Public    Utilities    -  GPU  Service  Corp 

EIEENHUr.D   0        Dlvliiott    of    Licensing        2pp         BE5il-032, 
Fiche    90-S  19,  04/03/01,  840303023  L 


B4/03/O1 
24K 


1403370163   InfQrmE    that   jroviilons    of   Coda   Cases   H-341    b  N-356  re 
M15E  perennnel    qual  if  i  cation    will    be   adopted    Time    period 
for   r*q.ua  1  i  fl  cation    increased    to    3   yrs, 
FIEBLER.P    II         Qpneral    Public    Utilities    -    GPU   Service   Carp.        S4/O3/21 

EISENHUT.D  Q        Division    of    Licensing         Ip         23774    J4&        E4X 
Flcfie    30-217,34/03/21,  a403a701fi'S 


El-1032301  lib  Diicuim*   calculated    dose   ratas    dui    to    shine    from  reactor 
bltfs   atmosphere    to    control    room  t    security    bldg    following 
design    basis   LDCft- per    IE    In«p    Rupt   30-33O/B3-1.3   Dos*»    not 
eipected    to    exceed    9    rem    during    first   B   h    Falbauing   DBA 
HANQAN,  C  v        Niagara    Mohduk    Power    Corp         84/03/17        vASBALLO.D  B 
Operating    Reactor*    Dranch    2        Hpp         22730  333         24X 
Fithe-  30-220,  B4/03/1?,  B403H3O1 16 


I      Financ  Ul    Infnrmation 


a403a"!0177  Annual    Flnflrtiial    Rflpt    17B3  W/B40323    1  tr 

HAEHLrJ   Q    ,    DONLON.  W  J    ,    LEMPOEB.  T  E        Niagara    Mohauik    Pouir   Corp 
B3/12/31,       41  pp        ES30O   319.       24 X   Pi  cht,  90-EBO.  a3/12/31i  S403290177 


Insurance   t    indemnity    Information 


5403800036  ForniBrds   Endorsement   71    to  MAELU   Poiitu    MF-44 

RUBHNa8E-J  H        Niagara   Mohawk    POUIBI-  Caff        B4/03/2B        BALTZMAN.  J 
Assistant 'director    for    Btate    Si  Licensee   Relations        Epp         22777  021 
at*   Flchs    90-SHO.  B4/O3/?2.  H4O32S0036 


DOCKET  sa-aao  NINE  MILE  POINT  NUCLEAR  BTATIOM,   UNIT  i 

,     Beeur-ltLj,    rnaiJleal,     emergency    It   fife    protection    plant 

B4030A0036  Adviao'S    that   NltC    will    not   revleu   nnergen,cy   plans    to   dole  to 
privacy    or    proprietary    info    unless    spe-ciflcallij    requested    by 
licensee,  per   01O709   Generic    Ltr   B1-E7  M/o    requost, entire 
plan  uill   be  piacod    in   PDtt 

VASfirtLLO.D  D        aperatina   Reactors   Branch   2        B4/O2/1O        RHODE, 9   K 
Niagara   Mohawk   PDUIBT    Carp.       2pp        22323  337        24X 
Fiche    30-220, B4/02/ IO.  B403060036 

B4O313049i!>   Forwards    commsntB    on   630930  detailed    control    roam    design 
review   program   plan    ptr  Bi>ppl    1    to  NUHEG-0737  Specific    areas 
of    plan   not   described    in    enough    detail    to    ensure    that    plan 
will    meet    requirements,  In-progrets    audit    suggested 
VAS5ALLD, D   D        Operating    Reactors   Dranch    2        B 4/03/22        RHODE, 0  M 
Niagara  Mohawk    Power    Corp         13pp         aH&19. 348.       Z4X 
Fiche    50-220.  B4/02/2a. 


B403SBOCH7  Forwards   Ertdor somsnts   Q3   (<  Bt,    to   NELIA   F^allc-g    MF-161 
nUBHMOUE,  J   H        Niagara    MohflUh    Pouer   Corp        84/O3/22        BALTZMANi  J 
Assistant    Director    for    State    &  Licensee    Relation*        3pp         22776  357 
24X  Fl che- 50-220,  B4/03/Ha-B403Ea0047 


P.     Operating    license    ttage    documents   h   correspondence 


Q4O314D340  Bummaru    of    031210    meeting    u/OE   t>   Mark    I    Owner i    Oroup    In 
Bethe&daiMD  re   Mark    I    -containment   uetuel  t-dryojel  I    vacuum 
breaker    detlgn   methodology 

9IEOEL.,  B  L        Operating    Reactors    Branch    2        B4/02./2i  Operating 

Fiaactort  Branch    2        31pp         2  HAS  3    19B        34  X   Fi  ch*  :  50-OOO,  B4/02/21. 
3403140340 

840'30£i0247  Forwards    statusiclans   &    schedules    p*r   Centric    Ltr    B3-23< 
"Required    Actions    Rased    on    Qenerl-c    Implications    of   Salem 
ATWQ   Events   " 

MANdAW,  C    v        Niagara   Mohii^l    Power    Corp         54/O2/B9        VA8SALLO,  D  B 
Operating    Reactor*    Dranch    2        ipp        23515    199         24 K 
Ficlie    50-320.  04/03/29,  8403O60Z47- 


B403130006   Forwards    IE    fnsp    Rept    30-530/83-30   on   B31BW-B401 31    Mo 
vln latl ons   observed 

STAKOBTECHIrR        DlvUton    of   Project    b  Resident    Proorams-       84/03/27 
FiHQQE.O   K        Niagara    Mohauk   Pnuar  Curp        »pp         32615    169         34 X 
Ticlie   Sft-220.fl4/02/a7,  0403130006 


B4O3090QtO  FJemiti    fe*    for    Inch    Spec    amend    application    dtd    B40107t per 
840136   request 

HANOAM,  C   V        Niagara   Mohawk   Poujer    Corp         B4/02/27        DIOOB,  R  H 
Llciimn   Fee  Management    Branch         2pp         E2&76   O09         24 X 
FlchD    90-2204 B4/02/H9,  8403O9O04O 


—84 031 3002 1    IE    Insp    Ftept    SO-220/B3-30  on   63131^-840131    No    violation* 
identified  llajor    areas    inspected    licensee    action    on   previous 
Insp    f  ind  ing  »i  operational    nfety    verification,  physical 
aecurltiji  plant    tours   fc    surveillance    testing 

HUDBDH-S  D   ,    COLLINSES    J        Sejlon    I,    Office    of   Director        84/O3/Z2 
IHpIi        2261S   171         24X    Fiche'  30-220-  B4/OE/B7,  a4031300fli. 

010306043?  Forwards   inftrked-up    procedures   generation   pickage    for 
Implementing    symptom-baled    energencij    npHratlng    procedures, 
p»r   Sup  pi    1    to  NUREQ-0737. for    comment 

LEMPOES.T  E        Niagara  Mehawlt   Power   Corp        84/03/01-      VAflBALLO,  D  D, 
Operating   Reactors    Bratich    2         122pp        22308    143        S4X 
—  — —   --    — 'OI.B403040439 


Forwards    supplemantal   clarlfijlng    info    r»    spent    fuel    pool 
modi  based    an    review   of    ends    to  NRC    040201    Itr    providing 
Amend    54    to  License   DPR-63   Das*    tracking    sy»    mill    ba 
Inplamented    to  maintain    control    of   uorliar    uposures 
MANffAH,  C   V        Niagara   Mohauk    Power   Corp         84/03/01        VAS8ALLO.D.B 
Operating    Reactors    Dranch    S         Opp         23513    172,       24  X 
Fichu.  BO-22Q,  84/03/01,  B403060221 


Advties   that   Qffslta   dose   calculation   manual   uill    fat 
submitted   by   04D307 

MANOAN,  C   v        Niagara   Mohawk    Powfr   Corp         84/O3/01        VASSALLO,D,  B 
Dperatlng    Reaclort   Branch    3.        Ip         22318,  13O        S4X 
Flclie,  SO-E20.  B4/03/0  1,  Q4O306044A, 


tt»d   page  revs   to   tisue   2.  Rev  o   to    security   l> 
ilans, Pages    withheld 

«wk    power    Corp         B4/O3/OI.       MARTIHiT  T 
't   Technical    Programi         Ip        B2S79>  3S4        H4K 
109D063. 


B4031S0324   Notification    o-f    B10313   meeting    w/util    In  Bethesda   HD  to 
discuis    environ    qualification    of    equipment 

HERMANN. R   A,       Operating    Re*c tor*    Branch    S        54/03/03        VABALLO,  D  B. 
Operatlnf   Reactorf    Branch    8         Ip        22A1S, 360         34 X 
Fiche' 90-220i  B4/O3/O3,  B4O31KQ224, 
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27 


B40309O146  Withdraws    77O116   &   O713   applications    for   amend    to    Licenai 
DPR -63   Revised    Tech    Speci    re    dlasel    Instrument    satpoint 
logic   &   relief   valves   ulll    be    submitted    by    840401 
MANQAN.  C   V        Niagara   Mohawk    Power   Corp        84/03/05        VAS8ALLO,  D  B 
Pp Bra ting    Reactors    Branch    2          lp          22373   046         24 X 
Flche    90-220,  84/03/03,  B40309O146 


8403270176  Advises    that    final    status   rept   ru    equipment  qualification 
program    tn    be    supplied    to   Commission    by   B4O601.  per   030920 
Bubmittal 

MANQAN,  C    V         Niagara    Mohawk    Power   Corp         54/03/20         VAS9ALLQ.  D    B 
Operating    Reactors    Branch    2         lp         S2771    132         34X 
Flche    30-230,84/03/30, 8403370176 


B403120039  Forward*    results    of    safety    evaluation    of   NUREQ-0737,  I  tern 
II    K  3    IB   concluding    that    eliminating    high    dry we  11    pressure 
permissive    could    increase    severity    of    loSB    of    feeduiater 
transient    by    actuating    automatic    depressuri lat ion    igs 
MANOAN,  C   v        Niagara   Mohawk    Power   Corp        84/03/06        VABBALLQ,  D  D 
Operating    Reactors    Branch    2        3pp         32SB6  SBS        24 X 
Fiehe    30-220184/03/06,8103120039 


B4Q33000SB  Forwards   proposed   mod    to   existing    logic    for  automatic 
Initiation   of    diesel    generators   upon    loss    of   voltage  & 
degraded   voltage  Proposed    mod    Involves   physical    changes    to 
undervoltage   relaying    circuits    for   Pouerboards    102  tt   1O3 
NANQAN.C   V        Niagara   Mohauik    Fouler    Corp         B4/O3./27         VAS8ALLO. D    D 
Operating    Reactors    Branch    2         9pp         22821    103         24X 
Piche    30-530,84/03/27,8403300038 


B403090240  Summary    of    B40216   meeting    w/Northeast   Nuclear   Energy   Co, 
Boston   Edison   Co, Vermont    Yankee   Nuclear   Power   Co   &   Teledyna 
Engineering    Svca    in   Waltham,  MA  re    addl    Mark    I    torus 
structural    analysis    List    of    attendees    encl 

SHEA,  J  J        Operating   Reactors    Branch    5        BIEGEL,  B        Operating 
Reactors    Branch   2        B4/03/O7        CRUTCHF1ELD,  D        Operating    Reactors 
Branch    3        4pp        28372   B99        24X    Fiche    So-000. 04/03/07.  B403090Z40 

B4Q3130340  Forwards    offsite    dote   calculation    manual,  per   proposed 
radiological    effluent   Tech    Spec    dtd    B402Q1    Response    to 
Franklin   Research    Ctr    comments   re   S30301    offsite    dose 
calculation   manual    also    anel 

LEMPQEB.T  E        Niagara   Mohawk    Pauer    Corp         B4/03/07        VASBALLO,  D  B 
Operating    Reactors    Branch    2        6pp         22&0?. 134        24 X 
Fi  ch  e ' 90-22O, B4/03/07,  B403 1 30340 


Inspection   reports,     IE  Bulletins   It   correspondence 


B4Q3130006   Forwards    IE    tnsp    Rept   50-22O/B3-30    On    B3121<?-B401  31    No 
violations    observed 

STAROBTECK1.R        Division    of   Project    &  RHildent    Programs        B4/03/S7 
RHODE,  0   K         Niagara   Mo  ha  Lit    Power    Corp         2pp         22613,  |6«?         S4X 
Picho    30-280,84/02/27,8403130006 

—£3403130021    IE    Insp   Rept    30-220/B3-3O   on  B31219-H40131   Ma  violations 
identified   Major   areas    inspected    licensee   action    an  previous 
insp    find  ings,  ope  rational    safety   verification,  physical 
securi tyi p lant   tours   &    surveillance   testing 

HUDSON- S  D  ,    COLLINS,  a   J        Region    1,    Office    of  Director        B4/02/22 
12pp         23613    171         24X    Fiche    30-230,94/02/37,0403130006 


—  B403130349  "Offaite  Dose  Calculation  Manual 
it   Niagara  Mohawk  Pouer  Corp    84/03/01 
Fiche.  30-220,  B4/03/07i  H403130340. 


83pp 


22607    160         34X 


B4O31303S6  Forward*   response    to   B4Q1 12  request    for    addl    Info    re 
NUREO-0737i  Item    II    B   3,     "Post-Accident   Sampling    By«    " 
Emergency   Procedure   EPP-9,     "Determination    of   Core   Damage 
Under    Accident  Conditions"    also   encl 

MANOAN,  C    V        Niagara   Mohawk    Power   Corp        84/O3/08        VABSALLa,  D  B 
Operating  Reactors   Branch   2        I9pp,      22603  010       24 X 
Fichu    30-220,  B4/Q3/OB, B40313Q3B6 

— 840313O391    Rev  0   to    Emergency    Procedure   EPP-9,     "Determination   of   Core 
Damage   Under   Accident   Conditions    " 

LEACH.  E  H   ,    ROMAN, T  W        Niagara   Mohawk    Power   Corp        B4/03/31 
29pp          3S603   023         24X    Fiche    30-220, B4/O3/OB, B4Q31303B6 

840313Q27S  Generic   Ltr   84-07    to    all    licensees    of   DWR»   re    procedural 
guidance    for    pipe    replacement    at    BWRs. five    lilt    encl 
EIBENHUT,  D  0        Division    of   Licensing        B4/O3/14  Commonwealth 

Edison   Co        20pp        2B823   334.       24X   Fiche    30-000,84/03/14,8403130273 

8403ZQ0002   Foruiardi    Hit    of    items   under  review  needed    to    support 
refueling    outage   &    Items    not    ijet    submitted    by    utll 
MANOAN. C   V        Niagara   Mohawk    Pouer    Corp         84/03/19        VA3BALLO, D  D 
Operating    Reactors    Branch    2        2pp         22683  361        24X 
Fichu    30-220,84/03/13,8403200002, 

8403220129  Forward*   Rev    1    to    control    room  iiabi tabil tty    summary   repti 
per   B40131    Itr   d  THI    Action    Plan    Item   Hi    D  3   4   Main   it  earn 
line    break    eource    term   revised    to    correspond    to   Tech   Spec 
concentration    limit    of   23    uCl    total    Iodine    ptr    g    of   wat«r 
LEMPOEB.T  E.       Niagara   Mohawk    Power   Corp         94/03/1 -J        VASBALLO,  D.  B 
Operating    Reactor!   Branch    2        6pp         23716   OO1        24 X 
Fiche,.  so-aao,  84/03/17-  8403220139. 

8403220177  Responds    to   NRC    request    to    eiplain    operator   action    given 
draft    emergency    condenser   Tech   Spec    change    Operators  ulll 
take    Into   account   plant    condition   &   other    indications, 
besides    high    radiation   sfgnali before   manually    Isolating    sys. 
MANOAN,  C   V        Niagara   Ho haul    Power    Corp.       84/03/19        VAB8ALLO, D  B 
Operating   Reactors    Branch    3        2pp        22717' OH2        24 X 
FichB-  30-230,  84/03/17,  8403220177 


B401190072   IE    Info  Notice   B4-13,    "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuits  &  Annunciation    "   Svc    list 
•titl, 

JORDAN, E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        B4/OZ/2B  Consolidated    Edison    Co      of  Neui 

York,     Inc          113pp         S2909    239         24X    Fiehe    30-000,  B4/02/2B,  B401 190072 

B403260270  Rasponds    to    IE  Bulletin   8 3 -OB  West  ing  house  Tupe  DD   or    DS 
breakers   &  GE  Type  AK-2   breakers,  u/irndervol  tag  e    trip 
attachment*,  not    In   use  at    facility 

LEMPGES.T  E        Niagara  Mohawk    Pouer   Corp        84/03/Ot        DEVGUNO, R    C 
Director's  Office,    Office    of    Inspection  and   Enforcement         lp 
33734   282         24X   FIch»    30-220,84/03/01,8403360270 

B402090007   IE    Info  Notice   84-14,    "Highlights    of   Recent  Transport 
Regulatory   Revs   by    DDT  tt   NRC    "  Bvc    list    end 

QflACE,  J  N        Division   of   OA,    Safeguards   ii   Inspection  Programs    (Post 
B30103)        B4/03/02  Consolidated    Edison   Co.     of   NBU  York,     Inc 

130pp        02332  329        E4X   Flche   50-OOO.  B4/03/03,  8403090007 

B40B09000B   IE    Info  Notice   B4-14.    "Failure   of   Automatic  Sprinkler   Bys 
Valves    to  Operate    "    Svc    list    end 

JORDAN,  E  L        Division   of    Emergency    Preparedness   S>  Engineering 
Response    (Post    B3O103)          B4/O3/02  Consolidated    Edison    Co      of   Neu 

York.     Inc          12Spp         55333    07B         24X    Fichu    3O-000,  B4/03/O2,  64OSOTOOOB 

8402090009    IE    Info  Notice   84-13,    "Reporting    of  Hadlologlcal    Releases    " 
Svc    list   end 

JORDAN, E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/02  Consolidated    Edison   Co      of  New 

York,     Inc         119pp.       32333   217        24X    Fichu   90-OOO,  81/03/03, 84020900O9 

B402090011    IE    Info  Notice   B4-17.    "Problems  H/Liquid   Nitrogen    Cooling 
Components  Below  Nil    Ductility  Temp    "   6vc    lilt    encl 
JDRDANi  E  L        Division   of   Emergency    Preparedness  tt  Engineering 
Response    (Post   B30103)         B4/03/03  Consolidated    Edison   Co      of  NBU 

Yorki     Ine         117pp        22BS3   336        24X    Flche   30-000.84/03/03.  B402090011 

B40B090024    IE    Info  Notice   84-09, Rev    1.    "Lanons    Learned    From    Inaps   of 
Fire   Protection  Safe   Shutdown   Sys    "    Svc    list   «ncl 
JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/07  Consolidated    Edison    Co      of  Neu 

York.     Inc        llflpp        22633049        24X   Fiche   30-000.  B4/03/07,  8402090034 


8403300241    Request*   remittance    of   fee    for    review   of   840113   proposed 
Tech    Spec    changes    re    installation    of    protective   relaying    on 
outside    of   reactor    protection   &  reactor    trip    butt   motor 
generator   set. 

DICOB, R    M        Licenie   Pee    Management    Branch         B4/03/19        RHODE.  C   K 
Niagara    Mohawk    Pouer   Corp         lp.       Z2B4O  361         24X 
Fiche;  30-280,  B4/O3/11?,  B4033O0241 

340 323007 B  Provide*   addl    info    re  Type   C    testing    of    emergency    cooling 
reactor    cleanup    inboard    Isolation    valves   tt  method    for 
extrapolation    of    leakage    test   results    from   reduced    pressure 
to   accident    prenure. per   831101   Tech   Spec    amend    application 
MANOAN. C   v        Niagara   Mohawk    Power    Corp        84/O3/20        VASSAL LD. D  B 
Operating    Reactors    Branch    Z        2pp         2272A  333,       24X 
Fiche    30-230, 84/03/BO,  B40323007B 


840209003B    IE    Info  Notice   84-1B,    "Stress  Corroiion  Cractlng    In  PUR 
Sys   "   Bvc    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness  tt  Engineering 
Response    (Post  B301D3)        84/03/07.  Consolidated    Edison    Co      of  Neui 

York,     Inc         UBpp        22S84186       24X   Fiche   30-000, 84/03/07,  B40209002B 

B403120044   Forwards   revised    Inservice    insp   program  Pronram  will 
Incorporate    portions    of    19BO   edition   through    Winter    WBl 
addenda    of  Section   XI    of   ASME  Boiler  &  Pressure  Venal    Code 
Personnel    qualification    per    proposed   Tech   Specs    encl 
LEMPOES.T  E        Niagara  Mohauik    Pouer    Corp.      B4/O3/07        VABBA.LLO,  D  B 
Operating  Reactors  Branch   2       lp       22390  299,      24X 
Fichl' 30-S20. 84/03/07,  B40313Q044 


— B403130090  Revised    "Inservice    Insp    Program 
*      Niagara  Mohawk   Power   Corp        84/03/31 
Flche   flO-BKO.  84/03/07iB403120044. 


4pp         S239Q   290         24X 
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2070031     IE   Bulletin    84-02.     "Failures    at    GE    Type   HFA   Relays    in   Use     In 

la*3    IE   Safety  Bys    "    Bvf     list    enc  1 

EYDUNO. R    C        Director's    Office.    Office    of    Inspection   and 

nf  DC-cement         B4/03/12  Cnnjolldated    Edison    Co.     of    Ncui    York.     Inc 

34pp          22B23   O94         SIX    Flche    50-000,84/03/12,8403090031 

•3300295   Requests    remittance    of   fee    for    final    review  of   80OS02 
ubmittfll    (c  820730   rev  re    iniervlee    inap    program  *   requested 
•  lief    from  AS  ME  Code    Imp    requirements 

•ieOS.R    H       License    Foe  Management    Branch         G1/O3/1S        RHODE.  0  K 
Ugara    Mahauk    Pouer    Corp         Jf>         22644   313        24 JC 
1 che- 90-220,  84/O3/ 1 3,  S40330D293 

'323Q11&  Discusses    calculated    ante   rakes    dice    to    shlfi*    from    reactor 
tdg    atmosphere    to    control    room  4-   security    bldg    fol  loulng 
*slgn    basil   LOCA.per    IE    Insp    Ript    3O-220/B3-15    DOBBI    not 
xpectad    to   uxceed    5   i-em    during    first  8  h    folIouinB  DBA 
IAHOAN-C    V        Niagara    Nohawlc    Power    Corp         84/03/19         VASSAL LO,  D   B 
pirating    Reactors    Branch    3        Spp        22730   333        24X 
iche    50-220,84/03/19,8403230114 

'E090043    IE   Info  Notice   H4-19,.     "Tuio   Event*    Involving   Unauthoritad 
ntrle-s    Into  PWR  Reactor    Cavities    "    Svc    Hit   end 
iDRDANj  E  L       Division    at    Emergency    Preparedness    fr  Engineering 
e»ponie     (Poit    B30103K        84/03/21  Consolidated    Edison    Co      of   Neu 

ork,      Inc          133pp.        32SB3    229         24X    Flche    JO-OOO,  B4/O3/BI,  a*O309O043 

•2070044    IE   Info  Notice   64-20,     "Bvc    Life   of    Rel-ays    In   Safety-Related 
ij  i    "   Svc    Hit    end 

QRDAN.e  L       Division   of   Emergency    Preparedness    d  Engineering 
esponsa    tPoit    B30103)         fl4/O3/2l  Consolidated    Edison   Co      of   New 

ort,     Inc         133pp         23933   OOI.       24X   Flche    30-000,34/03/21,0402090-044 

3300131    Responds    to    TE   Bulletin  93-07   re    f al«i f  Ication    of    matl 

ertlficationi    by    Ray    Miller. Inc    Utll    received    no  matli 

rljlnatlng    from  Ray    Miller, Inc    through    any    intarmediar le« 

isted    in    IE  Bulletin  83-07,  Sup  pi    1. 

EMPGEB.T  E       Niagara    Mohaui*    Pouer   Corp        64/03/23        HURLEY,  T  E 

eglon     li     Office    of    Director         2pp         22 BED    030.        24X 

lihe    30-320,84/03/23,8403300151 

Periodic    operating    reports  &   related    correspondence 

3O7O194    "Radioactive    Effluent  Reloa*e    Semiannual    HeptiJul-Dec 

9S3    "    H/B40301     Itr 

EMPQEB.T    E        Niagara    Mahauk    Power    Corp         B3/1B/31         HURLEVi T   E 

eg  Ion    1,     Office   of    Director        52pp        BE  538    163        24X 

icha    50-220,83/12/31,8403070194 

313O031    Monthly    operatlnj    rept    for   Feb    I9B4  W/B403IO    Itr, 

OMAN,  T  M  ,    LEMPOESj  T    E        Niagara    Mohaulk  Power   Corp        B4/02/29        5pp 

23641.330        24X   Flche    50-22O, B4/O2/29,  34031 30051 

Reportable   occurrences     LtRs    b  related    correspondence 

331O043   Nonroutine    radiological    environ   operating    rapt    on    B40217, 

horellnB    ledlment    ufflple*    collected    in    Nov    19B3    indicated 

oncantrationi    of   Ci-137   &    8r-9O    exceeding    contra)    sample 

alues   Caused    by,    effluent    dischargeG  U/B40313    Itr 

EWPQES,!    E       Mlagara    Mohawk    Pouer   Coi-p        B4/OH/17        MURLEY4  T  E 

egian     1,     Office    of    Director,        3pp         2B707.O39         24X 

iche    30'220,B')/O2/17,B403210043 


DOCKET    80-233  UMIV-     OF   LOUELL    RESEARCH   REACTOH 

a       Inspettion  reports,     IE  Bulletins    t>   corre*pondenee 

B40330014S  Ael  reesipt    of  B4O307    Itr    informing   NRC   of    »tips    taken    to 
correct   violation*    noted    In    IE   Imp   Rept   90-223/B3-02. 
STftRDSTECKI,R        Division    of    Project   b  Resident  Programs,       64/03/26 
BEQHIAN.L  E       Lowell,    Univ      of,    Louiell,    MA        lp        22B3Q  030        24X 
FU  he:  30-223,  B4/O3/26.  04O3300163 

— 9403300169  Reiponds    to  NHC    B40209    Itr  re  violatloni   noted    In    IE    In«p 
flept    50-223/93-02  Corrective   action*   automatic   notification 
issued    to   committee  members   &  tickler    sui    Installed    to 
measure    control    &  regulating    valve    intervals 
HEQH1AN.L       Louiell,    Univ      of,    Louiell,    MA.      S4/03/O7 
STAROSTECKl.R        Division    of   Project  tt  Resident   Programs        2pp 
B2BHO   031         24X    Flche    30-H23,  84/03/S(.i  8403300165 


DOCKET   30-B24  UNIV      OF   CALIFORNIA  RESEARCH  REACTOR 

R      Periodic    operating    reports    &  related    correspondence 

8403190113    "Berkeley    Research    Reactor   Annual    Rept   of    Operation*,  19B3    " 
H/B403O?    Itr 
LIM,  T  H        California,    Univ.     of,    Burke/leg,    CA        B3/12/31,       MILLER,  J   A 

St«nd«ril£iatlon   t>   Special    Project*   Branch        llpp        22A40   04B,       24X 
Flche,  90-224,  S3/1S/31.84031S01 13 


DOCKET   50-335  RPI   CRITICAL   EXPERIMENT 

F      Security,    medical^     emergency    t  fire    protection   plans 

8403060204    Proposed    emergency    plan    for   License   CX-23  W/B40aod    Itr 
WICKB.  F    ,     HARRISiD,       Ren»»«laer  Polytechnic    Initltuta,     Troy,    MY 
B4/03/2?        THOMAS,  C   O       Btandardi zatlon  d  Special    Projects    Branch 
22pp         B2317   134         24X  Fl  ch  e' 30-223r  84/02/39.  3403060204, 

R      Periodic    operating    reports    d  related   correspondence 

0403300229  "Annual  Ropt  of  Td*ti  *•  ElpBrlmentu Mar  19B2  -  Feb  19B3  " 
HICKB.F  ,  HARfilS.D  R  Ronsselaer  Polytechnic  Institute.  Troy,  NY 
B3/02Y3B  2pp  22690  164.  34X  Flche  30-233,  B3/O2/2B,  040330022'? 

B40326O156    "Annual    Operating    Rept, Mar    19B3  -  Mar    19B4   " 

WICKS.  F   .     HARRISrD   R        Rensielaer    Polytechnic    Institute,    Troy,     NY 
B4/03/O1  Region    1,    Office   of   Director,       4pp        22730   33?        24 X 

FIcha    30-223,84/03/01,  S4O3S60136 


DOCKET   80-237  DRESDEN  NUCLEAR    POWER    STATION.    UNIT  2 

F      Security,    medical.,     emergency   &   fire    protection   plans 

S4O3030O04    Forwards   FEMA  B4O2O6    Itr    li   Final    aierelse    evaluation*    on 
B30914    off«ite    emergency    preparedness   exirclaa. 
Reeommenilations    from   rept    do    not   affect   approval    of   plan 
PAPERieLLO.C  0        Region  3,    Office    of   Director        B4/02/29        REED, C 
Commonuiealth  EdlsDn   CD        2pp        22490   340        24X   Flche,  30-337,  64/03/29. 
B4O3D3O004 


314O122   Part  SI    rapt    re    status    update    concerning    abnormal    uear  on 

inear    converters   Teit    program  underuay    fiesult*    op 

nvsstlgatlon    indicate    eicetsive   uear   tauietf    by    hunting    of 

ontrol    circuitry 

ODBOM.  J  P       Pacific    Air   Products    Co        B4/O3/O7  Director's 

ffice.    Offici    of    lnip»ctlon   and    Enforcement         7pp        B2624.  OiB       24-X 

Ichn    30-000,  B4/O3/09,  B4031401H2 


3190135   PNS-I-S4-002   on   S40312. bomb   threat    received    from 
nldentifled   caller   Site    emergency    &  safeguard*    contingency 
Ian    requirements    Implemented   Public  areas    (<    cite    protected 
rea    searched  u/negatlve    flmllnas 

ADDEW, D    ,    JOYNER.J        Region    1,    Office    of   Director        64/03/12 
2674-39S        24X   Flche    30-22O,  B4/03/12,  840317O139, 


3230073  EN-B4-019  nn    B4032O.  noti  cff    of   violation  tt    proposed 

reposition   of  civil    penalties    in    amount    of   *  190, 000  uill    be 

siuvd    to    liceniee   Action    based   on    failure    to   maintain 

ontalnmint   integrity    tr   failure    to    conduct    surveillance 

RAIQ.J   .    AXELRAD,  J.       Director's   OFPU*,    Office    of    Inspection   and 

nforcement       B4/O3/13        Sap        a371H'aoa,       34X    Flche   80-320,64/03/15, 

403330073 


B4O3120033   AdvUes    o-f   B40323    regional    uorkshop    In  Roitmont,  IL  u/all 
Region    III    licensees    to   dlicun    fire    protection    safe 
ihutdoiiin    r-Biiulrefflent*   of    1OCFRSO,  App    R   Agenda    encl, 
SPESSAHD.R   L,       Division   of    Emergency   Priperedneis    fc  Operational 
Support        B4/Q3/0&        REED,C        Commonuieal th   Edlton    Co        3pp. 
239B5   3SS        24X  Fiche'  BO-O1O,  B4/03/06,  B4031200B3. 

B4O3130O92   Forwards    result*    of    In-progris*    audit   of    detailed    control 
room  daslgn  revieu  Lit  11   pursuing   course   of   review  which  NRC 
believes    will    satisfy   requirements   of   Buppl    1    to  NUREO-0737. 
CRUTCHFIELO.D        Operating    Reactor*   Branch    S        84/03/14        FABRAR, D  L 
CommnnueaUh   Edison  Co         llpp        £2643  002.       24X   Flch«.  30-237, 
B4/03/14.B403130092 


0      Adjudtcatory    correspondent e 


Q4O2230137  Order    extending    time    until    B40B2S   for   Commisiion    to   act    to 
rcvleu   Director's    Decision    DD-B3-14 

CHILK,  S  O        Of  flea    of    the    Secretary    of    the   Commission        84/02/21. 
Comml"lon»r»        tp.       22337.363.      34X    Flche    30-000,84/02/21, 

3402230137 
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H4O3Q1Q23B  Order    eitendlng    time    until    B403OS    For    Commission    to   act    to 
revleut  Director's    Decision   DD-B3-14   &  831029    decision 
denying    request   of   Environ    Policy    Inst 

CHILK.B   J        Office    of    the   Secretary    of    the    Commission        84/02/28 
Commissioner!          Ip          32434    210         24X    Flche    SO-OOO,  B4/O2/BB, 
B40301023B 


94Q313040O   Forwards    B40210   responses    to   Generic    Ltr    B3-35    clarifying 
TMI    Item   II    K  3  31    Utll    concur!  ui/NRC  position    Ite-m  should 
be    closed 

RYBAK.B        Commonwealth   Sdlson  Co        84/03/02        EISENHUT,  D   Q        Dlvisi 
of    Licensing         2pp         23613    143         34X   Fiche    30-000,  B4/03/O2, 
Q403 130400 


8403090069    Informs    that  Commission    unanimously    declined    to    review 
Director's    Decision    DD-B3-14    Time    provided    by    NRC 
regulations   within   which    Commission   may    act    to    review 
expired    Decision    became    final    agency    action    on   040303 
CHILKiS   J        Office    of    the    Secretary    of    the    Commission        B4/03/09 
CELEBREZZE.  A   J         Ohio,     State    of         2pp         32373330         E4X 
Fichu    SO-OOO,  84/03/08,  B4 03 09 0069 

8403090074    Informs    that  Commission   unanimously    declined    to    review 
Director'!    Decision    DD-B3-14    Time    provided    by    NRC 
regulations    within   which    Commlislon  may    act    to    review 
expired    Decision   became    final    agency   action    on    640303 
CHILK.B   J        Office    of    the   Secretary    of    the   Commission        84/03/08 
MILLAR, F,       Environmental    Policy    Institute         Ip         22979   29S        24X 
Fiche    50-000, 84/03/OB,  B403090074 

B403Q90113    Informs    of    Commission   decision   not    to   review  Director's 
Decision    DD-B3-14   Time    for   Commission    to   act    expired   on 
840309  W/o    end 

CHILK.B,  J        Off Ic*    of    the    Secretary    of    the    Commission        84/03/OB 
REBNIHQFF, M        Sierra   Club         Ip        22376  07?        24X 
Fiche' 90-000. 84/03/03,  B4030901 13 

P      Operating    license    stage    documents    &  correspondence 

84030701B3  Resubmits   response    to  BEP   Topic    VII-1    A.     "Isolation   of 
Reactor    Protection   Sys    from   Nonsafety   Bys, Including 
Qualification    of    Isolation    Devices    "   Page   3    omitted    from 
original    response 

RYBAK.fl       Commonwealth  Edison  Co       84/02/13       CHERY. D       Division  of 
Licensing         Ip         33568  319        24X   Fiche    30-237,  B4/02/13,  B4Q30901B3 

— 8403070191    Responds    to   SEP   Topic    VII-l    A,     "Isolation   of    Reactor 
Protection   Sys    from  Nonsafety    By s, Including    Qualification 
of    Isolation   Devices    "    APRM    Inputs  will    have   Class    IE 
isolators    rated    at    1    meg-ohm  M/separate    pouier    supplies 
RYBAK.B         Commonwealth    Edison   Co          137BA         B3/OB/03         GILBERT,  R 
Operating    Reactors    Branch    5        4pp        22368   320        24X 
Fiche    50-237,84/02/15,8403090183 

— 8403070194  Forwards    Info    re    SEP   Topic    V1I-1    A,     "Isolation    of  Reactor 
Protection   Sys    from  Nonsafety   8yi, Including    Qualification    of 
Isolation    Device*, "    In    response    to   801022    request 
JANECEK, R   F        Commonwealth    Edison   Co        81/01/21        LAINAS,OC 
Assistant    Director    for    Safety   Assessment,       22pp        2256B,  324        24X 
Fiche    50-237,94/02/15,0403090183 

6403020037  Notification    of    contract    execution      "Dresden   t.  Perry 
Simulator  Leasing, "   awarded   to  BE 

JEBBUP, B        Technical    Assistance   Contracts    D ranch        FIN   D-S713 
84/02/17        HAVINS.O  H,       Director'*    Office,    Office    of    Inspection   and 
Enforcement         Ip.       22491    045        24X   Flch*    30-000,84/02/17,8403020037 

— B403020043  Contract      "Dresden   &  Perrg    Simulator    Leasing,  "    awarded    to 
OE 

PIERCE, R    L         general    Electric    Co         MORTON, K    V         Division    Of 
Contracts        FIN  B-8713        B4/02/17        38pp         22471    046        24X 
Fiche    30-000,84/02/17,  B4Q3020037 

B40314034O   Summary    of    B31215  meeting    u/QE   &  Mark    I    Owners    Oroup    In 
Bethasda,MD   re   Mark    I    containment   watwel 1-dryiueJ  1    vacuum 
breaker    design   methodology, 

8IEOEL, B   L        Operating    Reactors   Branch    2        84/03/21  Operating 

Reactors.   Branch    2,       Slpp,       22635    19B        24 X   Fiche    30-000,  B4/02/B1, 
8403140340 


840313O41O  Application    for    amend    to  Licenses   DPR- 19   t,  DPR-23 ,  revl  sing 
Tech   Spec    Table   3  7    1    to    require  mln   addition   of    four   LPC I    t 
tiiio   torus   sprag    suction   valves 

RYBAK.B        Commonwealth    Edison   CD        84/03/03        DENT  ON,  H  R         Office    of 
Nuclear    Reactor  Regulation,     Director        2pp        326 It  051         E4X 
Flche    3O-237,  B4/03/O3,  B4O3I3O410 

— 840313041B   Proposed    changes    to   Tech    Spec    Table    3   7    1    to    require    mln 
addition  of    four   LPCI    1    two   torus    spray    suction   valves 

*  Commonwealth   Ed  la on    Co        84/03/05        IQpp        32416  033        24  X 
FichE    30-337,  B4/O3/O5.  8403130410 

B4O3150040  Forwards   reijuest    for   addl    info    to   support    conclusions    re 
current    design   codes   &  criteria  &    load    combinations    In 
B20Q02    Itr   per    integrated    plant    safety    assessment    rept 
CNUREO-0823) 

CRUTCHFIELD.  D        Operating    Reactors   Branch    3        B4/03/07        FARRAR.D   L 
Commonwealth   Edison    Co        Bpp        33643  084        24X  Fiche  5C-- 237.B4/03/09, 
84031 30040 

— B403130D49   "Review   of  Licensee  Response    to   Design   Codes ,  Da  sign 
Criteria   (<  Loading    Comb  Inatlons,  Dresden  Nuclear   Power 
Station  Unit   2,"    draft    supplemental    technical    evaluation 
rept 

8TILWELL,  T  C    ,    DARWISH,  h  ,     HALLO,  E  U       Frantlln    Institute/Franklin 
Research  Center        NRC-03-B 1-130        TER-C3306-425        B3/ 11/13 
PERBINKO.D        NRC    -  No    Detailed    Affiliation  Given        36 pp 
B2643    092         24X    Fiche    30-237, B4/O3/07,  B403130040 

8403130373  Oenarlc   Ltr   B4-07    to   all    licensees    of   BWRs  re    procedural 
guidance    far   pipe   replacement   at   DWRs   Svc    list   encl 
EISENHUT,  D,0        Division    of  Licensing        84/03/14  Commonweal th 

Edison    Co         20pp         22823    334         24X   Flche    30-000,  B4/03/I  4,  S4031  S037S 

6403220133  Application    to  amend   Licenses   DPR- 17  t  DPR-25r ravl sing 
Tech    Specs    to   update   snubber    tables    to   reflect   additions, 
deletions   b  other    changes 

RYBAKiB        Commonwealth   Edison   Co        S4/03/13        DENT  ON,  H   R         Office    of 
Nuclear   Reactor  Regulatlun,    Director        3pp        82715   33B        H4X 
Flche    90-237.84/03/13,8403220133 

— 8403330138  Proposed    Tech    Bpeci   updating    snubber    tables    to    reflect 
additions,  deletions  It  other   changes 

*  Cammonyealth   Edison    Co        84/03/19        SOpp        22713  341         24 X 
Flche, 90-237,  84/03/19,  8403220193 

B403270130  Application   for    amend    to   License   DPR-23,  changing    Tech    Spec* 
to    eitend    certain  IWLHOR    curves    to   40,000  MUoVST, 

RYBAK.B        Commonwealth    Edison  Co        84/03/17        DENT  ON,  H   R         Office    of 
Nuclear    Reactor  Regulation,     Director        2pp        22774    129        E4X 
Fiche   30-000,84/03/19,0403270130 

—8403270136  Errata  !•   Addenda    Sheet   •).  replacing   Paje    4-14    to    "LOCA 
Analysis   Rept    for    Dresden   Units  2  &  3  (.  Quad   Cities    1    &    3 
Nuclear   Power   Station!    " 

*  general    Electric    Co         NEDO-24146A   ERR    09         87/01/31          Sfp 
22774    133         24X   Flche,  30-000,  84/03/19,  B403270130' 

8*03220047  Forwards    corrected    Page   43   to  Amends   Bl   fc  73   to    Licensas 

DPR-19   fc   DPR-28,  ruspectlvelyi  which    failed  to    include 

Footnote    11    ro   verification    of   time    delay  setting    betweiEi 
3  h  7    s 

CRUTCHFIELD,  D        Operating    Reactors   Branch  3        84/03/20        FARRrtH,  D  U 

Commonuiealth   Edison   Co        4pp        22712   197  34X   Fiehe   5O-237.  B4/O3/20, 
8403220047 


8403030119  Forwards    supplemental    response    to    Generic    Ltr    83-28, 
"Required   Actions   Based    on   Generic    Implications    of    Salem 
ATMS  Events   " 

BARNEB.P  L       Cammonutalth   Edison  Co       84/02/29       DENTON.H  R       Office 
Of  Nuclear   Reactor   Regulation,    Director        2&pp        824B8   OB4        24X 
Fiche:  30-000,  B4/02/27.  84030501 19, 

B403130O70  Forwards   proposed   resolution  of   environ   qualification  8ER 
&   Franklin  Research    Ctr    technical    evaluation    rept    open    Item 
deficiencies   Final    BER    should    be    Issued    to    Indicatf 
resolution    of    program   deficiencies. 

RYBAK,  B        Commonwealth    Edison   Co        84/02/9?,       DENTON,  H   R.       Office    of 
Nuclear    Reactor   Regulation)     Director,       4<bpp         22603-133        24X 
Flehe.  30-337,  B4/02/H7,  B403130070 


Q      Inspection   reports,     IE   Bulletins   h   correspondence1 

B403120134   Foruards    IE    Insp    Repts    90-237/84-01,30-249/84-01, 
80-234/84-01,30-265/84-01,50-293/84-01    t,    30-304/B4-01    on 
B 4 0203- 1 4  No  noneomp 1  lance    Identified 

BHAFER.W  D       Region   3,    Office    of   Director        B4/02/23        REED.C, 
Commonwealth   Edison   Co        2pp        22390  090        24X  Flche   30-OOO,  B4/O2/23. 
B40312Q134 

— 8403120137    IE   Insp    Repts    30-237/04-01,30-347/84-01,90-284/84-01, 
30-263/84-01,80-273/84-01    h   SO-304/B4-01    on  840203-14   No 
noncomplianci    or    deviations    Identified   Major   areas 
Inspected    allegations    of    Improper   operation 

CHRIB90TIMDS.N  •    TON8UE,  T   ,    HDLZMER,  M        Region  3,    Office    of 
Director        B4/02/21        4pp        22390  092        24X  Flche   30-000,84/02/93, 
B403120134 
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B4O3050Q43   Forwards   Rev   O  to      Corporate    Regulatory    Performance 

Improvement    Plan    "   Plan  designeO     to    heighten    enployee 
aiuarene-ss   6   strengthen    corporate   ability    to    improve 
regulatory   performance 

THOMAS,  Q         ComrnonuBaltfl  Edison   Co         B4/C-2/24         KEPPLER,  J    O         Region 

3,     Office    of   Director  3pp         2349O    139         24X    Fich*   30-000,84/03/24, 
3403030043 


— 8^103230136  Rev  0   to    "Corporate  Regulatory   Performance    Improvement    Plan 
For   Dresden, Quod   Cities,  Zlon  it  LaBalle   Operating   Nuclear 
Stations    &  Byron  b  Braiduood   Project   Operating 
Organ! lationi    " 

«      Commonwealth    Edison    Co         84/02/29         2Spp         22730    169         24X 
Flcho    90-000,84/03/20.  B403230QBB 


--3403030046   Rev   O    to 
Plan     " 

«      Commonwealth    Edison    Co         04/D2/39 
FUhB    50-000.34/02/24,8403030043 


porate   Regulatory    Performance    Improvement 
22pp         32490    142          24X 


3403120070   Forwards    IE    Insp    Rept    SO-237/B4-O2    on    B4O110-26    &    notice 
of   violation 

WORELHJSiC   E         Division    of   Project    ti   Resident    Programs          94/02/24 
flEED.C         Commonwealth    Edison    CD         2pp         32391     133         24X 
Fiche    30-237,84/02/24,3403120070 

— S403130073  Notice    of    violation    from    Insp     nn    B4O1 1O-26 

NORELIUS.C   E         Division    of   Project    i   Resident    Programs          B4/02/24 
2pp          2251?!     133         24X   Fiche    50-237.84/03/24.0403130070 

— 6403120079    IE    Insp    Rept    50-237/B4-O2    an   S40110-2i   Noncnmp  1  lance    noted 
failure    to    Potion;    control    rorf    sequence    procedure    & 
out-of-svc   procedure,  resul  ting    in    skipping    2D   steps 
TONGUE,  T  M   ,     STASEK,  S    .     WALKER. R    D         Region    3,     Office    Of     Director 
B4/02/22        Bpp        23591     137         34X   Fiche    50-237,  34/02/24.  B403120O70 

B40119007a    IE   Info  Notice   84-13,    "Potential    Deficiency    in   Motor 
Operated    Valve    Control    Circuits    k  Annunciation    "    Svc    list 
encl 

JORDAN.  K   L       Division    at    Emergency   Preparedness   !i  Engineering 
Response     tPost    B30103t          B4/03/2B  Consolidated    Ettliotl    Co      of    New 

York,     Jnc          I15p.p         22909   239         24X    Fiche    50-000,34/02/26.9401190073 

B4O209Q007    IE   Info  Notice  B4-14,     "Highlights    of   flecent  Transport 
Resulatoru   Revs    by    DOT   !,    NRC    "    Svc    list    encl 

GRACE,  J  N       Division    of   OA.    Safeguards   &    Inspection  Program!    (Post 
B30103)          64/03/03  Consolidated    Edison    Co       of    Neu   York,     Inc 

130pp         32332   329        24X    Fiche    SO-OOQ,  S4/03/03,  B4Q209QOO7 


H4O3260196  Forwards   response*    to    IE  Bulletin   B3-07.     "Apparently 
Fraudulent   Products    Sold    b\j    Ray   Miller.  Inc    "   Quad    Cities 
supplied   uVpiping   matli    from   Ray   Killer.  Inc    during    const 
Evaluation   encl    Concerns    of    IE  Bulletin    B3-Q6    satisfied 

BARNES,  P  L  Coramonuisalth  Edi»on  Co  B4/03/20  KEPPLGR.  J  0  Region 
3,  Office  of  Director  19pp  227 Si  IBS  24X  Fiche  5O-000, B4/03/2O, 
B403260196 

B402090043   IE    Info   Notice    84-19.     "Tuo  Event!    involving   Unauthorized 
Entries,    into  PUR   Reactor    Covltiei    "   Svc    Hit    encl 
JORDAN.  E,  L        Division   of   Emergencu   PraparedneBt   t<  Engineering 
Respon«e    (Post  B30103I         B4/03/S1  C-onsolidated    Ediion    Co      of  N«u 

York,     Inc         123pp        22B23  SS9        24X   Flcjie    30-000,  S4/03/S1,  S402090043 

B402090044   IE   Info   Notice    B4-2Q.     "Svc   Lif«    of   Relagt    In   Safety-Related 
Sui    "   Svc    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparednei*    Ii   Engineering 
Response    (Post  B30103)         B4./03/21  Consolidated   Edison    Co      of   Neu 

York,     Inc          13Spp          22933   001         24X   Flehe    30-000,  S4/O3/21.  B40BO70044 

8303370114  EN-B3-Q76A    on   B40323, order    Imposing    civil    monetary    penalties 
In  amount   of   «SO,  000   Action   basvd    on    failure    to   classify 
toruB~to-drgiuel  1    vacuum    breaker   actuation   arm    shaft    seals 
under  App   D  Mitigation   of    B3111S   penalty    unui«rranted 

KLINQLER.O  ,  AXELRAD, J  Director'*  Office.  Office  of  Inspection  and 
Enforcement  84/03/23  ID  23774  OS1  24X  Flche  30-237. S4/03/33, 
B403270114. 

R      Periodic    operating    report a    &  related    correspondence 

9403060099   "Rept   of    Radioactive  Effluents.  Jul-Dec    19B3  "    W/94021S    Itr 
SCOTT- D   J        CommanuiBalth    Efllion   Co        B3/12/31        KEPPLER.  J   0        Region 
3,    Office   OF   Director         17pp        B3306  245        34X   Tiihe    SO-010,  B3/12/31, 
B4030&OO79 


3402090006    IE    Info    Notice    B4-I6,     "Failure    of    Automatic    Sprinkler   8u:s 
Valves    to    Operate    "    Svc     list    encl 

JORDAN,  E   L       Division    of    Emergenci/   Pre  paredn.es  B  A    Engineering 
Response     (Post    B30103I          B4/03/O2  Consolidated    Edison    Co      of   Nfltu 

York,     Int          ISSpp         22553   09B         24X    Fiche    30-000,34/03/02,3402090000 


34O30B0197   "Ftept   of    OccupaitlDnal   Penonntl    Radiation   Dose».  19B3    " 
M/B40S27    Itr 

SCOTT, J    S         CDramonuealtn    Edison   Co         B3/12/31         CASE,  E    0         Office    of 
Nuclear    Reactor  Regulation,    Director        J3pp         22399  O99         24 X 
FichH   90-ODO.  B3/13/31i  B4030B0197, 


B402090009    IE    Info    Notice   84-15.     "Reporting    of    Radiological     Releases    " 
Svc    list    encl 

JORDAN,  E   L       Divlnon    of    Emergency    Freparednns  t,    Engineering 
Response     (Post    B301D3)          Bfl/03/02  ConBulldated    Edison    Co      of    Now 

York.     Inc          ll'Jpp         22-553   217        24X    Fiche    50-000,34/03/02,6402090009 

34O2090011     IE   Info   Notice    S4-17.    "Problems   W/Linuld    Nitrogen    Cooling 
Components    Dslou   Nil    Ductility   Temp    "    Svc     list    end 
JORDAN. E   (.         Division    o>f    Emergency    Preoaredness    i    Enginearing 
Response    (Post   B30103)         84/03/D5  Consol  i  dated    Edison    Co      of   NBLI 

VOF*.     Inc         117pp         22553   336         24X    Flthe    50-000.  B4/03/05,  B40209001 1 


B403220120  Annual  uhole  body  e«ternal  eiposures  for  19B3  W/B40316  Itr 
RYBAK.B,  Commonwealth  Ediaon  Co  B3/1H/31  7pp  52716  007  24X 
Flcha  30-000,83/12/31,8403320120 

B4O3t30015  Monthly    operating    repts    for   Feb    19B4   H/B4.0301    Itr 

SCHROEDER.Q   A   ,    SCOTT.D   J        Commonniealth   Edison   Co        04/02/29        17pn 
22614   344        24X    Fiehe    50-S37, Q4/02/29,  B403130015 

S      Reportable    occurrencesi    LERs   t<  related    correspondence 


B402090034     IE    Info    Notice    B4-09.  Rev    !.     "Lessons    Learnad    Frnm     InBp«    of 
Fire  Protcetioti   Safe    Shutdown  Sys    "    Svc    ligt    encl 
JDRDAW.  E  L        Division    of   Emergency    Preparednasi   8.  Engineering 
Response     (J>ost    B30103)          B4/03/O7  Consolidated    Edison    Co      of    Neu 

York,     !nt         HBpp         22633   O4  9        34XFlche    50-000.  B4/03/O7,  3402090024 

8402090028    IE    Info   Wotice    94-18.     "Strass    Corrosion    Cracking     in   PWR 
Bys   "   Svc    list   encl 

JORDAN.  E  L       Division    of    Emergency    Preparedn*s  B  IV  Eng  in«ei-  ing 
Response     (Post    B30I03J          B4/03/O7  Consolidated    Edison    Co      of    Neu 

Yorli,     Inc         UBpp         225B4    1B6        24X    Fiche    30-000,  84/03/O7,  B402090028 

B40209003I    IE  Bulletin  S4-Q2,     "FalSures   of    (JE  Tupe    HFA  Relay*    in  Use    in 
Class    tE   Safety   BUS   "   Svc    lilt  encl 

DEVOUNQ.  R  C       Director's    Office.    Office   of    inspection   and 
Enforcement       B4/03/12  Consolidated    Etfison    Co      of  Neu    York.     Inc 

I34pp         22B33   094        24X    Piche    50-OOO,  B4/O3/12J  B4O20W031 

84032300BB  Ack    receipt   of    regulatory    performance    improvement    plan 
Periodic    meetings  requested    to  dlseuss    progress    on    pronram 
ti   provide    feedoact 

KEPPLER.J   O        Region   3,     Office   of    Director         B4/03/20         THOMAS.  B 
340323  oSs""   Et"S°n   C°          'P         ^^    'tl          24X   F"=ne-  30-OOO,  a4/03/BO. 


ForardS   CDrE°rate   reaulatoru    perfor^nce    improvement   plan 
CammonuealtA    Edison    Co         B4/Q2/24         KEPPLER.J    Q         Region 


84032700B9  Supplemantal   LER    B3-OBO/03K-1    on   B31 134, of foas    log    rad 
monitor    2-1703-A   delivered    offgas    high    *l«rm   fc    high    alarm 
spited   &  drifted    tfounscale    Caused    by    burned    out   retlstor 
Pounr   supply    Installed   &   monitor    calibr.  VJ/B40307    Itr 
WOJTULEWICZ.T   ,    SCOTT.D   J        Commonuital  th   Edison   Co        B3/1B/20 
KEPPLERjJ  G       Region    3,     Office   of   Director        3pp        227At   232,       B4X 
Fiche   SO-2a7,B3/12/2O,B403S700B7, 

8403230096  Updated    LER    B3-Oia/01X-l    on  630B10, uh i le    conducting    routine 
mechanical    snubber    testi  main    st*am    line    mechanical    inubbgrc 
44,46.30.51    &   S3    found    Inoperable    Thorough    Investloatlon 
revealed   no   cause    Bnubbers    replaced   W/840302    Itr 
SCHROEDEB.n    ,    MIRDCHNA.fi    ,     SCOTT,  D  J        Commonuial  th   Edison    Co 
84/03/OH        KEPPLER.J   0,       Region   3,    Office    of    Dlractor        ipp. 
22730   123        34X  Flch«,  BO-237, 84/03/02,  B403H30096 

B403270056  Undated   LER    83-06V03X-1    ""   B31230, during    normal    operation, 
primary    containment    omgen    sample    from    torus    alarmed    on    low 
level   tample   fiou  Caused   by   sample   line  moisture  Line 
drained    t    leads   reconnected    W/B40314    Itr 

BEROAN,0  W   ,    SCOTT.D.  J        CommcinuBal th   Ediaon   Co        B4/O3/14, 
HEPPLER.J  0       Beoion    3.     Office   Of   Director        3pp,       22766-136        24X 
Fiche   50-237.84/03/11,8403370086 

B403260260  LER   B4-003-OO   on   £140281,  core    spray    valve   MQ2-1402-23A 
fall«d    to    operate    from  control   room  Cauied    by    cracked 
bearing    race   &   gear    houBinQ    Work    requetts    written    to  modify 
existing    clreultru   W./840311?    Itr 

COVLE,L   ,    SCOTT.D  J       Commoniotalth  Edi»on  Co       B4/03/19       4op 
B2734  359.       S4X  Fichfl    BO-237-  84^03/19,  B403360S60 
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B403260223   LER    B4-Q04-O0    on    B4O222, during    Core    Spray    Valve    Operablllty 
Test   DOS    1400-2i  core    spray    suction   valva   MO-2-1402-3A   failed 
to   close    from  control    room  Caused    by   faulty    auiillarij 
breaker    contact   Contacts    replaced   W/S4O320    Itr 
COYLE.L   ,    SCOTT, D  J        Commonwealth    Edison   Co        04/03/20        4pp 
227S6   086         S4X    FichB    30-237,84/03/20,8403260223 


S403160138   Notification    of    040313  meeting    w/uti  1.  App  1  led    Research    ASJOC 
&  Gilbert  Assoc    in   BethesdaiMD  to   discu-ss    st  te-spec  it  ic 
tornado   parameters   &   structural   upgrade   program 
PERSINKQ.  D       Systematic   Evaluation  Program   Branch        84/O3/Q7 
GRIMES- C    I        Systematic   Evaluation   Program   Branch        ip        23462   366 
24X  Fiche   SO-244.  B4/03/O7,  B40316015B 


DOCKET    30-H3B   NUCLEAR    SHIP    SAVANNAH 

R      Periodic   operating    reports   fc  related   correspondence 

8403030111    Forwards    "Semiannual    Survey   Rept   TLD  Monitoring    Rapt.  Direct 
Radiation   Survey   &   Containment   Survey   Results   &   Environ 
Sample   Analy«is   Rept,82Q916-B31031    " 
QUEHRY.  J   E        Commerce,    Dept      of,    Maritimo   Administration        84/02/29 

NHC   -   No   Detailed    Affiliation  Divan        2pp        224B7  271         H4X 
Ftche    30-23B,  84/02/29,  B4030301 11 

— 8403030113   "Semiannual   Survey   Rapt' TLD  Monitoring   Rept, Direct  Radiation 
Survey   ti  Containment   Survey   Results   (c  Environ   Sample 
Analysis   Rept, 82Q916-B31031    " 

»     South   Carolina,    State   of        S3/1O/31        29pp        224S7   273        S4X 
Ficha    80-238,84/02/39,  B4030301 11 


DOCKET   30-244   ROEERT   EMMET   OINNA  NUCLEAR   PLANT.    UNIT   1 
F      Security,    medical,     emergency   !<   fire   protection   plans 

8403060390   Summary    of   B40222  meeting   w/utll    It   flechtel   re    proposed   App   R 
exemption   requests   &   alternative   shutdown   sys   Meeting 
agenda   tc   list   of   attendee*    and 

DICK.O   F        Operating   R«actors   Branch    3        84/03/29,  Operating 

Reactors   Branch    3        3pp        22319   163        24X   Flehe   30-244,84/02/29, 
8403060290 

B403190343  Notification   Of   B4041B  workshop    in   King   of   Prussia. PA   to 
discuss    lessons    learned    from   recent   App   R   fire   protection 
safe    shutdown    Imp    ti    topic*    described    In    IE    Info   Notice 
84-09   Agenda    for   workshop    end 

MURLEY.T   E        Reolnn    I.    Dffiea   of   Director        84/03/09        D'TOPLE,  J  D 
Consolidated   Edison   Co      of   New  York,     Inc        POLLOCK,  M  S        Long    inland 
Lighting   Co        UDERITZ      Public   Service   Electric   b  Gal   Co      of   Neu 
Jersey         33pp         2B672   062         24X    FiChO    30-000. B4/03/09i  B4Q3190B49 

B403260243  Ravfsed    emergency    plan   implementing    procedures.  Including 
Procedure   8C-410  re    insp    of    emergency    equipment, Procedure 
8C-322   re   manning    emergency    survey    ctr   &   Procedure   EC-312   re 
manning    operation   support   etr  W/B4Q3SO  Itr 

»      Rochester   Qas   &   Electric   Corp        84/03/HO        HURLEY,  T   E        Region   1, 
Office    of   Director        B7pp         22734   327        S4X   Fieha    30-344,04/03/30, 
S4032A0243 


Insurance   It   Indemnity    Information 


8403230132   Summary    of    S4O224   meeting    in/West  inghouse    Owners    Oroup    in 
Qcthosda.MD  re   proposed   We! t inghouie    steam   generator   tube 
rupture    generic   program  Attendee   list   &   agenda    encl 
NER8GS,  V       Licenaing   Branch   3       84/03/O7  Licensing    Branch   3 

35pp         22Q11    131         S4X   Fiche    SO-OOO,  B 4/03 /O7.  84032BO 122 

S403130235  AdvisflB   of   plan    for   resolving    upper   plenum  injection   ta**ie 
Involving   ECCB  models   by   Wes tinghouse   t   Etion   for 
calculating   ECC3   parformance    of  Ueitinghau&e   two-loop 
plants   Response   to   upcoming   BER  due   9O   days   after   issuance 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3        91/03/07         KOBER.  R   U 
Rochester   Oas   &  Electric   Corp       3pp        22606  060       24X 
FichB    90-344,84/03/09,8403130225 

8403210135  Forward >   notice   of   coniifforat i on    of   issuance   of   amend    to 
License   DPR-1B  &   proposed   HSHC  d> termination  &   opportunity 
for   hearing   on   B31220  request   for   Tech    Spec    change   re   fuel 
design 

CRUTCHFIELD, D        Operating    Reactors    Branch    3         S4/03/19         UDDER, R    M 
Rochester   Oas   b  Electric   Corp       2pp        227O7   238        24X 
Fiche    30-244,84/03/19,  B4032I0133 

— B403310143  Notice   of   consideration   of    Issuance    of   amend    to   License 
DPR-1B  &  proposed   NSHC   determination    &  opportunity   for 
hearing   re   pnipoied   fuel   design   change 

CRUTCHFIELD,  D       Operating   Reactors   Brancft    3        B4/O3/1S        llpp 
S2707   240        24X   Fiche    30-344,  S4/03/19.  8403210135 

B40326019Q  Forward"   proprietary   responses    to   NRC   questions   re   utll 
application   for   amend   to   Tech   Specs   dtd    Dae    1983  t< 
application   for  withholding    info   Info   withheld    tref 
10CFR3  790) 
KOBER.R   W       Rochester   Oas   i<  Electric   Corp        S4/03/I9       CRUTCHFIELD,  0 

Operating   Reactors   Branch    S        Ip        2275A  099        24X 
Fiche, 30-244.  B4/03/19,  B40326019B 

— 81032A0201   Application   for  withholding   prqprietary   rgspanses   to 
g.uestlan»   re   applications    for  amena    to   Tech   Specs   dtd    Dec 
19B3 
HIESEMANN.R   A       We»tlnghouse  Electrt c   Corp        04/03/16        PENTON. H   R 

Office   of   Nuclear   Reactor   Regulation'    Director        llpp        22756    100 

24X   Ftche   SO-244,B4/03/I9,84032601l?a 

84032SOQ69  Discusses    installation  t,  NDE   of    steam  generator    tubesheet 
sleeves   Approval    to    Install    lOadill    sleeves,  based   on   insp 
results,  requested, 

KODERiR        Rochester   Oas  i   Electric   Corp        34/03/23       CRUTCHFIELD. R 
Operating   Reactors   Branch    3        3pp        22776   344        24X 
Flcho   30-244, B4/03/23,  3403330069 


B40314007B  Forwards   Endorsement   79   to   MAELU  Policy   MF-47   t> 
Endorsements   93  fc   94   to   NELIA  Policy   NF-170, 

SINIBI.J  M        Marsh   fc  McLennan,    Inc        B4/O3/OS        8ALTZMAN,  J   D 
Assistant   Director    for   State    &  Licensee   Relations        4pp         22634    1B6 
24X   Flch*   30-244,84/03/05.8403140078 

0     Advisory   Committ-B   on   Reactor  Safeguards    ruports   Si  correspondence 

B4032H0335  Summary    of   ACRE   Subcommittee   on   RE   Oinna   831116  meeting   m/ 
utilsi  Oilbert   Assoc,  Westlnghouse,  KMC,  Inc,  TaUlor   Assoc   tt 
LvBoeuf,Lamb,Lelby   b  HacRat    in  Waohinoton, DC   ra   application 
to   convert   provisional    OL    to    full-term  DL 

t      ACRB   -  Advisory   Committee    on  Reactor   Safeguards,       84/O2/10 
ACRS  -   Advisory   Committee    on   Reactor   Bafagu*rds        20pp        a 2807' 239 
24X   FichB'  30-244.  B4/02/10,  B4032B0333 

P      Operating    license    stag*   document*   *   correspondence 


B4032901BB  Forwards   "Containment  Vessel    Tendons"   Si   "Containment   Vessel 
Tendons   Stress   Relaxation        "   completing    response   to 
Comments   8  &   llaiper   NRC   B30308  Itr   Response    to   Comment    10 
expected    by   840401 
KOBER, R   W       Rochester   Oas   i  Electric   Corp        84/03/36       CRUTCHFIELD, D 

Operating   Reactors   Branch   3       2pp        32B01    02B        24X 
Ficho   30-244,  B4/03/S6,  B4032901B3 

— B4032901BB   "Containment  Vessel   Tendons."    1933   surveillance    final    repl 
DEMOSS.G  T  ,    FULTON.J  F   ,    HERR,  J  C        Gilbert   Associates,     Inc        OAI 
2312         84/01/31         96pp         22B01    030         2^X    FichB    30-244,34/03/26, 
B4032901B3 

— B4032901B9   "Containment  Vessel   Tendons   Stress   Hela<atlon   Properties   of 
Retansioned   Wires   " 

FULTON,  J   F   ,     HBIEH,  S   5    ,     HERR,  J,  C         OLlbert    Associates,      Inc         OAI 
2497         B3/12/31          ISOpp         22SOI    127         S4X    Fiche    50-244,84/03/26, 
84032901 B5 


8403060115  Forwards   addl    Info    in   support   of   831110   Tach   Spec    change 
request   re   lisa   of   technical    support    ctr   battery    in   place    of 
one   Clan    IE   battery    for   brief   period 
KOBER, R   W        Rochester   Ofli    b   Electric   Corp        84/02/2?        CRUTCHFIELD,!] 

Operating   Reactors   Branch    3        2pp.       2231S   086        24X 
Fiche   30-244,04/02/29,  B4030601 IB 

— B403060126  Rev  2   to   Procedure   EWR   339B,     "Design   Criteria   Oinna   Station 
Technical  Support  Ctr  Battery  -  Vital   Battery    Intertie   " 
W/tuo    overslie   drawings,  Aperture    card*   are   available    in   PDR 
SMITH,  J  H  ,    ANDERSON.  C   R   .     DANIELS,  0,  M.       Rochester   O'i   &   Electric 
Corp         82/11/11.       llpp        22318.  OBB        24X   Fiche   30-244.  B4/02/29, 
8403060113 


Q,     Inspection   reports,     IE  Bulletins   tc  correspondence 

B40U90072   IE   Info  Notice   B4-13,    "Potential   Deficiency    in   Motor 
Operated   Valve   Control   Circuits  &  Annunciation   "   Svc   list 
encl, 

JORDAN, E  L        Division   of   Emergency   Preparedness   (•  Engineering 
Response    {Poit  830103)        84/02/2B  Consolidated   Edison   Co      of   N«u 

York,    Inc        113pp        22909239       24X  Fiche   BO-OOO.  84/02/aB,  04O1 19007? 

8402090007   IE   Info  Notice   B4-14,    "Highlights    of   Recent  Transport 
Regulatory   Revs   by   DOT  &   NRC    "  Svc    list    encl, 

ORACEi  J  N        Division   of  QA,    Safeguards    tc    Inspection  Programs    (Post 
B30103)        84/03/02  Consolidated   Edison   Co      of   Hey  Yorli,     Ine 

130pp        22332  329        34X  Fiche   30-000,84/03/02,8402090007 
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8408090008    IE    lnfo   Notice    B4-ii,     "Failure    of    Automatic    Sprinkler   Sys 
valve-a    to    Operate    "    Svc    liit    end 

JORDftN,  E   L        Division   of   emergency    PrBpare-dne<  s    t.  Engineering 
R»«pon9«     (Post    Q30103)  84X03/02  Consolidated    Edison    Co       at   Neui 

York,      Inc          I22pp          32353    O7B         24X    Ficho    3O-OQQ,  B4/03/02.  5403090003 

9403090009    IE    Info    Notice    84-13.     "Reporting     of   Radiological     Release*    " 
Svc    Hat    end 

JDKDAN.E   L        Division   of    Emergency    Preparedneit   b  Engineering 
Rutponse     (Post    B30103I  B4/03/02  Consolidated    Edition    Co      of   Mnu 

VOP*,      Inc          119-pp          22353    317         24*    Ffche    3O-OQO,  B4/O3/O2,  6403090009 


B4033QOOB1    Monthly    operating    rapt    For    Feb    1984    W/04O310    Itr 

DODQE.R    E   ,     SNOW,  B   A         Rochester    Qa«    S.   Electric    Carp         84/02/39 
ipp         22B22    070         S4X    Fie  he     30-344.  B4/02/39i  B4033000B1 

B4O3130132  Forwards    "Effluent    t  Waste    Disposal    Semiannual    Rapt. 
Jul-Dec    1903,"    "Std    Rapt    of    Personnel    Whole    Bodg    E«posure 
(Rem)    by    Eiposure  Groups,  19B3"  &    "Btd   Rept    of   Personnel    ti 
Man-Rein    by    Work    !<   Job    Functi  on.  19S3    " 

KQBER,  R   H        Rochester    Gas    t,    Electric    Corp         84/03/03        HURLEY,  T  E 
Region    t.     Office    of    Director          lp         2260 Q   O33         H4X 
Fiche    50-244, fl.j/oa/02,B40313013a 


B402070011     IE    Info   Notice   04-17.     "Problems   W/Llqiild   Nitrogen    Cooling 
Componants   Boloui  Ni  ]    Ductility    Temp    "    Svc    litt    anc  I 
JQIlDANiE   U        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post    8301O3)         84/03/OS  Consolidated    Edison    Co      of  Now 

Voi-k,      Inc          117pp          33353    336         S4X    Fiche    50-000.  04/O3/05,  B403Q9G01 1 

B402O900afl    IE    Info  Notice   84-09, Rev    1.     "Lesions   Learned   From    Imps   of 
Fire  Protection  Safe    Shutdown    Sys    "    Svc    list    enel 
JORDAN. E   L        Division   of    Emergency    Preparedness,   4   Engineering 
Response    (Poet    830 1 03)         94/03/07  Consolidated    Ellison    Co      of  Meu 

York.      Inc          1  IQpp          33635    049         24X    Fiche     50-OQO,  B4/Q3/07,  B4Qa090O24 

B10EO-7QQ2B    IE    Info  Notice    B4-IB,     "Stress   Corroilon  CrackinH    in  F>WR 
Bija    "    Svc    Hat    end 

JORDAN. E   L        Division    at    Emergency    Preparedness   ti  Enaineerittg 
Respona*     (Post    3301O3>          a4V03/O7  Consolidated    Edison    Co      of   N»UJ 

YOT-k,      Inc          liapp          23594     IBb         34X    Flch*    5O-000,  B4/03/07.  B>10a09002a 

B402070031    IE  Dull  at  in    94-02,     "Failures    of    OE   Type  UFA  Re  lay*    in  USB    in 
Clam    1C   Safely    Sys    "   9vc     list    enc  1 

CEVDUNO-n    C          Director's    Office,     Office    of    Inspection   and 
Enforcement        84/O3/12  Caniolidatad    Edison   Co      of   NBUI    York,    Inc 

134pp          228H3   O74         34X    Fiche    50-000,  B4/03/ 12,  Q40209Q031 


— 8403130142    "Effluent    i,   Waste    Disposal    SBinijtlnufll    ReptiJul-Dec     19B3    " 

*  Duke  Pouier  CD        83/12/31        £Spp        23400  034        24 X 
Fiche    30-244,94/03/02,  B4Q313O132 

— B403130149   "Std   Rept    of   Pers-otmBl    Whole   Body   Exposure    (R*m)    by    Exposure 
Qroupi,  19B3    " 

*  Duka   Pouar  Co        S3/12/31        lp        22&OO  046        24X 
Fiche    30-344,04/03/02,  B40313013S 

— B403130137   "Std   R»pt    of   Personnel    &   Man-Rem   by   Work   5,  Job    Function    for 
1733   " 

*  Duka  Power  CD        93/12/31         lp        326OO  047        24X 
Fiche    30-244,  04/03/02,8403130132 

S      fteportahle    occurrences,     LERs  li  related   carreipondvnce 

04Q32&0233   Forwards    oummarij    Hit   of    deficient: In    identified    par 
10CFR90   35(e),Part   21    d   potential    generic    1  tr   rept*    For 
comments 
BTARDSTECKI,  R         Division    of    Project    ti   R«*id.nt    Programs          B4/O2/SQ 

Region    1,     Office    of    Director         7pp         227 84; 063         Z4X 
Ficho   30-000,  04/03/38.6403260233. 


B40337Q150   Ooaponda    to-    IE   Bulletin   93-09   re    electrical    circuit    breakers 
u/undervol taoa    trip    feature    in   use    in    safety-related 
appltcotlorn   other    than    reactor   trip    «IJB   No    subj   circuit 
breakers    in   use   at    facility 

KOHCR.H    M         Rochester    Oas    E.    Electric    Corp         64/03/12         MURLEV,  T   E 
Region     I,     Office    of    Director          lp          2S7A9    ISO         34X 
Ficho    30-244, Ofl/03/12,B103270-150 

a40HO90043    IE    Info  N-otlca   H4-17,     "Two   EventB    Involving   Unauthortiad 
Entrlo?    into   PHU  RnactDT    Cavities    "    Svc    list    end 
JOItBflN.  t   L        Division   of    EFneroencij    Preparedness   fr   Engineering 
n*»ppnio     (foit    B3O1O3)          B4/O3/21  Consolidated    Edison    Co      of   Neu 

York,      Inc          I23pp          33Q23    2Sf         24X    Flche    30-000,84/03/31,0403090013 

B102090041    IE    Info   Notice    B4-SO,     "Svc    Life    at    Relays    in  Safe  tij-Rela  tad 
Bga    "    Bvc    1 t  st    enc 1 

JORDAN.  T    L        Olvi-slon    of    Emorgencij    PrepapednesE   !<    Engineering 
Response    (Post    H30103)         SI/03/21  Conso  1  i dated    Edison    Co      of  Neu 

York,      Inc          135pp          33933   ODI          SAX    Fl-che    SO-000.  B4/03/S1.  B40B0900-14 

04Q3270153  Haspandu    to    IE    Bulletin   03-07    re    apparently    fraudulent 
product*    «o|d    tty    Riij    HI  I  1  or,  Inc  Ha  tie    never    received 
directly    fi-om  Ray    Htl]er    Si    equipment   never    received    from 
sirppliors   using    Ray    Miller   mat  IB 

KQBER,  R    W        Rochester   Cat.    &   Electric    Corp         B4/03/21        HURLEY, T  E 
Rug  ion     1,     Office    of    Director          lp          2H769    14?         24X 
Flche    30-244, 94/03/21,6403270153 

3403280069   Dlicusieg    installation  &   NDE    of    steam   generator    tubesheet 
ilaev«s    Approval    to    initall    10  addt    s  1  eevaa, based    on    insp 
rosul  ts,  requB-steil 

KODERift        rtocheatsr    Oas    fc   Electric    Corp        B4/O3/S3        CRUTCHFIELD,  R 
Operating   R  sac  torn    Dranch    5         3pp         3277  h  344        2<tX 
FlchD    30-544.  B4/O3/H3J04O32B0069 

8403300109   fitk    rccflipt    of    B4O1B7   Itr    Informing    NRC    of    steps    takan    to 
correct    violating    noted    in    IE   Insp   Kept    30-344/03-23 
aTAROarECK! ,  Fl         Divlilc-n    of    Project    &    Residi-nt    Prngrami          B4/03/E3 
KQCiER.H   U        Rochester  fias    t   Electric    Corp         3pp        32B19   2S4        34X 
FicliO    30-544,04/03/23,  8403300199 


Operator  Eliminations 


0403190439   Notification    of    Significant   LUentm   Meeting    04-23    on   94031S 
u/util    in  King    of  Prussia, PA    to  dlXcuBt  Region    I    evaluation 
of    licensed    operator    requal 1 f ication   program 

COLLIN8,B  J        Assistant   Diroctor    for  Operating    Reactors         B4/03/OB 
DIRCKBiW        Office    of    the    Eiecutlve   Director    for    Operations 
DEVOUNO.R        Director'*   Office,    Office   of    Inspection   and    Enforonent 
EIBENHUT,  D        Division    of    Liciniing         lp        22681    331        24X 
FUho    30-244.04/03/00,8403190423 


DOCKET   SO-H43   MILLSTONE   NUCLEAR   POWER   STATION,    UNIT    1 
F      Security,    medical,     emergency    fa    fire   protection    plans 

0403260193   Rev  41    to    emergency    plan    implementing    procedure    index    d  Rev 
1    to  Procedure  £PIP    4309A,     "Meteoro  1  ooical    Touier    Emergency 
Operatiohi   Focllity    Computer    Terminal   Operation    " 
W/B40309    Itr 

C(1UN3IL,U  0    ,    SEARS,  C    F        Northeait   Nuclear    Energy    Co      Club*      of 
Northeast   Utilities)         COUNSIL.M  0        Northeast   Utilities        B4/02/13 
EIBENHUT.D  Q        nlviEion    of  Licensing         14pp         83736' 171         24X 
Flche    30-243,84/02/15,0403360195 

6103360143   Forwards   general    poiition    statoment    on    Reg   Guide    1    97, Rev  8 
re    justification   of    significant   generic    deviations, per 
NURGO-0737.  9uppl     1 

CDUN9IL,  U  0   ,    BEARB,  C  F       Northaast   Nuclear-  Energy  Co      dub*      of 
Northeast  Utilities)        CQUNSIL,U  0       Connecticut   Vankee   Atomic   Poutr 
Co        B4/OS/S9        MILLER,  J   fl        Operating    Riactori    Branch    3. 
CRUTCHFIELD, D        Operating    Reactor*    Branch    3,       3pp        22738    1*2        24 X 
Fiche   30-000, 04/02/29,  8403ff60143 

— 9403260131    General    position    itakemnnt   on   Reg    0 tilde    1    97i  Rev   S  re 
Instrumentation    for    aliening    plant   It    environ    condition! 
during    (.    following    accident* 

"      Northeast  Nuclear    Energy   Co      {«ubs.     of   Northeast  Utilities).       • 
Connecticut   Yanlien    Atomic    Pou«r   Co        *      Northeast   Utilltie* 
BA/02/29        69pp        H2738    169        24X   Fiche    SO-000.  B4/OB/89,  8403560143 


--ai0330Qlln    Respotida    to    NRC    031239    Itr    re   violations    noted     in    IE   Insp 
fiflpt    30-344/33-33  Corrective   actions    Froc&iJure   BM-2606   3D 
approved    for    USB    on   851203   Training    accomplished    far    all 
liaison    irnglnea-T-9    in    plant    administrative    procedures 
MAIER.J   E        RochBstar   Gal    t,   Electric    Corp        04/01/57        HURLEY.  T    E 
Region    1,     Office    of   Director        tpp        22B19  236        24 X 
Fiche    30-B44,  84/03/33,  B403300189 

R      Periodic    operating    reports    &  related    corre»pondence 

B4O302020E   Monthly    operatlnj    rapt    for    Jan    1934  W/640210   Itr 

MCMAMftRA.A  E   ,    SNOW.,  B   A        Rochester    G»»  t<   ElectTic   Corp         B4/01/31 
9pp        22440  331         24X   Flche    30-244,64/01/31,0403020202 


04O3190243  Notification   af    040418  war  In  hop    in   King    of  Prussia, PA   to 
discuss    lessons    learned    from  recent   App    R    fire    protection 
•afe    shutdoun    Insp    b    topics    described    in    IE    Info   Notice 
B4-09  Agenda    far  workshop    end 

HURLEY,  T  E        Region    1,    Offtce    of   Director.       84/03/0"?,       O'TOOLE.  J  D 
Coniolldated   Edison   Co      of    New  York,     Inc        PQLLOCK< M  B        Uong    Island 
Lighting   Co        UD&RITZ      Public   Service  Electric    !<  Qm   Co.     of   Neu 
Jer*e;y         3app        S2&72'  062.       24)t  Fiehe.  5O-000,  BV03/09.  8403190243 

0403330039  Forwards   response    to    r«o.uest   for   *ddl    info   concerning 
Sup  pi    1    to    NUREO-0737  r«    oroeedtires    genaration    package    tc 
Rev    1    to   emergency    procedure*    guidelines 

COUNS1L,  M  Q   ,    SEftRB,  C   F.       Nortniatt   Nuclear    En*rgy    Co,     (tubs,     of 
Northeast  Utilities)         COUNBIL.W,  0,       Northeatt    Utllitiei         B4/03/09 
CRUTCHFIELD,  D       Operating   Reactors   Branch   3       46pp.      EB728  210       24X 
Fiche   30-243, 04/03/09,  840323003* 
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— 8403230034   l?ev   1    to,     "Millstone  Nuclear   Power   Station   Unit    1, Emergency 
Procedures    Guidelines    " 

*     Northeast   Nuclear   Energy   Co      (sub 6      of   Northeast   Utilities) 
84/03/31         S6pp         22728    256         24X    Fiche    50-245. B4/03/09, B4Q3330O29 

B4Q3260146  Forwards   revised    procedures   for   corporate   organiiation   for 
nuclear    Incidents   procedure   manual. 1 nc lud ing   Procedure   CONI 
re    table   of   contents   i  CQNI    1    05  re   corporate   emergency 
operations   ctr   operations   M/o   ancl 

COUN8IL.W  0   i    SEARS,  C   F        Connecticut   Yankee   Atomic   Pouer   Co 
CQUN9IL.W  0       Nnrthealt  Nuclear   Energy   Co      (sub*      of  Northeast 
Utilities)        84/03/09       E1BENHUT, D   0        Division   of   Licensing        2pp 
22730   330        24X   Fiche    30-000.84/03/09,8403260146 


smenti 


8403220136  Provides   results    of   reevaluatlon   of   performance   a 
pir   util   B3I219   Itr   addressing    topics   discussed   at   831129 
SALP  mgb  meeting   Category    1    rating   uiill    be   assigned   to 
refueling   area   for   Millstone   3  Explains   Category   2   ratings 
MURLEY,  T  E       Region    1.    Office   of   Director        B4/O3/lo,       COUN3IL.  W  0 
Northeast   Nuclear   Energy   Co      <subs      of   Northeast  Utilities)        4pp 
22716   047         24X   Fiche    50-OQO, 84/03/16, 8403220136 

840327000B   Informs    that   util   mill   provide   Info   re   planned    deviations 
from  Buppl    1    to  NUREG-0737   by   B40S01   Delay   has   no   effect   on 
schedules   for   Implementation   of  Suppl    1    to   NUREG-0737 
COUN8IL,  W  0   ,    BEARS. C   F        Connecticut   Yankee   Atomic   Power   Co 
CDUN8IL.W  0       Northeast   Nuclear   Energg   Co      Hubs      of  Northeast 
Utilities)        B4/03/I6,       EIS£NHUT,D  0        Division   of   Licensing 
22770   Oil         24X   Flche' 30-000, 84/03/16.  B40327000B 


2pp 


8403300084  Advises   that   831214   Rev   IB   to   security   plan  tt   840110  Rev  £ 
to   training   fc   qualification   plan   consistent   w/provlsions   of 
10CFR90   34<p)   &  acceptable 
MARTIN.  T  T       Division   of   Engineering   b  Technical   Programi        84/03/26 

COUNSIL.W  0        Northeast   Nuclear   Energy   Co      (subi      of   Northeast 
Utilities)        3pp        E2S2S  014        24X   Fiche   50-243.84/03/26.0403300084 


840319004B   Informs   that   util    postponed   ultrasonic    test/lnsp    of    safe- 
end, nonle   bore  &  blend   regions   of   feedmatur   noule   per 
NUREG-0619,  due   to   installation  of    loui   Flow   feediuater 
control ler 

COUN3IL.U  0       Northeast  Nuclear  Energy   Co      (subs      of   Northeast 
Utilities)        COUNSIL.W  Q       Northeast  Util  1  tie  s        B4/O3/OB 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3         Hpp         25666    231         24X 
Fiche    50-345.  B4/03/03.  B40319004B 

8403090540  Summary   of   840216  meeting   u/Northeast   Nuclear   Energy   Co, 
Boston  Edison  Cn, Vermont   Yankee  Nuclear   Pouier   Co   &  Teledyne 
Engineering   Svcs   in   Ualtham.MA  re    addl    Marl    1    torus 
structural    analysis   List   of   attendee*   e-nc  1 

SHEAi  J  J       Operating   Reactors   Branch   9        EIEOEL,  D       Operating 
Reactors    Branch    3        84/03/07        CRUTCHFIELD, D         Operating    Reactors 
Branch    5        4pp         22S72  2-?a         24X   Fichs    3O-OOO, B4/Q3/O7,  8403090240 

8403260200  Comments   on   Issue   3  of  IWREG-OBSS,     "NRC   Policy    &   Planning 
Guidance.  1984   "   Seven   themes    identified    r«pre«e-nt   important 
objectives   for   industry 

CDUNSIU.IJQ       Northeast   Utilities        64/03/12        DIRCKS,  U   J        Office    o 
the   Eiecutlva   Director   for   Operations        4pp        22756  204         E1X 
Fichu   30-000,84/03/12,8403260200 

8403150275  Generic   Ltr  84-07   to  all    licensees    of   BW!»s   re    procedural 
guidance    For   pipe  replacement  at   BUR)  Svc    liBt    end 
EIEENHUT.D  0       Division   of  Licensing        04/03/14  Commonwealth 

Edison   Co        20pp       22823  354       24X   Fiche   80-000,84/03/14,0403150275 

8403190383  Notification   of  840412  meeting    w/util    in  Bethesda.MD   tn 
review  addl    justification   for   exemption    Pram   primary   reactor 
containment   leakage   testing   requirements   re    transversing 
In-cnre   probe 

BHEA.O   J        Operating    Reactors    Branch    9         84/O3/14        CRUTCHFIELD,  D 
Operating   Reactors   Branch   3       3pp        32473   2O3        24X 
Fiche   30-245,84/03/14,8403190383 


J      In*urance  It   Indemnity    Information 


B403140031   Forward*   Endorsement   93   to   NELIA  Policy   NF-173 

S1NIBI.  J  H       Marsh   &  McLennan.    Inc        B4/03/05        8ALTZMAN,  J  D 
Assistant   Director   for   Btate   t,  Licensee   Relations        2pp        23633  O19 
24X  Fiche   50-249, B4/03/03, B403140031 

P      Operating    license    stage   documents   t<   correspondence 

8403200271   Affidavit   of  0  Sherwood   requesting   NEDE-20S9B-6P.     "STR 
Bundle   Submittal.MIllstone-l   Segmented   Test   Rod   Bundle,  Buppt 
6,"   dtd   Jul    19B2.be   withheld    from   public    disclosure 

BKERUDDD,fi  0        Oeneral   Electric   Co        83/06/02       3pp        22696   171        24X 
Flchfl   SO-24S,  B3/06/02,  B403200271, 

84030&0494  Forwards   Amends   99   tt  92   to   Licenses   DPR-21   t*  DPR-69. 
reiptetlvely   Amends    change   Tech   Sped   to   comply   w/final    rule 
on   licensed   operator   staffing, 
CRUTCHFIELD,  D       Operating   Reactors   Branch   3.       B4/02/16        CQUNSIL,  H  0 

Northeast  Nuclear   Energy   Co      <subs      of   Northeast   Utilities),      3pp 
ZB811.  193        24X  Fiche'  30-245,84/02/16,8403060494 


8403S10070  Forwards   Amends    96   t.   93    to   License!    DPR-21    t.    DPH-63, 
respectively   Amends   consist   of   changes    to   Section  6  of 
Tech   Specs   re   nuclear  revleu   board,  reorganization  &  BTS 
CRUTCHFIELD,  D       Operating   Reacton   Branch   5        84/03/19        COUNSIL.H   8 

Northeast  Nuclear  Energy   Co      (subs     of   Northeast  Utilltleit         6pp 
22705   OB9        34X   Fiche    50-E45,  84/03/19,  B403310070 

— B403210079  Amends  96  fc  93   to   Licenses  DPR-21    &   DPR-A3,  resp*c  ttvftl  g. 
consisting   of  changes   to  Section   6  of    Tech   Specs  re   nuclear 
review  board,  reorganl  ifltion  tt  STB 

CRUTCHFIELD.  D,      Operating   Reactor*  Branch    a        84/03/1?        23pp 
22703  093       24X  Fiche,  30-243.  B4/O3/I9,  B4O3HI0070 

6403230035  Forwards   safety   evaluation   of   QHR   Owners  Group    generic 
response   to  NUREO-0737.  I  tern   II   K  3   43  re   depres surl latl  on 
iii/other   than  automatic   depressuri  latlon    sys    (ADS)   Nn  mods    to 
plant   design  t  operation   required 
CRUTCHFIELD, D       Operating   Reactors   Branch    3        84/O3/EO        COUNSIL, W   ft 

Northaast  Nuclear   Energy   Co      (subs     of   Northeast  Utilities)         6pp 
22726,335        24X   Fiche    90-245,84/03/20,8403230095 


0      Inspection   reports,    IE  Bulletin*   &  correspondence 


— B403060437  Amends   93  t,  98   to   Licenses   DPR-21    ti   DPR-63,  respectively, 
changing  Tech  specs   to  comply  w/flnal   rule  on  licensed 
operator   staffing 

CRUTCHFIELD,  D       Operating    Reactors   Branch    3       84/02/16        !4pp 
22311    196,      24X  Fiche   50-843.84/02/16,8403060434 

S403140340  Summary   of   B31813  meeting   w/OE  1<  Marli    I   Dinners   Group    in 
Beth**da,HD  re   Mark    I    containment   weturtll-dryuell   vacuum 
breaker  design  methodology, 

SIEOEL'B.L,      Operating   Reacton   Branch   2.       B4/02/21  Operating 

Reactors   Branch   S        51pp        23633   19B        24X   Fiehe   30-000, B4/02/31, 
B4031 40340. 


8401190072   IE   Info  Notice  94-13,    "Potential    Deficiency    in    Motor 
Operated   Valve   Control   Circuits   &   Annunciation    "   Svc    list 
end 

JORDAN, E  L       Division   of   Emergency   Prsparsdnen   &  Engineering 
Response    (Post  B30103)        84/02/28  Consolidated   Edison   Co      of   Natu 

York,    Inc        113pp        22?09  239       24X  Fiche    90-000, 84/02/28,  B4O1 19007C 

840B090007   IE   Info  Notice  84-14,    "Highlights    of   Resent   Transport 
Regulatory   Revs   by   DOT  ti  NRC,  "   Bvc    list   encl 

ORACEiJ  N       Division   of   OA,    Safeguard*   t    Inspection  Programi    (Post 
B30103),      B4/03/02  Contolldattd   EdUon   Co.    at  New   York,     Inc 

130pp.      2B532  329       24X   Flche   30-000,84/03/03,3403090007 


B4 0307030 4  Provides   responses    to   three   open    items   from  NRC/BNL  Yankee 
Atomic   Electric   Co   h   consultants   Mark    I    containment   program 
pl*nt-unlo,ue  analysis  rept  840216  revieui  meeting 

CELIA.N  8,      Teledyno  Englnoerino  Service*       84/02/28       BIEOEL.fl       NRC 
-   No   Detailed   Affiliation   Olven        4pp        22546,171        24X 
Flcha.  90-000.  84/02/28,8403070304, 

8403130027    Informs   that   Amends   94,92  h  87   to   Licenses  DPR-61, DPR-21   t 
DPR"63, respectively,  Inadvertently    eliminated   reporting 
requirements   for   exceeding   radiological    limiting   conditions 
For   operation, Corrective   actions   Identified. 

COUNSIL.W  0       Northea*t   Nuclear   Energy   Co      Uubi.    of  Northeast 
Utllltlei)        COUNSIL- W  0        Connecticut   Yankee   Atomic  Power   Co 
COUN8IL.U.S       Northeast   Utilities        84/03/01.      MILLER.  J  R        Operating 
Reactor*  Branch  3.      CRUTCHFIELD,  D.      Operating  Reactor*  Branch   3 
4pp        92613   107.      24X   Fichl   90-000,84/03/01,8403130027 


840B090008   IE   Info  Notice   B4-16.    "Failure   of   Automatic   Spr1nU«r   Bus 
Valves   to  Operate   "   Svc    list   encl 

JDRDANiE  L       Division   of   Emergency   Preparedness   fc  Ensitieerinfl 
Response    tPost  830103)        84/03/02  Contol 1  dated   Editor    Co      of   New 

York,    Inc        122pp        22933. 09B       24X  Ficne    90-OOOi  84/O3/OS,  B40209D008 

B40B090009   IE   Info  Notice   B4-19.    "Reporting    of   Radiological    Release*   " 
Svc    list   encl, 

JORDAN.  E  L       Division  of   Emergency   Preparednei*   &  Engineering 
Response    (Post   830103)        B4/03/02  Consol  1  dated   Edison    Co.    of   Naui 

York,    Ine        119pp        22533  217       24X  Fiche    50-OOO,  B4/O3/O2,  B402O90009 

8402090011    IE   Info  Notice  84-17,    "Problem*   W/Llquiri  Nitrogen  Codling- 
Components   Below  Nil    Ductility   Temp    "  Svc    ll*t    end 
JORDAN. E  L       Division   of   Emergency   Preparednm*   fc  Engineering 
Responie    (Post   B30103)        84/03/OS  Consolidated   Edison   Co      of   New 

York,    Inc        117pp        23953336       E4X  Flehe    50-000,84/03/05,  B4Oa09OOll 
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34OEQf0024     IE    Jnfo    Notice    B4-09. Rev     1.      "Lesion*    Learned    From     Insps    -of 
Fire    Protection    Safe    Bhuttfaum    Sys     "    Svc     list    end 
JORDAN.  E    L         Division    af    Emevgirncy    Preparednet  s    b   Engineering 
Response     [Post    B301Q3>          B4/O3/07  Consolidated    Ediion    Co       of   Neu 

York,     Inq          IiapP          22633    O49         24*    Fiche    30-OOO,  H4/03/07.  B4Q209O024 


— 34031201GB    "Semiannual   Radioactive    Effluents   Release  Rept,  Jul-Dec 
1903    " 

*      Northeast   Nuclear   Energy    Co       (subs      of   Northeast   Utilities! 
93/12/31         42pp          22390   097         34X    Fiche    30-245, B4/02/3B,  8403120133 


"Stress   Corrnsion  Cracking    In 


B40309002B    IE    info    Notice    B4-IB 
Bya    "   Svc    Hat    *nc  1 

JORDAN,  E   L        Division    of    Emerg  e-ncy    preparedness    Sc  Engineering 
Response    (Post    930103)         B4/03/O7  Consolidated    Edison    Co 

York,     Inc          116pP          229B4     I  Si 


34X    Flcfie    50-000.84/03/07.0402090028 


H40209QQ31     IE    Bulletin    84-O2,      "Failure!    af    OE   Type    HFA   Relays    in   Use     in 
Class     IE    Safety    Sijs     "    Svc     list    end 

QEYOIJNG.fi    C         Director's    Office,     Office    of     Inspection    and 
Enforcement         84/03/12  Consolidated    Edison    Co       of    Hem    Vnrk,     Inc 

I34pp          32333   094         34X    Fiche    5O-OOO. 84/O3/12. B403O9O031 

8403190045  Notification    of    640323  meeting    ui/iftil     in   Bethesda .  MD    tu 
discuss    BUR    primary    coolant    ret  1 rcul atl on    piping     insp    (, 
possible   use   of    pipe    clamps    if    cracks    Identified 

SHEA,  J   J         Operating    Reactors    Branch    5         B4/Q3/14         CRUTCHFIELD.  D 
Operating    Reactors    Drench     9          2pp          22666     173         34X 
Fiche    30-243,  84/03/34,0403190049 

B4O333Q136  Provides    results    of    reevaluat i on    of    performance    asamiment, 
per    util    831219    Itr    addressing    topics    diseunBiJ    at   831139 
HALF    mat   meeting    Category    !    rating    Dill    be    assigned    to 
refueling   area    for   Millstone    3  Explains    Category    3   rating* 
MURLEY.  T  E        Region    1,    Office    of    Director        84/03/14        COUNS1L.W  G 
Northeast  Nuclear    Energy    C°       Isubs      if    Northeait   Utilities)         4pp 
047         24X   Fiche    50-000184/03/16,3403220136 


8403300135   Monthly    operating   rept    for   Feb    19B4   U/B40313    1 tr 

HARfiAN.Q    .     MRQCZKA.E    J         Northeast    Nuclear    Energy    Co       (subi       of 
Northeast   Utilities)         MROCZKA.E   J        Northeast   Utilities         B4/OS/29 
7pp         22820    02G         24X    Fiche    3O-243,  84/02/29.  8403300133 

3      Reportable    occurrences,     LERs   EC   related    correspondence 

940321)0233   Forward*    mmmary    list   of    deficiencies    identified    per 
10CFRSO    33<e),Part   21    t,   potential    generic    Itr    rept*   for 
c  Diriment » 
BTARO3TECKI.fi         Division    of    Project    t.   Resident    Programs          B4/02/2B 

Region    I,    Office    of    Director        7pp        22736  063        24X 
Ficfta    SO-000,  84/03/28.  B4O32&O233 

6403260284   LER  B4-003-OO  on   BIOS 13. gamma    tcan   parformBd    on    tuo    oy»ter« 
Indicated   presence   of    Ag-llOM  ui/concentratlon    eiceBding 
control    station  average   activity    No    operational    corrective 
actions    necessary    U/B40316    Itr 

KANOLEV,  J  P    ,    MftOCZKA.E  J        Northeatt  Nuclear    Energy   Co      (subs      of 
Northeast   Utllltiet)          B4/03Y16         4pp         B2754    27B         24X 
rich*    50-243,  94/O3/16i  84Q32602B4 


DOCKET    SO-247    1NDIAM   POINT    STATION,     UNIT   2 

F      Security,    medical,     e^ergoncij   d   fire   protection   plans 


B4020"!0l}43    IE    Info    Notice    84-19.     "Tuo    Events     Involving    Unauthori  lad 
Entries    into    PHR    (laactop    Cavities    "    Eve    list    enel 
JOflDfitJ.  E  L        Division   of    Emargenc  i/    preparedness   &   Engineering 
Response    {Post   830103)         B4/O3/21  Cnnso 1 idated    Edlsnn    Co      of  New 

York,     Inc          123pp          22B23    229         24X   Fiche    50-000, 84/03/21.  B4O2090013 

8402090044    IE     Info    Notice    B4-2Oi     "Eve    Life    of    Relays     in    Safe ty-RelateU 
S(j3    "    Bvc    1 1st   enc  1 

JORDAN' E   L         Division    of    Emergencij    PreparedneiB    &    Engineering 
Response    (Post   S30I03)          84/03/21  Consu 1 1  dated    Edison    Co       of    Neu 

York,     Inc          133pp          22933    OO 1          24X    Fiche    SO-OOO, S4/O3/3I.  0402090044 

8403300144    Responds    to    IE    Bulletin    S3-OB,      "Electrical    Circuit    BraakaFs 
M/Under  voltag  &   Trip    Feature    in  Use    in   Sap  etij-Rela  t  ed 
Ap-pl  ications   Other    Than    Reactor   Trip    Sy*    "    Haddam   Neck 
facility    uiei    31    Westing  house- typ e    DO   ir Balers 

CDUN5IL.W   0         Nartfteait    Nuclear    Energy    Co        dubs       of   Northeast 
Utilities!         CDUNBIL,  W  G        Connecticut    Vank«e   Atomic   Power    Co 
COUNSEL. MO         Northeast    Utilities          B1/O3/21          HURLEY.  T    E          Regian    1. 
Office    of   Director         4pp         22320  O&8        24X   Fiche   SO-000.  B4/O3/21, 
8403300141 

B40330008£>   Acli    receipt    of    840224    Itr     Informing    NHC    of    steps     taken    to 
co-rrect    vloUtions    noted    in    IE   Insp    flepts-    9D-245/83-2O  ti 
50-336/83-28 
hAITINi  T   T        Division   of    Engineering   E>   Te-chntcal    Programs         B4/03/23 

CDUHSIL, W  J        NQrtheast    Nuclear   Energy    CD       dubs      af   Northeast 
Utilities)          Sff          22BB3    017         2flX    Fiche    3O-343, B4/03/23,  84O33000B6 

— &4D330QQ72   Rcapond-S     to    fJRC    B4D123    Itr    re    violation!    noted     In     IE    Insp 
Bept^     SO-245/83-20    ti   SO-336/B3-28    Corrective    actions 
Procedure   CP    BO9A    rawritten    to    include    method    of    determinl ns 
hi   tt    hi-hi    alarm    setpoints 

COUHBIL,  W  G        Mortheast    Nuclear    Energy    Co       (subs      of   Northeast 
Utilities)          CDUNSIL,  U    G         Northeast    Utilities          94/02/34 
MURLEr. T   E         Region    1.     Office    of    Director         2pp          22322    Olf        24» 
Fiche    50-245,  B4/03/23,  0403300086 

R      Periodic    operating    reports    t    rebated    correspondence 

3103230032    "Haddam  Neclt    Plant    t.  Millstone   Station    Unit*    1    Ic   3 
Annual    Rept. 1963    "    H/B4O3O1     Itr 

CDUNSIL.  W  0   ,    EEARG.C   F        Mortheast   Muclear    Energy   Co       (subs      of 
Northeast   Utilities)         COUtJSIL.M  O        Connecticut    Yantee   Atomic    Pouer 
Co        83/12/31         MURLEV, T   E        Rug  ion    1,     Office    of    Director         34&pp 
32727   001          24X    Fiche    50-000, 83/ 12/31.  B403230022 

8403020033  Jlotiihly    operating    rept    for   Jan    1984  H/640313    Itr 

HARflAN,  Q   ,    MflOCZKA.E    J  .     MHOCZKrt, E   J        Northeast    Nuclear  Energy   Co 
Csubt       of    Northeast    Utilities).        84/01/31          5pp          2B442    E94          24X 
Fiche    SO-24 5, 84/01/31,8403020053 

B4031K013S  Forwards    "Semiannual    Radioactive   Effluents   Release    R*pt- 
Jul-De-c    19B3    "   Off«lte    dose    satlmatei    not    included    du«    to 
aitinate   delays   Complete    rept   ul 1 1    be    resubml tted    by   B4043O 
CQUNSIL,  W  0    ,    OPEKA,  J  F        Northeait   Nuclear    Energy    Co       dubs      of 
Northeast  Utilities)         CQUNSIL.W   0        Northeait   Utilities         84/02/28 
MunLEr, T  E        Region    1,    Office   of    Director         Ip        22590   096         24X 
Fiche    3Q-H4S. B4/02/2B,  B403J20I35 


B403a?02B&  Public   version   af   page    changes    to    Book    I    personnel 
procedures   &  Boat    II     emergency   procedures,  including 
Procedure    IP-1O07   re    determination   of  magnitude   of    releaio 
&    eipoiure   rate  U/B31213    Itr    ti  JM  Pel  ton   release   memo 
O-TODLE.J  D        Consolidated   Ediion   Co      of   Neu   York,     Inc         B3/1H/02 
HURLEV.T    E         Region     1,     Office    of    Director         BOpp         22392    220         24X 
Fichu    30-003,  B3/  12/OB,  94O309O2B8 

8403020341    Forwards     IE     ln>p    Rept    30-247/84-01    on    B4010-7-11    No 
violations   noted 
MARTIN,  T    T        Division    of    Engineering   &  Technical    Programs         84/02/17 

O'TDflLE.J  D        Consolidated    Edison   Co      of   Neu   York,     Inc         2pp 
22439   2?6        SIX  Fiche    50-247, 84/O2/17, B403020341 

—8403020342   IE   Insp    Rept   SO-247/B4-01    on  040109-11    No   violations    noted 
Major    areas    inspected    public   prompt   notification    iys 
UOJNAS.E  J  ,    CROCKER, H    W        Region    1,    Office    of   Director         84/02/14 
5pp        22439   298        24X    Fiche  30-847,  B4/02/17,  B40302O341 

8402090006   Board    Notification    84-034   forwards   R    Vollmer    B4080&  memo    to 
D    Elsenhut   re    fire    research    results    concerning    fires    In 
electrical    cabinets    in    control   room 

EISENHUT.D   0         Division    of   Licensing         £34/03/23         PALLADINO, 
CILINSKV,    ROBERTS      Commissioners         Ip        23576   203,       34 X 
Fiche    30-000.  B4/02/23J  B4OaO'?0006 

— 34030B0316  Recommends    that    Info  re    fire  research   results    concerning 
fir«*    in    electrical    cabinet!    in    control    room   be    submitted 
for    board    notification,  per    NRR    Ofc   Ltr    19.  dtd   B21O01    Further 
evaluation   op   test    data    required 

VuLLHER.R   H        Division    of    Engineering        B4/02/O6        EIBENHOT,  D  0 
Division   of  Licensing         lOpp        22376  304        24X 
Fiche    50-OOO,  B4/-02/23,  S4020900O6 

B4O3190243   Notification    o<>    B4O41B  uorlihop    In   King    of  Prussia, PA   to 
discuss    lissom    learned    from    rec«nt   App   F)    firt    protection 
*aft    shutdoun    Imp    b    topics    described    In    IE    Info   Notice 
84-07.  Agenda    for   workshop    encl 

HURLEY,  T   E        Region    1'    Office    of    Director        84/03/09        O'TOOLE,  J  D 
Consolidated    Edison  Co      of   Neu  York,     Inc        LUNDvALL.A  E.       Baltimore 
Oas  Si   Electric    Co        RANDAZZA,  J  B-       Maine   Yankie  Atomic    Power   Co 
3Bpp        23672  062        24X    FlchB    SO-000,  B4/03/09.  B403190243 

B403190339   Forwards    r*viied    scheduli  re   safety    assessment    syi/safity 
paramettr   display    syi    per    Suppl    1    to  NUKEO-0737  Assessmint 
indicates    contractor    capabla    of  completing    job 

O'TOOLE.J  D        Coniolidattd   Edison   Co      of   Neiu   York,     Inc         B4/03/12. 
EIBENHUT,  D   C         Division    of   Llc»nsing         4pp          S2673    176         24X 
FlchB    30-247,  B4/03/1H,  84O31903S3 

8403190069   Provide*    preliminary    estimate    of    cost    to    upgrad*    present 
primary    amirgency    operations    facility    to    provide  radiation 
protection    factor    of    five 

OJTOOLE,J  D        Consolidated    Editor,   CD      of   Neu   York,     Inc         84/03/14. 
EISENHUT.D  &       Division  pf  Licensing       BPP        H2666   132       24X 
Fiche    30-003,84/03/14.0403190069 
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8403390851    Advises    that    331014   rev    to    physical    security    plan    consistent 
w/provisions    of    10CFR30    34<p)    <<  acceptable 
MARTIN,  T    T         Division    of    Engineering    t,    Technical    Programs          B4/03/21 

O'TODLE.J   D         Consolidated    Edison    Co       of    New    York,     Inc          1pp 
22BOO    001          24X    Fiche    30-003,84/03/21,8403390251 


H      General    correspondence 


8403010170  Forward*   Resolution    76  authorizing    County    participation    In 
four-caunty    radiological    planning    task    force   fc   authorizing 
use    of    Countg    employees    for    radiological    emergency    response 
preparedness    Implementation    requested    W/Certif  Icate   of    Svc 
BEIOERMAN, V   K         Dockland    County.     NY         84/03/15         PALLADINO.N 
Commissioners        3pp        22435   307        24X   Fiche    30-247,84/02/13. 
B4Q3010170 

P      Operating    license    stage    document!    tc   correspondence 

B4 030 1036 2  Further   response    to    F01A   request    for    documents    re    Sandia 
Contract   A-1123  b   bibliography    usad    by    R   Bernero   Forwards 
App    A   document! 

FELTON.  J  M        Division    of    Rules   and    Records        FIN  A-11S3        83/12/20 
fiUTLEDQE.P        Carolina   Environmental    Study    Group        2pp        82444   069 
24X   Fiche   30-000.  83/ 1 2/20.  840301 0362 

— B40301026B  Forwards    preliminary    draft    documents   re   Bandla    Labs   work    in 
area    of    siting    criteria    development   Repts    represent    work 
being    done    in   expanding    use    of    probabilistic    analysis    in 
regulatory   work    W/o    encls 

DIRCKS.W  j        Office    of    the   Executive    Director    far  Operations 
B2/O4/26        QILINSKY      Commissioners         Spp         22444,071         24X 
Ficha    30-000,93/12/20,8403010262 

B403290QOB  Final    recponie    to   FQIA  request    for    four    categories    of 
documents, testt, studios   h    analyses    referencing    or    pertaining 
to   NUREG-0103,     "9T9    for   B&U   PUR    "    App    A   documents    end 
FELTON.J  M        Division    of    Rules   and    Records        84/01/13        MADDEN.  T  J 
Kaye,    Bcholer,    Fltrman,     Haul    *  Handler        6pp         228 16   127        24X 
Fiche    50-000,34/01/13.8403290002 

— B403H9Q004   Speech    entitled    "RCPB   Leakage   Detection   Bys    " 

PDMEROY, D  L        Atomic    Energy    Commission.    Directorate    of   Regulatory 
Operations         84/01/13          3pp         22817   003         24X    Fiche    30-000, 
81/01/13.8103290002 


8103070394   Forwards    Amond    B7    to   License   DPR-2&   A    safety     evaluation 
Amend    modifies    Tech    Specs    to    require   min    of    33    ft    of   luater 
above   reactor   vessel    flange    during    fuel    handling    operations 
PEDEFiBENiR   L        Operating   Reactors    Branch    I         84/03/39        D  '  TDOLE,  J    D 
Consolidated   Edison  Co      of   New  York,    Inc         Spp        22367   033        24X 
Fiche    30-217,  B1/02/29,  9403070394 


— B10307O393   Amend   B7    to    Llcen 
min    of   23   ft   of   water   abov 
fuel    handling   operations 
VARQA.S    A         Operating    Reactors    Branch    1          84/O2/39 
22367   026         24X   Fiche    50-247.  B4/O2/29,  B4O307O391 


DPR-S6.  mod  i  f  ulng   Tech   Sped    to   require 
reactor   vessel    flange   during 


1PP 


— B403070403   9afetg    evaluation    supporting    Amend    B7    to   License    DPR-26 
*     Office   of   Nuclear   Reactor  Regulation.     Director        84/02/29        2p  p 
2S367   030         24X    Fiche    SO-347,  04/02/39.  H4Q3O70394 

B403210197  Forwards  Amend   8S   to  License   DPR-26  Amend   modi f ten   Tech 
Specs    by    relocating    requirements    of   reactor    vessel 
surveillance   program   from  miscellaneous    insp    Section  4   2 
to  ties    limiting    conditions    for   operation    in   Section  3    1    D 
VARQA.S  A        Operating   Reactors  Branch    1        S4/03/O7       O'TOOLE.J  D 
Consolidated   Edison  Co      of   Neui  York!     Inc         6pp        32709    178        34 X 
Fiche    50-247,84/03/07,8403210197 


— 8403310200  Amend  SB   to   License  DPR-26.  modi fy Ing    Tech   Specs    by 
relocating   requirements    of   reactor  vessel    surveillance 
program   from  miscellaneous    insp   Section    4   2    to    RCS 
limiting    conditions    for    operation    In  Section   3    1    0 
VARGA,  S  A        Operating   Reactors   Branch    1         84/03/07        Bpp 
22709    184         24X   Fiche    SO-247,  B4/Q3/07,  B4O3210197 


810330023!    Advises    that   goal    for   completion    of   technical    reviews   1> 
implementation    of  all   NUREO-0737    1  terns,  exc  lud  ing    Suppl    I.  is 
Sept    19B4   Requests    to   be   advised    of    potential    problems 
within   30  days 

VAROA.S  A  Operating  Reactors  Branch  1  84/03/13  D 'TDOLE,  J  D 
Consolidated  Edison  Co  of  Neui  York,  Inc  2pp  22844  333  34X 
Fiche  30-247,04/03/13,8403300331 


B40309Q041    Board   Notification   B4-OSO   provides    Commission   policy 
statement  tr   proposed    rutemaklng   on    environ    qualifications 
EISENHUT-D  Q        Division   of   Licensing        54/03/14  Atomic    Safety    and 

Licensing    Board   Panel         lOpp        22716  338        B4X   Fiche  50-000. B4/03/ tfl. 
8402070041 


8403010186   Forwards   Amend    86    to   License   DPR-26  &    safety    evaluation 
Amend    changes    Tech    Specs    to    require    that    no   movement   of 
reactor    fuel    t»  made    unless    reactor    subcritical    for   at 
leait    131    h 

PEDERBEN. R   L        Operating    Reactors    D ranch    1         84/02/21         O'TOOLE.J  0 
Consolidated   Edison    Co      of   Now  York.     Inc        3pp         2247?'  199        24X 
Fiche' 30-347, 84/02/21.8403010186 

— B403010194  Amend   86    to   License   DPR-26, changing    Tech  Specs    to  require 
that    no   movement    of   reactor    fuel    be   made    unless    reactor 
subcrltlcal    for   at    least    131    h 

VAROA. B  A        Operating    Reactor*    Branch    1         84/02/21         4pp 
22479   201         24X   Fichs    30-247,81/02/21,8403010186 

— 8403010199  Safety    (Valuation    supporting    Amend    86    to  License   DPR-26 
*      Office    of   Nuclear   Reactor   Regulation.     Director        84/08/21        3pp 
22479   206        24X   Fiche    30-247i  B4/O3/21,  B40301O186 

B40302017B  Riquastl   addl    Info    r>  Task    Action   Plan   T    1    <F)<3)    Forwards 
list    of    questions    needed    to    complete    review  Responses 
e>peetad    ulthln  30    day*    of    1 tr   receipt 

VAROA.  8  A  Operating  Reactors  Branch  1  84/02/22  O'TOQLE, J  D 
Consolidated  Edison  Co  of  Neui  York,  Inc  4pp  23491  086  24X 
Fichl.  SO-247,  84/02/32,  S4030E017B 

B403090O93  Forwards    application    to    amend    License    DPR-26   consisting    of 
proposed    Tech   Spec    changes, incorporating    requirements    of 
Item    II    B    1    of   NUREO-0737,     "Reactor   Coolant    Vent   Bus    " 
O'TOOLE.J  D        Consolidated    Edison   Co      of   Neu  York,     Inc        84/O2/2B 
VARQA,  S,  A        Op«ratlng   Reactors   Branch    1         3pp         32376  007        24X 
Fi e h e • 30-247, 84/02/28,  B403090099 

— B40309009B  Application    for    amend    to    License    DPR-86, revising    Tech    Spec) 
to    incorporate   requirements    for   reactor    coolant   vint    syt 
O'TOOLE.J   D.       Consolidated    Edison   Co.     of   Neu   York,     Inc         B4/02/33 
Spp         22376.009        24X    Fiche    50-247,84/02/28,8403090093 

— B403O901O1    Proposed    Tech    Spec    re   RCS  vents    per    NUREO-0737,  I  tern    II    B    1 
•      Consolidated    Edison   Co,     of  Neu   York,     Inc         84/03/29        Spp 
22376:011         S4X   Flchv    30-347,84/03/38,8403090093. 


B403B00124  Advises    that   schedule   for    submittal    of   detailed    control 
room  design   review   summary    rept  will    be   provided    by   840731, 
per    B3QB31     1 tr 

O'TOQLE,  J  D        Consolidated   Edison   Co      of   New  York,     Inc         84/03/14 
EIBENHUT,D   fl         Division    Of   Licensing         Ip          33605   332         24X 
Fiche    50-347,84/03/14,8403200124 

8403290170  Forwards   review   status   of    remaining   flenoric  Ltr    83-28    items 
re    required   actions    based    on    generic    Implication    of  Salem 
ATWB  events   Westinghouse    conducting    life-cycle    testing    of 
shunt  b   undervoltage    trip    attachments 

D'TOOLE.J  D        Consolidated   Edison   Co      of   New  York,     Inc         84/03/13 
EI8ENHUT,  D   0         Division    of    Licensing         7p p         22303   091          24X 
Fiche    50-247,84/03/13,8403290170 

8403270193  Notifies    that    utll    will    provide    addl    info   re    performance 
testing    of    relief  b   safety    valvesi  per    Item    II    D    I    of  NUREO- 
0737,  by    B40613,  per    840308    agreement 

O'TOOLE.J  D        Consolidated    Edison  Co      of   Main  York,     Inc         84/03/16 
VAROA,  3   A        Operating   Reactors  Branch    1         lp        23771    102         24 X 
Flche   30-347.B4/03/16.B403270193 


Q      Inspection   reports,     IE   Bulletins   &   correspondence 


B403020341    Forwards    IE    Insp   Rept   30-247/84-O1    on  840109-11    No 
violations    noted 
MARTIN,  T  T        Division   of   Englneerinfl  b  Technical    Programs         84/02/17 

Q'TOOLE.J  D        Consolidated    Edison    Co      of    New   York,    Inc         Spp 
22439   296         34 X   Flche    30-247. 84/02/17i  B403020341 

--9403030342    IE    Insp    Kept    30-247/B4-O1    on  B40109-11    (Jo  violations   noted 
Major   areas    Inspected    public    prompt  notification   sys 
WOJNA8,  E  J  ,    CROCKER,  H   H        Region    1,    Office    of    Director         B4/02/14 
Spp         33439   29B         24X    Fiche    30-347,84/02/17,8403020341 

8403030014  Ack   receipt   of   B4O127   I tr    informing  NRC    of   steps    takan   to 
correct   violations    noted    In    IE   Insp   Rept    30-347/83-22 
MARTIN,  T  T        Division   of   Engineering   &  Technical    Programs         84/02/24 

O'TOOLE.J  D        Consolidated    Edison   Co      of    Neu   York.     Inc         Spp 
22490    133         24X   Flch»    30-347.84/02/24,8403050014 
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— 9403030015   Respond-a     to    NRC    031229    Itr    re    violations    noted     in    IE    Insp 
Hept    3O-247/83-22    Corrective    actions    detailed    evaluation     of 
documentat  inn   ti    itisp    records    of    40   m-alnt    work    packages 
conducted   Withdrawal    of    violation   requested 

Q'TQQLE.J    D         Consoll Ha  ted    Edison    Co       of    Neu   York,      Inc          34/01/27 
MAftTlNiT  T        Division    UP    Eng  ineering    t,   Technical    Programs         3pp 
32190    135         24X    FUhe    9O-247,  B1/O2/24,  B4O303OO  I  4 

B401190072    IE    Info  Notice   34-13,     "Potential    Deficiency    in   Motor 
Operated    Valve    Control    Circuits   t.   Annunciation    "    Eve    list 
encl 

JOHDAN-E  t-        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Pest    B3Q1Q3J         84/Q2/SB  Consolidated    Edison    Co      of   NHU 

York.      Inc          115pp          239O7    239         24X    Fiche    SO-OOO,  84/03/28,  8401 19OO72 

9403090007    IE     InFo    Notice    B4-14,     "HinhUghts    of    Recent    Transport 
Regulatory    Revs    by    DDT    fe   NRC     "    Svc     list    encl 

QflACEj  J  t!        Division    of    OAi     Safeguards    E>    Inspection  Program!    IPos-t 
B30103)          34/03/02  Consolidated    Ed  i  son   Co       of    Nein    Yorfci      Inc 

130pp          22SS2   339         24X    Fiche    50-OOO. B4/Q3/O2. B4020TO007 

8402090006    IE    Info  Notice    84-16.     "Failure    nf    Automatic   fiprinklor   BIJS 
Valves    to  Operate    "    Sue    list    encl 

JCRDUN,  E  L        Division   of    Emergent  u    Preparedness   &   Engineering 
Response    <Post   330103)         B4/O3/O2  Consolidated    Edison    Co      of   New 

York.      Inc          122pp          22353    098         24X    Fithe    30-OOO. B4/03/03,  B40209OOO8 

8-102Q9Q009    IE    Info    Notice    94-19,     "Reporting    of    Radio  1 aj ical     Releases    " 
Svc    list    enc 1 

JORDAN, E  L        Division   of    Emergency    Preparedness    b   Engineering 
Response    <Poit    8301O3)          B4/Q3/O3  Consolidated    Edison    Co       of    MaoJ 

York,      fnc          119pp          23553    317         34K    Filhe    50-OOO,  B4/O3/02,  B40209OO09 


B402090044    IE    Info   Notice  84-20.     "Svc    Life    of    Relays    in  Safety-Related 
SMS   "   Svc    list    encl 

JORDAN, E   L        Division    of    Emergency   Preparedness    d  engineering 
Response    (Post    B30103)         B4/03/2I  Consolidated    Edison    Co      of   Neu 

York,     Inc          135pp         22933    OD1         34X    Fiche    3O-000,  B4/03/21,  8402090044 

8403290SiB    Forwards    response    to    IE    Bulletin    B3-O7.     "Apparently 
Fraudulent  Products    Sold    by    Ray   Miller. Inc    "    No    suhj  matls 
received    for    use   at    facilities  Evaluation   of    other   matls 
received    from  vendor    encl 

O'TQDLEiJ   D         Consolidated    Edison   Co      of    Neiu    York,     Inc          34/03/22 
DEYQUNO.R  C        Director's    Office.    Office    of    Inspection   and 
Enforcement         9pp         22BOO   Oil         24X    Fiche    9O-247,  84/O3/22,  B4O3S9Q26S 

R      Periodic    operating    reports    tt   related    correspondence 

8403230133    "Personnel    Wholo    Body   Exposure    for    CY83    "    W/B40301    Itr 
D'TQOLE.J   D         Consolidated    Edison    Co      of    New    York,      Inc          33/19/31 
HURLEY,  T  E        Region    1,    Office   of    Director         3pp        22730,137        24X 
F 1  che.  30-003,  B3/ 13/31.  3403330133 

B40336O120    "Effluent    (,  Waits   Disposal    Semiannual    Rept    for    Jul-Dec 
1983    "    H/B40301     Itr 

O'TQDLE,  J  D        Consolidated   Edison  Co      of    Neui   York,     Inc        33/IS/31 
HURLEY,  T    E         Region    1,     Office    of    Director          44pp         22738   OB6         B4X 
Fiche    00-003, B3/12/31,  B4O334O120 

9403020133   Monthly    operating    rept   for    Jan    19B4   W/B40213    Itr 

BLATT.M   ,    O'TQuLE.J  D        Consolidated   Edison    Co      of    New   York,     Inc 
B4/01/31        MCDONALD, W   0        Office    of    Resource   Management,    Director, 
6pp         22445    038         24X    Fiche     BO-247, B4/01 /31 ,  H403020I3S 


B402Q9QO11     IE    Info   Notice    84-17,     "Problems    H/LiHUid    Nitrogen    CoolinB1 
Components   Below  Nil    Ductility   Temp    "   five    lilt    encl 
JORDAN, E  L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Post    B30103)         84/03/03  Consolidated    Edison    Co      of   Naui 

York.     Inc          117pp          32553    336         24X    Fiehe    30-000,84/03/03,9403090011 

B4020900S4    IE    Info   Notice    84-O9. Rev    1,     "Lessons    Lenrned   From    Inaps    of 
fire  Protection  Safe   Shutdown   Sys    "   Svc    list    »ncl 
JORDflN, E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    IPost    B301O31         B4/03/07  Conso 1 1 tfatod    Edison    Co      of   Meu 

York.     Inc          IIBpp          S3635    049         24X    Fithe    SO-OOO. B4/03/07,  B40S090021 

Q40a09000a    IE    Info    Notice    B4-1B,     "Stress    Corrosion    Grading     in    PUR 
Sys    "    Svc    lilt    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness   &  Engineering 
Response    CPost    B301D3)          84/O3/07  Consolidate))    Edison    Co       of   Han 

Yorlii     Inc         llQpp         S2SS4    131,        JS4X   Fiche    SO-OOOi  B4/03/07,  B4020900S8 

S40321O197  Forward*   Amend    BB    to    License   DPR -26   Amend    modifies    Tech 
Specs    by    relocating    requirements    cf    reactor   vessel 
surveillance    program   from   mi *c el laneous    insp    Section   4   3 
to   RC3    limiting    conditions    far   operation    in   Section   3    1    0 
VAROfl,  a    A        Operating    Reactor*   Dranch    I         B4/03/O7        O'TDOLE.J  D 
Consolidated    Edison    Co      of   Neui  York.     Inc         6pp        227O7    178         24X 
Fiche    50-247,84/03/07,8403210197 

— 8403210200  Amend   SB    to   License   DPR-36,  mod  1 f y ing    Tech    Specs    by 
relocating    requirements    of    reactor   vessel    surveillance 
program   from  miscellaneous    insp    Section   4   &    to   RCS 
limiting    conditions    for    operation    in   Section    3    1    t 
VAROA, B  A        Operating    Reactors    Dranch    1         B4/03/O7        8pp 
22709-    184         34X    Fiche    &O-247,  34/O3/O7-  04033IOI  97 

34O3190D39  Foruards    request    for    scheduler    relief    from  AShE  Holler  L 
Pressure   Vessel    Code   Section    XI. IHD-2410    (bl    re 
t  mplcnuntat  t  on   of    sijs    oTBEsure   testing    as    part    of    Inservlce 
insp    program,  u-nti  1    Cycle    7/8    refuel  ing    outage    vamp]  eta 
O'TOOLE.J  D        Consolidated    Edison  Co      of    Neui  York,     Inc        (M/O3/OB 
VARCA,  S  A        Operating   Reactors    Branch    3         3pp        22641    001         24X 
Fiche    50-347,  34/03/08.840-3180039 


8403S701B6    Monthly    operating    rept    for    Feb     19B4    W/B4O31H    Itr 

BLATT-M   .    O'TODLE.J  D        Cons-ol  idated   Edison    Co      of   Neui  York,     Inc 
B4/02/27         MCDONALD, W   0         Distribution   Services    Dranch         7pp 
2S771    324         24X    FichB    50-247,  B4/02/29,  B4O32701B& 

8      Reportable    occurrences,     LERs   ti  related    correspondence 

B4O3310134   LER   B4-001-OO  on   B40104.  loiu  pressure    alarm  on   iileld    channel 
&    containment   penetration    pressur  1  lation    sue.    sounded    In 
central    control    roam  Caused    by    leakage    past    one    or    bath 
containment    purge   oihaust    va-lvel    W/B40227    Itr 

BLATT,  H  .    O'TODLE,  J  D        Cons  ol  idated   Edison    Co      of   Keu   York,     Inc 
04/02/03        MURLEY.T  E        Region    1,     Office    of    Director        4pp 
22707    Ova         SIX    Fiehe    30-247, 84/O2/03, B4O321O134 

0403130405   LER   84-003-00   on   840103,  tuo   of    four    MBIVs    did    not    fully 
close   within    9    a   Tech    Spec    requirement   Caused    by    dried    out 
valve    shaft    lubrication   Shaft  &  packing    lubricated 
W/O40aS7    Itr 

BLATT,  M   ,    Q'TOOLE,  J  D        Consolidated   Edison    Co      of   Neu   York,     Inc 
B1/02/O4         HURLEY,  T   E         Region    1.     Office    of     Director         3pp 
22A13    147         24X    Fiihe    30-247,84/02/04,84,03130403 

9403130093   EN-84-012    on   B4O313, notice    of    violation   h   proposed 
Imposition   of    civil    penalty    in   amount    of    *40- 000  uill    be 
1 1 tiled    Co    llcenia  Action    based    on   violation    of    Tech   Bpacs 

re    containment    spray    iys    Inoperabil  1  ty 

CRAIO,  J  ,    AXELRAD,  J        Director's    Office,     Office    of    Inspection   and 

Enforcement        84/03/03         lp         22641    248        24X   Fiche    30-247,84/03/08. 

84O3 130093 

8403270204   LER    B1-003-OO  on    B4O203.  unit    brought    to    hot   shutdown    due    to 
RPI   channel    drift   Caused    by    uncalibr  analog-signal    due    to 
movement    in  voltaa"    adjustment    potentiometer    on   RPI    power 
supply    sola    transformer  W/840322    Itr 

O'TODLE.J  D        Consolidated   Edison   Co      of    He  tit  York,     Inc.       84/03/22, 
flpp        22770   2B4        24X   Fiche    30-247,84/03/22,8403270204 

T      Hearing    transcripts    on  non-antitrust  matters 


B402090D31    IE  Bulletin  84-O2.     "Failures    of    OE   Type    HFA  Relays    in  Use    In 
Class    IE   Safety   Stje    "   Svc    list    enel 

DEYOUNO.R  C        Director"?    Office,    Office    of    In-speckJon    and 
Enforcement        B4/03/12  Contol Idabed    Edison    Co      of    Neu    York,    Inc 

134pp          22323    094         24X    Fichu    50-000-,  34/03/IH,  8402090031 


8403100004   Transcript    of  ACRB    Subcommittees    on,   Reliability    &   PRA   fc 
Indian   Point    Units    2  4.  3    B40314  meeting    in   Washington,  DC 
Pp    1-60, Supporting    documentation    encl 

*      ACRS   ~  Advisory    Committee    on  Reactor   -Baft-guards        84/03/14        &lpp 
22633.  2B9        24X  Fiche    50-247, B4/03/14,  B403 1 60004 


B40329017B  Forwards    iunmarij    of   -enalgcls   assuning    failure-   of    fast   acting 
main    Fee-duater    regulating    valve    to    close    on   demand    In 
response    to    IE  Bulletin  BO-04    Containment    pressure   tt   core 
reactivity   raspons*   within   FEAR    acceptance    criteria. 
O'TOOL€.  J  D        Consolidated    Edison  Co      of   New  York,     Inc        84/03/19 
VARQAiS    A        Operating    Reactors    Branch     1          &pp         22803    333          84X 
Fiehe' 30-247.34/03/13,8403290172 

8402090043    IE    Info  Notice   B4-I9,     "Tuio   Events    Involving   Unau  t  nor  i  leil 
Entries    Into  PHR  Reactor   Cavities    "   Svc    list    tne 1 
OORDANi E  L        Division   of   Emergency   Preparedness    t«  Eroineerina 
Response-    IPost    8301O3)        84/03/21  Consolidated    Edison    Co      of  Neui 

York,     Inc         lS3pp-       22B23   329        24X   Fiche    SO-000, 84/03/21 ,  8402090043 


DOCKET  50-249   DRESDEN  NUCLEAR    POWER   STATION,    UNIT  3 

F      Security,    medical*     emergency   b    fire   protection    plans 

B1Q3030Q04    Forwards   FEMA  B402O6   ItT    li    final    e*»rei»e    evaluations    on 
B30914    offsite    em«rB»nty    preparedness    eiercls*. 
Recommendations    from  repl    do   not    affect    approval    of   plan, 
PAPERIELLO,C   J        Region  3,    Office    of  Director        84/03/29.       REED, C 
Conmonuealth    Edison   Co         2pp        2249O  24O        24X   Ficht    30-237,84/02/89, 
8403030DO4 


DOCKETED  ITEMS 


37 


B4O3120O33    Advises    of    B4O323   regional    workshop     in    Rosomont,  IL    ui/all 
Region     III     licensees     bo    discuss    flro    protection    safe 
ihutdown   requiramenta    of    lOCFRSQ.App   R   Agenda    encl 
SPESBAHDifl   L        Division    of   Emergency   Preparedness    &  Operational 
Support         B4/O3/"Q6         REED.  C         Commonweal  th    Ed  lion    Co         3pp 
32383   33S         24X    Flche    30-O10. 81/03/06,  B4O3120033 


B403130400  Forwards   B102IO   responses    to  Generic    Ltr    B3-3S    clarifying 
TMI    Item    1 1    K   3   31    Ut  1 1    concurs   ui/NRC    position     Item   should 
be    closed 

RYBAK.O         Commonmealth    Edison   Co         B4/03/02         EI5ENHUT,  D   Q          Division 
of    Licensing         2pp         526 13    143         21 X   Fiche    30-000,64/03/02. 
B 403130400 


6403130092  Forwards    results    of    In-progress    audit    of    detailed    control 
room  design   review   Util    pursuing    course    of    review  which    NRC 
believes    will    satisfy    requirements    of   Sup p 1    I    to   NUHEG-O737 
CRUTCHFIELD, D         Operating    Reactors    Branch     5         04/03/14         FARRAR,  D   L 
Commonwealth    Edison    Co          llpp         22643   O02         24X    Flche    30-237, 
B4/03/14,B40313O093 


B40313O41O   Application    for    amend    to    Licenses    DPR-19   4  DPR-3S.  revi  > ing 
Tech   gpec    Table   3  7    1    to    require   min   addition    of    four  LPCI    b 
two   torus    spray   suction   valves 

RYBAK,  B         Comnonuiealth    Edison   Co         84/03/03         DENTON.  H    fi          Office     of 
Nuclear   Reactor  Regulation,     Director        2pp        22616   031         24X 
Fiche    50-237, B4/O3/O3,  B4O3130410 


0      Adjudicatory    correspondence 


B4OE220137   Order    eitondlng    time    until    84Q22B    for    Commission    to    act    to 
review   Director's    Decision    DD-B3-14 

CHILKiB   J        Office    of    the    Secretary    of    the   Commission        01/02/21 
Commissioners          Ip          23337    363         24X    Flcho    30-OOO, B4/02/21 , 
B4Q2220137 

B4O301023B  Order    Bitendlng    time    until    840309    for   Commission    to   act    to 
review   Director'*    Decision   DD-B3-14   &   B31Q29    decision 
denying    request    of    Environ  Policy    Inat 

CHILKiB    J        Office    of    the    Secretary    of    the   Commission        S4/O2/28 
Commissioners         Ip         22431' BIO        24X   Flcho    30-000,84/02/20, 
B4O3Q10H38 

B403Q900A9    Informs    that    Commission    unanimously    declined    to    review 
Director's    Decision    DD-83-14   Time    provided    by    NRC 
regulations   within   tuhich    Commission   mag    act    to   review 
Bxplrad    Decision   became    final    agency    action    on   840305 
CHILK.S    J        Office    of    the    Secretary    of    the   Commission        B4/O3/OB 
CELEBREZZE.A  J        Ohio,    State    of        Spp        22575   330        24X 
Fiche    30-000,84/03/06,8403090069 


— 840313041B   Proposed    changes    to   Tech    Spec    Table    3   7    1    to    r«q.uire    mtn 
addition   of    four   LPCI    6    two    torus    spray    suction    valves 
»      Commonwealth    Edison    Co         B4/03/03         lOpp         23616   033         34X 
Flche    30-337. B4/03/O3, B4O313041O 

8403140133   Forwards    Amend    74    to    License   DPR-S3   t>    safety    evaluation, 
Amend    changes    Tech    Specs    to    support   Cycle    9   operation 
ui/rlload    fuel    supplied    by    t.   associated   analyses   performed    b(j 
Exion 

CRUTCHFIELD.  D.       Operating    Reactors    Branch    5         B4/03/09         FARRAR,  D    U 
Commonwealth    Edison   Co        4pp        23630    1B9        24X   Fiche  50-249,34/03/09, 
8403140133 

— 8403140143  Amend   74   to  License  DPR-25  changing    Tech  Specs    to    support 
Cycle    9   operation   w/reload    fuel    supplied    by    h  associated 
analyses    performed    by   Exion 

CRUTCHFIELD,  D        Operating    Reactora    Branch    5         B4/03/O9          lOpp 
33620    193         24X   Fiche    30-249,  S4/O3/09,  B403140133 

— 84031401BB   Safety    evaluation    supporting    Amend    74    to   License    DPR-H& 
*     Office    of  Nuclear   Reactor  Regulation,     Director        B4/03/09 
12pp         22620   203         24X    Fiche    50-249, 84/03/09,  B40314Q1 33 


84Q3G9Q074    Informs    that    Commission    unanimously    declined    to    review 
Director's    Decls-lon    DD-83-14    Time    provided    by    NRC 
regulations    within   which    Commisaton   may    act    to   review 
txplFBd. Decision   became    final    agency    action    on   B403Q3 
CHILK-B   J        DFplc*    of    the    Secretary    of    the   Commission        B4/03/OB 
MILLAR-F        Environmental    Policy    Institute         Ip        S2379   292        K4X 
FichB- 50-000.  84/03/08,  8403090074 

B4O3090113    Informs    of    Commission   decision    not    to   review   Director's 
Decision   DD-B3-14    Time    for   Commission    to   act    eipired    on 
8403.09  U/o    encl, 

CHILK.B   J        Office    of    the    Secretary    of    the   Commission        84/O3/08 
RESNIKOFF,M,       Sierra   Club         Ip        22376  079        24X 
Flcha- 50-000.  84/03/08,  84.0309O113 

P.     Operating    licenfe    stag*    documents   I.   eorraspondence 


B4O3150373  Generic   Ltr   84-07   to   all    licensees    of    HWR»  re    procedural 
guidance    for   pipe   replacement   at   BWRs  Svc    list    encl 
EIBENHUT,  D  0        Division   of  Licensing        84/03/14  Commonweal  th 

Edison    Co         20pp         22823    384         24X   Fiche    30-000,54/03/14.9403150275 

8403220153  Application    to   amend   Licenses  DPR-19  t.  DPR-35,  rev  i  s  Ing 
Tech   Specs    to   update    snubber    tables    to  reflect    additions, 
deletions   &    other   changes 

RYBAH.H         Commonwealth    Edison   Co         84/03/13         DENTDN,  H    R         Office     of 
Nuclear   Reactor  Regulation,     Director        3pp        3271S-  338        24X 
Fiche    SO-237,B4/03/15.B403220133 

— B40323013B  Proposed    Tech    Specs    updating    snubber    tables    to    reflect 
additions, deletions   b   other    changes 

Hi      Commonwealth    Edison    Co         S4/03/19         30pp         3271S   341          24X 
Flcho    30-237,84/03/15.8403220133 


B4.03020037   Notification    of    contract    eiecution      "Dresden    fc   Perry 
aimulotor   Leasing, "    awarded    to  OE 

JEBBUPi B        Technical    Assistance   Contracts    Draneh        FIN  B-B713 
84/02/17        HAVINS.O  H        Director's    Office,    Office    of    Inspection  and 
Enforcement         Ip         2241?!    043        24X    Fiche    30-OOO,  84/O2/17,  B4O3020037 


B103270130  Application    for    amend    to   License    DPR-S3,  c  hang  Ing    Tech    Specs 
to   extend    certain  MAPLHGR    curves    to   40,000  HMil/ST 

RYBAK.B         Commonwealth    Edison   Co         84/03/1?         DENTQN,  H    R          Office     of 
Nuclear   Reactor  Regulation,     Director        3pp        22774    129        24X 
FichO    30-000,04/03/19,8403370130 


—3403020043  Contract      "Dresden   fc  Perry   Simulator   Leasing-"    awarded    to 
OE 

PIEHCE.R.L        Oeniral    Electric    Co,       FIN  B-B713        B4/02/17        3Bpp 
23491, 046        24X   Flche' 5O-000. B4/02/17, B403020O37 

B403140340  Summary    of   831S13  meeting    w/QE  fc  Mark    I    Owners    Group    In 
Bothi«d",MD   re    Mark    I    containment    wetwel 1-druwel 1    vacuum 
br*ak(tr   design  methodology 

9IEOEL, D   L        Operating    Reactors    Branch    2        B4/02/21  Operating 

Reactors    Branch    Z        Slpp         32A33    198        24X   FUhe,  30-000.  B4/02/21, 
H4031 40340 

8403090119   Forwards    supplemental    response    to    Oenerlc    Ltr   83-38. 
"Rtquired   Actions    Based    on   Oenerlc    Implication*    of   Salem 

BARNE8.PL.'     Commonwealth    Edison   Co,       84/02/29        DENTON.  H   R        Office 
at    Nuclear   Reactor    Regulation,    Director        26pp        224B8  OB4        24X 
Flche. 30-000, 84/03/89,  B40303O119 

B4O313007O  Forwards    proposed    resolution    of    environ    qualification   8ER 
i.   Franklin   Research    Ctr    technical    evaluation    rept    open    item 
deficiencies   Final    BER    should    be    ls»ued    to    Indicate 
resolution   of   program  deficiencies 

RYBAK.B.       Commonwealth    Edison   Co         B4/02/29        DENTGN,  H  R.       Office    of 
Mucle«r    Reactor   Regulation.    Director        46pp         S3602   133        24X 
FlehB' 30-337, B4/02/29,  B403130070 


— B403270I36  Errata   d  Addenda   Sheet   9. replacing    Page   4-14    to    "LQCA 
Analysis   Rept    for    Dresden   Units   3   t  3  b   Quad    Cities    1    t.    2 
Nuclear   Power  Stations    " 

»      Oeneral    Electric    Co         NEDQ-24146A   ERR    09         B3/01/31          2pp 
22774    135         24X    Flche    3O-000, 94/03/19,  B40327O13O 

— B403270144   Proposed    Tech    Spec*  re    entensinn   of    certain   MAPLHGR    curves 
to   40,000  MHd/ST 

*     Commonwealth   Edison    Co        84/O3/19       3pp         22774   137        24X 
Flche    SO-000, B4/03/19.  8403270130 

8403320047   Forwards    corrected    Page   45    to  Amends   SI    (<  73   to  Licenses, 

DPR-19  b  DPR-25, respectively, uhUh    failed  to    include 

Footnote    11    re   verification    of   time    delay  setting    between 
3    d   9    B 

CRUTCHFIELD,  D       Operating    Reactors    Branch  5        84/03/20        FrtRRAR, D    L 

Commonwealth    Edison   Co         4pp         22712    197  34X    Flche    30-237, 84/03/20. 
8403220047 

Q      Inspection   reports,     IE  Bulletins   t.    correspondence 

8403120134   Forwards    IE    Insp    Repts   3O-237/B4-01.  5D-249/B4-01i 
SO-254/B4-01,  30-265/B4-01,  50-295/84-01    tc   SO-304/B4-01    on 
840203-14  No   noncomp 1  lane e    identified 

BHAFER,U   D        Region   3,    Office   of   Director        84/03/23        REED,  C 
Commonwealth   Edison   Co        2pp        22B90  090        34X    Fiche  5O-OOO,  B4/O2/23, 
B403130134 


DOCKETED  ITEMS 


— B403130137    IE    Insp    Repts     5O-237/84-OI ,  50-349/84-01 ,  50-S34/S4-01, 
30-365/34-01,  5Q-293/B4-Q1    fc    50-304/B4-O1     on    84OSO3-14    Ma 
noncompliance    or    deviation*     identified    Major    area* 
inspected    allegations    of    improper    operation 

CKRiasaTIMDS.N   .     T CINQUE.  T    ,     HOLZMER,  M         Region   3;     Office*    of 
Director         84/Q3/21          4pp          23570    093         24X    Fiche    30-OQQ.  B4/O2/23, 
B4O3IS0-134 

9403030043   Forwards   R«v  0    to    "Corporate  Regulatory   Performance 
Improvement   Plan    "   Plan    designed    to    heighten    employee 
awareness   &    strengthen   corporate   ability    to    improve 
regulatory    per f ormanc H 

THOMAS, E  Commonwealth  Edison  Co  84/02/24  KEPPLER.  J  0  Rsgion 
3.  Office  of  Director  3pp  S2WQ  137  24X  Fiche  50-000,64/02/24, 
8103050043 

— 8103050046  REV  O   to    "Corporate   Regulatory    Performance    Improvement 
Plan    " 

*      CommtmuBfllth    Edison    Co          B4/O3/29         B2pp          32490    142          24X 
Fichu    50-000.,  94/02/34.  B403Q50043 

B30I190073    IE    Info  Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuits    b  Annunciation    "    Svc    list 
enc  1 

JORDAN,  E  L.        Division    of    Emergency    Preparedness    fc  Engineering 
Response     (Post    B3O1O3)          B4/O2/23  Coniolidatid    Edison    Co      of    Neu 

York,     Inc          llEjip          33909    339-        24X    Fiche    3O-000,  84/O2/38,  0401 190072 

B4030"30u07    IE    Info   Notice   04-1-3.     "Highlight*    of   Recent   Transport 
Regulatory    Revs    bij    DDT   b    NRC     "    Svc    list    encl 

BRACE,  J    N         Division    -of    QA,     Safeguards    t,    Inspection   Programs    (Post 
B30H)3t          84/03/03  Consolidated    Edison    Co      of    New   Yor*,      Inc 

130pp          2253232?         34X    Fi cha: 3O-OOO, B4/O3/O2,  8402090007 

8402090008    IE    [nfo    Notice-   B4-I6.     "Failure    of    Automatic   Sprinkler  Sus 
Valves,    to   Operate    "   Svc    Hit    encl 

JORDAN,  E  L        Division    of   Emergency    Preparedness   i    Engineering 
Response,    (Post   630103)         34/03/02  Consolidated    Edison    Co      of   NBU< 

York.     Inc          ISSpp          32533   07B         24X    Fiche    3O-000,  B4/03/O2,  B4Oao<?OOOB 


8403190071   rnruiards    order    re    intergranular    stress    corrosion    crackinj 
Insp    !.    repair    at    facility    &   EEfl 

CRUTCHFIELD.D         Operating    Reactors    Branch    5         B4/O3/15         FARHAIt.  D   L 
Commonwealth    Edison   Co         2pp         23669   339         2flX    Fiche    30-249,  B4/03/13i 
3103190074 

— 8403190077    Order    confirming,    utll    commitments    re     intergranular    stress 
corrosion   cracking    inap 

PURPLE. R    A        Division    of    Licensing        SI/03/19  Commonwealth 

Edison    Cn         6pp         22669    337         24X    Fiche    30-349,  B4/O3/ 13,  B40319Q074 

— B4031900S2  Safety    evaluation    re    intergranular    stress   corrosion    cracking 
Insp    &   repair  Plans    for    Insp   fc  mod    of    rec irculatlon   fc   other 
RCPB    piping    ays    should    be    submitted    for    ravlou  3  month! 
before    refueling    outage 

*      Office   of   Nuclear   Reactor  Regulation.    Director        84/03/13 
ISpp          82669   343         24X    Fiche    30-349,84/03/13,8103190074 

84O319O107   For ward 3    safety    evaluation    supporting    util    S3 1209    plan    for 
Insp     !c   repair    of    remaining    uields    covered     in    NRC    830B26 
intergranular    stress    corrDaion  crack  ing    inap    order 
confirming    shutdown  Plant   may   return    to    pouer    operation 
DENTDrt,  H  R        Office   of   Nuclear  Reactor   Regulation.     Director 
B4/O3/13         FARRAR.D   L         Cammonuealtli    Edison    Co         3pp         23669   300 
S4X   Fiche   50-249,  B4/O3/15,  B4031901O7 

— B403190113   Safety    evaluation    tupporting    utll    B31209  plan    for    inap   i 
repair    of   remaining   welds,    covered    in   NRC   B30S2i 
Inter-granular   stress    corrosion    cracking    insp    order 
cafiflrnlng    shutdaun  Full    pouier    operation   acceptable 
»      Office    of    Nuclear   Reactor  Regulation,     Director        04/03/15 
13pp          2H669    303         24X    Fiche   30-249,64/03/13,0403190107 

a4O323QOBB  Ac k    receipt    of    regulatory    performance    Improvement    plan 
Periodic    meetinga    requested    to  discuss    pragreas    on    program 
&    provide    feedback 

KEPPLER,  J  0        Region    3.     Office  of    Director        84/03/20        THOMAS,  D 
Commonwealth   Edison  Co         if        2273O    161         SIX   Fiche    90-000. G4/O3/30, 
a4032300BB 


B40209O009    IE    Info    Notice    84-13,     "Reporting    of   Radiological     Relea»es    " 
Svc    list    encl 

JORDANi E  L        Division    of    Emergency    Prepared  ness    *   Engineering 
Response     (Po-sfc    S3QtO3l          64/O3/02  Cotiso  1 1  dat«d    Edison    Co      nf   NBUJ 

York,     Inc          t!9pp          22553    217         24K    Fiche    50-000,84/03/02,9402090009 

8402090011    IE    Info    Notice    B4-I7,     "Problem!   U/Liquld    Nitrogen    Coaling 
Components    Oelou   Nil    Ductility   Temp    "   Svc    lilt    encl 
JORDAN, E   C-         Division    of    Emergent y    Preparedness    6    Engineering 
Response    (Pott   B3D103)         B4/03/OS  Consolidated    Edison    to      of    Neu 

Vorl,      Inc          117pp          22553    336         E4X    Flchc    50-000.84/03/05,8403090011 


-8403330107   Forwards    corporate   regulatory    performance    Improvnment   plan 
THOMAS, D        Commonwealth    Edison   Co        Q4/02/24        KEPPLER,  J   0        ReolDn 
3,     Office    of    Director         3pp         22730    Ii2         24X    Flehe    30-000. 
94/03/30,  840323008B 

-040^230136   Rev   0   to    "Corporate  Regulatory    Performance    Improvement  Plan 
For    Dresden, Quad    Cities,  lion  >*  LaSalle   Operating    Nuclear 
Stations    ti  Dyran  (<    Qraiduiood  Project   Operating 
Organ! lat ions    " 

*      Commonwealth    Ellison   Co        84/02/S?        22pp         25730    165        34X 
Ficho     50-000,84/03/20,  Q4O32300BB 


B4031303.7O  Foruard*    lummarij    of    ultrasonic    insp    fc  resultant    repairs 
nn    stalniess    steel    uel-ds    covered    by    B30B26   order   Summary 
lists    overall    insp    scope,  uields  not    ejamined    tr   table-   of   uiel-dt 
u/lndlcatians    of    intergranular   stress   corrosion    cracking 
RVQAH.B         Commonuealch    Edison    Co         B4/O3/05         DENTON,  H   R          Office    of 
Nuclear    Reactor  Regulation,     Director         5-lpp         32616  334         24X 
Ftche    50-349, B9/03/O3,  64O3130370 


0403260196   Foriuards    responses    to    IE   Bulletin   83-07,     "Apparently 
Fraudulent   Products    Bold    by    Ray   Miller, Inc    "    Quad   Cities 
supplied    u/plplng    matls    from  Ray   Miller,  Inc    during    const 
Evaluation    encl    Concerns    of    IE  Bulletin    83-Ot   satisfied 

BARNES,  P  L  Commonwealth  Edison  Co  B4/O3/20  KEPPLER, J  0  Region 
3.  Office  Of  Director  19pp  28736  183  24X  Fiche  30-000,84/03/20, 
B403S60196 


8403090024    IE    Info  Notice    B4-09,  Rev    1,     "Lessons    Learned   From    Insps    of 
fire   Protection  Safe   Snlitdoun    Sgs    "    Svc    list    encl 
JORDAN, E  L        Division   of    Emergency    Preparodness.   &  Engineering 
Response    (Post  S301031         84VO3/07  Consolidated    Edison    Co      of    Neiu 

Vork.      Inc          liapff         3263  S   O49         34X    FliAe    3O-0-00,  a4/03/C-7,  64030901)34 


B40B090043    IE    Info  Notice    B4-19,    "Two   Event*    Involving   Unauthorlred 
Entflei     Into   PHn  Reactor   Cavities    "    Svc    list    encl 
JORDAN,  E   L        Division    of   Emergency    Preparedness    &  Engineering 
Response     (Post   B3O103)         84/D3/21  Consolidated    Edison    Co      of   Neu 

York,      Inc          I33pp         S2B23    H29         S4X    Fiche    50-000,84/03/31,8402090043 


8403090033    IE    Info  Notice   3-J-1B,     "Stress   Corrosion   Cractlng     in    PWR 
Sys    "   Bwc    list    encl 

•JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    {Post   0301  OS)         B4/O3/07  Consolidated    Edison    Co      of  Neu 

York,     Inc         HBpp         22HB*    IBfi        34X    Fiche    30-000,  B4/O3/07.  B402090l>38 


8402090044    IE    Info  Notice    B4-20,    "Svc    Life    of    Relay*    in   Safety-Related 
Sys    "    flvc    1  1st    end 

JORDAN,  E   L        Division   of    Emergency    Preparedness    &  Engineering 
Response     (Post    B30103),       84/03/21  Consolidated    Edison    Co      of   Niu 

York,     Inc         133(ip        32933   001        34X   Fiche    30-000,84/03/31,8402090044 


3403190001    Coranlts    to    submit    plans    for    Insp ,  corrective   actions    Wor 
mods,  inc ludlng    potential    replacement    of    reclrculat ion   or 
other   piping, at    least   90    tfaus    prior    to   nait   refuoling    outage 
schfldule-d    far    Apr    1793 

BCHH8EDEH,  C   U        Commonuiea  I  th    Edison    Co        84/03/09        DENTQN.H   R 
DfPlce    of  Nuclear  Reactor    negulation,     Director        3pp        23464    324 
24)!   Fiche    30-349,  S4/O3/O9,  H403I90OO1 


R      Periodic    operating    reports    &   related    correspond  ante 

B4030AOO99    "Rept    of    Radioactive   Ef f luents^ Jul-Dec    19B3   "    H/B4O315    Itr 
SCOTT.D    J        Commonwealth.    Edl»on   Co        B3/13/31         KEPPLER,  J   0.       Region 
3,    Office   of   Director         17pp        22SO6  243        24X    Fiehe   30-O10, B3/12/3I > 
B403Q60099 


B103090031     IE    Bulletin    84-0?,      "Failures    of    OE    Tups    HFA   Relay*     In   U»«     in 
Class    IE  Safety    Sys    "    Svc    list    encl 

DEVDUNGiR  C        Director's   Office,    Office   of    Inspection   and 
Enforcement        B4/O3/I2  Cnniol idated    Edison   Co      of    Neu    York,     Inc 

134pp          22833    094         ?4X    Flch»:  3O-OOO,  B4/O3/1  2i  B402090031 


B4030Q0197    "fiept    of    Occupational   Personnel    Radiation   Doses,  19B3,  " 
W/040337    Itr 

BCOTT.J    8        Casnmanucalth    Edison   Co        83/12/31         CASE,  E   0         Office    of 
Nuclear    Reactor   Regulation,     Director         13pp         22339  099         24 X 
Fiche    50-000, B3/ia/31,8403O80197 


6403300196   Responds    to   84O307    telcc-n   re    mld-cifElii    insp    re«ults    of 
siiieepolflt  welds   23A-4    t  32B-B   on    r«c  IrcuU tion    tyi    piping 
RYBflK.B        Comraonwealth    Edison   Co         B4/03/12        BENTON,  H  R         Office    of 
Nuclaar    Reactor   Regulation.     Director        Sop         B2697    116        B4X 
Flcha.  30-249.  84/03/12,940330019.6 


84O3B301BO  Annual  uihoU  body  external  eiposures  for  1983  W/840316  Itr 
RYDAK.B  Commonul«ialth  Edlion  Co  83/1S/31  7pp  E371i  007  24X 
Ficho  30-000,83/13/31,8103230130 
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H10313O013   Monthly    operating    repts    for    Feb     1«7B4    H/8403O1     Itr 

SCHROEDER.B    A    ,     SCOTT.  D   J         Commonweal  th    Edison   Co         B4/02/21)         17pp 
32611    314         24X   Fiche    30-237,34/02/29,0103130015 


DOCKET    90-230    TURKEY   POINT    PLANT.    UNIT   3 

F      Security,    medical,     emergency   &   fire   protection   plans 

B403200110  Public   version   of   Emergency   Plan    Imp  1 ementlng    Procedures 
20103,     "Classification    at    Emergencies"    &   2QIO4,     "Emergency 
Roster    "    W/840123    Itr    b    JM   Felton    840322    release    memo 
BAKER,  C    ,     WILLIAMS.  J   W         Florida    Power    t-   Light    Co         B4/01/17 
Q'REILLY.J   P         Region    2.     Office    of    Director         31pp         22B1 1    339         24X 
Fiche    30-230,  84/01/17,  0403200110 

B403020204    Forwards    IE    Insp    Repti    SO-2SO/B3-43   t.    30-351/83-42   On 
031316  &  notice   of   violation   Notice    of   violation 
withheld    (ref    1OCFR2  790Cd>    t,    1QCFFI73  21} 

LEUIS.R  C  Division  of  Project  &  Resident  Programs  B4/OI/B5 
WILLIAMS,  J  W  Florida  Power  &  Light  Co  Spp  22440  094  34X 
Fiche  30-290,04/01/23.0403020204 

--H40302Q241    IE   Inap    Repts    30-250/83-43  t.   50-231/03-42  on   831216 
Noncompl lance   noted    employee   circumvented    security   access 
control    igi    Detail*    withheld    (ref    1QCFR2   770   &    10CFH73   21) 
TILLMAN.A   ,    BREWER,  R        Region  2,    Office    of   Director        MCQUlRE,  D  R 
Division    of   Emergency    Preparedness   ti  Matorials   Qafetg         84/01/20 
Ip         B2440   096         21X    Fiche    30-250,61/01/33.8103020304 

8403060056  Approves    state   &    local    plans  &   preparedness    for   alerting   & 
protecting    public    in   event    of   radiological    emergency 
Approval    conditional    on   verification   of   alert   &  notification 
sys    per    criteria   of   App    3    of   WflEG-0634/FEMA-REP-l,fiev    1 
8PECK.S  W        Federal    Emergency    Management   Agency        81/02/13 
DIRCKB. W  J        Office    of    the   Eiecutlve   Director    for   Operations        Ip 
32316   300         21X    Flehe    30-230,84/02/15,8403060086 

8403010173  Forwards    order    confirming    licensee    commitments    to    Implement 
post-THI    related    items    per   Suppl    1    to  NUREQ-0737  Scheduler 
commitments   reasonable,  achlevabl *   t-  will    provide    timely 
upgrading    of   emergency    response  capability 

VAROA,  S   A        Operating   Reactors   Branch    1        84/02/E3       WILLIAMS, J  J 
Florida   Power   b  Light   Co        4pp        32479  209        24X 
Ficht.  90-290.64/02/23.8403010173 

— 8403010100  Order    confirming    licensee    commitment*    to  upgrade   emergency 
response    capability. pet    Suppl    1    to   NUREO-0737 
(Generic   Ltr   02-33J 

EISENHUT.D  0        Division    of   Licensing        84/02/23  Florida   Power   & 

Light  Co        ipp        22479   213        24X   Fiche   30-250.04/02/53,8403010173 

0403020285  Ack    receipt    of   8402 IS   Itr    Informing    NRC    of   steps    taken    to 
correct   violations    noted    In    IE  Safeguards    Insp    Repto 
30-230/03-43  fc  30-231/83-42 

LEHIB, R  c  Division  of  Project  &  Resident  Programs  B4/02/29 
WILLIAMS,  J  U  Florida  Pouer  ti  Light  Co  Ip  22440  069  21x 
Ficha  30-230.  04/02/29.  B403020203 

— 8403020288  Responds    to   NRC   840125    Itr   re   violations  noted    In    IE 
Safeguards    Insp   Repts    30-230/03-13  t    30-551/33-42  Corrective 
actions   withheld    (ref    IOCFR2  790  &  73  Bit 

WILLIAMS.  J  H,      Florida   Power   &  Light   Co        B4/02/15        O'REILLY,  J  P 
Region   2.    Office    of   Director        Ip        22410  070        24X 
Fich.    50-B30. 84/02/29,  04030B0283 

B4031602S4   Notifies    of   840316  workshop    to   discuss    10CFR30,App   R 
requirements   It    imp    result*    to   resolve    mi  sunder  stand  ing*    re 
fire    protection  Attendees    should    be    limited    to    six    due    to 
ilit    of    conference    room 

LEWIS, R  C  Division  of  Project  tt  Resident  Programs  04/03/02 
WILLIAMS, JW  Florida  Power  fc  Light  Co  tp  22660  233  24X 
Flehe  SO-000, 84/03/02,  8403160254 

8403190429  Forwards   regulatory    effectiveness   review    iRER)    rept, poisible 
solutions    to  HER   concerns    &   observations   &  vital    areas 
definition   rept.  Ends   withheld    (ref    10CFR73  21) 
VAROA,  8  A       Operating  Reactors  Branch   1       8.4/03/06       WILLIAMS,  J  W 
Florida   Power   &  Light   Co.       Ip        22601    327        24X   Fiche   30-350. 
84/03/06, B403190429 


&     Adjudicatory    correspondence 


6403070135  Brief   on   conflict    posed    by    legal    requirement   of    timillneis 
1<   equitable    considerations   ASLB   should    issue   ruling  allowing 
petitioners    contentions    that    addrns   new   fuel    core   design, 
change*    In  Tech   Specs   t,  reduction    in    safety   margins 
HODDER.M  H        Center    for   Nuclear   Responsibility        84/O3/03         Upp 
2253B  369        24X  Flcht    30-230-84/03/03,8403070133 


— B403070139  Motion    for    leave    to   file    brief    on   conflict    posed    oy    legal 
requirements    of    timeliness    ti   equitable    considerations     an 
B40303    initeail   of   B40302  Certificate  of   Svc    encl 
HODDEfi.M  H       Center   for  Nuclear  REBponsi b i  1 1  ty        B4/03/03 
Atomic    Safety    and    Licensing    Board    Panel          2pp          2233B    276         S4X 
Fiche    50-350,  B4/03/O3,  B^O3070135 

—8403070143   Forwards    applicant   B3032S    Itr    u/encl     re    uti!     pr&saurlied 
thermal    shock  t   flu»   reduction  program  per  B4O228  request 
U/o    Itr 

HODDEfi.M   H        Hodder.     M   H         HDDDEHi  H   H         Center    for   Nuclear 
Responsib i 1 itg        S4/O3/03  Atomic   Safety   and    Licensing    Duard 

Panel         7pp         3253B   27B         SIX   FUhe    30-230,84/03/03,8403070133 

8403140017  Response    to  NRC  i.  util   responses    to  amended   petition    to 
Intervene  NRC   guilty    of   conducting    business    laulesittj   via 
repeated   OL  amends  ui/NSHC   determination  Certificate   nf    Svc 
enc  1 

HODDER.M  H       Center    For  Wuclear  Responslb  i  1  itu        HODDER.M   H        Hodder, 
M  H       B4/03/07  Atomic   Safety   and    Hcenoing    Doard  Panel         20pp 

22633    144         24X   Fiche    30-230,  B4/03/O7. 84O314001  7 

— B403140023   Motion    fur    leave    to    file     Iftte.due    to    delays     In    typltif    !, 
reproduc tlon 

HODDER.M  M       Center    for   Nuclear  Responsibility        HODDER.  ti  H 
Hoddar,    M  H       B4/03/07  Atomic    Safety    and    Licensing    Doard   Panel 

3pp         22632    161         24X    Fiche    30-230, 84/&3/O7.  B4O3140017 

8403130034  Order   granting    licensee  motion    for    eitensinn   of    time    to 
B40314    for    filing   response    to  petitioner   B10303   brief   ra 
consolidating    consideration   of   tuo   sets   of    licpnee    amends 
Issued    last   yr 

LAZO.R  M       Atomic   Safety   anil   Licensing  Board   Panel        84/O3/09        ip 
22614   307         24X   Fiche    50-230. 84/O3/O9, B403130034 

8403190063   Response    to   Ctr    for    Nuclear    Responsibl  1  ity]    1>   J    Lor  Ian    840303 
brief    on   conflict   posed    by    legal    requirements   of    timeliness. 
b    equitable   considerations   ASLB   should   exclude    any    b  all 
issues   re   B31S09  Amends  9S  St  98  Certificate    of    Svc    enc  1 
WOODHEAD.C  P        Hearing   Branch  4       34/03/14         12pp        23664,   200        24X 
Fiche    30-230,84/03/14,9403190062 

B403190171   Response    to   petitioners   810303  brief   re    consolidating    tuo 
sets   of    license   amends    Isiuod    in    late    1933    in   support   of 
nou  fuel    assemblies   ABLB    should   confine   proceeding    to 
841007  amends 

DAUBER,  M  A       Florida  Power  t>  Light  Co        BftuSER,  M  A        Newman   & 
Holtlinger        84/03/14  Atomic   Bafttg   and    Licensing   Board   Penal 

15pp        33670  263       24X   Fl  che,  SO-2SO,  B4/03/  14,  84031  90171 

—8403190179  Affidavit    of   DC   Poteralski    on   petitioners  840303  brief    re 
conflict   posed   by    legal    requirement   of    timeliness   ti 
equitable   considerations   Utll   830720  amends  not    part    of 
pressurlied    thermal    shock    program   U/Certtf icatc    of  Svc 
POTERrtLSKI.D  C        Florida   Pouer  (.  Light   Co        S4/Q3/09         17pp 
B2670   250         24X    Flche    50-230,  84/03/ M,  H4O319O171 

B403290H99  Forwards   UL  Outhrle   B1022B    Itr    to    be    served   on    parties 
Copy   should    be   placed    In   PDR 

LA70.R   M        Atomic   Safety    and    Licensing   Board  Panel         DSD    S7B 
B4/03/27        CLEMENTS, WL        Record   Services   Branch    (Document    Control 
Desil         Ip        H2B01    336        24X   Flche   SO-330,  B4/03/37,  S103ai!0299 

— 8403290304   Forwards    File   pretented    to  Dad?    County    Cltliens    Revl  BUI 
Committee   objecting    to   OL    issuance 

QUTHRIE.W  L       Affiliation   Not  AlEigned        B4/02/2Q  Atomic    Safatij 

and   Licensing   Board   Panel        37pp        HE BO I    337        24X 
Fiche    30-230,54/03/27,8403290299 


hi     Oeneral    correspondence 


8403290149  Responds    to  840208    Itr   requesting    diiistance    th   responiling 
to  J  Paskavltch    Itr   requesting    latest  EIB   on  concentrations 
of   Sr-90,Cs-137  &    1-131    near   plants    Tuo  annual    repts   encl 
H/o  rapts 

DIRCKSiM  J       Office    of    the   Executive   Director    fur   Operations 
84/03/07        CHILES.  L        Senate        4pp        5280?  316        24 X 
FichB    30-000.  04/03/07.  B1032B0149 

— 84032BOIS6  Forwards    constituent  J  Paafcavltch    Itr    requestinn    latest   EIS 
on   concentrations    of   Sr-*?0i  Cs-137    fc   1-131    near    plants. 
Comments  &  views   requested, 

CHILES.L        Senate        04/OH/OB       HAMMERER,  C.      Office   of    Conorea*  lone  1 
Affairs        Bpp        82809  3BO       24X  Flche   50-OOO. 84/03/07,  84032B01 49 


Insurance  b   Indemnity    Information 


840306033B  Forward*  Endorsement  70  to    NELIA  Policy   NF-1Q5 
DUCK.J  R        Marsh  ti  McLennan,     Inc        0a/02/2H        BALTIMAN,  J 
Director    for   State  d  Licensee  Relations        Zpp         B23I6  DM 
Fiche    30-250, B4/OH/28.  B103060332 


Assistant 
24X 
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P      Operating    license    stage    documents    &    c  orr-espondence 

B40301016O   For-uardS    Amends     1O1     &   75    to    Licenses    EPFl-31    tc    DPI! -41, 
respectively    d    *afeti|    evaluation    Amends    revise    Tech    Specs     to 
add   motor    operated    valves    &6,3-rt   (•  963-B    to    eiiiting    valv»B 
required    to    hav*    power    removed 
MCBOWAUu.D   0         Operating    Reactors    Branch     1          B4/02/22         WILLIAKS.J   U 

Florida   Power   &  Light    Co         3pp        BS479  332        24K 
Fitjie    30-250,  S4./02/H2,B<IQ3O101AO 

— 94O301OI71    Amends    101    it  95    to  Litanies    DPR-31    &  DPR-41 , res pect ive ly. 
revising    Tech   Specs    to   add    motor    operated    valves   863-A  fc 
8A3-H    to    existing    valves    required    to    have    power    removed 
VARGA,S    A.         Operating    Reactors    Branch     1          BIX  OS/ 22         7pp 
3347"?   235         24X    Fiche    30-350.84/03/23.84030101,60 

--3403010177  Safety    evaluation    supporting    Amends    JO!    &  93   to    Lic-enses 
DPR-31    i    DPR-41,  respectively 

*      Office    of  Nuclear    Reactor  Regulation.     Director-        B4/O2/22        7pp 
22479   242         24X    Fit  fin    50-25O.  B4/OS/33,  B403Q1016Q 

8403O2O1B4.    Requests     Identification    of    any    potential     problems     or     items 
that    cannot    be   wet   within    time    frame   required    to   meet    Sept 
1184    ooal     for    completion    of    NUREG-0737    Items 

VAROA, a    A         Operating    Reactors    Branch     1          04/O2/22         WILLIAMS,  0 
Florida   Pouier   &  Light  Co        2pp        22493    OOS        24X 
Flche    50-390,84/02/22.8403020134 

E40306Q168  Notifies    that    administrative    program  5.   procedures    noui    in 
effect    iiiill    be   reviewed    to    confirm    implementation    of 
rscommBnded    guidelines    in   NUTAC   r«pt,per   Generic    Ltr  83-2B 
WILLIAMS.  J  C        Florida  Power    t,  Light  CD         84/03/01         EISENHUT,  D  0 
Division    of    Licensing          Ip          23518    336         S4X    Fichu    SO-OOQ.  B4/O3/QI, 
3103060166 

B4030BOQ2Q  For wards    integral    neutron    source    data    for    evaluating   & 
verifying    Flux    reduction    per    841 17    request    Data    for   Cycle    9 
core    octant    time   average*    relative    power    dens  1  ty,  cr  itical 
weld    peakin-g    Factor   &  peripheral    assembly    pin    pouier    ancl 
WIL«.IA!1S.J  H        Florida   Power    t,  Light  Co         B4/03/01         VAROA.B  A 
Operating    Reactors    Branch     1.         lOpp          22539   229         B4X 
Flcho    50~25Q,S4/03/01. 8403080020 

84G319O150   Notifies    o-f    B4O402-O&   meeting    &    pre ( rap lementat ion    audit   at 
Turks  if    Point    to   ifiscuss    conf  Irmatory    Items    Identified    In 
safet-y    evaluation    of    detailed    control    roam   d-esign   reviews 
far    facilities 

VAROA.5   A        Operating   Reactors   Branch    1.       B4/O3/O7        WILLIAM, J  W 
Florida  Power    t.  Light   Co        4j  p        S3i,Bl    311        24X 
Ftche    50-000,84/03/07,0403190150 

8403200264   Application    to    amend    Licenses    DPR-31    tt  DPR-41 .  ihanjj  ing   Tech 
Specs    to    expand    spent    fuel    *torage    facilities    to   accommodate 
expected    increase    in    invsntorg    of    -spent    fuel    aiienblles 
ab-ove   -capacity    of    exiltinj    storage    Facility 

WILLIAMS.J  M        Florida   Power    &  Light  Co        84/03/14        EISENHUT, D  0 
Division   of   Licensing        3pp         £24B7   363        24X    Flche    30-380,94/03/14, 
8403200  2M 

— B403200266  Proposed    Tech    Spec  B.  eipand  ing    spent    Fuel    storage    t  ac.1 1  i  1 1  us 
«      Florida  Pinuer    fe  Light    Co        94/03/14         17pp         22dB7  26t        34X 
Flche    SO-2 


~H4030a034J     IE    Inap    Repts     50-350/83-43   t,    SO-251/S3-42    on    B31S16 
None  omp  1  iance    noted    employee   c  Ivcuravented    security   access 
control    ays   Detaila   withheld    (ref    10CFRE  790  «.   10CFR73   31) 
TILLMAN.A   .     BREWER,  R          Region   3.     Office    of    Director         MCOU1RE.D   R 
Division    of  Emergency   Preparedness   t/  Materials   Safety         B4/01/30 
Ip         23440    096         24X    Ficho    30-250,  84/01/23,  B4O303O204 

B40^lfi030i,   Forwards    IE    Insp    Repts    SO-25O/B4-03   t.    30-351/B4-02    on 
B40121-31    Ha    violations    or    deviations   noted 

DANCE.  H  C        Division    of   Project   b   Resident   Programs        84/O2/21 
WILLIAMS.J  W        Florida    Pouier    t,  Light   Co        2pp        BS6bO    143        24X 
Flche    30-250,84/02/21,  B40316O306 

--040316Q316    IE    Insp    flepts    5O-250/Q4-02   t    3O-2B1/B4-02    on    B40121-31    No 
violations    or    deviations    noted   Major   areas    Impacted    plant 
operations,  survel  llance    testing    fc   plant    tours 

KRUQ,H  E        Region    2,    OFfice    of   Director        JAPE,  F        Division    of 
Engineering   t,  Operational    Programs        B4/02/14        0pp         22660    147 
24X   Fiche    50-230,  B4/O3/21,  Q403140306 

B401190D73   IE    Info  Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated   Valve  Control    Circuits  &   Annunciation    "   Svc    Hit 
enc  1 

JORDAN,  E  L        Division   of    Emergency    Preparedness    tt   Engineering 
Response    (Post  Q301O3)         B4/OB/28  Consolidated   Edison    Co.     of   Meui 

York.     Ine          llSpp         23-J09    239         24X    Fiche    3O-000,  84/03/20,  B4O1  190073 

0403030363  Act    receipt    of   840215   Itr    informing    NKC    of    steps    taken    to 
correct   violations   noted    in    IE  Safeguards    Insp    flepts 
50-SSQ/B3-43   t>   50-231/83-12 

LEWIS,  R  C  Division  of  Project  b  Resident  Programs  B4/OB/29 
WILLIAHB-J  U  Florida  Pouier  &  Light  Co  tp  22440  O69  24X 
Flche  50-250.  B4/02/29.  B4030202BS 

—  B4O3Q203BB  Respond*    to    NRC    940123    Itr   re   violations  noted    in    IE 

Safeguards    Insp   Repts    5O-2QO/83-43   b   30-231/03-42  Corrective 

actions    withheld    (ref    10CFRB  790   tc   73  31) 

MILLIAMB.J   W        Florida    Pouisr  i  Light   Co.       B4/O2/13        O'REILLV.J  P 

Region   2,     Office    Of    Director         Ip         22440   O70         24X 

Flche    3O-23Q,  84/02/39,8403020285 

B1030i0291   Requests    1-month    enemption    from   10CFH30   33a(g)(5KIi) 
sihedulaT    req.uiranietits    rif    inaervice    insp   Due    to   recent    revs 
to    code    boundary    draulngsn  addl    time    to   revleu  t    incorporate 
changes   required 

WILLIAMS,  J  M        Florida    Pouier    ti  Light   Co        B4/03/01        EISENHUT,  D  0 
Division   of   Licensing         Spa         22519  OS6        24X   Flche   90-230,04/03/01, 
B40306O291 

8403140300  Discusses    util    request    to   update    requirements    for    sys 
pressure    tests   Si    Bit  end    eiisting    10-year    insp    Interval    due 
to    lengthy    steam  generator    repair    outages    Eitenslon 
unacceptable    Update    of    test    requirements    acceptable 
VAROAiB,  rt        Operating   Reactors   Branch    1        84/03/01,       WILLIAMS,  J,  W 
Florida   Pouier   &  Light   Co         5pp        22633  318        24X 
Ficha    30-230.  B4/O3/O1  ,  B4O314O300 

—  840314O306  Exemption    from    requirements    of    pressure    test    to    1960  Edition 

through    Winter  1931    ASME   CoSe,  Section    XI    Requests    to    Bit  end 

Insp    Intervals  to    S4O9O1    unacceptable 

EIBENHUTiD  S  Division    of    Licensing        84/03/01  Florida   Pouer   & 

Light   Co         4pp         32635    3B3         24X    Fiche    30-230,  B4/03/01,  8403140300 


— B4O32OO27O  "Spent  Fuel  Storage  Facility  ttod.Srtfl  ' 
*  Florida  Pouer  t  Light  Co  Bfl/03/14  106pp 
Fiche  50-250,84/03/14,8403200264 


226B7   2B3         24X 


84O330Q2BB   Request!    remittance    of    fee    for   re view   of    B40210  rapt 
summarizing   available   reactor    vessel    mat  IB    data    In   response 
to    prossuriied    thermal    shock    concerns 

DlflOa.R    H        License  Fee  Kanaoement    Branch         84/03/13        UHHIO.R, 
Flo-rida    Pouer    t.  Light  Co.       Ip        22844    329        24X    Fichc    30-230, 
B4/03/1 3,3403300283 


B402090Q07    IE    Info   Notice   84-14.     "Highlights    of   Recent   Transport 
Regulatory    Revs   1>y    DOT   &   NRC    "    Bvc    Hit    end 

GRACE,  J  H        Division   of   QA<     Safeguards   &    Inspection  Programs    (Post 
B3D103)       04/03/03  Concn-1  itfated  Edison  Co     of   Htui  York,    Inc 

I30pp         22332    329         24X    Fiche    50-000i  B4/03/O2,  B402090007 

8403090008    IE    Info   Notice   34-16.    "Failure   of   Automatic   Sprinkler    Sys 
Valves    to    Operate    "    Svc    list    end. 

JORDAN,  E  L        Division   of    Emerpincy    Preparedness   h  Engineering 
R«ipon>e    (Post   B301C3I         84/Q3/02,  Consolidated   Edison    Co      of   Neu 

York,     Inc          12Epf         23333    098         SIX   Flche    30-000.  S4/Q3/OB,  84020900O8 


8403260203   Advises    that    proposed    license    amend   re    spent    fuel     storage 
expansion    submitted    on  840314    forwarded    to    state    desJgnee 
for   State    op   FL,  in   accordance   ui/10CFR50  91(b>(l) 

WILLIflMS,  J  M        Florida  Pouier    fc  Light  Co        B4/03/16        EISENHUT. D  0 
Division    of   Liteniinj         Ip         2E756   209        24X   FJcJie    50-230.  B4/O3/16, 
B4O32&0203 


81030900O9   IE    Info   Notice    B4-15.     "Reporting    of   Radiological    Releases    " 
Svc    lint   encl 

JORDAN,  G  L        Division   of    Emergency    Preparedness   t   Engineering 
Raaponae    (Past  B301O3)         84/O3/02  Consolidated    Edison    Co      of  Neu 

Yorfc.     Inc         I19pp        22333    217        24X   Fiche    SO-OOO,  B4/03/02,  8402090009 


Q      Inspection   reports,     IE  Bulletins    t.   carreipondence 

8103020204    Foruai-ni.    IE    Imp    Repts    30-SSO/B3-43   (.    50-251/B3-4S    on 
S31216  t   notice    of   violation    Notice   of    violation 
withheld     (ref     1OCFBK    7901dt     (,    10CFR7321) 

LEWtS.R  C  Division  of  Project  &  Resident  Programs  04/01/23. 
WILLIAMS,  J  H.  Florid*  Pouer  tr  Light  Co  3pp  22440  094  B4X 
Fich.»  30-290,34/01/23,8403020204. 


B402090011    IE    Info   Notice    84-17,     "Problem*   W/LIquld   Nitrogen    Cooling 
Components    Dilou  Nil    Ductility   Temp    "   Svc    lilt    *ncl 
JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post  830103),        84/O3/05  Consolidated    Edison    Co      of  NIUI 

Yor*,     Inc,       I17pp        23353    336        24X   Fiche    SO-OOO,  B4/03/09,  B40209001 1 

840H0900E4    IE    Info   Notice    84-09. Rev    I,     "Lessons   Learned    From    Insps    of 
Fire  Protection  S«f«   Shutdown    By».  "    Sve    list    end 
JORDANi  E  L       Division   of   Emeroeneu   Pveparednei*   ti  Enoinfltring 
Reiponie    (Past   B301031         84/03/07.  Consolidated    Edison    Co.     of   Neui 

Yorki     tni         HBpp        22635:049        24X  Fiehe    30-000,84/03/07,8402090024 
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840209OO28    IE    Info    Notice    B4-1B,     "Stress    Corrosion    Cracking     In    PWR 
Sys    "    Svc    list    end 

JORDAN,  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post    B30103)         84/O3/O7  Consolidated    Edison    Co      of   New 

York.     Inc          118pp          22384     106         24X    Flche    30-000,64/03/07,8402090038 


B4031600S9  LER   B4-006-00   on    B4O21B.  reactor    tripped    Caused    by    electrical 
relay    malfunction   resulting    in    loss    of    pouier    to   nonsafety- 
ralated    416O-volt    bus   Design   review  tt  complete    testing    of 
automatic    turbine    governor    Initiated    U/B40313   1 tr 

ROACH.P   A    ,     WILLIAMS,  J   U         Florida    Pouier    fc   Light    Co         84/03/13         3pp 
22632   323         24X    Fiche    50-250,84/03/13,8403160038 


8403290123   Forwards   response    to   Action    Item   4   requested    by    IE   Bulletin 
BH-02   re    malnt    procedures    for    threaded    fasteners    in  RCPB 
Response    to    Action    Item   3    previously    provided    in    BHOB02    Itr 
WILLIAMS.J  W        Florida   Power    &  Light   Co        04/03/09        O'REILLY.J  P 
Region    3,     Office    of    Director         3pp          32307    189         24X 
Fiche    30-230, 84/03/09,8403290123 


B403230104  LER   64-007-00  on   840216,  wh  1  le   at    steady    onerat  Ion,  dual    unit 
trip   occurred    from    100X   pouer,  resul  t  ing    In    loss   nf    4,160- 
vult    buses    3C    &   1C    Caused    by    bott    In    breaker    4ACO1     cubicle 
door    travel    Doors    checked    For    proper    clearance   U/84O319    Itr 
ARIAB.J    ,     WILLIAMS.J   M         Florida   Pouier    tt   Light    Co          94/03/19         6pp 
23715   279         24X   Fiche    50-230, B4/03/19,  BH03220IO4 


8402090031     IE    Bulletin    84-02,     "Failures    of    CE    Type    HFA   Relays     in   Use    in 
Class    IE   Safety    Bys    "   Svc    list   encl 

DEYOUNQ.R   c        Director's    Office,     Office    of    Inspection   and 
Enforcement        B4/03/12  Consolidated    Edison   Co      of   Neu    York.     Inc 

134pp          22B23   094         24X    Fiche    30-000. 94/03/12, 8402090O31 

B40329031S  Summariles    B4O309   meeting    w/util    to    discuss   performance 
enhancement    program, current    events    h   outstanding    regulatory 
tssuai   Meeting    beneficial    b    provided    better    understanding    of 
util    plans 

O'flEILLY.J  P        Region   2,     Office    of    Director        84/03/16 
HUDIBURC,  J  J        Florida    Pouier    t>  Light   Co         tp         22802  093        24X 
Fiche    30-230, B4/O3/16,  8403290313 

8403290097   Summarize!    840313   meeting    ui/utll    at   Region    II    nfc    ft 
performance    enhancement    program,  current    event*   &   outstanding 
regulatory    Issues 

O'flEILLY.J  P        Region   3,     Office    of    Director        84/03/19        ADDMAT,  E  A 
Florida   Pouier   b  Light   Co         Ip        22B06  349        24X   Fiihe    30-350, 
84/03/19,8403290097 

B403290192  Confirms    IE  mg t    meeting    on   B40322    in   Region    II    ofc    to 
discuss    prapoied    revs    to    plant   performance    enhancement 
program, per    B40313   telcon 

LEWIS, R  C  Division  of  Project  &  Resident  Programs  84/03/30 
WILLIAMS.J  W  Florida  Poiuer  &  Light  Co  Ip  22803  313  24X 
FUhe  30-330,84/03/20,8403270192 

8402090043    IE    Info   Notice   84-19,     "Two   Events    Involving   Unauthori led 
Entries    Into   PWR   Reactor    Cavities    "    Svc    list    encl 
JORDAN.E   L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   83O103)         B4/03/21  Consolidated    Edison   Co      of   Neui 

York,     Inc          I33pp         22823    229         24X    Fiche    80-000, B4/03/S1,  B402090043 

B402090044    IE    Info   Notice    B4-20,     "Svc    Life    of    Relays    in   Safety-Related 
Bys    "    Svc    list    end 

JORDAN,  E  L        Division    of    Emergency    Preparedness   t  Engineering 
Response    (Post    8301 03 1         04/03/21  Consolidated   Edison    Co      of   Neiu 

York.     Inc          133pp,        22933    001          24X    Fiche    30-000,84/03/21,8402090044 

R      Periodic    operating    reports    fc  related    correspondence 


T      Hearing    transcripts    on  non-antitrust   matters 


in   Homestead.  FL 
B6pp 


B403020249   Transcript    of    B4O22B    prehearino    conferen 
Pp    1-B4 

ft      Atomic   Safety   and   Licensing   Board   Panel        B4/02/2B 
22440    107         24X   Fiche    30-230, B4/02/2B.  S4030H0349 


V      Operator   Eliminations 


B40303037B  Forwards    liat    of    requested    dates    for   NRC    site   visits    to 
conduct    operator    licensing    mams   as    requested    In   Generic    Ltr 
03-40 

WILLIAMB.J  W        Florida   Power   J.  Light  Co        B4/02/29        EISENHUT.D  O 
Division   of  Licensing        3pp        22140  O71        24X   Fiehe    50-250,  B4/02/29, 
B4030a027B 


DOCKET    50-231    TURKEY   POINT   PLANT,     UNIT   4 

F      Security,    medical,    emergency   tt   fire   protection    plane 

3403380110  Public   version   of   Emergency    Plan    Implementing   Procedures 
20103,     "Classification    of    Emergencies"    &   20104,      "Emergency 
Roster    "   U/840123    Itr   t,   JJ1  Felton   840322  release   /nemo 
BAKER, C    ,     WILLIAMS,  J   W         Florida    Pouer    &   Light    Co          84/01/17 
O'REILLYi  J   P         Region   2,     Office    of    Director         31pp          22811    329         24X 
Flche    30-230,84/01/17,8403280110 

B403020S04   Forwards     IE    Insp    Repts    30-230/B3-43   b    30-231/83-42    on 
B31216  t(  notice   of   violation   Notice   of   violation 
withhold    (ref    10CFR2  790(d)    t<    10CFR73  21) 

LEWIS, R  C        Division   of   Project  Si  Resident   Programs        84/01/23 
WILLIAMB.J  U        Florida   Power    h  Light   Co        2pp        22440  094.        SIX 
Fichu    30-250,84/01/23,8403020204 

-~B403020aii     IE    Insp    Repts    SO-SSO/93-43   b   30-231/83-48   on    B31S16 
Noneompllance   noted    employee   circumvented    security   access 
control    sys    Details   withheld    <ref    10CFR2  790  Si    10CFR73  21) 
TILLMAN.A        Region  2,    Office   of   Director        84/01/20        Ip 
23440   096         24X    Flche    30-330,  B4/01/H3i  B40302O204 


B403020033   Monthly    operating    repts    for   Oan    19B4   H/B402J3    llr 
ORANT.N   W,  ,    WILLIAMS,  J.  W,       Florida   Pouier    b   Light   Co        B4/01/31 
I9pp         32442  233        24X   Fiche    30-000,  B4/01/31,  B403020033 

8403300173  Forwards   monthly    operating    repts    for    Feb    1984    t   corrected 
Page    1    of   Bt   LucU   Unit   2   monthly    oparating    rept    for 
Jan   1984 

WILLIAMS,  J  W        Florida    Power    8.  Light   Co        84/03/15  Office    of 

Resource   Management]     Director         Ip        22819   263,       24X 
Flche    30-000,84/03/13,8403300173 


-8403300 IBS  Monthly    operating    repts    for    Feb    1984 
ORANT.N.W        Florida   Power    &   Light   Co        84/03/15 
24X    Fiche    80-000,  84/O3/13, B403300173 


Upp         33819  £64 


-B403300193  Corrected  Pago  t  of  monthly  operating  r«pt  far  Jan  19B4 
QRANT,N  M,  Florida  Pauer  t.  Light  Co  B4/O2/1B  Ip  22819  280 
24X  Fiehe  30-000,  B4/03/13,  B403300173 


8,     Riportable    occurrences,     LERi    Si  related    correspondence 


B4030600B6  Approves    state   &    local    plans  &  preparedness    for    alerting   «• 
protecting    public    in    event   of   radiological    emergency 
Approval    conditional    on   verification   of   alert   &    notification 
sys    per    criteria   of   App   3    of   NUREa-0634/FEMrt-REP-I,  Rev    1- 
SPECK.5  W        Federal    Emergency   Management  Agency         04/02/13 
DIRCKBi U  J        Office   of    the   Eiecutive   Director    for    Operations         Ip 
32316  300        24X  Fiche    30-230, B4/02/ 19,  8403O600B6 

8403010173  Forwards    order    confirming    licensee    commitments    to    Implement 
post-TMI    related    Items    par   Buppl    1    to  NUHEO-0737    Scheduler 
commitments    reasonable,  achievable   Si  will    provide    timely 
upgrading    of   emergency    response   capability 

VAROA,  fl  A        Operating    Reactors  Branch    1        84/02/23,       WILLIAMS,  J   J 
Florida   Power   &  Light   Co        4pp        22479  209        24X 
Fiche    30-H30,  B4/02/23,  8403010173, 

— B4030101BO  Order   confirming    licensee    commi tments    bo   upgrade    emergency 
response    capablll ty, per    Suppl    1    to   NUREO-0737 
(Generic   Ltr  B2-33), 

EIBENHUT,  D  Q        Division    of    Licensing        B4/O2/23  Florida  Poiuer    (• 

Light  Co        6pp        23479  213        24X   Flche   50-230,04/02/23,8-103010173 


8402270129   LER   84-004-00   on    8401O4,  au> i 1 iaru    feadwater    sys    periodic 
test    Initiated    Ii   pump    A    failed    to    develop    required    flay. 
Caused    by    misposltlon    of   manual    governor    speed    control    knob 
Knob   reset   to  max   position,  W/B40222   Itr, 

ARIAS,  J,,    WILLIAMB.J  W        Florida   Power    Si  Light    Co        B4/OS/22        4pp 
2S389.  243        24X   Fiche    50-230,84/02/22,8402270123 


H4030202B3  Ac k    receipt    of   B402I3    Itr    informing   NRC   of   steps    taken    to 
cornet   violations   noted    in    IE  Safeguards    Insp    Repts 
30-2DO/B3-43  fc  30-251/83-42 

LEWIS, fi  C  Division  of  Project  fc  Resident  Programs  B4/02/S9 
WILLIAMB.J  W  Florida  Power  b  Light  Co  Ip  22440  069,  24X 
Fiche  30-250,  B4/02/3?,  8403020283 


3403020248  PNO-1 1-84-018,  on    840227, unit*    «hut    down    following    failure 
of   Slemens-Allis    breaker    to    trip    during    functional    test    of 
4-hV   electrical    breakers    for    nonsaf ety-related    electrical 
bus   3C, Insp    &  repair    underway 

DANCE,H,C.,    LEWIS.R   C        Region   2,    Office    of    Director.       B4/02/2B. 
2pp.       22440-101        S4X   Fiche    30-250,84/02/28.8403020248 


— B4030203BB  Responds    to  NRC  840123    Itr   re   violation!    nattd    In    IE 
Safeguards    Insp    Rspts    30-230/83-43  Si   30-231/83-42  Corrective 
actions  withheld    (r«f    IOCFR2, 790  &  73  21) 

WILLIAMS.J  W        Florida   Pouier  «•  Light  Co        84/O2/19       O'REILLY,  J  P 
Region  2,    Office    of   Director        Ip        B2440  070         H4X 
Fiche    50-230, Q4/OS/29,  B403020B85 


42 


DOCKETED  ITEMS 


9103160339    Notifies    of    840316    worfcshop     to    discuss    JOCFRSOjApp    R 
requirements    &    Imp    results    to   re*alvo    misund  irstand'i  ng*    re 
fire    protection  Attendees    sJiould    be    limited    to   sii    due    to 
stic    of    conference    room 

•LEWIS. R  C  Division  of  Project  6  Resident  Programs  B4/O3/02 
WILLIAMS,  J  If  Florida  Power  E.  Light  Co  lp  2S66O  353  24X 
riche  30-OOO.au/03/02.e403160254 

U403190421?  Forwards    regulatory    ef tec t i veness    revleui    <RER>    re pt.  posslbl  e 
solutions    to   HEft   concerns    &    observation!    &  vital    areas 
definition   ropt   En^ls   ulthheltf    Cref    10CFR73   21) 

VARQA.S    A         Operating    Reactors    Branch    1          04/03/06         WILLIAMS.  <J    W 
Florida    Pouier    (.   Light    Co          lp         226B1    337         54X    Fiche    30-230, 
B4/03/06,  84031 90427 


Q      Adjudicator^    correspondence 


9403070135   Brief    on   conflict    posed    fly    legal    requirement    of    timeliness 
&    equit-aole   considerations    ASLB    should    issue    ruling   allowing 
petitioners    contentions    that    addrass    neiu   fuel    coro-   deslgm 
changes    in   Tech    Specs    It  reduction    In    safety    margin* 
HQDDEFt.fi   H        Center    for  Nuclear    Respcnsib  i  1  i  tg        34/03/03         llpp 
23333    265         24X    Fichu    30-230. 84/03/O3, H4O3O70I33 


H      General    correspondence 

B4C32B0149  Responds    t°    B4020B    ) tr    requesting    assistance    in    responding 
to   J  Patkavltch    Itr    requesting    latest  EIS  on    concnnti-at ions 
of   Sr-90,CB-137    fc    1-131    near    plants    Two   annual    repts    end 
W/o   repts 

DIRCKE.H  J        Office    of    th  a   Eiecutive    Director    for   Operations 
B4/03/07         CHILES.  L         Senate          4pp          32007   316         24X 
Fiche    SO-COG, 84/03/07,0403230149 

— B4O32H0156  Forwards    constituent   -J  Pastavitch    Itr    requesting    latest   EIS 
on    concentrations    of    Sr-7O- Cs- 1 37   &    1-131    near    plants 
Comments   t    V(BLIB    requested 

CHILES,  L          Senate          B4/02/OS         H.AMMEREH.C         Office    of    Congressional 
Affairs         Spp          3BBO7   320          24X    Ficha    30-000.84/03/07,8403280147 


J      Insurance   &    indemnity    Information 


B403040332   Forwards    Endorsement     7O    to    NELIA   Policy    NF-1BS 
DUCK.  J  R        Ma-rsh    &   McLennan.      Inc         B4/Q2/2B        SALTZMANi  J 
Director    for    State    *<  Licensee    Relation*        2pp        22316  Oil 
Flche    30-290^4/02/26.8403060332 


Assistant 
24  X 


— B4D3O7O139  Motion    for    leave    to    file    brief    on    conflict    posed    by    legal 
requirements    of    timeliness    &  eqiiitaAle   cons  tder-at  ions    an 
840303    instead    op   B10302   Certificate    of  Svc    enci 
HODDER.H   H        Canter    for   Nuclear    Responsibil ity        34/03/03 
Atomic   Safety    and   Licensing    Board    PanH        2pp        22S3B   27&        34X 
Fiche    30-290,84/03/03,  8403070139 

—  0403070143   FnruaviK    applicant   B30323   Itr    u/enci    re    util    presmpiied 
thermal    ihocl   6   Flui    reduction    program  per   8 4 023 B  request 
M/o    Itr 

HODJ>EH,M  H        Hodder.    »  H        HODQER,  M  H        Center    for   Nuclear 
Rosjioriaih  i  1 1  ty        at/03/03  Atonic    Safety    and   Licensing    Board 

Panfll          7pp         22533273         a4XFi<:ha    50-250.  B4/03/O3F  B40307O133 

Q4O3140017  FlespanBo    to  NHC    t>   utll    responses    to    amended    petition    to 
intervene   NRC    guilty    of    conducting    business    laulesslg    via 
repoatatf  DL    amends    m/NSHC    determf nflt ion   Certificate   of    Svc 
encl 

HDDDERiMH         Center     for    Nuclear    Responsibility         HDDDER,  M    K         Hodder. 
K    H         D1/O3/07  Atomic     Safety    and    Licensing    Hoard   Panol          SOpp 

2SA33    ill         H4X   Fttbe    3O-a3O, G4/O3/07,  S4O31 40017 


P      Operating    license    stage    documents    &    correspondence 

04O30101iO  Forwarda    Amends    101    8.   93    to   Licenses    DPH-31    £>   DPR-41. 
raspec tively    &    safety    evaluation    Amend!   revise    Tech   Specs    to 
add   motor    operated    valves    Bfa3-A  d    BfaS-C    to    enisling    valvefi 
required    to    have    power    removed 
J1CDONALD,  D    O         Qparatlng    Reactors    Branch     1         84/02/22         WILLIAMS,  JW 

Florida  Pnuer    &   Light    Co         3pp         22471?  232        S4X 
Fiche    50-230,  B4/O2/22, S10301O1AO 

— B403010171     Amends     1O1     &   93    to    Licenses    DPR-31    ti    DPR-41.  re*pectlv«lyr 
revising    Tech    Specs    to   add    motor    operated    valves    B63-A  & 
B&3-H    to    existing    valves    required    to   have    pauer    removed 
VARGA.S  A        Operating   Reactors    Branch    1        B4/O2/22        7pp 
33479233         24X    Flcde    30-2SO.  B4/Oa/22,  04030101iO 

— B40301D177   Safety    evaluation    supporting   Amends    101    &  99    to   Llonies 
DPR-31    S<    DPB-41,  rcspectivelij 

*      Office    op    Nuclear    Reactor   Regulation.     Director        64/02/22        7pp 
2247-9   342          21X    Fiche    30-33O.  04/O2/S2,  B1030I0160 


—  Q4O314O033  Motion    for    leave    to    file    late,  due    to    de-lags    In    typing    t< 
rnproduction 

HODDCR.M  H        Center    for   Nuclear   Responsibility        1-ODD  ER,  M   H 
H  odder,    H  H        94/03/07  Atomic    Safety    and   Licensing    Board    Pane) 

3pp          33632    144         31X    Fiche   BO-^SO,  84/03/07,  040314001  7 

3403130034  Order    granting    licensee    (nation    far    eitenilcn   of    tine    to 
940314    for    filing    response    ta    petitioner    840303  orlef    re 
consollda  t  ing    consideration    of    ttiio    sets    of    license    amends 
issued    last   yr 

LAZO.II    M         Atomic    Safety    and    LlcenslnH    Unard    Panel         B'l/03/01?          lp 
23614   307         34X   Fiche    90-2BO,  S4/03/09.  8403130031 


S40303D184  Requests    Identification    of    any    potential    problem*    or    items 
that   cannot    fc  e    met    uithln    time    frame    required    to   meet    9ept 
1"JB4   goal    POT    completion    of   NUHEG-Q737    items 

VARCA,  S   A        Operating    Reactor  ft   Branch    1        B4/02/22        WILLIAMS,  J 
Florida    Paver    &    Light    Co         2p  p  22-179   009         24X 

rich*    30-230.  B4/02-/22,  840302O1B4 

B4030AQ1&B  Notifies    that    administrative    program  &   procedure*    noui    In 
effect    uiill    be    reviewed    to    conFirm    implementation    of 
recommended!    guidelines    in    NUTAC   rept.pcr   Generic    Ltr   B3-2S 
WILLIAMS.  J  C         Florida    Power    *    Light    Co        84/03/01        EISENHUT.  0  0 
Division    of    Licensing  lp          £3313    336         24X    Fiche    50-000-  B4/O3/O1  . 


B403190062   Response    to  Ctf    for    Mucleai    Respons  111  i  1  Ity   t-    J   Lor  ion    840303 
brief    an   conflict    posted    by    legal    requirements    oP    timeliness 
!«    equitable    conaitferat  Ions   rtCLO    sh-ould    include    any   d   all 
ISEUBG    re   831S09  Amends    9i?  &    76  Certificate    of    Svc    end 
WOODHErtD,C    P         Hearing    Di-anth    4         B4/03/H  12pp         2?666    2OO         24X 

Fich*    30-2HO.  84/03/1  4.  S4031C!OO6S 

D4H3190171    Reeponse    to   petitioners   840303   brief   re    consolidating    tuio 
ante    of    lic«nsa   amends    lis-ued    In    late    19B3    in    support    of 
noy   fuel    onemlj  lie*    ASLD    thoiild    confine   proceeding    to 
841007    amend* 

BAU3ER.fi  A        Florida   Poiusr    S.  Light   Co        DAUSER.M   A        Newman    (, 
Holtilnier        84/03/H  Atomic    Safety    and    Lletniirig    Board    Panel 

I3pp         23670   ?63        34XFicho    50-250.  B4/03/  14.  3403190171 

—  040319017"?  Affidavit    of   DC    PoteTalsM    c-n   petitioners   B4O303    bl-lef    re 
conflict    posed    bg    legal    requirement    of    timg-lf  nest-  ^ 
equitable    considerations    Utll    830  720   amend!    not    part    of 
press  up  1  ted    thermal    shock    program  U/Ccrtlf  icat*    of  Svc 
PDTErtALSHKD  C        Florida   Pouer    It  Ught  Co         84/03/07         17pp 
33670    aSO        24X  Ficne    30-250,  84/03/!4r  B403I  90171 

9403290299   Forward*    ML  Outhrie    BW23Q    Itr    to    be    served    an    parties 
Copy    should    be   placed    In  PER 

LAZO,  H   K        Atomic    Safety    and    Licensing    Board   Panit         DSB    1  7B 
B4/03/S7        CLEMEWTS.HL        Recortf   Services    Branch    inocument    Control 
Desk)  lp         B2BB11  336         24X    FlchB,  &0-SBO.  B4/03/27,  B403290B91? 


—  9403290304    Forunrdi    file    preientetf    to  Datfe    County   Cltlren*    Revisiu 
Committee    objecting    to    DL    Issuance 

OUTHRIE.W  L        Affiliation   Not  Assigned         84/03/2B  Atomic    Safety 

and    Liteniing   Hoard   Panvt         57pp        B3BQI    337        24X 
FJcha    SO-930,  84/03/27,  B40329O299 


B4030B0020  Forward's    Integral    neutron    source    data    for    evaluating    d 
verifying    Plu<    reduction    per    B4I17    request    Data    for   Cycle    9 
core    octant    time-   averaged    relative    power    density,  critical 
ue-lo*    peaking    factor    tt    peripheral    assninblg    pin    power   encl 
HII.LIAMS.J   U         Florida    Power    t.    Light    Co        04/03/01        VAflOA.  8  A 
Operating   Reactoi-a    Branch     1          lOpp         22537  227        24X 
Tiche     &0-25O.  Q1/03/O1.  B4030BOOHO 

B4031901SO  Notifies    of    840102-06   meeting   J<  preimpl  ementat  Ion    audit    at 
Turkey    Point    to    discuss    confirmatory    items    identified    in 
safety    evaluation    of    detailed    control    room   design   reviews 
for    facilities 

VAROA,S    A,        Operating    Reactors    Branch     1         B4/03/07         WILLIACt.J   W 
Florida    Pouer   &    Light    C*i         6pp         32iBl    311        24X 
Flcho    SO-000.  84/03/0-7.  O4031701  5O 

B403SO0264   Application    to    amend    License*   DPR-31    It  DPR-41,  ihang  ing    Tech 
Specs    to    eipand    spent    fuel    storage     facilities    to   accommodate 
nxpectod    increase    in    Inventory    of    spent    fuel    assemblies 
abova    capacity    of    eilstlng    storage    facility 

WILLIAMS,  J  W        Florida    Power    S.    Light    Co        B4/03/14        ElBENHUTi  D  0 
Division    of   Licensing         3pp         226B7    363        24X   Fled*   30-250.  B4/03/  14i 
8403200264 

—  0403300246  Proposed    Tech    Spec  fi«  *«P  anding    spent    fuel    storage    facilitiet 
»      Florida    Pouier    t    Light    Co         B1/O3/14        17pp        2CaB7-26i        24X 
Fiche    50-2BO,  84/03/14.  B4032OOH64 


-B4O3ZOQH70  "Spant  Fuel  Storage  Facility  Mod. BAR  ' 
*  Florida  Pnuicp  S<  Light  Co  B4/O3/14  lOdpp 
Ficha  SO-2SO,  B4/O3/14,a4O33002t,4 


23637   383        24 X 
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8403300283    Requests    remittance    of    fee    for    review    of    S4O21O   rept 
summari i ing    available   reactor   vessel    matls    data    in   response 
to    pressurized    thermal    shock    concerns 

DIOSB.R    M         License    Fee    Management    Branch          B4/O3/15         UHRIQ.R   E 
Florida    Power    &   Light    Co          Ip         32B44    329         24X    Fiche    50-290. 
84/03/1 5, B4033003BB 


8402090009    !E    Info   Notice    84-16,     "Failure    of   Automatic    Sprinkler   Sijs 
Valves    to  Operate    "   Svc    list    and 

JORDAN.  E  L        Division   af    Emergency   Preparedness    &  Engineering 
Response    (Post   B301O3I        B4/03/03  Consolidated   Edison   Co      of    Nau 

York,     Inc          122pp         23553    0?B        24X    Flche    SO-OOO,  04/03/03,  840301000B 


B4O32602O3  Advises    that    proposed    license    amend    re    spent    fuel    storage 
expansion    submitted    on   840314    forwarded    to    state    designee 
for  State   of   FL,  in   accordance   U/10CFR50  91<b)(l> 

WILLIAMS,  J  W        Florida    Pouier    &  Light   Co        B4/03/16        EJSENHUT.D  G 
Division    of    Licensing          Ip          22796   SO?         24X    Fiche    30-230,81/03/16, 
8403260203 

0      Inspection    reports,     IE   Bulletins    fc    correspondence 

B403020SQ4    Forwards    IE    Imp    Repts    90-250/83-43   &    30-251/83-42    on 
031316   fc  notice   of   violation    Notice    of   violation 
withheld    <rtf    1QCFR2   790(d)    &    10CFR73  31) 

LEWIS,  R    C         Division    of    Project   b    Resident    Programs         04/01/23 
WILLIAMS.  J  W        Florida   Pouier    «<  Light   Co        2pp        22440  094        24X 
Flche    30-330.  84/01/23,  B403030204 

—3403020241     IE    Insp    Rupts    30-230/03-43   &    90-351/03-42   on    B31S16 
Noncompllance   noted    employee    circumvented    security   access 
control    SUB    Details   withheld    (ref    10CFR2   790  d    1OCFR73  21) 
TILLMAN.A   .     BREWER,  R        Region   2,    Office    of    Director        MCQUIRE,  D  R 
Division    of   Emergency    Preparedness   h  Materials   Safety         B4/01/SO 
Ip         22440   096         24X   Flche    30-230,84/01/23,0403020204 


B4Q2090009    IE    Info   Notice    84-15.     "Reporting    of   Radiological    Releases    " 
Svc    list    end 

JORDAN,  E   L         Division    df    Emergency    Preparedness    fc   Engineering 
Response    (Post    B301O3)         84/03/02  Consolidated    Edison    Co       of    Nou 

York,     Inc          119pp         32553    317        24X    Flchc    30-000.04/03/02,0402090009 

B4O2O90011     IE    Info   Notice    84-17,     "Problems    IJ/Liquid    Nitrogen    Cooling 
Components  Below  Nil    Ductility   Temp    "   Bvt    list    end 
JORDAN.  E   L         Division    of    Emergency    Preparedness    it   Engineering 
Response     (Post   B30J03)         94/03/05  Consolidated    Edison    Co       of    New 

York,     Inc          117pp         22393    336        24X    Flche    30-000.  B4/O3/O9,  B40209001 1 

8402090024    IE    Info    Notice    84-09, Rev    1.     "Lessons    Learned    From    Inspa    of 
Fire   Protection   Safe   Shutdown   Sys    "   Svc    list   encl 
JORDAN,  E  L        Division  of   Emergency   Preparedness.    &  Engineering 
Response    (Post  030103)        04/03/07  Consolidated   Edison   Co      af   New 

York,     Inc         HBpp         23635    049        24X    Fiche    30-OOO,  04/O3/O7,  04O2090O24 

0402090028    IE    Info   Notice   84-18,    "Stress   Corrosion   Grading    in   PUR 
Sys    "   Svc    list   encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    *•  Engineering 
Response     (Post   830103)         04/03/07  Consolidated    Edison    Co      of    New 

York,     Inc         llBpp         229S4    106         24X    Fiche    90-OQQ, B4/O3/07, B402090020 


8403160306    Forwards     IE    Insp    Repts    3Q-330/B4-03    &    SO-231/B4-O2    on 
840121-31    No   violations    or    deviations   noted 

DANCE,  H  C        Division    of   Project   &  Resident   Programs        04/02/21 
WILLIAMS,  J  W        Florida   Pouier    b  Light   Co        2pp        22660    143        24X 
Flche    90-250,B4/02/S1.84031&0306 


8402090031     IE    Bulletin    84-02,     "Failures    of    OE   Type   HFA   Relays     In   Us«    in 
Class    IE  Safety   Bus    "   Svc    list  encl 

DEYQUNO.R   C         Director's    Office,     Office    of    Inspection   and 
Enforcement        B4/03/1S  Consolidated   Edison    Co      of  Neu   York,     Inc 

134pp         23823   094         24X    Fiche    90-000,84/03/12,8402090031 


—8403160316    IE    Inap    RoptS     30-230/84-03   &    30-2S1/B4-02    on    040121-31    No 
violations    or    deviations    noted    Major    areas    inspected    plant 
operations, »urvei 1  lance    testing    fc    plant    Lours 

KRUGrH  E        Region    2,    Office    of   Director        JAPE.F        Division   of 
Engineering    &  Operational    Programs        04/O2/14        Spp         22660    147 
24X   Fiche    30-290,84/02/21,0403160306 

840119007S    IE    Info  Notice   B4-13.     "Potential    Deficiency    in    Motor 
Bperated   Valve   Control    Circuits   b  Annunciation    "    Svc    list 
encl 

JDRDAN.E  L        Division   of   Emergency    Preparedness    fc  Engineering 
Relponee    (Post   830103)         84/O2/H8  Consolidated    Edison    Co      of   New 

York.     Inc          USpp         22909    239         24X    Ficho    50-000.84/02/28,8401190072 

B4030302B5  Ac k    receipt    of   840319    Itr    informing    NRC    of   step*    taknn    to 
correct   violations    noted    in    IE  Safeguards    Insp    Repts 
30-230/83-43  (,   30-291/83-42 

LEWIS, R  C,  Division  of  Project  ic  Resident  Programs  64/03/29 
WILLIAMS,  J  W  Florida  Pouier  4.  Light  Co  Ip  32440  069  34X 
Fiche  50-250,84/02/29.3403020283 

— B4030203BB  Responds    to   NRC   840129    Itr    re    violations   noted    in    IE 
Safeguard!    Insp    Repts    30-290/B3-43   fe    30-231/03-42   Corrective 
actions   withheld    (ref    10CFR3  790   <-   73  21) 

WILLIAMS.J  W        Florida   Power   &  Light   Co        Sfl/02/13        O'REILLY.J  P 
Region    2,     Deficit    Of    Director          Ip         22440    070         24X 
Ftche    30-250,84/02/29,8403020383 


8403S90315  Summarizes   840309  meeting   w/util    to   discuss    performance 
enhancement    program. current    events   d  outstanding    regulatory 
issues   Meeting   beneficial    &   provided    better    understanding    of 
utll    plans 

O'REILLY.J   P         Region   2.     Office    of    Director         B4/03/16 
HUDIDURG.  J   J         Florida   Power    S<  Light    Co         Ip         22802   093         34X 
Fiche    50-250,64/03/16.0403290313 


B403290097   Summarizes   840319  meeting   u/util    at   Region   II    ofc    re 
performance    enhancement   program,  current   events    t<  outstanding 
regulatory    issuns 

O'REILLY.J   P         Region   2,     Office    Of    Director         S1/03/19         ADOMAT.  E   A 
Florida    Pouier    !.   Light    Co          Ip         22906   349         24X    Tlchc    5O-290. 
84/03/19, 8403390097 


B403290192  Confirms    IE  mat    meeting    on  840322    In  flegion    II    ofc    to 
discuss    proposed    revs    to    plant   performance    enhancement 
program,  per   B40313    telcon 

LEWIS, R  C  Division  of  Project  d  Resident  Programs  84/03/EO 
WILLIAMS.J  W  Florida  Pouier  i.  Light  Co  Ip  33903  313  24X 
Fiche  90-290,04/03/30,8403290193 


8402090043    IE    Info  Notice   04-19,     "Tuio  Events    Involving   Unaulhoi-i  ifld 
Entries    Into   PWR   Reactor   Cavities    "   Svc    list    encl 
JORDAN,  E  L        Division    of   Emergency   Preparedness    It  Ensineering 
Rosponse    (Post   03O103)        84/03/21  Consolidated   Edlsan   Co      of   Neu 

Yorfc,      Inc          123pp         23B23339         24X    fiche    50-OOO,  84/03/21,  0403090043 


8403060291    Requests    1-month    exemption    from    10CFR30   H9a(g I  I  3)  (  i i ) 
scheduler    requirements   re    inservlce    Insp    Due    to    recent    revs 
to   code    boundary    drawings,  addl    time    to    revletit  t>    incorporate 
changes    required 

WILLIAMB.J  W        Florida   Power    !.  Light   Co        H4/03/OI        EISENHUT,  D  0 
Division    of   Licensing        2pp         32319, OB6        E4X    Fiche   SO-230, 84/03/01, 
B40306029I 

84031403OO   Discusses    utll    request    to    update    requirements    for    sys 
pressure    teats    b   extend    eilttlng    10-year    insp    interval    due 
to    lengthy    iteam   generator   repair    outages   Extension 
unacceptable   Update    of    tit  it    requirements    acceptable 
VARGA.S   A        Operating    Reactors   Branch    1        H4/03/01        WILLIAMS,  JW 
Florida    Power   &  Light  Co        Spp        33639  318        24X 
Flche    30-330,84/03/01,8403140300 

— S4 03 140 306  Exemption    from   requirements    of    pressure    test    to    1980  Edition 
through    Winter    1901    ASME  Code, Section   XI    Requests    to    extend 
Insp    Intervals    to    040901    unacceptable, 

EIBENHUT.  D,  Q        Division    of   Licensing         B4/03/01  Florida   Pouier    !. 

Light    Co        4pp         22633    323        24X   Fiche    90-250,84/03/01,8403140300 

B402090007    IE    Info   Notice    B4-14,     "Highlights    of    Recent   Transport 
Regulatory   fiivt   by    DOT   It   NRC    "   Bvc    list    encl 

GRACE, J  N,       Division    of    OA,     Safeguards    fc    Inspection  Programs    (Post 
830103)         84/O3/D2  Consolidated    Edison    Co      of   Neu  York,     Inc 

130pp         33353    329         24X    Fiche    SO-OOO,  84/03/02,  0402090007. 


8402090044    IE    Info  Notice  84-20,    "Svc    Life    af   Relays    in   Safety-Related 
Sys    "   Svc    list   oncl 

JORDAN,  E  L        Division   of    Emergency   Preparedness    ti  Engineering 
Response    (Post  830103)        B4/03/21  Consol Ida  Led   Edison    Co      of   New 

Yor*.     Inc          139pp         22933    001         34X   Flche    SO-OOO,  84/O3/31,  B4O2090044 

R      Periodic    operating    reports    &   related    correspondence 

0403020033  Honthly    operating    repts    for  Jan    1984   W/840215   Itr 
GRANT, N  W  ,    WILLIAMS. J  W        Florida   Power   t  Light   Co        Bfl/01/31 
19pp         23442   235         24X   Flche    50-000,04/01/31,0403030033 

B403300173  Forwards   monthly    operating    repts    for   Fen    1904   &   corrected 
Page    1    of   St  Lucle   Unit   2  monthly    operating    rept    for 
Jan    19H4 

WILLIAMS.J  H       Florida  Pouier    Si  Light  Co        94/03/13  Office   of 

Resource   Management.     Director        Ip        22BI9  263        24X 
Fiche    50-000,84/03/15,0403300173 

— 8403300185  Monthly    operating    repts    for   Feb    1984 

GRANT, N  W        Florida   Power    (<  Light   Co        84/03/13        16pp        22ai<9    264 
24X   Fiche    30-000,84/03/15,8403300173 
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B      (importable    occurrences.     LFR*    t.    relatad    < orrespondent e 

6403020248   PND-I1-B4-OIB   on    B4O227,  units    shut    down    following    failure 
of    Siemens-Hllis    breaker    to    trip    during    functional    test    of 
4-kV   electrical    breakers    For    nonsa f e ty-re 1 ated    electrical 
bus   3C    Insp    &    repair    underlay 

DANCE.H   C    ,     LEUIS.R    C        Region    a,     Office    of    Director         B4/OS/29 
2pp         22440    1O1          24X    FJche    50-2SO,  84/O2/29,  B4Q3Q302-1B 

B40316G039   LER   84-OO1-00   on    840212,  reac  tor    tripped    Caused    by 
electrical    synchronism-check    relay    malfunction    Design 
reviewed    6  automatic    turbine    -governor   runback    logic 
circuitry    tested    sa  1 1  3fac  tor  1 1  if   W/B4O313    l  tr 

RDACH.P    A    ,     WILLIAMS,  J   H         TJoflda    Pomer    A    Light    Co         94/03/13 
22633     136         24X    Fichu    50-33 1 , B4/03/ 13,  6103160036 


3pp 


LER    Q4-CO2-OO   on    94O212.  reac  tor    trip     occurred     due    to    steam 
flow   greater    than    feed    flow   coincident   Caused    b  i[    high    steam 
flaui   reading    on   steam  generator   4A  Calibr    check    performed 
U/B40313    1 tr 

ARIAS, J    .     WILLIAMS,  J   W         Florida   Pouer    6   Light    Co         B4/03/13         3pp 
23633   OB6         24X   Flcfie    50-231 .  B4/03/  1  3,  8-1031  £.0069 

T      Hearing    trans-crip  t  i    on   sian-an  tltrus  t   matters 

B403020249   Transcript    of   B4OB2B    prshearing    conference    in,   Homestead, FL 
pp    1-H4 

*      Atomic    Bafetij    and    Licensing    Boari    Panel         64/02/28        S6pp 
S2440     107         24X   Fiche    SO-2SO,  04/02/23,  B4030S02'19 


V      Operator  Eiami nat i on« 


6103030378  Forwards    list   of    requested    Sates    for   NRC    site    vitita    to 
conduct    operator    litansino    e  lams    at    ranuested    in   OaneTic    Ltr 
B3-40 

W1LHAHB,  J  W        Florida   Pouer    &   Light    Co        34/02/3"?        EISENHUT.D   Q 
JHvlslon    of   Licensing         3pp          22440    071          24X    Fiche    3O-230,  B4/02/29. 
840:3020-278 


DOCKET   30-234   flUAD   CITIES   STATION.     UNIT    1 

F      aocgrity,    medical^     emergency    ti   fire    protection    plans 

B4O3Q9020'!   Public   version    of    revised    emergcnci)    p  1  an    irap  I  e-men  ting 
proendut-BSi  Inc  ludlng    Procedure!   QEP    1IO-D    re    station 
director   t.  OEP    110-2  re   acting    station   directory    (shift 
engineer)   H/JM  Feltc-n   release    memo 

KQUAK,  T    J  ,     T1ETZ.O    ,     GEnNGR.L        Comrtianuea 1 th   Edison  Co        B3/1 I /03 
43pp          22392    Oi?         SIX   Flcfie    3O-2S4.  33/1  J/03.  B4O3090294 

D-)03060D63   Advises    th^t   NF1C    luill    not    revieu    emergencij    plans    to   delete 
prtvatg    or    pi-oprie  tarij    Info    unless    specifically    requested    ba 
licensee,  par    B1O709    Generic    ttr  fll-27  w/0    r  equo*t,  esit  i  r  a 
plan  mill    be    placed    In  PDR 

VASBflLiLO,  D  D        Operating    Reactors    Branch   2        B-l/02/10        FflRKAR    O  L 
Comwonuealth    Edtson    Co        Hpp         225BB  303        24X   Fltne   50-234,01/02/10. 
B 40304 0063 


B403UO340   Bummaru    qf    B3121S   niEeting    m/GE    !.   Hark     I    Duiners    Croup     In 
BethesdaiMD   re   Mark    I    containment   UIB  tue  1  1-tJrguiel  1    vacuum 
breaker    design   methodology 

SIEGEL.D   L        Opcratino   ReactnrB    Branch    a        B4/02/21  Oparating 

Fleactors    Branch,    2         Slpp         22635    190          24X   Fiche    SO-OOOi  B4/02/21. 
8403140340 

Bfl03060273  Application   for    amend    to   License   OPR-29i  chang  i  ng    Tech    Spec 
Pages    3    1/1     1  -B,  -9,  -10.  -1  2,  -  13.  -  14,  -a.  -2a.  -3.  -7. 
3  a/4   2-14   &   a   3/fl    3-3   re    scram    discharge   vol    sya   mads 
Class    III    tve    end 

RYBAK.B         Commoniiiealth    Gdiaan   Co         B4/Q2/33         DENTDN,  H    R         Office    of 
Nuclear    Reactor    Regulation,     Director          Epp         22317    030         24X 
Fiche    30-254i  EJ4/02/2a,  B4&3060H73 


Proposed    changes    to   Tech    Spec    Pages    3    I/fl    1-B,  -9.  -10,  -12, 
-13.  -14,  -S,  ~Sa.-3,  -7,  3    2/4    2-14   fc    3  3/fl  3-3  re    scram 
discharge    vol    sijs   modi 

«      Commonwealth    Edison    Co         84/O2/HB          14pp         22317   052         24X 
Fiche    SO-?34.a4/02/2B,  S40306O273 

6103030119   Foruiardi    supplemental    response    to   Generic    Ltr    B3-2B. 
"Required    Actions  Dased    on  Generic    Implications    of    Salem 
flTWS  Event*    " 

BARNESiP   L        CommonLjealth    Edison    Co        B4/02/29        DENTON.  H   R        Office 
of  Nuclear   Reactor    Rsgulition,    Director        2ipp        2248B   OB4        24X 
Ficho    90-000,  04/02/29,  B403090H1? 

8403130353   Documents    prasent   resalutlnn   of  5ER    open    Items    & 
deficiencies    noted    in   Franklin   Research    Ctr    technical 
evaluation    rept    re    environ    qualification   of    safety-related 
electrical    equipment 

RYBAKiD        Commonuealth   Edison  Co        94/02/29        DENTON.  H   R        Office    of 
Nuclear    Reactor    Regulation,     Director          4Opj>         52617   OBO          24X 
Fiche    30-H34,  94/02/27,8403130333 


B103130400  Forwards   040310   responses    to   Generic    Ltr   B3-35    cla 
TMI    Item    II    K   3  31    Ittll    concurs    ui/NRC    position    Item   should 
be   closed 

RVflflK.D  Commonwealth  Edison  Co  S1/O3/03  CIBENHUT,  D  0 
of  Licunslns  3pp  22613  143  24X  Fiche  30-000,  S4/03/Oa, 
0403130400 


B1O3130273  Generic    Ltr   B4-O7    to    all    licensees    of    BWRs   re    procedural 
guidance    for    pipe   replacement    at   BURB   Svc    list    encl 
EIBENHUT,  D  G         Division   of   Licensing         84/03/14  Commonwealth 

Edison    Co          20pp         22B23    334          34X    Fithe    30-000,  S4/03/14,  B4031  30273 

8403370130  Application    for    amend    to   License   DPR-39,  changing    Tech    Specs 
to   extend    certain  MAPLHGFi    curvaa    to    10,000  MWd/8T 

flYBAK.n        CoinmonWBaHh   Etfison   Co        B4/O3/19        DENTON,  H   R        Office    of 
Nuclear   Reactor   Regulation,     Director         2pp        23774    129        34X 
FichH    SO-000.  64/03/19,  84Q327013O 

—  9103270136  Errata   &  Addenda    Sheet   9,  replacing    Page    4-14    to    "LOCA 
Analysis   flept    for    Dresden    Units   2   &    3  &  Quad    Cities    1    &   2 
Nuclear    Power    Stations    " 

*      General     electric    Co         NEDD-24146A    ERR    09         B3/01/31          2pp 
3S774    135         34X   Fiche    30-OOO.  B4/03/I9,  B40327O130 


8403E30135  Advises    th*t    state   !.    local    plant   &   prep ftrednes B    For 
radiological    amergencics    adequate   Approval    conditional    an 
FEHA  verification    of   adequacy    of   altrtlng    *•   notification 
sy3,per    App    3    af   Flev    1    to    NU!iEO-OA54/FEHA-nEP- 1 
3PECK. B    W        Federal    Emergency    Management   Agency        84/03/02 
DIRCKS.W  J        Qfflc*    of    the   Eiecutlv*    Director    for    Operations 
2360B    32V         24X   FlthE    30-234, B4/03/02,  B403130133 


2pp 


B403I2Q149  Notifies    of    B40323   regional    workiJiop    In   Rosemont.lL  ui/a  1  1 
Region    III    liconseet    to   discuss    fire    protection    safe 
shutdown   rni)u  Iramen  t  s   Workshop    uill    provid-e    addl    guidance    re 
10CFRSO,App   n    requirements    Agenda    ere  1 

EPESBrtflD.n  L        Division    of  Emergency    Pi-eparffdne-n    i,  Dperatic-nal 
Support        9-1/03/Oci        REED.C        Commomuealth    Edison   Co        3pp 
22306    1B2         B4X    FichB    90-234.64/03/06,840312014° 


P      Operating    license    stage    docum-onts   &•   corrssp  ond 


B403010007  Application    to   amend   Llconse    DPR-29,  changing    Toch   Bpecs    re 
KAPLHGfl    curves    For    ce-rtald    fuel    types 

RYDAK,  D        Cnmmoniueal  th   Edi»on   Co        84/02/21         DENTON,  H  R        Offic*    of 
Nirclear    Reattor  negulation.     Director        2pp         2243jb   O79         24X 
Fiche    30-354,  84/03/21  •  B4Q30|OOB9 


Q      Inspection    reports,     IE   Bulletins    d    correspondence 

Q403120134    Forwards    IE    Insp    Ropts     50-337/94-01,30-249/04-01, 
30-234/94-01,  SO~2i3/B4-01 ,  30-295/B4-01     t.    BO-304/04-01     on 
B402Q3-14   No    noncompllance    identified 

SHAFEfl.U   D         Region   3,     Office    of   Director        64/02/23        REED.  C 
Commonwealth    Edison  Co        2pp         22590  0-90        24X   Fiche   50-000,84/02/23, 
0403120134 

— Q4Q3120137    IE    Insp    Repts    30-237/B4-01.  SO-249/B4-01 ,  50-234/84-01, 
30-269/04-01,50-293/84-01     t.    90-304/31-01     on    840203-1 4,  No 
noncoitifil  iance    or    deviations    identified   Major   area! 
inspected    allogations    of    improper    operation 

CHHiaSQTJMOS.N   ,     TONGUE,  T    ,     HOLZMER,  M        Region   3,    Office    of 
Director         04/02/31         4pp         22390   092        24X   Fiche    30-000,84/02/23, 
B403120134 

B403030003   Submit*    brief    outline    of    regulatory    improvement    program 
Program    implement*    basic    changes    in    practices    b   structure    of 
operation    Summary    of    corrective    actions    taken    in   response    to 
contra!    rod     insertion    error    end 

THOMAS,  B        Cammonuealth    Edison    Co        84/02/24        KEPPLER,  J  Q        Region 
3.    OPfico    of    Director         llpp         224<7Q   326        24X   Fiche   30-234,84/02/24, 
8403030003 


— B403010093  Proposed    changes    lo  Tech    Spec  Figure   3   fl-1, r e v! si  no    MrtPLHGR 
curves 

*      Commonuial th   Edison   Co        84/O2/21  13pp         22436  OBO        24X 
Fichfl    30-23^,  B4/02/21,  B4030100H9 


0103030043  Fo.riua.rds   Rev   0   to    "Corporate    Regulatory   Ptrformin.ee 
ImprQVBfflent    Plan    "    Plan    designed    to    Heighten    employee 
auareness    t<    strongthan   corporate   ability    to    improve 
regulatory    per  For mane* 

THDHAB,  D  Commonuieal  th  Edison  Co  Q4/02/24  KEPPLER,  J  Q  Region 
3,  QFflco  of  Director  3pp  32490  139  24X  FichK  30-000,84/02/24. 
8403050043 
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45 


— B40303O046   Rev    0    to    "Corporate   Regulatory    Performance    Improvement 
Plan    " 

«      Commonwealth    Edison    Co          B4/O2/29         22pp          22490    113         24X 
Fiche    30-000. 84/02/24.0403030043 

0401190072    IE    Info   Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuits   d   Annunciation    "    Svc    list 
Bncl 

JORDAN. E  L        Division    of    Emergency    Preparedness   i  Engineering 
Response     (Post    B3O1O3)          B4/O2/2S  Consolidated    Edison    Co       of   New 

York,     Inc          HSpp         229O9    239         24X    Flche    5O-000, B4/QS/2S. B401 190079 

0403030072   Forwards    addendum    to     IE    Insp    Repts     30-234/83-01    & 
30-263/03-19.  comparing    beta    analyses    of    liquid    sample    split 
&   gross    bet*   results    of    spiked    liquid    sample    Info   will    clos* 
Optn    Items    SO-234/B3-31-Q3   &    SO-265/B3- 19-01 

PAPERIEULQ,  C   J        Region   3.    Office    of   Director        84/02/29        REED,  C 
Commonwealth    Edison    Co          lp          22490   014         24X    Fiche    30-234. B4/02/29, 
8403030072 

— B403030074  Addendum    to    IE    Insp   Repts    30-234/83-31    &   30-263/B3-19  re 
comparative    beta    analysis    results    of    liquid    sample    split    !< 
grass    bet*   results    of    spiked    liquid    sample 

*      Region   3.    Office    of    Director        84/012/37         lp        224*70   013        24X 
Ftche    30-234,  84/02/29,8403030072 


B4O327O17S   Submits    plan    for    insp    &   repair    of    intei-granular    stress 
corrosion   cracking    indications    in   stainless    steel    piping    in 
dryuell    during    refueling    outage    initiated    on    B4Q306 

RYBAK,  H         CnmmonuieaJ  tfi    Edison    Co         B4/O3/  19         DENTDN,  H   R         Office    of 
Nuclear    Reactor    Regulation,     Director         4pp         22771    133         24X 
Fiche    30-254.34/03/19,8403270175 

B40323OOB8   Act    receipt    of    regulatory    performance    improvement    plan 
Periodic    meetings   requested    to   discuss    progress    on   program 
&    provide    feedback 

KCPPLER.JG        Region    3,     Office    of    Director         B4/03/2O         THOMAS,  B 
Commonuealth    Edison    Co          lp         22730    161         24X   Fiche    3Q-OOO,  B4/03/3Q. 
B4032300B8 

— B4O3230107   Forwards    corporate    regulatory    performance    improvement    plan 
THOMAS, D         Commonuealth    Ed  linn   Co         S4/O2/24         KEPPLER,  J   0         Region 
3.    Office    at   Director        3pp        22730   163        34X    Fiche    90-000. 
B4/03/20,  B4Q333QOBB 

— 0403230126   RBV   O    to    "Corporate   Regulatory    Performance    Improvement    Plan 
For  Dresden, Quad    Cities,  Zion  &  LaSalle   Operating   Nuclear 
Stations   &  Byron   &   Braiduiood  Project   Operating 
Organiiatlons    " 

»      Commonwealth    Edison    Co         84/02/29         33pp         32730    163         24X 
Fiche    30-000,  B4/03/20, B4O32300BB 


8403190207  Forwards    IE    Insp    Repts    30-254/83-24    fc   30-368/83-23   on 
030004-840202,  No   noncomp 1  lance    identified 

LITTLE.W  S        Region   3.    Office    of    Director        84/03/01        REED, C 
Commonuealth    Edison    Co        2pp         22671    072        34 X    Fiche    50-SS4, B4/03/01, 
9403 [90207 

— 840319020B    IE    Insp    Repts     30-234/B3-24   (<    30-263/83-33    on    B30B04-B4O2O2 
No   noncompliance    or    deviations    identified    Major    areas 
inspected    review   of    inservice    insp, reactor    water    cleanup    sys 
piping,  IE   bulletins    Si  LERs 

CtLIMDEROiR  L   ,     DANIELSON,  D   H  .     WARD, K    D        Region  3i     Office   of 
Director        84/03/01         26pp         23671    074        24X   Fiche    30-234, B4/03/01, 
8403190207 


84033AO196  Forwards  responses    to    IE  Bulletin  83-07,     "Apparently 
Fraudulent  Products   Sold    by    Ray   Miller. Inc    "   Quad   Cities 
supplied   u/piping   mails    from  Ray   Miller, Inc    during    const 
Evaluation   encl    Concerns    of    IE  Bulletin  B3-06   satisfied 
QARNES,P    L         Commonwealth    Edison   Co         B4/O3/20         KEPPLER. J    0         Region 
3.     Office    of   Director         19pp         22736    IBS         24X    Fiche    90-000,84/03/20. 
8403260196 

B402090043    IE    Info  Notice   B4-19,    "Two   Events    Involving  Unauthorized 
Entries    into  PUR  Reactor   Cavities    "   Svc    list   encl 
JDRDANi  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  830103)        B4/O3/21  Consolidated   Edison   Co      of   Neui 

York,     Inc          123pp         22B23    229         24X   Flche    30-000.84/03/21,8402090043 


B40S090007    IE    Info  Notice   84-14.     "Highlights    of   Recent  Transport 
Regulatory    R«vs    bu    DOT  t,   NRC    "   Sve    list    end 

GRACE,  J  N        Division    of    QA,     Safeguards   Si    Inspection  Programs    (Post 
B30103)         B4/O3/02  Consol  1  dated    Edison   CD      of   Neu   York,     Inc 

130pp         22332    329         24X    Flche    SO-OOO, B4/03/02, 8402090007 


B403090044    IE    Info  Notice   B4-30,    "Svc   Life   of   Relays    in   Safety-Related 
SUB    "   Svc    list   and 

JORDAN. E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post    B3Q103)         84/03/21  Consolidated    Edison    Co       of    Neiu 

York.     Inc         I33pp        22933  001        24X  Fiche    50-000,84/03/21,8402090044 


8402090008    IE    Info   Notice    B4-16,     "Failure    of   Automatic    Sprinkler   Eys 
Valve*    to   Operate    "    Svc    list    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness    b  Engineering 
Response    <Po*t    B30103)         B4/03/03  Consolidated    Edison    Co      of  Neui 

York.     Inc         123pp         23533   09B        24X   Fiche    30-000, B4/03/02,  S40209000B 

B403090009    IE    Info  Notice    B4-15,     "Reporting    of    Radiological    Releases    " 
8vc   list   encl 

JORDANi  E  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Post   830103)         B4/03/02  Consolidated    Edison    Co      of   NBIU 

York,     Tnc          H9pp          22553    317         24X    Flche    30-000,81/03/02,6402090009 


R      Periodic    operating    report*    ti  related    correspandonce 


B403080197    "Rcpt    of    Occupational    Personnel    Radiation    Doses. 19B3    " 
W/840227    Itr 

SCOTT,  J   5         Commonuealth    Edison   CD         83/12/31          13pp         52339   O9? 
34X    Flche    30-000.33/12/31,8403080197 

8403220120  Annual  whole  body  external  exposures  for  17Q3  U/B40316  Itr 
RYBAK. H  Commonuiealth  Edison  Co  83/12/31  7pp  2H71&  007  24X 
Flche  50-000,83/12/31,8403220120 


B402090011    IE    Info   Notice    B4-17,     "Problems    H/Llquld    Nitfogen    Cooling 
Components    Deloui  Nil    Ductility    Temp    "    Bvc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness   !<   Engineering 
Response    (Post    830103)         84/O3/03  Consolidated   Edison    Co      of  Neu 

York,     Inc         H7pp        33333   336        24X    Flche    SO-OOO, 84/03/03, B40209001 1 

B402090024    IE    Info   Notice    B4-09, Rev    1,     "Lessons    Learned   From    Insps    of 
Fire  Protection  Safe  Shutdown   Sgs   "   Svc    list   encl 
JORDAN, EL        Division,    of    Emergency    Preparedness    &   Engineering 
Response    (Post   B30103)         84/03/07  Consolidated   Edison    Co      of   Heu 

York,     tnc         118pp         22633   049        24X    Flche    30-000,84/03/07,8402090024 

B40209002B    IE    Info  Notice   84-18,     "Stress    Corrosion   Cracking    In  PWH 
Bys    "    Svc    list    and, 

JORDAN,  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post    6301 03 t         84/03/07  Consolidated   Edison    Co      of   Heu 

York,     Inc         llSpp         22384    1B6        24X    Fiche    30-000, B4/03/07,  B40209002B 

B403190073  Requests    601002   L   B10109    confirmatory    orders    on    IE   Dulletln 
80-17  rt    scram   discharge    mods    be    rescinded    I>   actions   no 
longer    applicable    be    removed    &/or    deleted 

RYBAK,  B        CommonutBlth    Edison    Co        S4/03/O7        DENTON,  H   R        Office    of 
Nuclear   Reactor  Regulation.    Director       3pp        2266-?  338       24X 
Flche    30-834,64/03/07,8403190075 

8402090031    IE   Bulletin  84-02,     "Failures    of    OE   Type    UFA  Relays    In  Use    in 
Class    IE   Siftty    Sys    "   Svc    list    encl 

DEYOUNO.n   C        Director's    Office,    Office    of    Inspection    and 
Enforcement        84/03/ia  Consolidated    Edison    Co      of   NBU   York,     Ine 

134pp         B2B33   094         B4X    Fiche    30-000,84/03/12.8402090031 


8403060113  Forwards   Rev    I    to    "Effluent  &  Haste   Disposal    Semiannual    Kept 
Jul-Dec    19B2   "   Errata    for    "Liquid   Alpha  Radioactivi ty.  Jan- 
Jul    19B3"    &    "Solid    Raduaste    Summary.  Jul-Dec    19Q3,  "    also 
one  1 

KALIVIANAKIS.  N         Commonuealth    Edison   Co         B4/OS/O7         KEPPLER, J   G 
Region   3.    Office    of    Director        lp        2231B   333        24X 
riche    30-234,  B4/OS/07,B403040U3 

— 8403060117  Rev    1    to    "Effluent   &  Waste   Disposal    Semiannual    Rept   Jul-Dec 
1992    " 

*      Commonuealth   Edison   Co        83/05/31        7pp        22318253        24X 
Fiche    30-234,84/03/07.  B403Q601 13 

— 8403060121    Errata    for    "Liquid   Alpha   Radioactivity    Jon-June    1983   " 
«      Commc-nuiealth    Edison   Co        93/06/30        lp        33S1B  360        24X 
Fiche    50-254,84/02/07,8403060113 

— B4030&0127   "Solid   Raduiaste   Summary,  Jul-Dec    19B3   " 

«      Commonuealth    Edison   Co        B3/12/3I        tpp        22519  361         24X 
Flche    30-234,34/03/07,8403060113 

B4031303B3  Monthly    operating    repts    for   Feb    1984  W/H4030B    Itr 

MISAK.A   ,    KAUVIANAKIS,  N        Commonwealth   Edison   Co        84/02/29        24pp 
22616   293         24X   Fiche    50-254, 84/02/29.  8403 1303B2 

B403150019   Listing    of    chang  es,  tests   t.    eiperiments    completed    during 
Fee    19B4   Summary    of    safety    evaluation   reported    per 
10CFR30    59   encl    W/84030B    Itr 

KALIVIANAKIS.N         Commonwealth    Edison   Co         S4/02/29         CASE,  E   8 
Office    of   Nuclear   Reactor   Regulation,     Director        3pp        2K644  360 
34X   Fiche    50-254,84/02/29.8403130019 


DOCKETED  ITEMS 


S      Report  able    DC  currences,     LER*    t>  related    correap  nndence 

B403Q70334>  Follauiup    Part   21    rept   re    defective   mechanical    snubber 
capstan    springs    supplied    bij    Pacific    Scientific    Affectfrd 
utils    Hated    Purchasers    have    been   notified    &  advised    to   work 
directly   u/PacifIc    Scientific    In    dl snosl t ion 

KOVI.L         UPS    Industries,      Inc         B4/-03/24         DEYOUNQ.R   -C          Director'* 
Office.     Office    of    Inspection    and    EnForcamlEnt          3pp         3S33A    279         24X 
Fiche    30-000.  84/02/34,  H40307023& 

84O30BOO11    For  ward  •»    response    to   Commissioner   Gilinslig    request   for    infg 
on   frequency    of   personnel    errors    at    selected    operating 
plants    Summary    of    tabulated    event]    re    operator    errors, 
personnel    errors    or    procedural    errors    provided    For   CV93 
DIRCKS.  W  J        Ofifict    a*    the   Eiecutivo   Director    for  Operatloni 
B4/02/24        PALLrtTHHO,    filLINSKY,    ROBERTS      Commi  sslonsrs         1 7pp 
22584    143         S4.X   Fiche    SO-OOO,  84/02/24,  B4O308Q011. 

8103130235  PNO-I1I-B4-023   an  040305,  HPCI    sus    declared    inoperable    uitieTi 
surveillance    test    revealed    aicBEaiva    leakage    an  main  pump 
outiaarfl    bearing    During    test    of   automatic    depreasur-i lation 
ays,  alec tramat i-c    relief    valve   E   failed    to   open 

CHRlSSQTIMaS-N    .     SHflFEK.  W         Region    3,     Office    of    Director          64/O3/06 
Ip         22617279         24X    Fiche    3O-S34,  B4/03/O&, B4O313O239 


DOCKET    50-253   PHLIBftDES    NUCLEAR    PLANT 

F      Security,    medical,     B-mergencu;   &    fire   protection   plans 

Bfl.030-10331    Summery    of    640207   meeting    ui/utUi  8c  1  ant  H    Appli  cat  ions.  Inc  i 
MPR    Ascot    b  MIT   re   NRC    comments    on    detailed    control   roojn 
design    review   program    plan, per   requirement 4    of   Suppl    1    to 
NURES-0737  Vi  eugraphi    encl 

PAULSON.  U  A        Operating   Reactors    Branch    5        84/02/29  Operating 

Ruactors    Branch    3        36pp         23132   329        24X    Fichu    30-333,04/02/29, 
0403010351 

84031  SOI  13  Notifies   of    340323   workshop    on    fire    protection    safe   shutftouin 
requirements    of    lOCFffSO.App    R    in    Rosamont, tL    to    discuss    IE 
Info   Notice   B4-Q9  t.    provide    ad-dl    shutdown   analyses   &/qr    mod 
guidance  Agenda   encl 

EPESSARDiR  L        Division   of    Emergency    Prepflreflnei  s    b  Operational 
Support         84/03/06         DEWtTTiR   4!         ConiumeTi    Ppuer   Co         3pp 
2358B   235        2.U  Fiche   3Q-253.  B4/03/04,  B4031201 1 5 


3403090210   Advises    that    util    840320    proposed    variance    for    high-range 
stack    ga*   mpnltor*    unaccB  p  tab  Is   8(J  s    should    b»   modified    to 
meet   diinlaij    guidance    of    NUREO-O737,  It*m    II    F    1(1),     "Add! 
Accident   Monitoring     InitT  umentatl  on  " 

CRUTCHFIELD.  B        Operating    Reactor*    Branch    S        04/03/07 
VAMDEUALL.E.  0    J        Consumeri    Potuer    Co        3pp        22574  3  SB        24  X 
Ficha    90-000.  B4/03/07,  B4O3O90210 

3403130145   Ack    receipt    of   NRC   940123    request    for    info   re    pot  t-aci  ident 
sampling    i"j»    (7MI    Item   II    D    3>    Plant-specif  ic    core    damage 
estimate   procedure    ti    Info    demo  n»  tra  ting    equipment 
opArabllltu    b  operator    training   will    be    provided    by   840513 
JDHNBOM.  B    0         Contumers   fouer    Co          34/O3/12         CRUTChFlELD,  D 
Operating   Re-actors    Branch    3         Ip         22639  362        34X 
FUhe    30-2 


B4O3230093  Application    f  or  ^m^no"  to   Licenie   DPR-20,  consisting    of 
proposed    T*ch   epee    change    request    to   revise    accident  k 
traniinot    snfllytas    due    to    «team   generator    tube    plugging 
Class    III    amend    fea    encl    Heatuj)    ichedulvd    for   B4030S 
JOHNSON,  G    D        Consumers   Pouer    CD         84/O3/li        CRUTCHFIELD,  D 
Operating    Reactors    Branch    S         IQpp        22731    099        aiX 
Flche    30-295.  B4/03/16,  B403H300?3 

—  840323009-3  Proposed    pages    to    Tech    Spat    change    request,  revi  sing    accident 

&  transient  analyses  dua  to  steam  generator  tubi  plugging 
*  Consume™  Pouur  Co  S4/O3/16  3ipp  22731  117  24X 
Piche  50-233,64/03/16,9403230093 

—  9403330103    "PfllUfldss   Cgcle   6    aetpoint    Verification  W/SOX   Steam 

Oenarator   TgfrB   Plugging    " 

LINDQU1ST,T    R   ,     NUTT,  W   T        Ea»on   Nuclear   Co    ,     Inc       (subs      of   Etiion 

Corp     »          XN-NF-84-14         B4/03/09         43pp         22731     158         H4X 

Fiche     50-2D5,  84/O3/16,  B4O3S3O093 

—  B4O3H3O106   "Plant    Transient   Analysis    for   Pallsadet   Nuclear    Power   Plant 

W/3OX    Steam  Generator   Plugging    " 

LINDOUiaT.T  R    j     NUTTiW    T         Exion   Nuclear   Co    ,     Inc      (subs      of   Enon 

Corp     )          XN-NF-94-1B         S4/O3/0?          ISOpp         2S731    203         24K 

Fiche  ,  30-295,  S4/03/  16.  6403230093 

—  B403230U1    "Paliiades   LQCA-ECCB  Analusls    for   2125  MWt    Operation   d  SO'/. 

Steam   Oer*ratOT    Tube  Plugglnj).  " 

TAHVILI.T        Enon    Nuclear   Co    ,     Inc      (subi      of   E<xon   Corp    ) 

XN-NF-Bfl-24.         84/O3/09,         Slpp          22731    333         B4X 

Flcfte    50-S 


I      F inane ial    information 


B403190071    Anniral   Financial    Rept    for    19Q3  H/H-JOGIB    Itr 

BELBV.  J  D  .    FOLAHEE,  J  B    ,     PEPRV.  P   A        Consumer!    Potuer    Co         03/12/31 
GIAMBUSBO,  A         DlvHion    of    Licensing          34pp          2S666    I3b         2-1X 
Fleho    50-000,83/12/31,8-503190071 


a4O3at0113  Requests    eitensioti    to   responri    to   Generic    Ltr    B3-28    to 
reflect    extension    of    current    refueling    outage   Work 
neceiiary    to   addrnsi    remaining    Issue*    will    commence   60    dagt 
after    end    of    current    refueling    outage 

VANDEHALLE,  D   J         Consumor-B    Pauer    Co        B4/O3/22        EISENHUT.  D   0 
Civilian    of    Licensing         2pp          2E750   361.        SIX    Flche    50-233,84/03/32. 


P      Operating    license    itag-e    documonta    tt  corrvipondenee 


2403010368  Forwards    Amend    79    to    Lbcenlti   DPR  -20   &    safety    evaluation 
Amend    deletes    capsule   A-6D   from  reactor   vessel    survt  i  1  Lsnc  « 
capsule    program  (•   modifies    cojpon    ramoval    schedule 
PAULSON,  U   A        Opirattng    Reactors    Branch    $        B4/02/S6 
VANDEWALLE,D  J        Consumers   Pou^ur   Co        2pp         23433  OW        E4X 
Fiche    30-2 


4pp 


—6403010373  Amend    77   to    Licenie   DPfl-SO,  <Je  1  etlng    capiule    A-60   from 
reactor    vessel    aurvei  llance   capiule   program    !•  fflodif'ijiii!] 
•caupan    removal    schedule    to    provide   option    of   removing 
equivalent   capsule    instead    uf    primary    capsule 
CRUTCKFtELD.D        Operating    Heacto-ri  Branch    5        B4/Q3/SB 
23433   083        S4X   Fiche    50-233.94/03/28.9403010363 


— B403010373  Baffty    evaluation    supporting    Amend    79    to  Lteen»»  DPR-aO 
»      Office    of   Nuclear   Reactor   Rejulat I onr    Director        B4/02/28        3pp 
22433   OBi.         24X    Fich*    3O-2B3.  B4/O2/2B,  BflO30103o8 

B403220078  Advises    that    lissus    of    justifying    unllrntt*d   or    limit**    use 
of    purge    sgs    during    normal    operations   mill    not   be    pursued 
Bus   will    operate   only    during    cold    shutdown   TecFi   Ej»c   nod 
expected    by    840430    ResubmlUed   Jue    to    error    In    original 
JPHNSDM.  Q   D        Consumers   Power  Co         04/03/01         CRUTCHFIEi-D.  D, 
Operating  Reactors    Branch    5         Ip         S271E  313        B4X 
Flche    30-B5J,  84/03/01,6403220078 

B403080232  Summary   of    B40307  meeting    u/utU,NDE   Tecfcnalog  if, 
Westinghouse,Deiht»l,C-E,  Engineering    Planning    t   Mgt  ic  Neuiman 
t<  Holtzinger    in  BetheidA.HD  rt   NDE   program    for    iteam 
generator    tubes 

PAULSON.H   A       aperating    Reactors    Branch    S        B4/-03/07  Operating 

Reactors    Branch    5         ll&pp         E2561    034        S4X    Flthe   30-289164/03/07, 


B4032701&&  Matlficatlan   of    B1040S-06  meetings   u/utll    In   V*n    Buren 
CQuntg,hlI    to    discuss    proposed    radiological    effluent   Tech 
Specs 
PAULBDNi  U   A        Operating    Reactors    Branch    B        B4/O3/23        CRUTCHFIELD,  D 

Operating    RoactoT*    Branch    S         3pp        22774    147,       24X 
Ficht    30-255.  B4/03/S3.  B40327O166 


Notification   of    B404  1  0   meeting    u/util    in    Bethesd«,MD   to 
discuss    steam    generator    repair 
PAULSON.  U   A        Operating    Reactors    Branch    5        84/03/28        CHUTCHFIELD, 

Operating    Reactor*    Branch    9         4pp        22B22    106        24X 
Flche,  30-293.  S4/03/S8,  840330  OOM 


O      Inspactlon 


IE    Bulletin*   &    correspondence 


BflOaos0223   Further    re-spon»>    to    FOIA  request    for   records    of    named 
individuals,,  including    rvptti  onalgsesi  studies,  test 
calculations' procedure*    t>    practices    for   measurement   of    RC8 
leakage    Forwards    App    C    documents    Search    continuing 

FELTQN,  J  M        Division   of    Ftulas    and   Records        84/02/07,       MADDEN,  T  J. 
Kaue,     Scholar,     Flermani     H«u>    b  Handler        3pp        22496-234        24X 
Fiche    50-000,  B4/Oa/07,H4030S02B3. 

— B403Q5Q23&   Notifies    that    Independent  measurtmints   of   idantlfied  b 
unldentlf iod    flCS    Leah    ratot    for    all   PWR»    in   Rigioti    III 
performed    p«T    Procedures   61727B   t>  417BBB    Insp    finding* 
summapi  ied, 

NOREUIUS.C  E  Diviiion  of  Enfl Ineerlng  B2/03/OB  JDRDANi E  L 
Division  of  Engineering  t>  Qualltu  Assurance  (Pri  830103)  2pp 
22496  27-0  24X  F iche'  5O-OOOrS4/OB/07,  B403030223 

840H90072    IE    Info   Notice    B4-13,     "Potential    Deficiency    In   Motor 
OpuratBd   Valve   Control   circuits   li  Annunciation   "   Bvc   li»t 
end 

JORDAN,  E    L        Diviiion    of    Emergency    Preparednest   &   Engineering 
Rmpoim    (Po*t    H3O103),        B4/Q2/ZB  Con*olidatid    Edison    Co      of  Niu 

York,     Inc          113pp.       22909   239         S4X    Flche    50-000, B4/02/3Bi  8401190072 


DOCKETED  ITEMS 


47 


B403120131    Responds    to    IE    Bulletin    83-07.     "Apparently    Fraudulent 
Products    Sold    by    Ray    Miller, Inc    "    Purchase    order    records    for 
1773-79   reviewed   &    14    suspect    purchase    orders    Found   No    mat  IB 
supplied    on    orders    purchased    from  Ray   Miller, Inc 

JOHNBDN.B    D         Consumers    Power    Co         84/03/OI          KEPPLER,  J    S         Region    3. 
Office    of   Director        2pp         323B8   23B        24X   Flche    30-000. B4/03/01. 
8403120131 


8403130140   Monthly    operating    rapt    far    Feb    1984   W/BOO307    ttr 

CAVADAS.  K   J    ,     VANDENBERQ,  D         Consumers    Power   Co         B4/02/29         5pp 
23395   245         24X    Flche    SO-253.  B4/O2/29,  9403120110 


Reportable    occurrences,    LERs    !<  related    correspondence 


B402090007    IE    Info   Notice    04-14.     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DOT  &   NRC    "   Svc    list    encl 

ORACEi J   N        Division    of   QA,     Safeguards   &    Inspection  Programs    (Poat 
B30103)         84/03/02  Consolidated    Edison   Co      of   New   York,     Inc 

130pp          22353   329         24X    FIchB    30-000,  B4/O3/O2,  B4O20900O7 


S3Q302O109  Faruards    technical    review   rept.    "Diesel   Qenerator    Load 
Sequencer   Design   Deficiency    -  LER   B2-029/01T   " 
CHIRAMAL.M         Reactor    Operations   Analysis    Drench         B3/OL/W 
SEVFRIT.K   V        Reactor   Operations    Analysis    Branch          Ip         2SBOB   306 
34X    Fiche    50-235.83/01/19,8302020109 


B4O2Q90008    IE    Info   Notice    B4-16,     "Failure    of    Automatic   Sprinkler    Syi 
Valves    to   Operate    "    Svc    list    encl 

JORDAN, E  L        Division    of    Emergancy    Preparedness    &  Engineering 
Response    (Past   030103)         B4/O3/O3  Consolidated    EdUon    Co      of   Neui 

Yorfc.     Inc         lE3pp         22333   O98        24X   Fiche    50-000, 84/O3/02,  B402O9000S 

B4020900Q9    IE    Info    Notice    84-13,     "Reporting    of    Radiological    Releases     » 
Svc    list    encl 

JORDAN,  E   L        Division   of    Emergency    Preparedness    b  Engineering 
Response    (Post   830103)         84/O3/02  Consolidated    Edison   Co      of  Haul 

York.     Inc         119pp         23333    E17        24X  Fiche    30-000,04/03/03.8102090009 


— 8403370330    "Diesel    Generator    Load    Sequent 
82-025/01T.  "    technical    review  rept 
»      Reactor   Operations   Analysis   Branch        83/01/19 
24X    Fichu    30-353,83/01/19.8302020109 


Design    Deficiency    -   LEf) 
3pp         22BOB   307 


S4O319O1O1    Part  21    rept   re   apparent    design   deficiency    In    Siemens    Al  1 1 s 
Model    MA-205B   stored    energy    circuit    breaker- Breaker    insp   ti 
hold    douin   device   orientation   uilll    be   complete   by   B40401 
Determination  of   permanent    fit   tt    Implementation   by    840601 
JOHNSON.  B   D   ,     VANDEWALLE,  D   J         Consumers    Pouier    Co         04/O2/39 
KEPPLER.  J  Q       Region   3,    Office   of   Director        Spp        23669  303        24X 
FIchB    30-233,84/03/39,8403190101 


8402090011    IE    Info  Notice   94-17,     "Problems    W/Liquid   Nitrogen    Cooling 
Components    Below  Nil    Ductility    Temp    "    Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    ti  Engineering 
Response    (Post   830103)         04/03/05  Consolidated    Edison   Co      of  New 

York.     Ine         H7pp         22353   336        24X   Fiche    50-000, B4/03/05.  S4O309O01 1 

B4030703QD  Responds    to    IE  Bulletin   83-08,     "Electrical    Circuit   Breakers 
W/Undervoltage    Trip    Feature    in   Use    In   Safety-Related 
Application*    Other    Than   Reactor   Trip    Sys    "    Subj    circuit 
breakers    not    installed    in    safe ty-r elated    sys 

VANDEHALLE,  D   J        Consumers   Potner    Co        B4/03/O3        KEPPLER,  J   0        Region 
3.    Office    of    Director        2pp         23346   360        24X   Fiche   30-233.  B4/03/03. 
0403070300 


B403190091    PNO-III-84~03i   on  810313. during    tnsp    to   verify    support  plate 
Integrity    after    tube-pulling    activities, damage    observed    to 
auxiliary    feeduiatar    sparger    piping    in  both    steam  generators 
Damage   may    delay   Mag    1984    startup 

DEFAYETTE.R    .     DQYD,  D         Region   3.     Office    of    Director        B4/03/13         Ip 
33669   3.37         24X   Fiche    50-355,04/03/13,8403190091 

0403230033   PNO-I 1 1-04-027    on   S4031B, diver   working    on    fuel     assembly 
upender    received   radiation   dose    to   right    thigh    of    4   5  rents 
Caused    by    licensee    failure    to    identify    locallied   nigh 
radiation    field   near    upender 

OREOER.  L    R    ,     PAPERIELLO.  C         Region    3.     Office    of    Director         84/O3/19 
Ip         22726   31B         24X    Flche    30-233, B4/03/19,  B40333QG33 


B4O3Q90024    IE    Info   Notice   B4-O9, Rev    1,     "Lessons   Learned    From    Insps    of 
Fire   Protection   Safe    Shutdown   Sys    "    Svc    list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    b  Engineering 
Response    (Post   030103)         S4/03/07  Consolidated    Edison   Co      of   New 

York.     Tnc          110pp          22633    049         24X    Flche    30-000, B4/03/Q7. B4Q209Q024 


DOCKET    30-259    BROWNS   TERRY   NUCLEAR   POWER   STATION,     UMIT    1 
F      Security,    medical,     emergency    t>   fire   protection    plans 


8402090020    IE    Info  Notice   84-18,     "Stress    Corrosion    Cracking    in   PUR 
Sys,  "   Svc    1 1st    incl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    &   Engineering 
Response    (Post   S30103)         04/03/07  Consolidated    Edison    Co      of  Neui 

York,     Inc         JIBpp         23504    186        24X   Flche    30-000. 84/03/07,  B40309002B 

B402090031    IE  Bulletin   34-02,     "Failures    of   OE   Type   HFA  Relays    In   Use    In 
Class    IE  Safety   Sys    "    Svc    list    end 

DEYOUNQ.R   C        Director's    Office,    Office    of    Inspection   and 
Enforcement        84/03/13  Consolidated    Edison   Co      of   Neui   York,     Inc 

134pp          32B33   094          24X    Flche    30-QQQi  B4/03/ 12,  B4O2090031 

8402090043    IE    Info  Notice   01-19,     "Two   Events    Involving   Unauthorlied 
Entries    into   PWR  Reactor    Cavities    "    Svc    list    encl 
JORDAN.  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Poit   830103)         84/03/21  Consolidated    Edison    Co      of   Neu 

York,     Inc         123pp         33023   229        24X   Fiche    30-000,84/03/31,0403090043 

B402090044    IE    Info   Notice    B1-20.     "Svc    Life    of    Relays    In   Safety-Related 
Sys.  "   Svc    list    encl 

JORDAN, E   L        Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post    B30103)         S4/03/21  Consolidated    Edison   Co      of   New 

York,     Inc         133pp         22933   001         34X   Flche    SO-OOD, 84/03/21,  8402090044 

R      Periodic    operating    reports    b   related    correspondence 

B4Q30B0134    "1933  Annual    Operating   Rept   -  Occupational    Eiposure    "    W/ 
040229    Hr 

JOHNSDK.B    D        Consumers    Pouier   CD        83/12/31         KEPPLER,  J   0        Region   3, 
Office    of   Director         4pp         22339  203        24X    Flche    50-235,83/12/31, 
8403080184 


S40306033B  Emergency    plan    Implementing   procedures, Ine ludl ng    1P-2    re 
notification   of   unusual    event, 1P-3  re   alertp IP-4  re   site 
emergency    d    IP-4  re    radiological    emergency    plan, act Ivat Ion 
at    support    ctr   U/34022B    Itr    &   list    OP   effective    pages 
MILL8.L   M        Tennessee  Valley    Authority        04/02/10        O'REILLY.J  P 
Region   2,    Office    of    Director        32pp        33516   09B        24X 
Flche    30-2S9,B4/02/10,840306023B 

S403060371    Advises    that  NRC   uill    not   review  emergency   plans    to   delete 
privacy    or    proprietary    info    unless    specifically    requested    by 
llcenseeiper   010709   Oenerlc    Ltr   Bl-27  W/o   request,  entire 
plan  uill    be   placed    In  PDR 

VASSALLO,  D  B        Operating    Reactors    Branch   3        84/02/10        PARRIB,  H  0 
Tennessee   Valley   Authority        Spp        22352  261        24X 
Ficho    30-239,84/02/10,8403060371 

0403060235   Rev    3    to   Procedure     IP-9.     "Muscle    Shoals   Emergency    Ctr 
Implementing   Procedures    Document    "    W/B40213    Itr 
MAXWELUifi    ,    SUIGER.E   K        Tennessee   Valley   Authority        H4/02/13 
63pp          32S1B   033         24X    Flche    30-OOO. 84/02/13. 9403060233 

S403O60147  Forwards    revised    effective    pages    to  Xnoivllle    Emergency   Ctr. 
Central    Emergency   Control    Ctr,  Div   of   Nuclear  Pouier    Emergency 
Ctr   &  Muscle   Shoals    Emergency   Control   Ctr   emergency    plan 
Implementing    procedures   H/o    Muscle   Shoals   pages 

MILL8.L  M        Tennessee   Valley    Authority        04^02/28        O'REILLY.J  P 
Region    2,    Office   of    Director         Ip        22316   163        24X 
Fiche    30-000,94/02/29,8403060147 

— 8403060163  Revised    ll»t    of   effective   pages    to  Knmvllle    Emergency    Ctr 
emergency    plan    Implementing    procedures 

*      Tennessee  Valley   Authority        B4/02/06        Bpp        22316   166        24 X 
FichE    BO-000.  84/02/23,  0403060147 


3403090206    "Radioactive    Effluent   &   Waste   Disposal    Semiannual    Rept 
Jut-Dec    19B3    "    W/840229    Itr 

JOHNSON, fl   D        Consumers    Pouer   Co        03/12/31         KEPPLER,  J   0        Region   3, 
Office    of   Director         llpp         22360' 000        24X   Flche    30-233. S3/ 12/31 , 
8403080206 


-B403060189  Revised    list    of    effective   pages    to  Central    Emergency 
Control    Ctr   emergency    plan    implementing    procedures 
*      Tennessee   Valley   Authority        04/02/06        Spp        22516   174        21X 
Fiche    30-000, B4/02/20.  B403060147 


B40312004I    "19B3    10CFR30  49   Annual    Rept    "   W/840229    Hr 

JOHNSON,  B   D        Consumers    Pouer   Co         B3/13/3!         KEPPLER.  J   0        Region    3. 
Office    Of    Director          Bpp          223S9    374         24X    Flche    30-255,  B3/12/31, 
B40312004! 


-8403060206  Revised    list    of    effective   pages    to  Dlv   of  Nuclear   Pouier 
Emergency   Ctr    emergency    plan    implementing    procedures 
HI      Tennessee  Valley    Authority        04/02/06        4pp        32316   102        24X 
FIchB    50-OOO.B4/C2/2B.B403060147 
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B40316O162    ftcl    receipt    of    B40222    Itr    informing    NRC    of    steps     talen    to 
correct    violations    noted     in    IE    Insp    Repts    30-239/63-57, 
30-260/33-37    (.    30-276/B3-S7 

LEW1S,H  C  Division  of  Project  ti  Resident  Program*  B4/03/39 
PARRIS.H  (3  Tonnessee  Valley  Authority  Ip  22653  273  24X 
Ficfie  50-359,  B4/02/29. B4O3160162 

— 8403160171    Responds     to    NRC    B40123    !tr    re    violations    noted     in    IE    Insp 
REpti     5O-257/83-57!  30-2*,u/B3-57    k    50-296/B3-57   CorrectI ve 
actions    policy    statement    taiued    to   health    physits 
technician)    re   hiflh    radiation   area    doors 

MILLS, L     M         Tannesiee    Valley    Authority          B4/Q2/32         O'REILLY, JP 
Region    a.     Office    of    Director         5pp         32653    374         24X 
FUhe    30-239, B4/OS/29. 8403160163 


Act    receipt    of    840321    &    O312    Itrs    informing    NRC    Of    steps 
taken   to   correct   violation*    noted    in    IE    Imp   Repts 
5Q-2S9/B3-S9.  30-360/83-39    «.     30-S96/83-39   Responses    meet 
IOCFK3   E01    requirements 

LEWIS, R  C  Division  of  Project  b  Resident  Program*  84/03/14 
Prtflflrs,  H  0  Tennenee  Valley  Authority  Ip  23670  314  24X 
Flche  90-237.  B4/Q3/  14.  BflQ31«70l3i 

640319014?  Suppls    response    to   nRC    840120   Itr   re   violations    noted    in    IE 
Insp    ReptK    50-a59/B3-39j  30-26O/B3-39   «c   50-296/83-37 
Responses  withheld    Iref    1OCFR73   31) 

MILLS. L  M        Tanneisee    Valley    Authority        84/03/13        O'REILLY, J  P, 
Region    S,     Office     Of    Director  Ip         22670   313         SIX 

Fiche    30-239.  B4/O3/14.  B-3O319O136 


S403!i(MBl     Notice    of    violation    from    Insp    on    B31I3A-1333 
*      Region   2,     Office    of    Director         94/01/23         2pn 
Fiche    3Q-257,B4/O2/27.  3403160162 

840316(MB1fc,    IE    Insp    R*pts     50-239/83-37.  3Q-260/B3-37    it   3O-296/B3-S7    on 
B31126-1E23  Violations    noted    failure    to    lock    high   radiation 
area,  to     follow  special    u&rli    permit  &    to   have   adequate    fire 
protection  main*   procedure 

PAULK.C?    |_         Rag  ion    3.     Office    of    Director         B4/01/21          6pp 
22i35   283         2<JX   Fiche    30-259.  B4/02/E9i 


B40316031B    Ack    receipt    of    B4O309    Itr    Informing    NRC    of    steps     taken    to 
correct    Violations    noted     In    IE    I  nap    Repts    30-Z39/B3-4Q. 
30-260/83-10   A    50-296/83-40 

LEWIS,  R  C.  Division  oF  Project  lc  Resident  Programs  B4/O3/01 
PARRIE,  H  Q  Tennestge  Valley  Authority  Ip  33661  098  24* 
Fiche  30-339,84/03/01.8103160216 


RaspnndG    to  NRC    B4O111    Itr    re    violations   noted    in    IE    Insp 
Hepts    3Q-2S9/63-1O,  50-360/B3-40   (*    30-296/93-40   Corrective 
actions    radiological    enm-jencij    planning    program   reviewed    ti 
areas    requiring    r«v    identified 

MILLS,  L     n         Tennenee    Valley    Authority         34/02/0?         O'REILLY.  JP 
Region    a.     Office    of   Director         6pp         22661    097         24X 
FUhe    5O-239,B4/03/Ol.a4O3B6021B 


— 94031901A1    Responds    to   NRC    8401KO    Itr   re  violatloni   noted    In    IE    Insp 
ReptS    90-239/83-5?,  50-260/B3-S9    fc   50-296/83-39   Responses 
withheld    fref    10CFR73    HI) 

MILLB.L  M        Tannessse    Valley    Authority        84/02/31         o'REILLYrJP 
Region   3.     Office    of    Director         Ip        23670  316        SIX 
Flche    30-2S1?,  94/03/14,  3403190126 

— 9403190173   Forwards     IE     Inap     Rept*    30-2S7/B3-S9,  9O-P&0/83-39   tt 
50-296/B3-59    on   63121i   S.    notice    of  violation   Notice    of 
violation   withheld     (ref    1OCFRH   790  t.  73  21) 

LEHISjfl  C        Division    of    Project    !,  Resident   Program*         84/01/20 
PAHRI9.H  0         Tennessee    Valley    Authority        2pp        32670   317        24X 
Ficho    30-339,84/03/14,8403190136 

— B4031901BB    IE    Insp    Repts    50-259/83-59.30-260/83-99  b   50-296/03-39   on 
G31216   NoncompllancB   noted    security    farce   member    Polled    to 
control    access    to    area    Details    withheld    <ref    10CPR73   21    & 
2    790) 

T1LLHAN,  A         Region    2,     Office    of    Director         B4/O1/19          Ip 
22670    319         24X    FUhe    5O-B39,  84/03/14,  B40319O136 

Bfl0339Oll7   Foruarda    FEHA    final    rept    for   B31013-16   emprflBncy    eierelse 
vEfiflELLl.D  M         Division    of    Project   !.  RBBldont   Progi-arna         B4/03/HO 
PARftlfi.H   G         Tennessee    Valley    Authority          Ip         22B07   O27         S4X 
Flche    50-339,e4/03/2O,e40339Ol  17 


--B40316023Q    Foruards     IE    Inlp    Reptt     5O-239/83-4O, 30-260/B3-40   & 
30-296/B3-40    on   831017-21     (,    1122   t   notice    of    violation 
LEWIS.R    C        Division   of   Project    b   Resident    Pragrami         B4/01/11 
PARR  I  S,  H    O         ToniKJiiBffl    V^lleij    Authority         2pp         2266!     1OS         24X 
Flche    5O-259!  B4/03/01.B103160aiB 


-B40316Q239    Notice    of    violation    fron    insp     on    031O17-21    t>     1122 
*      Region    2,     Office    at    Director         B4/O1/11          3pp         32661     107 
FlchB    5O-259,  B4/O3/O1,  B4O31602IB 


AS judicatory    c of respon deuce 


O103200039   Submits    addll     Info    on    utll    initiatives    in  PfiA.  per    re«pon>*    to 
Q40227    Itr   Effort    to    reduce    number    of   violations    &   risks 
ma  intained 

FREEMAN,  S  D        Tennessee    Valley    Authority        B4/03/U        MAFtKEY,  E   J 
House    of   Flop    ,     Interior    &    Insular    Affairs        2pp        22683   033        24X 
ficho    30-239,  B4/03/12,B4O3a00059 


-8403160244     IE    Insp    Repts    50-239/63-40.50-260/63-40   *    30-296/B3-40    on 
H31OI7-91   !,    1133  Noncompliance    noted    failure    to   control 
documents,  p-roperly    train    emergency    personnel    in   protective 
action    t-equiremen  ts    &    incorporate   protective    action 
DECKER,  T    R         Region   3,     Office    of    Director         84/01/06         9pp 
22661     I  1O         34X   Fiche    5O-239. 84/O3/O1 , B40316031B 


Insurance    Ei    indemnity    Information 


040306033^   Forward*    Endorsement    73    to  NEU1A  Policy    NF-198 

DUCK,  J   R         Marsh    it    McLennan,      Inc          S4/O2/2B         BALTZHAN,  J         Assistant 
Director    for    State    li   Licensee    Relations        3pp        22316    009        24X 
Fiche    SO-239.B4/02:/2Qi  B403O&0334 


B4O316O345    E*lflnc-s    invltatioji    to   attond    region  S4031A  uorksliop    at 
regional    oft    la   discuss    10CFR50.  flpp   R    requlr eiaents   it   recent 
re'sults    of    jnsp    to    help    resolve    frti  sunderstand  inga    aisoclatetf 
lu/reno  iracnsnts 

LEWIS.  R    C         Division    of   Pruject   !•   ReBiflBnt   Proarams        84/O3/OB 
PARRIS,H    G         Tennesire    Valley    Authority         2PJ>          3266D   OB3         21X 
Ficho    SO^COO,  04/03/02,84031603-13 

B4O313O4B5    Acl    receipt    of   8401 19   Itr    trail jmt ttl ng   Rev   7    to    security 
personnel     training    &   qualification   plan   Rev   consistent 
w/provisions    of   10CFR30   54 ( p >    t   acceptahlB 

LEWIS. R    C         Division    of   Project    &    Resident   Programs        H4/O3/O8 
PARRIS.H    Q        Tennesse-e  Valley   Authority         3pp         22613  210        3-JX 
Fithe    50-S59.  B4/03/OB,  34031301B5 

84Q31304B4    ftcl    receipt    of   B40I30   Itr    transmitting   rev    to    physical 
security    plan   Rev   consistent   ui/pro visions    of    10CFR50   S4(p) 
&    acceptable 

LEWIS, R    C         Division    of   Project  *   Resident   Programs        B4/O3/09 
PAHR1B.H    G         Tennessee    Valley    Authority         2pp         2B613    197         24K 
Fiche    30-359,  B4/O3/O7,  H403I  304B4 

B403160035    Advises    that    B40116   rev    to   phijilcal    security  pei-sonnel 

training    fc    nual IFicat Ion    plan   consistent   u/provtsloni  of 
10CFR30   5<i(p)    (,  acceptable 

LEWIS. R    C         Division    of   Project   d   Resident  Programs  81/03/13 

PARRIS.H    O        Tennesiee   Vallau   Authoritu         2pp         32653  339        24X 
Fiche    30~5 


Operating    license    stage    documents    d   correspondence 


34030&0076  Foruard*    request    POT    add  1    info   re    Inservice    tenting    of    pumps 
d   valvos.in    order    to    complete    review  of  820B31    ti   B304O6 
aubmlttjil)   Response    requested    ujithin   45  days    of    Itr  receipt 
VrtSSALLO.D    B          Opflratlno    Reactors    Branch    2         B4/OH/10          PARRIS.H   0 
Tennessee   Valley    Authority          4pp         2392B  2BB        24X 
Fiche,  SO~239,a4/QS/10,  840304,0076 

B103140310  Summary    uf    831213   meeting    u/GE  !<  Mark    I    Owners    Or  oup    in 
Dotli  Bsdo,  rlD  re    hark     I    containment    uetuel  1-dryuel  1    vacuum 
breaker    design   rnot-bodology 

BIEOEL.  B   L        Operating    Reactors   Branch    S        B4/03/21  Operating 

floactors    Branch    S         31pp         22633    193        24X   Flche    30-OOO,  04/02/21, 
B403140340 

0403010306   Application    for    amend    to   Licenses    DPR-33.  DPR-32  i    DPR-6B, 
cftanalng    Tech    Specs    ta    louer    Group    1    isolation    setpoint    for 
reactor    lower    uater    Itvel    U/praprKtary   NEDE-3001B,     <•         MSIV 
Water   Level  "    Hept    uithheld    tref    1OCFR2,  790) 

MILLS.  L   M        Tennessee    Valley    Authority        84/02/22        DENTON.  H  B 
Office    of   Nuclear    Reactor    Regulation,    Director        3pp         22433042 
24X    Ftche    3O-2S9,  94/O2/3E,  S4O3O1  0306 

--  -B-1030103  13  Proposad    changes    to   Tech   Speci    louivrlng    Group    1    isolation 
»etpoint    fc-r    reactor    louier    water    level    W/sffldavit 
»      Tennessee    Valley    Authority         B4/02/22        29pp        22433    045        24X 
Ftche     50-259,  B4/O2/32.  B4O3010306 
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B4O3150323  Forwards    Info   re    BNL    dose    reduction    project   plant    visit    Info 
allow*    BNL    personnel     to    better    prepare    for     station    visit, 
eipedlte    paperwork    8.  minimiie    Impact    on   plant    personnel 
VASSALLO.D   B         Operating    Reactors    Dranch    3         84/O2/2B         PARRIS, H   0 
Tennessee    Valley    Authority          46pp         22663    04O         24X 
Fiche    30-239, 04/02/2S, B4O313O323 

B4O3130007   Forwards    response    to    Generic    Ltr    B3-36   re    NUREQ-0737    loch 
Specs 

MILLS, L   M         Tennessee    Valley    Authority         B4/O3/Q7         DENTON.H   R 
Office    ot   Nuclear   Reactor    Regulation,    Director        3PP        22613  349 
24X   Fiche    5O-259.  04/O3/07, B403I3OOQ7 

640313O025    Informs    that    addl    Info   requested    on   B31O12  re    reactor 
protection    iys    power   monitoring    sys    design   mads   will    be 
submitted    bi|    040703 

MILLS.L  M        Tennessee   Valley    Authority         B4/03/07        DENTON.H  R 
Office    of   Nuclear   Reactor    Regulation.     Director         lp        92614  362        24X 
FUhe    30-239,04/03/07,8403130023 


04O3070067   Forwards    IE    Insp    Repts    50-239/03-3O,  50-26O/B3-50    !. 
50-396/63-30   on   030919-16    !.    26-30   Unresolved     item   re 
possible    high   radiation    doses   measured    by    personnel 
dosimeters,  discussed    an   03102H,  c  nns  itfcred    closed 

O'REILLY,  J   P         Region   3,     Office    of    Director         94/01/11          PARRIB,  H   0 
Tennessee    Valley    Authority         2pp         23543    341         24X 
Ticho    50-259,  04/01/11,3403070067 

— 0403O70072    IE    Insp    Repta    50-B59/B3-30,  90-360/03-50   &   30-296/03-30   or 
B3I028    No    violations    or    deviations    noted    Major    areas 
inspected    TLD   fc   multiple    b edging 

DEOS, B    T         Region    2,     Office    of    Director         83/12/05         3pp 
22543   343         24X    Fichu    50-299. 01/01 /1 1 ,  0403070067 


8403160233   Forwards    IE    Insp    Repts    30-239/84-04,  30-260/84-04    t, 
30-296/64-04    on   040123-27    No    violations    or    deviations   noted 
VERRELL1.D  M        Division   of   Project   &  Resident   Programs        B4/03/16 
PARRIB.H   O         Tennessee    Valley    Authority         2pp         22661    029         24X 
Fiche    30-259,04/02/16,0403160232 


8403160247    Informs    of    040327   meeting    to    discuss    proposed    responses 
to  NRC    question!    on    Rev  7    to    topical    QA   program, per 
B4O302    telcort 

LEWIS,R    C         Region    2,     Office    Of    Director         B4/03/O8         PARRIB.H   Q 
T»nne«aee   Valley    Authority         lp         22660  361         24X 
Flcho    30-000.84/03/00,0403160247 

H4O3160373  Nottftai    of    USB    of   AEME   Nuclear   Components   Code   Case   N32-4 
far   hydrostatic    testing    of    Class    3    embedded    piping    NRC 
petition   re    use    of    Code    Case    N32-4    requested 

MILL0.L  H        Tennessee   Valley    Authority        81/03/12        DENTQN, H  R. 
Office    of  Nuclear   Reactor   Regulation,    Director         lp        22660  014        24X 
FichB- 30-000.  84/03/12,0403160373 

8403130275  Oennrlc    Ltp   84-07    to    all    licensees    of    BWRs   re    procedural 
guidance    far    pipe   replacement    at    IlWRs    9vc    llit    encl 
EIBENHUT.  D  0        Division    of   Licensing        04/03/14  Commonweal th 

Edison    Co         SOpp          22B23    394         24X    FichD    30-000. B4/O3/1 4,  0403130273 

6403200170  Forwards    response    to    Item   4   5    of   Generic    Ltr   B3-2B. 
"Required   Actions   Dated    on   Generic    Implications    of    Balem 
ATHS  Events"    r>   reactor    trip    sijs    reliability    Control    rod 
t«.st*    check    rod    Insertion    times   &    hydraulic    tcram   valves 
MILLS.L   M        Tennessee   Valley    Authority        B4/03/13        DENTON.H  R 
Office    of   Nuclear   Reactor    Regulation,    Director         lOpp         23700  024 
24X    Fiche    30-239.  84/03/13,  H403200170 

B4Q326Q229  Foruards    addl    info    re    test    configuration   fc  results   of 
verification    teitlno, per    840106  request   re    adequacy    of 
•tatlon    electric    distribution    sya    voltages    Test    results 
indicated    no    uneipected    voltage    levels 

M1LLB.L   M        Tennessee    Valley    Authority         04/03/19        DENTON.H  R 
Office    of   Nuclear   Reactor    Regulation,    Director         Hipp        22796    124 
B4X  Fiche    30-239,  B4/Q3/19, 8403260329 

O       Inspection   reports,     IE   Bulletins    t<    correspondence 

6403070034   RBI  pond*    bo   NRC    1 tr    re   violation*    noted    in    IE    Insp    Repts 
30-239/03-09,30-260/03-09    h    30-294/83-09    List    of 
Identified    deficiencies    b    implementation    schedule    provided 
to    senior  NRC    inspector    on   930901 

MILLS.  L   M        Tenneiate    Valley    Authority         83/09/13        O'REILLY.JP 

H«glon    2i    Office    of    Director         lp         22347   261         24X 

Flche    30-239,83/09/13-3403070034 

B4O3.070S37   Upd«t»   830713  response    Lo   NRC   830616    1  tr    re   violations 
noted    in    IE    tn»p    Repts    SO-2S9/03-19,  30-360/03-19   t, 
30-296/03-19  Operating    instructions    revised    b   Units  2  &   3 
PBC    charging    syi    operational 

MILLS.L  H        Tenn«ssee    Valley    Authority        83/09/30,       O'HEILLY.J  P 
Region   E,    Office    of   Director         lp        22541    361         24X 
Fiche' 30-239, 03/09/30. 0403070237 

8403070271    Supplt    030030   risponce    tQ    NRC    1 tr    re    violations   noted    In    IE 
Imp   Rapti      30-239/03-23.  90-2&0/B3-23  h    30-296/03-23  Dorfll 
tut    specimen    installation   will    be    delayed    until    031023    due 
to    late    receipt    of    matls    per    831012    telcon 

HAMMER,  D  S        Tflnntil.e   Valley    Authority        83/10/21        O'REILLY, J  P 

flftglon    2,    Office   of    Director         lp.       22546   336        24X 

Flche    30-239,03/10/21,8403070271 

S4O3070023  Respond*    to   NRC    Itr    re   violations   noted    in    IE    Imp   Repts 
SO-239/83-27,  30-2AO/B3-27    I.   30-296/83-27   Corrtctive    actions 
compliant*   ui/ instruct  ions    will    be    achieved    &   corrective 
jictiom   ulll    be    completed    before    Cycle    6   operation 
HILLB.L  M        Tenniftti   Valley    Authority         83/10/27        Q'REILLY,J  P 
Region   2,    Office    of    Director         lp         22341    262        24X 
Fich»' 30-859, 83/10/27,  8403070023 


—0403160330    IE    Insp    fiepts    SO-259/S4-O4,  30-260/94-04   A   30-396/84-04    on 
040123-27  No   violations    or    deviations    noted  Major    areas 
inspected    startup    testing, ney   fuel    receipt,  p lant    tours    & 
MBIV   repair    status 

DAVENPDRT.K  E        Region  2,    Office   of  Director        JrtPE,  F        Division   of 
Engineering    &   Operational    Programs         B4/O2/14         3pp         22661    D31 
24X    Fiche    90-339,04/02/16,0403160232 

0401190073    IE    Info   Notice  B4-13i     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuits   &  Annunciation    "   Svc    list 
encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post   E3301O3)        B4/05/20  Consolidated    Edison    Co      op   Neu 

York.     Inc          I13pp         22909    239         24X    Flche    30-000,84/02/20,0401190072 

B40316Q163  Ack    receipt    of   940223   Itr    informing    NRC   of    steps    taken    to 
correct   violations    noted    in    IE   Insp    fiepts   30-aS9/B3-57, 
30-260/B3-37   t.    30-296/03-57 

LEWIBiR  C  Division  of  Project  !<  Resident  Programs  B'i/02:/29 
PARRIS.  H  Q  Tennessee  Valley  Authority  lp  32633  273  24X 
riche  50-239,84/02/29-0403160162 

— 0403I60I7I    Responds    to  NRC   040123   Itr  re   violations    noted    in    IE    Insp 
Repts    30-239/03-57,30-260/02-57    fc    50-296/B3-37   Corrective 
actions    policy    statement    Issued    to   health    physics 
technicians   re   high    radiation  area   doors 

MILLS.L   H        Tonnesset    Valley   Authority        04/02/32        0'RE!LLY,J  P 
Region   2,    Office    of   Director        3pp        22653   374        24X 
Fiche    50-259,04/02/29,8403160162 

— B40316Q17B  Forwards    IE    Insp    Repts    50-239/B3-57,  30-260/83-57   8, 
30-296/B3-37    on    B31126-1225   (,   notice    of    violation 
LEWIS, R   C        Division   of    Project   !•  Resident   Programs        04/01/23 
PARRIS,H  0        Tennessee   Valley  Authority        Hpp        22633    379        24X 
Fiche    50-239, 54/02/29.  8403160162 

— B4031601S1    Notice    of    violation   from    Insp    on   B3H26-1223 

*      Region    2,     Office    of    Director         84/01/33         2pp         22653    2S1         34X 
Fiche    30-239,  04/02/29,0403160163 

—8403160106    IE    Insp    FJepts    30-259/03-37,30-360/03-37    t,   50-296/03-57   on 
031126-1223  Violations   noted    failure    to    lock    high   radiation 
area,  to    follow  special    work    permit  &    to  have   adequate    fire 
protection   maint    procedure 

PAULK.O   L         Region    2,     Offlco    of    Director         CANTRELL.  F    B         Division 
Of    Project    t   Resident    Programs         84/01/31         6pp         2S633    303         24X 
Fiche    80-259.  04/02/29,0-103160162 

04O316031B   Ack    receipt    of   B A 02 09   Itr    informing    NRC   of    steps    taken    to 
correct    violations    noted    In    IE    Insp    Repts    30-259/83-40, 
30-260/93-40   fc    3Q-S96/B3-40 

LEWIS, R  c  Division  of  Project  b  Resident  Programs  04/03/01 
PARRIS,  H  0  Tennessee  Valley  Authority  lp,  22661  098  24X 
Ficho  30-259,04/03/01,0403160318 

— 8403160223  desponds    to   NRC   040111    Itr   re   violations  noted    in    IE    Inup 
fiepts    50-239/03-40.50-260/03-40  Si   3O-S96/S3-40  Corrective 
actions   radiological    emergency    planning    program  reviewed    Ii 
areas    requiring    rev    identified 

MILLS. L  M        Tennessee   Valley   Authority        B4/02/09       0 'HE  ILLY,  J  P 
Raglan   2,    Office    of   Director-        6pp        23661    099        &U 
FUhe    30-HS9,84/03/01,840316031B 

—0403160230  Forwards    IE    Insp    RepU    30-259/B3-40, 30-360/B3-4O  & 
30-296/03-40  on   S31017-21    fc    1123  d  notice    of   violation 
LEWIB.R   C        Division   of    Project   (.  Resident  Proorams        84^01/11 
PARR  18,  HO        Tennessee   Valley   Authority        2pp        25661     103        24X 
Fiche    50-239,04/03/01.8403160210 


-0403160239  Notice    of   violation    from    insp    on    031017-31   &    1122 
*      Region    2,     Office    of    Director         04/01/11         3pp         22661     107 
FUhs    30-239,84/03/01,8403160210 
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— S4&316024'!    IE    Insp    Repts    50-239/83-40,  3O-H6O/H3-.4O   &   30-296/03-40    on 
B31O17-21    &    1122   Noncompl lane*    noted     failure    to    control 
documents.,  properly    train    emergency    personnel    in    protective 
action    requirements    E<    incorporate    protective   action 
BECKER, T   R    ,     STODDART.  P    <J         Region    K,     Offics    of    Director 
JENKIN3.G  R        Division    of    Emergency    Preparedness    &  Materials 
Safety         84/01/06         9pp          22661     110         24X    Fiche    50-239,84/03/01. 
S4O316O21S 

B40209OOQ7    IE    Info   Notice    B4-14r     "Highlights    of    Recent    Transport 
Regulatory   Revs    by   DOT  b  NRC    "  Svc    list    end 

ORACErJ    M         Division    of    Oft,     Safeguards    d    Inspection   Programs     (Post 
B301O3)          H4/03/02  Consolidated    Edison    Co       of    Neai   York,      Inc 

13Qpp          32352    339         24X    Flrhe    M-QOO,  84/03702,  BHQ2Q90007 

B402.U9QQ08    IE    Info  Notice   84-16.     "Failure    of    Automatic   SprinUsr  By  * 
Valvns    to  Operate    "    Svc    lut    end 

JORDAN.  E  L        Division    of    Emergenc «   Preparedness  &    Engineering 
Response    {Poit   B30IO3)         64/O3/02  Consolidated    Ed  lion    Co      of  HBIU 

York!      Int          123pp         22553    09 B         24X    Fiche    30-000, 84/03/02,  B4Q209OOOB 

8402090007    IE    Info  Notice   B4-15.     "Reporting    of    Radiological    Releases    " 
Svc    list    enel, 

JORDAN,  E  L        Division    of   emergency   Prep  are dn.»ss    &  Engineering 
Response    (Post    B30103)         94/03/02  Conso  1  Idateif   Edison   Co      of   Neu 

York,      Inc          H7pp         22553    217         24X    Fiche    3O-000,  B4/03/O2,  B402090009 

B4030BOH13    EN-84-O07.  on,   B40307,  not  1 ce    at    violation    (.    proposed 
Imposition   of    civil    penalties    in    amount   of    »4Oi OOO    to    be 
i  ssusd    Action    based    on    Failure    to   control    access    into    vital 

area   due-    to   guard    leaving    post 

RQSANOj  R    ,     AXeLRAD.J         Director'!    Office,     Office    of    Inspection   an* 

Enforcement         34/O3/02          lo          22960,021          24X    Fl che, 50-259. 84/03/02. 

8403QB0213 

8402070011    IE    Ufa  Notice   84-17.     "Problems   W/Liquid    Nitrogen    Coaling 
Components   Below  Nil    Ductility    Temp    "    Svc    lift    end 
JORDAN,  E  L        Division   df    Emergency    Preparedness    tt  Engineering 
Response    (Pott  83O103)         B4/O3/0-5  Consolidated   Edison    Co-      of   Meui 

York,     Inc         It7pp         33353    336        24X   Fiche    50-000,84/03/03,6402070011 


B1Q209002B    EE    Info   Notice    B4-18,     "Stress    Corrosion    Cracking     in    PUR 
Sys    "    3vc    list   and 

JDRDAN.  E  L        Division   o(F   EmBrjency   Preparedness   &  Engineering 
Response    (Post  830103)         01/03/07  Consolidated    Edison    Co      of   Neui 

York,     Inc.          UQpp         22384    186         24X    Fiche    50-000,84/03/07.3402090033 

B4O3160273    Fnruardi     IE    Enforcement    Conference    Flepts    BO-259/84-06, 
30-260/84-06   E.   50-296/04-06    on   040224 

n'REILLV,  J   P         Region    a.     Office    of    Director         B4/O3/00         PARRIB.H   0 
TonnoBsen    Valley    Authoi-itg          2pp          22661    004         24X 
Fiche    30-259,  64/03/OB,  0403160273 

— 8403160282    IE   enforcement    Conference    Fleets    50-289/04-O6,  3O-260/B4-06    fe 
30-296/B4-Ob  on   G4O2S4   Major    1  turns    diicussed    bijpaning    rod 
sequence    control    igs    uihile    shutting    doun   b    isolation    of 
dryuiell    to  pool    preiture    initrumant 

BUTCHER, P   C        Region  E,    Office    of    Director        CANTRELL. F    B 
Division   of   Project  &   Resident    Programs        B4/O2/21?        4pp 
32461    006         34X    Fiche    30-239,  04/03/OB.  B403160H73 

B403090031    IE  Bulletin    84-02,     "Failures   of   OE  Type   HFA  Relays    in   Use    In 
Class    IE  Safety   Sys    "   Svc    list   end 

DEYOUMG.R    C         Director '*    Office,     Office    of    Inspection    and 
Enforcement        B4/O3/12  Consolidated   Eflison  Co      of   N«u    York,     Inc 

134pp         22B83    094         24X    Fiche    50-000,84/03/13,8402090031 

8403190136  Ack   recaipt    of   84O22!    b   0312   Itrs    informing   NRC    of    staps 
taken    to    correct   violation*    noted    in    IE    Insp    Repti 
30-259/83-59,30-260/^3-59   &    30-296/83-59   Response*    meet 
1GCFR2  SOI    requirements 

LENIS,  R  C  Diviilon  af  Project  b  Resident  Programs  B4/03/14 
PARHIS.H  0  Tennessee  Valley  Authority  Ip  22670  314  24X 
Fiche.  30-259,  84/03/14,  0403190136 

— S403190149  Suppls   response    to    NRC   H40120    Itr   re   violations    noted    in    IE 
Insp    Rapti    50-339/83-59,90-360/83-59   fc    50-296/83-39 
Responses  withheld    (ref    10CFR73   21) 

MILLS, L   M        Tennessee   Valley   Authority        B4/03/1B        O'REILLY.J  P 
Region   2,    Office    of   Director         Ip        23670   315        24X 
Fiche    SO-259,  0a/03/H,  0403190136 


B4031&030B  Act:    receipt    af   840217    Itr    Informing    NRC    of   step*    taken   to 
correct    violations    noted     In    IE    Insp    Kept    50-239/B3-56 
LEWIS. R    C         Bivision    of    Project    tt   Resident    Programs         84/03/05 
PARHIS.H   G         Tennestee   Valley    Authority          Ip          32660   CBS         24X 
Fiche    30-239, B4/03/OS,  B40316030B 

— 84031A031B  Resnonds    to  NRC    B10117   Itr    re   violations   noted    In    IE   Insp 
Ropts     SO-257/B3-5&.  90-2tO/83-56   *-    50-296/B3-S6    Corrective 
actions    JO/,   retest    sample    calculation   made-    for    all    snubbcrs 
utthln   Catenary/Group   3 

HILLS. L  M        Tenneuee   Valley  Authority        34/02/17        G'ReiU.V,J  P 
Raglan  2.    Office    of  Director        2pf>         22640   086        24X 
Fiche    30-259,  S4/03/OS.  B4Q31603OB 


— 8403190161    Responds    to    NRC    B4O12O    Itr  re   violation*   noted     in    IE    Insp 
Ropts    50-2S9/03-59.  30-360/83-59   6    50-296/63-39   Responses 
withheld    (ref    1OCFR73  21) 

HILLS.L  M        Tennessee   Valley   Authority        84/03/21        D'REILLV.J  P 
Region   3-    Office    of   Director         Ip        22670  316        24X 
Flcho    30-259,  04/03/14,0403190136 

— B4Q3190173   Foruardl     IE    Insp    Repts    3O-259/B3-59.  50-260/B3-39    t. 
BO-296/B3-59   on    B31216    t    notice    of   violation    Notice    of 
violation  withheld    (ref    10CFR2   79O  (j  73  21) 

LEHI8.R   C        Division    of   Project   &   Resident   Programs         B4/01/20 
PARRIB-H  0        Tennessee   Valley   Authority        3pp        3367O   317        24X 
Fiche    50~239i  04/03/14,  0403190136 


--3403160330  Forwards    IE   Inap    Repts    30-339/53-56,80-260/63-36  fc 
30-296/03-86  on  831213-16   E.   notice    of   violation 
LEWIS,  R  C        Division    of    Project    &  Resident   Programs         Bq/Ot/17 
PARRIS.H  G        Tennessee   Valley   Autftoritg         2pp         22660   098        24X 
Fiche    SO-E59,  B4/03/O5.  B403I603OB 

—  B-403ifiO332   Notice    of    violation    from     imp    on    S31213-16 

»      Region  2,    Office    of   Director         H4/O1/17         Ip        22660   O90       24X 
Fline    30-257,94/03/09,01103160308 

—  84031  A0339    IE    Insp    Repts     501-239/03-36,50-260/03-96   t.    30-296/83-36    on 

031213-lfc  Vlulation    noted    failure    to    test    addl    ioX    sample 

for    each    unubbur    thit    failed    functional    test 

WHITENER.H  t        Region  3,     DffKe    of  Director        JAPE,  F         Division    of 

Engineering    t,  OpeTatlon^l    Programs        S4/01/10        FJpp         22660  071 

24K  Flehe    BO-IS99,  64/03/03,,  8403160308 

1403290237   Foruards    IE    Insp    Repts    30-2S9/B4-OS-.  30-260/04-03    tt 
30-296/84-03  on  840130-0201    No  violations    or    deviations 
identified 

VERRELLI.D   M         Division    OF    Project    f>   Reitdent    Programs          B4/03/OS 
PARRIS.H  Q        T«nne««ee   Valley   Authority         Bpp        2SBOO    329         24X 
flche   SO-239.84/'03/O5,aiO3270237 

—8403290239   IE    Insp    R«pt*    80-S39/B4-08,  3O-26O/B4-03  &   30-2-)6/S4-03    on 
840130-0301.  Wo  violations    or   deviation*    identified   Major 
areas    inspected    follouup    of    IE  Bulletin   BI-03,  review    of   LERs 
ra   bulletin    (,    procedures    for   flou  fcv»rif  Ication    tests 
CUNNINGHAM.  rt  L        Region   2,    Office    of    Director         MONTGOMERY,  D  M 
Division   of  BugtneeTina    fc   Operational    Programs         84^03/OE1        Spp 
331        24K  Fithe   30-239.64/03/03,3403390237 


84021090024    IE    Into   NotUe    B4-O9.  Rev    1,     "Lessors    Learned   From    Insps    at 
Fire  Protection    Safe   Shutdown  Sys    "   Svi    Ifst    »nc  1 
JDRDANrE   L        Division    of    Emergency    Preparednns   fc   Engine»rln9 
Response    (Post    B30I03)         B4/03/07  Consolldat*d    EJlic-n    Co      of   N«u 

Yor(,     Inc         llBpp         22633   04?        S4X   Fiche    30-000,84/03/07.8402090024 


— B4031°01B8    IE    Insp    Repts    50-B59/B3-S0.  30-260/83-59   <<   30-296/B3-39    on 
B31316  Moncompliance    noted    security    force   member    failed    to 
control    access    to    area   Details    withheld    (ref    10CFR73   21    b 
2  790) 

TILLHAN,  A   ,     PATTER8QN.C        Region   3,    Office    of    Director 
MCGUIRE.D  R        Division   of   Emergency   Preparedness   &  Materials 
Safety         84/01/19         Ip         22670   319        2-IX   Fiche    50-239.  B4/03/14, 
0403190136 

8403390047   Sqmmjrii"    B4Q312  meeting    in   Region    II    oft    re    planned    util 
•organ! lat iona  1    changes    &   regulat-ory    performance    improvement 
program    for    facility 

O'REILLYjJP        Region  H,    Dfflce    of    Director        84/03/19        P  ARRIS,  H,0 
Tennessee    Valley    Authority         Ip        3EB06' 271         24X 
Fiche    50-aa9,B4/03/lS,B403290047 

84O329017B   Ack    receipt    of   840217   Itr    informing    NRC   of   steps    taken    to 
correct   violations    noted    in    IE   Insp    Repts    30-259/03-38, 
3,0-260/83-39   b   30-296/B3-3B 

LEWIS,  R  C  Division  of  Project  tt  Resident  Programs  84/03/20 
HARRIS,  H  0  Tennissee  Valley  Authority  Ip  22800  27B,  S4X 
Fiche  30-289.  84/03/20,  B403290170 

— B4032901B3  Supplv   raipanse    to   NRC   840119   Itr    re   violation!    noted 
in    IE    Insp   Repts    30-259/03-38.  80- 360/B3-3B  !<   30-296/83-36 
Corrective    actions    distribution   of    Insp    rtpt    to    health 
physics    personnel    initiated 

MILLS, L  M        Tennessee  Valley   Aothorltg        B4/02/17        O'REILLY.J  P 
Region    2.    Office    af   Director        2pp        23800  279        24 X 
Fiche    30~239.  04/03/aO,  B40329017B 

— 8403290190  AcV  receipt   of   831209   Itr   informing   NRC   of   steps   taken   to 
correct    violations    noted    In    IE    Insp   Repts    SO-259/83-3Bi 
50-260/B3-3B  It   30-296/83-38 

O'REILLY.J  p        Region   2,    Office    of   Director        84/01/19 
PAFtfllSiH  0       Tenncstee  Valley   Authority       2pp       22B00.281        24 X 
Fiche    SO-259,  04/03/20.8403290170 


DOCKETED  ITEMS 


B1 


—  H4O329O203  Ac*    receipt    of    B312O9    Itr    Informing    NRC    of    steps    taken    to 
cfl-rract    violations    noted     in    IE    Insp    Repts     50-299/83-38, 
30-360/83-30    tc    SO-396/B3-3B 

LEWIS, R  C  Division  of  Project  &  Resident  Programs  83/12/21 
PARR1S.HQ  Tonnes  nee  Valley  Authority  lp  22800  333  24X 
Ficha  90-339,  B4/O3/20.840339017B 

— Q 4 03290 2 O7  Responds    to  NRC    B31109    Itr   re   violations   noted    In    IE    Insp 
R*pts    80-259/83-38,50-260/83-38   t>    30-396/03-38  Corrective 
actions    insp    rept    distributed    to    health    physics    personnel    & 
RCI-S   revised    to    Incorporate    1OCFR49    changes 

MILLSiL  M        Tennessee   Valley   Authority         B3/12/09        O'REILUY.J  P 
R«gion   S,    Office    of   Director        3pp        22800  284        24X 
FUhe    50-239,84/03/20,8403290178 

— 8403290211    Forwards    IE    Insp    Repts    30-239/83-33,30-260/83-38  !, 
BQ-296/B3-3B   on   830912-16   t<   notice    of   violation 
LEWIS. R   C        Division   of    Project    &   Resident   Programs         83/11/09 
PARR  IS. H  0        Tennessee    valley   Authority        2pp         22800    389        an 
Ftche    30-239,84/03/20,8403290178 

— 84Q3290214  Notice    of   violation   from    imp    on   830912-16 

»      Region    2,     Office    of    Director          83/11/09         2op         22BOO    291         24X 
FUhe    30-859,84/03/20,8403290178 

— 3403290220    IE    Imp    Repts    3O-239/B3-3B,  30-260/83-38    t>    90-296/83-38    on 
830912-li  violations   noted    33-gallon    drum   reading    30    to    63 
mlllirem   per    hour    observed    unlabeled    h   radiation    control 
procedure*    not   prepared    or    adhered    to 

DEBB.B   T        Region    2,    Office    of    Director         BARR, K  P        Division   of 
Engineering    &  Operational    Programs        83/11/03        6pp         22BOO  293 
24X   Flehe    30-239,84/03/20,8403290178 

B402090043    IE    Info   Notice   84-19,     "Two   Events    Involving   Unauthorlied 
En triei    into   PWR   Reactor    Cavities    "    Svc    list    enc  1 
JORDAN, E   L        Division    of    Emergency    Preparedness    &   Engineering 
Reiponse    (Pott   B301O3)         B4/03/21  Consolidated    Edison    Co      of  New 

Yorft.     Inc         123pp.       22823229        24X   Fiche    50-000, 84/03/21,  8402090043 

B402090044    IE   Info   Notice   64-20,     "Svc    Life    of    delays    in   Safety-Related 
Bya    "    Bvc    lift    end 

JORDAN, E   L        Division   of    Emergency    Preparedness    d  Engineering 
Response    (Post   B3O103).       84/03/21  Consolidated    Edison    Co      of  New 

York,     Inc.       133pp.       22933   001        84X   Fiche    50-000, B4/03/SI, B1Q2090044 

R      Periodic    operating    reports    t<  related    correspondence 


8403060244    LER    81-010-00    on    040203,  operator    observed    hydrogen-oiygen 
analyier    0    isolated    Caused    by    faulty    Group    6    isolation    relay 
signal    Signal    reset    (.hit.    lom  relays   replaced   M/ 840238    Itr 
MORK1N.K,   M    ,     JONES,  G    T         Tennessee    Valley    Authority         B4/02/2B         3pfl 
22913    178         24X   Fiche    30-299,84/02/28,8403060244 

8403260233   Forwards    summary     list   of    deficiencies    idantified    per 
10CFRSO   53<e),Part    21    &   potential    generic    Itr   repts    For 
comments 
6TARO5TECKI,R         Division    of    Project    t.   Resilient    Programs          B4/02/2B 

Region    1,     Office    of    Director         7pp         22796   O63         24X 
Fiche    30-000,  84/02/28,8403260233 

B4O3O90083  LER  84-011-00   on   840209,  during    routine    surveillance    testing, 
automatic    scram    Initiated    Caused    by    failure    of  MS IV  dc 
solenoid    Failure  considered    random   event   Solenoid    colls 
checked    weekly    for    operadllity   W/840229    Itr 

SMITH.D   L   ,    JQfJEB.O   T        Tennessee   valley    Authority        84/02/29        3pp 
22373   317         24X   Fiche    50-839,84/03/29,8403090053 

8403090243  Followup   LER   84-007-01    on   840127,  operator    observed 
decreasing    pressure    an   control    atmospheric    dilution    tanks 
Caused    by    two    isolation   valves    being    in   closed   position 
Operating    instructions   revised   W/B40302    Itr 

WALKER,  J   B   ,    JONES,  0   T        Tennessee   Valley   Authority        84/03/02        3p p 
22573   233         24X   Fiche    30-259,84/03/02,8403090245 

8403070253  LER  84-013-00   on   840213,  air   ti  vacuum  release   valves    found 
underrated    for    surge   check    valve    svc    application  Caused    by 
misapplication   of  valve   New  valves, w/proper    design  & 
pressure    rating, Ins  tall ed    w/840302   Itr 

WALKER, J  B   ,    JONES,  G  T        Tennessee  Valley   Authority        84/03/02        3pp 
22373   236         24X   Fiihe    30-259,84/03/02,8403090353 

B40313O205   LER    84-012-00    on    840214. RMR   Valve    FCV-1-74— IB    failed    to 
openimaking    normal    method    cold    shutdown    Impossible    to 
achieve   Possibly   caused    by    failure    of  Phase   D  motor   winding 
Next   rept   will    be    submitted    by  840901   W/8403O6    Itr 

ROZEAR,C    J   ,    JQNEB.Q  T        Tennessee   Valley    Authority        B4/03/06        3pp 
32617    292         24X   FUhe    30-239,84/03/06,8403130203 

8403190371    LER  84-013-00   on   840221 ,  during    ongoing    design   review  of 
plant    sys, discovered    that    emergency    equipment   cooling   water 
vacuum   priming   valve    on   north    header   underlie  signed    for   ays 
pressure   Cause   not    stated    Valve    isolated   W/B40309    Itr 
SMITH,"  L  ,     JdNES,0   T        Tennessee   Valley   Authority        84/03/09        3pp 
22673  304        S4X  Ficha    30-239. 84/03/09, S4Q3190371 


8403080103   Monthly    operating    repts    for   Jan    1984   W/B4Q210    Itr 
CHAPMANrM  ,    THDM.T.  ,     JDNEB, 0   T.       Tennessee    Valley    Authority 
84/01/31.       41pp        22443    166        24X    Ficha    50-239,84/01/31,8403020103 

8403300133  Forwards   monthly    operating    repts    for   Keb    1984    8>   corrected 
Jan    1984   monthly    operating    rept    for    Unit    1 

JONES, 0   T        Tennessee   valley    Authority         84/03/09  Office   of 

RoiDurce    Management,     Director.       lp         32830  203        24X 
Fiche    30-299,84/03/09,8403300133 


-B4O3300136  Monthly    operating    repts    for    Teb    1984 
THOM, T        Tennessee    Valley    Authority        84/02/29 
H4X   Fiche    50-259,84/03/09,8403300133 


37pp         32820  204 


8403200213  Updated   LER   B3-066/O3X-1    on  831 1 12,  Interlock    that    prevents 
bridge    travel    over    core   w/onc   rod   withdrawn   &   fuel    grapple 
extended    failed    to    operate, resulting    in    loss    of   rod    block 
function  Caused    by    improper    adjustment  W/840309    Itr 
HOLDER, E   T   ,    JONES,  Q  T        Tennessee   Valley   Authority        84/03/09 
O'REILLY, J  P        Region   2,    Office   of   Director        6pp        32699   314        24X 
Ficha    90-239,84/03/09,8403200213 

8403190133  LEU  B4-014-00   on   840282, reactor    scrammed   when    turbine 
high    pressure    first    ttage    pressure    exceeded    14E   pslg  w/ 
turbine    stop   valve*    closed   Caused    by    procedural    error 
Operating    Instruction  will    be   revised   W/B40313   Itr 

ROZEAR,C   J   ,    JONE8,0  T        Tennessee  Valley   Authority        84/03/13        3pp 
2266S  24fi        24X  Fiche    50-259, S4/O3/13,  B403190125 


-B4O3300139  Corrected   monthly    operating    rept    for    Jan    1984 
CHAPMAN.M        Tennessee   Valley   Authority         84/01/31         2PP 
2SB20  243        24X   Fiche    30-259, B4/03/09,  840330D133 


B.     Reportable    occurrences,     LERs    tt   related    correspondence 


8403220046  Updated   LER   84-014-01    on   840222, reactor   scrammed    when 
turbine    high    pressure    first    stage    pressure    exceeded    143    psig 
w/turbine    stop   valve*    closed    Caused    by    procedural    error, 
Operating    instruction  revised   W/B40316    Itr 

ROZEAR.C   J  ,    JDNES, Q  T        Tennessee   Valley   Authority        B4/O3/13        3pp 
22713    194.       24X  Fiche    90-239,84/03/13,6403230046 


840-3010326  Updated    LER    B3-016/03X-1    on   830309, of f si te   analyaii    of 
charcoal    sample    from    control    room   emergency    ventilation    «ys 
indued    methyl    Iodide    removal    efficiency    lets    than   required 
C«u**d    by    degradation   of    stored    charcoal    U/840313    Itr 
CLARK.J  R,  ,    JONES.O    T        Tennessee    Valley    Authority        84/03/13 
O'REILLY, J,  P       Region  3,    Office   of   Director.      Spp       22439.  23Q 
Fiche, 30-259,  B4/Q2/ 1 3,  840301 03Hi. 


V      Operator   Eliminations 


8403160227  Confirms  840302  meeting    in   Atlanta,  OA  re  940319   operator 
requalif icatlon   exam, per   840229  telcon 

LEMIB.R  C  Division  of  Project  *c  Resident  Programs  84/03/01 
PARRIBiH  0  Tennessee  Valley  Authority  lp  236&0  32B  24X 
Fiche  50-259,84/03/01,8403160227 


B4O303O329  Updated    LER   83-029/03L-1    on  830604, during    standby    g*s 
treatment    sys    optrabllltu    test, train   D    found    Inoperable 
Ctuicd    bu    erratic    McDonnel    IK   Miller    Model    AF-1    flou 
•  witches    Damper   O-6S-903   ad  justed. W/B40231    Itr 
CARTER, 8.D  i    JONES.o  T       Tennessee  Valley   Authority       B4/02/B1 
O'REILLY, J  P        R*glon   3,     Office    of    Director         3pp.       22439. 31  a 
Fiche    50-259,84/02/21,8403020333 


8403290322   Discuises   840117    Itr   confirming   arrangements    for 
administration   of   requal 1 f Ication    exams   Random   selection 
process    used    to   determine    identify    op    examinees    for  written 
&    oral    exams   List    of    examinees   encl 

LEWIS, R   C        Division   of   Project  (<  Resident   Programs        84/03/13 
PARRI8,  H  0        Tennessee   Valley   Authority        3pp        22B02  049        24X 
Fiche. 30-259, 84/03/13, 8403290322 


B40301O371    LER   84-OOa-OO   on    840129,  during    normal    operation, one   or   more 
prttf ure    differential    transmitter    instrumentation    1-23A 
through    D   failed    in    dounscale    direction,  causing    troub.le 
alarm, Caute    unknown.  Instrument*    recalibr,  W/84Q223    Itr 
HARKINiK  M   ,    JONEB, Q   T        Tennessee    Valley    Authority        84/02/23.       4pp 
29433: OB9        24X   Fiche    30-239,84/03/23,8403010371 


8403290313  Bummariies    840302  meeting    lu/utll    re   810323  reo,ual  ification 
exam  of    licensed    operator    t   senior    operator    personnel    at 
facilities, Meeting    provided    better    understanding    of  operator 
requallf icetion    training    &   exam  programs 

LEWIS, R   C        Division   of  Project  fc  Resident   Programs        Q4/03/13 
PARRIS.H  G,       Tennessee    Valley    Authority        3pp        2?BOO  360        24X 
Fiche    30-239,84/03/15,6403290213 
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DOCKETED  ITEMS 


DOCKET    30-260    CROWNS    FERRY    NUCLEAR   POWER    STATION,     UNIT    a 
F      Security-    medical,     emergency    &   fire   protection    plans 

6403060239  Emergency    plan    implementing    pr DC edures, inc  lud 1 ng    IP-3   re 
notification   of   unusual    »vent.  IP-3    re   alert, IP-4   re    site 
emerge-ncy    &    IP-6   re   radiological    emergency    p  Ian.  ac  t  ivat  ion 
at    support    c  tr   H/B4022B    Itr    tc    Hat    of    effective    pages 
MILLS,  L   M         Tennessee   Valley    Authority          94/02/1O         O'RfilLLY.J   P 
Region    2,     Office    of    Director          S2pp          B25I4    098         24X 
Flche    50-239,  84/02/10.  6403QiOS3B 

B4O3OA0571    Advise*    that  NftC    ulll    not    review   emergency    plans    to    delete 
privacy    or    proprietary    Info    unlei*    specifically   requested    by 
licensee,  per  910707  Generic    Ltr  fll-27  W/a   request. entire 
plan   uill    be   placed    In   PDR 

VASBALLO.D  Q        Operating    Reactorl    Branch    Z        B4/02/10        PARRIS.H   0 
Tennessee    Vail  si;    Authority.        2pp          22553    241          24X 
Ficha    30-359.94/02/10,  B403060371 

B403Q6Q233   Rev   9    to  Procedure    IP-9,     "Muscle   Shoals    Emergency    Ctr 
Implementing   Procedure*   Document    "    W/B4Q213    1  tr 

MAX.WELL..R    .     SLIGER.E   K         Tennessee    Valley    Authority         B4/O2/13 
A3pp        22518  O33        24X  Flche    5O-000, S4/O2/13, 8403060233 


--B403I60330   Forwards    IE    Inap    Repts    30-239/83-40,30-260/83-40   fa 
30-29t/83-4O   on    831017-21    &    1123   t,    notice    of    Violation 
LEWISiR  C        Division   of   Project    t<  Resident    Programs        B4/01/11 
FARRIS.H   0         Tennessee    ValUy    Authority         2pp          B2661     103         24  X 
Flcho    50-239.  B4/03V01,  B40316021B 

—  aflO31i0239  Notice    of    violation   from    imp    on    B31O17-21    (.    1132 

»       Region   3,     Office    of    Director         84/01/11         3pp         22661     107         24X 
Fiche    90-339.  84/03/01.  B40316021B 

--B4O3160244    IE    Insp    Flupts    5O-B99/B3-4O.  3O-26O/83-40   k   3Q-296/B3-40    on 
B31017-21    t.    USE  Noncompliance    noted    failure    to   control 
documents,  properly    train    emergency    personnel    In   protective 
action    requirements  &    Incorporate    protective   action 
DECKER.  T   R         Region   H.     Office    of    Director         84/01/O6         9pp 
110         24X    Flche    30-237.  B4/03/01..  B40316021B 


8403160349  Elle-nds    Invitation    to  attend    region  840316   workshop    at 
regional    ofc    to  discuss    IQCFRSO.App    R   requirements   t-  recent 
retutti   of    Insp    to    hvlp    resolve  ml  sund  er  stand  ings   aaiociated 
uj/Taqulremsn  ta 

LEgtB.R   C        Division    of    Project  (•  Resident   Programs        B4/03/02 
PAUfJIB,  H  0        Tennessee  Valley    Authority        2pp         SSbta  OB3,       24  X 
Flche    90-000,84/03/02,3103160343 


B403060147   Forwai-ds   revised    effective   pages    to    Knoivllle    Emergencu    Ctr, 
Central    Emergency   Control    ctriDiv   of  Nuclear    Power   Emergeeum 
Ctr   Si  Muscle   Shoals   Emergency   Control    Ctr    emergernMj    plan 
idiplani-en  t  ing    pi-acedores   W/o   Muscle    Shoal  t    paget 

MILUS.L   M        Tennesse!   Valltij    Authority         84/02/29        O'HEILLY.d  P 
Ragion    2,    Office   of    Director         Ip.       22516-  Ii3        24X 
Flche    50-000,  BV02/23,  B403060147 

— B403Q6O163  fievlsed    list   of    effective    page*    to   Knoivllls   Emergent^  Ctr 
emergency    plan    implementing    procedures 

*  Tennessee   Va 1 1  nj   Authority        BA/03/Ot        Bff         E2516   166        24X 
Fiche    30-000,84/03/20.8403060147 

— 9 4030 to 189   Revised    list   of    effective    page*    to   Central    Emergency 
Control    Ctr    emergency   plan    implementing    procedural 
«      Tennessee   Valley   Authority        S4/OS/06        Bpp         23516    174        24X 
FlthB    BD-000,84/02/SB,84D30&0147 

— 8403Q£>0206   Revised    Hst    of    effective    page!    to   Div   of   Nuclear   Power 
Enargency    Ctr   emergency    plan    Implementing    procedures 

*  Tanntai.ee   Valley    Authority         84/02/06         1p  p-         22316    192         24  X 
Fitfia    30-000,  B4/a2/28,  3403060147 

8403U0162  Act   receipt   of    B10222  Itr    informing   HRC    of    steps    tahen    to 
correct   violations    noted    In    1£    Insp    Refit*    SO-2 39/83-5 7, 
90-360/83-17   *    50-296/83-57 

LEHIG.R  C  Diviiion  of  Project  tc  Resident  ProBram*  Bf/03/29 
PARRtS.H  0  Tennessee  Valley  Authority  Ip  2365S  273  24 X 
Flche  50-259,  B4/02/29.84Q3li0162 

— B403160171    Respond*    to  NRC  H401H3    Itr   re  violations    noted     in    IE    Imp 
flepta    30-S59/83-37!  50-2faO/83-57   &    50-2"!fc/B3-S7   Corrective 
action!    policy    statement    lnued    to    health    phgslc* 
technicians    re    high   radiation  area    doori 

MILLS. L  M        Tenrvesaee    Valley    Authority         84/02/22        O'REILLY,  J  P 
Region  2,    Office    of   Director        Spp        BS&35  274         24 X 
Flcrte    30-239,  B4/02/29,  &403I60162 

— B40316O1B1    Notice    &f   violation    from    Insp    on    831126-1225 

*  Region  S,    office   of    Director        84/OI/33        2pp.       2269-5   281         24X 
Fiche    SO-239,B4/05/29,H4031601£.2 


B4031304S3  Ack    receipt    of   B4D1 19   Itr    transmitting    Rev   7    to    security 
personnel    trainlnn   *•    qualification    plan   Rev   consistent 
u/proviBions    of    10CFRSO    344p)    t  acceptable 

LEMI8.fl   C        Dlvialon    of    Project  t.  Resident   Programs        B4/03/OS 
PARRIBiH  0        Tennessee  Valley    Authority        Spp         02613  210        24 X 
Fl  the- 30-359,  84/03/09,  B4031304B3 

B40313O4B4   Act    receipt    of    B4O130   Itr    transmitting-    rev   to    physical 
security    plan   Rev  contlstent   lu/provl  sions    oP    1OCFR30  54<p) 
li    acceptable 

LEWIS, n   C        Division    o*   Praject   li  Resident   Proarams        B4/O3/09 
PARR1S, H  0        Tennessee   Valley    Authority        Spp        32613    197,       24X 
Flche    30-359,04/03/09,8403130484 

9403160O25  Advises    that  B401 16  rev    to    physical    security    personnel 
training    &  qualification    plan    consistent  u/provl t Ions    of 
10CFRSO   54(p)    t  acceptable 

LEWIS, R  C  Division  of  Project  (.  Resident  Progrftms  B4/03/13 
PARR1B, H  0  Tennrtloe  Valley  Authority  2pp  SB653  398  24 X 
Ficho  30-289,04/03/13,8403160023 

8403190136  Aefc    recalpt   of    840221    t,  0312   1  tr»    informing  NRC    of    steps 
t»ltan    to    correct   violations    noted    in    IE    Imp   Repts 
30-259/83-5?,  50-260/03-59    fc   30-296/B3-S9  Reiponsvs   meet 
10CFR2   SOI    requirements 

LEWIS, H  C  Division  of  Project  fc  Resident  Programs  84/03/14 
PARR1S.H  0  Tennes&ee  Valley  Authority  Ip  22670  314  24X 
Fiche  30-3S9.84/O3/14.B-403190136 

—8403190149  BuppU   response    to    NRC   840120   1 tr   re    violations    noted    in    IE 
Insp    Repts    50-B39/B3-39.  50-B60/B3-39   b  30-296/B3--39 
Responses   withheld    (ref    IOCFR73  21), 

MILL8.L  M        Tenneaiee   Valley   Authority        84/03/12,       O'REILLY. J  P 
Region   3,    Office    of   Director        Ip.       23670   319        24X 
FichD    30-839,84/03/14,8403190136 

—8403190161   Responds    to   NRC   B4012O    Itr   re   violations  noted    in    IE    Insp 
Re^ta    90-259/63-99,  30-2t.O/83-37  &    SO-276/B3-B9  Responses 
uiithhelrt    (ref    10CFR73  21) 

MILLS. L  H        Tenn**see  Valley   Authority        B4/02/31        O'REILLY, J  P 
Raglan   3,    Office   of   Director         Ip        22670   316        24 X 
Fiche    30-239,  B4/03/14,  B403190136 


— 84031601B6    IE    Insp    Repti    50-839/83-57,  SO-26O/B3-57    t   30-2.96/83-37   on 
631126-1223  violations    note <f    failure    to    loct    high    radiation 
area,  to    folloui   special    worV    permit    tt    to    Nave    adequate    fire 
.protection  malnt    procedure. 

PAULK,  0  U        Region  2,    Dfflc*    of   Director         B4/01/?l         6pp 
22633  283        24X   Flcht   30-239, 84/02/29.  B4031iQI fiS 


-0403190172  Foruiards    IE    Insp    Repfcs    30-359/83-39,30-260/83-89   fc 
DO-396/83-99  on   B31BI6   &  notice    of  violation    Notice    of 
violation    uithhelu    (ref    10CFR2  790  t.    73  81) 

LEWIS,  R  c        Dlvitlon    of    Project   Si   Reildent  Programs        64/01/20 
PARRI3.H  0        Tenn«s*>e    Valley    Authority        2pp        32670  317        B4X 
Flche    30-239,  B4/03/14,  B4031V0136 


8403160318  Ack    receipt    of  840209    Itr    informing   NRC    of    tteps    taken    to 
eoTTlKt   violations    noted    in    IE    Insp    R*pts    50-2S9/B3-4O, 
3D-2(,0/83-40   t<   30-396/83-40 

LEW  1 9,  H  c  Division  of  Project  t<  Resident  Program!  B4/03/01 
PARR  IB, H  0  Tennessee  Valley  Authority  Ip  22661  O9B  24X 
FlcJlS  50-259,  B4/03/Ol,B4031602ia 


-B4O31901BB    IE    Insp   Hepts    50-339/83-39,30-260/83-39   b  30-2.96/B3-39   on 
831216  Noncompllance    noted    security    Force   member    failed    to 
control    access    to    area    Detail*  ulthheld    Cref    10CFR73  21    h 
B    770) 

TILLKAN.A        Region  2.    Office   of   Director        84/01/19,        Ip. 
BZ670.319         24X   Flche    30-289,  B4/O3/1  4,  H403190136. 


—S4031602S3   Respotnii    to  NRC   B40111    Itr    r«   vlolfltians    noted     In    IE    Insp 
Rept»    SO-B39/B3-40i  30-H60/83-40  t.    &0-S96/B3-40  Corrective 
actions  radiological   en»rgency   planning   program  raviswuf   & 
ar«a«  requiring   rev   tdentlflad 

MILLS.L.M        Tenneisee  Valley    Authority         B4/03/09,       D'fiEIULY.J  P 
Rtglon   2,    Office    of   Director        £>np        22661    099        2.4X 
Flche    50-299,84/03/01, 84O31&Q219 


8403B90117  Poruiards   FEMA    final    reat    for    831015-16   emergency    eierclse, 
VERRELLIiD  H        Division   of   Project    fc  Rttldant    Programs        84/03/20 
PARRIB, H,0        Tenn»siee    Valley    Authority        Ip        S2B07, 027        24 X 
Fichs    90-839.84/03/30,  B4032901 17, 
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9      Ad jud icatory    correspondence 


B4O32O0039  Submits    addl    Info    on    iitll    Initiatives    In   PRA. por    response    to 
G 4 0227    Itr   Effort    to   reduce    number    of   violation*    S.   rlsfcs 
maintained 

FREEMAN.S  D  Tennessee  Valley  Authority  01/03/13  MARKEY,  E  J 
House  of  Rep  ,  Interior  i  Insular  Affairs  2pp  32609  033  24X 
Fiche  50-239.04/03/12,8403200059 


J.     Insurance   b   Indemnity    information 


B4O3060334  Forward i    Endorsement   73    to   NELIA  Policy    NF-19B 

DUCK.J  R        Harsh    &  McLennan,     Inc         84/03/38        SALT 2 KAN,  J        Assistant 
Director    far   State    tt  Licensee    Relation*        2pp         22316   009        24X 
Fiehe    50-239,  B4/02/2B,  8403060334 

P      Operating    license    stage    documents    b   correspondence 

8^03060074  Forwards    request    for   addl    info    re    inner-vice    testing    of   pumps 
It  valves,  in   order    to    complete    review  of   820831    tt   B30406 
iiibinittal*   Response    requested    tulthin   43   days    of    Itr  receipt 
VABSALUO, D,  B        Operating    Reactor*    Rranch    2        B4/02/10        PARRIS.  H  0 
Tennessee  Valley   Authority         4pp         2232B  3BB        24 X 
Fie  Jie' 30-239,  B4/08/lOrB4Q3060076 

B -103 14 0340  Summary    of    B31213   meeting    u/GE   8,  Hark    I    Owners    Qroup    In 
Bathesda,MD  re   Marh    I    containment    wetuell-dryiuell    vacuum 
breaker    design   methodology 

BIEQEL.D  t        Operating    Reactors    Branch    B        84/03/21  Operating 

RMCtors   Branch    S        51pp,       22633    198        24X   Fiche    50-000.84/03/31. 
B4031 40340, 


84Q326O329  Forwards    addl    Info  re   test    configuration  &  results    of 
verification    testing, per   840106  request   re    adequacy   of 
station    electric    distribution    sys   voltages    Test   results 
indicated    no    unexpected   voltage    levels 

MILLS, L   M         Tennessee   Valley    Authority         B4/03/19         BENTON. H   R 
Office    of  Nuclear   Reactor    Regulation,    Director        26pp        32736    124 
24X   Flche    50-239.64/03/19.3403360329 

Q      Inspection   reports,    IE  Bulletins   &   correspondence 

B403O7Q034    Responds    to   NRC    Itr    re   violations    noted     In    IE    Insp    Repts 
30-2S9/S3-0<7.  30-260/03-09    &    50-296/B3-O9   List    of 
Identified    deficiencies   b    implementation   schedule    provided 
to    senior   NRC    Inspector   on    S3O901 

MILLS. I-   M         Tennessee   Valleg    Authority         83/09/15        Q'SEILLY.J   p 
Region   2,    Office   of   Director         lp        22947   261        21 X 
Fiche    90-239,  B3/09/ IS,  B403070O54 

B403070B37    Updates   030713   response    to    NRC   830616    Itr   re    violations 
noted    In    IE    Insp    Repts    SO-E59/83-19.  50-260/03-19    t, 
30-29A/B3-19  Operating    instructions    revised   ti  Units  2  &    3 
PBC   charging    sys   operational 

MILLS.  L    M         Tennessee    Valley    Authority         83/09/30        Q'REILLY.J   P 
Region    2,     Office    of    Director,        lp         22541    361         34X 
Ficho    30-259,83/09/30,8403070237 

0403070B71    Suppls   030830  response    to   NRC    Itr   re   violations   noted    in    IE 
Insp    Repts       50-239/83-23,30-360/03-23   (,   50-296/03-23   Boral 
test    specimen    Installation   will    be    delayed    until    B3102B    due 
to    late    receipt   of   matls    per   B31012    tele  on 

HAMMER,  D   S        Tennessee  Valley    Authority        G3/1O/21        O'REILLY. J  P 
Region   2,    Office   of   Director         lp        22546  336        H4X 
Flche    30-239,  B3/10/21,  8403070271 


B403010306  Application    for    amend    to   Licenses    DPR-33, DPH-S2  &    DPR-6B. 
changing   Tech   Spec*    to    lower    Oraup    1    isolation    setpoint    for 
rtaetor    louier   uiater    level    W/proprietary   NEDE-SOOlBi     "      -M8IV 
Hater  Level.          "   R»pt  withheld    <ref    JOCFR2   790) 
MILLB.L   M        Tennessee   Valley    Authority        B-J/02/22        DENTON,  H  R 
Office    of   Nuclear    Reactor    Regulation,     Director        3pp         22433  042 
34X   Flcht   30-259.  34/02/23,8403010306 


B403070033  Responds    to   NRC    Itr    re  violatlans    noted    in   IE    Insp    Repts 
30-2S9/B3-27. 30-260/83-27    &    50-296/03-37   Corrective   actions 
compliance  u/instructlons    mill    be   achieved    b   corrective 
actions    uill    be   completed    before   Cycle  6  operation 
MILLB.L  M        Tenne»soe   Valley    Authority        03/10/27       O'REILLVrJ  P 
Region    2.    Office   of   Director         lp        S2341    262        24 X 
Flche    30-239, B3/10/27,  8403070023 


— B4O3010313  Proposed    changes    to  Tijch    Specs    lowering    Group    1    isolation 
sitpolnt    for    reactor    lower   uater    level    M/af f Idavi t 
«      Tennessee   Valley    Authority        Bt/OS/SS        Z9pp        22433,045        24X 
Fichu    50-239,  B4/02/22.  B403D10306 

B403130323  Foruards    info   re    BNL   dose    reduction    project    plant    visit    Info 
allows    DNL  personnel    tn    better    prepare    for    station   visit, 
expedite    pap*riiiork    h  minimize    Impact    on   plant    personnel 
VASBALLQ,  D  B        Operating    Reactors    Di-anch    2        B4/OB/2B        PARRIS.H  0 
T*(in»««»i   Valley   Authority         46pp         23662  040        24X 
Flche   30-239.  84/02/20.  B403150323 

B403130007  Foriuards    response    to    Oeneric   Ltr    B3-36   re   NUHEO-0737   Tach 

apecs 

MILLB,L,M,       Tannea*ci   Valley    Authority         Bfl/03/07        DENTON, H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         3PP        B2il3  349 
B4X   Ficht   30-259,84/03/07-6403130007 

Q4O3130029    Informs    that    addl    info  requested    on    B31Q12  re    reactor 
protictlon    sys    pouer   monitoring    ty*    design   mods   will    be 
submitted   by   840702 

MILLB.L  M        Tennessee    Valley    Authority,       B4/03/07        DENTDN, H  R 
Office    of  Nuclear   Reactor   Regulation,    Director         lp        22614   362        24X 
Fi  Che' 50-239,  04/03/07,6403130023, 

B403160247    Informs    of    840327   meeting    ta   discuss    proposed    responses 
to    NRC    questions    an   Rev   7    to    topical    QA   program. per 
B4O302    telcon 

LEMIBiR   C        Region   2.     Office    of   Director         04/03/oB        PARR  IS, H  0 
Tennessee  Valley   Authority         lp        22660  361.       24X 
FiCh*. 30-000.  84/03/00, B4031 60247 

B403160373  NotifUs    of    ute    of   ABME   Nuclear    Components   Code   Can  N32-4 
far   hydrostatic    ttftlng    of    Class    3   embedded    piping    NRC 
position   re    use   of   Cod*   Case   N3S-4    requested 

HILLB.L.N        Tennessee   Valley    Authority         84/03/12.       DENTON, H  R, 
Office    of  Nuclear    Raactor    Regulation,    Director,       lp         22660.014        24X 
Fi  ehe:  30-000.  84/O3/  12,  6403160373 

9403190275  Oinerlc:   Ltr   04-07    to    all    licensees    of    BWRi   re    procedural 

guidance    far   pip*    replacement    at    BWRi, Svc    list    encl 
EISENHUT.D.O        Division    of   Licensing        84/03/14  Commonueal th 

Edison    Co        20pp        3SB23.354.       24X   Flche:  50-000,  64/03/14,  B403130S75 

9403200170  Forwards   response   to   Item  4   5   of   Qenerlc   Ltr   B3-2B, 
"Rtqulrid   Actions    Based    on   Oeneric    Implications    of    Salem 
ATMS  Events"   re   reactor    trip    sys    reliability    Control    rod 
t*tts   check    rod    Insertion    times   t>   hydraulic    scram   valves 
MILLS.L  M        T«nn»ssee   Valley    Authority         B4/03/I3        DENTON, H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         lOpp         B27OO  024 
34X   Flehe. 30-239,  B4/03/13,  0403200170 


B4030700&7  Forwards    IE    Insp    Hepts   5O-239/B3-30,  50-S60/S3-30   «. 
80-296/03-30   on   030912-16    Sr   34-30   Unresolved    item   re 
possible    high    radiation   doses   measured    liy    personnel 
dosimeters, discussed    on   B3 lose, considered    closed 

O'REILLV.J  P        Region  2.    Office   of    Director        S4/O1/11        PARR  13,  H  0 
Tennessee  Valley   Authority         Spp        22543  341        24X 
Flche    50-259,81/01/11.8403070067 

--B403070072    IE    Insp    Repts    50-2B9/B3-50,  50-260/B3-SO   ti   50-296/B3-30    on 
03102B   No   violations    or    deviations   noted    Major    areas 
inspected    TLD  &  multiple    bariglng 

DEBB, D   T        Region  Si    Office    of   Director        83/12/05        Spp 
B2543    313         24X    Fiche    50-239, 04/01/1 1,  B403070067 

B40316QS32   Forwards    IE    Insp    Repts    30-299/84-04,30-260/84-04    b 
30-296/B4-04   on  S401S3-27    No    violations    or    deviations   noted 
VEFIRELLI'D  M        Division   of    Project   &  Resident   Programs        04/02/16 
PARRIB,  H  0        Tennessee   Valley    Authority        2pp        22661    O29        24 X 
FUhB    30-259,04/02/16.B40316oa32 

— 040316.0H3B    IE   Insp   Repts    30-2S9/B4-01,  3O-3oO/84-04  fc  60-296/04-04    on 
640123-27   No   violations    or    deviations   noted    Major  areas 
inspected    startup    testing,  new   fuel    receipt,  plant    tours   d 
MBIV  repair    status 

DAVENPORT, K  E        Raoion    2.    Office    of   Director        JAPE,  F        Division    of 
Engineering   h  Operational    Programs        84/02/14        Spp        22661    031 
54X   Fiche    30-239,84/02/16,0403160232, 

B40H9007B   IE   Info  Notice  B4.-13,    "Potential   Deficiency   In  Motor 
Opirated   Valva   Control   Circuits  &  Annunciation   "   Svc    Hat 
encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    t>  Engineering 
Response    (Post   B30103)         84/02/20  Consolidated   Edison   Co      of  Nftu 

York,     Inc          113pp         S2909    239         24X    PUhe    30-000,  84/03/28,  B401 190072 

B40316D162  Ac k    receipt    of   840222   Itr    informing    NRC   of   steps    taken   to 
correct    violations    noted    in    IE    Insp   Repts    30~239/S3~37, 
90-260/B3-37  &  30-296/03-87 

LEWIS, R  C,  Division  of  Project  &  Resident  Programs,  84/02/29 
PARRIS,  H  0  Tennessee  Valley  Authority  lp.  22633  273  24X 
Fiche.  50-839,84/02/39.8403160162 

—0403160171    Responds    to  NRC  840123    Itr   re  violations  noted    in    IE    Insp 
Repts    30-239/83-37,  30-B60/B3-57   I.   30-296/83-37  Corrective; 
actions    policy    statement    issued    to   health    physics 
technicians   r>   high    radiation   area   doors 

MILLS,  L  M        Tennessee   Valley  Authority        84/02/22        O'REILLY, J  P 
Raglon  Z,    OFfic*    of   Director        Spa        22635   274        24 X 
Flche    50-259, B4/02/29,  B403160162 
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—  B403160178   Forwards     IE    Itisp    Repts    5O-a5?/B3-37,  30-2AG/B3-37   & 

5O-296/B3-57    an   831136-1235    *.   notice    of    violation 
LEHIB.R   c        Division    oif    Project  &  Resident   Programs        B4/Q1/S3 
PARF1IS.H   G         Tennessoe    Valley   Authority          2pp         S2635    279        24X 
Fiche    3Q-SS?,a4/02/29,8403160162 

—  B4O316O181    Notice    of    violation    from    lnsp    on    631136-1235 

*      Region   a.     Office    of    Director         84/01/23         2pp         33433   231         24X 
Fiche    50-259,  34/02/27,8403160162 

—8403160186    IE    Insp    Rept*    30-239/83-57,30-260/83-37   &    3O-296/83-37    on 
331124-1223   Violations    noted    failure    to    lack    high   radiation 
area,  to    follow  special    mark    permit   It   to    have    adequate    fire 
protection  malnt   procedure 

PAULK.G   L         Region    2,     Office    nP    DirectoT         CANTRELL.F    fl         Division 
of   Project   t>    Resident    Program*         Bfl/01/21          ipp         23633    2B3         24X 
Flcrte    50-259,  ai/O2/29r  8403140162 

8403I6021Q  Ack   receipt    oF   B40209    Itr    informing   NRC    of    steps    talen    to 
correct    violations   noted    in    IE    Insp    Rents    50-239/B3-4Q. 
50-360/83-40   &    3Q-296/B3-40 

LEHIB.R  C  Division  of  Project  «•  Resident  Programs  84/03/01 
PARHIS.  H  G  Tennessee  Valley  Authority  lp  22661  098  34  X 
Fit  ho-  50-259.  84/03/01  r  BflQ3!6O2ia 

—  8403160223   Respond*    to   NRC    040111     Itr    re    violations   naked     in    IE    Insp 

Repls    3Q-239/B3-40,  SO-26O/S3-4Q  fc    50-29A/B3-40  Corrective 

actions,   radiological    emergency    planning    program   ravleued    t 

areas    requiring   rev   Identified 

ttlLLB.L  M        Tennessee   Valley  Authority        B4/02/09        O'REILLY.  J  P 

Region    2,    Office    of   Director.       6pp.       22<b6l    099        24X 

Fiche    50-259,  81/03/01,8403160210 

—  B4Q316Q230   Forwards    IE    Insp    Rents    50-239/B3-40j  30-26Q/B3-40   1 

30-29A/B3-40    on    B31017-31     fc    1122   &   notice    of    violation 
LEWIS,  R  c        Division    of    Project  &  Resident   Programs        64/01/11 
PARRI8.HO        Tennessee    va  1  lei;  Author!  ty         2pp        22*61    105       24X 
Flche    90-359,91/03/01,8403160319 

—  B4O3160B3?  Notice   of   violation   from    Inip    on   B31017-21    t    1125 

*      Region   2,     QFFice    OF    Director         84/01/11          3pp         32661     107         24X 
Flche    30-239.  84/03/01,  B403160318 

—  B-5O314024*    IE    Insp    Repts    3O-239/B3-4O,  5Q-26-O/B3-40   t,    5O-296/B3-40    on 

0310J7-21   6    1122  Noncompl  lance    notei!    failure    to    control 
documents,  properly    train    emergency    personnel    in   protective 
action    requirements   &c    incorporate    protective    action 
DECKER.!   R    .     STODDART,  P   O         Region    3,     Office    of    Director 
JENKINS.  Q  R        Division    of    Emergency   Preparedness  tt  Materials 
Safety         B4/01/06         9pp          22661     1JO         24X    Flche    50-239.84/03/01, 
S4Q316021B 

8402090007    IE   Info   Notice   84-14,     "Highlight*    oF  Decent   Transport 
Regulatory    Revs    bu   DOT   (,   NRC    "   Sve    list  encl 

ORACEi  J   M       Division   of   QA,     Safeguards    &    Inspection  Programs    (Post 
B301031         34/03/02  Cons&l  itfa  t»d   Edison    Co      oF   New  York,     Inc 

23532   329         24X    Flthe    M-OOO,  B4/O3/O2,  840209OOO7 


B10a09000B    IE    Infn    Notice    B4-  1  6.     "Failure    of    Automatic    Sprinkler    Bus 
Valves    to   Operate    "    Svc    li-st    end 

JORDAN.  E   L       Division    of   Emeroencg   Preparedness   &  Engineering 
Response     (Post    B3O103)          B4/03/O2  Consolidated   Edison    Co      of   Neu 

Yarlr     Inc          122pp         22353   09B         B4X   Fiche    3O-000,  84/03/03.  B40H07000B 

B402090009    IE   Info  Notic*    84-13.     "Reporting    of    Ratfl  oloo  ic  *1    Releases    " 
Bvc    Hat    encl 

JORDAN,  E  L        Division   OF   Emersencij    Preparedness   it  Engineering 
Response    (Post   830103)         84/03/03  Consolidated  Edison    Co      of   Neiu 

York,     Inc         il^pp          22353   217         24X    Flche    30-000,  H4/O3/02,  8402090009 

B4030BOai3   EM-84-007    an   B4O307.  not  1  ce    of    violation    b   proposed 
Imposition    of   civil    penalties    In   amount    of  *40POOO  to   be 
Issued    Action   based    on    failure    to    control    access    into   vital 
area    due    to   guard    leaving    post 

ROSAHQ.R   ,    AXSLftfiD-.J        Director's    PFfice,     Office    of    Inipcction   and 
Enforcement         B4/O3/O2          lp          32B60   02t          24X    Fich»    30-239,  B4/03/O2, 


B4020900U    IE    Info  Notice    B4-17,     "Problems   W/Llquid    Nitrogen    Cooling 
Components   Be-low  Nil    Ductility    Temp    "   Svc    list    encl 
JORDAN.  E  L        Division   of    Emergency    Preparedness   (.   Engineering 
Response    <Po>t   B301O3J         84/03/OB  Consolidated    Edison    Co      of   Neu 

York,     Inc          117pp         32333336         24X    FUh»    SO-OOO,  &4/O3/OS,  8402090Q1  1 

B4031fi0309  AE!-    receipt    of   840217   Itr    informing    NRC    of   step*    takan    to 
correct    violations    noted    in    IE   In«p    Hept   30-239/83-56 
LEMIS.fi    c        Division    of   Project  t<  Resident  Proflrams        B4/03/03 
P  ARRIS,  HG         Tennessee    Vjllny    Authority          lp          22  A  6O   OB  3         24X 
Flche:  SO-239,  B4/03^O5,  B40316030S 


— B4O316D31B  Responds    to  NRC    B4O117    Itr  re   violations   noted    in    IE    Insp 
Repts    50-33'?/Q3-56.  80-26O/B3-36   (.    30-396/63-36   Corrective 
actions    10'/,  retest    sample    calculation  made    for   all    snubberi 
uiitftin  Category  /Croup    3 

MILLS. L  M        Tennost*e   Valley   Authority        B4/02/17        O'REILLY.J  P 
Beglon   2.     Office    of    Director         2pp         2266O   006         24X 
Flche    30-239,  B4/03/03,  84O31603O8 

~B-lO31603aB   ForuanJs    IE    Insp    ReptS    30-239/03-36,30-260/83-56    << 
30-S96/B3-36   on   831313-16   I,    notice    of   violation 
LEWIS, R  C        Division   of   Project   b  Resident  Programs        84/01/17 
PARR  IS, H   0         Tennessee    Valley    Authority         2pp         22660    088         24  X 
Plena    30-239,  B4/03/03.  B4O31603OS 

— B40316O339    IE    In*p    Rept*    3O-2S9/B3-56,  30-260/B3-36   h   30-896/83-56    on 
B312.I3-16  Violation   noted    failure    to    test    addl    10V.   sample 
for    each    snubber    that    failed    functional    test 

WHlTeNER.HL        Region   2,     Office    of   Director        JAPE,  F        Division   of 
Engineering    It  Operational    Programs        84/01/10        8pp         22660  091 
24X   Flche   50-239-84/03/03,  8403160300 

6403290237  Forward*    IE    Imp    liapts   30-259/04-08.  50-260/B4-03   & 
90-296/B4-03  on  340130-0201    No  violations    or    deviations 
Idantif  led. 

VEfiRELLI.D.  M        Division    of    Project   <<  Resident   Proorams.       B4/O3/03 
PARRIB,  H  0        Tennessee.   Valley    Authority        2pp        22800  229        24X 
FlchB    30-239,  84/03/05,  8403290H37 

— B4O3290239    IE    Insp   Reptt    SO-2S9/B4-03,  30-260/84-03  V  30-296/B4-03  on 
840I30-02O1    No    violations    or   deviatloni    identified   Major 
areas    inspected    follouup    of    IE   Bulletin  81-03. review   of    LERs 
re   ooiutin   b  procedures    for    flou   reverlf leatlon    tetti 
CUNNINQHAM.A  L        Region   2,    Office    of   Director,       MONTOOMERY,  D  M 
Division    of    Engineering    *  Operational    Proorams        84/03/02        Spp 
22800   231         24X   Fich*    30-23<9.  84/03/05,  B403290237 

B4020900B4   IE    Info   Notice   84-09JRev    1.     "Lessons    Learned    From    Insps    of 
Fire  Protection  Safe  Shutdown   Sij*   "  Sve    list   tncl 
JORDAN. E  L        Division   of    Emergency   Preparedness    &  Engineering 
Response    (Post   B30103)         B4/03/07  Consolidated    Edison    Co      of  Neiu 

Vork,     Inc         UBpp        23635  O49.      34X  FJche.  30-000, 84/03/07,  8402090024 

8402090023   IE    Info   Notice   84-18,     "Stress   Corrosion   Cracking    in   PUR 
Sys    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    t.  Engineering 
Response    (Past   030103)        84/03/07  Consolidated    Edison    Co      of  Meui 

Yon.     Inc         UBpp        33884.186        24X   Fiche    30-000,04/03/07.8402090020 

8403160373  Forwards.    IE  Enforcement    Conference    Repts    30-239/84-06i 
30-260/84-06   S<    3O-296/B4-OA    on   840224 

n'REILLY.  J-P        Region  2,    Office   of   Director        84/03/00        PARRIB.H  0 
Tennessee  Valley    Authority.       Spp         22661    004        24X 
Flche    50-2B9.B4/O3/00.040ai60S73 

— 8403160233   IE  EnForc ement  Conference  Repts   30-239/84-06,30-260/84-06  & 
SO-S96/B4-OS   on   B40B24   Major    item*    discussed- bypassing    rod 
sequence    control    syi   while    shutting   down   b    isolation    of 
dryuiell    to   pool    pressure    instrument 

BUTCHER.R  C        Region  2,    Office    of   Director        CANTRELL,  F   8 
Division    of   Project   t,  Resident    Programs        B4/02/29        4pp 
H3661    006        24X   Fiche  '  30-259, B4/03/OB, 0403160273 

8402090031    IE  Bulletin   84-02,     "Failures   of   CE  Type   HFA  Relays    in   U«e    In 
Class    IE  Safety   Sys    "   Bvc    list   encl 

DEVDUNQ, R  c        Director's   Office,     Office    of    Inspection   and 
Enforcement        04/03/12  Consolidated    Edlton   Co      of   Neui    York,     Inc 

134pp         22823,094        S4.X   Fi  eh  e- 30-000,  84/03/12,  840B090031 

8403190136  AcV   receipt   of   B4OS2 1   fc   0312   Itrs    informing   NRC    of    steps 
taken    to   correct   violations    noted    in    IE    Insp    Repts 
30-259/83-39,50-360/03-39    t,    30-296/83-39  Responses    m»«t 
10CFR2   201    requirements 

LEHIB.R  C  Division  of  Project  fc  Resident  Programs  B4/03/14 
PARRIS.H  O  Tennessee  Valley  Authority  lp  22670  314  24X 
Fiche  SO-2S9.B4/03/14,B4031<?0136. 

— B4O319O149   Supple   response    to    NRC   840120    Itr   re    violation*    noted    in    IE 
Insp    Repts    30-239/B3-3?,  30-260/83-39   ti    50-296/83-39 
Responses    withheld    (ref    10CFR73  21), 

hlLLB.L  M        TBnn**sne   Valley   Authority        84/03/12        O'REILLY.J  P, 
Region  2,    Office    of  Director         lp        22670  313        24* 
Fiche   50-239,84/03/14,8403190136 

— 0403190161    Responds    to   NRC    84012O    Itr   re   violations   noted    In    IE    Insp 
Repts    50-239/03-39,30-260/83-3"?  «,   30-Z?6/B3-59  Responses 
uithheltf    <ref    10CFR73  21) 

MILLS, L  M        Tennessee   Valley   Authority        84/02/21        D'HEILLYiJ  P 
Region  2,    Office    of   Director         lp,       22670  316        24X 
Fiche   30-239,84/03/14,8403190136 
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-B40319017S   Forwards     IE    Insp    Repts    30-239/83-59, 80-260/93-59    & 
30-296/83-39    on    831216    t<   notice    of    violation    Notice    of 
Violation    withheld     {ret     10CFR2    79O   8.    73   21) 

LEWIS,  R  C  Dlviilon  of  Project  b  Resident  Programs  84/O1/2O 
PARRIS,H  0  TBnne*s»B  Valley  Authority  3pp  22A70  317  24X 
Flche  30-259184/03/14,5403190136 


R      Periodic    operating    reports    &   related    correspondence 

84O3Q2O103   Monthly    operating    rapts    fur   Jan    19S4   U/B40210    Hr 
CHAPHAN.M    ,     THQM,T    ,     JONES,  <J    T         Tennessee    Valley    Authority 
84/01/31         41pp         33443    166         34X    Fiche    50-259,84/01/31.0403020103 


— 84031901BB    IE    Insp    Repts    30-239/83-39,  9D-26O/B3-S9    fc   50-296/83-39    an 
831216  Nancompl lance    noted    security    force   member    failed    to 
control    access    to   area    Detail*   withheld    (ref    10CFR73   21    & 
2   790) 

TILLMAN.A    ,     PATTERSON.  C          Region    2,     Office    of    Director 
MCOUIRE.D  R        Division    of    Emergency   Preparedness    ti  Material! 
Safety        84/01/19         Ip         22670  319        24X   Fiche    50-259,  B4/03/14, 
B403190136 

8403290047  Summarizes    840312  meeting    in  Region    II    ofc   re    planned    utll 
organ! latlonal    changes    tc   regulatory    performance    improvement 
program   for    facility 

O'REILLY.J  P        Region   2,     Office    of    Director        B4/03/13        PARRIS.H  0 
Tennessee   Valley    Authority         Ip         2S806.271         24X 
Flche    30-339,  84/03/15,8403290047 

B403290178  Ack    receipt    of   84O217   1 tr    informing    NRC    of   steps    taken    to 
correct   violations    noted    In    IE   Imp    Repts    30-237/53-38, 
30-360/83-38    &,    3Q-296/B3--3B 

LEWIS.R  C  Division  of  Project  &  Resident  Programs  84/03/20 
PARRIB.HO  Tennessee  Valley  Authority  Ip  32800278  24X 
FlchB'  30-839,84/03/20.8403290178 

— 8403290183  Supple    response    to   NRC    B4O119    itr    re    violations    noted 
In    IE    Insp    Repts    30-299  /  83 -3B.  90-S60/B3-3B   &    30-296/03-38 
Corrective    actions    distribution    of    Imp    rept    to    health 
physics    personnel    Initiated 

MILLS.L  M        Tennessee   valley   Authority        B4/02/17        O'REILLY,  J  P 
R»gion  3,    Office    of   Director        Bpp        32800   279        24X 
Flche    30-299,84/03/20,8403290178 

— S403290I90  Ac k    receipt    of    83120?    1 tr    informing    NRC    of    steps    takin    to 
correct   violation*    not»d    in    IE    Insp   Hepts    30-239/83-38. 
9Q-260/B3-38   t,   30-296/83-38 

O'REILLY.J  P        Region   S,    Office    of    Director        B4/01/19 
PARRIS.H  0,       Tennessee    valley   Authority         2pp         22800   281        24X 
FichB    30-239.  B4/03/SO,  B403290178 

— 8403290203   Ack    receipt    of    B31BO9    1 tr    informing    NRC    of    st*ps    taken    to 
correct   violations    notsd    in    IE    Insp   Repts    90-2 S9/B3-3Bi 
30-360/83-38   fc    30-296/83-38 

LEWIS,  R  C  Division  of  Project  &  Resident  Programs  83/12/21 
PARRI8.H  0  Tennessee  Valley  Authority  Ip  22800  283  24X 
Fiche, 30-239, 84/03/20r  B403290178 


B403300133  Forwards   monthly    operating    repts    for   Feb    !9S4    t   corrected 
Jan    19H4   monthly   operating    rept   for   Unit    1 

JDNES.G    T         Tennessee    valley    Authority         S4/O3/09  Office    of 

Resource   Management,    Director        Ip        2382O  303        94X 
Fiche    30-239,84/03/09,8403300133 

— B403300136  Monthly    operating    repts    for   Feb    1981 

THOM.  T         Tennessee    Valley    Authority         B4/02/S9         37pp          S3B2Q    204 
24X    Flche    30-239,64/03/09,8403300133 


ReportahlB    occurrences.    LEfis    d  related   correspondence 


B4032iOB33  Foruiards    summary    list   of    deficiencies    identified    per 
10CFRSO   35(e),Part   21    t  potential    generic    Itr   repts   for 
commants 
8TAROBTECKI,R        Division    of   Project   t.  Resident  Programs         B4/O2/SB 

Region    1,    Office    of   Director        7pp        22756   065        24X 
Fiche    50-000. B4/O2/28, B40326OS33 

B4031301B1    LER    84-003-00    on    H4O212.  routine    surviillanc*    testing    stopped 
because    operator    unable    to   bring   UPC I    turbine    speed   tfoum    to 
required   2,400  rpm  Caused    by    erratic   ramp    generator/signal 
converter    boi    adjustment    W/B40306    Itr 

SMITH.  D  L   ,    JONES,  0   T        Tennessee   Valley   Authority        84/03/06        3pp 
221,17  324        24X  Fiche    5O-260.  B4/03/06,  B4031301BI 

B4O3300171    Follayup    LER   Ba-028/03X-3   on   BI0921, turbine   reactor    bldg 
Doors   237  b   23 B  opened    slmul taneously,  breach  ing    secondary 
containment  Caused    by    failed    Folger   Adamn    interlocl   ays    due 
to    louse    door    latch    screws   Procedures   revised   M/B40309    Itr 
CARTER,  B    ,     JONES,  0   T         Tennessee    Valley    Authority         B4/03/-09 
O'WEILLY.J  P        Region   2,    Office   of    Director        3pp        32699    333        24X 
Flche    30-260.84/03/09,8403200171 

84032201S9   LER   84-004-00   on    840222.  dur ing    star  tup, reactor    scrammed 
Caused    by    high    flux    spike    on    channels  C  &  F    of    Intermediate 
range   monitors   Plant   written    procedures  b   nuclear    engineer 
qualification  program  revised    W/B40315    Itr 

MQRKIN,  K  M   ,    JQNES.S  T        Tennessee   Valley   Authority        B4/03/1S        3pn 
22713   331        24X  Fiche    30-260,84/03/19.3403220159 


V      Operator   Eliminations 


-B403290207  Responds    to   NRC    831109    Itr   re    violations   noted    in    IE    Imp 
Rsptt    30-259/83-38,  50-860/B3-3B   Si    SO-29i/B3-38  Corrective 
actions    Insp    rept    distributed    to    health    physics    personnel    & 
RCI-S   revised    to    incorporate    10CFR49   changes 

MILLS, L   M        Tennessee   Valley   Authority         83/12/09        O'REILLY.  J  P 
Raglon   S,    Office    of   Director        Bpp        =22800   284        24X 
Flche. 30-259. 84/03/20.  8403290178 

-8403290211    Forwards     IE    Insp    Rupti    30-23<?/a3-3B,  50-260/83-38   & 
90-29&/B3-3B    on   830912-16   &   notice    of   violation 
LEWIS, R  c        Division    of    Project   d   Resident   Programs        B3/11/09 
PARRIS.H  0        Tennessee    Valley   Authority        2pp         22BOO' 289        24X 
Ficha    30-259, 84/03/20,  840329017B 


8403160527    Confirms    840302    meeting     in   Atlanta,  OA   re    B40319    operator 
requallf icatlon   exam, per   840229   tele  on 

LEWIB.H  C  Division  of  Project  &  Resident  Programs  B4/03/01 
PARRIS.H  0  Tennessee  Valley  Authority  Ip  22660  328  24X 
Fiche  30-259,84/03/01, B4031A0227 

8403290322  Discusses    840117    Itr    confirming    arrangements    for 
administration   of   requall  f  icatlon    emms,  Random   selection 
process    used    to   determine    identify    of    examinees    for  uri tten 
&    oral    exams  List    of    examinees   encl 

LEHIS.R   C        Division    of   Project   t-  Resilient  Program.!        84/03/13 
PARRIS.H  0        Tennessee  Valley    Authority        3pp        22G02  O49        24 K 
FIchB    50-239,84/03/13,8403290322 


— B403290214  Notice    of    violation    from    insp    on   830912-16 

»      RagUn   2,     Office    of    Director        B3/11/09        2pp        22600    291         24X 
Fich«,  30-839.  84/03/20,  B403B9017B 

— 8403290220    IE    Insp    R«pt»    80-239/83-38,30-260/83-38  b  80-296/83-38   on 
830912-1&  Violations    noted    93-gallon    drum  reading   30    to    &3 
mlllirem   per    hour    observed    unlabeled    ti   radiation    control 
procedures   not    prepared    or    adhered    to 

DEBB,  B   T,       Region   2,     Office    of    Director        BARR.K   P        Division   of 
Engineering    &  Operational    Program*        53/11/03        6pp,       22800  393 
24X  Fiehe' 50-239.  B4/03/20,  B40329017B 

8402090043   IE    Info   Notice   84-19,     "Tuio   Events    Involving   Unauthorlied 
Entries    Into  PUR   Reactor    Cavities    "    five    list    end 
JORDAN.  E  L        Division    of    Emergency    Pr*p»redness    b  Engineering 
Respt>n*«    (Post    8301 03 1         B4/O3/21  Consolidated    Edlxon    Co      of  Nau 

York,     Inc         123pp         22B23    229        24X   Flche    90-000.84/03/21,8402090043 

B.4O3090044    IE    Info   Notice   84-20,     "Svc    Lift    of    Relay*    In   Safety-Related 
Sys,  "    Svc    list    ancl 

JORDAN, E  L        Division    of    Emergency    Preparedness   &   Engineering 
Rttpotltf    (Post    830103)         84/03/21  Consolidated    Edison    Co      of   New 

Yor*.     Inc          139pp          22933    O01          24X    Fiche    SO-000, B4/03/21,  8402090044 


8403290313  Bummaritts    B40302  meeting   u/util    re   B40323  reo.ua!  1  f lotion 
exam  of    licensed    operator   b    senior    operator    personnel    ait 
facilities   Meeting    provided    better    understanding    Df   operator 
requalif Ication    training    It   exam  program* 

LEWIS.R   C        Division   of  Project  (c  Resident   Programs        B4/03/13 
PARR  18, H  &        Tennessee   Valley   Authority        3pp        22800,360        24X 
FlchB'  30-239.  84/03/15,8403290213 


DOCKET    30-261    H      D      ROBINSON   PLANT,     UNIT   2 

F.     Becut-ity.    medical,     emergency    t<   fire   protection  plan* 


B4031603S9    IE    Insp   Rept   50-241/84-02   on  840111-0210   No  violation!   or 
deviations    identified   Major   areas    inspected    Tech   Spec 
compliance. plant    tour, operations    performance. RDs, 
housekeeping, si te    security, survel llance  &  maint   activities 
WEISE,  S    ,     hVERS,  D         Rggton    2,     Office    of   Director         BEMIS.P    R 
Division    of  Project   t<  Resident  Program*        84/02/16        12pp 
22660.002        24X  Ftche   SO-S61 ,  84/02/17.  8403160392 


8403160382  Foruiards    IE    Insp    Rept   30-261/84-02   on   B4Q1 1 1-Q21O  No 
violation*    or    deviations    identified 

VERREULIrD  (1        Division   of  Project   t.  Reildent  Programs        B4/02/17 
UTLEYiE  E        Carolina    Pouter  &   Light   Co        Ip        2266O'001        24X 
Flche    90-261.84/02/17,8403160382 
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B40-3Q6Q5CS    Forwards    order    c  onfirini  ng     utll     commi  tments    to     Imp  1 Eme"t 
requirements    of   Sup pi     I     to    MUREC-O737    Order    based    on 
commitments    Contained     In    util    8-4O415   i    B3OB24    reipanses     to 
B31S17    Generic    Ltr    B3-33 

VARQA.S    A         Operating    Reactors    Branch     I          B4/02/21          UTUEY, E   E 
Carolina    Pouter    &   Light    Co          3pp         32332    165         24 X 
Fiehe    30-361.  B4/02/2! ,  8403060503 

— 3403060510   Order    confirming     Ilt-ensee    c ommitmenti    on    emerge-ncu,    reipon-se 
capability. per   Qermric    Ltr    B2-33,Suppl     1     to    NUREO-O737 
EISENKUT,  D   G        Division    oF   LUansm]         B4/O2/21  Carolina   Poiuer 

d   Light    Co         ipp         3S55E    1 6B         24X   Fiche    50-S6 I . B4/02/21 i 
9403060308 

8403160249   Acl    receipt    OF    8-40317    Itr     informing    NF»C    of    steps     taken    to 
correct    violations    noted     in    IE    Inso    Kept    30-261/33-33 
Implementat  i-On    of    corrective    actions   uti  1 1    tie    ei-amined    during 
future    Inap* 

LEWIS,  ft    C         Division    of   Project    J.   Resident    Programs         94/O2/29 
UTLEY.E    E         Carolina    Fouler    fc   LigKt    Co          Jp          82660   299         34X 
Fiche    90-361.  B4/02/S7.  B4O316O241? 

— B4O3160-262   Responds    to   NRC    340113    Itr    re    violations    noted     In    IE    lisp 
Rapt    5O-261/B3-35   Corrective   actions    Emergency    Procedure 
PEP- 1  OS  uill    be   revised    to    Implement    recommendations    of    IE 
Info    Hat  let    B3-2B    t.   NUR£G-Orb34 

MORGAN. R   E         Carolina    Pouer   £   Light    Co         B4/O2/17         a'REILLV.J   P 
Region  2.    Office    fif  Director        3pp        22660  300        24 X 
FUhe    30-241,  84/02/29.  640314-02*9 

— B4O316Q30O    IE    Inap    Rept    50-261/B3-33    on    B312O3-09   Violation    noted     IE 
Info   No tit 5    B3-3B    guidance    not    Incorporated    into   Emergency 
Procedure  -PEP-105,     "Emeroeneij   Control    -  General    Emergency    " 
STGDDAftT.P    O         Region   2,     Office    of    Director         JENKINS,  Q    R 
Division    or  Emergency   Preparedness   f<  Materials    Safety         64/01/11 
7pp-        22640   303         SAX   Fiche    90-H6  1.  B4/02/29,  B-4031602'W 

64-03200245  Revised    emsT-genc  (J    imp  leraent  lnj    procedures,  Inc  I  uding    Rev    1    to 
Procedure  PEP-S03.     "Administration   of    Radioprot-ec  tl  ve    Dcug«" 
ti   Rev    1    to  Procedure    PEP-6.53.     "Performance    of   Training, 
E«erclie«  &   Drills    "    U/B403I6    Itr 

MORGAN,  R    E         Carolina   Pouer    b   tight    Co         B4/02/2?         O'REILLY.J   P 
RegiuTi    2,     Office    of    Director          J3pp         22&91     120         24X 
Fiche    50-261.  B4/02/99.  B103a00245 

8403160293  Advises   oF    340316  meeting    in    Region    II    ofc    to    dlicun    App    R 
requirement!    E<  results   of    reient  App  R    insps    Attendance 
should    be    limited    to   sii    utb]    emploijees 

LEWIS,  a  C        Division   of   Project   S>  Resident  frogramB        04/03/02 
UTLEY,  E   E         Carolina   Pouor    !.   Light    Co          Ip         23660    109         24X 
Fiche    50-000.  B4/Q3/Q3.  B403!fa02B3 

8403090094  Suppla  031O2S  request    for    eiemption    From  requtremanti    of 
10CFR73   33    for   portion   of    steam   generator    repair    program 
Encl    withheld    tref    1OCFR73   21) 

UTLEriE   E         Carolina    Pouer    (.   Light    Co         04/03/05         WiRBfl.  8    A 
Operating  Reactors    Branch     I         £pp        22371    114        24X 
Fiche    30-261,  94/03705,8403090094 

3403230127   Revt    0  &  •)    to  Emergency    Plan    Implementing    Procedure  PEP-10S 
"Emergency   Control    -   fleneral    Emergency    "   W/H4O320    Hr 
MDROAM.R   E        Carolina   Power   &  Light    Co        84/03/20        Q'f|EILl.v,J  p 
Region    S,     Office    of    Director          I4pp         2273O    193         24X 
Ftcfi*    30-261.94/03/20,3403330127 


P      Operating    license    itage    ilocumenti    I<  correspondence 


B4O3060470  Discutses   negotiations  u/llc«rtsee   on   NUJ1EO-O737    items    re 
emergencij   operating    procedur esip«r    B306O1    i>   O712   memot 
BEQUA, G        Operating   Reactors    Breneh    J         83/09/09        EI5ENHUT, D  0 
Division   of   Licensing         Ip        SSStf  326        3<U   Fiihe    30-261.  S3/09/01?! 
94031160470 


G4Q301023Q  Notification    of    B40S5B  meeting    u/utll    in    Detheada.MD   to 
diicusl    multi-plant  actlon«>TMI   action    Items    ti    specific    open 
i  terns 

REOUA'G        Operating   Reactors    Branch    1         B4/QS/S1         VAROAj  B   A 
Uperattng   Dea-ctors   Dr-inch    1         2pp        22479    199        24X 
Fiche    30-2()1,B4/02/21, 8403010330 

B40306000S   For  ward*  Amend    77    to   License   DPH-23,  A3LB    order    dUmlatlng 
proceeding   6  notice   of    (nuance  Amend   approves    steam 
generator   repair  program  &    provides    licensing    conditions   re 
repair    operation  M/o  ABLB    order 

REUUA.G        Operatins   R*«ctor»    Branch    1         64/02/2B        UILEV,  E   E 
Camlina    PouieT    tt  Light   Co         3pp        E2SEB   354,       H4X 
Fiche   50-2 


— B4O3040012   Notice    of    issuance   &  avai lobl 1 i ty    of  Amend   77   to   License 
DPH-23 

VARCA.S   A        Operating    Reactaro    Branch    t         84/02/2B        3pp 
22358   3iO         24X    FiChB    SO-261 , B4yOH/2B,  H403060005 

6403030317   Forwards    r»quett    for   add!    in*o  re    TMI    Item   II    D  3   4, 
"Cnntt-ol    Roam  Mab  1  tabil  i  ty    "   Responnn   requeltnd   within    43 
days   of   receipt   at    Itr 

VAROA,  B  A        Operating    Reactors    Branch    t         B4/QZ/29       UTLEV. E  E 
Ceroltna   Poutr    S,  Light  Co         4pp         S23BB   139        24X 
Fichu    30-B61,84/02/29i  B403O3O217 

B4O3130093  Forwards   util    foso-lutlon    of   generic    environ  qualification 
of    »af atij-related    Blcctl-ical    equipment    deficiencies 
discussed    in  830109   HER 

CUTTER,  A    B         Carolina    Punier    &    Light    Co         84/O3/02        VAROA,  S   A 
Operating    Reactor*    Branch    1         46 pp         S2ol1    219        24X 
Ficne    90-84,1.04/03/02.8403130093 

B4D31301&1    Applloblon    to    amend    License   DPR-23.  requeitlng    blanket 
approval    to    transfer    ilightlg    contaminated    ••diment   from 
settling    ponds    to    facility    ash    ponds    uiing    either 
hgdrovacuum   truck    or    direct    piplnfl/sluleing    method 
UTLEY.  E   E         Carolina    Ponjor    &   Light    Co         G4/03/O9,        VAROA.  S    A 
Operating    Reacton    Branch    1         3pp.       22640    03?        24X 
Fiche    30~-2&l,B-4/Q3/O9.B403t3016t 

— 8103130163    "Transfer    of    Slightly    Contaminated    Bedlmint    to    Ash   Pond    vU 
Ash    Sluice  Bys, "    BAR 

»      Carolina   Power    &  Light    Co         63/01/19        27pp        £2640  O62        24X 
Fiche    3O-261.B4/03/09,  B4O31SO1&1 

B4O321QO93  Provides    addl    Info    re    adequacy   of    electrical    distribution 
voltage    sys, per   84OI 19   request    Criteria   used    In    selecting 
undervoltage  k    ovnrvoltage    alarm    setp-olnts    for    I13-kV   grid 
vnltage    discussed. 

CUTTER,  A  D        Carolina   Powtr-    t-   Light    Co,       S4/O3/09       VAROA,  S  A 
Operating    Reactors    Branch    1          IBpp         2270S  339        24X 
Fiche    30-261!  B4/O3/07i  B403210O93 

9403210116   Forwards    addl    info    re    pauer    d 1 str ib utloni    a*    part    of 
preisurlieiT    thermal    •hock    program    to    effect    flux   reduction, 
per   &3O930    lubmittJi  1 1  in    rtAponse    to    G403O1    telcon 
ZIMMERMAN,  B  R        Carolina    Pouer    tt   Light  Co         B4/O3/12        VARSA.  B  A 
Operating   Reactors    Branch    1         3pp         22703  064        24X 
Fiche    30-261. 04/03/12-0403310116 

9^03300325   R»quo»ts    l-Binittanc*    of   Class    V    fee    for   B20701    application 
for    steam    j«n*r»tor    rapalr    program  Elfi   prepared    to  asseit 
major    »nvlron    impact    of    occupational    radiation    exposures 
associated    ui/proposvd    repair    of   steam   generator 


MILLER, W  O        License    Fee    Management    Branch         B4/03/14 
Carolina   Power    L  Light    Co         Sfp         22649  O37         24X 
Fiche    90-261,84/03/14.8403300229. 


JONEB,  J.  A 


B403270239   Application    for    amend    to    Ulont*    DPR  -23  revising    Tech   Bpect 
re    immedlftte  notification    requireininti    far   LGR    syi 
CUTTE«,A    B        Carolina   Power    t.    Light    Co        B4/03/H1        VAROA.  9  A 
Operating    Reactors    Branch    1         Sop         22773,033        24X 
Fiche    QO-2£ 


—  8403270239  Proposed    T«ch    Space   re    immediate    notification   requirement* 

of    LGR    tys 

*      Car-olina    Power    &  Light    Co         04/03/21         30pp        22772  033        24X 

Flche    5-0-261,  84/03/21rB4O327O235 

Q      Inspection   reportir     IE   Bulletins    d    corraspc-ndence 

B4O3140LB9   Forwards    IE    Imp    Rept    9  0-2  it  1/83-37    on   631215-16  No 
violation!    or    deviations    noted 

VERRELLI.D  M        Division    of    Project    fc  ReHdent   Programs        64/01/10 
UTLEV,  E  E.        Carolina    Pou«r    t<   Light    Co        Zpp         32228  359.       S4X 
Flche;  S0-2ili  S1/O1  /  JO,  B4O2140161? 

—  B402140193    IE    Imp    R«pt    30-261/03-37   on   831213-16  No  vioUUoni    or 


deviations    noted    Major    ar*ai    Inspected' RGB    Ifak    rate 

meaiuremant 

BURWETTi P   T        Region   S,    Office    of    Director        JAPE.F 

Engineering    tt  Operational    Programs,       84/0 1/ 10        Spp, 

24 X    Fl  Che:  9O-261.  H4/01/  10-  B4021.4O1  B9 


Division  of 
32226'  337 


B4031403B2   Foruardd    IE    Intn    Rapt    50-261 /B4-02    on   840111-0210. No 
vlalBtloni    or    deviations    Identified, 

VERRELLI.B,  M        Divi«ion    at   Project    b  Resident   Programs        B4/02/17 
UTLEY.E  E        Carolina    Power    ti   Light    Co        Ip         22660-001.       34X 
Flche, 30-261,  84/02/1 7,  S4031603B2 


— B403060001?  Amflnd    77   to   Lkcente  QFR-S3,  approvino    iteam    g»n«rator   repair 
program  t  provldllng    licensing   -conditions   re    rape-ir 
operation 

EISENHUT,  D  0        Division    of    Licensing         B4/02/2B        3pp         SZS3B  337 
34X  Fithe   Sfl-261,  84/02/26,  8403060005 
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— 84Q31603B3    IE    Itisp    Rept    50-261/B4-O2    on    B40H1-O210   No    violations    or 
deviations    Identified    Major    areas    inspected    Tech    Spec 
compl lance,  pi  ant    tour. operations    per  Forma nee, ROs. 
housekeeping. si te    aecuri  tt;,  Burvui  1  lance   &  malnt   activities 
HEISE.8    .     MYEfiS.D         Region    B.     Office    of    Director         BEMI8,  P   fi 
Division   of   Project    b   Resident   Programs        84/02/16         12pp 
2S660   OO2         24X    Flche    50-261 . B4/02/17,  B4O3I603B3 

8401190072    It    Info   Notice    84-13,     "Potential    Deficiency    in    Motor 
Operated   Valve   Control    Circuits   &  Annunciation    "    Svc    list 
and 

JORDAN,  E  L        Division    of    Emergency    Preparedness   Si  Engineering 
Response    (Post   B30103)         04/03/2B  Consolidated    Edison   Co      of  New 

York,     Inc          I13pp         S2909    239         24X    Flcho    3O-OOO, B4/02/2B, B4O1 190072 

84.03160249  Ack    receipt    of    B40B17    Itr    informing    NRC   of    steps    taken    to 
correct   violations    noted    in    IE    Insp    Rept    50-261/83-33 
Implementation    of   corrective    actions   uill    be    eiamlned    during 
future    Insp* 

LEWIS, R   C.       Division    of   Project   t<  Resident    Programs        84/02/29 
UTLEV.E  E        Carolina   Pouer    d   Light   Co         lp         23660   299        24X 
Flche    30-261,84/02/29,8403160249 

—8403160265  Responds    to  NRC   840118    Itr   re    violations    noted    in    IE    Insp 
Rept    30-261/83-33  Corrective  actions   Emergency    Procedure 
PEP- 103  will    be    revised    to    implement    recommendat Ions    of    IE 
Info   Notice    H3-2B    &   NUREQ-0634 

MORGAN, R  E        Carolina   Pouer   &  Light   Co        B4/02/17        O'REILLY,  J  P 
Rtglon   2,    Office    ot   Director        3pp        22660  300        24X 
Fiche   30-261,84/02/29.  B40316Q249 

—  B403160273  Forward!    IE    Insp    Sept    30-261/B3-33   on   B3120S-O9   t.   notice 
of   violation   W/a    notice    of    violation 

LEWIS, R  C        Division    of    Project   &  Resident   Programs        64/O1/IB 
UTLEY.E  E        Carolina   Power    tt  Light   Co        3pp         22660  303        24X 
Flche    30-261,84/02/29,8403160249 

— B40316Q300   IE    Insp    Rept    50-361/83-33   on   831303-09  violation    noted    IE 
Info   Notice   B3-3B   guidance    not    incorporated    Into   Emergency 
Procedure   PEP-103,     "Emergency   Control    -   General    Emergency    " 
BTODDART/P   O        Region   2,    Office    of    Director        JENKINS, 0   R 
Division   of    Emergency    Preparedness   &  Materials    Safety         B4/O1/11 
7pp         82660    303         24X    Flche    30-261, 84/02/29, 840316O249 

8402090007    IE   Info   Notice   B4-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs   by    DOT  &   NRC    "   Svc    list    encl 

GRACE, <J  N        Division    of   QA,     Safeguards    &    Inspection  Programs    (Post 
B30103)        B4/03/02  Consolidated    Edison   Co      of   Neui   York,     Inc 

130pp         32532,329         24X    Flche    30-OOO,  B4/O3/02,  B402O9QQ07 

B4OSQ9000B    IE    Info   Notice    84-16,     "Failure    of    Automatic   Sprinkler   Sys 
valves    to   Operate    "    Svc    list    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    b  Engineering 
Response    (Post   B30103)         04/03/02  Consolidated   Edison    Co      of  Nsu 

York,     Inc         122pp        B25S3   09B        24X   Tithe    50-000,81/03/02,0402090008 

B4OSQ90009    IE    Info  Notice   84-13,     "Reporting    of    Radiological    Releases    " 
Bv-c    list    encl 

JORDAN, E  L        Division    of    Emergency    Preparedness   t  Engineering 
Risponle    (Pott    B30103)          B4/03/02  Consolidated    Edison    Co       of    Nsu 

Vorl,     Ine          119pp          32353    217         24X    FichB    30-000,  B4/03/02,  3402090009 


B4O2090031     IE   Bulletin    B4-02,     "Failures    of    CE    Type   HFA  Relays     In    Use    in 
Class    IE   Safety    Sys    "    Svc     list    encl 

DEYaUNQ.R  C        Director's   Office,    Office    of    Inspection   anil 
Enforcement        B4/03/12  Consolidated   Edison  Co      of  Neui  Yorij     Inc 

134pp         22B23   O94         S4X   Fiche    50-000,04/03/12.84.02090031 

B4033003S4    Discusses    IE    Insp    on   B40221    i    forwards    notice    of    violation 
tc   proposed    imposition   of    civil    penalty 

O'REILLY, J   P         Region    3,     Office    of    Director         B4/03/13         UTLEY.E   E 
Carolina    Pouer    &   Light    CD         2pp         H2B42   312         34 X 
Fiche    50-261, 84/03/13,8403300324 

— B4Q330Q327   Notice    of    violation   !<    propnied     imposition    of    civil    penalty 
in    amount    of    (30,000   Violation    noted    health    physics 
technician    failed    to    perform   adequate    surveys    for    licensed 
operator   luhen    entry   made    Into  reactor    keg  may    sump 
O'REILLY.J  P        Region  2,    Office    of   Director        B4/03/13        4pp 
32B42    313         24X    Fiche    50-261.  B4/03/13.  B403300324 


8402090043    IE    Info   Notice   B4-19,    "Two   Events    Involving  Unauthorized 
Entries    Into  PWR   Reactor    Cavities    "    Svc    list    encl 
JORDAN, E  L        Division   of    Emergency   Preparedness    i  Engineering 
Response     (Post   83D1O3)         B4/O3/21  Consolidated    Edison    Co      of   Neiu 

York,     Inc          123pp         23923   229        24X   Fiche    50-000, B4/O3/21.  B402090Q43 

B402090044    IE    Info   Notice   B4-20,    "Svc    Life   of   Relays    in   Safety-Related 
SIJB    "    Svc    list    end 

JORDAN,  E   L        Division   of    Emergency   Preparedness   tt  Engineering 
Response    (Post  830103)        B4/03/21  Consolidated   Edison   Co      of  Neui 

Yorl,     Inc         133pp        22933   001        24X   Fiche.    30-000, 84/03/21,  H402Q90044 


R      Periodic    operating    reports    i,  related   correspondence 


84030B0135  Monthly    operating    ropt    for  Jan    19B4   U/B40302   Itr 

SCOTT,  A   E    ,     NORRI3,  H   (I    ,     MORGAN.  R   E  Carolina    Power   t>    Light    Co 

B4/01/31        DEYOUNG.R  C        Director's  Office,    Office   of    Inspection  and 

Enforcement        4pp        235S9   379       24X  Flche    30-261,84/01/31,0403080135 

840300025B  Monthly    operating    rept    for  Feb    19B4  W/B40302   Itr 

NORRI8.H   R    ,     SCOTT,  A   E    .     MORQANi  R    E  Carolina   Power   b   Light   Cn 

B4/02/21?        DEYOUNQ.R  C        Director's  Office,    Office    of    Inspettion  anil 

Enforcement        4pp        22357    117        24X  Fiche    30-261,84/02/29,6403030258 


S      Repartable   occurrences,    LERs   i  related    correspondence 


8403150098  Special    rept   on   840131,  sli    hose    s tations, seven   non-Tech   Spec 
hole    stations    &    tuo    hydrants     inoperable    due    to    isolation    of 
uiater    loop    for   bldg    const    Aildl    support    for  rerouted    fire 
uiater    piping    provided 

MORGAN.H   E        Carolina  Power   t,  Light   Co        H4/03/06       O'REILLY.J   P 
Region    3,    Office   of    Director        lp        33640   362       24X 
FichB    30-261,  B4/03/06,  84031  9009H 

B403130443  EN-S4-009  on  840312,  not  ice   of   violation    1,   proposed 
imposition   of   civil    penalty    in  amount   of    «30, 000   uiill    be 
issued    based    on    failure   of   Tech   Specs   procedures    re   entry 
Into    locked    high    radiation   area 

FLACK, E    ,    AXELRAD.J        Director's   Office.    Office   of    Inspection  and 
Enforcement        D4/03/07        2pp        32613    13B        34X   Fiche   30-261,84/03/07, 
B403130443 


B4Q307Q011    IE    Info   Notice    B4-17,     "Problems   H/Lio.uid    Nitrogen   Cooling 
Components   Below  Nil    Ductility   Temp    "    Bvc    list    end 
JDHDANiE  L        Division   of   Emergency    Preparedness    d  Engineering 
Rasponse    (Post   B30103)         81/03/03  Consolidated    Edison   Co      of   Neiu 

York.     Inc          M7pp         23353    336         24X    Fiche    30-000,84/03/05-8402090011 


DOCKET    50-362   BRN3HAM   YOUNS   UNIV      RESEARCH   REACTOR 
Q      Inspection   reports,     IE   Bulletins   &   correspondence 


B4OBO90034    IE    Info  Notice   84-09, Rev    1,     "Lessons   Learned    From    Insps    of 
Fire  Protection  Safe   Shutdown   Sys    "    Svc    list    encl 
JDRDANiE  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         B4/03/07  Consolidated   Edison    Co      of   New 

York,     Inc         HSpp         23633   049        24X  Fiche    30-000, 84/03/07, B403090024 

H4O2O9003B    IE    Info  Notice    B4-1B,     "Stress   Corrosion   Cracking    in   PWR 
QIJB.  "   8vc    list    encl 

•JORDAN,  E  L        Division    of    Emergency    Preparedness    ti   Engineering 
Raiponte    (Post    B30103)         B4/03/07  Consolidated    Edison    Co      of   Maw 

Yorki     Ine          118pp          22SB4>  186         24X    Flche    50-000,  84/03/07,  8402090020 

8403160267  Forwards    IE   Enforcement   Conference    Repts    50-261/B4-OB  I. 
30-400/B4-OB   on   B40223 

Q'REILLY.J   P         Region   2,     Office    Of    Director         84/O3/O9         UTLEY,  E   E 
Carolina    Power    &   Light    Co         3pp,        22660   273         34X 
FichB    50-000.  B4/03/09.B403160367 

—  B403160274    IE  EnforcBmint    Conference   Repts    30-261/84-08   &    30-400/84-OB 
on  840223  Major   arias    discussed    unauthoriied    entry    into 
facility    reactor    cavity    tt   OA   programs    re    procurement    of 
•ves   &  matls 

VERRELLI.D.M        Division    of    Project   fc   Resident   Programs        B4/03/06 
3pp        22660-277        24X   Fiche    50-000,  B4/O3/09,  8403160267 


8401190072    1C    Info  Notice  84-13,    "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits   b  Annunciation   "    Bvc    list 
end 

JORDAN, E   L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   830103)        84/03/2B  Consolidated   Edison   Co      of   Neui 

York,     Inc          113pp         23909    239         24X   FichB    30-000,  B4/02/2B,  8401 19D072 

8402090007    IE    Info  Notice  84-14.     "Highlights   of   Recent  Transport 
Regulatory   Revs   by    DOT  d   NRC    "  Svc    list    encl 

GRACE,  J  N        Division   of   OA,    Safeguards   &    Inspection  Program-*    (Post 
830103)        B4/03/O2  Consolidated   Edison   Co      of   Neui  York,     Inc 

ISOpp          32532   329         24X   FichE    30-000,  B4/03/03. 8403090007 

B40209000B    IE    Info   Notice   84-16,    "Failure   op   Automatic   Sprlnkl»r    Bys 
Valves    to  Operate    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   tt  Engineering 
Response    (Post  830103)         84/03/03  Consolidated  Edison   Co      of  Neui 

Vork,     Inc         I22pp        B3553  098        34X  Fiche    30-000, 84/03/02,  B40209000R 

B402090009    IE    Info   Notice   84-15.    "Reporting    of    Radiological    Releases    " 
Svc    1 ts  t    enc 1 

JORDAN, E  L        Division   of   Emergency   Preparedness    fc  Engineering 
Response    (Post   830103)        84/03/02  Consolidated   Edison  Co      of   Neu 

York,     Inc         119pp        22333217        24X   Fiche    50-000, B4/03/02.  8403090009 
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B4  02090 0 1 1    IE   Info  Notice  B4-17.     "Problem!    W/Liqutd  Nitrogen   Cooling 
Components   Dalau  Nil    Ductility   Tsmp    "  five    list    enc  I 
JORDAN.  E  L       Division    of   Emergency    Preparednn  s   Sc  Engineering 
Response    (Post    B30103)          B4/O3/D5  Consd  1  idated    Edison    Co       of    Neu 

York,     lac         I17pp         23533   336        24X    Flch»    30-000,  B4/03/05,  B4O209001 1 

6402090024    IE    Info  Notice  34-07,  Rev    1.     "Lessons    Learned    From    Insps    of 
Fire    Protection  Safe   Shutdown  Sys    "   Svc    Hat    end 
JORDAN1.  E  L        Division   of   Emergency    Preparedness   E<  Engineering 
Response    (Post    B3Q103I        84/03/07  Consolidated   Edison   Co      of   Neu 

Vort.     Inc          HH[>p         22635   O49         SAX   Fiche    30-000,64/03/07,8402090024 

84Q209002H   IE    Info  Notice   B4-IB,     "Stress   Corrosion  Cracking    In  FWR 
Sija    "    Svc    Hit    end 

JORDAN,  E  L        Division    of   Emsrgencu    Preparedness  &  Engineering 
Response    (Pott    B30103)        B4/03/07  Conaol  I  ilatBd    Edison   Co      of   Neiu 

VorV.     Inc          llSjup         52384     1B6         SIX   Ficne    30-000, 84/03/O7,  B40209O028 

6403090031    IE  Bulletin   B4-02j     "Failures   of    QE  Ti|pB   HFA  ftnlay)    in   U«e   in 
Class    IE  Safety    Sys    "    Svc    list  encl 

DEVOUHU,  R  C        Director's    Office-    Office    of    Inipection    and 
Enforcement        B4/03/12  Conso!  idated    Edison   Co      of    Neu   York.     Inc 

134pp,        SSBS3   094         24X   Fiche    30--OOO,  B4/O3/1B,  8403090031 

B402Q9QO-13    IE    Info   NotU»   84-19,     "TWO    Events    Involving    Unauthoriied 
Entries    into   PUfl   Reactor    Cavities    "    Svc     list    *ritl 
JORDAN. E  L        Division   o-F   Emergency    Preparedness    k  Engineering 
Response    CPost   B3Q103)        84/03/21  Consolidated   Edison   Co      of   New 

YarV,     Inc         123pp         22323    229         2-4X   Fiche    30-000.94/03/23^403090043 


— 940313020Y  Evaluation    of    State   of  UN  &  Shelburne   t.  Wright    Countie* 
emergency    preparedness     plan    for    B3Q223    full-scale    exercise 
<      Federal    Emergency    Management   Agency        84/03/05        63pp 
22A13    263         21X   Fiche    50>S,63,  B4/03/OS,  840313019B 

B40312006O  Ei tends    Invitation    to  attend   regional    workshop    on    fin 
protection    safe    shutdown    requirements   of    10CFR50, App    R    &    IE 
Info  Notice    84-07  on  S4Q323    In  Hosemont,  IL  Proposed    agonda 
encl    for    review 

SPEBBARD.R    L.        Division     of    Engineering         B4/03/O6         LARSON. C    E 
Northern    Btatsi   Poiaar  Co        3pp        32590  2B£>        34X 
Fiche    30~Si3.  B1/03/06,  B403130O6O 


I      Flna-ncial    Information 


B403290115  Suppl    to  Annual    Financial    Rept    19B3, con« 1  sting    of 
t    statistical     Info    W/B4O326     1  tr 

BHU3VEN,  A  O        Northern    States    Pouer  Co        83/12/31 
34X    Fich*    30-000,B3/lS/'31,84O3a90115 


33pp 


22E06    IBB 


P      Operating    license    stage    documents   &  correspondence 


B403140340   Stjmmarij   of    B31215  meeting    u/GE  ti  Mark    I    Owner i    Oroup    in 
Dethesda,  MD   re  Hark    1    containment   yetuiell-dryuel  1    vacuum 
breaker    design  methodology 

BIEOEL.B  1-         Operating    Hcactors    Branch    2        B4/02/21  Operating 

Reactor*    Branch    2        Stpp         22635    19B        24X   Fiche    30-000.  B-J/OB/21, 
84031403flO 


B") 0-209004 4    IE    Info  Notice   B4-2O.     "Bvc    Life    of   Relaus    in    aHfaty-flielatBii 
Sys   "   SVL    list    encl 

JQRDAN<E  L       Division    of   Emergency    Prepar ednel*   t<  Ergineering 
Ae$pon«e    (Post   330103)          B4SQ3/21  Consolidated    Edison    Co      of    Neui 

York,     Inc        133pp        22933  001        24X    Fiche    30-000,  B4/03/21, 8402090044 


B4031401B3   Foruiarils  SER    on    NUREG-O737,  1  tern   II    D    1    re    performance 
testing    of    BUR   relief   &    safety   valves    Item    tati sfactorl ly 
r  esalve  d 

VA83ALLO,  0    D         Operating    Reactors    Branch    S         84/O2/24         MU80LF,  D   N 
Northern   States  Power   Co         17pp        3263B  004        34X 
Fiche    30-063, B4/02/H4.  6*03140185 


DOCKET   30-263   MDNTICEU-0   NUCLEAR   GENERATING    PLANT 

F      Security    medical,     emergency    6,  Fire    protection    plans 


Advise!    that  NRC  ul  1 1    not    review    emergency   plans    to   delete 
privacy    or-   proprietary    Info   unless    specifically    requested    by 
1 icensee,  per  810709  Generic   Ltr  81-27  W/o    r eque st, ent 1 r e 
plan  will    be  placed    In  PDR 

VASSftU-O.D  B        Operating    Reactors   Branch   E        84/02/10        MU50LF. D  M 
Northern    States   Pouer   Ca         3ff         22529   329         24X 
Flche    50-263.  B4./03/IQ.B4Q30fiOO41 

B4030602B3  R?v  5   to   Emergency   Plan    Implementing   Procedure    A   2-106. 
"Activation  of   Technical    Support   Ctr    "    H/fl4030l    1 tr  &    Mat 
of    current    pages 

ERUHOiR   L    ,     SCHEINERT.R   L    ,     FEY,  F   L         Northern   States    Pouer   Co 
B4/02/2B         Bpp         £2319   5O7         24X    Fiche    50-263,  84/O2/B3,  B1030602B5. 


S4030601B5   Acfc    receipt   of   B402O7    1  tr    transmitting   Kev   14    to    security 
plan  Rev   consistent    u/provlslont    of    1OCFR30    S4(p)    d 
acc^ptab  1  t 

AX6LSOH.W  L        Region  3,    Office    of   Director        B4/O3/01         MUSOLF,  D   M 
Northern   States  Pooe-r   Co        2pp        2B5tB   339        24X 
Fiche    50-2o3,  B4/03/01  .  B-1030601B& 


B1030B033B  Forwards    "Munticello  Nuclear  Power    Plant   Slte-Bpaclflc 
Dffiita  n-aifiologicj  1    Emergency  Prepandness    Evaluation"    fc 
"HDntfcello   Huclear    Pouer    Plant   Full-Scale   Joint  Emergencij 
EiertlBB  on   830223,"    Final    rept 

KRIUH.R  W        Federal    Emergencu    Management  Agency        B4/03/O3 
Federal    Emsrj&ncy  Management   Agency        3pp         22360    127        24X 
Fiche    50-263,  34/03/05,8403090236 

—8403030342    "hontlcello  NucUar  Power  Plant   Bi  te-Speci  f  1C    OffUte 
Radiological    Emergency   Preparednesst Btate    of  MM  &  Sherburne 
d  Wright  Counties,"    regional   directors    evaluation 
•     federal   Emergency   Management    Agency        H4/01/26        32pp 
33540    130         24X   Fiche    50-263.94/03/05,8403080233 


B403130079  Forwards    "Effluent    &   Wastt    Disposal    Semiannual    ReptiJul- 
Dec    1933,"    "Off lite    Radiation    Dose    Assessment,  19B3"   b 
Rev  4    to    "Off uite   Oose    Calculation  Manual    " 

FEV.F   L        Wnrthe-rn    States    Pouer   Co        B4/03/O1  flagion   3.    Office    of 

Director         lp        22617  327         24X   Flche   SQ-263,  B4/03/O1 ,  B403130079 


—8403130103   Rev  4   to    "Offslte    Dose   Calculation   Manual    " 

*      Northern    States  Pouier   Co        B4/OS/23        12pp        22617   347 
Flche     30-263,94/03/01,8403130079 


24  X 


8403150273  Oenarlc    Ltr   84-07    to    all    llceniees    of    DWRs   re    procedural 
guidance    for    pipe   replacement    at    BWR9   Svc    list    encl 
EIBEKHUT, D   0        Division    of   Licensing        84/03/14  Commonuealth 

Edison    CD          5Opp          32623    334          24X    Flche    30-000,84/03/14.8403190279 

8403300323  Notifies    that   Class     III    fee   appropriate    for   review   of   BOOS 11 
application    to   amend   License    DPR-22  re   definition    of    term 
operab 1 e 

DIQOS.  R    M        License    Fee    Management    Branch        B4/03/19        MUSOLF,  D  W 
Northern   States   Pouer   Co         lp         22B42  319        24X   Fiene    30-263, 
H4/03/  1  3.  040330O323 

8403270049  Provides    info    to    aid    NRC    in   review   It   approval    of    alternate 
shutdown    >y>    design    (AS3D1    Draulngi    shouing    physical 
location    of    A93D   control    &   relay    panels   &  PblDs    for   RHR    & 
reactor    mater    cleanup    sij*    uill    be    provided 

HUSDLF,  0        Northern    States   Potuer   Co        B4/03/19  Office    of   NuclMr 

BeaetQT    Regulation,     Director        2pp        22769   344,       B4X 
Ficha    30-2A3,B4/03/19,  B403270049 


Inspection    reports,     IE    Dulletlns   t<   correspondence 


S4031HOI41    FoTuards    IE    ln«P    R»pt   SO-263/B4-01    on   840111-0201    No 
noncomp liance    Identified 

SHAFER.W  D         Region    3.    Office    of   Director        B4/02/23        LARSON,  C,  E 
Northern    States    Pouier  Co         23pp        22599  234        24X 
Fiche    HO-263, 84/02/23,8403120141 


—3403080244   "Monticello  Hjelear  Pouer  Plant   Full-Seels   Joint  Emergency 
Eiercite   on  630233."    final    rept 

*     Federal   Emergency   Management    Agency        84^03/05        HOpp 
22360    235        24X   Fiehe    3O-B63,  B4/0'3/O5.  B403060238 

04031301^8  Forwards    evaJwafcion    of  State   of    UN   t  Shelburne   *    Wrloht 
Counties    emergency    preparedness  plan   for    B3OBS3    full-seal* 
eii-rcls*    Identified    d"Fic  lenicies   corrected 

KRIMM'R    W       Federal    em«rg»ncij    Management  Agency        B4/03/OB 
JORDAN. E  L        Division  of    Emergency   Preparedness    &  Engineering 
Response    (Post   B30103)         7pp        2S&13  236        H4X   Flche   SO-263,  B4/O3/05, 
B403130193 


— Bfl031HO149    IE    Insp    Rept     50-263/S4-O1    on   B401H-OB01    No    noncomp 1 lanei 
or    deviations    identified   Major   areas    inspected    operational 
*af  nt'V,  LER&,  IE  bulletins   It    circulars,  preparation    for 
refue  1 1  ng>  onil te    review    cg-mmlttee   b  procedures 

EHOWN.  C    H    .     OROBE.J  A    ,     EVANS,  C   D       Rtflion  3,    Office    of    Director 
B4/03/21         Bpp        229BB    236        24X  Fich«   50-263,84/02/23,8403120141 

B4032002S7   Forwards    IE    Insp    Kept   30-363/94-02   on   B40K06-10  No 
noncompliances    identified 

PAPERfELLO,  C    J        Region    3,    Office    of   Director        B4/03/06. 
LARSON,  C    E        Northern  Btatas    Power   Co        lp        22696  342        24X 
Flche    30-263.34/03/06,8403200267 
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— Q403200291    IE   Inap   R»pt   30-263/B4-03  on   ai0206-10  No   noncompllatice 
or   deviation    Identified   Major   areas    inspected    organiiatlon 
tc  mgt   control,  and  i  ta,  advance   planning   t<   preparati  an,  tra  tning 
&   qualifications   &   exposure   control 

GRANT, W  0    ,     GREGERiL.   R         Region    3.    Office    of    Director         84/03/03 
7pp         23696   343         24X    Fichfi    3O-263, B4/03/O6,  B40320Q287 


6403300355  LEF1    B4-010-00    on    B4O217.  emergency    filtration    train    vys 
control    room  HVAC    transferred    to    tolic    chemical    emergency 
mode   Caused   by   release   of   chlorine    Into   chlorine   tank 
storage   room  H/B40316   1 tr 

IVERSrjN.O  N   ,    MUSGLF.D        Northern   States    Power    Co         B4/Q3/16         3ft 
22691    lOB        24X   Fit-he    30-263.84/03/16,8403200255 


B4G3190O64    Inform*   that    investigation   of   vendor   purchase   orders 
indicated    that    facility   received    no   fraudulent   products    sold 
by   Ray   Mil  1 er, Inc. per    IE   Bulletin   B3-O7   review 

LARfiON.  C   E        Northern   States   Power-   Co        SIX 03/1 3        DE YOUNG,  R   C 
Director's   Office,    Office    of    Inspection   and   enforcement        2pp 
33664    322         24X    Flche    SO-263,  B4/O3/12.  B403190O64 


8403220003   LER    B4-OU-OO   on    B4021B   ti   23,  crack     indications    detottet 
loop    jet   pump   D   instrument   seal   t>  on   loops   A   I:  B   of   FiHfi 
LPCI    lines   Caused   by    intergranular   stress   corrosion 
cracking    Affected    matla    replaced    U/B40319    Itr 

KELLER,  M    ,    MUSDLF,  D        Northern   States    Power    Co        84/03/1*7         3pp 
22713    343        24X   Fiche    30-263,  B4/O3/I9,  B403220Q03 


R      Periodic   operating    reports   ti   related    correspondence 

840-3030197   Monthly   operating    rept   far   Jan    1984  M/B40210   Itr 

KYRABO,  A   L    ,     MUSOLF, D         Northern    States    Power    Co         S4/OI/31         3pp 
S3440   237         24X    Flche    30-263, B4/01 /31,  0403020197 


94O3300087  Monthly   operating   rept   for   Fob    19H4   W/840306    Itr 
MYRAHO,  A   L    ,     MUSOLF, D         Northern    States    Pownr    Co         B4/O2/29 
SEB22   OE1         24X    Fiche    30-263.84/02/29,8403300007 


3pp 


DOCKET    50-264   DDW  CHEMICAL    CO 

F      Security,    medical,    emergency   &   fire   protection   plan* 


0401260161   Releases   public   version   of   request    for   2-month    eifcension 
for   completion   of   revs   to   emergency   plan 

FELTON.J  M       Division   of   Rules  and   Records        84/01/18  Document 

Management    Branch         lp         21939  337        24X   Fiche    30-261,84/01/18, 
0401260161 


B4O3130079  Forward!    "Effluent   &   Haste   Disposal   Semiannual   Rept,Jul- 
ttme    1983i  "    "Offsite   Radiation   Dose   Assessment,  19B3"   t, 
Rav  4   to   "Offsite   Dose   Calculation   Manuel    " 

FEY.F  L        Northern   State*   Ponier  Co        84/03/01  Region   3,    Office   of 

Director        lp        22617   3S7        24X  Fiche   30-263,84/03/01,8403130079 

— 6403130007   "Effluent   fc  Waste   Disposal   Semiannual   Rept,  Jul-D»c    1983   " 
»     Northern  States   Power   Co        83/12/31         ISpp        22617   32B,      24X 
Fiche    30-263.84/03/01,0403130079 

— BJ403130096    "Offsit*   Radiation   Dose    Assessment,  1983    " 

»     Northern   State*   Power   Co        83/12/31        4pp        22617   343        E4X 
Fiehe    30-263,84/03/01,8403130079 

— 8,403130103  Rev  4   to    "Offsite   Dose   Calculation   Manual    " 

»     Northern   States   Power   Co        84/02/23        I2pp        22617  347       24* 
Flche   30-263,84/03/01,8403130079 

S      Reportable   occurrences,    LERs   &  related    correspondence 

8403010316  LER   04-006-00   on   8401 19,  reactor   bldg    isolation   fa    initiation 
of   »tandby   gas    treatment    occurred   when   radiation   chech 
Source   brought   too   close    to   refuel    floor    spent    fuel   pool 
monitor   Area   radiation  monitor   relocated   U/B40SB4   Itr 
MILLER. M  L   ,    MUSOLF, D        Northern   States   Power   Co        84/02/24        3pp 
32432.098        24X  Flche   30-363,84/02/24,8403010316 

B4Q3000233  PNO-II I-B4-017A   several    cracks   discovered    In   stainless   steel 
piping    section*    In   LPCI    sys   &    jet   pump    Instrument   seal 
Stainless   steel    sections    &   jet   pump    instrument   seal    lines 
will   be   replaced 

DEFAVETTE.R   ,    CHRI8SOTIMOB,  N   ,    SHAFEfi,  W        Region   3.    Office    of 
Oirector.      84/03/01         lp        32560    129,       24X   Flche   30-263,  G4/03/01, 
9403000233 

B4Q312008B  tER   84-007-00   on   840206.  reactor   rec ircolatlon   motor 
generator   tit    drive   motor    breaker    failed    to   open   remotelg 
Caused    by   binding    of   rollers   Rollers   cleaned   &   repacked 
u/vendop   approved    lubricant   M/840306   Itr 

PUDLICK.L  .    MUSOLF,  D        Northern  8t*te»   Pouir   Co        84/Q3/03        3pp, 
33SSB.  243        24X  Ftehe-  30-263,  84/03/09,  B4031200B8, 

S4031S0033  LER   B4-000-00. on   B4O207,  operating    recirculatlon    pump    (PI 
vhutdoun   ft  associated    pump    set   generator    field    breaker   did 
not   trip   Caused   by    faulty    field   breaker   Maint    frequency 
Increased   !•   all    bearings   t   rollers    cleaned   H/640307   Itr 
KELLER,  M   ,    MUSOLF.  D        Northern  States   Pouier   Co        84/03/06,       4pp 
32305  223        24 X   Flche   30-363, S4/03/06, 0403120033 

8403130365  LER   84-009-00   on   840207,  EFT   sys    (control   room   HVAC) 
transferred    to   emergency   mode   due    to   toxic    chemical   detector 
tape   break   Caused   by    sxcetslve   friction   between   optics    block 
b    tape   Spring    tension   reduced   &  block   replaced   M/84030B    Itr 
HAMMER,  M  F   ,    MUSOLF, D        Northtrn   States   Power   Co        84/03/OB        3pp 
33616  270        24X  Flche;  30-263.  84/03/08,  8403130365 

8403130423  PND-I I I-B4-017B   on   040308, during   visual    insp, four   J  nonles 
an   feeduater   spargers   of   reactor   vessel    found    cracVed 
Derision   on   repair   &   replacement   pending   more   detailed    iiam 
State   of  NN  notified 

DEFAYETTE.R   ,    WALKER,  R   ,    SHAFER,  W        Region   3,    Office   of   Director 
S4/03/OB         lp         22613   090         24X   Flche    50-263.84/03/03,8403130423 


— 8401260167  Submits   public    Version   of   request    For   2-month    extension   for 
completion   of   revs   to   emergency   plan   from   940103-0302 
Eitenslon   period   mill    be   used   to   modify   plan   per   final 
ANSI    15    11    (19B2)    ltd 

KOCHER.C   M        Dou   Chemical    Co        83/12/23         THOMAS.  C   0 
Standardization   It  Special    Projects  Branch         lp        21939   356        SAX 
Flche    50-264, B4/OI/IB,  B401260161 


8403030012  Forwards   revised    emergency   plan 

KDCHER.C    U        DOLI  Chemical    Co         04/03/01         THOMAS.  C    O 
Btandardiiation  (-  Special    Projects   Branch        lp        SS490   O77. 
Flche    30-264, B4/Q3/01,  B4Q3050012 


— B403030013  Revised    emergency   plan 

»     DDUI  Chemical   Co        84/02/23       33pp 
Flcha    30-264,04/03/01,8403030012 


22490   078         34 X 


DOCKET   30-263   QUAD  CITIES   BTATIBN.    UNIT  2 

F     Security,    medical,    emergency   &  fire   protection   plane 


8403090294   Public   version   of   revised   emergency   plan    implementing 
procedures,  inc lud Ing   Procedures   QEP    110-0  re    station 
director   I.  QEP    110-2   re   acting   station   directory    (shift 
enginHBr)   W/JM  Felton   release  memo 

KOVAK.T  J   ,    T1ETZ.O   ,    OERNER,  L       Commonwealth   Ed  1 1  an  Co         93/11/03 
43pp         22392   017         24X   Fiche    30-234,  83/1 1/03,  B403090294 

B403060063  Advises   that   NRC   will   not   review  emergency   plans    to   delete 
privacy   or   proprietary    info   unless   specifically   requested    by 
licensee,  per   810709  Generic   Ltr  81-27  W/o   mquest,  entire 
plan   will    be   placed    in  PDR 

vASSALLO,  D  D        Operating   Reactors   Branch   2        B4/02/10        FARRftR,  D  L 
Commonwealth   Edison  Co,       Epp        22320  303       24X   Fiche  30-234,84/02/1.0. 
8403060063 

8403130135  Advisei   that   state   t.   local   plans   &   preparedness    for 
radiological   emergencies   adequate  Approval   conditionil    on 
FEMA  verification   of   adequacy   of   alerting   t-   notification 
SUB, pur   App   3  of  Rev   1    to   NUREQ-0694/KEMA-REP-l 
SPECK, 8   H       Federal   Emergency   Management  Agency        B4/03/03 
DIRCK8,U  0       Office   of   the   Eiecutivc  Director    for   Operations        2pp 
22608  229       24X  Fiche   90-234,04/03/02.0403130133, 

0403120149  Notifies   of   040323   regional   workshop    in  Roiemoiit,  JL  in/all 
Region    III    licensees    to   ditcuss   fire   protection   safe 
shutdown   requirements   Workshop  will    provide    addl   guidance    re 
IQCFRSO.App   R   requirement*   Agenda   encl 

SPE88ARD,R  L,      Division   of  Emergency  Preparedness   ti  Operational 
Support        04/03/06        REED, C        Commonwealth   Edison   Co        3pp 
22386    182       24X  Fiche   30-234, B4/03/06,  B403120149 

P      Operating    license   stage   documents   &  correspondence 

9403030337   Forward*   order   confirming   utll    commitment    re    inter  granular 
stress    corrosion   cracking    Insp   b  repair  Order   being   filed 
u/Ofc    of   FR   for   publication   Safety   evaluation   also    encl 
VABSALLO.D  B       Operating   Reactors   Branch   2        34/02/13        FAfiRAR, D  L 
Commonwealth   Edison   Co        Spp        22301   344        24  X   Fiche   30-261,  84/O2/  1  5, 
8403030337 
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— 8403050341   Order   conf  irmi  ng    util    commitment    re    i  ntergranuj  ar-    stress 
corrosion    trading    insp    b   repair   RC5    leakage   will    be    limited 
to    E    gpm    increase    In    unidentified     leakage    within    any    24    ft 
period 

EISEKHUT.B   0         Division    of    Licensing          84/O2/I3  Commnmuealth 

Edison   Co         fapp.        32301     346         24X   Fiche    SQ-26S,  S4/O2/15.  B4O303Q337 

— 9403030343  Safety    evaluation    re    Intergranul ar    stress    corrosion 
cracking    Insp   EC  mod    plans   nutt    be    submitted    to  NRC   at    least 
3  months   jrtor    to    start    of    ntit   refueling    outage 
*      Office    of  Nucliar   Reactor   Regulation.    Director        84/O2/1B 
llpp         22501    35H         24X    Fich«    30-265,84/03/13,0403050337 

8^03060-039  Forwards    safatu,    evaluation   re    util    response    to   B3O704 
Intergratiular    atress   corrosion    cracking    into    order 
confirming    ihutdoun    to    inspect    reclrculat  lamRHR,  core    ipray 
Sr  reactor  water  cleanup    sij*   Required    actions    satisfactory 
DENTDN,  H  R        Office    of   Nuclear   Reactor   Regulation,     Director 
B4/02/13         FARRARj D   L         Commonwealth    Edison    Co          Spp         23338   333 
24X   Flche   SO-2U5.  B4/02/ 1  5.  S4030&0051? 


— B4Q3030345  Safety    evaluation   re    intergranular    stress   corrosion 
cracking    tnap  k  mod    plan*   must    be    submitted    to  NRC   at    least 
3  months    prior    to    start   -of   next    refueling    outage 
*     Office    of  Nuclear   Reactor  Regulation,    Director        B 4/02/1 5 
llpp         22501    332         24X    Fiche    30-265.84/02/15,0403030337 

B403Q60059   Forwards    safety    evaluation    re    util    response    to    B30904 
1 ntergranu lar    stress    corrosion   cracking    imp    order 
confirming    shutdown    to    inspect  recirculation,  RHR,  core    spray 
ti    reactor    uater   cleanup    sys   Required   actions    satisfactory 
DENTON.H  R        Office    of   Nuclear  Reactor   Regulation,    Director 
64/02/15        FARRAR.D   L        Commonweal  th   Edison   Co        2pp        22528  223 
34X   Fiche    30-263,  B4/O2/ 13,  B40306O039 

B4O3120134    Forwards    IE    Insp    Repts    30-237/34-01.30-249/64-01, 
50-394/8-1-01,50-263/84-01,50-293/04-01    b    30-304/84-01    on 
B 40203- 14    No  nnncomp 1  lane e    Identified 

5HAFER.W  D       Region    3,    Office    of    Director        84/O2/23        REED- C 
Commonwealth   Edison   Co        Spp        2239O  090        24 X   Flche   30-000,84/02/23, 
B403120134 


B40314034O  Suitinarg   of    931913  meeting    u/GE  &   Hark    I    Dinners    Group    in 
Delhenita.  MD    re   Mark     [    containment    uietuell-d  ryue  1 1    vacuum 
breaker    design  methodology 

SIEGEL, 8    L         Operating    Reactors    Branch    2         84/02/21  Operating 

Reactors    Branch    8-        3lpp          2E633    IVO         24X    FUh»    50-000,84/02/21, 
9403140340 


— 8403120137    IE    Inip    Reptfi    SO-237/B4-Q1,  30-249/B4-01,  SO-aS4/H4-01. 
50-263/04-01, 3O-293/B4-01    (,    50-304/84-01    on    B40203-14    No 
nonconp 1  lance  or   deviations    Identified   Major   aria* 
Inspected   allegations    of    improper    operation 
CHRIBBDTIHOs,  N   ,    HAUK.ER.  R    D        Region   3,    Office    of  Director 
84/02/21         4pp         22590   092         BIX    Fiche    30-000,  B4/02/23,  B403I20134 


B4O3130-iu2  EiibmitE    Info   r«    Cycle    7   ihutdouin    margin    demonstra  tlon,  per 
940224   request  Reloaded    care    In  compliance    u/Tec!i   Specs    & 
startup    allowed    tn    proceed 

RYDAK, B         Cammonuealth    Ediion    Co         64/02/27         DENTONj H   R         Office    of 
Nuclear   Reactor  Regulation,     Director         IS  ft         33t>Q2  ESS        24X 
Flch»    50-245,  B1/OS/27.  84O3130102 


84O30S0003  Submits    brief    outline   of    regulatory    improvement    program 
Program    implement*    basic    changes    in    practices   !<   structure    of 
•operation   Summary    of    corrective   actions    taken    in  response    to 
control   rod    Insertion   error    end 

THOMAB, H        Commonwealth    Edison  Co        84/02/34        KEPPLER,  J  0        Region 
3,     dffic*    of   Director          llpp         2249O   226         24X    Ftche,  30-254, H4/03/24, 
B40303000Z 


&4O305O1L?  Foruards    supplemental    response    tn    Generic    Ltr    83-28i 
"Required  Actions    Based    o-n   Oeneric    Implications    of   Bilem 
ATMS   Events    " 

BARNES,  P   L         Commonuealth    Edison    Co         B4/Q2/2?.        DENT  ON,  H    1 
of  Nuclear    Reactor   Regulation,    Director        3t*pp.       22-163  084 
Ficha    SO-O 


Office 
BIX 


3403-130353  Documente    pres-mt   resolution  of   EER    open    It^ms   & 

def  ic  lane  1  es   noted    In  Franklin  Research    Ctr-  technical 

evaluation    rapt  re    environ    qualification   of  sa  f  etij-r*  lated 
electrical    equipment 

fiYDAK,  B         Comnonutalth   Edison    Co         64/03/29  DENTON,  H   R          Office    of 

Nuclear    Reactor   Regulation,     Director         40.PP  23617   OHO          34X 
Fiche    30-254,  B4/OS/29.  B4O31303S3 


Q4O3030043    Fnruards   Rev  0   to    "Corporate  Regulatory   Performance 
Improvement   Plan    "    Plan   designed    to    heighten   employee 
auaranen    b   strengthen    corporate    abilltg    to    imprav* 
regulator!;   performance 
THOMAS,  B        Commonwealth    Edison  Co        B4/02/24        HEPPLER,  J   0        Region 

3,    Office    nf  Director        3p p         22490    139        24X   Fiche   80-000, 84/02/24. 

8403030043 

— B403Q3004k  Rev  0   to    "Corporate   Regulatory   Performance    Improvement 
Plan    " 

»      Cnmrnonuealth.   Edison   Co        84/02/29        22pp        22490    143        24X 
Flcho    SO-000,  B4/OH/24,  64030500-43 


9403130400  Forwards    3402JO    responses    to  GeneMc    Ltr   03-33   clarifying 
THI    Item    11    K  3  31    Util    concun  u/NRC   position    Item  should 
be    closed 

RVBAK.B         Comraonuealth    EfllBOn    Co         B4/O3/oa         EISENHUT,  D   Q          Division 
of   Llcensin,}         Spp         32613    143         24*    Flche    30-OOO,  Bfl/03/02, 
8403130400 


B401190072    1C   iTifo   Notice  B4-13,     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuits   fr  Annunciation    "   Bvc    list 
encl 

JORDAN, E    L       Division   of   Emergency   Preparedness    ti   Englnaertng 
Response    (Post   Q301O3)         Q4/05/2Q  Consolidated    Edison    Co      of   Neui 

Ifork,     Inr         115pp        23709    237        S4X    Fiche    30-000,84/02/20,8401190072 


B403I30273  Generic   Ltr  84-0-7    t«    all    licensees    of   BWRs  ve    procedural 
guidance    far   pipe    replacement    at   DHRs    Svc    list    encl 
EISENHUT.Jf  C        Division   of   Licencing        84/03/14  Commonwealth 

Ediaan  Co        30pp        32823    3S4        24X   Fiche    SO-OOO, H4/O3/ 14,  B4O3130273 

34O327O130  Application   for    amend    to  Llcimse    DPR-H3, changing    Tech   Specs 
to    eitend    certain  MAPLHGR    curves    to    4O,  OOO   MWd/ST 

RVBAK,  S         Commonwealth    Edison   Co         B4fQ3/lt         BENTON,  H    R          Office    of 
Nuclear   Reactor  Regulation..     Director        2op         22774    IB?        24X 
FlcJie    30-000,34/03/19.8403370130 

— 8403370130   Errata   &   Addenda   Sheet   9. replacing   Page   4-14    to    "LCCA 
Analysis    Rept   for    Dresden   Units   2  A   3  &  Ouad   Cities    1    &    2 

Nuclear  Power  Stations    " 

»      Oeneral    Electric    Co         NEDO-34I4AA   ERR    O9         83X01/31          Spp 

22774,135        24K  Fiche    50-OOO.S4/O3/ I ?,  0403270130 

O      Inspection   reports.     IE  Bulletins    &   correspondence 

3403030-337  Forwards   order   confirming    util    cammllrnBnt   re    interjranular 
stress    corrosion  cracking    insp   &   repair    Order    being    filed 
u/Ofc    of  FR    for  publication   Safety    evaluation   also    ent  1 
VAS8iftU-a.D    D         Operating    Reactor)    Branch    2         84/02/13         FARRAR.  D   L 
CommoiujealU    Edison   Co        2pp        32501   344        H4X  Fiche   SO-36&,  84/02/13. 
B403050337 


B4O3030073    ForuiardB    addendum    to     IE     Insp    Repts    30-234/83-31    I" 
5O-263/B3-19.  comparing    beta   analyses   of    liquid    sample    split 
tr    grots    beta    retults    of    spiked    liquid    sample    Info  will    close 
Open    Items   30-334/83-31-03  d    30-263/83-19-01 

PAPERIELLD.C   J        Region  3,     Office    of   Director        B4/02/39        REED,  C 
Commonwealth    Edison    CD         Ip         23470   014        24X   Fich*   50-234,84/02/29, 
B403030072 

— B403030074  Addendum    to    IE    In«p   Rept*   3O-234/B3-81    t,  30-263/83-19   re 
comparative    beta    anakysit    reiults    of    liquid    sample    split    Ic 
gross    bota   results    oP    spiked    liquid    sample 

»      Rasion  3,    Office   of   Director        04/02/29         Ip,       22490   013        24X 
Fiche    30-234,84/02/39,8403030073 

8403190207    Forward*    IE    Insp    Repts    BO-254/83-S4  h   30-S63/B3-23   on 
830804-840209   No    noneomp 1  lane e    identified 

UITTLE.W   B        Region    3,    Office    of    Director        84/03/01,       REED.C 
Commonwealth   EdUon    Co        Bpp         32671    072        24X   Flche   30-234,84/03/01, 
B4031 90207 

— 9403190508   1C   Imp    Repts    30-234/03-24  b   30-263/83-23   on    B30Q04-840202 
No   none ompl iance    or   deviations    Identified    Major    areas 
inspected    review   of    Iniervlce    Insp, reactor   uiater    cleanup    sys 
piping,  IE  bulletins   &  LERf 

CILIMBERO.fi    L    '     DANIEL30N,  D   H    ,     WARD,  H    D         Region   3,     Office    of 
Director        84/O3/O1         36pp         22671    074        24X   Flche,  50-234, 84X03/01, 
8403190207 


— 9403030341   Order  confirming    utll    commitment    re    Intergranular    stress 
corrosion    cracking    Imp    d   repair   RC9    leakage   will    ae    limited 
to   B   gpm    Increaii    in   unidentified    leakage    uithln   any    24    Ji 
periocT 

E1SEHHUT,  D   8,       Division    of   Licensing         B4/O2/13  C  ommo-niuealth 

Edison   Co        epp         32301    346,       34X  Fi  c  he-  SO-265.  B4/OH/13,  8403050337 


8402090007    IE    Info   Notice   B4-14,     "Highlights    of   Recent  Transport 
Regulatory   Revs    by    DDT   b  NRC    "   Bvc    list    encl 

QRACEiJ  H        D'ivl'slon   of   QAi     Safeguards   fc    Inspection  Program*    (Post 
03010)3)         B4/03/O2  Consolldatid    Edison    Co      of   Ntu   York,     Inc 

130pp          22332   339         34X    FichV    50-000,  04/03/03,  B402090007 


DOCKETED  ITEMS 


61 


B402090OOB    IE    Info   Notice    B4-16,     "Failure    of    Automatic   Sprinkler    Sys 
Valve*    to  Operate    "    Bvc    list    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    (<   Engineering 
Response    (Post    B30103)         B4/O3/02  Consolidated    Edison    Co      of  New 

York,     Inc          122pp          23333    O9B         24X    Fiche    3O-OOO, 81/03/02. B4Oa090QOB 

B402090009    IE    Info    Notice    Bfl-13.     "Reporting    of    Radiological    Releases 
Svc    Hot    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    &   Engineering 
Response     (Post    B3D103)          H4/03/02  Consolidated    Edison    Co       Of   Neui 

7ork,     Inc          H9pp          32333    317         24X    Ficho    50-000,84/03/02,8402090009 

6403090011    IE    Info   Notice   84-17,     "Problems    W/Liquld    Nitrogen    Cooling 
Components    Belou  Nil    Ductility   Temp    "    Bvc    list    encl 
JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   630103)         94/03/03  Consolidated    Edison    Co      of   Nem 

York.     Inc         117pp         223S3   336        24X   Flche    SO-000,  B4/03/09,  B40209001 1 

B402090024    IE    Info  Notice   84-09, Rev    li     "Lessons    Loarned    From    Insps   of 
Fire   Protection   Safe   Shutdown   Sys    "    Bvc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    b   Engineering 
Response    (Post   830103)         B4/03/07  Consolidated    Edison    Co      of  N«u 

York,     Inc          UBpp          22633    049,        24X    Flche    3Q-OOO,  84/O3/07,  8402090024 

B4QE090028    IE    Info  Notice   84-10,     "Stress    Corrosion   Cracking    in  PWR 
Syi    "   Svc    Hit    end 

JORDAN,  E  L        Division   of    Emergency    Preparedness    (c  Engineering 
Response    (Post    B30103)         B4/03/Q7  Consolidated    Edison    Co      of  New 

York,     Inc         118pp         223B4    186        24X    Flche    SO-OOD, B4/03/07, B40209002B 

5402090031    IE   Bulletin   84-02,     "Failure*    of   GE   Type   HFf  Relays    in   Die    in 
Class    IE  Safety    Sgs    "    Svc    Hit   encl 

DEYOUNQ.R  C        Director's    Office,    Offico    of    Inspection    and 
Enforcement        84/03/12  Consolidated    Edison    Co      of   Neu   York,     Inc 

134pp        22823  094        24X   FUhe    30-000,84/03/12,8402090031 

S4O32300BB  Act    receipt    of    regulatory    performance    improvement    plan 
Periodic    maetlngs    requested    to   discuss    progress    on    program 
&    provide    feedback 

KEPPLER.J  0        Regions,    Office   of   Director         B4/03/20        THOMAS,  B 
Comma nun* 1th    Edison    Co          Ip          22730    161          24 X    Flche    3O-000,  B4/O3/20, 
S4032300BB 


3403060113  forwards   Rev    1    to    "Effluent  t,  Waste   Disposal    Semiannual    Rept 
Jul-Dec     19B2    "    Errata    for    "Liquid    Alpha   Rad inat tivi ty,  Jan- 
Jul    19B3"    Si    "Solid    Radwaste   Summary,  Jul-Dec    1963,"   also 
encl 

KALIVIANAKIB, N         CommanuiBal  th    Edison   Co         84/02/07        KEPPLER.J   Q 
Region    3,     Office    of    Director         Ip         223 la   232         24X 
Fichu    50-254,  84/02/07,8403060113 

— S403060117   Rev    1    Co    "Effluent   b  Uaste   Disposal    Semiannual    Rept   Jul-Dec 
19S2    " 

*      Commonuealth    Edison    Co         B3/03/31         7pp         22318   333         24X 
Fiche    90-234,84/02/07.8403060113 

— 84O306O121    Errata    for    "Liquid    Alpha   Radioactivity   Jan-June    1983  " 
«      Commonuealth    Edlion    Co         B3/D6/3O         Ip         2231B   2iO         24X 
Fiche    50-234,  84/03/07,  B40306O113 


— B403060I27    "Bnlid    Raduiaste  Summary,  Jill-Dec    1983    " 

*      Commonwealth    Edison   Co        B3/12/31        6pp        22318  261 
Fiche    30-234, B4/OS/07,  84030601 13 


B4031303B2  Monthly   operating    repts    for  Fob    19B4  W/B4030B    1 tr 
NISAK-A   ,    KAUIVIANAKI5,  N        Commonwealth   Edison   Co       84/02/39 
22616    295         24X    Fichu    30-294,84/02/29.8403130382 


24pp 


B403150019  Listing    of   changes, tests    b   eiperlments    completed    during 
Fob    1*784   Summary    of   safety    evaluation  reported    per 
tOCFRSO    39    encl    H/B4Q3QB    t tr 

KALIVIANAKIS.N        Commonwealth   Edison  Co        B4/02/29       CABEi  E  0 
Office    of   Nuclear   Reactor    Regulation,    Director        3pp        22644  360 
24X    Fiche    50-234.  B4/02/29, B403150019 


S      Reportable   occurrences.     LERs   &  related    correspondence 


B403120107  Revised   LER   B3-020/01T-3   nn  831027,11   uelds    Identified   as 
having    cracfc    indications    Caused    by    intergranular    stress 
corrosion   cracking   Repair    employed   uield    overlay    or 
induction   heat    stress    Improvement   U/S40221    Itr 
CLARK,  D    ,    KALIVIANAHIB.  N        Commonuieal  th   Edison  Co       B4/02/2J 
KEPPLER.J         Region    3,     Officr    of    Director         7pp         225SB    172         34X 
Flche    50-265- B4/02/21.  8403120107 


— B403B30107  Foruardi    corporate    regulatory    performance    improvement   plan 
THOMAS,  B        Commoniuealth    Edison   Co        84/OH/24        KEPPLER,  J   0        Region 
3,    Office    of   Director         3pp        22730    162        24X   Flche    30-000, 
B4/03/20,  B4032300BB 

"-B403E30126  Rav  O   to    "Corporate   Regulatory    Performance    Improvement   Plan 
For   Dresden, Quad    Cities, Zion   b  LaSalle   Operating    Nuclear 
Stations   b  Byron    &   Braidwood    Project   Operating 
Organ! lations   " 

»      Commonuealth    Edison    Co        84/02/29        22Pp         22730    163        24X 
Fiche.    80-000,  84/03/20.  B4032300S8 

B40326Q19&  Foruiardi    responses    to    IE   Bulletin   83-07,     "Apparently 
Fraudulent   Products    Bold    by    Ray   Miller, Inc    "    Quad    Cities 
supplied    lu/plplng    matt*    from  Ray    Miller,  Inc    during    const 
Evaluation   encl    Concerns    of    IE  Bulletin   83-06   satisfied 
SARNES.P  L        Commonwealth    Edison   Co        B4/03/20        KEPPLER, J   0        Region 
3,     Office    of   Director,       19pp        22736    185        24X   Flche    30-000,84/03/20, 
8403260196 

B4O2090043    IE    Info   Notice    84-19,     "Tuio   Events    Involving   Unauthorized 
Entries    into  PWR   Reactor    Cavities    "    Sve    list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    fc  Engin"«rina 
Response   (Post  830103)        B4/03/21  Consolidated   Edison   Co     of  NBUI 

Vork,     Inc         123pp         22823   229        24X    Flche    30-000, 84/03/21 , B402090043 

9403090044    IE    Info  Notice   84-20,     "Bvc    Life    of    Relays    In   Safety-Related 
Sg«    "    Bvc    list    encl 

JORDAN,  E,  L,       Division    of    Emeroency    Preparedness    8.   Engineering 
Raiponse    (Post   830103)         94/03/21  Consolidated    Edison   Co      of  Neu 

York,     Inc         133pp.       22933   001,       24X   Fiche' 30-000i  B4/03/21,  8402090044 

R      Periodic    operating    reports    tt   related    correspondence 


B403Q702S6  Follomup   Part   21    rept   re    defective   mechanical    snubber 
capstan    springs    supplied    by    Pacific   Scientific    Affected 
utlls    listed   Purchasers    have    been   notified    b  advised    to   work 
directly   w/Paciftc    Scientific    in    disposition 

HQVI.L        NPS    Industries,     Inc        B4/02/24        DEVOUNG.  R  C        Director's 
Office,    Office    of    Inspection   and   Enforcement        2pp        22336    B79        24X 
Ficha    SO-000,  84/02/24,  8403070256 

84030B0011    Forwards   response    to  Commissioner    Qillniky   request    for    info 
on    frequency    of   personnel    errors    at    selected    operating 
plants    Summary    of    tabulated    events    re    operator    errors, 
personnel    errors   or    procedural    errors    provided    for   CY&3 
DIRCKSiW  J        Office   of    the   Eiecutive  Director    for  Operations 
B4/02/24         PALLADINO.     OILINBKY.     ROBERTS      Commlss  loneri          17pp 
22384    142         24X    Fiche    SO-000. 84/02/24,  8403080011 

8403200106  Revised   LER  83-021/01T-S   on  831028, ul trasonic    enams    of    large 
bore    stainless    steel    pipe   melds    identified    11    unlds  u/crack 
indications    Caused    by    intergranular    stress    corrosion 
cracking    Weld    overlay    performed   U/B4023B    Itr 

CLARK, D   ,    KALIVIANAKIS.N        Commonwealth   Cdison   Co        84/02/28 
KEPPLER,J        Region   3,    Office    of  Director        7pp        22633   3iB        34X 
Fi che- SO-263.B4/02/BB,  8403200106 

8403160027   LER   84-003-00   on   840211. main    feed    breaker    to    4BO-volt 
essential    svc    bus   29   tripped    Caused    by    overcurrent 
condition    through    crosstie   Loads    limited   W/B4030B    Itr 
CLARK, D  0   ,    KALIVIANAKIB,  N        Commonwealth   Edison  Co        B4/03/OH        3pp 
22633    169        24X  Flche   50-263,84/03/08,8403160027 

84032001BB  LER   84-004-00  on    B40215,  full    scram  received  while    reactor 
shut   down  Caused   oy    faulty    I  OX  closure    limit    switch   on   MBW 
AO  2-203-2A  Limit   switch    replaced   W/940313    Itr 

KALIVIANAKIS.N        Commonwealth    Edison  Co        84/03/13       2pp         23699  284 
24X   Fiche    50-263,84/03/13,0403200168 


B403OB0197    "Rept    of   Occupational    Personnil    Radiation    Doses.  1983    " 
M/840227    Itr 

BCOTTiJ  S        Commonuealth    Edison  Co        83/12/31         t3pp,       22059  099 
Z4X  Fiche    30-000.83/12/31,8403030197 

84G322Q120  Annual  uliole  body  external  exposure*  for  1983  W/B40316  Itr 
RYBAK,B  Commonuealth  Edison  Co  83/12/31  7pp  22716  007  24K 
Flch*'  30-000,  83/1 2/31 .  B4O3220 1 20 


DOCKET   30-266  POINT  HEACH  NUCLEAR  PLANT,    UNIT    1 

F      Security,    medical,     emergency    &   fire   protection    plans 

B4 030 3020 8  Advise*    that  NRC    mill    not    revieu  emergency    plans    to   delete 
privacy    or    proprietary    Info    unless    specifically    requested    by 

licensee, per   B10709  Generic    Ltr   Bl-27  W/o  request, entire 
plan  mill    be    placvd    in   PDfi 

MILLER, J  fi        Operating    Reactors   Branch    3  84/02/16        FAY,  C  W 

Wisconsin  Electric    Power    Co        2pp        22328  132        24X 
Fiche    30-266, B4/02/16,  B403030208 


DOCKETED  ITEMS 


1O31S0043    Notifies    &F    34Q323   workshop    on    fire    protoction    safe 
shutdown    requirements    of     10CFR3O,App    R    In    Rdiemont.  IL    to 
discuss    IE    Info   Notice    34-D9    fc   provide    attl     shutdown 
analyses    ti/or   mud    guidance   Agenda    end 

SPESSftRD.R   L        Division    of   Emergency    Preparedness   Si  Operational 
Support        84/03/06         BURSTE1H.B        Wisconsin   Electric    Power    Co        3pp 
23370  294        24X  Flche    50-566,54/03/06,6103130045 


B4Q3070235   Application    for     amend    to    Licenses    DPR-24    ft   DPR-S7    Amend 
Incorporates   changes    to    Tech    Bp«-cn    re   accident   monitoring 
Instrumentation    to   be    installed    per  NUREO-O^q?  requirement 
FAY.C   H        Wisconsin  Electric    Pauier   Co        £34/03/29        DENTDNi  H.  R 
Office    of  Nuclear    Reactor    Regulation.    Director        MILLER- -J    FL 
Operating    Reactors   Branch    5         4pp         22 336.  179.       21 X 
Fictia    SO-2661B4/O2/29,  B4Q3Q70233 


103160080  Submits    addl    info   on   Generic   Ltr    B2-33   schedule    requirements 
for   amsraency    riaponse    capa-b  1  liti«i    Vendor    of    neiii   computer 
si/s   requested    1-yr    delay    to    June    1799   for    del  ivory,  of  feet  1  ng 
scheduler   commitment*    made    to  hRC 

FAVjC    U         Wisconsin    Electric    Power    CD         H4/03/OB         DENTQN,  H   H 
flffics    of   Nucltar  He  at  tor   Regulation,    Director         4pp        82432  327 
24X   Flche    50-266.  B4/03/OB, 6403160090 

403220093  Act    receipt    oF   B40306    Itr    informing    NRC    nt    corrective 
action*    re   deviation    fram    commitment  t    resolution    of   revised 
emergency    plan   BER    clarification    it  em*    no  ted    in    IE    Imp 
ReptS    50-2i4/aa-23    t,    50-301/03-23 

PAPERIELLO.C    J        Region    3,     OFflca    of    Director         B4/CG/19 
BURSTEIN.S        Wisconsin  Electric   Power  Co         Ip         £5716  354        24X 
Flchfl    3D-B46,  84/03/17,  8403320093 

-9403220099  Responds    to   NRC    B40EO2    Itr    Forwarding    revised    emergency    plan 
EER    t  request   for    clarification   of    lifted    1  tows    t,   deviation 
from   commitment   Corrective    action*   Procedure    EP    5  0, 
"Organ!  latlonal    Control    oF   Emer-aBntlesi  "    revised 
FAV.C   14        HUconsin  Electric    Power  Co        84/03/06        KEPPLER.J  0   . 
PAFEBIELLO.C   J        Region    3.     Office    of    Director        <7pp         23716  333 
34X    FitJie    5Q-26i,  B4/03/19,  B4Q32200-93 


correspondence 


—  BAO3070337   Proposed    Toch    Specs    Incorporating    changes    TB    «ccident 
monitoring    Instrumentation    to    be    installed    per   NUREQ-0737 


*      MLsconiln    Electric    Pouar-    Co          B4/02/2? 
Ticho    50-266,  a4/03/2f  .  B4O3O702B5 


lOpp 


22336;  1B3 


3402230137   Order   e»tendin9    time    until    84Q22B   for   Commission   to   act    bo 
review  Director  'i    Decision  DD-B3-14 

CHILR.S    J        Office    of    the   Secretary    of    the    Commission        B4/02/21 
Commissioners        Ip         33337   36?        24X   FUhe    30-000,54/02/51, 
9402330157 

3403010338  Order    eitending    tine    until    940305-   For   Commission    to   act    to 
review   Director's    Dcciiion  DD-S3-14    C,  831O37   decision 
denying    request    op   Environ  Pol  (eg    Inst 

CHILK.B   J        Office    cf    the   Secretary    oF    the    Coramissiun        B1/02/EB 
Commissioners         Ip          SSH3H    210         SAX   Flche     30-000,04/02/26, 


B4O30700-6-9    Informs    that   Camml  *  1  1  an   unanimautlg    declined    to   review 
Director's    Decision    DH~a3-14    Time    provided1    b<j    NRC 
regulations   within   uihlchi   Comnl  sslon   may   act    to    revieu 
aiplrad    Detliton   became    final    agenci)    action   on    B  1030  3 
CHILk,  3   J       Office    of    the   Secretary    oF    the   Commission        64/03/09 
CELEDREZZC.A   J       Ohio,    State    of        Spp        23573    350        24X 
Fichu    SO-000.  04/03/00,  9403090069 

6403  090  07  4    InfDrma   that    Commi  s  >  I  on   unanimouily    declined    to   revieu 
Director's  Decision    DD-83-14    Time    providstf    by    MHC 
regulations   within    ujhUh    Cojumi  *iion    mag    act    to    revieu 
expired    Decision  became    final    agency    action    on    S40303 
CHILK.  3   J       Offlco    of    the   Secretary    oF    th»    Commission        84/O3/OB 
MILLAR,  F         Environmental    Policy    Institute  lj>          22973    272         E1X 

Flcho    30-000,84/03/00,3103090074 

9403090113    Informs   of    Commission   decision    nob    to    revieu  Director'* 
Decision  DD-83-14   Time    For   Commission    to    act    eiplred    on 
B40305   W/0    CUE] 

CHILK,  9  J       Omen    of    the   Secretary    of    the   CummUtlon        B4/O3/OS 
REfiNIHQFr-M        Sierra  Club         1  V        22376  O77        H4X 
Flcho    30-OOO.a4./03/OB,B403090ll3 

P      Operating    license    itag^    dotumenti    (<   correspondence 

B4O32700Q2  Final    response    to   FOIA  niiuest    for    four    citagDrlaa    of 
do-cumBnt*.  tests,  studies   &  analyse*    referencing    or    pertaining 
to  NUREG-OIOX     "BTB    For   DJ.U  PWR    "    App   A    document*    tncl 
FELTON,  J  M        Division   of  Rules   and    Records         B4/01/13        MADDEN,  T   J 
KJIJB,    SchoUr.    FlErmtn-    Hay*    &  Handler.       6pp        H2616   IS?        24x 
Flcha    30-000.04/01/13,3403290002 

—  3403290043  DLscuss*^  0  Ried    730301    Itr    to  fi    ArlDtta  re   RCPB    leakage 
detectldn   sgs  he-thod    f^r    datecting    slaw   departure    from 
normal    Indication*    of    Igakage    detection    iijs    provided    In    uttl 
monitoring   ehart* 

fORSE.L        Atomic    Energy    Conmiislan   -  Directorate    of   Regulator)} 
Standard  i        73/O3/09        HICWMAM.  K        Atomic    Energy   Commission        2ap 
22B16   303        S4X   Flclhe    90-000,84/01/13,0403370002 


Forwards    infg    descrllilnB    RGB   HahBg*    monitoring    Related    Info 
end 

REED.O   A        Wisconsin   Electric  Pou»r  Co        73/O3/01        ARLOTTO.O 
Atomie    Energy    Commlnion   -    Directorate    of   Rigulatorij    Standards 
40pp         23B17   330        SAX.   Flche   SO-OOO,  B4/OU13,  B103270002 


0403060373    InforinB    that    encl    notice    of  consideration    of     IStu-ance    of 
amend    to   Licenses    DPR-.E4    fc    DPR  -27   t   proposad    N8HC 
det-erini  nation   &   opportunity    for    heaving    sent    to    DFc    of    F"R 
for    publication  Amentf    concerns    loak    suwe  i  1  lance-  M/o    and 
COLBURNj  T  O        Operating    Reactor*    Branch   3         B4/03/OJ          FAY.C.M 
Ulsconsin  Electric   Power    Co         Ip         229S2-333        24X 
Ftcha    30-266,94/03/01,  94O3O60373, 

B  4  03  120237   RenuestB    remltbal    of    add  1    fee    for    rvvleu    of    QSO327 

application  re-    steam    generator   replacement'  in    response    to 

util   S3  1235  d»nlal    that    Class    Y    fee    applicable 

rtIH-ER«W  D       License    Fee    Hanagament   Branch         H4/O3/O1          FAY.  C  U. 

Wisconsin   Electric   Pouer    Co         3pp         22617    239        Z4X 

Flche    30-266,94/03/01,9403120237 

B403220254    Foruards    FR    notice    oF   consideration    af    Lssuanc*    of    amend    to 
Licenses    DPR  -34  &  DPR-Z7    &   proposed   NSHC    fc    opportunity    POT 
hearing    re   631223   application    to    revise    survoil  lance 
Interval    For   post-accident    recovery    sys    outside    containment 
CDtHURN.T  fl,      Operating    ReattOfl    Branch    3         B4/O3/O1          FAY.  C    l| 
Wisconsin  Electric    Power    Co         2pp        22723   335        24  X 
Fichu    30-266,  B4/O3/01,  B4O3220E54 

—  B4O3aaOBS9   FR    notlm    of    consideration   of    Issuance    of    amtmd     to   Licenses 
DPfi-24   t  DPR-27  &    proposed    NSHC   d   opportunity    for    hearing    re 
931233   application    to    reviaa    iurveillc,nc«    Interval     for    post- 
accident   recovery    sys    outside    containment 

MILLER,  J  R        Operating    Reactors    Branch    3.       B4/OB/O9.        Bp  p 
22723    327         34X   FUhe     30-266.  64/03/01  ,  B40322O2S4 

B403L20157   AdvUes    that,  due-    to    delays    In    dollverg    &    ins  tallest  ion    of 
auilliarg    safety    Initrumentation    panels    (  ASIPs  ),  In*  tfl  1  lit  ion 
of    ill    accident   monitors    nddres»ed    in  NUREO-O737.  Items 
H    F    1     1    through    II    F    t    b   ulll    tot    be   completed:    b<j    840630. 
FAY.C    M        Wisconsin   Electr-ic    Power   Co        84/03/OB.       DENT  D  Mr  H   R 
Office    of    Nuclear  Reactor    Regulation,    Director         MILLER.  J    fi 
Operating    Rea«tc-rs   Branch    3         3pp        22386:230        S4X 
Fichu    50-26fi,B4/O3/o5PS40312OO7 

B403130005    Inform*    of    plans    re    Cycle    12  reload    core    Startup     oP  Cijcle    IS 
expected    in  mid  -Mar    19B4    foil  owing    steam    generator 
r  eplacament 

FAV.C    M        Wisconsin    Electric    Foyer   Co        B4/03/OS         DENT  ON,  H   R 
Office    of    Nuclear  R&actor    Ragulatloni    Director.       KILLER,  J    R 
Operating    Daactors   Branch    3         3pp        ES615    195         24X 
Fiche    SO-S6&,D4/03/a3,B40313OOO3 

O4O31W4E9  Comments   on    B4O2O7    Itr    modifying  831023    request    for   amends 
to   Tech    Epeci    re    changes    in    conduct    of    conta  itiment 

Integrated    leak    test    rates    No    significant  haiards 
consideration    discussion    required 

MILLER,  J  R       Operating    React-ora    Branch    3         84/O3/0&         FAY.  C    M 

WUconain    Electric    Pokier    CD         Spp        23601  344         24X 
Flche    ao-a661B4/O3/Ofc.  B4O319O419 

04O31t0034    Submits    evaluation    procedora    for    reactor    vessel    outlet 
noiile-to-shell    ueld     Ind  i  cat  i  onj  per    IWB-SlKa  4    o*    ASMe 
Section    XI    Flaius   acceptable    Continued    svc    iu«rr  anted    basnd    on 
ftvsluation   results 

FAV.C   M         Hiiconsin    Electric    Pnuer   Co        B4/O3/iB         DENTON,  H  R 
Office    of   Nuclear  Reactor    Regulation,    Director         MILLER,  J    R 
Operating    Reactors   Branch    3.       3pp        32634    3iO         B4X 
Pichs    50-366,  B4/03/12,  B4O316OO!14 

B403210O77   Responds    to    Oetieric    Ltr   84-01    re    use    at    terms     important    to 
safety    d    safety-related    Widespread    use    of    terms    In    NRC 
regulations   considered    unresolved   Notification    of    meeting 
requested 

FAY-C    M        Wisconsin    Electric    Power   Co        B4YO3/*3.       eiSENHUT.D   0. 
Division    of   Ulcensino.       TAYLOR,  J  M        Director's    Office,     Office    of 
Inspection  and    Enforcement          IP         22709    165.       24X 
Fiche    30-266,B4/03/15,8403210077 

8403230162  Application    to    amend    Licenses   DPR-24    fc    DpR-a?,  changing    Tech 
Bpec-i    to    add    addl    r  as  trie  t  i  on*    an   he«vg    loads    over    spent 
fuel    pool    (<  making    additions    &   deletion*    re    mf  etu-rvlated 
snubbers.per    IE  Bulletin    79-14   &    Item   II    D    1 

FAY.C    W        Witconsln    Electric    Fo«u»r   Co.       B4/03/16,        DeMTDMi  H  R. 
Qpfice    of   Nuclear  Reactor    Regulation!    Director         MILLERi  T    R 
Operating  Reactors   Branch    3,       4pp       B271S.O57        24  X 
Fiche    50-36i,  B4/03/16,  B40322016E 
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— 3403220147  Proposed    Tech    Specs, adding    addl    restrictions    on    heavy    loads 
ovmr    spent    Fuel    pool, making    additions   &   deletions    to    lint    of 
safety-related    snubbers    b   revising    position    titles    within 
administrative    spec* 

*       Wiltons  in    Electric    Pouier    Co         64/03/16         29pp         22718    O61         24  X 
Ficha    BQ-366, 84/03/16,8403220162 

BflQ3H7O123  Submits   balance    of    payment    far   Class    V   tee    for    license   amend 
approval    re    steam   generator   replacement 

FAY. C    H        Wisconsin    Electric    Power    Co        B4/O3/16        MILLER.  U  O 
LtcBniB   Fee   Management    Branch         lp        33774    114        SIX 
Flche    30-266,  81/03/16,  Q40327O123 

B4Q3370Q7S  Responds    to    request    for    Tech   Spec    change    to    limit    amount    of 
overtime   worked    by    plant    staff   member*    performing    safety- 
rclated    functions   Amend    to    Tech   Specs    delayed    pending 
adoption   of   Commission    proposed   rule 

FAY,C    U        Wisconsin    Electric    Power    Co        84/03/19        DENTON,  H  R 
Office   of   Nuclear   Reactor    Regulation'    Director        MILLER, J   R 
Operating    Reactor*   "ranch    3        2pp         22766   33?        24X 
FlchB    30-264.-  84/03/19.  B403270098 

S4 032 70237   Dllcuise*    reactor    vessel    outlet   no 1 1 1 H-to-sho 1 1    ueld 
flaw    indication   evaluation   Requirements    of   ABME  Section    XI 
•aPtsfled   t   reactor    vessel    confirmed    for    continued 
operation 

FAY.C.W         WUconlln    Electric    Pouier    Co         84/03/33         DENTON,  H   R, 
Office    of   Nuclear  Reactor    Regulation.    Director        MILLER, J   R 
Operating   Reactors    Branch    3,       6pp.       32771    348        24X 
Flche    90-266,84/03/23,8403270237 


8102090007    IE    Info   Notice    34-14,     "Highlights    of   Recent   Transport 
Regulatory    Revs   ftg    DOT   t<  NRC    "   Svc    list    enc  1 

GRACE.  J   N         Division    of    QA,     Safeguards    &    Inspection   Programs    (Post 
B30103)         B4/03/O2  Consolidated   Edison   Co      of  New  York,     Inc 

130pp         22392   329         24X    Flche    30-000.  S4/O3/02,  B4O20900O7 

B4O2Q7O008    IE    Info   Notice    84-16,     "Failure    of    Automatic    Sprinkler    Sya 
Valves    to  Operate    "   Svc    list    end 

JORDAN,  E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post    B301O3)          B4/O3/02  Consol  Idated    Edison    Co      of    Neui 

York.     Inc          122pp         22353   09B         24 X    Fiche    SO-OOO.  B4/O3/Q3,  84020900QB 

B4O2O9OQO9    IE    Info  Notice    84-19.     "Reporting    of   Radiological    Releases    " 
Svc    Hat    enc  1 

JORDAN.  E  L        Division   of   Emergency    Preparetfneis   &  Engineering 
Response    (Post   830103)         B4/03/02  Conao 1 i da  tea   Edison    CD      of  New 

York,     Inc          119pp         22953    217         24X    Fiche    50-000. B4/03/ 02,  8402090007 

B402090011    IE    Info  Notice    84-17,    "Problems   W/Liquitf   Nitrogen   Cooling 
Components    Beloui   Nil    Ductility    Temp    "    Bvc     list    encl 
JORDAN.  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)         84/03/09  Consolidated   Edison    Co      of  Neui 

York,     Inc          117po         22333   336         24X    Fiche    50-OOO, 84/O3/03,  B40207001 1 

8403190240  Forward*    IE    In»p    Rept   30-266/03-20   on   831213-16  J.   H4011O-13 
It   notice    of   violation 

LITTLE,  W  a        Region   3.    Office   of   Director        Bfl/03/05        BUR8TEIN.S 
Wisconsin  Electric    Power    Co        2pp        23672  037        24X 
Fiche    30-366,84/03/09,0103190340 


In«p«ction   reports,     IE   Bulletin*    fc    correspondence 


B4030>SOa23  Further   re*pon*e    to   FOIA   request    for    records    of    named 
Individuals,  Including    rep  t».  analyses, studies, test 
calculations,  procedures    d    practices    for   meaiurement    of    RGB 
leakage   Foruard*   App    C    document*   Search    continuing 

FELTONrJ  M        Division    of   Rules   and    Records        84/03/07        MADDEN,  T  J 
Maya,     Scholar,    Flerman.    Haus    d  Handler        3pp         22496  =>34        24X 
Fl  c  ho:  30-000,  B4/02/07,  8403030233 

— B4O30SO2S6  Notifies    that    independent:   measurements    of    identified   & 
unidentified   RC8    leak    rates    for    all    PWRs    in   Region    III 
performed    per   Procedures    61727B   i   6172BB    Insp    finding* 
sumfflarlied 

NaHEUUS.C  E  Division  of  Enflinoerino  B3/03/OS  JORDAN,  E  L 
Division  of  Engineering  &  Quality  Assurance  (Pre  830103)  Spp 
22496  270  24X  Flche  30-000, 84/02/07,  B4030SO223 

B403040tSl    Foruard*     IE    Insp    Repts    30-266/B3-21    b    50-301/B3-20   on 
asiOll-BIOIlI    &  mot   meeting    on  840104   &   notice    of   violation 
8PE8BARD,R   L        R*olon   3,     Office   of    Director        84/oa/Bl         BURSTEIN,  S 
Wl*<onain  Electric    Pouier    Co        3pp         32306    182        24X 
FieJlB    30-266,84/02/21. 8403060131 


-~B4030i0162  Notice    of    violation    from    imp    on   831011-840111 
8PESSARD, R    L         Region    3,     OFfiO    of    Director         84/02/21 
22506. 183        Z4X   Fiche'  50-266, 84/02/21 , B4030601 31 


6pp 


— 84030t0176    IE    In»p    Rept*    3Q-266/B3-H1    &   80-301/83-20   on   83 101 1-0401 1 1 
&  mgt   meeting    on   B40104   Violation   noted    failure    to   maintain 
cleanliness    control,  provide    t    follow    procedures, control 
documents   &   properly    store    records 

HASSE.R   A   ,    CHOULES,  N  C    ,     JORDAN, M  J        Region   3,    Office    of 
Director         B4/02/13         S4pp         2Z9O6    191          Z4X    Flche    30-266,84/02/21, 
B403060I51 


— B403190244    Notice    of    violation    from    insp    on    831213-16   b    840110-13 
LITTLE,  W   S         Region   3,     Office    of    Director         G4/O3/02         2pp 
23673   039         24X    Fiche    90-266, B1/O3/O9,  8403190340 


—8403190247    IE    Insp    Rept    5O-266/B3-20   On   031213-16   b   B4011O-13 
Nancomp  1  lance   noted    failure    to    Folloiu   steam  generator 
replacement   project   procedures 

KLEINSOROE,W  P        Region    S.    Office    of   Director        BLAKE.J   J 
Division    of   Engineering    &   Operational   Programs        84/02/23        17pp 
22673    041         34X    Flche    90-266,84/03/03,8403190340 

8402O9O024    IE    Info  Notice    B4-09, Rev   1,     "Lessons   Learned   From    Insps    of 
Fire   Protection   Safe   Shutdown  Eys    "   Sve    list    encl 
JORDAN.  E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)         84/03/07  Consolidated   Edison    Co      of   Neiu 

York.     Inc         llBpp        32633  049        24X   Fiche    90-OOO,  84/03/07,  8403090024 

B40209002B    IE    Info  Notice    B4-1B,     "Stress   Corrosion    Cracking    in   PUR 
Sys    "   Bvc    list    end 

JORDAN.  E  L        Division   of   Emergency   Preparedness   i<  Engineering 
Response    (Post   B301O3)         B4/O3/07  Consolidated   Edison   Co      of   Neu> 

York,     Inc         llBpp        23 SB 4    186        24X   Fiche    90-000,  84/03/O7.  Q4O20<JOO2& 

8402070031    IE   Bulletin  84-02,     "Failures    of    CE  Type    HFA  Relay)    in  Use    In 
Class    IE  Safety   Sys    "   Svc    list   encl 

DEYOUNQ.R  C        Director's   Office,    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated    Edison  Co      of   Neu   York,     Inc 

I34pp          32BB3   094         34X    Fiche    30-000, B4/03/13,  B402090O3 1 

8403220073   Ac k    receipt    of    B40306   I tr    informing    NRC    of  corrective 
actions    re   deviation    from    commitment  &   resolution    of   revised 
emergency    plan   6ER    clarification    items    noted    in    IE   Insp 
ReptS    50-366/83-23   &    SO-3O1/B3-29 

PAPERIELLO.C   J        Region    3.    Office    of   Director        04/03/19 
BURSTEIN, S        Wisconsin   Electric   Payer   Co        lp        H2716  324        24 X 
Flthe    80-266,84/03/19,8403220093 


B1031300O2  Forward i    IE    Imp    Repts    50-366/83-26  S.    30-301/83-34    on 
S31SO1-840131    &  notice    of    violation 

SHAPES, W  D        Region   3,     Office    of   Director        84/03/22,       BURSTEIN,  S 
Wisconsin  Electric    Power    Co        2pp         SH615.267        34X 
Flchs. 30-266,34/03/22,8403130002 

— S4O313O011    Notice    of    violation    from    Insp    on   831201-840131 

BHAFER,W  D        Region    3,     Office    of    Director         84/03/33        Spp 
226 13   269        24 X   Fichu    90-266, 84/03/22, B4O3130002 

— Q40313O023    IE    Insp    Rapt*     90-266/83-26   t.    9O-301/B3-24    on    B31301-B40131 
Mont ornpl lance   noted- fire    in    containment    resulted    uhen 
uialdlng    slag    landed    an    acetylene    hose   attached    to   acetylene 
b-ottle   not    In   u*e   &   not    moved    to    safer    location 
HAOUE.R  L    ,    FITZPATRICK.8    ,    JACKIWi  1    N        Region   3,    Office    of 
Director        B4/02/21         9pp         23619   371         24X   Flche    30-366, B4/02/22, 
8403 130003 

B4O1190073    IE    Info  Notice    84-13,     "Potential    Deficiency    In    Motor 
Dp* rat* if   Valvp   Control    Circuits   b   Annunciation    "    Bvc    list 
enc  1 

JORDAN.  E,  L        Divl*ion    of    Emergency    Preparetfneii    b   Engineering 
Responie    <Po*t   830103)         B4/OH/2B  Consolidated    Edison    Co      of  Neu 

York.      Inc.       llSpp        839O?- 339        B4X    Fiche    30-000,84/03/38,8401190072 


— Q403220099  Responds    to  NRC   B40202    1  tr    forwarding    revised    emergency    plan 
BER   b   reo.ue*t    for   clarification   of    listHd    items   &  deviation 
from    commitment   Corrective   actions  Procedure  EP   5  0, 
"Organl lat ional    Control    of   Emergencies*1    revised 

FAY,  C  »  Wisconsin  Electric  Pauier  Co  B4/03/O6  KEPPLER.J  0  , 
PAPER1ELLO,  C.  J  Region  3.  Office  of  Director  9pp  33716  333 
24X  Fiche  50-266,04/03/19,8403220073 

8402090043    IE    Info  Notice    B4-19,    "Tuio   Event*    Involving   Unauthorized 
Entries    Into   PUR   Reactor    Cavities    "   Svc    list    encl 
JORDAN.  E  L        Division   of    Emergency    Preparedness   b  Engineering 
Response    (Post    830103)         84/03/31  Consolidated   Edison    Co      of  Neui 

York,      Inc          123pp         22853    227         24X    Fiche    30-000,  B4/O3/31,  B403O90043 

8403070044    IE    Info  Notice    B4-20,    "Bvc    Life   of   Relays    in  Safety-Related 
8y«    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)         84/03/21  Consolidated   Edison    Co      of  Neu 

York,     Inc         133pp        32933001        24X   Fiehe    50-000,  S4/03/21.  8402070044 
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K      Periodic    operating    heporti    i.  related   correspondence 


1      Financial    Information 


9*03060359   "Semiannual    Monitoring   Rep t, Jul-D«c    1983  "  H/640339   Itr 
FAV-C   H         Wisconsin    EUctrit    Power    Ca        B3/13/31         OEHTW.  11  B 
Office    of   Nuclear   Reactor   Regulation.    Director        [Bpp        S2817  OEi 
24X   Piths    50-264,83/13/31,8403060338 


0403270193  Annual   Financial    Rept   1903  H/B40323  Itr 

PEKSON.R  T   ,    IWLKEfl.R   r   ,    WAREMBQURG,  n       Public   Service   Co      of 
Colorado       03/13/31        DOVO,  n  fl       Office  of  Hue  Uar  Rector 
Regulation,    Director        57pp        22770073       S«  FUh.  90-86T.  M/18/31. 


B -103130066    "Annual    Results    &   Data   Rept,17B3    "   H/fH0301    HT 

^AV,C   H         Wisconsin   Electric    Pouor    Cfl         B3/1S/3I         KEPPLEfi.JO 
R&glon    3.     Office    of    Director         59op         225<?l    070        84X 
Fiche    30-266,  B3/12/3|.a403l20066 


8403140139   Monthly    oper-atlna.    rept«    for   Ftb     1 984    H/B4030Q    Itr 

FAY.C   H         Wisconsin    Electric    Pouer    Co         B4/02/S1         llpp         3-2iHO   H32 
24X    Fiche    50-2*6.  64/'a3/S9,  B40314D139 


S     Reportable    occurrences.    LERs   !i   related    correspondence 


B103130379  PND-I II-B4-Q22    in    response    to    IE    Info  Notice   B2-29,eiam 
idintified    67   of   74    control    rod   drive   support  pirn  u/ti-ach 
ind icat Lena   Licensee    &  Wett Inghouse   evaluating    GIAID  findings 
to    dot-ermine    retired    action 

JORDAN,  M  ,    -JrtCKIH.  I    .     SHAfefi.N       Region  3.    Office   of  Director 
Bfl/03/02         Ip         23616    O9H         S4X   pichu    30-S66,  B4/03/02,  8403130379 

9403360072   Forward*    safety    evaluation    of    damaged    control    rod    guide    tube 
support    pins   UT    Indictione   on   shan k-to-col lar    not    s4fefj 
concern 

FAV,C   H        Wisconsin   Electric    Pauer   Co        04X03/19       DENTCN,  H  fi 
Office    nP  Nuclear  Reactor   RegulaClnn.    Director        MILLER,  J  R 
Operating    lieacturs   S  ranch    3        17pp        S374&  323        B4X 
Fiche    50-S 


—  a ^0326007$   "Mestinghotise    Safety    EvaJuatl on,  Crae ked  Control    Rod   Guide 
Tube  Support  Pin*    " 

»     Westir-abou?*    Electric    Corp        34/03/03        26pp        32746    340       34X 
Fiche    50-266.64/03/19.0403860073 


p      Operatlnj    llc»nii    itago   docunnnti  t< 


B403030014  Partial    ritpenti    to   FOIA  r^um    for    ..v«n  cat.gprl,,   of 
'"^•nt.  re  NRC  m  ional  1  ,,Uon   proSram  App   A  dotu^nUin 
PDJt  RevlBiu  of   remaining    documents    Incomplete 

FBLTDN.J  H       DWHlon   of  RuUl  and   Records        03/18/14        LOHENTHAL,  J 
NuUfOr    Information  !,  ReioUr(e  Service       3po        28473  24B        24X 
Fithe   30-000.03/12/U,B4030200M  «  1  «  «B        ^x 

--BSIBO&OM8  Forward!   FR   nolle*   amend|n(    10Crt)30  4,  informlnp   public    that 
cmrmunlcationi  ft  application!   ihoulg    be    i*t>t    to  fteolnn  4  Ltr 
to  Congreiglonal    committed    end 

XSIS^1?  "  ^°™Cf  °f  Nucleal'  «"<tor  nDOU|fltl0n.  Director 
BB/la/01  F&.TON.  J  H  Dlvltton  if  Rul*i  *nd  R««r4i  2pp 
B2493  309  a^X  Fiche  30-000,03/13/16,0^3020014 

--02130QOW3   "Regional   LUen.ini  Program  -  Fort  Bt  Vr.ln  Oeii*r.tlng 
Station,"    locrRSO   final    ruli  Amend   deUgatas   responsibility 
for   Implementing    llccnilng    program  to  regional 
administrator   Draft  Connreiilnnal    Itn   end 

^lB/n",   J  -  aff'?  °f    Ue   E"^tlv»  IHrector    for  Dperition,, 
03/ia/Ol        Spp        334-73  311        24X  Flchi  30-000,03/13/16,0403020014 

-0212130052  SumMrg    of  B2HI6  n..et|ng  u/utll    onilU   re    delegation  of 
Ucenting    funetloni   to   Fjegjon  H   Unlquenen   of    facility  6 
needto  treat   aipuct*   tflffenntlg    from  other   LWR«   dUcu*i>d, 
5™™  u  B'**™/'  *utho''lt«  ffl'mo  »«1    H>f   il(n»ttfr#, 
DENrON.H  R        Office  of  Nude.r  n«-ctor  ftegulotlon,    Director 
03/11/a?       DrnCKB,H  J       Office   Of   the  E.ecutlve   nlrDct0r    for 

*   s^xF.che  30-000, 


DQCKET    30-267    FORT   ST      VRAIM   NUCLEAR    GENERATING   STrtTION 
r      Becurity,    medical,     emergency   t,    fire   protection   plant 


8403260161    FoTUards     IE    Tnsp    Rept    BO-267/B3-3?   an   B31205-09   No 
violations    or    deviations    Identified 

JDHNSONiE  H        Ragion    4,    Office  of    Director        B4/OSAM        LEE,  0  R 
Public    Service   Co       of    Colorado         4pp         23730   343         24x 


--8403360167    IE    insp   Rept    90-367/93-33  on  031205-09  No  violation*   or 
deviations    1  deriif  ltd   Major    areas    Inspected    security   sija 
audit    physical   havT  lerB-protacteJ    areas  t   vital    area,  tasting 
&  mjint  <i  alarm   stations   DetaiH  ulGhheH    (ref   10CPR73  311 
CfiLOWELL,  R   A    ,     KELLY,  J   A   F    ,     HUNNlCUTT,  D   H         Region   4,     Offlc«    of 
Director        04/03/01         2pp         237BO   3*7        SAX   Fiche  50-247,34/02/03. 
B4D356.0161 


B403260IOO   Foruai-ds    IF     Imp    Rept    30-267/84-03    on    040116-20   No 
violations   or   <uviatjons    noted 

JOHNSON,  E  H        Region   4,     Office  of   Director-        84/03/14        LEE.Q  R 
Public    Service    Co      of   CoJnradQ        Spp        237SB  231        SIX 


—  B403260107    IE    Imp    Rapt    50-267/94-03   on   B40116-20   No  violation!    OT 
deviations   noteif    Major    are  at    inspected    raduat  te  jirojirad, 
Including    organlcatlon    tmgt    controls,  training   b 
qualifications   t   «oll<]    i-adtiii  E  t  e   piocesitng 
WILQnRN.L   ,    MlJflRAV,!)   ,    HUNNlCUTT-DM        Region    4,    Office    of 
Director        B4/03/13        lOpp        2373Q  233        E4X   Fiehe  30-267,  04/OS/H, 
8403260100 

9403130438  Request*    a  tflmpt  1  on    from   ra^ulr  (mpnts   of   Sections    111  OrJ.U  t 
0    Co    10CFR3»,APP    R    Fire    protection    provUlons    bcllevid 
adequate    to    protect    Health    fa   safety   of    public    In   event   of 
accident*    involving    fires    Affidavit   »ncl 

LEE.  0  R        Pwbllc  EecvlCB    Co      of  Colorado        B4/03/02      CDLL1MS,J  1 
Region  4.    OfFite   of    Director        9jp        22613   163        B4X 
FUhe   50~2fi7.  B4/03/02,  0403-130135 

B4033aoi3B  Forwards   revised    schedule    for    sujpluino    Info  re   emeratncu 
response   capabilities    requestBi!   bij    Ceneru    Ltr  S2-33,per 
B40£?3   tclcon  Reg   Guide    J    97   rept    will    b*    c&mjiUted   bu 
B50S3B  ¥ 

DREY.H  L        Public   ServJc*   Co      of  -Colorado        S4/03/O9       COL.L!MS,J  r 
Region   fl.    Office   of    Director        3pp        22714    883        S4K 
Flehfl    3D-267,  34/03/07,  9403330130 


—3213160099  Toruartfi    FR   notice   (.  amend    to    10CFHSO,  reflecting    Delegation 
4  -ifdffirrnent   af  certain    llctnilng    actloni    to  flegloti  4 
administrator 


n  °f  Murle*r   B»«tor  Rtsulotion,    Director 

DinCKB.U  J       Office   of    U,  E««utlvt  Director    for 
a       21>X  FUh"    30-000,03/12/16. 


-030114040-6  De.crlbet  ieUct>d  approach  for  tranifor  t.  malnt  of 
fac  lity  official  docket  file*  t  .upportlng  documentation  to 
o*  021101  IU'"  *"umi  rDUtl1"  Document  illttributlan 

^™n;JnLn     pifnnil|9   *  Program  Anaiytl,  Staff       BB/10/1D, 
EBCNHUT.DO        Divitlon    of   Licensing       2pp        23492  3B3        S4X 
FlchB   BO-OOO,  03/13/16,  8403020014 

8301140490  ftdvlse.    that   Region  4  attune*  r.tponiiblli  ty    for  receipt  t, 
"'    *U    '8CllltW    documentation,  effect  ive    921  101 


emrr  n    H 
scorn  R,0 

Hanagsmant 
B403030014 


Documonl   Hanaaemant   Hranch,       02/lo/EO  Qpcument 

Uranth         Ip        2H492  3BS       S4X  Fiehe1  30-000,83/12/16, 


B301140494  ASvl.et    that   Roflion  4   a>«um«t   retponslbllitu    for   receipt  <• 
Ji(iBmiiiatl0n    of    incoming    llceni>»   communicationi   for 
facilitii.effettlve   B31101 

ECOTTiR  B  Dniument  Mgnageirent  Bronen  0H/10/27  QAOLIARDO.J  E 
-.irio  «t  n«;'^BTtt'  Reactor  Project  b  Englneerinn  Program*  Ip 
23493  3B6  ErtX  Fiche  30-000,  B3/  IS/16,  B403030014, 

-D30«t0013  ForiuarSt    functional    transfer   checklitt    used    to    coordinat» 
adralnlttrative    atpecti    of    trantfert   of  NRC   headquarttrt 
™  inl1,'          '•D'on*   8ulJj«    lo  prepar*  checklist    for    litterf 
n^Tn.;^       legional    Operations   (.Generic    Requirement*        63/04/19 
5SkH.     °ff  '"   °F  Nuc1""  "»^tor  fiugulatlan,    Director 
EEXGUWff.fi       Director's   Office,    Offlti   of    tntpectlon  and 
En  ortement        DAVIS,  j        DfFlCe    of   Nude.r  Material   Safety  t. 

r'ctor        3pp        32493  337        241{   Fiehe'  90-000,  03/13/16, 


-0403020029  Ditcuts.t    delegation  fc   atiign^ent    to  Region    IV   of  certain 
licenting   function*   for   facility 

'  I1!  B        Office   of    the   Eiecutive   Director    for  Opera*  loni 

™°,ftJci  °f  Nuel»'-  H"ctor  R.ouUtlon,  Director 
SL  C2^'28|JT  f""*011  "'  Office  of  Director  9p« 
2GY  34X  Fjche  50-000,  83/18/16.  Q403020014 

-B4030»(K)a  fluMarv   of  US0901    initUl    planninfl   niftlng   u/NRR.OEUD.EDD. 
Region   lv  t,  arc  :   of   Admim,  tration  re   licenting   transfer   from 
"          [>(rta"1    •»«»  N!it  meeting    icbidwl.ri    for 

/••l*t*nt   Director    for  Safety   Atietsment        BS/0?/03f 
«/;";**"*    Dir»ttot-    'W  S-fetg    Aitiiinint        S7ff 
24X   FUhe    50-000,03/12/16,8403030014 
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3349S 


DOCKETED  ITEMS 


65 


— 8403O2OO41    Informs    of    f or  the nping    FR    publication    of    end    amend    to 
Co mm I** ion  rules    in    1OCFR5O   re    Implementation    at    facility 
reni°"ali latlon    program   Amend    issued    as    final    rule    effective 
an    82 1201    W/o    encl 

DENTON.  H   R         Office    af    Nuclear    Reactor    Regulation,     Director 
B3/12/16         UDALL.K   K         House    of    Rep    ,     Interior    t.    Insular    Affairs 
Ip          22493   316         24X    Fichu    30-OQO, S3/ 12/16. B4Q3020014 

— S40302QO45    Informs    of    Forthcoming    Ffl    publication    of   cncl    amend    to 
Commission   ruins    in    10CFRSO   re    imp lementatlon    of    facility 
reg lonali tat  ion    program   Amend    issued    as    final    rule    effective 
on    331201    W/o    encl 

D  EM  TON i H  R        Office    of    Nuclear   Reactor   Regulation!     Director 
83/12/16        MQFFETTi T        HOUBB   of    Rep    ,    Government   Operations         Ip 
22493    317         34X    Flehe    SO-OOO, B3/ 12/16.  34O3O20014 

— B403020046   Informs    of    forthcoming    FR    publication    of   encl    amend    to 
Commission   rules    In    1OCFRSO   re    Implementation    of    facility 
rigionatiiatlon    program   Amend    issued    as    final    rule    effective 
an   831Z01    W/o   sncl 

DEW  TON  i  H  ft        Office    of   Nuclear    Reactor   Regulation,     Director 
53/12/16        QTTIMOER.R.L        House    of   Rap    ,     Energy    &  Commerce        Ip 
22493:310        24X    Flche    30-000. B3/t2/16,  B403Q2QOU 

— B4O302004B    Informs    of    forthcoming    FR    publication    of    encl    amend    to 
Commission   rules    in    10CFR3O   re    implementation    of    facility 
rBQionalliatlon    program   Amend    issued    as    final    rule    effective 
on    621201,  W/o    encl 

DENTON.  H,  R.       Office    of   Nuclear    Reactor   Regulation!    Director 
93/12/16        SIMPSON- A        Senate,     Environment    &  Public    Works         Ip 
22473   319        S4X   Fiche    50-000,83/10/16,0403080014 

B4012SO46B  Forwards    ingineering    evaluation   rept.     "Temporary    Loss    of 
All    AC    Power   due    to    Relay    Failures    in    Diesel    Generator   Load 
Bhtdding   Circuitry    "    Practice    of    running    emergency    power 
sources    in   parallel    u/offsite    pouer    sys   may    be    prevalent 
HELTEMEBiC   J        Director'*    Office        B4/01/06        DENTON, H   R        Office    of 
Nuclear    Reactor   Regulation.     Director        3pp         22437  347        24X 
FlchB:  3-0-267. 84/03/31,  8402390004 

— 9401280456  Revise*    831319    schedule    for    NRC   840139    drill    in    preparation 
for    64 03 06- OB   federal    field    eierciHB    Executive    team  members 
should    b>    available    for    entire    time 

DEYCUNQifi   C        Director's    Office,    Office    of    Inspection    and 
Enforcement        84/01/10        PALLAD1NO, N        Commissioners        3pp 
67130    048         24X    Fiche    30-267, 84/OH/21, B403290OO4 

— B4Q12SO49A  Forwards    Engineering   Evaluation   E101, "Temporary    Loss    of 
All    *c    Fouier   Due    to   Relay    Failures    In   Diesel    Qoneretor 
Load    Shedding    Circuitry    "    Failures    occurred    while    generator 
IB    operated    in    parallel    w/ pi  ant    distribution    sys 

CHIRAMALrM        Director's    Office        B4/01/04         SEYFRIT.K   V        Reactor 
Operations   Analysis    Branch         IP         22437   330        24X 
F  i  c  h  •  •  30-367.  04/02/21 ,  B40229CO04 

— B4O1290510   "Temporary    Loss    of    All    ac    Power    due    to   Relay    Failures    in 
Dii»««l    Generator    Load    Shedding    Circuitry    (LER    B3-8)    " 
CHIRAMAL, M        Director's    Office        H4/01/O4        7pp        S3137,  351        24X 
FiehB, 90-267.84/03/21, 8403290004 

840301O1O1    Responds    to    request    for    addl    info   re    proposed    amend    to 
Limiting    Condition    for    Operation    4    1    9   re    average    core    temp 
during    shutdown 

HAREMBOURO.  D  H,       Public    Service   Co      of    Colorado        84/03/24, 
JOHNSON, E  H        Region    4,    Office    of    Director         3pp         32436  O38        24X 
FIch»'5Q-S67, B4/02/24.B403010101 

8403130177  Advis«»    that    util    will    be    utiliilng    respiratory    protective 
•  quipmnnt    under   provisions    of    10CFR20    103.  effect ive  840401, 
ptr    B40S3S   telcon 

BORBT.F.d        Public    Service   Co      of    Colorado        B4/02/2B        CQLLINS.J   T 
Region    4,    Office   of    Director,       Ip         22613   303        24X 
Flch»    30-267, B4/02/2B,  S403130177 


— 8403130257  Amend   40    to  License   DPR-34, revi s ing   Tech  Spec    design 
features    to    indicate    approval     for    Type   H-451    It    H-327 
graphite    in    Future   reload    fuel    elements 

JOHNSON, E   H        Region    4,     Office    of    Director         84/03/02         Spp 
32617    240         24X    Fiche    SO-267, Bfl/03/02.  B403130251 

— B403130263  Safety    evaluation    supporting    Amend    40    to  License    DPR-34 

»      Region    4,     Office    of    Director         84/03/02         lOpp         32617    245         24X 
Fiche    50-267, 64/03/03,8403130231 

84031200B1    Forwards    safety    evaluation    re    Sections    5    1    I    &    3    3    of 
NUREO-0612,     "Control     of    Heavy    Loads    at    Nuclear    Pouor 
Plants    "    Guidelines    satisfied   Phase    I    acceptable 

JOHNBON.  E   H         Region    4,     Office    of    Director         84/03/06         LEE,  0   R 
Public    Service   Co      of   Colorado         2pp         22590    IbB         34X 
Fiche    SO-S67, 84/03/06,8403120081 

— 84031200B6   Safety    evaluation    re   NUFiEG-0612,     "Control    of    Heavy    Loads,  " 
Phase    I    Guidelines    satisfied 

«      NRC    -   No    Detailed    Affiliation    Given         84/03/06         2pp 
22390    170         24 X    Flche    50-367, 84/03/06,  B4031200B1 

— 8403260733   "Control    of   Heavy    Loads   at   Nuclear   Poiuer  Plants, Fort    St 
Vrain   Nuclear   Generating    Station, Phase    I,"    technical 
evaluation   rept 
ST1CKLEV,  T   H        EG&Q,     Inc         FIN   A-6437         EGG-HS-6294   I7O3         S4/01/3! 

NRC   -  No   Detailed    Affiliation   Given        27pp        22590    172        24 X 
Fiche    30-267.  84/03/06,  B403120081 

S403190330  Forwards    application    for    amend    to  License   DPR-34,  c  1  ari  fy  ing 
Tech    Spec    changes   by    revising    reporting   requirements   of 
Sections    SO   73  it   50  73  No    license    amend    tee   required   per 
Generic    Ltr   83-43 

LEE.O   R         Public    Service    Co      af   Colorado         84/03/O6         COLLINS, J    T 
Region    4.     Office    of    Director         Spp         22673   293         34X 
Fiche    30-267, B4/O3/06,  B403190350 

— B40319O357   Application    to    amend    License    DPR-34.  c  lari  Pying    Tech    Spec 
changes    by   revising    reporting   requirements    of  Sections    30   72 
tt   50   73 

LEE, 0   R         Public    Service    Co      of    Colorado         84/03/06         2pp 
23673   397         24X    Fiche    30-267, B4/O3/O6,  B403190330 


— B403190339  Proposed    Tech    Specs   revising    reporting    requirements   of 
Sections    50   72   b    3D   73 

»      Public    Service   Co      of    Colorado         84/03/06         lOpp         22673   279 
24X    Fiche    50-267,  04/03/06,  B40319O3SO 


B403130234   Disagrees  u/util    B402O9    1 tr    concluding    that   no    Tech    Spec 
revs    required    to    finaliie   NUREO-0737    items    presented    in 
Generic    Ltrs   83-36  It   B3-37  Changes   needed    for    conformance 
to  NUREQ-0737   encl    Commitments   requested    within  30   dag  a 
JOHNBON.E   H         Region    4,     Office    of    Director         84/O3/OB         LEE.  D   R 
Public    Serviee   Co      of   Colorado        3pp        32617  263        24X 
Flche    30-267.84/03/08.8403130234 


8403190003  Forwards   Amend    41    to   License   DPR-34   (,  safety    evaluation 
Amend    a  1 1  OUIB   receip  t,  possess  ion  ti   use   of   radioactive 
Instrument   callbr    sources    containing   up    to   300  Cl    Cs-137 
MAONER.P    C        Region   4,    Office    of   Director        84/03/03        LEE.O  fi 
Public    Service   Co      of  Colorado        3pp        22674   313        24X 
Fiche    30-267,84/03/08,8403190083 

— 8403190087   Amend    41    to  License   DPR-34,  al  1  oulng   receip  t,  possessl  on   t< 
of   radioactive    instrument    calibr    sources    containing    up    to 
300   Cl    Cs-137   (.   200   uCi    Kr-B5 

JOHNSDNiE  H        Region   4,     Office    of   Director        81/03/O8        2pp 
22674    216         24X   Flchc    SO-S67, B1/03/OB,  E403190093 

— 8403190073  Safety    evaluation    supporting   Amend    41    to  License    DPR-34 
*      Office    of   Nuclear  Reactor  Regulation.    Director        84/03/08        2pp 
23674    313        24X   Flche    30-267.84/03/08.8403190083 


B4O316O303   Provide*    radiological    ETS   clarifications    &   changes    based    on 
It*m    S67/B403-OI     In     IE    Insp    Rept    50-367/84-03 
HAREMBOUROi  D, W.       Public    Service   Co      of    Colorado        B4/02/S9 
COLLINS,  J.T        Region    4,    Offie*    of    Director        2pp,       22660  347        24X 
Flchi.  30-267,84/02/27.  B4031 60303 

6403130231    Requests   FR    publication    of   Amend    40    to   License    DPR-34, 
riviilng    dulgn   feature  Tech   Spec*   to   describe   tupe  of   fuel 
•lemtnti    to   b«    utlliied    in    upcoming    It    future    reloads 
JOHNSON,  E  H        Region    4,     Office   of    Director         B4/03/02        MILLER,  J  R 
OfBratins   Reactor*    Branch    3        2pp         22617    268        34X 
Flcha: 30-267.84/03/03,8403130231 

B403130291    Forward*   Amend    40    to    License    DPR-34    S>   safety    evaluation 
Anind    r*vi*«*   Tech    Spec    design    features    to    indicate   approval 
for    Tujpp    H-481    1<  H-327   graphite    In    future    reload    fuel 
•  lB/n«ntt 

HAONEH.P    C        Region    4.    Office    of    Director         84/03/02        LEE.O  R 
Public   Service  Co.    of   Colorado        IP       23617  337       24X 
Flchtv  30-267,  34/03/02,8403130251 


B4O319032O  Requests   FR   publication    of   notice    of    issuance    op   Amend    41 
to   License   DPR-34   Amend    allows   possession   !<  use    of    larger 
siied    radioactive   Cs-137  1<  Kr-BS    instrumentation    calibr 
sources 

JOHNSON, E  H        Region   4,    Office   of   Director        84/03/08        MILLER, J  R 
Operating    Reactors   aranch    3        2pp        32673  270        24X 
Fiche    30-267,34/03/08,8403190320 


B4031&0339   Forwards   Rev  A    to   Work   Bpoc   WB-93-0004,     "Reeva lua ti on    of 
Plant   Protection  8ys    Setpoints, "    as   result    of   831027 
agreement    to   revise   previous    application    for    amend    to   Tech 
Spec* 

WAREMBOURO.D        public   Service   Co      of  Colorado        84/03/09, 
COLLINS,  J  T        Region   4,    Office   of    Director        2pp        23661'043        34X 
Fiche    50-S67. 84/03/09,  B403I60229 
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— B4031cS0233   Rev   ft   to    Wort     Spec    WS-93-OOO4.      "Reovaluat ] on    of    Plant 
Protection   Sys   Setpolnts    " 

FLOWER, M        Public    Service    Co      of    Colorado          84/03/17          17pp 
22661    047         34X   Fiche    50-267,84/03/09.5-103160829 

8103370197   Forwards    application    to    amend    License    DPR-34.  than  g  ing    Tech 
Specs   re    limiting   conditions    for    instrumentation   &  tontrol 
sijs.  control    room   temp    &    ares    radiation   monitoring 

LEE.  D   R         Public    Service     Co       of   Colorado         94/03/14         CQU-  INS,  J    T 
Region    4,    Office   of    Director         4pp         2S771     1O3         SAX 
Fiche    50-267, 34/03/14. B40327O1B9 

— 8403370191    Application    fpr    amend    to    License    DPR-34. revi s i ng    Tech    Specs 
re    limiting    conditions    for    operation    of    Instrumentation    & 
control    syi.  control    room    temp  &  area    radiation   monitoring 
»      Public    Service   Co       of    Colorado         34/03/14         3pp         23771     107 
24X   Fiche    50-267,34/03/1-1.81503370189 

— 84033701*54  Proposed   Tech    Specs  re    limiting    conditions    for    operation   of 
instrumentation  &  control     sys.  control    room    temp   &   area 
radiation  monitoring 

»      Public   Service  Co      of   Colorado        S4/O3/14         14pp         22771    1 1O 
24X    Fiche    30-267,  B9/O3/14,  B40327O189 


Inspection   reports.     IE   Bulletins  It   correspondence 


8403130122   Forwards    IE    Insp    Sept   50-267/93-25    on    B3112B-1202    &   notici 
of   deviation 

JCHMSGNiE   H         Region    4,     Office   of    Director          84/01/25         LEE,  D   R 
Public    Service   Co      of    Colorado         2pp         22*03    19B         24X 
Fichu    50-267,84/01/33.8403130122 


--8403130139   Notice    of    deviation    from    insp    an    B3112a-lB02 

»      Region   1,    Office    of    Director        84/O1/2S        2pp        22t02   200 
FLche    50-267, 84/O1/25,  B4O3I30122 


--8403130148    IE    Inap   Rapt    50-267/B3-SB   on    B311H8-1202    Deviation    noted 
inadequate  designation    of    person    responsible    for    lou   level 
uaste    transportation  &    lack    of    suitable    plan    For    training 
tt   retraining   re  uaite    transportation 

CHANEY,  H   D   ,     HURRAY.  D    ,     HUNN1CUTT.  D   H         Region    4,     Office    of 
Director        B4/O1/1B          lOpp         236O3   SOS         24X    Fiche    50-267,  B4/01  /25. 
B4Q3130122 


8403260161    Forwards    IE    Insp    Rept   50-267/33-33    on    B3IEO3-O"?    Ho 
violations  or    deviations     identified 

JOKNBON.E   K        Region    4,     Office   of    Director          S4/O2/O3         LEE. 
Public    Service   Co      of    Colorado         4pp         2273-O   345         24X 
Fiche    90-267,  B4/02/03.840326O161 


—  B4032&0167    IE    Insp    Rept    50-36,7/63-33   on,   B312O3-09    No    violations    or 
daviations    idenifleri   Major    areas    inspected    security    »ys 
audl  t,  physical    barriers-protected    areas    &   vital    area,  t  e*  tlngi 
tc  maint  t  alarm  stations    Details    withheld     (ref    10CFR73   21) 
C6LDWELL.R   A   ,    KELLY,  J    A    F    ,    HUNNICUTTrD   tl         Region    4j     Office    Of 
Director         84/03/01          2pp          3275O    347         21X    Fiche    30-267,  B4/02/O3. 
840326OI61 


8403090112   Responds    to   NRC    84O129    1 tr    re    deviations    noted     in    IE    Insp 
Rept   90-267/83-28   Corrective    actions   Radiation   Protection 
Administrative  Procedure   RPAP-4  will   be   revised    to    include 
administrative   control    section 

WAREMGOURQ.  D   U        Public    Service   Co      of    Colorado         84/02/22 
COLLIN5.0   T         Region    4,     Office    of    Director         3pp         22487   303         24X 
Fiche    SO-267,  B4/02/22,  B403O501 12 

81O30SQ1S3  Ack    receipt    of    831128   Itr    informino   NRC   of    stapi    taken    to 
coTrect    violations    noted    in    IE   Insp   Rept   SO-267/B3-26   No 
addl   response    required    to   MftMCA   certificate   as    error   not 
germane    to    corrective   action 

JOHNSON, E   H         Region    4,     Office    of    Director         84/02/23         LE6,  0   R 
Public    Service   Co      of   Colorado         IP        82465  06O        24X 
Fiche    50-267.34/02/23,8403050153 

8401190072   IE    Info   Notice    84-13,     "Potential    Deficiency    in   Motor 
Operated   Valve  Control    Circuits   &  Annunciation    "    Bvc    list 
encl 

JORDAN.  £  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post   8301O3)         84/03/28  Convol idated    Ediion    Co       of    New 

York.     Inc          ILSpp         829O9    B39         24X    Ft  Che:  50-000,  B4/O2/2B.  8401 190072 

8403160303  Provides    radiological    ETS   clarification!    t  change*,   based    on 
Item  267/8403-01    in    IE   Insp   Rept    50-367/84-03 
WAREMnOURO, D   W         Public    Service   Co      of    Colorado         B4/02/29 
CGLL1NB.J   T         Region    4,     Office   of    Director         2pp         22660   347         24X 
Fiche    SO-267,  B4/02/27,  8403160303 

8402090007    IE    Info   Notice   84-14,     "Highlight-*    Of   Recent  Transport 
Regulatory    Revs    by    DOT  &   NRC    "    Svc    lilt   encl 

GRACE. J   N        Division   of    QA.     Safeguards    &    Inspection  Programs    (Post 
B301OJ)        B4/Q3/O2  Consolidated   Edison  Co      of    Neu   York,     Inc 

130pp          22952    32?         34X    Fiche    50-000,84/03/02,8402090007 

B4020900OS   IE    Info   Notice    B4-16,     "Failure   of   Automatic    Sprinkler   8yi 
Valves    to  Operate    "    Svc    list    e;ncl 

JORDAN.  £  L        Division   of   Emergency    Preparedness   **   Engineering 
Response    (Post  830103)         84/03/02  Consolidated    Edison    Co,     of   Netu 

Vork.      Inc          122pp         22953    098         24X    FUh>    50-000,84/03/02,3402090008 

S402090009   IE    Info   Notice    84-15.     "Reporting    of   Radiological    Releases    " 
Svc    list   encl 

JORDAN. E  L        Division   of   Emarg«ncy   Prrpar ednes s   fc   Engineering 
Response    (Post   830103)         84/03/02  Consolidated    Edison   Co      of   Niu 

York.     Inc         Il9pp        22953   217        S4X   FUhe    50-OOO,  B4/03/OB,  8402090009 

8402090011    IE    Info   Notice   B4-I7,     "Problems    W/Li<iuid    Nitrogen    Cooling 
Components    Below  Nil    Ductilltu   Temp    "    Svc    list    encl 
JORDAN, E  L        Division   of    Emergency    Prepar ednets   b  Engineering 
Response    {Post  830103)         31/03/05  Consolidated    Edison   Co      of   Neu 

York.     Inc         117pp        22953336        24X   Fiche    30-000,  84/03/09,  840209001 1 

9403260305  Forwards    IE    Insp    Rept   90-267/84-04   on   B4Q206-10  S.   notice 
of   viol atlon 

JOHNSON!  E  H        Region   4i     OffitH  of   Director        H4/O3/03        LEE,  0  R 
Public     Service   Co      of    Colorado         2pa         23756   210         24X 
Fiche     90-267,84/03/09,8403260203 


8403260100   Forwards    IE     Insp    Rept   30-267/B4-03    on    B4Q116-2Q    No 
violations  or    deviations    noted 

JOHNSON, E   H        Region    4.     Office   of    Director          B4/O2/14          LEE. 
Public    Service  Co      of    Colorado       2pp        22798   291         24X 
Fiche    90-267,84/02/14.8493260100 


—6403260107    IE    Imp    Rept    50-267/B4-03   on    840114-20   No   violations     or 
deviations   noted   Major    areas   inlpected    raduiaste    program, 
Including    organization    (<  mgt  control  s,  training    b 
qualifications  (,  solid    raduaste   processing 

MILDQRN.L   ,     MURRAY,  B    ,     HUNNICUTT,  D   M         Region    4,     Office     of 
Director        B4/02/13          lOpp         2275B   253         24X    Fiche    50-267,84/02/14. 
8403260100 

B4030101O7  Submits    ichedule   It    program   description  for    Segment   3    fuel 

element    imps, per  B4QE10    telcon  Program  mill    be  performed 

upon  request  Fuel    element   cracks    hav«   no    effect  on    fuel 
particle    integrity 

WAREMEQURO,  D   U        Public    Service   Co       Of    Colorado          S4/O2/1D 
COLLINS,  J   T         Region    4j     Office   of    Director          6pp          22436    057         34X 
Fiche   SO-267,B'1/02/15.B4O3010I07 

8403010304  Responds   to    IE    Bulletin  79-14    re    revieu   of    leitmlc    piping 
re  documentation   status   Utll    ulll    flnallie    design   uiork    in 
upcoming  months  !>  remaining    mod  luiBl    iir    cornplated    prior    to 
startup    after    fourth    refueling  outage 

BREY.H  L       Public   Service   Co      of   Colorado         84/O3/17        CDLLINS.J    T 
Reelon    4,    Office   of    Director         2pp          22432    122         2.4K 
Fiche    50-267,a4/02/17rB403OIO3M 


— B1032AOH09  Notice   of   violation    from    Insp    on   840206-10 

*     Region  4,    DFPlce   of    Director        84/03/05        Ip        22756   212        24X 
Fiche    50-267,  04/03/05,  840324,0205 

— B4Q32&O2U     IE    Insp    Rept    5O-267/B4-Q4    on   B4020&-1O   Violation    noted 
maint    worker    proceeded    toward   uiork    area   ul/anticontaminat  ion 
clothing    surveyed    indicating   400  counts    per    minute   &    clothes 
not    stored    for    decay    t   reuashlng 

WILBORN.L    ,     MURRAY.B    .     HUNNICUTT.DM         Region    4,     Office    of 
Director         S4/O3/05         lOpp          22796   213         24X   Ficht    30-267,84/03/05, 
8403360S05 

B403140326  Documents    Q40309    till  con   which    advised    NRC    that    photographs 
committed    to    in    fuel    element    insp    program   underexposed 
Preparations    to  remove    all    Region    IB   fuel    element*    from    fuel 
storage  ue 1 1    to   permit    photographs    of    elements    begun 
WAREMBC1URQ,  D  H        Public    Service  Co      at   Colorado        84/03/06 
COLLINS, J  T        Region   4,    Office   of   Director        Spp         226&0.039,       24X 
Fiche     50-367,84/03/06,8403160326 

84Q3090Q24    IE    Info   Notice   84-09iRev    1,     "Ltssons   Learned    From    Inap*    of 
Fire  Protection   Safe   Shutdown   S(ji    "   Svc    list    incl 
JORDAN, E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/O7  Consolidated   Edison   Co,     of   Neui 

York.     Inc         118pp        22635049.       24X  F  lch»    80-000, 84/03/07, 8402090024 

8403090-028    IE    Info   Notice   84-18.    "BtrtK  Corrosion    Cracking    in   PUR 
Bijs    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency   Preparednen   tc  Engineering 
Response    (Post  830103)         84/03/O7  Consc- 11  datad    Ediion    Co      of   Neu 

Yark,     Inc         1  IBpp        229S4    186        E4X  Fi  chv    90-000.  B4/03/07.  8402090028 
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B403260174    Forwards     IE    Insp    Rept    3O-267 /B4-07    on    810913-16   No 
violations    or    deviations    identified 

JOHNSON.E   H         Region    4,     Office    of    Director         84/03/OS         LEE. 0   R 
Public    Service   Co      of   Colorado        2pp         22757   343        24X 
Fiche    SO-267,84/O3/OB,B4Q336O174 

— S40326O177    IE    Insp    Rept    3Q-267/B4-O7    on    840213-16   No   violations    or 
deviations    Identified    Major    areas    Inspected    OA   procedures 
for    installation    of    saf etyrelatad    electrical    equipment    & 
qualification   of    QC    electrical    personnel 

BESB,  J   E    ,     JAUDQN.  J   P    ,     HUNN1CUTT,  D   M         Region    4.     Office    of 
Director         B4/03/OB         7pp          22757    343         24X    Fiche    30-367,84/03/08. 
8403260174 

B402090031     IE    Bulletin    Bfl-OH,      "Failures    of    GE   Type    HFA   Relays     In    Use     In 
Class    IE   Safety   Sys    "    Bvc    list   end 

DEYOUNO, R   C        Director'!    Office.     Office    of    Inspection   and 
Enforcement        84/O3/12  Consolidated    Edison   Co      of   New    York,     inc 

134pp          22023   094         24X    FlchB    SO-QOO, 84/03/ IS, B40B090031 

840S090043    IE    Info   Notice    84-19,     "Two   Events    Involving   Unauthorl i ed 
Entries    into   PWR  Reactor    Cavities    "    Svc    list    end 
JORDAN.  E  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Post   830103)         B4/O3/21  Consolidated    Edison    Co      of   New 

Yarki     Inc         I23pp         23823   229        24X   Fiche    50-000, B4/03/21.  B402090043 

B402090044    IE    Info   Notice   81-20,     "Svc    Life    of    Relays    in  Safety-Related 
Sys    "    Svc    Hit    end 

JORDAN.  E   L        Division    of    Emergency    Preparedness    i>  Engineering 
Response    (Post    B30103)         £34/03/21  Consolidated   Edison    Co      of  Haul 

York,     Inc          133pp,        52733    001          24X    Fiche    50-000.31/03/2118402090044 

R      Periodic    operating    reports    &   related    correspondence 


B40312OO71    Requests    initiation    of    neu    task    Interface    agreement    for 
revieu   of    licensee   S4012O   submlttal    re    steam   generator 
tube    leak    Acceptable    steam   generator    tube    -surveillance 
program    should    bo   established 

DEMISE, H  P  Division  of  Resident,  deactor  Project  4  Engineering 
Programs  B4/03/06  E1SENHUT.D  0  Division  of  Licensing  2pp 
32SB9  302  24 >!  Fiche  50-267,84/03/06.8403130071 


B4Q3S20Q63   LER    B4— 003-00   on    B4O21S,  automatl  c     plant    protective     sys 
reactor    scram     Initiated    by    one    of    tiuo     logic     trips    involving 
nuclear    startup    channel    II    Caused    bij    insertion    of    fuel    block 
containing    neutron    startup    source    U/B4O313    itr 
NOWACHEK.F    .     UftREMDOURe.  D         Public    Service    Co      nf   Colorado 
84/O3/13         COLLINS, J   T         Region   4,     Office    nf    Director         7pp 
22717    173         24X    Fiche    50-267, S4/O3/1  3,  8403220063 


DOCKET    30-269    OCUNEE   NUCLEAR   STATION,     UNIT    I 

F      Security,     medical,     emergency    &   fire    protection    plans 


8403090254  Public    version    of   revised    crisis    rant    plan    implementing 
procedures, Including    Procedures   5  3   1   re    scheduling/planning 
support    groupj 5  3  6   re   radiological    support    group    ti  5  3   7   re 
technical    support   group    W/S31107    Itr   &   Jtt  Felton    memo 
TUCKER, H   0         Duke   Payer    Co         B3/10/31         DENTON.H    R         Office    of 
Nuclear   Reactor   Regulation,    Director        271pp        2259S  O55        J34X 
Fiche    30-000,83/10/31,8403090254 


B403Q60325  Rev    11    to   crisis   m0t   plan  W/B40a24    Itr    &   public    Info 
p amp diet 

VAUGHN,  T  E    ,     TUCKER,  H  B        Duke  Pouer   Co        B4/OB/02       DENTON.H  R 
Office    of   Nuclear  Reactor    Regulation.    Director        66pp        E2SIA    IB? 
24X   Fiche    3Q-OQO.  84/03/03.  B4O3060323 


B403060309    "Semiannual    Effluent    Rept,Jul-Dec     19B3    "    W/B40SD2    Itr 

BORST.F   J        Public    Service   Co      of   Colorado        83/12/31         COLLINB.J   T 
Region    4,    Office    of   Director         17pp         22515   33B        24X 
Flehe    30-367-83/12/31.8403060309 

8403130396    "Environ   Radiation    Surveillance    Program   Summary   Rept    for 
Third    &   Fourth    Quarters    19B3    "   W/B40339    Itr 

JOHNSON.  J  E        Colorado   State    Unlv    .     Ft      Collins,    CO        DREY, H  L 
Public    Service    Co       oP    Colorado         83/12/31          COLLINB.J   T          Region    4, 
Off  let    of    Director          143pp          22604    207         34X    Fiche    50-267,83/12/31. 
B403130396, 


B40301011B    "Annual   Occupational    Slpoaure   Rept    1983    " 
BORST.F   J        Public    Service    Co      of    Colorado        B4/O2/21 
Region    4,     Office   of    Director         lp        33436  034        24X 
Fieha. 50-267, 84/02/31,  B40301 01  IB 


COLLINS,  J   T 


8403190344   Monthly    operating    rept    for    Feb    19B4   W/840313    Itr 

FULLER, C    .     HAREMBOURQ.D        Public    Service    Co      of   Colorado        B4/02/29 
9pp        23673    ISA        24X   Fiehif    SO-267.  B4/02/29,  8403190314 

S.     Rtportable    occurrtnces.     LERs    h  related    correspondence 

B403010134    ForiuardS    LERs    80-03O/03X-3    Si   B1-06B/O3X-1 

HAREMBOURO. D        Public    Service   Co      of   Colorado        84/02/16, 
COLLINB.J  T       Region   4,    Office  of   Director        lp       22435  349       24X 
Fiche    30-267,84/02/16.8403010134 

— 84O301O155  LER   BO-030/03X-2    on  800604, steam   generator    penetration 
leakage   appeared    to    be    greater    than    400    Ib    per    day   Caused 
by    purified    helium    leakage    internal    to    loop    2   penetration   & 
occurring    between    intertpace   &   cold   reheat    steam   piping 
NOVACHEK,  F.  ,    FRYE,  D  L    .     MCBfilDE,  L   M        Public    Service    Co,     of 
Colorado         04/02/16         7pp          22433    350         24X    FiehB    30-267, B4/02/16. 
B40301O134 

— B403O10167   LER    B1-06B/03X-1    on  B110S4, loop    X    .team   generator    interspace 
leakage    exceeded    limits    Caused    by    helium    leakage    internal    to 
penetration    Interspace    &   occurring    between    interspace    fc    cold 
reheat    steam   piping 

NOVACHEK, F   ,    FRYE.D  L   .     MCBRIDE.L  M        Public    Service    Co      of 
Colorado         B4/02/16         4pp          23433   337         24X    Flch*    50-267. B4/02/16, 
6403010134, 

8403010116   LER   B4-002-OD  on    B40123. during    surveillance    test, ont    of 
three    bearing    uat*r    prissure    differential    euitcheg    found 
Inoperable   Cause    unknown    fiultch   replaced    ti   callbr    to 
Initrument   operating   requirement*   U/S402Z2   Itr. 
NOVACHEK. F   ,     HAREMBOURO, D         Public    Service   Co.     of   Colorado 
B4/02/2S        COLLINS, J   T        Region  4r    Office    of    Director        6p p 
03B        24 X   Fiche    50-367,84/02/22.3403010116 


8403160134   Foriuards    IE    Insp    Repts    50-269 /B4-04.  50-370/B4-01    t 
30-2B7/B4-O4    on    840201-02    No    violations    or    deviations 
identified 

DANCE. H  C         Division   of   Project  t,  Resident    Programs        84/02/16 
TUCKER,  H   B          Duke    Pouior    Co         3pp         22655   336         24X 
Fiche    SO-369,  B4/02/16.  B403160I34 

--B403160111     IE     Insp    Repta    90-269/84-04,  30-270/B4-04   fc   50-267^84-04    on 
B40201-02    No    violations    identified    Major    areas     Inspected 
emergency    preparedness    areas  of    protective   action 
dec  is  ionmak i  ng 

CLINE,W  E         Region  B,    Office  of   Director        84/02/13        4p  p 
3263S    33B          24X    Flche    50-269, B4/OHX 1A. Q4031601 34 

B403090222  rariuards   Rev  3    to    training    &    qualification   plan    Rev 
withheld    (ref     1OCFR7321) 

TUCKER.H  B  Duke  Power  Co  B4/02/39  O'REILLY.J  P  Region  3. 
Office  of  Director  lp  22375  149  34*  Fiche  30-269,  B4/OB/29, 
B4Q3090322 

840316027B  Extends    Invitation    to  attend    840316  workshop    to    discuss 
10CFR30,App    R    raqulrements   t<  results    of   recent    Imp    to    help 
resolve   misunderstanding    associated    uj/renu  1  remonts 
LEWIS,  R   c         Division   up   Project  ti  Resident    Programs        84/03/02 
TUCKER.H   B          Duke    Pouer    Co         lp         22660   274         24X 
Fiche    30-OOO,  H4/03/02,  B40316027B 

B403160243  Forwards    summary    of   84023B   meeting    ui/util    In   Atlanta, OA  re 
10CFR50  48   t>    lOCFRSO.App    R    fire   protection    application 
Attendance    list    also    end 

LEWIS. R   C        Division   of   Project  (•  Resident    Programs        84/03/07 
TUCKER.H   B          Duke   Power    Co         3pp         22660   313         H4X 
FlchB    30-24,9,94/03/07,8403160245 

8403120119  Advises    that  840116  Rev    11    t»   physical    security    plan 
consistent   w/provlslons    of    IOCFR30   S-4(p)    t,    acceptable 
LEWIB.R   C         Division   of  Project  tc  Resitfent    Programs        84/03/08 
TUCKER.H   B         Duke   Pouer   Co        2pp        2PSB1?  319        H4X 
Fiche    30-269,  84/03/08.8403120119 

8403390069  Ach    receipt   of   840208   Itr    informing   NRC    of   steps    taken    to 
correct   violations    noted    in    IE   Insp    Rffpts    50-269/83-36, 
30-270/83-37    I.   SO-3B7/S3-36    Implementation    of   corrective 
actions    will    be    eiamined    during    future    Insp 

DANCE.H  C        Division   of   Project  &  Resident   Programs        84/03/20 
TUCKER.H  B         Dude  Pouer   Co         lp        32HO7  oil        24X 
FJchB'30-2i9,  81/03/30,8403290069 

— 040329010B    IE    Insp    Repts    30-869/03-36.  50-270/83-37   d  3O-2B7/B3-36   on 
8311U-121O   Violation   noted    failure    to    Follow  Maint 
Procedure    27O/B3-37-01    re    quality    porformed    on  Rnactor 
Coolant  Pump    2DE 

BRYANT,  J        Region   2,    Office    of    Director         B4/O1/O9        lOpp 
22807   017          24X   Fiche    50-269,84/03/20.8403390069 
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9403270209  Forwards  Re 
including  control  ro 
schedul  e 

TUCKER,  H  D  Dulie  Power  Co 
Nuclear  Reactor  Regulation 
Branch  1  9pp  33772  098 


4     to    util     response    to    MURE 0-0737,  Sopp 1     1. 
revleiu    implementation    priority 


B4/G3/33         DENTON. H    ft         Office    or 
Director         STOLIi J   F         Operating   Reactor 
2-VX    Fiche     30-269,  B4/03/23.  B403270209 


B4O20900OB    IE    Info    Notice    84-16,     "Failure    of    Automatic    Sprinkler    Bus 
Valves     to   Operate    "    Svc     list    end 

JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Past   030103)         64/03/02  Consolidated    Edison   Co      of   Neu 

York.      Inc          123pp         22333    O9B         24 X   Fiche    SO-OOOf B4/03/O2, 84O2O90QOB 


P      Operating    license    stag?    document!    ti  correspondence 

B40304O292   Bull  mils    response    to    NRC    request    for     scheduler     info    re   SEH    of 
proposed    inadequate    core   cooling    1  nstrumentation    Final 
design    description    uill    be    submitted   by    B507O1 

TUCKER,  H    C         Duke    Payer    Co         84/02/28         DENTON,  H    R         Office    of 
Nuclear   Reactor  Regulation.     Director        STDLZi J  F        Operating   Reactors 
Branch    4         2pp          225  IB    131          34  X    Fiche    SO-E69,  a4/Q2/SB,  a4O306O3-?2 

B403S5033B   Forwards    Amends     127,  1 27    tc    134    to   Licenses    DPR-38,  DPR-47    & 
DPB-33,  respectively    &    safety    evaluation   rtmends    revise    Tech 
Specs    tn    Implement    limiting    condition!    for    -operation    In 
event    one    startup     transformer    out    of    svc 

STOLZ.J    F         Operating    Reactors    Branch    1         H4/03/Oa         TUCKER, H   B 
Duke    Pouier   Co         3pp          22649    271         24X   Fitrhe     5D-2fr9,  B4/03/03, 
64031 5Q32Q 


8402090009    IE    Info    Notice    84-15.     "Reporting    of    Radiological    Releases 
Svc    list   enc 1 

JORDAN, E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post    830103)          B4/O3/09  Consolidated    Ellison    Co       of    Neu 

York,      Inc          119pp         23553    217         24X    Fiche    80-000,  B4/03/Q2,  8402090009 

B402090O1I     IE    Info    Notice    84-17.     "Problems    W/Llquld    Nltroflen    Cooling 
Components    Belou  Nil    Ductility   Temp    "    Bvc    list    end 
JORDAN,  E  L        Division   of   Emergency   Preparedness    tc  Engineering 
Response    (Past   B301O3)         B4/03/O3  Consolidated   Ed  it on   Co      of   Neu 

York,     Inc         117pp        22393   336        24X   Fiche   SO-OOO,  04/03/03,  B40B09001 1 

B402090024    IE    Info   Notice    04-09,  Rev    1,     "Lesson*    Learned    From    Insps    of 
Fire  Protection  Safe   Shutdown    Eys    "   Svc    list    end 
JORDAN, E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post  930103)         84/03/07  Consolidated    Edi*on    Co      of   Neu 

York,      Inc          MBpp         52635   O49         24 X   Fiche    30-000,  B4/O3/07,  B402090O24 


-8403JS033S   Amends     127.127    !-    124    to    Licenses     DPR-38.  DPR-47    & 
resji  ective  1  y,  revi  si  ng    Tech    Specs    to    Implement    limiting 
condition!    for   -operation    in    event    one    startup    transformer 
out    of    svc 

BTOLZ.JF        Operating    Reactors   Branch    4        &4/O3/02        21pp 
236-19    276         24X    Fiche    50-269.  B4/O3/OE,  34031  S032B 


B402Q90028    IE    Info   Notice    84-18,.     "Stress   Cat-ration    Cracking    in  PUF1 
gys    "    Bvc    list    encl 

JORDAN> E  L        Division   of   Emergency   Preparedness   fr  Engineering 
Response    (Post   830103)         84/03/07  Consolidated    Edison    Co      of   Nem 

York,     Inc         IlBpp        22SS4    186        H4X   Fiche   30-OOO.  84/03/07, B40209002B 


-B4Q31S03flfl  Safety    evaluation    supporting    Amends    127,127  *c    124   ta 
Licenses    DPR-3S,  DPR-47    *.    DPR-33, respet t 1 vel y 

*      Office    of   Nuclear   Reactor   Regulation,    Director        84/Q3/02 
297         24X    Fiche    30-269,34/03/02,8403150323 


2pp 


S402090Q31    IE   Bulletin    B4-02>     "Failures    of    OE    Type    UFA   Relays     in    Use    in 
Class    IE  Safety   Sus    "   Svc    list    encl 

DEYOUNO,fi  C        Director'*    Office,     Office    of    Inipection    and 
Enforcement        84/03/12  Consolidated    Edison   Co      of    Neu   York,     Inc 

13-tpp          2BS33    094         24X    Fiche    90-000,84/03/12,8402090031 


0      Inspection    re-ports.     IE  Bulletins  A    correspondence 

8403070364    Forwards     IE    Intf    Repts    30-369/63-1 i, 50-270/83- 11     d 
90-387/83-11    an   830317-26    Enforcement   action    addrened     in 
NRC   B30602    1 tr 

LEWIS,  R    C         Division    of  Project   &  Resident   Programs        83/Q6/02 
TUCKER,  H   D         Duke    Power   Co          2pp          23946    035         24X 
Fiche    30-24,9,93/06/03.  Q4O307O364 

—940307036'?    IE    Insp    Rapts    50-2A7/B3- 1 1.  SO-37O/83-1 1    it   90-297/03-11     on 
B30317-28  Violations    noted    Iocs   of    containment    Integrity    on 
B30317   &  21    ti   failure    to   meet    requirements    of    confirmatory 
order    dtd    610710  re    independent  verification 
BRYANT.J  .    FALCONER,  D        Region   a.     Office    of   Director         IQNATONISjA 

Df vision    of    Project   &  Resident  Programs        B3/O6/OB         I0pp 
22546    O27         24X    Fiche    50~2i9, 33/06/02,  S4O307O364 

B403160I34    Forwards    IE    Insp    Repts    30-2(j9/B1-04,  30-270/61-04    & 
50-237/64-04    on   840201-02   No   violations    nr    deviations 
identified 

DANCE, H   C        Division    of  Project    fc  Resident    Programs        B4/O2/16 
TUCKER.  H    B        Duke   Power   Co         2pp         33655  336        24X 
Fiche    3O-269,S4/Oa/li6.a403l6O134 

— 0*03160141     IE    Insp    Hepts    SO-369/B4-O4, 3O-27O/S4-O4   &    30-287/84-01    on 
B4O20J-02  No    violations    identified   Major    areas    inspected 
emergency    preparedness    areas    of   protective   action 
dacisi  onmal Ing 

CLTNE.W   E         Region    3,     Office    fl f   Director          JENKINS,  0   R          Division 
of   Bnergentv    Preparedness    &  Materials   Safety.         B4/O2/IS        4pp 
22653   33B         24X    Fiche    90-269,64/02/16,8403160134 

B4030103OB   Forwards    addl    tnfo  re  B30915  request    for    relief    from 

inservice    Insp    rBquirementi  (HijiJrostati  c  1    of   Seetlon   XI    of 
ABHE  Ooiler    t.  Pressure    Ves»frl    Code   Valve   2LPBW-133  cannot    4ie 

closfrd    due    to   sheared    hinge  pins 

TUCKER,  H    D         Diifte    Potuer    Co  84/03/33         DENTON,  H    R         Office    of 

Nuclear   Reactor  fieoulationj  Oirector        STOLZ.J  F        Operating   Reat tori 

Branch    4        Spy         22133    103  24X    Fiche    50-26?,  84/02/23-  8403010303 


H403S90O69  flcl   receipt    of    84O20S   1 tr    informing    NRC    of   steps    taken    to 
correct    violation*    noted    in    IE   Imp   Repts    30-269/83-36, 
30-270/B3-37  8.   5C—2B7/S3-36    Implementation    of    corrective 
actions    uill    be    examined    during    future    Insp 

DANCE,  H   C        Division   of   Project   (.  Resident    Programs        84/03/20 
TUCKER,  H  0        Duke    Power   Co         lp        22BQ7  Oil         24X 
Fiche    SO-269,  B4/03/20,  B103290Oi9 

— 3403290088  Responds    to   NRC    840109    Itr    re    violations   noted    in    IE    Insp 
Ropts    SO-269-/03-36,  SO-270/B3-37   l>   30-2S7/83-36   Corrective 
actions   Unit    2    staging    coil     locations    corrected   It   seal 
packages    on   Reactor  Coolant    Pomp    SOS   replaced 

TUCKER, H   Ii        Duke   Power   Co        84/02/08        O'REILLY,  J  P        Region   2, 
Office    of   Director        2pp         33907,  012        24X  Fiche    50-269,  B4/O3/HO, 
8403290049 

— B4O329O090  Forwards    IE    Insp    flapts    SO-269/B3-36,  3O-270/B3-37   b 
30-387/83-36.   on    631111-1210   &  notice    of   violation 
DANCEfH  C        Division   of    Projsct    &  Resident   Programs         B4/01/09 
TUCKER, H   D        Duke   Power    Co        2pp        S2SO7   014        24X 
Fich-O'  30-269,  84/03/20,  S4O3290Q&9. 

— B40327009S  Notice    of   violation   from    insp    on   831111-1310 

*     Region  2,     Office    of   Director        S4/OI /Of         lp        2H807   016        24X 
Fiche'  30-269,  B4/03/SO,  B4O3K90067 

— B40327O108    IE    Insp    Repts    50-269/03-36,30-370/83-37   t<   30-287/83-36   on 
B311U-1210  Violation    noted,  fal  lure    to    follouiMaint 
Procedure    27O/B3-37-01    re    quality    performed    on    Reactor 
Coolant  Pump    2D2 

BRYANT,  J   ,    FALCONER, D        Region    2,    Office    of    Director 
PROWNLEE,  V  L        Division    of   Project   h   Resident   Programs        84/O1/09 
lOpp         2S307   017,       24K    Fiche    30-269,81/03/20,8403290069 

9302090043    IE   Info   Notice    84-19,     "Two   Events    Involving   UnauthorUed 
Entries     into   PUR  Reactor   Cavities    "    8vc    H«t    encl 
JORDAN,  E  L        Divl»lon   of   Emergency    Preparedness    h  Enaineerino 
Response    (Post    830103)         84/03/21.  Consolidated    Edison    Co      of   Nsiu 

York,     Inc         ISSpp         SSBS3   SSt        24X   Flchi    30-000,84/03/21,8402090043 


8401190072    IE    Info   Notice    84-13,     "Potential    Deficiency    (n   Motor 
Operated   Valve   Control    Circuits   t  Annunciation   "   five    list 
enc] 

JORDAN,  E  L        Division    of   Emersenicv   Preparedness    fc   Enginoerino 
Response    (Post   830103)         84/02/28  Consolidated   Edison    Co      of    Neu, 

Vort,     Int         115ft         22909  E39        24X   Fiche    30-000.  B4/02/28,  B401 19007S 


B402090044    IE    Info   Notice    84-20,     "Svc   Life    of    R>l*us    in    Safety-Related 
Sys    "   Svc    1  lit    encl, 

JORDAN,  E  L        Division   of    Emergencv    Preparedness    tt   Engineering 
Response    tPost    83O103)         84/03/21  Consol  id'atid    Edison    Co,     of   New 

York,     Inc         135pp         22933001         B4X   Fl che    SO-OOO,  84/03/31, 8402090044 


B4030900Q7    IE    Info   Motice    84-14,     "Highliohts    of    Recent   Transport 
RBBilator^    Rays    by    DOT    tc    NRC     "   Sve    list    encl 

GRACE,  J  N        Division   of    OA^    Safeguards   t>    Inspection  proorams    (Post 
830103h         B4/03/02  Consolidated    Efiison  Co      of   MIUI   Vork,     Inc 

130pp          E2352   3H9         24X    Fiche    30-000,84/03/02,8402090007 


R      Periodic    operating    reports    fc    related    correspondence 


HI 032000 1O  Monthly    operating    repts    for  Feb    19B4    M/840313    Ur, 
REAVI8.  J  A  ,    TUCKER,  H  B.       Dute    Power  Co        94/02/2,"?         17pp. 
22683    ISS        S4X  Ffche   90-269,84/02/29,8403200010 
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V      Operator    Examinations 


P      Operating    license    stage    documents   t  correspondence 


6403030239   Forward 5    operator     licensing    eiam    schedule    through    CYBB, in 
response    to   Generic    Ltr   S3-4O 

TUCKER,  H   B         Duke    Power    Co         B4/02/29         EIBENHUT. D   Q         Division    of 
Licensing          Hpp         22361    023         34X    Fiche    50-369, 84/02/29,  84O3O80239 


DOCKET    SQ-270   DCQNEE    NUCLEAR    STATION.     UNIT   3 

F      Security,     medical'     emergency    &    fire   protection    plans 

8403090234   Public    version    of    revised    crisis    mgt    plan    Implementing 
procedures. incl ud ing    Procedures    5   3  4   re    scheduling/planning 
support    group.  S  3   6   re   radiological    support    group    t  3  3   7    re 
tachnlcal    support    group    U/831107    1 tr  fc   Jtt  Felton  memo 
TUCKER, H    D         Duke    Power    Co         B3/1O/31          DENTON, M   R         Office    of 
Nuclear    Reactor   Regulation,     Director        271pp         32395  093        24X 
Fiche    30-000, 83/10/31,3403070254 

B403060223   Rev    11    to    crisis    nig  t    plan    W/B40224    Itr   &   public    Info 
pamph let 

VAUGHN,  T   E    ,     TUCKER,  H    B         Duke    Power    Co         B4/O2/02         DENTON,  H   R 
Office    of   Nuclear   Reactor    Regulation,     Director        66pp         22316    IB? 
24X    Fiche    00-000, B4/02/02.  B40306O223 

8403160131    Forwards     IE    Insp    Repts    50-269/84-04,30-370/84-01    t, 
30-2B7/B4-04    on   B40201-O2   No   violations    or    deviations 
Identified 

DANCE, H  C        Division    of   Project   &   Resident    Programs        84/02/16 
TUCKER,  H    8         Duke    Pouier    Co          2pp          33633    336         24X 
Fiche    30-269,84/02/16,8103160134 

— 8403160141     IE    Insp    Repts    50-H69/B4-Q4,  30-270/B4-04    b    50-387/84-04    on 
840301-02  No   violations    identified   Major    arias    inspected 
emergency    preparedness    areas    of    protective    action 
doc  is  ionmaHng 

CLINE.W   E         Rogion    2,     Office    Of    Director          B4/Q2/13         4p p 
23653    33B         24X    Fiche    30-267, B4/02/16,  8403160134 

B 4 03 09022 2   Forwards   Rev  3    to    training    &   qualification  plan  Rev 
withheld    (ref    10CFR73  21) 

TUCKER,  H  B  Duke  Pouer  Co  84/02/29  O'REILLY, J  P  Region  2, 
Office  of  Director  Ip  33373  149  24X  Fiche  3O-269, B4/O2/29, 
B40309023B 

8403160278   Extends    invitation    to    attend    840316  workshop    to    discuss 
10CFR30,App    R   requirements    &   results    of   recent    Insp    to    help 
resolve    misunderstanding    associated   u/requlrementa 
LEWIBiR    C        Division    of   Project   it   Resident    Programs        84/03/02 
TUCKER,  H   B        Duke   Pouer   Co         Ip         23660   S74        24X 
Flehe    80-000,84/03/03,8403160278 

3403160245  Forward i    summary    of    840328   meeting    ui/util    in   Atlanta.  GA   re 
10CFR30   4B  h    10CFR30,App    R    fire   protection    application 
Attendance    list   also    anc 1 

LEWI8.R    C        Division    of   Project   »<   Resident    Program*        84/03/07 
TUCKER,  H  B        Duke   Pouer   Co         3pp         22660  312        24X 
Ficha   30-2A9, B4/O3/O7,B40316O243 

0403120119  Advises    that   840116   Rev    11    to    physical    security    plan 
consistent   u/provlsions    of    10CFR30    S4(p)    &    acceptable 
LEWIS, R    C         Division    of    Project   &  Resident    Programs        04/03/08 
TUCKER,  H    B         Duki    Pouer    Co          3pp.        S23B9   219         24 X 
Flehe    30-369, 81/03/08,  B1031301 19 


8403060292   Submits   response    to    NRC    request    for    schadulav    info    re    SEft    of 
proposed    inadequate    core    cooling    Instrumentation  Final 
design    description   will    be    submitted    by   8507O1 

TUCKER, H   D         Duke    Power    Co          84/02/28        DENTQN,  H   R         Office    of 
Nuclear    Reactor   Regulation,     Director         STOLZ,  -J   T         Operating    Reactors 
Branch    4         Epp         2251B    124          34X    Fiche    50-269,84/02/28,8403060293 

8403130338   Forwards    Amends     127,127   &    134    to    Licenses    DPR-33.  DPR-47   & 
DPR-33,  respectively    (.    safety     evaluation   Amends    revise    Tech 
Specs    to    Implement    limiting     conditions    for    operation    in 
event    one    startup    transformer   out    of    svc 

STOLZ,  J   F         Operating    Reactors    Branch    4         84/03/02         TUCKER.  H    B 
Dule    Pouer    Co         2pp         32649    274         24X   Fichu    5O-269.  B1/03/O2. 
8403130328 


—8403150335   Amends    127,127    It     124    to   Licenses    DPR-38.  DPR-47    & 
respectively, revi sing    Tech    Specs    to    implement    limiting 
conditions    for   operation    in    event   one    startup    transformer 
out    of    svc 

STOLZ, JF        Operating    Reactors    Branch    4        84/03/03        21  pp 
23649   276         24X    Fiche    go~269i  84/O3/03,  8403130333 


— B403150344  Safety    evaluation    supporting   Amends    127.137   &   124    to 
Licenses    DPH-3B,  DPR-47    i.    DPH-3B.  respuct  ively 

*      Office    of  Nuclear  Reactor  Regulation.    Director        84/03/02       2pp 
22649   297         34X    Ftche     5O-369,  B4/03/02,  B4031S0338 


B403290314    "Oconee  3  Cycle    7   Startup    Testing   Kept    "    IJ/840326    Itr 
ELDER,  M   L    ,     PARSONS,  C   H          Duke   Poiuer    Co         B4/03/26         DENTON- H,  R 
Office    of   Nuclear   Reactor    Regulation,    Director        STOLZ,  J  F 
Operating   Reactors    Branch    4         23pp        22B03  070        24X 
Fiche,  50-270.84/03/26,84O329O314 


0      Inspection   reports,     IE  Bulletins   t   correspondence 


8403070364    Forwards    IE    Insp    Repts    30-269/83-11,50-370/33-11    (. 
30-387/B3-11    an   B3Q317-2B    Enforcement  action   addressed    In 
NfiC    830602    Itr 

LEWIS.R   C        Division    of   Project  t-  Resident   Programs        93/06/02 
TUCKER,  hi   B         Dufce    Pouier    Co          2pp         33546   025         24X 
Fiche    30-269,  83/06/02,  84O3070364 


--S403070369    IE    Insp    fiepti     50-H69/B3-1 1,  30-27O/B3-1 1    t.    5O-3B7/83-11    on 
B30317-2B  Violations   np ted    loss    of   containment    integrity    on 
B30317  t  21    fc   failure    to   meet  requirements    of   confirmatory 
order    dtd    010710   re    independent   verification 
BRYANT,  J  ,    FALCONER, D,       Region   2,    Office   of    Director        IQNATONIS,  A 

Division    of   Project  &    Rasident  Programs        83/06/02        lOpp 
32346    027         24X    Fiche    30-269,  B3/06/02,  B103070364 


8403160134  Forwards    IE    Insp    Repts   30-269/64-04,30-270/84-04   b 
30-2B7/84-04    on  840301-OS   No    violations    or    deviations 
Identified 

DANCE.H  C        Division    of   Project  t-  Resident   Programs        B4/O2/lii 
TUCKER,  H  D        Dude   Pouer   CD         2pp        22653  336        34X 
FichH    30-269,94/02/16,840314.0134 


— 8403160141    IE    Insp    nepts    30-269/84-04,30-270/34-04  &   30-2B7/B4-O4   on 
840301-03  No   violations    Identified   Major   areas    inspected 
emergency    preparedness    -areas   of    protective    action 
decismnmaking 

CLINE.U  E        Region  2,    Office   of   Director        JENKINS,  G  R        Division 
of   Emergency   Preparedness    ti  Materials   Safety        84/02/15        4pp 
22655    338         34X    Fiche    50-269,84/02/16,8403160134 


B403S90069   Ac k    receipt    of   84020B    Itr    informing   NRG    of   stepi    taken    to 
correct    violations    noted    In    IE    Imp    Repts    30-369/83-36. 
30-370/B3-37  &    30-287/83-36    Implementation    of    corrective 
actions    ulll    be    examined    during    future    imp 

DANCE.H   C        Division    of    Project   &   Resident   Programs        84/03/20 
TUCKER,  H  B        Duke   Pooler   Co         Ip        S2B07  Oil         24X 
Fiche    30-269,84/03/30,8403390069 

— 8403390108    IE    Imp    fUpts    30-269/B3-36r 30-370/83-37   &   90-887/83-36   an 
831111-1210  Violation    noted    failure    to    follow  Maint 
Procedure    270/83-37-01    re    quality    performed    on   Reactor 
Coolant   Pump    ZB3. 

BRYANT,  J        Region    2.    Office    of    Director         84/01/09         lOpp 
SS807    017         34X    Flch*    90-269, 84/03/30. 84O3B90069 

0403270209   Forwards   Rev  4    to    utll    response    to    NUREO-0737,  Suppl    1, 
including    control    room   revieu    Implementation    priority 
schedule 

TUCKER,  H   B        Duke   Power   Co         84/O3/23        DENTON, H  R        Office    of 
Nuclear    Reactor   Regulation,     Director        STtJLZ,J  F        Operating    Reactors 
Branch    4        9pp         2B772  088        B4X   Fiche    50-269, 84/03 /E3,  84 03270209 


B40301030B  Forwards    addl    info  re  830B13  request    for    relief    from 

inservlce    Insp    requirements  (Hydrostatic)    of    Section   XI    of 
ABME  Boiler   fc  Pressure  Vesiel    Code   Valve   2LPBH-133   cannot    be 

closed    due    to    sheared    hinge  pins 

TUCKER,  H  D        Duke   Pouer   Co         84/02/33        DENTON,  H  R        Office   of 

Nuclear   Reactor  Regulation,  Director        STOLZ,  J  F        Operating    Reactors 
Branch    4        2pp        22432    1O2         SIX   Flcne   90-367, 84/02/23,  B40301O30B 

8401190072    IE    Info  Notice   84-13.    "Potential    Deficiency    In  Motor 
Operated   Valve   Control    Circuits  fc  Annunciation    "   Bvc    list 
encl 

JORDAN, E  L        Division   of    Emurgency    Preparedness   fr  Engineering 
Response    (Post    B301O3)         84/03/38  Consolidated   Edison   Co      of  New 

York,     Inc         llSpp        22909   839        24 X   Fiche    50-000,84/02/28,8401190073 

8402090007    IE    Info  Notice   04-14,     "Highlights   of   Recent   Transport 
Regulatory   Revs   by    DOT  &    NRC    "   five    lilt   encl 

ORACE. J  N        Division    of   QA,     Safeguards   &    Inspection  Programs    {post 
830103)        84/03/02  Consolidated   Edison   Go      of    New  York,     Inc 

130pp        22352  329        24X  Fiche    30-000,  84/03/03,  B402090007 
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B402090C-OB    IE    Info    Notice    B4-1A,     "Failure    of    Automatic    Sprinkler    SIJB 
Valves    to   Operate    "    Svc    Hat    end 

.JORDAN,  E   U        Division    of    Emergency    Preparedness    &  Engineer  ing 
Response     (Post    B3O103)          84/03/O2  Conso  1  Idated    EdUon    CD      of    New 

York,     Inc          IBSpp          22333    O9B         34X    Fiche    50-OOO.  S4/O3/O2,  B40209OOOP 

840209000'?    IE     Info   Notice    B4-I5,     "Reporting    of    Radiological    Releases    " 
Svc    list    enc 1 

JORDAN. E   L        Division    o*    Emergiincy    Preparedness   &   Engine-Bring 
Re-spansc    (Post    830103)         B4/O3/O3  Consolidated   Edison    Co      of    New 

York,      Inc  119pp          22953217         24X    Fie  he    30-000. S4/Q3/O2. B40H09O009 

9405090011     IE    Info   Notice    84-37.     "Problems    U/Liquid    Nitrogen   Coaling 
Components    BBlaw   Nil     Ductility    Temp     "   Svc    list    nncl 
JO-RDAN.E  L        Division   of    Emergency    Preparedness   &  Engineering 
Reaponae    CPoEt    B30103)         B4/O3/05  Conic 1 i dated    Edison    Co      of   New 

Yorlr,      Inc  117pp          22353    33A         24X    Ftthe    30-000.04/03/03,3402090011 

B402090024    IE    Info   Notice    B4-O9.  Rev    1.     "Lessons    Learned   From    Itisps    of 
Fire    Protection    Safe-    Shutdown    Sgs    "     Bvc     list    enc  1 
JORDAN,  E  L        Division    of    Emergency    Preparedness    Si  Engineering 
Response     (Post    B301O3J          B1/O3/O7  Consolidated    Edison    Co       of    New 

York,      Inc          HHpp          22*33    019         24X    Ficha    SO-000, B4/O3/O7,. 84O2Q7OO24 

8403090023    IE    tnPo  Notice    84-13,     "Stress    Corrosion    Cracking    in  PWR 
By i    "    Svc    list   end 

JORDAN,  E   L.        Diviliun   of    Emergency    Preparedness   *   Engineerina 
Response    (Post   B30I03J         B4/O3/07  Consolidated    Edison    Co      of    Neui 

Ynvk.      Inc  ILBpp          335B4     1B6         24X    Ficha    50-000, B4/O3/07.  B40SQ9OO2B 

B40209Q031     IE    Bulletin    B4-03.      "Failures    of    GE    Type    UFA   Relays    in    USB    in 
Class    IE  Safety   BIJB    "    Bvc    list   encl 

DEVGUNfl.R   C        Director's    Office.    Office    of    Inspection  and 
Enforcement         B4./03/IS  Consolidated    Edison   Co      of   Now   York,     Inc 

I34pp          22B23   O94          24X    Fiche    SQ-QOO,  B4/O3/  13,  B402O90031 

8403290069  Ac k    receipt    of    B4QEOB   Itr    informing    NRC    oF    steps    taken    to 
correct    violations    noted    in    IE    Insp    Repts   50-369/83-36. 
SO-270/83-37  k   30-2B7/H3-3o    Implementation    of   corrective 
.actions    uiill    be    examined    during    future    imp 

DAMCE.K   C         Division    of    Project   t*    Resident    Programs         34/03/2O 
TUCKER,  H    B         DU*B    Fouler    Co          lp         23307    Oil          24X 
Fiche    50-367. 04/03/20,  E4O3290069 

— 840329QOBS   Responds     to    NRC    840109    1 fcr    re    violations    noted     in    IE     Insp 
Repts    30-269/83-3(1.  SO-270/B3-37    It    SO-237/H3-3A    Corrective 
actions   Unit   a    staging    toil,    locations,    corrected    t-  teal 
packages    on  Reactor   Coolant   Pump    2B2  replaced 

TUCKER, H    B         Dukt    Power    Co          B3/03/OB         O'REILUY,  JP         Region    2i 
Office    of    Oireetor         2pp         22607   O12        S4X   Fiche    5O-269, B4/03/20, 
94O3290O69 


V     Operator  Eiaminatl ons 

S1030B0337  Forwards    operator    licensing    e<am   schedule    through    CYBB.  in 
response    to  Generic   Utr   B3-40 

TUCKER,  H  0        Duke   Power   Co        S4/O2/39        ElBENHur,  D  Q        Division    of 
Licensing         2pp         2256)    023         34X    Fiche    30-269,  84/02/29.  B1O30S0239 


DOCKET   30-271    VERMONT   YANKEE   NUCLEAR    POWER    STATION 

F      Security,    medical,     emergency    d   fire   protection    plans 

3403060038  Advisus    that   NflC   ulll    not   revieui   emergency   plan*    to   delete 
privacy    or    proprietary    info    unless    specifically    requested    by 
licensee, per  B10709  OenerU    Ltr  91-27  W/o   request, ent ire 
plan  ulll    be   placed    In   PDR 
VASSAtLO.D    D         Operating    Reactors    Branch    2         B4/OS/21         SINCLAIR, J    B 

Vermont   Yankee  Nuclear    Pouier   Corp        2pp        22S2S   33i        34X 
Fiche    30-271,04/02/21, 8103060032 

8403140235    Informs    that   onsite    t   offsit*   emergency    preparednets 
adequate   d    emergency    plans    upgraded    per   NUREG-0737. 
Item    III    A   2    1    Reasonable   assurance    mists    that    prompt 
protective    measures   ulll    be    taken    to   protect    public 
VA8BALLO,  D   0         Operating    Reactors    Branch    2         B4/O2/22         SINCLAIR,  J    D 

Vermont  Yankee  Nuclear   Pouer    Corp        3pp.       22636:320        24X 
Fiche    30-271,  B4/02/22,  B4O31402B5 

B403140270  Approves   831116  request    to    establish    emergency    operations 
facility    (EOF)    B  73  miles    from  plant  u/o    providing    backup 
EOF 

EISENHUT.D  0        Division   of   Licensing        84/02/27        MURPHY.  H   P 
Vermont   Yankee   Nuclear    Power    Corp        2pp        22636  31B        24X 
Ficha     30-271.84/02/27,8403140270 

0403190243  Notification   of   840418  workshop    in   King    of  Prussia, PA    to 
discuss    lessons    learned    from    recent   App    R    fire    protection 
safe    (hutdoun    insp    &    topics    described    in    IE    Info    Notice 
84-09  Agenda    for    workshop    encl 

MURLEV.T  E       .Region    1.     Office    of    Director        94/03/09        O'TOOLE.J   D 
Consolidated  Edison  Co      of  New  York,     Inc        LUNDVALL.A  E        Baltimore 
<Jai   fc   Electric    Co        RANDAIZA,  J  B        Maine    Yankee    Atomic    Power   Co. 
39pp          22672    062         SIX    Fiche     30-000,84/03/07.8403190243 

B403290064  Forwards    IE  Enforcement    Conference   fiept  30-271/83-26   on 

840110  Util  has  not  provided  NRC  in/required  fire  protection 
featurns  for  certain  equipment  in  reactor  bldg  to  achieva  it 
maintain  safe  shutdown 

MARTIN,  T  T        Division   of   Engineering    1<  Technical  Programs,       B4/03/13 

MURPHY, W  P        Vermont    Yankee    Nuclear   Power   Corp         2pp         22806   2B3 
24X  Fiche    30-271.  B4/O3/13,  8403290064 


— B4O3290090    Forward!     IE     Insp    Septs    5Q-269/B3-36, 50-27O/B3-37   !< 
50-2B7/B3-36    on    831111-1210   E.   notice    of   violation 
DANCE.  H  C        Division    of    Project    &   Resident   Program*        B4/01/O9 
TUCKER. H   P        Duke   Power    Cc-        Epp         22B07    014         21X 
Fichff    30-269. B4/03/SO.  B4O3290O69 

— B4O3290093    Notice    of    violation    from    insp    on    831111-1210 

it       Regmn    2,     Office    of    Director         B4/O1/O9          lp         2S307    016         24X 
Ficha    50-2i9.H'l/03/-aO.  0403290069 

— 3403290108    IE    Insp    Repts    S-0-269/B3-36,  3O-270/B3-37   «.    50-2B7/83-3&    on 
B3illS-i2IO   Violation    noted    failgre    to    follow    Maint 
Procedure   S7D/83-37-O1    re    quality    performed    on    Reactor 
Coalart    Pump    3EB 

BRYANT- J   i     FrtLCDNER.D        fleglon   S.     Office    of   Director 
BROHNLEE, V  L        Division    of   Project   t>   Resident    Programs         B4/O1/O9 
lOpp          S2S07   O17,        31X   Fiehe    30-HA9,  B4/03/2Q..  B4032900&9 

640309O043    IE    Info  Notice    94-19.     "Two   Events    Involving   Unauthor 1 j ad 
Entries    into   PUB    Reactor  Cavitlel    "    Bvc    list    encl 
JDRCAM, E    L        Division    nf  Emergency    Preparedness    k  Engineering 
Response    (Post   9301O3)         B4/O3/21  Conso  1  Ida  t  frd   Edison    Co      of   Neiu 

York,      Inc          123pp          S2B33    229         24X    Fiche    50-OOO, B4/O3/21,  S40B090043 


— 9403390071    IE   Enforcement    Conference   Rept   30-271/B3-S6    on    840110  Major 
areas   discussed    potential    violation   of    lOCFRSO.App   R    re 
failure    to    provide    fire    protection    for   redundant    safe 
shutdown   equipment    located    primarily    in   reactor    bldg 
PULLANIi  3   V   .     ANDERBQN.C    J         Region    1.     Office    of    Director 
B4/Q3/06         7pp         22904    BBS.        B4X    Fiche    30-H71 ,  94/03/13.  B403290064 

0403330063  Revests    eight    exemptions    from    IOCFRSO.  App  R    requirement*    re 
fire    protection    of    safe    shutdown    capability    Exemption 
request    approval    uill    negate    need    to    provide    alternate 
shutdown   capability! per    Section    III    S  of  App    R 
MURPHYfW  P        Vermont    Yankee   Nuclear   Pouier   Corp         B4/03/14 
DENTON.H  R        Office    of    Nuclear  Reactor  Regulation,    Director        20pp 
22733    O22         24X   Fiche    50-271,84/03/14.94.03530063 

8403300166  Forwards   FEMA  S20609    final    post-eierc i «e    assessment    for 
B2021B    joint    radiological    emergency    preparedness    exercise 
Rept    tor   G30921    exercise   will    b*    Issued    shortly 
MARTIN.  T  T        Division   of   Engineering    (.  Technical    Program*         84/03/13 

MUHPHY.W  P        Vermont  Vanhee    Nuclear   Power   Corp         3pp         22698  041 
34X   Fiche    50-271.  84/03/15.  94O32O0166 

P      Operating    license    stage    documents.    &   correspondent* 


B402090044    [E    Info  Notice    B4-BO.     "Bvc    Life    nf    Relays    in   Safety-Be latsd 
3Ljs    "    Svc    1 1st    encl 

JORDAN,  E   L        Division    of  Emergency   Prepare  if  ness    <<  Engineering 
Respon*a    (Post    B301O3)         B4/O3/21  Consolidated    Edlton    Co,     of   NOD 

York.     Inc         !33pp        S2933    OOI         24X    Fiche  -8O-000,  B4/03/H1,  B402090044 

ft      Periodic    operating    reports    b  related    correspondence 

8103200010  Man tli  1^  operating  repti  for  Feb  19B4  H/B403J  3  Itr 
HErtVIBrJ  A  ,  TUCKER, H  H  D^uk*  Power  Co  a*/02/S9  17pp. 
226B3  1B9  24X  Fiche  3O-Et9. B4/02/29,  3403200010 


8403140340  Summary    of   831E1S  meeting    u/OE   b  Mark    I    Quner*    Oroup    in 
BeUeada.MP   re   Mark    I    tontalnment  luetwell-dryw*!  1    vacuum 
breakBr    design  methodology 

BlEOELiB  L        Operating    Reactors    Branch   2        94/03/81  Operating 

Reactor*    Branch    a        Slpp         2B63S    198        34X    FichB    50-000,84/02/21, 
8403110340 

B403020247    Informs    of    completion   of    addl    analysis    for    frequency 
respanne    of   associated    hydraulic    control    unit*    (HCU)    for 
scram    «ys    HCU   supports    should    be    modified    Installation    of 
mods    BKpected    by    end    of    yr 

MURPHY. W  P        Vermont   Yankee   Nuclear   Power    Corp         B4/Q2/S8 
VABSALLO, D  H        Operating    Reactor*    Branch   2         lp         22440    100,       K4X 
Fiche:    SO-a71,84/Oa/BB.  B403020247 
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S4O307O3O4   Provides    responses    to    three    open    items    from  NRC/BNL  Yanlee 
Atomic    Electric    Co    &    consultants    Mark     I     containment    program 
plant-unique    analysis    rep t    B40216  review  meeting 

CELIAiN  S        Teledyne    Engineering    Services         B4/02/aB        SIEGEL,  B        NRC 
-   No   Detailed    Affiliation    Given        4pp        22346    171        34X 
Ficho    30-000. 84/03/28.8403070304 

8403120003  Forwards    Rev  0    to    "Vermont    Yankee   Nuclear   Power   Station 
Offstte    Dasr   Calculation    Manual"    used    to    implement 
provisions    of    radiological    effluent    Tech    Specs 
SINCLAIR. J   B         Vermont    Yankee    Nuclear    Power    Corp         84/03/O9 
VASSALLO.D   B         Operating    Reactors    Branch    2         Spp         22589   304         24X 
Fiche    50-271,84/03/03.8103120003 

— B4Q31BOQ03   Rev   0   to,     "Vermont    Yankee   Nuclear    Power   Station   Offsite    DOSE 
Calculation   Manual    " 

»      Vermont   Yankee    Nuclear   Power    Corp         B4/03/03        108pp 
2238?   309         24X    Fiche    50-271, B4/O3/05.  S40312OO03 

840309O24Q  Summary    of   840216  meeting    to/Northeast   Nuclear   Energy   Co, 
Boston    Edi*on   Co,  Vermont    Yankee  Nuclear   Power   Co   t.  Teledyne 
Engineering    Bves    in   Waltham.MAre    addl    Marl    I    torus 
structural    analysis    List    of    attendee!    end 

SHEA- J   J        Operating    Reactors    Branch    9        SIEQEL. B        Operating 
Reactors    Branch    2        84/03/07        CRUTCHFIELD,  D        Operating   Reactors 
Branch    S         4pp         22972   298         24X    Fiche    SO-OOO,  B4/03/O7.  8403090340 

B403300268  Forwards    request    For    addl    info    re    operation   of    purge   &  vent 
valves    Response    requested    within   60   days 
VASBALLO.D   B        Operating    Reactors    Branch    S        84/03/12        SINCLAIR,  J  B 

Vermont    Yankee   Nuclear   Power    Corp         3pp         H2B44   331         SIX 
Fiche    30-271.  B4/03/IS,  B4033Q0268 

B4031B0275  Generic    Ltr    84-07    to    all    licensee*    of    BWRs   re    procedural 
guidance    for    pipe   replacement    at    BWRs   Svc    list    end 
E1BENHUT,  D  0        Division    of    Licensing        84/03/14  Commonwealth 

Edison    Co        HOpp        23023   394        24X   Fiche    30-000, 84/03/1 4.  B403130273 

8403270190  Forwards    supplemental    info    in    response    to   Generic    Ltr   83-3B 
re    required    actions    based    on    generic    implications    of   Sal  am 
ATMS   events 

MURPHY, W  P        Vermont    Yankee    Nuclear    Power    Corp        B4/03/23 
VA88ALLO.  D  B        Operating    Reactors    Branch    3         lOpp        S2772    171        24X 
Fichu    30-271,84/03/23,8403270190 

0      Inspection    reports.     IE   Bulletin*    !<   correspondence 

B40119O072    IE    Info  Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuit*   fc   Annunciation    "    Bvc    list 
end 

JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         B4/02/2B  Consolidated   Edison    Co      of   New 

York,     Ine         115pp         22909   239        S4X   Fiche    30-000,84/02/38,840119007? 

B4020900O7    IE    Info   Notice    84-14,     "Highlights    of    Recent   Transport 
Regulatory    Revs    by    DOT   It    NRC    "   Svc    list    enc  1 

QRACE.J  N        Division    of    OA,     Safeguards    fc    Inspection  Programs    (Post 
830103)         B4/03/03  Consolidated    Edison   Co      of   New  York,     Inc 

130pp          82392    329         24X    Fiche    90-OOO, B4/03/O2. B40209O007 

B4QS09OOOB    IE    Info  Notice    84-lfc,     "Failure    of   Automatic    Sprinkler    Sys 
Valves    to   Operate    "    Svc    list    encl 

JORDAN, E   L        Division    of    Emergency    Preparedness    !<  Engineering 
Response    (Past    B30I03)         84/O3/OS  Consolidated    Edison    Co      of   Nem 

York,      Inc          122pp          22353    O9B         24X    Fiche    3O-OQO, 84/O3/02,  B40209OOOB 

B40209Q009    IE    Info  Notice   B4-13,     "Reporting    of    Radiological    Releases    " 
Svc    list    encl 

JORDAN. 6  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         84/03/02  Consolidated    Edison    Co      of   Naui 

York,     Inc         H9pp         23333   B17        24X   Fiche    90-000, B4/O3/02, B402090009 


B402O90031     IE    Bulletin    94-02.     "Failures    of    GE    Type   HFA   Relays     in   Use    in 
Class    1C  Safety   Sys    "   Svc    list   encl 

DEYOUNG.R    C         Director's    Office.     Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated   Cdison   Co      of    New   York.     Ini 

134pp         22Q23   O94         24X    Fiche    50-000, B4/O3/12.  84020TOO31 

B4032QO274   Forwards    "Rec ire ulotion   b   HHR   Weld    Joint    Insp    Program   -    19B4 
Refueling    Outage    "    Refueling    scheduled    to    commence    B4O616 
SINCLAIR, J   B         Vermont    Yankee    Nuclear    Pouer    Corp         B4/O3/13 
VA8SALLO.  D   B         Operating    Reactors    Branch    2         2pp         22696    126         SAX 
Fiche    3O-27I,84/O3/13,84O320O274 

— B4O3200277    "Rec  irculat  i  on    !<   RHR   Weld    Joint    Insp    Program    -    19B4 
Refueling    Outage    " 

«      Vermont    Yankee    Nuclear    Power    Corp         B4/O3/13         43pp         22696    128 
24X   Fiche    90-271,  84/03/13, S4032O0274 

B4O329O064    Forwards    IE    Enforcement    Conference    Rept  90-271/83-26   on 

84O110  Utl)  has  not  provided  NRC  w/requiretl  Fire  protection 
features  for  certain  equipment  in  reactor  bldg  to  achieve  & 
maintain  safe  shutdown 

MARTIN, T   T        Division   of   Engineering   4,  Technical  Programs        84/03/13 

MURPHY, H  P        Vermont   Yankee   Nuclear  Pomer   Corp  2pp         22806  283 
24X    Fiche    90-271,84/03/13,8403290064 

—3403390071    IE   Enforcement    Conference   Rept    30-271/33-26    on    B4O11O   Major 
areas    discussed    potential    violation    of    10CFR3O, App   R    re 
failure    to   provide    fire    protection   for    redundant    safe 
shutdown   equipment    located    primarily    in   reactor    bldg 
PULL  AN  I.  S  V  ,    ANDERSON,  C   J        Region    1,    Office    of   Director 
84/03/06         7pp         22806    283         2<1X    Fiche    30-271,  B4/03/13.  B403390064 

8403300196   Responds    to    IE    Bulletin    BO-11,     "Masonry    Mall    Design    " 
Reanalijsii   of    1O  masonry   malls   completed   Addl    time   required 
to   verify   results    Reanalysis    program  will    be    completed    by 
June    19B4 

MURPHY, W  P        Vermont   Yankee   Nuclear   Pouer   Corp        84/03/19 
VAB8ALLO,  D   B         Operating    Reactors    Branch    S         lp         22676    362         24X 
Fiche    90-271,84/03/13.8403200136 

8402090043  IE    Info  Notice   B4-19,    "Two  Events    Involving    Unauthor i led 
Entries    into  PWR  Reactor   Cavities    "    Bvc    list    enel 

JORDAN,  E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post   B3O103)        84/03/21  Consolidated   Edison   Co      of   New 

York.     Inc          123pp         22823    S29         24X   Fiche    SO-OOO,  B4/O3/21,  B4O209O043 

8402090044  IE    Info   Notice    B4-20,     "Svc   Life    of   Relays    in   Saf e ty-Relatad 
Sys    "    Svc    list    entl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post   830103)        84/03/21  Consolidated    Edison    Co      of   New 

York.     Inc         133pp        22933   001        24X  Fiche    50-000, 84/03/31,  B4O2090044 

8403300153  Responds    to    IE  Bulletin  83-07   re   apparently    fraudulent 
products    sold    by   Ray    Miller. Inc  No    evidence    found    that 
subj    matl    supplied    directly    or    indirectly    by   Ray  Mlll&r. 
Inc    for    use   at    Facility 

MURPHY, W  P        Vermont   Yankee   Nuclear   Power   Corp        B4/O3/22 
HURLEY,  T  E        Region    1,    Office    of   Director        2pp        22831    014        21X 
Fiche    30-271.  B4/03/22,  B4033DOi33 

B403300065  Ac k    receipt    of   840302   )tr    informing   NRC    of  steps    taken    to 
correct   violations    noted    in    IE   Insp   Rept    30-271/B3-33 
MARTINiT  T        Division   of   Engineering   &  Technical    Programs        84/03/33 

MURPHY. W  P        Vermont   Yankee   Nuclear  Power   Corp        Spp         22821   291 
24X   Fiche    5O-271, B4/O3/23,  B4O33Q0069 

— 8403300071    Responds    to  NRC   840131    Hr   re   violations  notod    In    IE    tnsp 
Rept   50-371/83-33  Corrective   actions   Procedure  OP  OS33> 
"Body    Burden  Counting,"    will    be   revised 

MURPHY. W  P        Vermont   Yankee  Nuclear   Power    Corp        84/O3/02 
MARTINiT  T        Division   of   Engineering   t  Technical    Programs        2pp 
23B21    293        H4X   Fi che, 90-271 , B4/03/23. 8403300065 


8402090011    IE    Info   Notice    84-17,     "Problems    U/Liquid   Nitrogen   Coaling 
Components   Bolou  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN, E  L        Division    of    Emergency    Preparedness   &>   Engineering 
Retponn    (Post    B30103)         B4/03/09,  Consolidated   Edison    Co      of   New 

York,     Inc         U7pp        22333    336        24X   Fiche    30-000,84/03/03,8402090011 


8403300142  Ac k    receipt    of   840302   Itr    informing   NRC   of    steps    taken    to 
correct   violations   noted    in    IE   Insp   Rept   SO-271/B3-30 
MARTINiT   T        Division   of   Engineering    &  Technical    Programs        B4/O3/23 

MURPHY.W  P        Vermont   Yankee   Nuclear   Power   Corp         lp         22B2O  39B 
24X   Fiche    90-271,  84/03/23,  B403300142 


B40K090024    IE    Info   Notice   84-09, Rev    I,     "Lessons   Learned    From    Insps    of 
Fire  Protection  Safe  Shutdown  Sys,"   Svc    list   encl 
JORDAN, E  L        Division    of    Emergtncy    Preparedness    b  Engineering 
Ruponse    (Post    B30103)         B4/O3/07  Consolidated    Edison    Co      of   New 

York.     Inc         liBpp         22633049        24X   Fiche    SO-OOO, B4/03/07, B402090O24 

B402O9002B    IE    Info   Notice    64-18,     "Stress    Corrosion   Cracking    in   PWR 
BIJ»,  "   Svc    1 1st   end 

JORDAN,  E  L,       Division    of    Emergency    Preparedness    Si  Engineering 
R*spon«»    (Post    B30103)         B4/Q3/O7  Consolidated    Edison    Co      of   New 

York,     Inc         HBpp         22984    186        24X   Fiche    90-000, B4/O3/07, 840209002B 


— B403300146  Responds    to  NRC   8402O1    Hr   re  violations   noted    in    IE 
Rept   SO-27I/03-3O  Corrective   actions   radiation   surveys   will 
be   made   using    both    Eberllne   ftO-2  !.  E-520    instrumentation 
Health    physics   mgt    approval    uill    be   required 
MURPHY.W  P        Vermont   Yankee   Nuclear   Power   Corp        B4/03/02 
MURLEY.T  E        Region    1.     Office   of   Director        4pp        32821    339 
Fiche    30-371,34/03/23,8403300142 
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i!      Pe-rin.Jlc    operating    reports    !i   related    correspondence 

B4O3L304B1     "Annual    Operating    Rept    for    19B3    «    H/840303    Itr 

SINCLAIR,  J    D         Vermont    Yankee.    Nuclear    Power    Corp          03/13/31 
HURLEY.  T   E         Region    1.     Office    of    D-irettor          lOpp          32A13    199         24X 
Fiche,  30-371,83/12/31.  0403130401 

0403330140   Personnel    ejposure    annual    rept    tar    1983  U/B40312    Itr 

SINCLAIR.  J.  D          Vermont    Yankee    Nuclear    Power    Corp  83/12/31 

MURLEY.  T   E        Region    1.    Office    nf    Directed*        3pp  S2730  331        24X 
Fiche    50-271,83/12/31,84032301-10 

B4O3i900a6    Monthly    operating    rept    for    Pub    1984   W/B40309    Itr 
BURGER.  F   J    ,    MURPHY,  W   P         Vermont    Yankee    Nuclear    Pouer    Corp 
B4/03/39         7pp          32669    23O         24X    Fiche    30-274.04/03/29,3403190086 

S      Reportable    occurrences,     LERs   !<  related    correspondence 

H4Q3Q5Oa23  Further    response    to-   FDIA   request    fop   re-cord's    of   named 
individual  Ei  including    repts.  analyses,  stud!  -as,  test 
calculate  ons.  proc  edurei    Si    practices    for  measurement  of    RCS 
leakage    Forwards    Aap   C    documents    Search    continuing 

FELTDNi  J  M        Division    of    Rules   and   Records         S  4/02/07        MADDEN.  T  J. 
Kaue<     Bcftoler,     Flerman.     Hayi     &   Handler         3jip          22496    334          24  X 
Flcha    3O-OQQ,  84/02/07,3403030223 


Forwards    potentially    generic    Issue    data    sheet    on  BOO611 
event    re    Failure    af   &WR    dryuell     leakage    detection   sys    to 
identify    significant    leakage 

0RUNNER,E   J        Region    1.     Ph  1  lad  8  1  ph  is.    Office    oF    the    Director 
BO/07/10        JOR&AN.E   L        Region    t.    Philadelphia,    Office    «  P   the 
Director        LEHIS.fi   C         Region   2,    Atlanta-    Reactor  Operations 
Nuclear    Support    Branch         HEIBHMAK.fi    F        Region   3.    Chicago.    Reactor 
Operations   Nuclear    Support    Branch-       2pp         33496  357        24X 
Fithe    50-000,  84/03/O7,fl4030S0223 


5403320006   Forwards     IE    Insp    fiepts    30-373/B4-O6   ti    30-311/84-06    on 
840206-10   No    violations    observed 

MARTIN,!  T  Division  of  Engineering  (.  Technical  Program*  B4/03/OB 
UDERITZ.n  A  Public  Service  Electric  (.  Oat  Co  of  New  Jersey  2pp 
32716  174  24X  Flche  30-272,  B4/O3/QB,  B4032B0006 

— 8403320010    IE    Insp    Kept*    50-272/84-06   fc    30-311/B4-O6   on    B40206-1Q   No 
violations   noted    Major    areas    inspected    security 
organ  i  latton.  security    prog  ram  audit,testing   &   ma  int.  physical 
barriers,  securi  ty    sys    power    supply   ti    aises»ment   aids 
MADDEN,  W   J   ,     BAILEY. R    J    .     JOYNER,  J   H         Rugion     1.     Office    af 
Director         04/03/06         4pp          32716    176         24X   Fiche    30-272, B4/O3/OS, 
B403E2OOO& 

B4O3190343   Notification   of    B4O41S   workshop    in   King    of   Prussia. PA    to 
discuss    lesions    learned    from   recent   App    R    fir*    protection 
safe    shutdown    Itisp    b   topics    described    in    IE    Info  Notice 
64-Q9  Agenda   for  workshop    and 

HURLEY,  T    E         Region    1,     Office    of    Director         84/03/09         O'TOOLE.J    D 
Consolidated   Edison   Co      of  New   York,     Inc        BROWS,  j  C   ,     MCNE1LL.C   A 
Pouer  Authority    of    the   State    of   Neiu  York        33pp         22672-  062        24X 
Flche    50-OOO,B4/03/09,B4031903fl3 


J      Insurance  S<   indemnity    information 


8403360197   Forwards   Endorsement   4G    to   NELIA   Pollcij   NF-236.  Endorsements 
69  &  72    to  NEUIA  Policy    NF-208.  EndoriemBnt    39    to  MAELU 
Policy    NF-77  &   Endorsement   67    to  NELIA   Policy   NF-330, 
GOLDEN,  M.  P        Marsh    *.  McLennan.     Inc.       84/03/13        8ALTZMAN,  J 
As»lstant  Director    for  State   t  Licensee   Relations,       6pp         22731    033 
24X    Flche    50-QOO.B4/03/12,  8103260197 

B4033B003B   Foruards   Endonements    6Q    b    69    to    NELIA    Policy    NF-230   b 
Endorsements    34  fc   3D   to   MAELU  Policy   rlF»9O 

•GOLDEN,  M  P        Marsh    t.  McLennan.     Inc        84/03/21         SftLTZMAN.  J. 
Assistant  Director    for   State   It  Lic«niea   Relations        Bpp         22776  394 
34X    Flche    3O-273.  B4/03/21iB4Q5B80O5B 


B40303O33H   Foruap-ds    LESS    B4-OOI-O1    t*   B4 -003-00 

P6LLETIER.J   P         Vermont    Yankee    Nuclear    Pouer    Corp         B4/02/27 

Record    Services    Branch    {Document    Control    Desk}          lo         22439307         24) 

Fiche    30-371, B4/O2/274 B4O3020322 

—  B4O3Oa0326   UEn   B4-OO1-O1    on    B4O1OS,  pre  sitire    transient    generated, 

resulting    in   reactor    trip    Caused    by    Instability    in    turbine 
controls    syc    Instruments   tuhl-ch    proviile    trip    checked    !.   one 
channel    recal ibr 

PELLET1SR.  J  P.       Vermont    Yankee    Nuclear   Power    Corp        B4/02/E7        2p p 
22437    30B         24X    F i c he.  50-27 1.  84/03/27,  H4O30S0332 

—  B103O2032B  UER  64-OO2-OO    on   8403-02,  torus-reactor    bUg    vacuum  breaker 

njs    Fnunrf    out    af    calibr    Caused    by    setpoint    drift   Buitch 
setpolntt    readjusted    to    Tech   Spec    re-quiremen  t* 

PELLETlER.jp        Vermont    Yankee    Nuclear   Power    Corp        S4/OS/37        2pp 
2243?    310         24 X    Flche    50-371, B4/QZ/37,  gfl030S0322 


P      Operating    licensi    stige    documents    &  correspondence 

B-1O3U90041?  Submits   details    of    vendor    manual    review   program    in   r»«fionsB 
to   B3030i  ordir   modifying    licenses    Camnltinent    Co    Incorporate 
all    vendor  manual*    For    safety-related    equipment    into 
dacument    control    sys   completed 

LIDEN.E  A        Public    Service   Electric    &  &ai    Co,     of   Neui  Jersey, 
B4/03/22       KI8TER-H  D        Division   op    Project   h  Resident   Programs 
3pp        22579-  343        24X  Flche,  30-272,  B4/O2/H2.  8403090049 

0403030119  Forwards    supplemental    response    to   Generic    Ltr   83-28, 
"Required  Actions    Based    on   Generic    Implication*    or    Salem 
ATMS   Events    " 

BARNESrP   L        Commonusiltll    Edison  Co        B4/OE/2?        DENTDN,  H   R        Office 
of    Nuclear   Reactor   Regulation.     Director         26pp.        224B8    084         34 X 
Flche    30-000,  B4/02/»9,B4030301 19 


DOCKET    30-272   SALEM   NUCLEAR    QENERATING    BTAT10N,     UNIT    1 
F      Security,    medical,    emergency    &    fire    protection    plans 

B403160192    Far-biardS    IE     In*p    Rept    50-272/B3-37    On    831203-06   *    B401 16-20 
Full    compliance   u/fire    protection    features    for    safe    shutdown 
apparently   not    achieved 
MARTIN, T    T        Division    of    Engineering    b  Technical    Programs         B4/03/02 

UDEHITZ.R   A         Public    Service    Electric    &   Can    C-0       of  Hsiu   Jersey         3pp 

23633:291          24X    Fiche    30-272, S4/O3/02, B40316O132 

— B403160197    IE    1 nsp    Rept    50-273/B3-37    on   S31303-O6   &   B-40116-30 
Koncampl I  ante    noted    fa  1  lure    to    provide    fire    protection 
features    required    by   App   HrSection    III    0    for    tafe   shutdown 
In    five    areas    of    plant 

PULLANI.S    .     flNDERSOM.C         Region    li     Office    of    Director          B4/03/O1 
23pp          32685    H»4         24X    Fiehe    50-272, B4/03/O2, 840316O1 32 

B40319-0433   Responds    to    a2I20i   t<  830718    1  trs    re    emergency    optratlons 
facility    (EOF)    Request    to    establish    primary    EOF   7   5  mi  lei 
from    facility    u/o   providing    bichup    EOF  acceptable 

EI8ENHUT' D  0        »(vi*ian    of   Lieensimg        84/03/03        L1DEN,E    A        Public 
ServUe   Electric    &  Oas   Co      af  Wew  Jerttg,       Ip         2263!    323,       24X 
Fithe'  30-372.  B4/O3/03,  6403190433 


64031'30al7   Requeati    titension    far   updating    inadequate   core    cooling 
ins trumontation   &   reactor    vessel    level    instrumentation    syi 
status    rept*   per   TMI    item    II    F  S  fc   providing    Mcstinghouie 
proprietary    info   until    B404O2 

LIDENiE    A        Public    Service   Electric    d  Oat    Co      of   frleu  Jersey 
84/03/O2        VARQA.  8  A        Operating    Reactor*    Branch    1         Ip         23al4   361 
24X   Fiche    5O-272. 94/03/02.  B403J30O17 

B403360090   Reque*ti    identification   of    «nu,    potential    problem*    or    items 
re    completion   of  NU  ft  EC- 07  37    items    by   Sept    19B4    Response 
requested  ulthln   SO    days    of    Itr  receipt 

VAROA.S  A  Operating  Reactors  Dr«nch  1  B4/03/02  UDERITZ.R  A 
Public  Service  Electric  *  0**  Co  of  Neu  Jersey.  3pp  22763  281 
24X  Fithe  30-372.04/03/03,9403260030 

B4031401 13  Forward*    "Salem   Generating    Station   31&(b)    Demonttratlon. " 
per   Q 30 6 23  reque*b    for   addl    info   re    revliu   of    OL    application 
for  Hop*   Creek 

MITTLiR    L        Public    service    Electric    &  Oat    Co      of    Neu  Jersey 
B4/03/03        SCHUENCEfi,A        Licensing    Branch    2         Ip.       2262°    124        24X 
Fiche,  30-OOO,  94/03/03,  B4031401 13 

— B40314O117    "Salem   Generating    Station  316tb)    D«rooi«ttration    " 

*      Public    Service    Electric    b  Oi*    Co,     of    Neut   Jersey        84/02/29. 
647pp        22629.123        24X   Fiche   30-000.  84/03/O3, 84O31 401 13. 


8403130171    Forward*   FEMA  po  «t-ei*rcite    assenment    for  931024    joint 
exerclxe    of   State   of    DE  &    local    radiological    emergency 
preparedness   plans    for    facility 

MARTINET  T  Division  of  Engineering  li  Technical  Programs  B4/03/O7 
UDERITZ.R  A  Public  Service  Electric  &  oaa  Co  of  Hem  Jersey  Ppf 
H2399  233  24)!  Flche  5O-S72.  a*/O3/O7,  9103130171 

"8403130173  Evaluation    of    831024    joint    eKerclie    of    State    of    DE  h   local 
radiological    emergency    prepare tfneis    plani    for    facility. 
*      Federal    Emergency   Management    Agency        03/11/25        72pp 
22599    236        24X   Fiche    50-272, B4/03/O7, B4O313O1 71. 


8403290381    Forwards    plant-specific    info    on  reactor    protection    syi    shunt 
trip   modi, in  reipontt    to    NRC    B30B10    Itr  h   Oeneric    Ltr   83-2B 
Shunt    trip   mechanism  mill    be    Installed    during    refueling 
outage.  M/14    overall*    drauings    Aperture    card*    in   PDR 
LIDEN,  E   A        Public    Service    Electric    t>  Oas    Co      of    Neui  Jersey 
94/03/14        VARQA.B  A        Operating   Reactors    Branch    1         14pp. 
S2SOO  200        24X  Fiche   30-272,84/03/14,8403290281 
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04033OOOBS   Requests    ex  tans  ion    to    Ju  1     19B4    for    completion    of    post-malnt 
operability    testing    of    la fety-related    equipment    based    on 
revised    interpretation    of    scope    identified    through 
discussion   w/Reglon    1    personnel 

LIDEN.E    A         Public    Service    Electric    t.   Qas    Co       of    New   Jersey 
61/03/23         VARGA,  S   A         Operating    Reactors    Branch    1         3pp          32332   073 
34X    Fithe    30-272,  84/03/23.  B403300O89 

0      Inspection    reports'     IE   Bulletins    t>   correspondence 

8401190073    IE    InFo    Notice    B4-13,     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuits   &  Annunciation    "   Svc    list 
end 

JORDAN,  E  L        Division    of    Emergency    Preparedness   t  Engineering 
Response     (Po*t    83O103)          B4/O2/2S  Consolidated    Edisan    Co       of    Neui 

York,     Inc          HSpp         32909    239         34X    Fiche    30-000,84/02/58,8401190072 

B403Q900BQ   Submits    supplemental    response    to    IE  Bulletin   83-06  re 
nonconf orrni ng    mails    supplied    by   Tube-Line   Corp    Remaining 
four    suppliers    confirmed    that   no    subj    matls    supplied    to   Hope 
Crunk    Colt    Industries    info    under   review 

MARTIN,!  J        Public    Service    Electric    fj  Gas    Co      of    Hem  Jersey 
84/Oa/as         HURLEY.  T    E         Region    1.     Office    of    Director         Hpp 
22373   297         24X    Fiche    30-OOQ, 84/O2/2B, 84O30900BO 

B4031S006B    Forwards     IE    Insp    REpts    30-273/81-02   t    30-311/01-02    on 
B40116-19  No    violations    observed 
MARTIN.  T  T        Division   of    Engineering    b  Technical    Programs        81/O2/2B 

UNDERITZ.R    A        Public    Service   Electric    &   Qas    Co,     of   Nelu  Jersey 
Spp         32643    177         24X    Fiche    50-273.34/02/56,3103150068 

— 8103130078    IE    Insp    Repti    50-H.72/01-03    &    30-311/01-02   on    8401 16-19   No 
violation*    observed   Major    areas    Inspected    nonradiological 
chemical    measurements, QC    program   of   analytical    measurements 
&   procedures    &   training 

ZIBULSKY.H    ,    KITTAN.J  J    .     PASCIAK.W  J        Region    1,    Office    of 
Director         61/02/27         3pp          22613    179         21X    Fiche    50-272,81/02/28. 
01031 900AB 

8402090007    IE    Info   Notice    B4-14,     "Highlights    of    Recent   Transport 
Regulatory    Revs    by    DOT   &   NRC    "    Bvc    list    end 

GRACE, J   N        Division    of    QA.     Safeguards    6    Inspection  Programs    (post 
Q30103)         64/03/02  Conso  1  Idatad    Edison    Co      of    N«w   York,     Inc 

130pp          22592   329         31X    Fiche    30-000, 84/03/OH, B402090007 

B102090008    IE    Info   Notice    B4-16,     "Failure    of    Automatic    Sprinkler    Sys 
Valves    to   Operate    "    Svc    list    encl 

JORDAN,  E   L        Division   of    Emergency    Preparedness    t<  Engineering 
Response    (Poet   8301O3)         B1/O3/02  Consolidated    Edison    Co      o(    NBUI 

York,     Inc         ISapp         32333   078        24X   Fiche    30-000,84/03/02,8402090000 

8402090009    IE    Info  Notice    84-13,     "Reporting    of   Radiological    Releases    " 
Bvc    list    encl 

JORDAN,  E   L        Division   of    Emergency    Preparedness   ti  Engineering 
Response    (Post   830103)         84/03/02  Consolidated   Edison    Co      of   New 

York,     Inc         U9pp         32333   317        21X    Fiche    50-000, 84/03/02i  8403090009 

8403160132   Forward*    IE    Insp    Rept    50-372/83-37    on    831205-06  tc   040116-20 
Full    compliance  lu/flre    protection    features    for    safe   shutdown 
apparently    not   achieved 

MARTIN, T  T  Division  of  Engineering  &  Technical  Programs  81/03/03 
UDERITZ.R  A  Public  Service  Electric  &  Qas  Co  of  New  Jersey  3pp 
22633  291  SIX  Fiche  30-272.84/03/02.9403160132 

— B403160137    IE    Insp    Rept    80-272/83-37   on   B31203-Q4.  fc  B10116-2O 
Noncampliance   noted    failure    to    provide    fire    protection 
features    required    by    App    R, Section    III    0    for    safe   thutdoun 
in   five    areas    of    plant 

PULL  AN  I,  S   ,    ANDERSON,  C        Region    1,    Office    of    Director         84/03/01 
23pp          22693   294         21X    Ftche    30-272,  B1/03/02, 0403160! 52 

8402090011    IE    Info   Notice   04-17,     "Problems   W/Llqutd    Nitrogen    Cooling 
Components   Below  Nil   Ductility   Temp    "  Svc    list   »ncl 
JORDAN,  E  L.       Division    of    Emergency    Preparedness   5.  Engineering 
Response    (Post    B30103)         84/03/03  Consolidated    Edison    Co      of   Neui 

York,     Inc         117pp.       22333   336        24X   Ficha'  30-000, 84/03/03,  040309001 1, 

8403220103   Forward!    IE    Incp    Repts    30-272/84-04    t.   30-311/81-04    on 
8401 1 1-0206   No   violations    observed 

STAROSTECKI. R  Division  of  Project  &  Resident  Programs  S4/03/O6 
<JDERITZ,R  A  Public  Service  Electric  fc  Qas  Co  of  New  Jersey  2pp 
23713  283  21X  Fiche  30-372,  84/03/06,  8403E2010S 

— 8403220113    IE    Intp    Repts    30-272/84-04   Sc   50-311/84-04   on    840111-0206  No 
violations    identified   Major    areas    inspected    status   of 
previous    Insp    item*,  review    of    periodic    &    special    repts, 
LER    review   t,    operational    safety    verification 
LINVIU.E.J  C    ,    SUMMERS, H   J        Region    1.    Office    of    Director 
NORRHDLM.L   J        Division    of    Project   &   Resident   Programs         B4/02/27 
17pp         22713  287        24X    Fiche   30-272,84/03/06,8403220103 


84O2090Q24    IE    Info    Notice    B4-09iRev    1,     'LHssonB    Learned    Prom    Insps    nf 
Fire   Protection   Safe    Shutdown    SIJE    "    Svc     list    encl 
JORDAN. E  L        Division   of    Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         04/03/07  Consolidated   Edisan   Co      oF   New 

York.     Inc          1  IBpp         23635   019         24X    Fiche    3O-OOO.  B1/O3/07,  B1Q2Q9OO21 

0103090028    IE    Info  Notice    04-lB,    "Stress   Corrosion  Cracking    in   FUR 
Syu    "    Svc     list    encl 

JORDAN, E   L         Division    of    Emergency    Preparedness    It   Engineering 
Response    (Post    B30103)         04/03/07  Consolidated    Edisan    Co       of    Neiu 

York,     Inc          llBpp         225S1    106         24X    Fiche     50-OOO, 04/O3/O7,  B4O2090O20 

B4O3220006   Torwards    IE    Insp    Repts    50-372/S4-Q6   L   30-311/B4-Ot   on 
840306-10  No   violations    observed 
MARTIN,  T   T         Division    of    Engineering    fc    Technical    Programs         84/03/00 

UDER1TZ.R  A       Public    Service   Electric    &    Qas  Co      of  New   Jersey        2pp 

22716    174         24X   Fiche    30-272,  B4/03/O0.  B403B20006 

— S403S20010    IE    Insp    Repts    30-272/04-06   !(    50-311/B4-O6    on    040206-10   No 
violations   noted    Major   areas    inspected    s.ocurity 
organ!  jat ion, security    program  aud it,  tes ting   d  malnl,  phys leal 
barriers,  securi  ty    sys    pouier   supply   &   assessment   aids 
KADDEN.W   J    ,     DAILEY.fi    J    ,     JOVNER,  J   H         Region     1,     Office    of 
Director         84/03/06         4pp         22716    176          34 X    Fiche    SO-H72, 04/03/08, 
B4032200D6 

B402090031    IE  Bulletin   04-03,     "Failures   of    OE  Type   HFA  Relays    in  Use    in 
Class    IE  Safety    Sys    "   Svc    list   encl 

DEYQUNQ.R  C        Director's   Office,    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated    Edison  Co      of   New  Yorfci     Inc 

134pp         22BB3   094         B4X   Flche    30-OOO,  B4/03/ 12, 8^02090031 

H40322O036   Responds    to    IE   Bulletin   03-07,      "Apparently   Fraudulent 
Products   Sold   By   Ray   Miller, Inc    "   Companies    supplying  matls 
or    svcs    to   facilities    listed    No  mat  I    purchased    from 
Ray   Miller,  Inc 

LIDEN.E   A        Public    Service   Electric    %  Gas    Co      af  Mem  Jersey 
84/03/14         HURLEYi  T   E         Region    1,     Office    at    Director         4pp 
H2B63    166         24X    Fiche    30-B72.  SI/03/ 14,  B4O32B0036 

0403290206   Forwards    IE   Mgb    Meeting    itcpts    SO-272/B4-11    &    SO-311/B4-11    an 
840201    Corrective    actions    taken    for   ALAftA    program 
deficiencies   noted    in    IE    Insp   fiepts    50-372/33-82  fc 
30-3(1/03-32  adequate 
MARTIN,  T   T         Division    of    GngineeMng   &    Technical    Programs         84/03/15- 

UDERITZ.R   A        Public    Service   Electric    t.  Gas  Cti      of  Netu   Jersey         2pp 

23003    388         24X   Flche    50-272.  B4/03/1S,  Q403S9Q306 

—8403390210   IE  Mjt  Heeling    Repts   SO-273/Q4-11   t<   30-31 1/B4-1 1    on    Bfl02Ol 
Major   areas   discussed    planned    Improvements    in   program    to 
reduce    personnel    occupational    vadlatlon    exposure    to  A LARA 
Corrective   action   acceptable 

N1MITZ.R  L   ,     BHANBAKY,M  M        Region   I,     Office    of   Director 
04/03/06        3pp        23803   290        24X   Fiehe    30-272,  S4/O3/1  3,  8403290S06 

0402070043    IE    Info  Notice   84-19.    "Tun  Events    Involving  Unauthorized 
Entries    into  PUR   Reactor   Cavities    "    Svc    list   encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness  i.  Engineering 
Response    (Post   030103)        04/03/21  Consolidated    Edison   Co      of   New 

York,     Inc          I23pp         22S23    229        24X    Fiche     30-000.84/03/21,8403090043 

S40209O044    IE    InPfl   Notice   84-20,     "Bvc   Life    of   Relays    in  Baf etu-Ralated 
8ys    "   Svc    1 1st    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    [Post   830103)        84/03/81  Consolidated    Edison   Co      of    Neu 

York,     Inc        133jip        2S93S  001        24X  Fiche    30-000, 04/03/21,  0402090044 

0403290135  Forwards    IE  Mgt   Meeting    Repts    30-273/84-12  It  30-31 1/04-12  on 
B40306    to  discuss    util    action   plan    for    improving   nuclear 
dept    operations 

8TAR08TECKI.fi        Division    of    Project   b  Resident   Programs        84/O3/32 
LtDERITZ.fi        Public    Service   Electric   ti  Gas    Co      of  Neu  Jersey        Spp 
H3007    107         24X   FUhe    30-272,  B1/03/22,  B10329O133 

—8403390139    IE   Mgt    Meeting    Repts    30-272/94-12   fc    50-311/H4-1S    on    840306 
Areas    discussed    overview   of    status    of    action    plan   to    improve 
nuclear    dept   operations 

LINVILLE,  J   C    ,     NDRRHGLM.L    J        Region     1,     Office    of   Director 
84/03/12         ?0pp         22807    109        24X   Fi c he, 30-S72.  84/03/23,  3403290135 

B403300171    Ack    receipt    of   331128  t,  8403O6    1  trs    Informing    NRC    of    steps 
taken    to   correct   violations    noted    in    IE    Insp   Repts 
30-272/83-27   t.    30-311/83-30 

STARQBTECKI.R  Division  of  Project  fc  Realdent  Program*  84/03/23 
UDERITZ'R  A  Public  Service  Electric  t,  Qas  Cn  of  Neu  Jersey  Ip 
82020,033  24X  Ftehe  50-272.04/03/23,8403300171 


DOCKETED  ITEMS 


-B3O3300177    Sup^ls    B31138    response    to    NFJC    B31026     1 tr    re    violations 
noted     in,    IE    Insp    Repts     SO- 272/B3-27   *.    5O-311/B3-3O 
Corrective    actions    emergency     instruction    action    requirement, 
ro    realtor    coolant    pump    shaf t. revi sed 

LIDEN.E    A         Public    Service    Electric    it   Qas    Co       of    New    Jersey 
B4/O3/06         STAROSTECK1.R         Division    of   Project   5   Resident    Programs 
4pp          23920    033         34X    Fiche    50-272,34/03/23,9403300171 


oted    In    IE   Insp 


-9403300163   Responds    to   NRC    831026    Itr    re  violation 
Repts    30-272/B3-27   i.    50-31I/83-3O   Corrective     act 
emergency    instruction    revised    to    increase    limits    far 
vibration    &    decision    made     to   remove    action,   requirements 
UDEN.  E   A         Public    Service    Electric    L    Qas    Co       of    New    Jersey 
33/11/28         5TARDSTECKI, R          Division    of    Project    I.    Resident    P 
3pp          22020   037         24X    Fiche    50-272,84/03/23.6403300171 


U       Cangres-sional/Eiecutlve    Correspondence 


B4031S033&    Responds    to    B4O131    request     For    explanation    of    recent 
facility     annual    revieu   Personnel,  mot    &    orjianliation 
attitudes    affected    1  QUI  rating    If    performance    unacceptable, 
immediate    enforcement   action    uill    be    taken 

DIRCKS.W   d         Office    of    the    Eiecutive    Director    far    Operations 
84/03/06         RDTH.W   <J         Senate         3pp          22649   369         24* 
Fiche    30-S72,  84/03/O6,  0403150336 


— 8403150341    Requests    eiplanation   of    implications    of   rating    of 
unsatisfactory    in    area    of    plant    operations. 

ROTH.W   V        Senate         81/01/31          PALLADINO,  N   J         Comml sal onert 
22649    268         SIX    Fiche    5O-272,  B4/O3/06,  B4O3IS0336 


3pp 


Periodic    operating    reports    !<  related    correspondence 


V      Operator   i-iaminations 


03070,305   Personnel     enpoiure    ropt     for    19B3   W/BflO2a3    Itr 
MIDURAiH   J         Public    Service    Electric    !.    Qas    Co       of    New   Jersey 
B3/12/3S          HURLEY.  T   E         Region    I.     Office    of     Director         7pp 
23546    335         34X   Fiche    30-272,  B3/ 12/31.  0403070305 

0 30702 iO  Forwards    "Salem  Nuclear   Generating    Station  Semiannual 
Radioactive    Effluent    Release    Rapt,  Jill-Dec     19B3, "    interim 
rept   Effluent   data    fop   Fourth    Quarter    1983    Incomplete 
Revised    rapt    expected    By    B404 1 5 

I,  I  DEN.  E   A        Public    Service    Electric    &  Oas   Co      of   Neui  Jersey 
S4/O3/2?         HURLEY.  T         Region     1.     Office    of    Director         2pp          32516    233 
24X    Flche    50-272.  B4/O3/29.B40307O260 


8403060312   Responds    to    B40124    Itr    re    licensed    operator   rao.ua  1  i  f  ication 
program  Quinei    used    to   determine   weaknesses   b   need    for 
emphasis    on    subjs   Licensed    operator    training    program 
Training    Procedure   TP-305    revised 

LIDENjE  A        Public    Service    Electric    J.  Oas   Co      of    Neu  Jenaij 
B4/02/2B        VAHGA,  S  A        Assistant    Director    for   Operating    Roaetors 
2pp         22913   333         24X   Fiche    50-272,  S4/03/2B,  0403060312 


DOCKET   50-275   DIABLO   CANYON   NUCLEAR    POWER    PLANT.     UNIT    1 

E      NRC  Safety   Evaluation  Report    (9ER)i     suppli    &   correspondence 


B40307O261    "Salem  Nuclear    generating    Station   Semiannual    Radioactive 
EFflu&nt  Release   Rent.  Jul-Dec    1983."    interim   rept 
»      Public    -Service    Electric    fc  Gav    Cn      of   Neu   Jersey        flERR-131 
93/12/31          43pp          2S516    334         24X    Fiche    30-272, 84/02/S9,  B1O30702iiO 

33230174    Monthly    operating    rept    for    Feb    1984   M/B4031O   Itr 
1ILLER.I.    K    ,     ZUFKO.J   M          Public    Service    Electric    6    flat    Co       of    Neu 
Jersey          B4/O2/29          13pp          227 IB    1O3         24X    FicNe    3O-27E, 34/02/29, 
0403320174 


Reportage    occurrencesP     LERs    &   related    correspondence 


8403080085   FDIA    request    for    SER    &   SSER    SI     <NURE&-Oc>75)    re    operation    of 
facllltiei 

GARDE, 0    P         Government   Accountability    Project         S4/01/O9  Office 

of    Administration         2pp        223D4  O74        24X   Fiche    30-275,04/01/0°, 
3403080085 

B4O3OB0076   Partial    response    to    FOIA  request    for   SER   re    operation    of 
facilities   Forwards    documents    Hated    on   app    Documents    also 
placed    in   PDR   Review    of   remaining    documents    continuing 
FELTON. J   M         Division    of    Rules    and    Records          B4/01/23         GARDE, B    P 
Government    Accountability    Project         2pp        223B4   076        24X 
Fiche    50-27B,B4/01/S3iflfl030B009i 


1 1 1 50O76    Discusses    events    Involving    lass    of    electrical     Inverters 

Including    attendant    inverters    to   vital    instrument    buses 

lecoimrmnda  tions    provided    by    Nuclear    Safety    Analysis    Ctr    are 

B»cellant     In    helping     to    reduce    Instrument    failures 

^SKE,  F         Reactor    Operation!.    Analysis    Q  ranch          92/10/21          SEYF.RIT.K    V 

Reactor    Operations    Analysis    Branch         Qpp          22775   223         34X 
"tche    SO-OOO.BS/lO/Bl,  B21 1150076 

321OO196   LER    a4-002-OO   on    Q4OIO7.  inlet    valve     13CN27    closed     due    to 

ipurlous    high     level     in    feed water    heater     19C    Caused     by    heater 

igpass    1CK47    failing    to    open   Bypass    differential    setpoint 

korjered    '<    signal    suramator    module    replaced    M/840206    Itr 

WPP. J   L    .     ZUPKD,  J   M         Public    Service    Electric    t    Gas    Co       of    NBU 

Jersey          &4./Oa/0&          3pp          32313    001          24X    Flche    50-272.  B4/02/06, 

3102100196 

330B0013  Supplemental    LER    8 1 ~O5? /O1K-O1    on    B106 16, dur  nig    Initial 
ei  t  Ingp  auil  liary    Feeduiater    pump    23    turbine    steam   supply 

:hecfc    valves    21M346   &    23KS46    found    damaged     Internal  lij    Caused 

iy    steam    Mou   sys.   oscillations   M/940224    Itr 

1UPP,  J   ,     ZUPKO.J  M        Public    Service   Electric    &   Gas    Co      of    Neui   Jersey 
S1/O3/S1          4pp         22557    339         24 t    Fiche     50-372.  B4/O2/34,  B4O3O80013 

)3OB024&    Supplemental    LER    G3-0£5/aI7X-]     an   H31 122.  dur  lain     testing    on 
leismic    instrumentat ion.  tr i a  i  ial    time   history   accelograph 
lid   not    respond    at    required    Caused    by    detector    failure 
iccelerom* ter   replaced    H/840234    Itr 

IUPP.J    ,     IUPKO.J   M        Public    Service   Electric    t   Gas    Co      of    New   Jarseg 
94/02/24          4pp         225A1    OO9         34X    FIchB    50-372.  B4/O2/H4,  0403090246 

>3030232    Supplemental    LER    79-06B/03X-1     on   79 10IQ.  safotij     injection 
>ump   motor    12    tripped    on    overcurrent   Caused    by    impeller 

oclngts    Improperly    secured    at  mfg    Facility    Pumps 
'eassenbled    using    Locktite    compound    U/B40224     Itr 
IUPP.J    ,     2U^KQ,  J  tt        Public    fiorvlca    Electric    J.   Gas    Co      of    Neu  Jersey 

34/02/24         4pp         33557    100        24X    Fiche    50-272,  B4/O2/24.  84030B0252 

3270344  LER    B4-00&-00   on    B10234.  reactor    trip    occurred    from    100X 
iouor    Caused    by    turbinp    generator    tripping    on    generator 
leutral    ground    protection    Invrttigation    into    eitent   t   cause 

P    danage    in    prajresa   H/B40333   ttr 

(UPP.J  L  .  ZUPKO.J  M  Public  Service  Electric  t  Oas  Co  of  New 
lersey  B4/O3/23  4pp  2277]  312  34X  Flche  50-272,  B4/03/23i 
1 403270 244 


— B4O30S0103  Allegations   51    t.    53  re    NRC    concern    that    plant    personnel 
reluctant    to    come    forward    w/safety    concerns    since   candor 
endangers    jabs 

*      NRC    -   No    Detailed    Affiliation    Given         84/01/23         3pp 
22SH4   OB9         24X    Fithe    50-275,  B4/O1 /23,  B4O30B009C, 

B4O31SO147    Suppls    B40217    response    to    SSER    Items    bl    «<    102    ra    design 
control    process    Design    control    process    adequately    controlled 
ti    const    comple-ted    as    specified 

SCHUYLER.  J   0         Pacific    Gas    S.    Electric    CP         84/02/25         MARTIN,J   B 
Region    3,     Office    of    Director          llpp         2263?    351          24X 
Ficho    90-275,34/02/23,8403150147 

84O3O60564    Foruards    SSER    17    re    utll    application    for   QLs.Suppl    addresses 
NRC   evaluation    re    breakwater    t>   superstrut    issues    U/o   end 
KNIGHTON,O  U        Licensing    Uranch    3        84/O3/37        SCHUYUER,  J   0        Pacific 
Oas   &   Electric    Co        4pp        32553  26S        24X    Fiche    50-275,84/03/37, 
3403060564 

94-0307010^    SAFETY   EVALUATION    REPORT    RELATED   TO    THE    OPERATION    OF   DIABLO 
CANVON   NUCLEAR    POWER    PLANT,  UNITS    1    AND   S    Docket    Nos      90-375 
And    5O-323    (Pacific    Oas   And    Electric    Company) 

»       Division    of    Licennlng          NUREG-O675   317         B4/02/39         33p p 
Available    at  NRC        *3  00        22561    214        34X   Fiche    50-375.64/03/37, 
B4O307Q1O4 

B402090O30   Hoard    Notification   84-035   updates    allegation    listed    in  SSER 
21    &  Boar*   Notification   84-003  Public    allegations    not 
previously    forwarded    &  characterizations    of    al legations    from 
confidential    sources    encl 

EISENHUT,  D   G         Division    of    Licensing          B4/03/03         PALLADINQ. 
OILIhJSKY.     ROBERTS      Commissioners          llpp          23536   O61         24X 
Fiche    50-373,  B4/03/02,  8402O-70030 

--8312140347   Forward*   Nuclear    Bvc   Carp    1977   audit    of   Pullman    Power 
Products    yorl    scope    at    facility,  in    response    to    B31004    Itr    to 
Chairman    Pal ladino    Attention   called    to    ASLAB   831024    denial 
of   Joint    Inturvenor   031030   motion    to   reopen   record 
BIRCKS.H  J        Office    of    the    Eietutive    Director    for  Operation* 
33/11/ia         THOMAS, W   M         Moute    of    Rep          4pp          32556   OBO         24X 
Fichs   50-375.  B4/03/02,  B4O2O90030 

--B313140351    Forwards    JR   Reynolds   030921    Itr    expressing    concern, on   behalf 
of   Joint    Intervenors   re    deficient    design   &    const    of 
facility    Nuclear   Svc   Corp-    1?77    audit    encl 

THOMAS,  W  M        House    of   Rep         83/10/04        PALLADINO, N        Commi *s i oners 
4pp         23556    OBI          24X    Flche    30-273,84/03/03,8402090030 


DOCKETED  ITEMS 


75 


-B4030BO2B1     "Audit    Kept    Pullman   Power    Products    Work    Stops    at    Dlaolo 
Canyon    Site    770922-0920    " 

WEDER.J    ,     LARSEN.  0   J    ,     NEUMAN.  T    C         Pacific    Gas    ti   Electric    Co 
77/09/20         42pp          22536    09O         24X    Fiche    50-375. B4/03/O2,  B4O2O9O030 

-831828009?  Responds    to   B31021     Itr    re    rept    of    1977  audit    of    Pullman 
Power    Products    Corp    Motion    filed    before    NHC    for    revocation 
or    In    al ternati VBI  contlnua ti on    of    suspension    of    low   pouier 
OL   for    facility    Matter    referred    to   NRC 

DIRCKS.W  J        Office    of    the    Eiecutive    Director    for  Operations 
83/11/18         PANETTA, L    E         House    of    Rep         4pp          SB331,    132         24X 
Fiche    50-273.  B4/03/02, B402090030 

-B31228Q1Q2   Requests    response    to   allegations    made    in  Nuclear    Svcs    Coi p 
encl    audit   rept    re   Pullman   Pouier    Products    Corp    const    QA 
efforts 

PANETTA.L    E         Hause    of    Rep         B3/10/ai          PAUUADINO.N 
Commissioners          lp         SIX    Fiche    30-273,  B4/O3/O2, B4O2Q90030 

-8318200107    "Proposal    for    Independent    Internal    Audit    of    Pul Iman-Kel 1 ogg 
Efforts   at   Diablo    Cangon    " 

»      NucUar   Services    Corp         77/07/33        21pp         22556    134        BIX 
Fiche    80-273, B4/03/O2,  B402090030 


84O307O355   Public    version    of    emergency    plan    implementing    procedures, 
including    Procedure    EP    G~4    personnel    accountab  i  1  i  t<j   li 
assembly    t/   EP   RD-12    re    mid    &    high-range    plant    vent    radiation 
monitors    W/B4020B    Itr    t,   JM   Felton    B40302    release    memo 
THQMBERG.R   C    ,     6CHUYLER,  J   O         Pacific    Gas    &   Electric    Co         B4/01/S3 
MARTIN, J   B         Region    S.     Office    of    Director         12Opp         23365    1B9         34X 
Fiche    50-275. B4/01/23.  B403O70355 

B4O306013B   Foruiards    IE    Insp    Repta    30-275/93-39   &   30-323/93-27    on 
331503-22   &   notice    of    violation 

BISHOP. T   W         Division    of    Res  ident,  Reac  tor    Project    &   Engineering 
Programs         64/02/03         SCHUVLEH,  J   D        Pacific    Oas   t,    Electric    Co         2pp 
22506    334         24X   Tiche    3O-275. 84/02/03,  B4O3Q6013B 


— B4O3O60142   Notice    of    violation    from    insp    on    B3130S-S2 

CANTER. H   L         Region    3,     Office    of    Director         B4/03/O3         3pp 
23506    336         24X    Fiche    50-275.04/02/03.8103060133 


—8403060146    IE    Insp    Repts    30-275/83-39   &    50-323/93-37    on    B3120S-2S 
Noncompl lance  noted    failure    to   properly    implement    firo    loss 
prevention   procedures   &    suppls 

SCQUN.K    ,     POLICH-T    ,     CANTER,  H  L         Region    5,     Office   of    Director 
B4/01/S4         IBpp         22506    338         24X   Fiche    30-275,64/02/03,3403060133 


— B401040010   Forwards    all    Itrs    which    appeared    in   Sen  Luis    dbispo 
Telegram-Tribune    between   B31019-31    re    emergency    planning 
response    plan    for    facility    Lack    of    public    confidence    in 
response    plan    discussed 

KRANZDORF,  R        Affiliation   Not   Assigned         H3/11/04        pALLADINO.  N 
Commissioners         17pp         H25S6    173        24X   Fiche    50-279,34/03/03, 
8402090030 

B4030B04Q3  Further    response    to    FO1A   request    for    documents    re    SER 
related    to    operation   of    facilities    For wards    App    0    document* 
App   A  &   G   documents    available    in   PDH   Revieui    of    remaining 
documents    subj    to    request    in    progress 

FELTON,  J  M        Division    OF    Rules   and    Records         B4/03/OP        GARDE,  B   P 
Government    Accountability    Project         4pp         225B3   073        24X 
Fiche    50-273,84/03/02,8403080403 

— 8403080431    Forwards    33ER     input    re    Allegation    6B   Programmatic    breakdown 
in  Pullman  Power    Products    QA  program   not    indicated    Installed 
hardware    safety    concerns    not    identified 

LIEBERMAN.J         Office    of     the    Eiecutive    Legal    Director         83/12/27 
EISENHUT.D        Division    of   Licencing        4pp         22383    16.3        24X 
Fiche    50-273,84/03/02.  8403000405 

0403230173  Forwards    update    of    closeoul    status    of    SEER   SO   Open    Item  2   & 
follouup    Items    1   t<   9   re   Herti    cutoff    emergency , aui i 1 i ary 
feeduiater    sys    runout    control    sys    tent   t   overspeed    setpolnt 
change,  respectively 

SCHUVLER,  J   O         Pacific    Oas    Si    Electric    Co         84/03/19         KNIOHTON.  fl   W 
Licensing    Branch    3        2pp         SS717   020        24X    Fiche    50-375,34/03/19, 
8403220172 

8-403300078  Responds    to   840319   request    for    info    on    Item  28    of    EBER   21 
r>    annul  lit    structure    rever  i  f  ication   Visual    insps    of   piping 
performed    Insp    identified    need    far    support    mods    Mads 
reinspected    at    operating    temps 

BCHUYLER.J   O         Pacific    Qa  s    t.    Electric    Co         B4/03/S3         KNIOHTDNi  G    W 
Licensing    Branch    3         lp         22B22  OB7        24X   Fiche    5O-E73,  64/03/33. 
B40330007B 

B40330014B  Suppls   util    8402 1 S    Itr    providing    justification    for    exclusion 
of   Bunillarij    feedmater    level    control    valve    actuators    from 
severe    environ    exposure    list    per    8SER   2?    follouup    Item    5 
SCKUYLERiJ  0        Pacific    Oas    b   Electric    Co        Q4/03/23        KNIOHTON, Q  W 
Licensing    Branch    3          lp          22B20   344         24X    Fiche    30-273,  B4/03/23, 
8403300148 

B403300300   SAFETY   EVALUATION   REPORT    RELATED    TO    THE   OPERATION    OF   DIABLO 
CANYON   NUCLEAR    POWER    PLANT, UnltB     1    AND    3    Docket    Nos       5O-273 
And    50-323      (Pacific    Oa*    and    Electric   Company) 
»      Division    of   Licensing         NUHEG-Oc.73  522        H4/03/31         400pp 
Available    at   NRC,       «11    00        22B43   001         24X    Fiche    50-273,84/03/31. 
8403300300 

F      Security,    mvdicali     •m«^gency    B<   fire    protection    plant 

B4032B0114   Public    version    of   revised    emergency    plan    implementing 
procedures,  including    Procedures   EP    QP-9   re    lass    of   reactor 
coolant    pump    ui/o   r  BBC  tor    trip    h  EP    0-2   re    establishment    of 
organization  M/Q4O105   d  O3SS   memos 

THOMBERO.R  C  ,  SCHUYLER, J  0  Pacific  Oas  i  Electric  Co  84/01/03 
MARTIN,  J  B  Region  3,  Office  of  Director  33pp  23811  236  24X 
Fiche  30-273,84/01/03,84.03280114 


physical    security   plan   Rev  withheld 


B4O309O172  Forwards  fiav  11 
(ref  10CFR73  21t 
SCHUYLER.  J  0  Pacific  Oas  i.  Electric  Co  B4/02/06 
Region  5,  Office  of  Director  lp  22379  049  24* 
Fiehe  50-275,84/02/06.8403090172 


MARTIN,  J   B 


B402230176  Foruiards    revised    State   of   CA  nuclear    pouer    plant    emergency 
response    plan 

MEDFORD.M   0         Southern    California    Edison    Co         81/02/16 
EIBGNHUT.  D   0         Division    of   Licensing         383pp         223S3   OO1          21X 
Fiche    30-000,84/02/16,8402230176 

— 8403020117  Revised    State    of    CA  nuclear    power   plant    emergency   response 
plan 

»      California,     Btate    of         83/04/30         29Olpp         23353   O03         24X 
Fiche    30-0001B4/02/16,B402230176 

B402090006    Board    Notification    81-034    forward!    R    Voltmer    840206   memo,    to 
D   Elaenhut   re    fire    research    results    concerning    fires    in 
electrical    cabinets    In    control    room 

EISENHUT.D  G  Division  of  Licensing  B4/02/23  PALLADIND 
Commissioners  lp  22576  203  24X  Fiche  30-OOO,  01/02/23, 
S40S09QOOi 

— 840JOB0316  Recommends    that    info  re    fire   research   results   concerning 
flrea    In   electrical    cabinets    in    control    roam  be   submitted 
for    board    notification,  per   NRR   Ofc   Ltr    19,  dtd   HS1001    Further 
evaluation   of    test    data    required 

VQLLMER.R   H         Division    of    Engineering         B4/02/06         EISENHUT.D    G 
Division    of   Licensing          lOpp         22376   2O4         24X 
Flche    50-000181/02/33.8402090006 

B403OS0405  Further   response    to    FOIA   request    for   documents    re    SER 
related    to    operation    of    facilities   Forwards    App    D    documents 
App    A  b    B    documents    available    in   PDR  Review  of    remaining 
documents    subj    to   request    in    progress 

FELCDN.J  M        Division   of   Rules   and   Records        B4/03/02        OAflDE,  D   P 
Government    Accountability    Project         4pp         22593   073        24X 
Fiche    30-275.  Bfl/03/03,  84030BQ4QS 

— B403QB0411    Forwards    response    to  Allegation   RV-83-A-0034,  per   GW 
Knighton   831122   note    Temporarily    eiempting    licensee    from 
maintaining    physical    security  ti   safeguards   contingency 
plans    did    not    Increase    risk    of    radiological    sabotage 
HCCORKLE.O  W        Payer   Reactor   Safeguards    Licensing   Branch 
B3/1H/01        THOMAS, C   0        Standard!  lati  on   (.  Special   Projects   Branch 
4np         225B3   077         24X   Fiche    90-373,84/03/03.6403060403 

—8403080417  Hesubmits    response    to   Allegation   RV-B3-A-O031,  p  er  GW 
Knighton   831 103  memo   Temporarily    eiempting    licensee    from 
maintaining    physical    security  &   safeguards   contingency    plans 
did    not    increase    risk    of   radiological    sabotage 
MCCORKLE, G  W        Power   Reactor  Safeguards   Licensing   Branch 
83/12/05        THOMAS.C   D        Standard ! lat ion   J.   Special   Projects   Branch 
3pp          22583   081         24X   Fiche    50-278,84/03/02,8403080405 

— B4O3080420  Forwards    response    to  Allegation  RV-83-A-OQ34.  per   OW  Knighton 
831122   note   Temporarily    eiempting    licensee    from  maintaining 
physical    security    &   safeguards    contingency   plans    did    not 
increase    risk    of    radiological    sabotage 

BURNETT, R   F        Division    of   Safeguards        83/12/08        EISENHUT.D  O 
Division    of    Licensing         3pp         23SB3   084         24X    Fiche    50-275. 
84/03/02, 8403080103 


DOCKETED  ITEMS 


403130092  Desponds    to    NflC    8403O3   Itr    re   violations   noted    in    IE    Insp 
Kept    3O-27S-/83-37   Corrective    actions    area    permits    For 
me  1  sling    pasted    to    Identify    generic    requirements    on   area 
basis    Si   utll    inspector   assigned    to   assist    Fire   marshall 
SCHUYLER.J    Q         Pacific    Gas    S.    Electric    Co         B4/O3/OS         MARTIN.J   B 
Region    S.     Office    Of    Director-         fapp          226 4 1   O13         24X 
Fiche    30~373r 84/03/03,8403130093 

I4032800Q1    Forwards    safeguards    infa   rfl    changes    ta   Rev    11    to    security 
plan    Info    withheld     irtf     10CFR73   31) 

SCHUVLERjJ   0         Pacific    Oas    S,    Electric    Co         94/O3/1?         MARTIN.J   D 
Region    S,     Office    of    Director         ID         22777    1SI         2fl)C 
Fiche    30-273. B4/O3/l'?.B<lO32aOOQl 

I1O3E70205    Discusses   Suuthern   California   EdUon    subroittal    of    1993 
revised    State    of    CA    emergency    response    plan    on    behalf    at    all 
State    o*    CA   plants,  incorporating    plan   Into    Diablo   Canyon 
Addl    planning    info   uill    not    t>«    developed    for   Humboldt   Bay 
SCHUYLER,  J   0         Pacific    Gas    t«   Electric    Co         84/03/22         DENTON.  H   R 
Office    of   Nuclear   Reactor    Regulation,    Director         Ip        22772    137        24 X 
Fiche    30-OOO. 84/03/22,  B4O327OEO5 

14  03290  26  4    Ad  vine  a    that    B4O111    rev   to    physical    sacurltij    plan    !i  drawings 
contiatent   bj/provia  i  ons    at    1QCFR90    S4lp)    Si   acceptable 
SCHUSTEH.M   D         Region    5,     Off«e    of    Director          34/03/23 
BCmlVLER.J   D         Pacific    Oas    &>   Electric    CD          Ip         28800   01O         24X 
Fiche    30-273.84/03/53.  8403290S64 


Ad  judicatory    correspondence 


J402090D15    Board    Notification   34-043    forwards    B4O203   petition   to   do  for 
decision    re    lou    pauer    QL.made    by    Govt  Accountability    Project 
(SAP)    on    behalf    op    Ban  Luis    Obispo   Kothers    for   Peace 
Distribution    list   &   app    encl 

eiSENHUT.D  0        Division    of    Licensing        84/02/29        MOORE.  T    S   , 
JOHNSON,  H  8    ,    HUCK-.J   H        Atomic    Safety    and    Licensing    Appeal    Panel 
5pp         £>7?ia   07-4         24  X    Fiche    30-275.  a4/02/2v,  8403090012 

•~a40306O3<}3  Petition    to   defer    decision  re    issuance    of    lou    p  oyer  OL 
until    luted    actions    complete 

DEVINE.  T   M   ,     CLEWETT.J         Government   Accountability    Prnj»ct 
DEVINE.  T  M        San   Luis    Obispo   Mathers    for   Peace        B4/02/O2 
Commissioner!        941pp         22309  273        24X   Fiche    30-273,  04/03/39,. 
B4  020900  12 

403070044    Notion    For    eitenBlon    until    B403I7    to    Pile   rc-spnnie    to  Joint 
IntHrvanon    B40232  motion    to    reopen    record    on    const    QA 
Certificate    of    Svc    encl 

NORTON.  D          Pacific    Gas    &    Electric    Co         NDRTON,  B         Norton,     Burke, 
Derru   d   French        04/03/29  Atomic    Safety    and   Licensing    Appeal 

Panel         9pp        22541    350        34X    Fiche    50-a75,  84/03/29.  8403070044 

I4O3140071    Forwards    expurgated    transcript    of   B4O129   meeting    between 
staff  &    C    Stoles,  per    ASLAff   640223   order   H/o    encl 

RUTBERO,  J         Hearing     Branch    3         84/03/39         MDORE,  T    B    ,     BUCK.,J   H   , 
JOHNSON,  U  R         Atomic    Safety    and    Licensing    Appeal    Pan-el         2pp 
32634    IBfl          E4X    FUhe    30-273.  B4/02/a?,  B4O3140O71 

14030  602&0   Response   of    Governor    Dtukoiejlan    to    cjtil    B4D327   motion   for 
extension   of    -time    to    respond    to  Joint   Intervenor   B402S2 
motion    to   reopen   &  motion    of    Deukmejian    for    like    eite-nslon 
of    time    to   reply    Certificate    of    Svc    encl 

STRUMWAS5ER.  M         California,     State    of         B4/O3/01  Atomic    Baf«tiJ     and 

Licensing    Appeal    Panel          7pp          22317    132         H4J!    Fiche    30-379,34/03/01, 
E9403O&026O 

140308011B   Suppl    I    to   840514    motion    t-o    augment    or,  in   al  terna  ti  ve,  to 
reopen    record    Provides    arfifl    e  ipt  anan  t  ion    of    allegations    r» 
design   It    design   QA   <feficlenel«s    from    transcript   of    B401SS 
meeting    Certificate    of   Bvc    encl 

REYNOLDS,  J  R        Joint    Tntervenors    -   Diablo   Canyon        flEVWOLBS,  J  R 
Center    for   Lau    in    the    Public    Interest        B4/03/OI  Atomic    Safety 

and    Licensing   Appeal    Panel          ISpp         32S99    1  B2        24  X 
Fiche   50-273,B4/03/Ol,81030B01te 

1403060179    Order    granting    applicant  B40S27  motion    for    eitenilon    of    tims 
to  940317   to   respond    to   Joint    Intervinors   B40H22  motion    to 
reopen   record    -on    const   QA 

TQHPKtNS,  B  A        Atomic    Safety    and    Licensing    Appeal    Panel         B4/O3/O2 
Spf        22$ia   348        24X   Fiehe    50-275-  B4/03/O2,  B1030fi017-? 


103D7012B   Suppl    to   B4023S  motion    to    reopen    record    on    lnues    of    eon»t 
OA  tc    licensee   character   Ic    competence    Serious    doubts    fe   uti  1 
competence    to  manage    project    railed    U/Car  t  i  Pic*  te    of   Bvc 
REYNOLDS,  J  R        Affiliation    Hot  Anlgnid        REVNDLDS,  0  R        Center    For 
Lam    in    tJie    Public.    Interest         Q4/03/OS  Atomic    Safety    and   Licensing 

Board-   Panel         B3pp         2233B>231         34X  Flch*    3O-S73,  B4/O3/02, 
3403070128 


3403140179  R&o.uosl   for    ""tension    of    time    to   S403I3   to    file    response    to 
Joint    IntBrvenor   motion    to    augment    or  reopen  record 
Certificate   of    Svc    and 

RUTSEflQ.  J       Hearing    Branch    2        84/03/02  Atomic    Safety    and 

Licensing    Appeal    Panel          4pp          22624    1OO         24X    Fiche    30-373,84/03/02, 
84O3140179 

B403O701BB  Order    requiring    governor    response    to  Joint    IntBrvenor   B40214 
motion    to  reopen  record    on    lnue   of   design   OA  by   84030B 
SHOEMAKER,  C  J        Atomic   Safety    and    Licensing    Appeal    Panel         B4/03/06 
California,    State    of         Ip         22S41    362        24X   Fichs    30-273,  B4/O3/06, 
B4O307O1BB 

S4O3130Q06  Aniuer    opposing    Joint    Intel-venom    B4O214   motion    to    augment 
or   reopen  record   on   design   OA  Motion    should    be    denied    In 
entirety   Certificate   of    Bvc     enel 

NORTON,  D         Pacific    Qai    tc   Elsetric    Co         NORTON,  fl         Norton,     Burk*. 
aerry    I-   French        B4/03/O6  Atomic   Safety    and   Licensing    Appeal 

Panel         33pp        22936    IB?        34X   Fiche   5O-27S,  B4/O3/06,  B403120006 

— B403120010  Affidavit   of    FC    Ore ismeister,  DJ  CurtU.MJ  Jaeobson.ME 
Leppke.OH  Moore.  HO  Oman,  L€  Shipley   &   UH   Mhlte   re    design    QA 
DREISME1STER,  F    •     CURTIS,  D    J    •     JACODSON,  M   J         Pacific    Oft    Si   Electric 
Co         B4/O3/OS         lOlpp         22BBA   331         SAX    Fiche    30-275,84/03/06, 
H403 120006 

— B403120012  Affidavit   of   H   Tresler.R   Oman   t>   M  Leppke   re    history    of 
onelte   Bnglneerlng    small    bora   piping    program   description 
TRESLEFI.M  ,     OMAN.R   ,    LEPPKE,  M        Pacific    Oas    t  Electric    Co 
04/03/03         SBpp         2SSB7    O70         S4X    Fiche:  30-273. 84/03/06,  8403120006 

— B403120015  Affidavit    of   LQ    Hangoba   re    design   verification    8c   const    of 
small    bore   pipe    support    «ys 

MflNOODfl.L  D        Dnchtal    Corp         B4/03/O4        ipp        223B7    1 2B,       24X 
Fiche.  50-279,  64/03/06,  B40312QOO& 

— B4031200I7  Affidavit   of   A   Shusterrnan   re    design   QA   &   coverup    of    hanger 
recalculation 

SHUBTERMAN,  A         Bechtel    Corp         Q4/03/O4         4pp         223B7    134         24X 
Fiche    50-373,94/03/06,8403120006 

— B4Q3120O1S  Affidavit   of    RD    Etiler    re   design   OA  b  QC    inspector 
qualifications 

ETILER,  R   D        Pacific   Oas    8.   Electric    Co         B4/03/06        4pp 
23587    13B        24X   Ficha    SO-273, 84/03/06, B40312000i 

— 8403120022  Affidavit   of   Hu    Friend    re    design   QA  &   uti  1/Decti fcel    contract 
FRIEND- H   D        Pacific    Oai    h  Electric    Co        84/03/03        2pp 
23587     142         24X    Fiche    30-375, B4/03/06, 8403120006 

— B403120023  Affidavit    of    DJ    Curtis    re    design   OA  &   (mail    bor*    pipi 
support   group   drawing 

CURTIS, D    J         Beehtel    Corp          B4/O3/03         2pp         32387    144         24X 
Fiche    50-375,  84/03/06,  Q4O31E0006 

— B403120029  Affidavit   of   JD    Shlf#er,H  Patterson, JM  Oisclon.KC   Dosi, 
JB  Hocli-RC  Thornberry.RD  6ti  ler.  RK  Rhodes    h  EM  Burnt    re 
J  Cooper    B4O1E3    affidavit    ti    Joint    Intervenor   840214   motion 
on   design  QA 

SNIFFER, J  D    ,    PATTERSON,  R    ,     G1LSCLON,  J  M        Pacific   Oas    l>   Electric 
Co         S4/03/O3         334pp          23337    146         24X    FUhe    30-273,84/03/06, 
84031B0006 

B4O313001O  Summariiei    feari    that  Commlsilon   will    discard    terms    of    1981 
order   ic   will    surrender   normal    requirement*    of   Atomic    Energy 
Act  bij    permitting    facility    to    go    critical    in   quality 
Indeterminate    state 
CLEWETTiJ        Government   Accountability    Project        DEVtNE,  T,  -     CLEHETT,  J 

San  Luis   ObUpo  Mothers    for    Peace        84/03/13        PALLADINO,  N   J   , 
OILINSKY.V   ,    ROBERTS,!        Commissioners  22642,336        24X 

Fiche    30-S7S,S4/03/13,B403tBOO10 

8403160014  Order    extending    time    until    840413    for   Commission    to   act    to 
review   ALAB-75fc 

CHILK.  8   J        Office    of    the    Secretary    of    the    Commltslon        B4/03/13 
Commissioners         Ip        S2&32   363        24X   Fiche    50-273,84/03/13, 
84031 600 M 

B4O3190011   Motion   for    leave    to    File   reply    to    util    a  muter    In    opposition 
to   motion   to   reopen   record    Certificate    of   Svc    enel 
REYNOLDS,  J  R,       Joint    Intel-voters    -   Diablo   Canyon        REYNOLDS,  J  R 
Center    for   Lam    in    the  Public    Interest        84/03/13  Atomic    Safety 

and  Licensing    Appeal    Panel          3pp         22669   273        S4X 
Fiche    30-279,  94/03/13,8403190011 


DOCKETED  ITEMS 
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— 8403190016  Reply    to    utll    answer    in    opposition    to    040214   motion    to 
augment    or, in   alternative' to  reopen   record    Contentions    In 
opposition    cannot    withstand    scrutiny    Certificate    of   Svc 
and 

REYNOLDS,  J   R         Joint    Intervenors    -    Diablo    Canyon         REYNOLDS, J   R 
Center    far   Law    in    the   Public    Interest        84/03/15  Atomic    Safety 

and   Licensing    Appeal    Panel         26pp        2266S   27B        24X 
Fiche    30-273, 84/03/13,8403190011 

— 840319O021    Statement    af    C    Stokes    rebutting    utll    defenses    of    seismic 
design   review 

STOKES, C        Joint    Intervenors    -   Diablo   Canyon        B4/O3/14        26pp 
22663    30?         24X    FiehB    90-275, S4/03/1 3, B40319O01 1 

B403190100  Ansmer    opposing    joint    Intervenor    84O214   motion    to    augment 
or. in   a  1  ternative,  to    reopen    record    on    design   QA    issues 
Motion    Failed    to    justify    either    augmentation    or    reopening 
record    Certificate    of   Svc    end 

RUTBERO,  J   ,    CHANDLER, L  0        Hearing    Branch    2        MCGURREN,  H   J        Hearing 
Branch    1         84/03/13  Atomic    Safety    and    Licensing   Appeal    Panel 

B9pp         22667   315         24X    Fiche    30-273, B4/03/13, 8403190100 

— 8403190102   Affidavit    of    JP   Knight    re   Joint    Intervenurs    motion    to 
augment    or, in   alternative, to   reopen   record 

KNIOHT,  J  P        Division    of   Engineering         84/03/13  Atomic    Safety 

and    Licensing    Appeal    Panel         16pp         22667   244        E4X 
Flche    50-273,84/03/13,  8403190100 

— 8403190106  Affidavit    of    M   Hartiman    re   Joint    Intervenors    motion    to 
augment    or, in   al ternat 1 ve, to   reopen   record 

HARTZKAN.M        Dlvllion    of    Engineering        84/03/13        32pp         S2667  260 
24X   Flche    30-273,84/03/15,8403190100 

— 8403190110  Affidavit    of    3D  Reynolds    re   Joint    Intervenors    B4Q214  motion 
to    augment    or, in    alternative, to   reopen    record 
REYNOLDS, 3   D        Region    1.     Office    of    Director        84/03/13        Sop 
22667   282        24X   Flche    30-273,84/03/15,5403190100 

— B403190114   Affidavit    of   TW   Bishop    re   Joint    Intervenors    B40214  motion    to 
augment    or, in   alternative,  to   reopen    record 

BISHOP,  T  W        Region    3.     Office   of    Director         84/03/08        4pp 
22667    29O         24X    Fiche    50-373,84/03/15,8403190100 


— B403210119   Affidavit    af    PJ   Morrill    as    addendum    to    NRC    B4G313   response 
to    Joint    Intervenors    motion    to    augment    or    reopen    design    QA 
record    Prof    qualifications    of  JP  Knight    also    encl 
MORRILL, P   J        Division    of   fiesi dent,  Reac tor  Project  &  Engineering 
Programs        B4/03/13  Atomic    Safety    and    Licensing    Board   PaneE 

13pp         227O7    12B         24X    Fiche    30-275,  B4/O3/16, 84O321OI 14 

8403200133  Discusses    dispute   between   plant   worVers    Ic  util    re    ilander 
suit    Identification    of   relevant    i  SSUBGI  es tab  1  ishing 
accountability    for    inaccurate    util    statements    b    filing 
hardware    from  OA  breakdown    not   yet    passible 

DEVINE,  T        Government   Accountability   Project        DEVINE,  T        San   Luis 
Dbispo   Mothers    fur    Peace         B4/O3/19         PALLAD1NQ,  N   J   ,     QILIN8KY.V    . 
ROBERTS.  T         Commissioners         20pp         22699    047         24X 
Fiche    30-375. B4/03/19,  B4033O0133 

B4Q3310139   Decision   ALAB-763  affirming   LBP-B2-70   granting    author i lation 
to   operate   fac  1 1  i  ty,  ui/1  i  s  ted    conditions; 

SHOEMAKER, C   J       Atomic   Safety    and    Licensing    Appeal    Panel         DSB   021 
84/03/20         123pp         22710    144         24X    FichB    50-375.84/03/20,8403310139 

0403220106  Forwards  renewal  of  application  tor  stay  to  permit 
completion  of  administrative  review  &  opportunity  for  court 
review  of  Joint  Intervenors  emergency  motion 

REYNOLD3,J  R        Center    for   Lau    in    the  Public    Interest        REYNO.!.DS,J  R 
Joint    IntervHnors   -  Diablo   Canyon        D3Q   044        B4/O3/2O 
PALLADINO.N   ,     OILINSKY,  V,     ROBERTS,!         Commissioner!         2p  p 
22713   304         24X   Flche    30-279,84/03/20,8403230106 

— S403220110  Renewal    of   application    for    stay    to   permit  review  of   Joint 
Intervenors   emergency   motion  Unexecuted    affidavit   of   M  Kaku 
&  Certificate   of   Svc    encl 

REYNOLDS,  J  R        Joint    Intervenors    -  Diablo    Canyon       REYNOLDS!  J  R 
Center    for  Lain   In    the   Public    Interest         B 4/03/90  Atomic    Safety 

and    Licensing   Appeal   Panel        23pp        72719   306        34X 
Fiche    50-273,  84/03/20,04032201 06 


840327Q063   Informs    that   plant    scheduled    to    be    ready    far    initial 
crltlcallty    on  B4O327  t<   for    operation   above    57.   rated 
power   on   040427 

CRANE, P    A         Pacific    Gas    6    Electric    Co         DSD     113         04/03/31 
MOORE,  T  S        Atomic    Safety    and   Licensing    Appeal    Panel         lp 
23766    103        24X  Fiche    30-275,84/03/21,8403270063 


-B403170116  Affidavit    of   JR   Fair   re    Joint    Intervenors   840214   motion 
to   augment    or, in    al ternatl ve, to    reopen   record 
FAIR>J  R        Division    of    Emergency    Preparedness   tt   Engineering 
Response    (Post   B3D103)         B4/03/OB        6pp         22667.294        24X 
Flche    30-275,B4/03/15,8403190100 

-B403190119  Affidavit    of   CY   Liang    re    deficiencies    in  RHR    syi    design 
LIANO.C   Y        Division    of    Systems    Integration    (post  811003) 
04/03/15         30pp          22667    300         21X    Fiche    30-273.  B4/03/13.  0403190100 


-8403190122  Affidavit    of   F   Rosa    re   RHR    sys 

RDSA,F        Division    af    Syttema    Integration    (post    B11003) 
17pp,       22667  330        24X   Flche    50-275,84/03/13,8403190100 


84/03/15 


--B40317012&  Affidavit    of   JL   Crews    re   Joint    Intervenors    840214   motion 
to   augment    or, In    alternative, to    reopen   record 
CREWS, J  L        Region    3,    Office   of    Director         S4/03/14        Spp 
22667   347        24X   Fiche    30-273,84/03/18,8403170100 

— B40319013O  Supplemental    affidavit    of   JL  Crews    on   addl    Info    re   Joint 
Intervenors   motion    on   OA    deficiencies 

CREWS.J  L        Region    3,    Office    of    Director        84/03/13         lp 
32667,332        B4X   Flche,  30-275, B4/03/1 5,  B403190100 

— 8403190134   Affidavit    of   H   Schlerllng    re    Joint    Intervenort    840214   motion 
to   augment    or, in    al ternati ve, to    reopen   record    Unexecuted 
affidavit    of   PJ  ttorrill    encl 

SCHIERLINO,  H         Licensing    Branch    3         84/03/13,        3pp          22667    333 
24X   Fiehe    30-273,  84/03/13, B403J9010O 

8403210033  Request    for    extension   of    time    until    840403  to    file   response 
to   Joint    Intervenors   motion    to   reopen    record    on    const   OA 
Certificate    of   Svc    end 

CHANDLER, L   J        Hearing    Branch    2        84/03/16  Atomic    Safety    and 

Licensing    Appeal    Panel         4pp         22704,330        24X   Fiche    50-275,84/03/16, 
8403210033 

B403210114   Forwards    P J  Morr f 1 1    signed    ti    corrected    affidavit    as   addendum 
to   NRG    S40315  response    to    Joint    Intervenon    motion    to 
augment    or    reopen    design    OA    record    Related    correspondence 
CHANDLER,  L   J        Hearing    Branch    2        B4/O3/16        MOORE,  T,  Q    ,     BUCK,  J  H 
Atomic    Safety    and    Licensing    Appeal    Panel         JOHNSON.  W  R        Atomic 
Safety    and    Licensing    Board    Panel.       2pp         22707    126        24X 
Fiche    30-275.84/03/16,8403210114 


0403270398   Comments    on   request    for   meeting    to    discuss    issues    raised 
by   C   Stoke*    on    submission    by    utll    b   staff    re    design  QA 
Related    correspondence 

CHANDLEFI.L  J        Hearing    Branch    2        DSB    137        S4/03/21        DEVINE.T 
Government   Accountability    Project        2pp,       227B9  O33        24X 
FichB    30-273,04/03/21,8403270298 

8403230191    Forwards   Nekton, Inc    paper,     "Post-Miocene    Compress lonal 
Tectonics   Along    Central    State    of   CA  Margin    "    Conclusion   of 
paper   will    reviewed 

SCKUVLER.J   0         Pacific    Gas    &    Electric    Co          DBB   074         84/03/22 
PALLADINO.N   J    ,     ASSELSTINE.J    K    ,     BERNTHALi  F    M         Commissioners         EOpp 
22743,072        H4X   Flche   50-273,  84/03/23,  B403230191 

8403260007  Order   ruling    on    B40320  renewal    of    application    for    stay 
Commission   currently    considering    lifting    DL    suspension 
QuBstlon    of    stay    already    before  Commission  Served    on  840323 
SHOEMAKER, C   J       Atomic    Safety    and    Licensing    Appeal    Panel         DBB   OBI 
84/03/22  Joint    Intarvenors   -  Diablo    Canyon        3pp        22747  33B 

24X    Fiche    50-873,  B4/03/22,  B403260007 

840326036B  Forwards    executed    signature   page    for   affidavit    of    M  Kaku 
submitted    as    attachment    to   Joint    Intervenor!    840320  renewal 
of   application    for    stay 

REYNOLDS, J  R        Center    for   Lain    In    the   Public    Interest        REYNOLDS.J  R 
Joint    Intervenors    -   Diablo  Canyon        DSB    1OO        B4/03/33 
PALLADINO.N   .    OILINSKY,  V    ,    ROBERTS,  T        Commissioners        2pp 
22760    133        24X  Flche    50-273,  84/03/22.  8403260369 

— 8403260369  Executed    signature    page    of    affidavit    of   M  Kaku    in   support   of 
840320  renewal    of    application   for    stay 

KAKU.M        Joint    Intervenors    -  Diablo  Canyon        B4/03/H1         lp 
22760    133         24X    Flche    3O-273, 84/03/02,  B4032fi03<bB 

8403270004   Discusnes    State    of   CA  emergency    response    plan   Plan 
Incorporated    into    Diablo    Canyon  plan  Addl    planning   will    not 
be    performed    for   Humboldt    Bay    per    19BO    legislation  Related 
corresp  ondence 

SCHUYLER.JO        Pacific   Oas    tt   Electric   Co         DSB    117        B4/03/23 
DENTON, H  R        Office    of  Nuclear  Reactor    ftngulatlon,    Director         lp 
22769,349        24*   Flche    50-000,  B4/03/22,  B403B70004 

8403260005  Requests    that    low   power    test    license   not   be   granted 
Discussion   before,    licensing    vote    requested 

LEVY-B    ,    SHARPE.C        Af  f  1 1  iat  1  on  Not   Assigned        DSB   079        84/03/23 
PALLADINO.N,    ASSELST1NE,  J  K    ,    BERNTHAL,  F    J      Commissioners         lp 
22747  3S6        24X  Fiche    50-B73,  84/03/23,  B4.Q326QOOS 
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B4Q3afi034.4    Faruiards     12    add]     affidavit*    in    support    of    B4Q3OI     petition    to 
defer    any    futher    licensing    decisions    until    CQjnpletion   of 
comprenensl ve  TBinsp. mgt    audit   t<  audit   of    design 
verification  W/n    one  1 

DEVINE,  T    ,     CLEUETT,  J         Government    Accountability    Project          DEVINE,  1 
San   Luis    Dblspo    Mothers     far    Peace         DSB     1O1          B4/03/23 
P ALL AD I NO -M  J    ,    QILINSKY,Y   ,     ROBERTS! T        Comroi ssloners         9pp 
22760   O&S         H4X    Flche    30-373.84/03/23.0403360364 


P      Operating    llcente    itag*    document*   tt   correspondence 

9403070027  FOIA   request    for    Tfccords   rB    1977  Nut  1  ear  Svca    Corp    audit    of 
Pullman   Power    Products 

REYNOLDS.  J,        Center     for    Lau    In    the    Public    Interest         84/01/20 
Office    of   Administration         3pp         23592   327        24X 
Flcho    30-275, B4/Q1/20,  B403090027 


S403S7O006    Informi    that    12    addl    affidavits    in    support    of    M»ther«    for 
Peace    94O30I    petition    to    defer    licensing    submitted    to 
Region  V  Relate 4   correspondence 

*      Government  Aceauntabi  1 1  ty   Frnjett        D9E1    115        B4/03/23 
PALL ADI NO,  N   J         CornmUsi-oreer*          lp          52770   007         24X 
FUhe    30-273,84/03/23.8403370006 

3403370347   Telecopy    Itr    oppressing   vleui  that    no    lou    power    license 
should    be    granted    until    alt    safety    questions    !•  allegations 
resolved 

Q'CnNHELL, J         California.     State    of         DSB     142         84/03/23 
FALLADIND.N         Commissioners          IB          22767    005         24X 
Fithe   30-275,  B4/O3/E3.  84O327O347 

B40327O332   Telecopy    Itr   urging    assurance    that    alleged   safety    haiards 
checked    fc   thoroughly    evaluated    before    granting    license 
DRONZAN, D         California.     State    of         DSB     14O         B4/03/23         PAU-ADINQ,N 
Commissioner*         lp          227B9   OO4         24K   Flche    30-373 ,84/03/23, 
B4Q3270332 

84 033 6037 5    Requests    opportunlt-y    to    discu-ss    OL     issuance   Commi  ssleti 
should    not  vote  on    law   punier    testing 

LEVY, B    ,     SHARPE.C.       Affiliation  Not   Assigned        DSD   093        84/03/at 
PALLADINO.N   >     OILINBKY.V    ,     ROBERTS.  T   M         Commie* loner*  lp 

227&0. 133         23X   Flche    30-373.84/03/36,8403240378 

3403360378   Requests    that   Connmi  nlon    not   vote   It   authorlia  tlon    ta 
operate    not   be    given    to    facility 

LEYV,Q    ,     SHARPE.C         Affiliation   Not    Assigned          DSB   093         84/03/36 
AEffELSTlNE,  J   tt    ,     DERNTHAL,F    J         Commissioners          lp         22760    136         24X 
Fiche    SO-273i B4/O3/26,  8403360379 


H      General    correspondence 


840301032^   Responds    to    B4011B    renutit    that    NRG    deny    PCiE    any     tijpe    of    OL 
for   plant  Validity    of   allegations    re    design    &   const  delng 
evaluated   Commfselon  will    not   recomoiend    tfiat    lau   power 
license    be    fully    reinstated    until    evaluation   comfilete 
BENTDN.H  R        Office    of   Nuclear  Reactor    Regulation,     Director 
64/03/13        KNUTSDM,  -J  A        Affiliation   Not   Ai«ign»<l        3ff         2244:3   282 
24K   Fiche    30-373,64/02/13,6403010323 

— B4O3010S32  Exppe-ssea    concern    that   plant   pot-aa    grave    tfanjjer    to    environ    t. 
public    health   of   State    of    CA  id   urges   NRC    to    deny    utLl    atli) 
type    of  OL  due    to    continuing    design    Flaus 

KNUTSQN.J  A       Affiliation   Not   Assigned         B4/01/1B,       DIRCKB.W        NRC 
-  No   DeUilurJ  Affiliation   Given         lp         22443   29 S        24X 
Flche    30-278,84/03/13,  B40301O523 


1      Financial    information 


B403280G9J    Annual    Financial    Rept    1983   W/B403S6    Itr 

MIELKE, F    W    ,     BHACKELFORD- B    ,     CRANE, P   A         Pacific    Oat    t    Electric    Ca 
B3/J2/31         30op        BH776  230        34X   Fiche    50-OOO,  83/12/31 .  £3403380031 


J      Insurance   &    indemnity    Information 


3403230033  Forward*   Endorsement    40    tn   NEL1A  Pol  leu    NF-229. 

CRAHG.P    A        Pacific    Oa>    t,   Electric    Co        Sfl/03/21         SALTZMnMi  J  D 
Assistant  Director    for    State    &  Licensee    Relations        2pp         22777  044 
24X    Fithe    50-275.84/03/21,8403260033 

D      AdvJsdry   Committee    on   Reactor  SafegUdrdi    reports    &  coireflpond ence 

B4035BOQ07  Summary    of    ACRS  Bubcofrml ttes    on  Eitran*    Eiterna)    Phenomena 
B3101E    msBting   u/uti 1 j Mettinghouiti TERA  &  Unfv   of    Illinoli 
In  Hash  ing  ton, DC    re    use   of    tan   effect   methodology    in   telsmlc 
design    analysis  at   Diablo   Canyon   Agenda,   enc  1 

*      ACflS   -  Advlsoi-u   CoAimitttv    on  Reactor   Safeguards        63/11/B3 
ACRS   -  Advl*dr«  Comnii  tt»e    on   Reactor  Safeguards         16pp         22H09  04O 
24X  Fiche    50-873.83/11/23.3403260307 

B4032903B1   iNattce    of   ACRS  B4O4OS-Q7  meetings    in  Mftihlng ton.  DC   Agenda 
encl 
CH1LH.S.J       Office   of    tht    Secretary    of    the    CammlnioTi         D8Q    I?B 

Bfl/03/ae      &pp      aaei4  oai       24*  Fiche  30-273. a*/o3/aa,  0403290331 


84O'3010301    ForuiariB   Boat-d    Notification  B4.-O22   which    provides    in   camera 
transcript    of   NRC   B40129   meeting    ui/reclpient   4   C    Stokes 
Requests    specific    1  dent  If  1  cat  1  an    of    namea  J.    sections    in    rept 
to    tie    withheld     from    putlic     d  i-sclosure,  W/o    end 
EISENHUT.D   0         Divlalan    of    Licensing          B4/02yi4         DEVINE,  T 
Oavernment   Accountability    Project         lp         22433   333       24X 
FlchG    90-279,84/03/14. 8403010001 

Q4O2090O04   Doard    Notification    B4-O37    forwards    Chairman  Palladino   B40109 
Itv    transmitting    rept    on    matters    re    QA   Case    Study   C    for 
plant    Rept    enc 1 s    compare    draft   &    final    version    of    case    itudg 
&    include    comments    on    draft    version 

E18ENMJT.D  O        Division   of   Licensing        84/02/24        BUCK,  J  H    , 
MOORE, T  B    ,    JOHNSTON, U   R         Atomic    Safety    and    Licensing    Appeal   Panel 
3pp          23549    036         24 X    Fichu    30-275. 84/03/24.  8403090004 

9403090017    Board    Nut i f icati on   B4-038    forwards    RJ    Mattlon   B40123  mimo 
to  DO   Elsenhut    providing    status    update    of  NRC   actions   r* 
Mastlnghouse   ECCS  actuation    logic 

EIBENHUT,  DO         Division    of    Licensing         84/02/27         PALLADINOi 
OILINBHV,     ROCERTB      Commi s « 1  oners        7pp         22346- 007        24 X 
FUhe    30-000.84/02/27,3403090017 

— B40S01090B  Provides    updated    status    of  rev   to   Hei t injhou*!    designed   PUR 
ECCS   actuation    logic   Me itingnouse    plans    completion   of 
evaluation    for    submlttal    bg    mid-Mar    19B4 

MATTBDN.R   J        Division    of    Systems    Integration    (post   811003) 
84/01/23         EISEMHUT,D          Division    of   Licensing         2pp         aES4A, 007 
24 !(    Fiche-  30-000,  B4/O2/S7j  8402070017. 

B4031&01&3   Requests    addl    Info    eiplicitlg    addressln}    ipetiflc    steps 
Ln  3iCFR800    4(b),(c),or    (d)    re    determinatio'n    of    effect    of 
operation   &    malnt   activities    an    SLO-3  archaeological 
site 

KNIGHTON.OU        Licencing    Drancli    3        B4/02/27         BCHUVLER.J   0        Pacific 
Oas    i.   Electric    Co          4pp          23646   349         24 X   Fichu    30-273,  04/O2/87, 
04031  SOI  ib3 

8403070075  Poruards    application    to   amend    License    DPR-76i  Chang tng    Tech 
Specs   re    testing    requirements    for   HEP A    filters    fc  charcoal 
adsarfcersi  pe-r  Generic    Ltr    83-13 

SCHUVLER,  0  Q        Pacific    Oas    t,    Electric    Co        B4/02/a9        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation.    Director         lp        22341    330        24X 
Flcho    30-375,  84/03/29,  B4O307OO7S 

— B403070O71?  Application    to    amend   Liconte    DPR~76j changing    Tech   Bpecs   re 
testing    requirements    for   HEPA   filters    ti   char-coal    adsorber*, 
per  Oenorlc   Ltr   83-13   Juit ification    encl. 

SCHUVLER,  J   D        Pacific    Oas    fa  Electric    Co         04/02/29        4pp 
22S41    221         24X    Flche    8O-273. 84/02/a1?.  B4O3070073 

— 6403070083  Proposed    Tech    Specs    re    testing    TBO.U  i  rsments    for    HEP  A   filters 
b    charcoal    adsorb ei 9, per    Generic    Ltr    B3-13 

*  Pacific    Oas  Ir  Electric    Co        64/03/29         lOpp        22341    223        H4X 
Fiche    30-273,84/03/29,8403070073 

B4t>307C-2B4    Foruiardi    application    to   anend    License    DPR-76,  consisting    of 
Amend    Request    84-02, Chang  ing    Tech    Bpecs    to    allow   entry    into 
rtode    3   for    Teq,uired    •surveillance    testing   of    pressurlier    code 
s-afetij   valves 

SCHUVLER  i  J  O        Pacific    Gas    tt   Electric    Co        S4/O2/H9        DENTDNi  H  R, 
Qfrlce   of    Nuclear    Reactor   Regulation,     Dtrtctor         lp        S2347'071        24X 
Ficha   SO-275.B4/02/H9,  B4O3O702O4 

— 9403070593  Application    to   amend  License   DPR-7&> consisting    of   Amend 
Request  H4-02, revi sing    Tech    Bpecs    to    allow    entry    into   Made   3 
far   required    surveillance    trstlng    of    prBftsuriier    code    safetg 
valves 

SCHUVLER,  J  D        Pacific    (Mfa    t.  Electric   Co.       84/02/29,       2p  p 
33347    073         B4X    Fiche     3v-273, B4/O2/29, S40307OHB4 

— 0403070293   Propo*ed    Tech    Specs   r>    sur-vei 1  lane*    testing    of    pressurliir 
code    aaf e tg    valves. 

*  Pacific    Das   &   Electric    Co        84/03/27         lp        82947   074.       24X 
Fiche    30-275,  B4/OS/E9,  B1O3070HB4 

9403060413   Forward*    License    Amend  Requast   B4-04    to  License   DPR-7&, 
changing    Tech    Specs    to    update    frequencg    of    auiillarg 
feeduater    pump    surveillance    to    latest   ABME    *td    valui. 
SCHUVLER.J.O        pacific    Oas    *   Electric    Co         84/08/29        DENTON.H  R 
Office    of   Nuclear    Reactor    Regulation.     Director         lp        22336' 242        24 S 
Fichfl    30-273,84/02/39, B4030BO4  13 
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— 8403080414    License    Amend    Request    B4-Q4    to    License    DPR-76, c hang  ing    Tech 
Spec    Section    4   7    1    2    to    base   auxiliary    feeduiater    pump 
surveillance    on    Tech   Spec    403 

SCHUYLER,  J  0        Pacific    Oas    t,  Electric    Co        B4/02/29        Ip 
B25S6    243         24X    Fiche    3O-273, B4/OB/29,  8403080413 

— B1030B0413  Proposed    Tech    Specs   re    auiiliary    feeduater    sys    surveillance 
requirements 

#      Pacific    0*4    fc    Electric    Co         B4/02/29         3pp         22356    244         34X 
Fiche    30-873,64/02/29,8403080413 

8403090026  Partial    response    to    FOIA   request    for    records    re    1977  Nuclear 
BVCB   Corp    audit    of    Pullman    Pouier    Products    Documents    entirely 
uithheld    (ref    FOIA   Elemption    5)    Review   of    remaining 
documents    subj    to   request    in    progress 

FELTON,  J  M        Division   of    Rules   and    Records        84/03/01         REYNOLDS,  J 
Center    for   Lain    in    the   Public    Interest        2pp         22592  331         24X 
FiChe    30-275, 84/03/01,8403090023 

B4030804O5  Further   response    to   FOIA   request    for    documents    re    BER 
related    to    operation   of    facilities    Forwards    App    B    documents 
App    A  &   B    documents    available    in   PDR   Review    of    remaining 
documents    subj    to   request    In    progress 

FELTON.J  «        Division    of   Rules   and    Records         B4/O3/02        OARDE, B  P 
Government  Accountability   Project       4pp        22383  O73       34X 

Fiehe    30-278, B4/O3/02,  B4030B0403 


B4O3370093  Forwards    corrected    page    to   proposed   T-ech   Spec    Page    3/4   7-17 
from   B40229   License    Amend    Request    B4-03   re    testing 
requirements    for  HEPA   filters   &  charcoal    absorbers 
SCHUYLER.J   0         Pacific    Gas    J.   Electric    Co         B4/O3/21         DENT  ON,  H   R 
Office    of   Nuclear   Reactor    Regulation!     Diroctdr          Ip         22769    312         24X 
Fiche    30-273,84/03/31.3403270033 

— 0403370037   Corrected    Page    3/4   7-17    to   proposed    Tech    Specs    revising    d 
clarifying    testing    requirements    for   HEPA    filters   * 
charcoal    absorbers 

«      Pacific    Oas    J.    Electric    Co         B4/03/21          Ip         S2769    313         24X 
Fiche    90-273,04/03/21,8103270033 

B4O3360176   Informs    of    plans    to    have    shift   advisors  u/qual  i  fi  cations   t 
training    recommended    by    Near-Term   DL   Utll    Group    on    staff 
prior    to   eiceeding    3V.  pouer   Advisors  uill    be    subj    to    final 
exam   following    training 

SCHUYLERrJ   0         Pacific    Oas    t,    Electric    Co         04/O3/23         KNIOHTON,  0   U 
Licensing    Branch    3         Ip         33738   234         S4X   Fiche    50-273,84/03/23, 
8403260 1 76 


0403270366  Requests    that    license   not    be  granted    until    allegations    bij 
emplogees    of    plant    resolved 

HAYDEN.T        California,    State    of        84/03/23       PALLADINQ,  N 
Commissioners        Ip        23789001        34X  Fiche    50-373,04/03/23, 
8403270366 


— 0312230236  Forward*    responses    to   Allegations    7,9  t<  4B,  per   831130 
request 

SPEIB.T  P  Division  of  Safety  Technology  83/12/09  KNIOHTON,  0 
Office  of  Nuclear  Reactor  Regulation,  Director  12pp  22SB3  111 
34X  Ftche  30-275,04/03/03,8403080403 

— 0403080433  Forward  I    input    on    Allegation*    31    &   32  Fuel    loading    addressed 
in  831108  Memorandum  J.   Order   CLI-B3-27   No    significant    safety 
concerns   matl    to    fuel    loading    t<   preerttl  ca  1  i  ty    testing 
warrant    continuation    or    suspension   of   activities 
BURNS, 5        Office    of    the    Executive    Legal    Director        03/12/0? 
KNIOHTON, 0        Of Pic u    of    Nuclear    Reactor   Regulation,     Director        3pp 
22383.108         34X    Fiche    50-27S, 84/03/03,  B4O30B0403 


Q      Inspection   reports,     IE  Bulletins   b   correspondence 


040306013B   Forwards    IE    Insp    Repts    30-275/83-39   i    30-333/33-87    on 
B31303-33  !.  notice    of   violation 

BISHOP,  T  U       Division   of   Resident,  Reactor  Project   t.  Engineering 
Programs        B4/O2/03        SCHUYLER, J  O       Pacific   Oas   &  Electric    Co 
22306   334         24X   Fiche    30-27S,  B4/03/03,  B4Q3060138 


— 84O3O60142   Notice    of   violation    from    insp    on    031203-22 

CANTER, (H   L         Region    3,     Office    of    Director         84/02/03         2pp 
22306    336         34X   Fiche    30-273,  84/03/03,  B4Q306Q13B 


— 8403080426  Forwards    safety    evaluations    for   Allegations   B,  1O,  11,  14,  13, 
16,  17,27,  20,  Sf  i  31,  33.  33,33,  36,  SB.  88  Ii  86  Licensee   approach 
for    determining    containment    stability    against    tilting 
accep  tab le 

VDLLMER.R   H        Division    of    Engineering        83/12/09        EISENHUT.D  0 
Division   of   Licensing         31pp         22583    132        24X 
Fiche    30-273,  B4/03/02,  8403080403 

8403220096  Forwards   San   Lui*   Oblspo   Mothers    for   Peace  B40303    10CFR3   206 
petition   requesting    Commission   defer    decision    re 
reinstatement    of    low   pouier    license   Written    response 
addressing    istues    requested    by   840339  W/o    end 
DENTON.  H  R        Office    of   Nuclear   Reactor   Regulation,     Director 
84/03/02        SCHUYLER, J  0        Pacific    Oas   &  Electric    Co        3pp 
22723  298        24X   Fiehe' 30-373, 84/03/02,  8403320096 


— B403060I46    IE    Insp    Repts    30-373/03-39   &    30-333/63-37    on    831E05-23 
Noncompl lance   noted    failure    to    properly    Implement    fire    loss 
prevention  procedures   &    suppls 

8CDWN.K  ,    POLICH,  T   ,    CANTER,  H  L        Region   5,    Office  of    Director 
04/01/34         18pp         22306    330         24X    Fiche    30-273, 84/03/03,  B4030&013S 

8103060207  Forwards    IE   Infif)    Ropts   50-375/B4-O1    I.    50-323/B4-01    on 
840103-06  &  notice    of   violation 

BISHOP,!  U        Division  of   Resident,  Reac  tor  Project   tt   Engineering 
Programs        B4/02/17        SCHUVLER,  J  0       Pacific   Das   t.  Electric    Co        2pp 
33317    145         34X   Fiche    50-275,84/02/17,8403060207 


— B403060314  Notice   of   violation   from    insp   on  84O103-O6 
KIRBCH.  D  F        Region   5,    Office   of    Director        84/02/17 
22317    147         24X   Fiche    50-373, 84/02/17.  840306OS07 


B403130D11    For war di    summary    of    mod Sr repa irs    or    equipment    changes 
resulting    from   review   of    allegations    performed    since   Sopt 
19H3, per    830304   request 

BCHUYLER.J  0        Pacific    0* »    (.   Electric    Co         81/03/06        MARTIN.J   B 
Region    5,    Office    of    Director        2pp        22641    B49        24 K 
Fiche.  30-273,  B4/03/06,  B4O31 3001 1 


B401190072    IE    Info  Notice   04-13,     "Potential    Deficiency    in    Motor 
Operated    Valva   Control    Circuits   fc  Annunciation    "   Svc    list 
ancl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    Si  Engineering 
Response    (Post   830103)        84/02/20  Consolidated   Edison   Co      OF  Neui 

York,     Inc         113pp        22909   239       34X  Fiehe   50-000,  B4/03/2B,  B4O1 19O072 


B403120129   For ward  I    pollcg    directive    for    protection   t>  retention    of 
records    re    design, const    tt    operation    activities    for    facility 
Policy    supersedes    instructions    contained    in   840313    Itr 
BCHUYLGR,J  0        pacific    Oas    t,   Electric    Co        B4/03/OB        EISENHUT.D  G 
Office    of   Nuclear   Reactor   Regulation,     Director        Epp        K2S9Q  007 
24X   Fiche' 50-273,  84/03/OB.  B4O3120139 


0403060131    Forwards    IE    Insp    Repts    30-27S/B3-37  i.    30-323/B3-23    on 
831114-1B  (.    1130-1209 

BISHOP, T   U        Division  of   Res  idsnt,  Reactor  Project   &   Engineering 
Programs        84/03/27        BCHUYLER.J  0        Pacific   Oas   b  Electric    Co 
22306'  373        24X   Fiche   30-373. B4/OB/H9,  8403060131 


Spp 


B40320021S  Forward!   Rev  2   to   Procedure  EP   DP-17,     "Malfunction    of   RHR 
Syi, "   requested    by    ACR8   Subcommittee    on  Diablo   Canyon    during 
84O2IO   meeting 

aCHUYLERrJ.  0        Pacific    Oas   t<   Electric    Co         84/03/12        KNIOHTON,  Q  U 
Licencing    Branch    3.        Ip         32699  337.       34X    FlchB    30-27Si  84/03/12, 
B403200210 

— B403200220  Rev  2  to  Procedure  EP  OP-17,  "Malfunction  of  RHR  By«  " 
*  Pacific  Qa»  h  Electric  Co  82/02/19.  3pp  22699, 338  24X 
Flch«' 30-275,  B4/03/12,B403B0021B. 


— B403060143   Notice    of    violation    from    insp    on   831114-18   li     1128-12Q9 
CANTER, H  L        Region   3,    Office  of   Director        84/02/29        2pp. 
BB306   273        24X  Fiche    30-275,34/02/29,8403060131 

— B403060149    IE    Insp    Repts    50-273/B3-37   !<    30-333/B3-23   on    031114-18   i. 
113B-1209  Noncomplianee    noted    failure    to   assure    that    welding 
inspectors   qualified   t<   certified    per    procedural 
requirement! 

HERNANDEZ,  G  H   •    ROSS,  T  H  ,     KIR9CH,  D  F        Region   3,    Office    of 
Director        B4/02/29        49pp        23306  277        34X    Fiche   50-273,84/02/29, 
8403060131 


3402090041    Board    Notification    04-090   provides    Commission    policy 
itatemant  &    proposed    rulemaklng    on    environ    qualifications. 
EISENHUT, D   0        Division    of   Licensing         B4/03/14  Atomic    Safety    and 

Licensing    Board   Panel.       lopp        24X    Fiche    30-000,84/03/14,8408090041 

9403220039   Forward!    tables    providing    detailed    operating    enperlence    for 
llcensad    operating    personnel    &    licensed    &   nonllcensed 
shift    technical    advisors 

SCHUYLER.vf  0  Pacific  fias  &  Electric  Co  B4/03/16  DENTON, H  R 
Office  of  Nuclear  Reactor  Regulation,  Director  3pp  22718  SOB 
S4X  rich*' 30-273.  84/03/16,  B403220033 


0403090007    IE    Info  Notice    B4-14,    "Highlights    of   Recent  Transport 
Regulatorg   Revs    by    DOT  &   NRC    "   Bvc    list    encl 

GRACE,  J   N        Division   of   QA,     Safeguards  !<    Inspection   Programs    (Post 
B30I03)        84/03/03  Consolidated    Edison  Co      of  New  York,     Inc 

ISOpp         82532   329         24X   Fiche    30-OOO, S4/03/02,  B40209O007 

B40207000B    IE    Info  Notice   84-16,     "Failure    of   Automatic    Sprinkler  Sys 
Valves    to  Operate    "    Svc    list    end, 

JORDAN,  E  L        Division   of   Emergency    Preparedness    h  Engineering 
Response    (Post   B30103)         B4/03/03  Consolidated   Edison   Co      of   Neu 

York,     Inc         122pp        32353  09B        24X   Fiche   50-000,  B4/03/O2,  8402090DOB 
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B4O2O900O9    IE    Info   Notice    B4-13-     "Reporting    af    RadiolojUal     Releases 
Bvc    1  i  &t    enc  1 

JORDAN.  E  L        Division    of    Emergency    Prep  aredness   !.  Engineering 
Response     (Poet    B3O1O3)          84/03/02  Cotieo  1  1  dated    Edison    Co      of    Naiu 

York,      Int          I19pp          22353    217         24K    Fich«    3O-QOO.  BV03/03,  8403090009 


3403090011     IE    Info    Notice    B4-17,     "Problem*    W/Liquid    Nitrogen    Cooling 
Components    Delou  Nil    Ductility   Temp    "   Svc    list    end 
JORDAN,  E   L        Division    of   Emergency    Preparednes*    &   Engineering 
Response     [Post    330103)          B4/O3/O5  Canto  I  i  Hated    Edison    Co      of    Mem 

York.     Inc          U7pp         23533    336         S4K    Fiche    30-000.  B4/03/O3,  B4Qa0900U 

5402090022    Board    Notification    64-043    submit!     info    re    nams    & 
measurements    bg    Parade  tier  ,  I  nc    of    radiograph*   d    field   welds    1> 
delta    ferrlte  measurements    of    selected    ualds    under    Contract 
NRC-03-B  2-219 

EISENHUT.D   G         Divitioti    of    Licensing         NnC-O3-BS-SA"?         B4/03/Q5 
PALUADINO,     QILINSKY.     ROBEflTS      Commissioner*          3p  p         22536    347         24X 
Fiche    30-373.34/03/05,840309002? 

—  S  4  03030193  Forwards    "Project   Quality    Plan    Par  Providing    Assistance   & 

Sves    to  Support   NRC/IE    Region    IV  Personnel    in    NDE  t  Hevleu 

of  Radiograph*,  "    per    Task    Drdfrr    Si   of   Contract 

NRC-Q5-B3-249 

LOFY.RA        Parameter,     Inc         NBC-05-B3-E49        B3/1I/23        X1RSCH,  D 

Region    3.     Office    of    Director-          la         22336    230         24X 

Fiche    30-275,  B4/C3/05.  S4030<?0023 

—  B403060i99    "Project    Quality    Plan   for  Providing    Assistance    &  SVCB    to 

Support  NRC/iE  Rejion  IV  Pei-sonnel    in  MDE   i   Revieu  of 

Radiographs   at   Diablo  Canyon,  Uni  ts    1    i  2    " 

FOLKY,  W   J    ,     LOFY.R    A  Parameter.     Inc         NflC-O3-B  3-249,        PQP-124 

83/11/32  INRC    -   No  Detailed   Affiliation   Given        25pp 

22556    351          34X    Fkche  30-273,  B4/03/03,  8402070022 

B4031SQQB3   Responds    to   WRC    B402Q3    1  tr    re    violation*    noted     In    1C    Insp 
nept    50-H75/B3-39   Corrective    actions  area    permits    for 
wold  ing    posted    to    Identify    generic    requirements    on    area 
basis    &   util    inspector    assigned    to   asaitt    fire   marshal  1 
SCHUrLER.J   0        Pacific    Gas    b   Electric    Co        &4/03/03        MARTIN,  J    B 
Deolan    5-    Office    of    Director        6p  p        22(,46  -013        24  X 
Fiihe    30-275,94/03/03.9403150002 

B403IS-0006   Forwards    description   of    program   Implemented    to    verify 
clearance    betuee-n   Piping    &    penetrat  inns,  in    response    to    IE 
Dullotin    79-H 

SCHUVLERpJ   P         Pacific    Ba  s    !•    Electric    Co         Q4/O3/OC,         MARTIN.  J    Q 
Region    3(     Office    at    Director        3op        226  4  O    354        34X 
Ficho    30-275,  B4/03/06.  B4031300Oi 

B402090024     IE     lnFo    Notice   £4-09^0^    1,     "Lessons    Learned    From    Insps    of 
Fire   Protectlun  Safe    Ehutdouin    Si/a    "    Svc    11  it   entl 
JORDAN,  E  L        Division    of    Emergency   Prepar  Bifne-s  s    &   Engineering 
Response    (Post    630)03*         B4/O3/07  Consolidated    Ediaofl   Co      of   Neu 

York,      Inc          UBpp          32635    04-J         24X    Flche    90-000.94/03/07,6402090024 

B403O9002H    IE     Info   Notice    B4-1S,     "Stress    Corrosion   CracVing     In   PUR 
Sya    "    Svc    list    ent  1 

JORDAN.  E  L        Division   of    Emergency    Preparedness   4   Engineering 
Response    (Post   B301O3S         84/03/07  Consolidated    Edison   CD      of    Neu 

Yori.      Inc          HBpp          23594     IBA         24X    Fichc    SO-OOO,  B4/03/O7,  0402O9002B 

8402090031     IE    Bulletin   H4-O2-     "Failures    of    GE    Tupe   HFA   Relav*    in    Use    in 
Class    IE   Safety   SYS    "    Eve    Hat   end 

DEYOUNO.  R    C        Dkrector'i    Office,    Office   of    Inspection   and 
Enforcement         B4/Q3/I2  Cansolidated    Ed  (-son    Co       of    H»U   Yqrk.      Inc 

iaipp      asaas  091      24X  Fiche  30-000.  a-fl/os/ia,  eioaoioos  i 


— 94O32Q0301    Provides    info    tu    CommlBBionsrs   re    c ircumstancea    lorroundlng 
documentation   of   NHC    insp    of    1977  Nu-clear   Svcs   Corp    audit 
of  Pullman  Pouier  Products    Co 

D1RCRS-W  J        Office   of    the    Eiecuttve    Director    for   Operations 
B1/03/02         124pp         aa'747    073         24X   Fiche    30-273,  B4/03/SB- 
H103 140344 

R      Periodic   operating    reports    It   related    correspondence 

S4Q302QOO-A   Monthlg    operating    rept    for    Jan    17B4    W/Q40203    1  tf 

KELLY.  W    J   ,     THORNBERRY,  R    C         Pacific    Oat    t>   Electric    Co         64/01/31 
Spp         HB443    196         2flX   FiChB    SO-H73r 04/01/31.  B4030200O4 

8403O20443  Forward*    monthly    status    rept    of    offsite    emergency 
preparedness    For   OL   revitus    for   Jan    19B4   Change*    in   FEMA 
finding    dates    not    caused    by    delay    due    to    offslt*    emergency 
planning    issusi 

DIRCKB.U  J        Office    of    the    Eiocufcive  Director    for   Operations 
04/02/31        PALLADINO     CommissionerB        9pp        B3493   083        34X 
Fiche     30-OOO.B4/02/31,B403020443 

B403230139  Foruarda    "Environ    Investigation*   at   Diablo  Canyon, 17B2   " 
UARRICK.J  M       Pacific    Qai    &   Electric   Co        B4/03/SB  Record 

Service*   Branch    (Document   Control    Desk)         lp        32732  341,       34X 
Fiche    30-273.B4/Q2/2B,840333013<? 

— 9403230141    "Environ    Investigations    at   Diablo   Canyon* 17B3    " 

CAYDT-R    F    .     BEHREN3,  D   W         Pacific    Gas    t,    Electric    Co         83/06/30 
760pp        32733  348        24 X    Fiche   SO-375,  84/02/aBi  B403230137 

Q403300141   Monthly    operating    rept    fof  Feb    1984  W/B40302   1 tr 

KELLV.  M  J   .    THORNBEF1RY.R   C        Pacific    Oas    &  Electric    Co        B4/03/29 
6pp         23920332         S4X   Fiche    50-275,  H4/OS/21?,  B403300141 

5     ReportsSle    occurrences.     LEfls   (,  related    correipondence 

84O31SD029  Special    Rept  B4-02    on  940133.  fire   uiater    pump    1    declared 
inoperable  after    pump   motor    circuit   breaker    tripped 
Caused    bg    frequent   motor    starts    in    short    time   period 
Surveillance    test    conductod    &   pump    returned    to    sve 
9HIFFER.J  D        Pacific   Oas    &   Electric    Co        84/02/29        MARTIN, J   D 
Region    3.     Office    of    Director          lp         22639    033         34X 
Fiche    30-E7S,  B4/OS/29.  B403150023 

B403QB0405  Further   response    to    FDIA   requeit    for   document*    re    SER 
related    to   operation   of    facilities    Forwards    App    B    document* 
App    A   t>  Q    document*    available    in  PDR   Revieu   of    remaining 
documents    subj    to   request    in    progress 

FELTCIN,  J   M        Division    of    FluUs   and    Records        84/03/02        OAKDE.  D   P, 
Government   Accountability    Project        -4pp        223B3   O73        24X 
Fiche    30-275JB4/03/O2,  G403OBO405 

— B403OS0421   Requests    assistance    In   addressing    improper    design   activities 
re    use    of    U-bolts    !«   code    break    (code    boundary)    design,  per 
affidavit    re   allegations 

BISHOP,  T  W        Division    of   Resident.  Reactor   Project   Si   Englnterlng 
Programs        83/11/29        EISENHlfTiD  O        Division    of    Licensing         15pp 
2H3B3   093         24X   Fiche    30-275,64/03/03.8403080405 

B4031301S1    PNO-V-B4-013   on   B4O307. B.ch te I    laborer    suffered    heart 
attack    while  working    in   auxiliary    bldg    Medical    attention 
provided    to    individual    at    site    Individual    pronounced   dead 
upon    arrival    at   Sierra   Vista    Hasp 

DODBS.R   T        Region    3,    Office,    of  Director        94/03/07        lp         33640   31B 
34X    Flctie    50-275,  04/O3/O7.  B403130121 


B4Q2090Q43    IE    Info   Notice   B4-19,     "Two  Events    Involving  Unauthon i»u 
Entries    into   PUR   Reactor    Cavities    "   Svc    list    encl 
JORDAN.  E  L        Division    of    Emergency    Pr«pareiInBE*    k   Engineering 
Response    (Post   8301O3)         84/03/21  ConsolldatffJ   Edison    Co      of  New 

York,     Inc         133pp         22B23   E29        ?AX  Fiche    50-000. SV03/31.  B40BO90043 

9 40 207004 4    IE    Info    Notice    B4-20>     "Svc    Life    of    Relays    In    Saf a ty-ReV»t«d 
Sya    "    Svc    list    end 

JDRDAN.E   L        Division    of    Emergency    Preparedness    fc   Engineering 
Response    (Pott    B3QI03)         B4/03/31  Con* D 1 idated    Edison   Co      of   Ntu 

Yart,      Inc          135pp         S3933    001         24X    Flche     50-000. 84/03/31, 8402090044 

B4031H0244    Boai-d    Notification   S4-06fi    forwards  5ECY-G4-104    re    NRC    insp 
of    Nuclear   Svt &  Corp    audit    of   Pullman   Power   Products   at 
sits,  includlno    draft    IE    Insp    Kept    SO-273/B3-37    i   B40339 
final    re-pt 

E.I9ENHUT.D  C        Division   of  i-l«ensing         84/O3/2B        DUCK,  J  H   , 
MOORE,  T    S   .    -JOHNSON .  W  R         Atomic    Oafety   and   LKeiising    Appeal    Panel 
3pp          32947   070         24X    PichB    30-275,  34/03/30- B4O3140244 


8A03220046   LER   B4-OOi-OO  an    B4O217,  fovr   4    16    kV   circuit    breakers    failed 
to   remain  closed   Caused    by    *>cesslv«  uiear    In   Teflon   coated 
fiberglass    sleeve   bearing!    used    in   mechanical    actuator 
Breakers    repaired   U/B40319    Itr 

KESalNQER.W    U   .     8HIFFES.J    D         Patlfic    Qai    ii   Electric    Co          B4/03/19, 
3pp          22714    3SB         24KKiche     3O-273.  B4/O3/19,  B4O332OO66 


T      Hearing    transcripts    on    non-antitrust   matters 


Sa02O?O033  Board    Notification    B4-04B    forwards    transcript    of    840133 
meeting    re    allegation!    concerning    small    bore    piping   Rttvleu   b 
evaluation    of    allegations    continuing 

EISENHUT.D  0        Division    of    Licensing        B4/03/13        PALLAD1NO, 
QIL.INSKY,    ROBERTS      Commissioners        3pp        67217   04i        34X 
Fiehe    50-375.  81/03/13- B402090033 


— 8403I30L36  For-uards    transcript   of   B4Q123  meeting    re  allegation* 
concerning    small    bore    piping    Info    eicised    to    protect 
confidentiality    OF    NRC    sources   It    preclude    compromising 
ongoing    insps 

BISHOP, T   U        Region    S,    Office   of    Director        B4/03/23 
BTRUMHAS5ER,  M        California-     State    of         lp        3S&43  004         34X 
Fiche    30-275.84/03/1318402090033 
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-8403130141  Forwards    transcript   of    B4O123  meeting    re   allegations 
concerning    small    bore    piping    Info    eiciied    to    protect 
conf identiall ty    of    NRC    sources    S<    preclude    compromising 
ongoing    insps 

BISHOP. T   W         Region    3,     Office    of    Director         B4/O2/23         REYNOLDS. 
Center    for   Lay    in    the   Public    Interest         lp         32643  003        B4X 
Fiche    50-273,  B4/03/13,  8402090032 


— 84Q3O10323    IE    map    Repts    90-277/83-37    d   50-278/B3-33   on    831214-840112 
Violation   noted    requirements    for   re^unl i f ication    lecture 
attendance   &   supplementary    training    not   met  it  adequacy    of 
Secondary    containment    door    indicator   maint   unresolved 
Q,_OUQH,A   R    ,     UILLIAM5.J   H    .     THIPP.L   E         Region    1,     Office    of 
Director         B4/Q1/I9          17pp         22432   OBI         24X    Fiche    30-277,84/02/14., 
B4030 10310 


--8403130132  Forwards    transcript    of    B4O125  meeting    re  allegations 
concerning    small    bore    piping    Info    eiclsed    to    protect 
confidential  1 ty    of   NRC    sources    &    preclude    compromising 
ongoing    inaps 

BIBHOP.T   W         Region    5,     Office    of    Director          B4/02/23         CRANE.P 
Pacific    Qas    t>   Electric    Co          lp          22645   006         21 X 
Fiche    30-273,  84/03/13,  3403090033 

— 8403130139  Forwards    transcript   of    840123  meeting    re  allegations 
concerning    imal 1    bora    piping    Info    excited    to    protect 
confidentiality    of   NRC    source*    &    preclude    compromising 
ongoing    Inspa 

BISHOP.  T  W        Region    3,     Office    of    Director         B4/OS/23        NORTON 
Norton.    Burke,    Berry    &   French         lp         23643  007        24X 
Flthe    50-273,84/03/13,8402090032 


6403190243    Notification    tit    B404IB   luorkshon     In   King    of    Prussia, PA    to 
discuss     lessons    learned    from    recent    App    R    fire   protection 
safe    shutdown    insp    t,    tDfiics    described    in    IE    Info  Notice 
B4- 0?  Agenda    for  workshop    encl 
MURLEY.  T   E        Region    1,     Office    of    Director 
Consolidated    Edlion    Co       of    Neu   York.     Inc. 
Power   Authority   of    the   State    of   Neu  York 
Fiche    30-000,84/03/09,0403190243 


94/03/09  O'TOOLE.  J  D 
BRONS,  J  C  ,  MCNEILL.C  A 
3Spp  35672  062  24* 


34O3200391    Foruiards    list    of   applications   submitted   &   applicable    feea 
for    fire    protection   reviews   d  approvals 

MILLER.  W  0        License    Fee    Management   Branch        84/03/07        BAUER,  E  G 
Philadelphia   Electric   Co        3pp        22708  31O        24 X 
FUhe    3Q-277.B4/03/09iB4Q3200391 


— 8403130142  Eiclaed    tranicMpt    of    B40125   closed    meeting    w/C    Stokes    re 
alligation*    concerning    small    bore    piping    Pp    1-220 
*      NRC   -  No   Detailed    Affiliation    Given        84/O1/23        31<?pp 
226.43  008        E4X   Fiche    30-273,84/03/13,0402090032 


U      Congressional/Executive    Correspondence 


B403260106  Provide*    current    status    of    facility    licensing    process    In 
response    to   840126    Itr   Bine*    840124    hearings,  NRC    has 
continued    investigation, in»p    &   evaluation    of    allegations, 
uihlch   uilll    be   resolved    prior    to    loui    power    authorliation 
DENTQN.  H  R        Off  lev    of   Nuclear  Reactor   Regulation.    Director 
84/03/09        MCCARTHY.!.  T        California,    State    of         4pp        32761    336, 
24X  Flche   90-273,84/03/09,6403360106 

— 8403540111    Eipreisas    concern    re    possibility    that    facility    uilll    be 
licensed    a/a   meeting    safety    stds 

MCCARTHV.L  T        California,     8tat«    of        94/01/E6        PALLADINO.N 
Commissioners         lp        22761    339        24X   Fiche    30-278.84/03/09, 
8403360106 

3^03270367   Telecopy    Itr    expressing    concerns    re    lifting    of    suspended    low 
pouer    license   Commission    should    carefully    uieigh 
A8LAB    conclusion*   &    fulfill    responsibility    to    require    safe 
plant    operation 

THOMAS,  H  M  House  of  Rep  DSB  143  B4/03/26  PALLADINO.N 
Commissioners  2pp  B27B9  002  24X  Fiche  50-273.84/03/26, 
9403370367 


B4033200B3  Notifies    of    error    in   numbering    of    second    Insp    rept    encl    In 
B40127    Itr   Number    should    be    30-278/B3-29    instead    of  83-19 
Corrected   version   end 
MARTIN,  T   T        Division    of   engineering   (.  Technical    Programs        84/O3/12 

DALTROFF, S  L       Philadelphia   Electric   Co        lp        23716  268        S4X 
Fiche    50-277. B4/03/ 13.  B4033300B3 

--6403220085   Forwards    corrected    IE    Insp    Repts    30-277/B3-31    t>    30-27B/B3-29 
on   B31114-IB  b  notice    of   violation 

MARTIN, T   T        Division   of   Engineering   t>   Technical    ProBrams 
84/01/27         DALTROFF,  B    L         Philadelphia    Electric    Co         2pp 
22716    269,        24X    Flchc    30-277,84/03/12,3403520083 

— 8403220087  Corrected    notice    of  violation    from    insp    on   B3J114-IB 

»      Region    1,     Office    of    Director         84/01/27         lp         22716    271         24X 
Fiche    30-277.  84/03/13, B40322OOB3 

—8403220091    Corrected     IE    Insp    ReptB    30-277/83-31    fc   50-27B/B3-B9   on 
831114-18  Noncomji  1  lance   noted    failure    to   meet    fire   brigade 
train  ing   requirements 

PULLAMI.B  V  ,    ANDERSON.  C   J        Region    1,    Office    of    Director 
B4/01/03         lOpp         33716   372         24X    Fiche    50-277,84/03/12,8403230083 

8403210045  Forwards    application    for    amenfl    to  Licenses  DPR-44    b  DPR-36 
re    fire    protection    to    reflect    Improvements    in    Fir*    dotection 
ays   &   to    conform   to   STB 

BRADLEY,  E  J        Philadelphia    Electric    Co        B4/03/16        DENTQN, H  R 
Office    of   Nuclear  Reactor    Regulation,    Director        lp        22707   043        24X 
Fiche    30-277,84/03/16,6403210043 


V      Operator   Ejamlnafclons 


B4.03220033  Forward «    tables    providing    detailed    operating    experience    for 
licensed    operating    personnel    &    licensed    h   nonllcensed 
shift    technical    advisors 

BCHUYLER.d  0  Pacific  Gas  t.  Electric  Co  84/03/16  DENTDNi  H  R 
Offien  of  Nuclear  Reactor  Regulation,  Director  3pp  32718  2OB 
24X  Fiche  50-273,84/03/16,6403220035 

S403260176    Informs    of    plans    to    have    shift    advisors   w/quallf ieatlons    h 
training    recommended    by    Near-Tirm   OL   Util    Croup    on    staff 
prior    to    etceedlng    3X    power    Advisor*   will    be    subj    to    final 
exam   following    training 

SCHUYLER.J  0        Pacific    Oas    t.  Electric   Co        B4/O3/23        KNIOHTQN.O  W 
Licensing    Branch   3         lp         227HB  234        24X   Flche    50-275,  B4/03/23, 
8403360176 


DOCKET  so-s??  PEACH  BOTTOM  ATOMIC  POWER  STATION,   UNIT  2 

F      Security,    medical,     emergency    b   fire    protection    plans 


— B403210Q53   Application   for   amend    to   Licenses   DPH-44  d  DPR-36  modifying 
limiting    condition    for    operation   action   statement   for    fire 
barriers    to   reflect    guidance    in   STB   for  GE  DURs 
H      Philadelphia   Electric   Co        S4/03/16        6pp        32707  043        21 X 
Ftche    30-277,84/03/16,8403210045 

— 8403210063  Proposed    Tech    Specs  modifying    limiting    condition    for 
operation   action    statement    for    fire   barriers    to    reflect 
guidance    provided    in   STS    for   6E  BWRs 

*      Philadelphia   Electric    Co        B4/03/16        3pp        53707  049        24X 
Fiche    30-277,84/03/16.8403210045 

8403270104  Requests    e>teti«ion   until    Oct    1984    for    annual    emergency 
preparedness    exercise    Extension  mould   allow   Inclusion   of 
offslte    plans   tt   use    of    proposed    alternate   emergency    facility 
location 

DALTROFF, 8  L        Philadelphia   Electric   Co        B4/03/20        E1SBNHUT.D  G 
Division    of   Licensing        6pp        23769  317        24X  Flche   50-277,64/03/20. 
B40337Q104 


J      Insurance    t    indemnity    information 


B403090289  Public    version    of    revlsod    emergency    plan    impl«menting 
procedures,  including    Procedure  EP-101    re    classification    of 
tmero»ncl»s,EP~207C    re    first    aid    d   EP-103   r«    alert   response 
W/B4Q210    Itr   &   JM  Felton    B40307  release   memo 

CODNEYiM  0        Philadelphia    Electric    Co        84/O1/1O        MURLEYr T  E 
Raglan    1-    Office   of    Director        93pp.       22393   S2S        24X 
FlchB    30-377, 81/01/10,  B4030908B5 

H403010310  Faruiard*    IE    Insp    Htpti    30-277/83-37   t    50-878/63-38   on 
831214-S40112  V  notice    of    violation 

6TARDBTECKI-R        Division    of    Project    &  Resident    Programs         B4/02/16 
DAUTROFF.S  L        Philadelphia    Electric    Co        2pp         23433  078        24X 
Fiche    50-377,  84/02/lA,  B403010310 


8403360034   Forwards   Endorsements    106  t<   107    to   NELIA  Policy   NF-140  tc 
Endorsement    39   to   MAELU  Policy   MF-67 

BfiADLEV,E   J       Philadelphia   Electric   Co        84/03/16        BALTZMAN, J 
Assistant   Director    for    State   b  Licensee   Relations        4pp         22750  S3S 
24X   FUhe    30-277,84/03/16,8403260054 


P      Operating    license    stage    documents    t<  correspondence 


8403140340  Summary    of    831213  matting   ui/OE  d  Mark    1    Owners    Group    In 
Bethesda.MD  re   Hark    I    containment   uetuiell-dryuiell    vacuum 
brisker    design  methodology 

SIEOEL, B   L        Operating    Reactors   Branch   2        B4/02/21  Operating 

Reactors    Branch    2         Slpp         23635:198         24X    FIchB    30-000,34/02/21, 
8403140340 
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84Q3O70137   Forwards    Amondi    <?2    t*    94    to    Licenses    DPR-44   4    DPR- 36. 
rsspoc  tiv*lij    &   ElA    ftmends    dol«te    certain    ETS    rs    noise 
monitoring    requirements    t    nonrad io 1 noica I    water 
qual t  ty-r el ated   requirements 

STDLZ, J   F         Operating    Reactors    3i~anrh    4         B4/O2/24         BAUER , E  0 
Philadelphia    Electric    Co         3pp         P25£i3    ItO         24X 
FicJiB    30-277,94/02/34.6403070137 


Q       Inspection    reports,     IE    Bulletins    !,    correspondence 


B403O1031O  Fnrwards    IE    Insp    Repts    5O-277/B3-37   fc    50-27a/B3-33    on 
031314-S401I2   &   notice    c-f    violation 

STflROBTECKI.R         Division    of    Project    !<    RHsidBnt    Programs         64/02/16 
DALTRQFF.S  L        Philadelphia   Electric   Co        2pp        22432   07B        24X 
Flcho    3D-277,ai/02/16.B403C-1031O 


— 3403070141    Amends    92    S.   94    to    License*    DPR-44    S.    DPR-Sfr,  r>5p  ec  tl 
deleting    certain   ETS  re   noise   monitoring    requirements   & 
nonradlolngical    water   qua!  1  tij-re  1  ated   requirements 
STDLZ.JF         Operating    Reactors    Branch    4         34/02/24         15pp 
22369    Ii3         24X    Fiche    3O-277.  64/02/34.  B4O3O7O137 


ids    92 


License!    OPR-44   t.    DPR-36, 


— S4Q3O70144    Etft    supporting 
respectively 

*      Office    of   Nuclear    Reactor   Regulation,     Director         84/02/24 
lOpp         22363    17?         21X    Flch*    50-277, B4/02/24, B4O3Q70137 

a4O315OO13   Forwards    response    to    request    for    addl     info    re    Class    IE 
Electrical    raceway    supports   Design    supports    have   sufficient 
margin   to   assure   that    loss   of    single-   support   mill    not   cause 
loss    of   safety    function 

SCHUYLER.J    0        Pacific    Oaa    t-    Electric    Co         84/O3/07         MARTIN. J  E 
Region    5.     Office    Of    Director         3pp          22640    327         S4X 
FjchB    30-277, B4/03/07.6403130013 


— B4Q301Q313   Notice    oF    violation    from    insp    on    031214-8401 12 

*     Region   1,    Office   of   Director        04/Oa/li        lp        B2433   000       34X 
Fichu    30-277,04/02/16.0403010310 

— B4Q3010322    IE    Itisp    Repta    3Q-277/B3-37    t.   30-27B/B3-33    on    B31B14-S4O1  IS 
Violation  noted    requirements    for   req.ua!  If  Ication    lecture 
attendance  d    supplementary    training    not   met   &  adequacy    of 
secondary   containment   door    indicator   maint   unresolved 
BLOUGH.A   R    .     WILLIAMS,  J    H    .     TRIPP.L    E         Region    1,    Office    of 
Diroctor        04/01/19        17pp        22432  O01        24X   Fiche   30-277.84/02/16, 
H4030 10310 

B40302Q30A  Forwards    IE   Insp   Repts   50-277/B4-09  fc   50-270/84-03   on 
04O13O   No  violations   notsd 
MARTIN,  T  T       Division   of   Engineering   U  Technical   Programs        B4/02/17 

DflLTnOFF.BL       Philadelphia   Electiic   Co        2pp        32410   033        H4X 
Fiche    30-277, 04/02/17,  040302030i 


3403150137   Foi-mards    application    to    asnonA    Licenses    DPR-4H    t    DPR-56. 
revising    Tech   Specs    to    incorporate    10CFRSO,  App    I 
requirements   for   radiological    effluents 

DALTRQFF.S    L        Philadelphia    Electric    Co         B4/O3/07         STCLZ.JF 
Operating    R  eat  tor  5    Branch    4         2pp         32(,4b  OSS         24X 
Fiche    50-377,64/03/07, B403S5O137 


—0403020309    IE    Insp    Repts    30-277/04-03   i.    5Q-27B/B4-03   otl    040130   No 
violations   noted   Major   areas   inspected   Eastern   Testing   b 
Insp.  Inc    radtographi   &   licensee   reinterpretatlon   reader 
sheats 

KERCH.HW       Region   1.    Office   of   Director        DURfi,  J  P        Division   of 
Enflineertng   &  Technical    Programs        S4/O2/14        3pp        33140  037        24X 
Fiche    30-277,  S4/O2/17,  S4030B03O6 


— B40313O140   ApoStcatton    for   amend    to   Licenses   DPR-44   t.   DPR-56,  revis  iiig 
Tech   Specs   to    Incorporate   radiological    effluent 
vaqutrementa   of    10CFR30. rtpp    I 

BAUER, E    G    ,     BRADUEY.E    J         Philadelphia    Electric    Co         B4/03/O7 
12pp          39644,   034         24X    Fiihe    SO-&77,  B-4/03/07,  0403130137 

— B4O31 30143  Proposed    Tech    Spec    chang es.  inr nrporatlno    radiological 
effluent    requirements    of    1OCFR30, App    I 

«      Philadelphia    Electric    Co         04/03/D7         B2pp         »2M6,Q36         24X 
Fiche    50-277, B4/03/O7,  B4O313O137 

S403130D09    "Radiation   Protection   Program    for    Rec irculacto    Piping 
Replacement    "    U/B4O30B    Itr 

DALTRDFF.S  L        Philadelphia    Electric   Co        04/O3/OB        STOLI,J  F 
Operating   Rcactori-   Branch   H         llpp        32A41    33?        34X 
Fiche    50-377, B4/C3/OB.  B4031500O3 

a4O32700fafl   Forwards    revised    "Offait*   Dose   Calculation   Manual,"   per 
NRC   830939   request   re   rad ID  1  osteal    effluent   Tech   Specs 
ULLRICH.U   T         Philadelphia    Electric    Co         34/03/06         PflNDEY. S 
Franklin    Institute/Franklin   .Research   Center         lp        S276&    106        34X 
Fiche    30-277, 04/03/OB,  B403270064 

—0403270067   Revised    'Offsite    Dose   Calculation  Manual    •• 

M      Philadelphia    Electric    Co         B4/O3/OQ         41pp         2276f>    107        24X 
Fiche    50-277, B4/03/C8,  0103270064 

8403130273   Generic    Ltr    B4-07    to    all     llcense-es    of    BUfit    re    procedural 
guidance    far   pipe   replacement   at   SWfts  Eve    list    encl 
EISENHUT, D   &        Division    of   Licensing        £4/03/14  Commonwealth 

Edison   Co        20pp        23B23  334        24X   Fiche    50-000,  Q4/03/I4,  H4O31 50273 


B403070081   Forwards   Sup  pi    4   to   response    to   IE   Bulletin  83-O3. consist  ing 
of   reptj    "Reclrculat  ion.  RHfJ   9  hut  down  Cool  ing.  Head   Spray   Lint 
Reactor    Info   (Rav   2)    " 

DAt-TRDFF,B  L        Philadelphia   Electric   Co        B4/02/21        MURLEY.  T  E 
Region    1.    Office    of   Director        3p  p        S257S   153        24X 
Fiche    50-277.84/02/21,3403090081 

— B4O30900B?   "Ree  ir  culatlon   RHR   Shutdoujn   CoollngiHead   Sprag    Line.  Reactor 
Uater   Cleanup   Line   t.  Core   Bprag    Line   Piping   Weld    Info 
•(Rev   2>   " 

«     Philadelphia   Electric    Co        94/02/29        61pp        23575    136        24X 
Ficha    50-277.04/02/21.  B4O30900B1 

B403O70320  Forwards    IE    Insp    Repta   30-S77/84-04   I>   30-278/84-04   otl 
B4O125-37  No   violations    noted 
MARTIN,  T  T       Division   of   Engineering   S<   Technical   Programs        B4/03/22 

DALTRQFFiS   L         Philadelphia    Electric    Co         2pp         22546    330         34 X 
Fiche    3O-277,  84/03/33,8403070320 

— 0403070333    IE    Insp    Rapt    30-277/B4-04   fc    50-278/84-04   on    040125-27    No 
violations   noted   Major   areas    Inspected    licensee   actions 
in  response    to    torus  mod    requirements   It    IE   Bulletin   7B-1  1 
NARRQIJ.L   .    DURR.J  P        Region   1,    Office   of   Director        84/02/07 
3pp         22546    333         34X    Fiehe    50-277,34/02/22,0403070330 

B 401 190072   IE   Info   Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated   Valve   Control   Circuits   &  Annunciation    "   8vc    list 
encl 

JORDAN. E  L        Division   of   Emergency   Preparidnns   &   Engineering 
Response    (Post  830103)        84/OE/2B  Coneolldated   Edison   Co      of  N«w 

York,     Inc        113pp        22909   539        24X   Fiche   50-000,84/02/28,8401190072 


B4O3210043  Forwards    application   for   amend    to   Licenses   DPR-44   (t  DPR-96 
re    fire   protection    to   reflect    improvements    In    fire   detection 
sys   &   to   conform   to   STS 

DRADLEY.E   J       Philadelphia   Electric    Co        04/03/1*        DEM TON, H  H 
Office   of   Nuclear   Reactor   Regulation.    Director         lp        32707  042        24X 
Fiche    30-277.84/03/16.6403210045 

— 0403210035    Application    fnr    amend    to    Licemes    DPR-44   &    DPR-36  modifying 
limiting    condition   f-or    operation    action   statement   for    fire 
barriers    to   reflect   guidance   In   STS   for  OE   BWRs 

«•      Philadelphia    Electric    Co         84/O3/1A         Aj  p         2H7O7   O43        24X 
Fiche    SO-377.B4/O3/ 16,  0403210045 

— B4032tOO63   Proposed   Tech   Specs   modifying    limiting   condition   for 
operation   action   statement    for    fire   barriers    to   reflect 
guidance   provide-d    in   STB   for  OE   DWRs 

*      Philadelphia   Electric   Co        84/O3/16        3pp        237O7  O49        24X 
Fiche    50-577.  B4/03/ 16,  Q403310043 


B403130054  Forwards    IE   Insp    Repts   30-S77/B4-01   li   30-278/84-01    on 
B40103-20  Enforcement   conference    planned    to   discuss   problem 
w/lnternal    revieu  protest    for    identifying   t<   evaluating 
potential   unrevieuied    safety    o.uestions 

STAROSTECKI'R        Division    of   Project   (<  Ruidtnt   Programs         04/02/39 
DALTRDFF-B   L        Philadelphia   Electric   Co        2pp        22642   2fB        24X 
Fi  che:  50-277,  B4/O2/39.  04031  30O34 

— 0403150063    IE    Insp    Repts    80-277/B4-O1    b    30-B78/B4-01    on    B4O103-SO, 
Approval    of    Individual    rod    scram   procedures    in   apparent 
violation   of    1OCFR50   31?   Three   tlamples    of    Inadiquate 
procedures   noted 

BLOU&H.A  R   ,    WILLIAM3,J   H   ,    TRIPP.L  E        Region    1,    Office    of 
Director.       B4/O2/2S         12pp         23642    300         B4X    Fiche.  30-277, 84/02/29. 
8403150034 

84020900O7   IE   Info   Notie«   84-14,    "Highlights    of   Recent  Transport 
Regulatory   Revs   by   DDT   i<   NRC    "   Bvt    list   encl 

ORACE,J  N        Division   of   QA.    Safeguards   4<   Inspection  Programt    (Pott 
B30103)        B4/O3/O2  Consolidated   Edison  Co      of   Neu  York,     Inc. 

130pp         82532:329        B4K  Flch»   50-000.  B4/03/02,  B40207O007 


DOCKETED  ITEMS 


83 


B4Q3Q900Q8    IE    Info   Notice    B4-16,     "Failure    of    Automatic    Sprinkler   Sys 
Valves    to   Operate    "    Svc    list    enc  1 

JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Poit    B30103)         B4/O3/02  Consolidated   Edison    CD      of   New 

York,     Inc          I22pp          22333    09B         24X    Fiche    30-000.64/03/02,0402090008 

B403O900Q9    IE'    Info   Notice    B4-13.     "Reporting    of   Radiological    Releases    " 
Svc    lilt    end 

JORDAN.  E  L        Division   of    Emergency    Preparedness    It  Engineering 
Response    (Post    B30103)          84/03/02  Consolidated    Edison    Co      of    New 

York.     Inc          I19pp          28553    217         24X    Fiche    5O-OOO,  B4/O3/O2.  B402090001? 

B402090011    IE    Info   Notice   84-17,     "Problems   W/Liquld    Nitrogen    Coaling 
Components   Below  Nil    Ductilltg    Temp    "    Svc    list    encl 
JORDAN,  E   L         Division    of    Emergency    Preparedness    if   Engineering 
Response    (Post    B30103)         B4/03/O5  Consolidated    Edison    Co      of   New 

York.     Inc          M7pp          22953    336         24X    Fiche    50-000.  B4/O3/05,  6402O9001 1 

8403090131    Forwards    description    of    plans    for    reclrculatlon   tt   RHR    sys 
piping    replacement    during    upcoming    Unit   3  refuel    outage    par 
IE  Bulletin   83-02  Mod/refueling    outage    work    should    be 
completed   within   32   wks    Tuo    oversiie    drawings    encl 
DALTRDFF.B  L        Philadelphia    Electric    Co        84/03/06        8TOLZ,  J  F 
Operating   Reactors    Branch    4        21pp         22568   279        S4X 
Fiehe.  30-277.  84/03/06,  B403090131 

840209002.4    IE    Info   Notice    B4-09,  Rev    1.     "Lessons    Learned   From    Insps    of 
Fire   Protection   Safe   Shutdown   Bys,  "    Svc    lilt    encl 
JORDAN,  E  L        Dlvi»lon   of    Emergency    Preparedness    &  Engineering 
Rtiponn    (Post    930103)         84/03/07  Consolidated    Edison   Co      of   New 

York.     Inc         UBpp         23635   049        24X   Fiche    50-OOO, 84/03/07, B4020700S4 

B4QBQ900aa    IE    Info   Notice    84-18,     "9tre»s    Corrosion   Cracking    In  PUR 
Bgs    "    Bve    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    it  Engineering 
Response    (Post   830103)         B4/03/07  Consolidated    Edison    Co      of   New 

York,     Inc         llBpp         323B4    186        24  X    Pic  he    50-000,  B4/O3/07,  B40209002B 

8402090031    IE  Bulletin   84-02,     "Failures    of   OE   Type   HFA  Relays    in   Use    in 
Class    IE  Safety    8yi    "   Svc    lint   encl 

DEYOUNO.fi   C        Director's    Office.     Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated    Edison   Co      of   New   York,     Inc 

134pp,        22823    094         34X    Fiche    50-OOO.  84/03/  IS,  B40209O031 

S4032200S3  Notifies    of    error    In   numbering    of    second    Insp    rept    encl    In 
B40127    Itr   Number    should    be    30-278/83-29    Instead    of  B3-19 
Corrected   version    encl 
MARTIN,  T  T        Division   of    Engineering   b   Technical    Programs        84/03/1? 

DALTRQFF.B  L        Philadelphia    Electric   Co         Ip         22716  26B        24 X 
Fiche    30-277,84/03/12,8403830083, 

— B40322QOB5  Forwards    corrected    IE    Insp   Repts    90-277/B3-31    tc    30-278/63-29 
on   631114-18  &  notice    of    violation 

MARTIN. T  T        Division    of    Engineering    fr   Technical    Programs, 
84/01/27        DALTROFF'S   L        Philadelphia   Electric    Co        2pp 
B8716'269        24 X   Fiche    30-277,84/03/12,  B403H300B3 

— 8403220087   Corrected    notice    of   violation    from    insp    on    B311 14-18 

#      Ragion    1,     Office   of    Director        84/01/87         Ip,       22716   871        24X 
Fiche.    30-277.  B4/03/1B,  B403B200B3 

—8403320091    Corrected    IE    Insp    Repts    50-877/83-31    t.   50-278/83-29   on 
831114-18  Noncomplianc*    noted. fal lur«    to    meet    fire   brigade 
training    requirements 

PULLANI.S  V   ,    ANDERSON.  C    J        Region    1,    Office    of    Director 
84/01/03.       lOpp         22716' 272        B4X   Fiche    30-277,  B4/03/1B.  B4038200B3 

B402090Q4.3    IE    Info   Notice    84-19,     "Tuo    Events    Involving   Unauthoriied 
Entries    into   PWR   Reactor   Cavities    "    Svc    list    encl 
JORDANi E  L        Division   of   Emergency    Preparedness    t,  Engineering 
Response    (Post   B301O3)         B4/03/21,  Consolidated    Edison    Co      of   New 

York,     Inc         123pp         28823   829,       24X   Fiche'  90-000,  B4/03/21,  9402090043 

B402090Q44    IE    Info  Notice    B4-20.     "Svc    Life    of    Relays    in   Safety-Related 
Byi.  "    Svc    list    and 

JORDAN, E.L,       Division   of    Emergency    Preparedness    fc  Engineering 
Reiponi.*    (Post   B30103)         84/03/21  Consolidated    Edison   Co      of   N«u 

York.     Inc         133pp         22933001         24X   Fiche    50-000, 84/03/21.  B402090044 

8403270250  Forwards    response    to    B402O7  request    for   addl    info    re    IE 
Bulletin  BO-11,    "Masonry   Wall   Design."   Mln   reinforcement   for 
all    block   wills    exceeds   requirements, 

DALTROPF.  S,  L        Philadelphia    Electric   Co        B4/03/21,       STOLZ.J  F 
Operating  Reacton   Branch   4       Bpp        22772,097        24X 
Fiche.  30-277,  84/03/21.  8403870290 


R      Periodic    operating    reports   &  related    correspondence 

B4030S0117    "Semiannual    Effluent    Releases    Rept    16,Jul-Dec     19B3    "    W/ 
840229    Itr 

AUDEN.W  M  Philadelphia  Electric  Co  B3/12/31  MUflLEY.  T  E  R»gion 
1.  Office  of  Director  IPpp  22489  O16  24X  Fiche  50-277.83/13/31, 
8403050117 

B4O319019B   Monthly    operating    repts    for    Feb    19Q4    W/B40313    Itr 

At,DEN,W   M   ,     ULLRICH.W   T         Philadelphia    Electric    C0         84/02/29         lOpp 
33671     132        24X    Fiche    30-277, B4/02/29, B40319015B 

S      Reportable    occurrences,    LERs   t  related    correspondence 

B40301033S   UER    B4-001-00   on    B401 17, During    surveillance    tasting    of    RHR    B 
injection   valve    HO    2-101S4B. valve    failed    to    reopen    Caused    by 
warping    of   Bakelite    coil    &   core   housing    within  motor   control 
ctr   Thermal    overload    device    replaced   W/840327    Itr 

CLARK, 0    L    ,     LOOUE.H    H         Philadelphia   Electric    Co         B4/02/27         4pp 
22433   009         S4X    Fiche    30-877,34/02/27.8403010339 

B4031200B3  LEU   B4-003-00  on   S4Q131 , operator    failed    to   take    corrective 
action   rapidly    enough    to    contain   reactor   coolant    temp, 
allowing    heatup    rate    to   reach    120  F  Caused    by    personnel 
orror  Operator   disciplined   W/B4O301    Itr 

CLARK. B    L   ,    ULLRICH, U  T        Philadelphia   Electric    Co        B4/O3/01        tpp 
22888    179         24X   Fiche    50-877,  B4/O3/01,  B4031200BO- 

B4032Q0019    LER   B4-O04-00    on    B4O213.  during    local     leak    rate     teats    on    RHR 
uijs   B   valves,  packing    Irak    discovered    on   test    line    isolation 
valve   MD2-10-34B  Caused    bij    loose    packing   packing    tightened    tc 
valve    stroke    tented    W/B4O314    Itr 

CLARK. B    L   ,     ULLRICH, U   T         Philadelphia    Electric    Co        B4/03/I4         4pp 
2269B  350        H4X  Fiche   50-877.64/03/14,8403200019 


DOCKET    30-278   PEACH   BOTTOM    ATOMIC   POWER    STATION,     UNIT   3 
F      Security,    medical,     emergency    it   fire   protection    plans 

84030902B5  Public    version   oF    revised    emergency   plan    Implementing 
procedures, including   Procedure  EP-101    re   classification    of 
emergencies, EP-S07C    re    first    aid   i   EP-103  re  alert   response 
W/B40210   Itr   b  JM  Felton   840307  release   memo 

CDONEY,  M  J        Philadelphia    Electric    Co        B4/01/1O        HURLEY. T  E 
Region    I,    Office    of   Director        93pp        22593  228        24X 
Fiche    50-277, 84/01/ 10.  B403090255 

8403010310  Forwards    IE    Insp    Repti   50-277/63-37  t.  50-27B/B3-35  on 
831814-840112  b  notice   of    violation 

STAROBTECKI.R         Division    Of    Project    b   Resident    Programs          B4/O2/16 
DALTROFF.S  L        Philadelphia   Electric   Co        2pp        83433  078        24X 
Fiche    30-277, 84/02/16, B4030I03IO 

--B403010322    IE    Insp    Repts    30-277/S3-37   d   30-278/83-35   on    03 1214-B401 12 
Violation   noted    requirements    for   requalif icatldn    lecture 
attendance   &   supplementary    training    not   met    t   adequacy    of 
sacondary    containment    door    Indicator   malnt   unresolved 
BLOUQH.A  R        Region    1,    Office   of    Director        B4/OJ./19        17pp 
22432   OBI         24X    Fiehe    50-277. 84/02/16,  B403010310 

8403190243  Notification   of    B4041B  uorkshop    in  King    of  Prussla.PA  to 
discuss    lessons    learned    from   recent   App   R    fire    protection 
safe    shutdown    insp    &    topics    described    in    IE    Info  Notice 
84-09  Agenda    for   workshop    encl 

MURLEY.  T  E        Region    1,    Office    of   Director        B4/O3/09        O'TOOLE.J   D 
Consolidated   Edison   Co      of   New  York,     Inc        CAREY. J  J        Duqueine   Light 
Co        MARTIN,  T  J        Public    Service   Electric    (•  Oaf   Co      of   New   Jersay 
35pp,        2H672   068         B4X   FichO    SO-OOO, B4/03/09,  3403190243 

B403200391    Forwards    list    of    applications    submitted    tt  applicable    fees 
for    fire    protection    review*    tt   approvals 

MILLER.  M  0        License   Fee   Management   Branch        84/03/09        DAUER,  E   C 
Philadelphia  Electric    Co        3pp        227 OB  31O        24X 
Fiche   30-877,84/03/09.  B403200391 

B4032EOOB3  Notifies    of    error    in  numbering    of   second    Insp    rept    encl    in 
B40127    Itr  Number    should    be    30-278/B3-29    Instead    of  B3-19 
Corrected   version    encl, 
MARTIN.  T   T        Division   of    Engineering   fc  Technical    Programs        B4/03/12 

DALTROFF.S  L        Philadelphia    Electric   Co        Ip        32716   268        24X 
Fiehe    50-B77,  84/03/13,  B4038200B3 

— B4032200BS  Forwards    corrected    IE   Intp    Repts   30-277/B3-31    It    50-27B/B3-29 
on   B31114-1B  ti  notice    of   violation 

MARTIN. T  T        Division    of   Engineering    b  Technical    Programs 
84/01/2?        DALTFiOFF.B  L        Philadelphia  Electric    Co        8pp 
22716   269        24X   Fiche    30-277,84/03/12.8403220083 


84 


DOCKETED  ITEMS 


— 84Q32200B7   Corrected    notice    of   violation    from    in»p    on   B31114-1B 

«      Region     I,     Office    of    Director         B4/OI /27          lp         22716    871         24K 
FlchE    30-277,84/03/12.8403220033 

— 8403220091    Corrected    IE    Inap    Septa    50-277/63-31    ti    30-270/93-29   on 
B31114-1B   Moncompl  iarice    noted    failure    to  meet    fire   brigade 
train!  ng   requirements 

PULLANIiS    V        Region    1,     Office    of    Director         B4/01/Q3          lOpp 
32716    272         24X   Flche    50-277,  B4/03/12.,  B403E20DB3 


6403270064   Forwards   revised    "OffsltE    Dose   Calculation  Manual," 
NRC    B30?2"7   request    re    rail  lol  ogical    effluent    Tech    Spec* 
ULLRICH.W  T        Philadelphia   Electric    Co        B4/Q3/OB        PANDEY,  3 
Frank  1  In    Institute/Frank lln   Research   Center         lp        32766    106 
FichB    30-277,  34/03/06,8403270064 


— B40327Q067  Revised    "Qffsile   Doie   Calculation  Manual    " 

*      Philadelphia    Electric    CD.        B4/03/OB         41pp         22766    107 
FichB    30-277, B4/03/OB,  B403270Q64 


B4O2210045  Forwards    application    for    amend    to  License*   DPP-44    tt    DPR-56 
TB    Fire    protection    to   reflect    improvement*    In    Pire    detection 
sys   EC    to   conform    to    STB 

BRADLEY, E   J        Philadelphia   Electric    Co.       84/O3/16        DENTON.H  R 
Office    of   Nuclear  .Reactor    Regulation,    Director         lp        22707   O42       24X 
Fiche    30-277, B4/03/16,  B403210049 

— B4O3210055  Application   for   amend    to    Licenses   DPR-44  &  DPR-36  modifuing 
limiting    condition    lor    operation   action    ttatement    for    fire 
barriers     to   reflect    guidance    in    STS    for    OE    BWR.S 
»      Philadelphia    Electric    Co-        B4/03/16        6pp         83707    043        24X 
Flche    5O-277,  B4/Q3/16,  B4O321Q045 

— 9403910063   Proposed    Tech    Specs  modifying    Uniting    conditions,    for 
operation    action    statement    for    fire    barriers    to    reflect 
guidance    provided    In   STB   for  OE  BUR* 

«      Philadelphia   Electric    Co        B4/Q3/16        3pp         22707    049         34X 
Flche     30-277,S4/Q3/16,  B403210045 

84Q327O1Q4   Requests    ••tension   until    Oct    1984    for    annual    emergency 
preparedness    eiercise   Eitemlon  tuould   altou    Inclusion   of 
offaite    plans   &   use    of    proposed   alternate    emergency    facility 
1 ocation 

DALTROFF.5   L         Philadelphia    Electric    Co         B4/03/2O        EISENHUT,D   0 
Division   of   Licensing        6pp         22769  217        24X   F  iche- 30-277,  84/03/20, 
3403270104 


B4O313027S   OenBric    Ltr  B4-O7   to    all    licensees    of   BWRs   re    procedural 
guidance    for  pipe    replacement    at    BHRs    Bvc    list    end 
EIBENHUT.D  O        Division   of  Licensing        B4/03/14  Commonwealth 

Ediinn    Co         2Opp         SHBB3   354         24X    Fiche    5O-000,  B4/03/1  4,  8403150275 

B4Q3210043   Forwards   application    for    amend    to   Licenses   DPR-44   h  DPR-56 
re    fire   protection    to  reflect    improvements    in    fire    detection 
ays   &   to    conform    to    STS 

BBADLEY.E  J        Philadelphia   Electric    Co        84/03/16        DENTON.H  B 
Office    of   Nuclear  Reactor    Regulation,    Director        lp        22707'  O42        B4X 
Fiche    50-277,  B4/O3/ 16- S40321 0043. 

— B403210055  Application    for   amend    to   Licenses   DPR-44  tt   DPR-56  modifying 
limiting   condition    far    operation   action   statement    for    fire 
barrier i    to   reflect   guidance    in   STB    for   OE  BUR* 
#      Philadelphia   Electric    Co        B4/O3/16        6pp        22707   043        24X 
Fiche    30-277-61/03/16,8403210045 

— 8403210063  Pr-opoaed    Tech    Specs   m-odlfijlng    limiting    condition    for 
operation  action    statement    for    fire    barrier*    to   reflect 
guidance   provided    in   BTS   for  QE  BURi 

»      Philadelphia   Electric   Co        S4/O3/16        3pp        2H707   049        24X 
Ficha    30-277,84/03/16,8403310045 


Q       Inspection  reports,     IE  Bulletins    ti    correspondence 


Insurance    tc   ind-franitu    information 


B403B6QOS1   Fo-ruiard*    Emlonements    106  6    107    to    NELIA  Policy  NF-14O  t 
Endnnement   99  to    MAELU  Policy  MF-67 

BRADLEY-E    J        Philadelphia   Electric    Co        84/03/16        BALT2MAN.J 
Assistant    Director    for   State    &  Licensee   Relations        4pp         227SO  232 
24X    Fleh«    50-377,34/03/16.8403360054 

P      Operating    license    stage    documents    b   correspondence 

840314034O  Summaru    of   B31215   meeting    bi/QE  5.  Mar*    I    Duineri    Group    in 
aettiesda,  MD  ra  hark    I    containment    uietvf*!  1-tfryuie  1 1    vacuum 
breaker    design  methodology 

aiEGEL,  B   L        Operating   Reactors   Branch    Z        a4/Oa/*21  Dpersting 

Reactors   Branch  2        Mpp         22635    198        34 X   Fichi    90-000,  B4 /OS/21, 
B4031 40340 


B403010310    Forward*    IE    Insp    Repts    5O-277/93-37    t    SO-27B/83-33    on 
831214-840112  b  notice    of    violation 

STARQSTECHI-R        Division   of  Project    h  Resident   Programs         B4/02/16 
DALTRQFFifi  L        Philadelphia   Electric    Cn        Spp        22432   078        24X 
FichB    30-277,  B4/02/16,  84O301O310 

— B10301031S  Notice    of   violation    from    Insp    on   B31S14-8401 IB 

»      Region    1,    Office    of    Director        84/02/16        lp        22432   080        S4X 
Flche    50-277,84/08/16,8403010310 

—  B403010322    IE    Insp    Repti    30-277/33-37   t,    HO-27B/B3-35   on    831814-840112 
Violation   noted    requirements    for    requal 1 fl cation    lecture 
attendance    fc   supplementary    training    not   met   Sc  adequacy    of 
secondary    containment   door    indicator   maint    unresolved 
HLOUOH.  A  R    -    WILLIAMS.  J   H    ,     TRIPP.L  E        Htfllon    1,    Office    of 
Director        B4/O1/19        17pp         22432  OBI        24X   Flche   30-277,84/02/16, 
Q4O3010310 


B40307O137   Forwards   Amends    92  i.   9fl    ta   Llcen»»i  DPR-44  ft   DPR-36, 
reipectlvclu   &  EIA  Amends    -delete    certain   ETS  re    nois« 
monitoring    requirements   &   nonradt  ological    uater 
quali  ty-related    requirements 

3TDLZ.J  F        Operating    Reactors   Branch    4        fl4/O3/B1        BAUER.  E   0 
Philadelphia  Electric    Co        3pp        22565    16O        24  X 
FicJiB    50-277   84/02/34,6403070137 


--840307O141    Amends    92   A   94     to    Licenses    DPR-44    t    DPR-M.  reip  ec 
deleting    certain  ETS   re    noise    monitoring    requ  !rem*nts   & 
nonradl  ological    water   quality-related   requirements 
BTOLZ.O   F         Operating    R«actorl    Branch    4         94/O2/24         13p  p 
S2363     163         34X    Flche    30-277,  B4/O2/24.  84O307O137 


34O3O2O3O6    Forwards    IE    Insp    Rapts    50-277/B4-05    ti    BO-278/B4-05    on 
B40130  No  violations   noted 
MARTIN,  T    T        Division   of   Engineering    fc  Technical    Program*,       84/02/17 

DALTROFF.B  L        Philadelphia    Electric    Co        Spp        22440  O35        B4X 
Ficho    50-277,34/02/17,8403020306 

— 8403020309    IE    Insp    Repts    30-H77/B4-03   d    30-B78/B4-03   on    B40130   No 
violations   noted    Major    areas    inspected    Eastern   Testing    & 
Insp,  Inc   radiographs   t.    licensee   reinterpretation   reader 
sheets 

KERCH,  H  W        Region    1.    Office   of    Director        DURR,  J  P        Division   of 
Engineering    &   Technical    Programs        84/02/16        3pp        22440  037        B4X 
Flche    50-277,84/02/17,8403020306 


--B403070144    EIA   supporting    Amends    92  J.   94    to    License*   DPH-44   &  DPfi-3fa, 
respec  t  i vely 

*      Office   of  Wuclear  Reactor  fiegulation.    Director        B4/O2/B4 
lOpp          22B65    179         34X    Flch«    50-377,84X03/24.8403070137 


B403070320  Foruiflrds    IE    Insp    Repts    50-277/B4-04   t<   BO-B7B/S4-04    on 
840123-27  No   violations   noted 
MART1N.T   T        Division    of    Enoineering    !•   Technical    Program*.       B4/02/2B 

DALTROFF-8  L        Philadelphia    Eltetric    Co        2pp        22346   330        84X 
Fiche,  3O-277,  84/02/22,  B403070320 


6403150137  Foruiards   application    to    amend    Licenses    DPR-44   b  DPR-36, 
revising    Tech    Specs    to    incorporate    10CFR5O,  App    I 
requirements    for    radiological    effluents 

DALTRDFF, 3  L        Philadelphia   Electric  Co        S4/03/07        STQLZ , J  F 
Operating    Haaitors   Branch    4        2pp,       2?646'022        B4X 
Fiche    30-B77, 84/03/07,8403190137 


— 9403070332   IE    Insp    Rept    50-B77/B4-04   ti    30-27B/84-04  on   840123-27  No 
vinlationi    noted    Major    arias    inspected    licensee    action* 
in    response:    ta    toru*  mad    r«quireraents    &    IE   Bulletin   7B-1 1 
NARROW,  L  ,    DURR.J   P        Region    1,    Office   of    Director        B4/O2/07 
3pp        22946  332        B4X   Fieh  e,  9O-E77,  84/02/22,  B403070320. 


-8403130140  Application   for    amend    to   Licenses    DPR-44  &  DPR-36. r«vi s I 
Tech   Specs    to    incorporate    radiological    effluent 
requirements    of    10CFB50,App    J- 

BAUER.E   O  ,     BRADLEY, €  J        Philadelphia   Electric    Co        84/03/07 
13pa          32646   024         24X    Fiche,    50-277,  B4/O3/07.  B4O31301  37. 

-8403130143  Proposed    Tech    Spec    changes,  incorporating   radiological 
effluent    requirements    of    lOCFRSOiApp    I 

*      Philadelphia  Electric   Co,       84/O3/07        B2pp        22646   036        S4X 
Fiche    30-S77, 64/03/07,8403130137 


84QI1W07S    IE   Info   Notice   B4-13,     "Potential    Deficiency    in   Motor 
Optrated    Valve  Control    Circuits    tr  Annunciation    "   Svc    lift 
and 

JORDAN, E   L        Division    of    Emerg*ncy    Preparedness    I>  Engineering 
Response    <Po*t   630103)         B4/02/28  Consolidated    Edison    Co      of   Ntu 

Yarkr     Inc         llSpp         2290?   237        B4X   Flche    30-000,  84/02/B8,  B401 170072 


DOCKETED  ITEMS 


B4031SOOB4    Forward*     IE    Imp    Repts    30-277/34-01    &    3O-378/84-01     on 
840103-2O  Enforcement    conference    planned    to    discuss    problem 
in/internal    review   process    for    identifying    S.   evaluating 
potential    unrevleuied    safety    questions 

8TARQ8TECKI,  R         Division    Of    Project    (,   Resident    Program*          84/02/27 
DALTROFF.S  L        Philadelphia   Electric    Co        2pp         32 A 42  298        24X 
Fiche    30-877,81/05/29,6403130054 


B40337O35O  Forwards    response    to   B4Q3Q7  request    For   addl    info    re    IE 
Bulletin  80-11,    "Masonry    Mall    Design    "   Mln   reinforcement   for 
all    block    walls    exceeds    requ irements 

DALTROFF.  B  L        Philadelphia    Electric    Co        04/03/2!        STQL2,  J  F 
Operating    Reactors    Branch    4         Bpp         23773   097         24 K 
Fiche    90-377. B4/03/21.  8403270350 


—  8403150063    IE   Insp    Repts    SO-277/B4-01    &    50-278/94-01    on    84Q1O5-20 
Approval    of    individual    rod    scram    procedure!    in    apparent 
violation    of    10CFH90   57   Three    eiamplea    of    inadequate 
procedural   noted 

HUJUQH.A  R    ,    HILLIAMS.J   H   .     TRIPP.L  E        Region    1.    Office    of 
Director         84/O2/28         ISpp          2264B   300         34X    Fiche    90-277,84/02/27. 
01031 00054 


R      Periodic    operating    reports   !<  related    correspondence 

84O3OBD117    "Semiannual    Effluent    Releases    Kept    16,Jul-Dec     19B3    n   W/ 
840229    Itr 

AUDEN.H  M  Philadelphia  Electric  Co  83/12/31  MURLCV,  T  G  Region 
1,  Office  of  Director  12pp  224BB  014  S4X  Fiche  50-277,83/12/31, 
B4030S0117 


B402090007    IE    Info  Notice   84-14,     "Highlights    of   Recent   Transport 
Rigulatorg    Revs    by    DOT  h   NRC    "    Bvc    list    incl 

ORACEi  J  N        Division    of   QA,     Safeguard*   &    Inspection  Programs    (Post 
830103)         84/03/05  Consolidated    Edison    Co      of   New  York,     Inc 

22532   329         24X    Fiche    30-OOO,  B4/O3/Q2,  B4O2090007 


8402090008    IE    Info  Notice   84-16,     "Failure    of    Automatic    Sprinkler   Sgi 
vtlvet    to   Operate    "    Svc    lt*t    encl 

JORDANiE.L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Pott   8301  03  t         B4/O3/02  Consolidated    Edison    Co.     of   New 

York,     Ine          122pp          22333    09B         24X    Fiche    50-000.84/03/02,8402090008 

H403090Q09    IE    Info   Notice   B4-15,     "Reporting    of   Radiological    Releases    " 
Svc    li*t    encl 

•JORDAN,  E,  L        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         04/03/02  Consolidated    Edison    Co.     of   Neu 

York,     Inc         119pp         22333   217        24X    fiche    30-000,  B4/O3/O2,  8402090009 

B4Q3090011    IE    Info   Notice   84-17.     "Problems   U/Llquld    Nitrogen    Coaling 
Components    Below  Nil    Ductility    Temp    "    Svc    list    encl 
•JORDAN,  E  L        Division    of    Emergency   Preparedness    5.  Engineering 
Response    (Post   B30103)         B4/O3/05  Consolidated    Edison    Co      of   New 

York,     Inc          H7pp          B2353    336         24X    Fiche    30-000,  B4/03/O3,  B402090Q1  1 

B4Q2090024    IE    Info   Notice   84-09,  Rev    1,     "Lessons    Learned    From    In*p*    of 
Fir*  Protection   Safe    Shutdown    8ys    "    Svc    list    encl 
JORDAN,  E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         84/03/07  Consolidated    Edison    Co      of   Neu 

York,     Inc          llBpp.        22639   049         24X    Fichs    50-000,  B4/03/07,  B4OE090024 

B4OSQ90Q2B    IE    Info   Notice    84-18,     "Stress   Corrosion   Cracking    In   PUR 
Syi,  "   Svc    1  1st    encl 

JORDAN,  E  L        Division   of    Emirgency    Preparedness    &   Engineering 
Response    (Post   830103)         B4/Q3/07  Consolidated   Edison    Co      of   New 

York,     Inc         llBpp         22BB4    186        34X    Tichi    30-000,  84/03/07,  B40207002B 

6402090031    IE   Bulletin   84-08,     "Falluret    of   OE   Type    HFA  Relays    in  U»e    in 
Class    IE  Safety    BUS    "    Bvc    list    encl 

DEYQUNO.R  C        Director'*    Office,     Office    of    Inspection   «nd 
Enforcement        84/03/13  Consolidated    Edison   Co      of   Neu   York,     Inc 

lG4pp          22823:094         34X    Fiche    50-000,84/03/12,8402070031 

B4033300S3  Notifies    of    error    in   numbering    of    second    Insp    rept    end    in 
B40127    Itr    Number    should    be    90-27B/B3-29    instead    of  83-19 
Corrected   venlon   encl 
MARTIN,  T,  T        Division    of    Engineering    fc   Technical    Programs         84/03/12 

DAUROFF.B   L        Philadelphia    Electric    Co         Ip         22716   268        24X 
Flehe,  30-277,  B4/03/  12,  B40322Q083 

—  0403320089   Forwards    corrected    IE    Insp    Repts    90-277/83-31    *•    90-278/83-27 
on  B31114-1B   &  notice    of   violation 

HARTINi  T   T        Dlvl«lon    of   Engineering    &   Technical    Program* 
B4/01/27.       DALTRdFF-8  L        Philadelphia    Electric    Co        2pp 
BS716.269        H4X   Fiche    30-277.84/03/12,8403220083, 


840319019B  Monthly   operating    repts    for   Feb    19B4  U/840313    1  tr 

ALDEN.W    M    ,     ULLRICH.M   T         Philadelphia   Electric    Co         84/03/29         lOpp 
38671     132         24X    Fiche    50-277,84/05/29,8403190198 

B      Reportable    occurrences.     LCRs   &  related    correspondence 

8403120179  LER   B4-002-00   on   840124,  during    unit    startup, calculation* 1 
error   resulted    in   reactor    heatup    rate   of    111    F/h   Caused    by 
personnel    error  Heatup    rate    immediately    reduced   W/840223 
Itr 

CLARK, B   U  ,    ULLRICH,  H  T        Philadelphia  Electric    Co        B4/02/23       4pp 
22970    199         24X   Fiche    SO-S78, 84/02/23,  5403130179 

8403120019   LER   B4-OO4-00' on   S40125,  reactor    coolant    temp    dropped    belou 
ISO  F  when    feeduiater    inadvertently    pumped    into  reactor 
ve*«el    Caused    by   operator    error  Level    restored    to  normal   4 
main    steam    line    drains    opened    H/840301    Itr 

CLARK,  B   L   ,    ULLRICH,  W  T        Philadelphia  Electric    Co        84/03/01        4pp 
52386   364         24X   Fiche    50-278, 84/03/01,  B4O3120019 

8403130198  LER  84-005-00    on   840209, reactor    auto   scram  on    hlflh    neutron 
flux    occurred    due    to    runbacfc    &  subsequent   relay    failure    In 
main    turbine   electrahydraul  1  c    control    sys   Caused    b(j    faulty 
relay    contact   Relay    replaced    W/B40307   Itr 

CLARK, B   L  ,     ULLRICH,  W  T        Philadelphia   Electric    Cn        84/03/07        4pp 
22399    152        34X  Fiche   50-278,84/03/07,8403130198 


DOCKET   30-230  SlfflfiY  POWER   STATION,    UNIT   1 

F      Security,    medical,     emergency    &    fire   protection   plans 

8403070337   Forwards    8ALP    Repts    50-280/83-33,50-281/63-39,90-338/83-33    t, 
90-337/83-33   for  Get    1782   -  Aug    19S3  Evaluation  uill    be 
discussed    at   831203  meeting    at  North   Anna    site 
LGHlfi, fi   C        Division    of   Project   &  Resident   Programs        83/11/29 
8TEUART,W  L        Virginia    Electric   fr  Power  Co        2pp        23936  337        34X 
Fiche    90-000,83/11/23,8403070239 

—8403070246   SALP   Repts    3O-2SO/83-33,  90-2B1/B3-35,  90-33B/B3-33   b 
90-339/83-33   for   DC t    19B2   -  Aug    1983  Reliable    performance 
u/ improvement    In   malt    previously   noted    areas   of  weakness 
demonstrated 

»      Region   2,    Office    of   Director        83/11/29        42pp        23536  329        24* 
Fiche    90-000,83/11/29,3403070239 

8401130314   Supplemental    info    to   B0105B  application    to   amend   Licenses 
DPR-31    It   DPR-37  re    fire    pump    flou   testing   Justification    for 
capability    of    fire    pumps    to    provide    adequate    five   protection 
provided 

STEWART, W  L        Virginia    Electric   fc  Pouier   Co        84/01/09        DENTON.H  R 
Office    of  Nuclear  Reactor   Reoulation.    Director        VARGA,  B  A 
Operating    Reactor*   Branch    1         2pp        2I79B  313        24X 
Flche    90-380,84/01/09,8401130314 


— 84032200B7  Corrected    notice    of   violation    from    Insp    on   831114-18 

*      Region    1,    Office    of    Director        84/01/27         Ip,       22716,271        24X 
Fiehe    50-277,84/03/12,8403220083 

— B403230091    Corrected    IE    Insp    Repts    30-377/83-31    &    50-278/83-29   on 
B31 114-18  Noncompl lance    noted. fal lure    to   meet    fire    brigade 
training    requirement!, 

PULLANI,S  V   ,    ANDERSON, C   J        Region    1,    Office    of   Director 
04/01/03        lOpp         32716-273        24X   Fiche    90-277,  84/O3/ IB,  8403220083 

B40SQ90043    IE    Info  Notice   84-19,     "Tuo   Events    Involving   Unauthoriied 
Entries    into   PMR  Reactor   Cavities, "    five    list    encl, 
JORDAN, E  L       Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   8301  OS)         8.4/O3/2I  Consolidated    Edison    Co      of   Neu 

York,     Inc         123pp         23823   229.       24 X   Flche    30-000, B4/03/S1, 8402090043 

B402090044    IE    Info  Notice   84-20,     "Bvc    Life    of    Relays    in   Safety-Related 
SYS,  "    Bvc    list    end, 

JORDAN, E   L.       Division   of    Emergency    Preparedness    h   Engineering 
Response    (Post   830103).       84/03/21  Consolidated    Ed  lion    Co      of  Neu 

York,     Inc         133pp         33933001        24X   Fiche    80-000, 84/03/21i 8402090044 


B4O32B0123  Public   version    at   Rev  9    to   Emergency   Plan    Implementing 
Procedure   EPIp-l   01,     "Emergency   Manager   Controlling 
Procedure    "   U/B40133    Itr   &  JM  Fclton  840322   release  memo, 
HILBOtJ,  J   ,    QRADYi  D   ,     STEWART,  H  U        Virginia   Electric   &  Power  Co 
84/01/13        Q'HEILLY.J  P        Region   2,    Office    of  Director        3pp 
3.3B11    082        34X   Fiche,  30-380,  84/01/13,  8403280123 

8403070230  Forwards    IE    Insp    Repts   90-280/83-37  &   30-2B1/B3-39   on 
831201-31    No   violations    or    deviations    identified 
DANCE. H   C        Division    of   Project   &  Resident   Programs        84/02/10 
STEWART, W  L        Virginia    Electric    fc  Power   Co        Bpp        22546  016        24X 
Fiehe    30-280,  B4/02/10,  B403070S30 

— Q403070233    IE    Insp    Repts    90-280/83-37   b   50-2B1/B3-Q9  on    831201-31    Mo 
violations    or   deviation*    identified   Major   area*    inspected 
operation!,  plant    securl  ty,  follouiup    of    eventi   b  LERi, 
performance   appraisal    Insp    findings   (c   surveillance  revieu 
BURKE  i  D  J   ,    DAVIB.hl  J        Region   2,    Office   of   Director        ELROD,  6 
Division   of   project    t,  Resident   Programs        84/02/09        7pp 
23346   Olfl        24X  Fiche    90-380,  84/02/10,  B4030702BO 
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B4O3Q90242   Rev   4    to    Emergency    P 1  in    Imp  1  ament  ing    Procedure    EPIP-4   23, 
"Post-Accident    Sampling    of    Reactor    Coolant     "    W/840302    Itr 
STEWART,  W   L         Virginia    Electric    6    Pomer    Co         B4/02/16         O'REfLLY.  J 

Region    2,     Office    of    Director         32pp         22573   33B         24* 
Fichc    30-260,84/02/16.  8403Q9D2da 

a4O320Oll£   Forwards    changei    to    -lacurltg    personnel    training 
qualification    program  Changes   withheld    <ref    10CFR73  Si  i 
STEWART, ML         Virginia    Electric    t.    Power    Co         84/02/17         O'flEILLY,  J 

Region    2,     Office    of    Director         In         226B5   335         S4X 
Flche    SO-2SO,  B4/Q2/J7.  B4032Q01IA 


B403230146   Hev   7    to    Emergency    Plan    Implementing    Procedure    EPIP-2   Oli 
•'Notification   of   State   (•   Local    Oovts    "    W/840316    Itr 
SALVERS. E   M         Virginia    Electric    &    Pouier   Co         84/03/16         3p  p 
22730   220         24X   Fiche    SO-280.  84/03/16,  B403230146 


0      Insurance   tt   indemnity    Information 


S403140069  Endorsament    53   to   HAEUU  Policy   MF-S7 

*      Mutual    Atomic    Energy    Liability    Underwriters         83/12/14          Ip 
22434    1B3         24X   Ficha    30-280.03/12/11.6403140065 


3403190^63    Rev    1     to    corporate     emergency    response    plan   W/B40313    Itr 

STEWART. M   L         Virginia    Electric    !•   Power    Co         84/02/24         O'REILLY,  J    P 

Region    2,     Office    of    Director         I OSp p         22A70    135        24X 
Fictit    30-000.  84/02/24,  B403190363 

8403060397    Forwards    correction    to    B30217    Itr    re    revised     pages    to 
emergency    plan    Implementing    procedures   U/o    encl 

SALYERS.E    M         Virginia    Electric    **   Pauer    Co         01/02/29  NRC   -   No 

DetailBd    Affiliation    Given          Ip         2251B    133         24X 
Fictie    30-2a0.84/-Q2/E9,  B403Q6.0397 

B4030ao2i1   Forwards    "Control    Room  Design   Review  Program  flan    for  North 
Anna    fc   Surry   Power   Station!,"    in   response    to    Suppl    1    to 
NUREG-O737   Review   eipected    to    be    completed    o u    030B30 
STEWART, W  L        Virginia    Electric   4   Pouier    Co        84/03/01         DENTON,  H  R 
Office    of  Nuclear    Reactor    Regulation,    Director        EI8ENHUT. 0  O 
Division    of    Licensing         2pp          22357    295         24X    Fiche   30-000, B4/03/O1, 
B4030SQ264 

— 84030B02&9    "Control    Boom   Design  Revieu  Program  Plan  for    North   Anna   !. 
Surry    Pcuer   Station*."    In    response    to    Bupp  1    1    to-  NJREQ-0737 
"      Vlrolnia    Electric    t   Power   Co         B1/-03/OI  Hipp         22337   299 

3A\    Ficlie    50-000.  94/03/01,  84O30H02i<l 


B403140067   EndorBement    72    to   NELJA   Policy    NF-19i 

«     Uucl«ar  Energy    Liability    Insurance   Aitociation        03/12/14 
22633   OB3         24X    Fiche    30-200,  03/12/11,  B4O314OO67 


3403140031   Endorsement   35    to    NELIA   Policy    NS-316 
*      Nuclear  Energy    Liability    Insurance  Association 
32633   OA4         24X   FUhe    50-2SO,  84/03/01,  8403140054 


0403140039  Endorsement   74    to  NELIA  Polity   NF-1S6 
*      Nuclear  Energy    Liability     Insurance  Association 
32634    1B2         24X   Fiche    30-2BO. 04/O3/01,  B403140OS9 


P.    Operating    license    stage    document*    t  correspondence 


B40H3031.4  Supplemental    info    to  BO10EB  application    to   amend    Licanies 
Dpfi-31    &  DPR-37  re    fire    pump    floiu    testing    Justification    for 
capabillti)   of    Fire    purapi    to    providE    adequate    fire    protection 
providad 

STEWART,  Wi,        Virginia  Electric    ti  Foyer   CD        64/01/09        DENTON.  H  R 
Office    of  Nuclear    Reactor   Regulation.    Director        VARCA,  S  A 
Operating  Reactors    Branch    I         2pP        21790   313,       24X 
Fiche    30-380.84/01/09,0401130314 


B4032IO117  flev    11    to    Ernsroency   Plan    Implementing    Procedure    EPIP-1   Ol, 
"Emergency   Manager    Controlling    Procedure"    6  R«v  ij    to 
Procedure   EPIP-2  Ol.     "Notification    of  State   fc   Local    Oovts,    " 
H/910316    Itr 

*      Virginia  Electric    J.  Power   Co        B4/03/O1         D'REILLV.J  P        Region 
Office    c-f    Director         Spp          227O9   067         E4X    Flche    50-230,84/03/01. 
0403310117 


B403050830   "Radionuc 1 ide   Rrlrase   Under  Specific    LWR   Accident 
Conditionsi  "   Vol   V,     "PWR-Large.  Dry    Containment    CBurry 
Recalculations)    " 

OIEBEKE,  JA   ,    CYuULSKIS.P    .     DEMJIHO.fi   S        Battelle   Memorial 
Institute,    Columbus   Laooratories        B4030S023O        84/01/12  Office 

of  Nuclear  Hegulatory  Research,     Director        212pp        22302,001        24X 
Flche    3Q-2BO,  B4/01./13,  9403050230 


94030-80091    SuOmlts   addl    Infc-    in    order    to   conduct    detailed    review  a  f 
emergency    response    procedures    generation   package, per   040123 
request    Items    1    (.  2   ulll    be   addreaierf    bu   340530    Item  3 
should    be  addressed    bg   Ufttlnghouse    Duner»    Group 

STEMAflT.M   L         Virginia    Electric    t.    Pouitr    Co         B4/03/O2         DENTON. H   R 
Office    af    Nuclear   Realtor    Regulation,     Director        EISENHUT,D  0 
Division    of   Licensing        2pp         23559    199        24X   Fiche   50-000.  B4/03/O2, 
B403000091 

aiO30?013J    Revised    eraergency    plan    implementing    procedures,  including 
Rev    11    to    EPIP-1    Oli     "Emergency    Manager  Controlling 
Procedure'1   &  Rev  t>    to  EPIP-S  Oi,     "Notification    of  State   t 
Local    Oovts    "    W /9 4 03 OS    Itr 

SALYEHS.E   M        Vll-ginia    Electric    !-   Potuer    Co         B4/03/02         fip  p 
22375   OA6         24X    Fiche    50-280,31/03/02,0403090131 


Q403QS033-9  Final    rEBponse    to   FOIA  request    for    document*    T»   NRC 
investigation   of    industrial    accident    involving    burst    (team 
pipe   at    facility      "VEPCO    Investigative    Board   Preliminary 
Rept"    on  accident   placed    in    PDR 

FEUTTJN,  J  M        Division   of   Rulel    and    Records        84/01/M        OARDE.  D  P 
Sovernment  Accountability    Project         Ip         2S376  214        24X 
Ficlie    90-EBO,  04/01/EOi  S4030B0339 

S40316O36?  Confirms   B4020B    telcon  re    functional    teatlng    of    inubbers 
Addl    functional    testing    of   Unit    t    snubbers    per   Tech   Spec 
4    17  C    6  ulll    be    completed    during    Feb    19S4   malnt    outage 
Unit   2    testing    to   be    completed    during   Mar    19B4   malnt   outage 
LEWIS. R    C        Division    of   Project   (•   Resident    Programs        04/OH/13 
STEWART.  U  L        Virginia   Electric    *   Pauiei-   Co         Ip        32A60. 334        24X 
Flche    SO-3BO,  04/02/13,  9403160269 


B4O3l6Oa7&  Eitends    invitation    to  attend    04O3I6   uiorishcp    at   regional 
ofc     to    discuss     iOCFRSO,App    IT    requirements   &    results    of     lnsp« 
to    help    resolve   misundars  tendings   associated   uj/re-quirt  ment  i 
LEWIE, R    C        Division    of    Project   t  Resident   Programs        84/O3/02 
STEWART, W   L         Virginia    Electric    &    Power    Cn          Ip         22660   000         24X 
Fiche    SO-OOO. 84/O3/Oa,B40316O276 

0403150099  Foriuards    IE  Sflfeouards    Inap   fiepts    50"380'/B4-06   & 
SO-aei/ai-Oi.  on  840227-030a   No  violations   or    deviations 
identified 

DANCE, H  C        Division   of    Project  &  Resident   Programs        S4/03/07 
STEWART, U   L         Virginia    Electric    &   Power    Co         2pp         2263°   300        24X 
FUhe    50-260,64/03/09,9403130099 

— 8403150109    IE  Safeguards    Imp    Repts    50-230/04-06  &   30-2BL/04-06  on 
040227-O3-02  No   noticed:?  1  ianc*    noted    Major   areas    inspec  tad 
iflcur i ty    organl litton/rngti personnel    response, records   & 
repcs    t    testing    Details    withheld     (ref    10CFR73   Si    t-   2    79O) 
ENNIS.J  D    ,    MCOUIRE.P  R        Region    2,    Office    of  Director        84/03/09 
Ip         22639   302        24X  Fiche    30-280,94/03/09.9403150099 

8403190032    Inform    that    local    emergency    operations    facilities    at  North 
Anna  &    Surrt;  J'oiuer    Stations  will    be    f  unc  t  iana  1 .  except    for 
d«ita    coirimunif  ations    (a  d  i-tp  lay.  by   SS0731,p«r   NUffEG-O737i-Buf.pl 
1 

STEWART, W  L        Virginia  Electric    &  Power  Co        B4/03/14        DEHTON,  H  R 
Office    o-f  Nuilear  Reactor    Regulation,     Director,       EISENHUT,  D.  0 
Division   of   Licensing        2pp        22666    173        34X    Flche    30-000. B4/03/ 1 4, 
640319DO32 


B403020034   Forwards   Amends   93   &   94    to   Licenses    DPR-33  h  DPR-37. 
retpectlvalu    >>   safety    evaluation   Amends   revile    Tech   Specs 
to    change  min   boron    Injecti&n    tank    boron    concentration    from 
11    97.   to    m 
NEroHOORS.JD        Operatlno    Reactors    Branch    1        84/02/24        STEWART, W. L 

Virsini-a   Electric    li  Pouier  Co,       2pp        22491    01B        ZVf. 
Fllhe    SO-SBOj  04/02/24,  0403020054 

— B4030200UB  Amends   93  t,  94    to    Licenses   DPR-32  !<  DPR-37,  re»p  ec  tivelij, 
revislno   Tech    Bpacs    to    change    mln   boron    injection    tank    boron 
concentration    from    11    5X    to   OK   &    changing    boric    acid    tus 
boron    concentration    from    11    SV.    to    7'A 

VAROAiE  A        Operating    Reactors    Branch.    1         84/02/34         18pp 
22491    020        24X   Fiehe    30-200,84/02/84,3403080034 

— 3403020061   Safetg    evaluation    tupportlng    Amends   93  b  94    to    Liceniit 
DPB-32  S.  DPR-37, respectively 

*      Office   of   Nuclear   Reactor   RtgulatLon.     Director        04/OB/24,       7pp 
22491    030        24X   Fiche    30-880.04/02/34,8403030034, 

B4Q303O173  Foruards    addl    info    to    complete    review   of    Topical    Rept 
VEP-FRD-41,    "VEPCO   Reactor   But    Transient   Analysis   Using 
RETfiAN  Computer   Code,"    in    response    to  NRC   MOV    19S2    informal 
request 

STEWAHT.W  U        Virginia  Electric    81  Power   Co        B4/02/27,       DENTON. H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        EISENHUTi  D  0. 
Division    of   Licensing         Ifipp         22443537        24X   Fiche    30-000,  B4/02/27. 
B403020195 
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a403O9O2S9  Submits    review    of    past-accident    sampling    sys.  Item    II    B   3   • 
of    11    criteria    mot   Remaining    criterion    re    procedure    for 
estimating    eitent    of    care    damage    based    on    radionuclide 
evaluation,  acceptable    on    interim    basis 

MILLER, J   R         Operating    Reactors    Branch    3         S4/O2/37         STEWART.  H   L 
Virginia   Electric    &  Pauier    Co        6pp        2253B  OO1         24X 
Fiche    30-000,84/02/27,8403050229 

8403360103  Supplemental    application    for   amend    to   Licenses    DPR-32  & 
DPR-37   Suppl    reflects    change    In    title    ot    fire    marshal    to 
lots    prevention    supervisor    &    deletes   NDE   supervisor 

STEWART.W   L         Virginia    Electric    &    Pauier    Co         84/03/22         DENTON.  H   R 
Office    of  Nuclear   Reactor   Regulation,    Director        VARQA,  S  A 
Operating    Reactors   Branch    1         3pp         3275B  238        24X 
Fiche    30-280, B4/03/22,  8403260105 


-B403140202    Safety    evaluation    accepting    licensee    B01215,  B20323   1   0325 
requests    for    relief    from    ASME    inservice    insp    requirement s 

*  Office    of   Nuclear   Reactor  Regulation,    Director        B4/02/2B 
16pp          22638   079         24X    Fiche    50-280,  B4/O2/2B,  S4O3140199 

-84O31402O4    Safety    evaluation    accepting    licensee    B3O1O7,  0307. 0414    t     12 
requests    for  relief    from  ASME    inservice    inap   requirement i 
»      Office    of   Nuclear   Reactor  Regulation,    Director        B4/OE/2B 
IQpp         22630   095         24X    Fiche    50-380, 04/02/2B,  B403140199 

-B2O9030161     "Inservice    Insp    Program,"    technical    evaluation    rept 

*  Science    Applications,     Inc         NRC-03-82-096         SAI-IB6-02B-30 
82/OB/27  NRC    -   No    Detailed    Affiliation    OiVen         44pp 
2263B    113         24X    Fiche    90-2SO,  B4/03/2B.  S4O3140199 


— 84033601 10  Proposed    Tech    Spec, chang ing    organization    title    of    tire 
mar thai    to    love    prevention    supervisor   h    deleting    NDE 
supervisor   position 

»      Virginia    Electric    S,    Power    Co         84/03/22         2pp         2273S    243         24X 
Fichl    ao-2BO,  84/03/32,8403260103 


8402090007    IE    Info  Notice   B4-14,    "Highlights    of  Recant  Transport 
Regulatory    Rev*   by    DOT   d  NRC    "   8vc    list    enc  1 

ORACE,  J  N        Division    of   QA,    Safeguards  &    Inspection  Programs    (Post 
830103)         04/03/02  Consolidated    Edison  Co      of  New  Vork  ,     Inc 

ISOpp         22932   329         24X    Fiche    50-OOO, B4/O3/O2,  B4O2O90007 


Q      Inspection    reports,     IE  Bulletins    &    correspondence 

8403070239   Forwards    BALP    Repts    30-280/83-33,30-281/83-35,50-338/83-33    & 
50-339/83-33   for   DC t    19B2   -   Aug    1983   Evaluation    will    be 
discussed   at   831208  meeting    at   North    Anna    site 

LEWISiR   C        Division    of   Project  h   Resident    Programs        83/11/83 
STEWART,  H  L        Virginia   Electric   &   Power    Co        2pp        22336   237        24X 
Fiche'  30-OOO,  B3/11/23,  8403070239 

— 8403070246   SALP    Repts    30-380/83-33,50-281/83-33,50-338/83-33   d 
30-339/83-33    for    Oct    1902   -  Aug    1983  Reliable    performance 
w/ improvement    In    most    previously    noted    area*    of   uiaakness 
demonstrated 

»      Region   2,     Office    of    Director        83/11/23        42pp        22336   229        24X 
Fiche    50-000,83/11/25,8403070339 

8403080339  Final    response    to   F01A  request    for    documents   re   NRC 
investigation    of    Industrial    accident    Involving    burst   steam 
pipe   at    facility      "VEPCO    Investigative   Board    Preliminary 
Rapt"    an   accident    placed    in    PDR 

FELTQN,  J  M        Division    of    Rules   and    Records         B4/01/20        OARDE, B  P 
Government  Accountability    Project         lp        22376    214        24X 
Fiche    30-200,84/01/20,  8403080339 

— 8403080341    "VEPCO    Inve*ti gat Ive   Board   Preliminary    Rept    "    W/o    cover 
theft 

t      Virginia    Electric    J.   Power   Co         84/01/20        29pp        22576,213        24X 
Fichl    50-200,84/01/20,8403080339 

8403070230  Forwards    IE    Insp    Repts    90-2SO/S3-37   S<    SO-281/B3-39   on 
831201-31    No   violations    or    deviations    identified 
DANCE.H.C        Division   of    Project   fc   Resident    Program*        04/03/10 
BTEWART.W  L        Virginia   Electric    &   Power    Co        Bpp        22346  016        24X 
Fiche, 30-280,  84/02/10,  B403070250 

—8403070233    IE    Insp    Rept*    80-2BO/B3-37   Si    30-EB1/83-39    on    831201-31. No 
violation*    or    deviations    Identified   Major    areas    inspected 
operations, plant    securi ty, followup    of    events    &   LERs, 
performance   appraisal    insp    findings   b    surveillance   rsvieiu 
BURKE,  DJ,,    DAVIS, M  J        Rtglon    2.     Office    of    Director         ELROD,  a 
Division   of   Project   h  Resident    Programs         84/02/09.       7pp 
22946   018        24X   Fiche    30-280,84/02/10,8403070250 

8403070279   DUcune*    SALP    evaluation    Issuance  of    SALP   rept   approved   No 
major   weaknesses    identified    during    assessment    period    at 

North   Anna   One    major   weakness    identified    In  «rea    of 
radiological    controls    at    Surru, 
O'REILLY.J  P        Region   2,     Office   of    Director         B4/02/16        STEWART,  H  L 

Viroinia   Electric    b  Power   Co        2pp         22341  286        24X 
Fiche' 30-000,  64/02/16,  8403070279 

8401190072    IE    Info  Notice   84-13,     "Potential    Deficiency    In   Motor 
Operated    Valve   Control    Circuits   fc   Annunciation    "    Bvc    list 
end 

JORDAN, E,  L        Division   of    Emergency    Preparedness    d   Engineering 
Response    (Post   830103)         34/02/28  Consolidated    Edison    Co.     of   New 

Yorki     Inc         113pp        22909' 239        24X    Fiche,  30-000,  B4/02/SB,  8401 190072 


8402090000    IE    Info   Notice   04-16,     "Failure    of   Automatic   Sprinkler   Sys 
valves    to  Operate    "    Bvc    list    oncl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        B4/O3/02  Consolidated    Edison   Co      of   N«ui 

York,     Inc          l22pp         22553   09B         24X   Fiche    50-000, 31/03/02,  S40209000B 

8402090009    IE    Info  Notice   04-15,     "Reporting    of   Radiological    Releases    " 
Svc    list    end 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response     (Post   030103)         04/03/O2  Consolidated    Edlion    Co      of    New 

York,     Inc          U9pp         22SS3    217         24X   Fiche    30-000,  B4/O3/03,  840209OOO9 

8403160154   Responds    to    IE  Bulletin   33-08  re    electrical    circuit   breakers 
u/undervol tage    trip    feature    In   use    in   saf ety-related 
applications    other    than    trip    sys   Only    reactor    trip 
breakers    contain    subj    trip    attachments 
BTEWART.W  L        Virginia   Electric   t  Power   Co        B4/03/02        O'REILLY.J   P 

Region    2,     Office    of    Director         2pp         33004    00 B         24X 
Fiche    30-000,84/03/02,0403160154 

8402090011    IE    Info  Notice   84-17,    "Problems   W/Liquld  Nitrogen    Cooling 
Component*    Beioui  Nil    Ductility   Temp    "   Bvc    list    end 
JORDAN,  E  L        Division   of   Emergency   Preparedness    it  Engineering 
Response    (Post   830103)        84/03/05  Consolidated    Edison   Co      of  Neu 

York,     Inc         117pp        22533  336        34X   Fiehe   50-000,  B4/03/03,  B40209001 1 

0402090024    IE    lnfo  Notice   64-09, Rev    1,     "Lessons  Learned   From    Insps   of 
Flra   Protection  Safe    Shutdown   Sys    "    Svc    list    end 
JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        B4/O3/07  Consolidated    Edison   Co      of   Nam 

York,     Inc         llspo        22633  049        H4X   Fiche    30-000, 84/03/07,  B40209OQ24 

B40209002B    IE    Info  Notice    84-10,     "Stress   Corrosion   Cracking    in   PUR 
Sys   "  Svc   list   end 

JORDAN,  E   L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Poat  B30103)         BA/03/O7  Consolidated    Edison   Co      of  Neu 

York,     Inc         llBpp        229B4    186.      24X   Fiche   50-000, 84/03/07,  S402Q9002 8 

8403130099  Forwards    1C  Safeguards    Insp   Repts    50-E90/B4-06  & 
30-201/04-06   on   840227-0302   No   violations    or    deviations 
identified 

DANCE, H   C        Division    of   Project  fc  Resident  Programs        B4/03/09 
STEMART.M   L         Virginia    Electric    Si   Power    Co         2pp         22639   3OO         24X 
Fiehe    30-280,84/03/09,0403130099 

--8403130109    IE   Safeguards     Insp    Repts    50-280/84-06   (.    50-281/84-06   on 
840227-0302  No   noncomp 1  lance   noted   Major   areas    inspected 
security    org an i lat i on /mgt.  personnel   response,  fee ords   !< 
repts    &   testing   Details    uiithheld    (ref    10CFR73  21    &  2  790) 
ENNIB.J  D   ,    MCGUIRE.  D  R        Region   S.    Office   of    Director        84/O3/0? 
lp        22639  302        24X  Fiche    30-200,  B4/O3/09,  B4031 50099 

B4O2090031    IE  Bulletin   B4-02,     "Failures   of   GE  Type  UFA  Relays    in  Use    in 
Class    IE  Safety   Sys    "    Bvc    Hst   end 

DEYOUNO.R   C        Director's    Office,    Office    of    Inspection  and 
Enforcement        S4/03/13  Consolidated   Edison  Co      of   New   York,     Inc 

134pp        22023  094        24X   Fiche    50-000,84/03/12,0102090031 


B403140199  Forwards   FR    notice    !•   *afety    evaluation*    of    granting    of 
rtlief    from  ABME  Section    XI    Instrvice   requirements. per 
790317  fc  0928,801219,820323   S,  0923,830107,0307,0407  V    1227 
requests 

VAROA,  S  A        Operating    Reactor*   Branch    1,       84/02/28        STEWART, H  L, 
Virgin!*   EUctric    ti  Power    Co        4pp         22638.073,       24X 
Fiche. 90-280,84/02/28,8403140199 


8403290274  Discusses    840210  meeting    re   util    plans. current    events, 
present    organiiatlonal    changes  &   outstanding    regulatory 
issues,  Meet  ing    beneficial    L   provided    better    uniJirs  tanding 
of   plans 

O'REILLY,  J,  P        Region   S,    Office   of   Director        81/03/19 
FERQUSON.J  H       Virginia   Electric   &  Power   Co        lp        22814-O79        S4K 
Fiche:  50-280,84/03/19,8403290274 


— 0403140200  Notice    of    granting    of    relief    from  ABME  Section    XI    inservice 
insp   requirements, 

VARQA.B  A        Operating    R»actors    Branch    i         B4/02/28        2pp 
22638  077        24 X   Fiehe;  90-2BO,  B4/02/2B,  8403140199 


B40S090043    IE    Info  Notice   84-19,    "Tuio  Events    Involving  Unauthorlied 
Entries    Into  PHR  Reactor  Cavities   "   Svc   list  tnel 
JORDAN,  E  L        Division   of   Emergency    Preparedness    t.  Engineering 
Response    (Post  830103)        84/03/21  Consolidated    Edison    Co      of  Neu 

York,     Inc         I23pp        22B23  229        24X   Fiche'  30-000,  84/03/21.  0402090043 


DOCKETED  ITEMS 


B402O9O044     IE    Infa    Notice    S4~20.     "Bvc    Life    Df    Relays    In    Safety-Related 
BHB    "    Svi    list    end 

JORDAN,  E    L         Division    of    Emeroencv    Preparedness    &   Engineering 
Response    (Past    B3Q1O3)         S4/O3/21  Consolidated   Edison    Co      of    Now 

Varl,      Int          133pp          22733    001          24*    FitKe    30-000, 84/O3/21,  8403090044 

B4Q327OQ31    inform!    that    ttje    to    add  1    review  required    re  mdtl    supplied    by 
Ray  Mi  1 ler- Incr util    unable    to-   respond    to    IE    Bulletin  B3-O7 
until    B40406 

STEWART,  W   L         Virginia    Electric    8.   Power    Co         84/03/32         DEYGUNO.fl    C 
Director's   Office..     Office    o-f    Inspection    and    Enforcement         lp 
32770   O6S         24X   Fithe    BO-OOO, 84/Q3/22,  B4O3270021 

5-103290197   nesubmlts    310303    re-ipar.se    to    IE    Bulletin    B3-OB.     "Electrical 
Circuit    Breakers  H/Undervol tag*  Trip    Feature    in   Us«    In 
Safety-Related    Application*    .,     "   Affirmation    inadvertently 
omitted    From  840302    I tr    tncl 
STEWART, W   U         Virginia    Electric    J.   Power    Co          84/03/27         O'REILLY.J    P 

Jteglan    2.    Office    of    Director        3pp        S2BO6   00&        S4X 
Fiehe    SO-000, &4/03/2?,  G403B90157 


R      Periodic    operating    report*    &  related    correspondent E 


B4O3090330   HO   SPR-S4-003    on    840206, fol  lowing    trip    from    lOOX    power, 
ipecific    activity    sample    of    reactor    coolant    shaued    peak 
doso   equivalent    1-131    limit    of    less    than   or    Bq.ua!    to    l    0 
uCl    Caused   bg    fuel    element    defects    in   reactor    core 

WILSON,  J   L        Virginia    Electric    t.   Pauer    CD         04/02/24         Q-REILLY,  J   P 
Region    2.     Office    of    Director          3pp         32972    141         24X 
Fiche    SO-2BO,  B4/02/24.  B4O309025Q 

84Q3130424   LER   B4-003-00   on   840206, r eactor    tripped    due    to    low    steam 
generator    level    ui/staam  floiu/feed    floui  mismatch    in    steam 
generator  A  Caused    by    tripped    feeduater    breaker    closing 
Breaker    replaced   H/B4O306    Itr 

WILSON.  J    U        Virginia    Electric    t.   Power    Co         B4/Q3/06         Q'REILLV.J   P 
Region    2,     Office   of    Director          6pp         22613    131         S4X 
FiChe    5D-2BO,B4/03/06,  84O31304B4 

B4O3140122    Part  21    rapt    re    status    update    concerning    abnormal    wear   on 
linear    converters   Test   program  underway   Results   of 
Investigation    indicate   eitessivB   wear   caused    by    hunting    of 
control    circuitry 

DQDBDN.O   P        Pacific    Air    Products   Co        84/03/09  Director's 

Office,    Office   of    Inspection    and    Enforcement        7pp        22624   OiB        24X 
Firhe    30-000,84/03/09,  B40314O122 


8403020033  ForwaTifs    operating    repts    for    Jan    1784  t  corrected    pages    of 
health    physics    repts     For    Jvl-Dec     19H3 

STEWART. H  L        Virginia    Electric   tt   Poiuer   Co         84/02/14         HAULER,  M  M 
NRC    -  Ho    Detailed    Affiliation  Given         lp         22447    139        24X 
Fichfr   50-280,84/03/14,3403020033 

— 8403020039    Monthly    operating    reati     far    Jan    1784 

WILSON, J    ,    JDNES,  V  H        Virginia    Electric    &  Pouer   Co        84/01/31 
3Bpp          BZ447    130         24X    Flch*    50-280, B4/O2/14, B4O3020033 

— B403020O63   Corrected    page    tn    health    physics    rapt    for  monthly    operating 
rapts     fur    Mov    1983 

»      Virginia    Electric   &   Power    Co         B3/11/30         lp.       22447    17O       24X 
Fiche    50-290,  B4/Q2/I4,  S4Q3020053 


— 84(J30200ii6  Corrects*   page    to    health    physics    rept    fur   monthly    operating 
rapts    for   Dec    1VB3 

«      Virginia   Electric   &    Pouter   Co        83/12/31         lp 
FicfiE     30-SBO,a4/09/14.B403020053 


22447, 171        24X 


— H40302OO71    Corrected    pa on    to    health    physics   rejt    for   monthly    operating 
r^ptB    for   Jul    1983 

it      Virginia    Electric    E,   Power    Co          &3/O7/31  lp         22447     172        E4X 

Fiche    30-280,  B4/02/14.  B40302OO53 

— B4O303007ii  Corrected    page    to    health    phyiics    rept    for  monthly    operating 
repta    for  fiug    1983 

*  Virginia   Electrit    fc  Power  Co        B3/OB/31         lp        22447-173       29X 
FiCho    30-280,64/02/14,8403020053 

— 340302QOB13   Corrected    pago    to    health    phijilca    ropt    for  mnnthlu    operating 
repts    for    Sept    I9B3 

*  Virginia   Electric    &   Potjet-  Co        S3/O9/30         lp        22447    174,       24X 
Fl£he    50-280,04/02/14,8403030053' 

— B4030B0090   Corrected    page    to    health    physics    rtpt    -for  monthly    operating 
repto    for    Oct    1983 

»      Virginia    Electric    t,    Paultr    Cn          83/10/31  lp.        22447'   175        24X 

Fiche    30-230,  64/O2/I4J  B403020O33 

9403300060  Monthly   operating    repts    for   Feb    19S4,  M/B4031 5    Itr 

WILSON.  J   ,    STEWART.M  L        Vlrfllnia   Electric    d  Power    Co        S4/02/S9 
HALLE04 M  M        Office    of   Resource   Management,     Dlr»ctor 
23321     113         24X   Flehe    50-2BOi 84/02/29.  0403300040 


DOCKET    SO-2B1    BURRV   POUER    STATION.     UNIT   2 

F      Security,    medical,     emergency   Si    fire  protection    plans 

84O3070S39   Forwards    SALP    Repts     50-280/83-33,90-281/83-33,30-338/83-33   tc 
50-339/B3-33   for   Oc t    19B2    -  Aug    19B3  Evaluation  will    be 
discussed    at   B312QB   meeting    at  North   Anna    site 

LEWIS, R    C        Division    of   Project    &  Resident   Programs        83/11/23 
STBWART.W  L        Virginia    Electric    &  Pouier   Co        2pp        22336  S27,       24X 
Fiche    30-OOO,  B3/1 1/25,  S4Q307Q231? 

— B403Q70244-   SALP    Repts    50-EBO/B3-33.  30-281 /B3-33,  3O-33B/B3-33   fc 
SO-339/H3-33    for   Oc t    19B2    -   Aug    1993   Reliable    performance 
u/ Improvement    in  rtost    previously    noted    areas    of   weakness 
demonstrated 

*      Region  2,    Office   of   Director        B3/11/29        42pp        22S36;  229,       24X 
Flche    SO-000,  B3/11/2B,  8103070239 

84O113O314    Supplemental    info    to   BO102S  application    to  amend    Licenses 
DPB-31    &   DPfi-37  re    ftre    pump    flow   testing    Justification    for 
capability   of   fire    pumps    to    provide    adequate    fire    protection 
provided 

STEWART,  U  t        Virginia    Electric    &  Pouier   Co        84/01/09        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation,    Director        2pp        21798  313 
24X   Fiche    30-2BO,  B4/OI/09,  B4O1 13031  4 

84032B0135   Public    version   of   Rev  ?    to    Emergency    Plan    Implementing 
Procedure    EP1P-1    01,     "Emergency    Manager   Controlling 
Procedure    "   W/B4O123    Itr   i.  JM  Felton  840322   release  memo 
WILSON.  J    .     ORADYiD    ,     STEWART.  W   L          Virginia    Electric    t.    Power    Co 
B4/01/13         O'REILLY,  JP         Region    2,     Office    Of    Director          3pp 
22Q11    082         24X   Fiche    SO-2BO.  B4/O1/ 13, B403200125 

B40307023D    ForuiardS    IE    Insp    Repts    30-SBO/83-37    t    50-281  /B3-39    on 
B31E01-31    No  vlglattons    or    deviations    identified 
DANCE, H  C        Division    of   Project    Si  Resident   Programs        84/02/10 
STEWART,  W   L        Virginia    Electric   &  Power   Co        2pp        22546  016        24X 
Ficfte    30-S80.B4/O2/10.8403070250 

— B4030702S3    IE    Insp    Rapts    30-280/B3-37   V    30-3B1/B3-3-7   on    831201-31    No 
violations   or   deviations    identified  Major    areas    inspected 
operations,  plant    secur  1 1  y,  f  ollowup    of    events    tt  LERs, 
perf ormancB   appraisal     insp    findings  &   surveillance  review 
BUHKE.D  J        Region   2,    Qffjce   of   Director        B4/02/09        7p  p 
22316  O18        24X   Fiche    50-EBO,  S4/02/10,  B403070230 


5      fiepartatla   occurrences,     LEHs    fc  related    corre*pondeiKe 

8403090233   RD  SPR-B4-a    on   8401  la, spec! fi c    activity    samp  1 F    of    realtor 
coolant    EtiouBd    peak    dose    equivalent    1-131    level    of    1   Bf 
uCl, exceeding   Tech    Spec    limit   Caused   by    fuel    element   defects 
In    rsactor    care   Dose    level    monitored, 

WILSON,  J   L        Virginia  Electric   *   Pouier    Co        34/02/17        O'REILLY. J   P 
Region   2.    Office    of   Director        3pp         EB373    ISO        24x 
Fiche- 30-380, 84/02/1 7j 6103090323 

B403B10Q3S  Part  21   rep*  re    failure    of   auxiliary    Peeduiater    pump    drive 
tur6ines,0lmpel   NPS-4   TfcT   valve,  to    close   Enel     Ur    iftd    840203- 
sent    to    Hated    utllf   CE   notified    oP    affected    unit*    in   BUR 
p lants 

THEROUX.R  fi        Terri;    Corp         B4/02/2E        WOODRUFF,  H   k        Director's 
Office,     Office   of    Inspection    and    Enforcement         ipp,       22706   327        24X 
Flche    30-000,84/02/22,8403210032 


8403090242   Rev  4   to   Emergency    Plan    Implementing    Procedure    EPIP-4   S3, 
"Pott-Accident   Sampling    of    Reactor   Coolant    "    W/B40302    Itr 
STeUART.W  L        Virginia   Electric    &  Pouier   Co        84/02/16        O'REILLY.J  P 

Region  Z,    Office   of    Director        S2pp        B2573  228        24 X 
Fiche    BO-EBO,B4/QB/16.S403090242 

B4O3200116  Forwards  changes  to  security  personnel  training 
qualification  program  Changes  withheld  (ref  10CFR73  21), 
STEHART.W  I,  Virginia  Electric  &  Power  Co  84/02/17  O'REILLY.J  P 

Region   S.     Office    of    Director.        lp         286 a 5   333         24X 
Flche    30-280,84/02/17. 8403200116 

8403170263  Rev   t    to    corporate    emergency   response    plan  M/84O313    Itr 
3TEWART.U  L        Virginia    Electric    S<  Power   Co        84/02/24        O'REILLY.J  P 

Region   2,     Office    of    Director.       105pp.       22670-133        24X 
Ffcha    SO-O00.84/O2/24. 84.03190263- 

8403060397   Forwards    correction    to  S30S17    Itr   re   revised    pages    to 
emergency    plan    Implementing    procedures, H/o    end 

SALYERS.E  M        Virginia    Electric   &   Pouier  Co,       84/02/29  NRC   -  No 

Detailed    Affiliation    Given         lp         22318    133.       24X 
Fiche    50-280. B4/O2/29,  B403O60397 
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B4030B0264  Forwards    "Control    Room  Design   Revieio  Program  Plan    for  North 
Anna    Sc   Surry.    Power    Stations,  "    in    response    to    Suppl     1    to 
NUREG-0737  Review   expected    to   be   completed    by   930830 
STEWART,  W  L        Virginia  Electric   Sc   Pouier   Co        B4/03/01         DENTDN,  H  R 
Office   of   Nuclear   Realtor   Regulation.    Director        EISENHUT.  D  0 
Civilian    of    Licensing         2pp         22557    295         24X    Fiche    30-000, B4/O3/O1 , 
B4030BOS64 


84O3QB0339  Final   response    to   F01A   request    for   documents   re   NRC 
investigation   of    industrial    accident    Involving   burst   steam 
pipe   at    Facility      "VEPCO    Investigative   Board   Preliminary 
Rept"    on   accident   placed    in   PDH 

FELTON.J   M        Division    of    Rules    and    Records         B4/Q1/2O         OARDE, B   P 
Government   Accountability    Project         lp         22976   214         24X 
Fiche    30-2BO, B4/O1/2O,  8403080339 


— B4030B0269   "Control   Room   Design  Review  Program  Plan   for   North   Anna   t, 
Surry   Power   Stations,"    in   response   to   Suppl    1    to   r*JREG-0737 
»      Virginia   Electric   !>   Power  Co        B4/03/QI         Hipp        325S7  299 
24X    Fiche    30-OOO.  84/03/01, B4030BO264 

B403210117   Rev   11    to   Emergency   Plan    Implementing    Procedure   EPIP-1   01, 
"Emergency   Manager   Controlling   Procedure"   fc  Rev   6   to 
Procedure   EPIP-2  OI,     "Notification   of   State   !*  Local   Qovts    " 
H/B4Q316   Itr 

«     Virginia   Electric   &  Power   Co        B4/03/01         O'REILLY, J   P        Region   2. 
Office    Of    Dimctor         Spp         22703-067         24X    Fiehe    5Q-HBO.  B4/03/01, 
0403210117 

B4030BOO?!   Submits   addl    Info    In   order    to    conduct    detailed    review   of 
emergency   response   procedures    generation   package, per  84O123 
request    Items    1    fc  2  will    be   addressed   by   B40330   Item  3 
should    be   addressed   by   We stlnghouse   Owners   Group 

STEWART, U  L        Virginia   Electric   fc   Power   Co        B4/03/O2        DENTDN, H  R 
Office   of  Nuclear   Reactor   Regulation,    Director        E1BENHUT,  D   0 
Division   of   Licensing        2pp        22399    199        24X   Fiche   30- 000 j 84/03/02. 
8403QB0091 


B 4 03 160269  Confirms   B4O2OS   telcon   ra    Functional    testing   of   Bnltbbers 
Addl    functional   testing    of  Unit    1    snubbers   per   Tech   Spec 
4    17  C   6  will   be   completed   during   Feb    19B4  maint   outage 
Unit   2   testing   to   be   completed   during   Mar    1984   maint   outage 
LEWIS,  R   C        Division   of   Project  &  Resident   Programs        B4/02/13 
STEWART,  W   L        Virginia    Electric    &   Pouiar   Co         lp         EE660    334         24X 
Fiche    3O-2BO,B4/O2/13. 8403160269 

8403030091    Forwards    Amanda    93    &   94    to   Licenses    DPR-32   i   DPR-37, 
respectively   t  safety    evaluation   Amends   revise   Tech   Spacs 
to   change   min   boron    injection   tank   boron   concentration   from 
11    57.   to   OK 
NEIGHBORS, J    0        Operating    Reactors    Branch    1         B4/OS/24         STEWART,  W  L 

Virginia   Electric   t>   Poyer  Co        2pp        22491   O1B       24X 
Fichu    50-2BO, 84/02/24,8403030054 

--B403Q2003B  Amends   95  fr  94    to   Licenses   DPR-32  tt  DPR-37,  resp  ectlvely, 
revising   Tech   Specs   to    change   min   boron    Injection    tank   boron 
concentration   from   il    SX   to   OX  &   changing   boric   acid    By* 
boron   concentration   from   11    3X   to   77, 

VAROA.S  A        Operating   Reactors   Branch    1        84/02/21        ISpp 
22491   020        24X  Flche   SO~2BOi 84/02/24,  84030200S4 


B40309O131   Reviled   emergency    plan   implementing    procedures,  Including 
Rev   11    to  EPIP-1   Oli     "Emergency   Manager   Controlling 
Procedure"   &  Rev  6   to   EPIP-2   01,     "Notification   of   State   & 
Local    Oovtl    "    M/840302    Itr 

8ALYERB.E  M        Virginia   Electric   h  Power   Co        B4/03/O2        6pp 
H2373  066,      24X  Fiche   50-330.84/03/02,6403090151 

B4O3160276  Extends    Invitation   to  attend   S40316  workshop   at   regional 
ofc    to   discuss    lOCFRSO.App   R   requirements   li   results   of    insps 
to   help   resolve   misunderstandings   associated   w/requirement s 
LEWIS,  R   C        Division   of   Project  &   Resident   Programs        B4/03/02 
BTEMART-M  L,       Virginia   Electric   i.   Pouier   Co         lp        22i60   OBO        24X 
Flche:  30-000,  B4/03/02,  84031  i0276, 


— B4D3Q20O&1   Safety   evaluation   supporting   Amends   93  &  94    to   Licenses 
DPR-32  &  DPR-37. respectively 

*      Office   of  Nuclear  Reactor  Regulation.    Director        84/O3/34        7pp 
22491    03B        24X    Flche    SO-280,  B1/O2/24,  B4O3020054 

8403020193   Forwards   addl    Info   to  complete   revieu  of   Topical   Rept 
VEP-FRD-41.     "VEPCO  Reactor   Sy»   Transient   Analysis  Using 
RETRAN   Computer  Code,"    In   response    to   NRC  NQV   1902   Informal 
request 

STEWART, W  L        Virginia   Electric   fc  Power   Co        84/02/27        DENTON.  H  R 
Office   of   Nuclear  Reactor   Regulation.    Director        EIBENHUT.  D   0 
Division   of  Licensing         16pp        23443  257        24X  Flche   50-000,84/02/27, 
B403020193 


B1O31S0099  Forwards    IE  Safeguards   Insp   Repti    SO-2BO/B4-06   & 
3Q-2B1/B4-06   an  840227-0303  No  violatione    or    deviation* 
Identified 

DANCE,  H  C        Division   of  Project  *<   Resident   Programs        84/03/09 
STEWART, W  L        Virginia   Electric   fc   Power   Co        2pp        22639  300        24X 
Flche'  30-2BO,  84/03/09,84031 30099 

— Bfl03130109   IE  Safeguards    In»p   Repts    30-2BO/B4-06  ti   50-2B1/B4-06  on 
B402B7-030B.  No   noncomp  1  lance   noted   Major   araai    i(i*pecttd 
security   organ! i«tion/mgt, personnel   responiei record*   fc 
repta   l>   testing   Details   withheld    <ref    1DCFR73   21    t>  2   790) 
ENNIB.J  D       Region   2,    Office   of   Director        B4/03/09        lp 
22*39' 302       24X   Fiche   30-2BO,  B4/03/09.  B403130099 

8403190092   Inform*    that    local    emergency   operations    facilities   at   North 
Anna   fc  Surry   Power   Stations   will    be    functional, except   for 
data   communication*   &   display. by    B3O731, per   NUREG-0737,  Suppl 
1 

BTEMART.W   L         Virginia    Electric    fc    PdUiflf    Co         B4/03/14         DENTON,  H  R 
Office   of   Nuclaar   Reactor   Regulation.    Director        EIBENHUT.  D,  0 
D I  Villon   of   Licensing        2pp         22666   173        24X   Fiche   30-000, B4/03/14, 
B403 190032 


9403050329   Submits   review   of   post-accident   sampling   sys. I  tern    II   0  3  Ten 
of    11    criteria   met  Remaining    criterion  re   procedure   for 
estimating   extent   Df   corn    damage   based   on   radlonueUdu 
evaluation. acceptable   on    interim  basis 

MILLER.  J    R         Operating    Reactors    Branch    3         B4/02/27        STEWART, W  L 
Virginia   Electric   &  Pouier   Co        6pp        22528  001        24X 
Fiche   90-000, B4/02/27-B403050229 

B403B6010B   Supplemental   application   for  amend    to  Licenses   DPR-32  t, 
DPR-37   Suppl   reflects   change    In   title   of   fire   marshal    to 
losa   prevention   supervisor   b   deletes  NDE   supervisor 
STEWART.  W  L       Virginia  Electric   t<  Power  Co        84/03/32        DENTdN.  H  R 
Office    of  Nuclear   Reactor   Regulation,    Director       VAROA,  8  A 
Operating   Reactors   Branch    1        5pp        22738  23B       24X 
Fiche    30-280,84/03/23,3403260103 

— B403360110  Proponed   Tech    Spec, changing   organization   title    of   fire 
marshal    to   loss   prevention    supervisor   b  deleting   NDE 
supervisor   position 

»      Virginia  Electric   t.  Pomer  Co        84/03/22        2pp        3279B  243       24X 
Fiche   BO-2BO. 84/03/22,  8403260103 


840323014&  Rev  7   to   Emergency    Plan    Implementing   Procedure    EPIP-S  01, 
"Notification   of   State   fc   Local   Oovts    "   M/B40316    Itv 
BALYERB.E  M       Virginia  Electric  fc  Pouier  Co       S4/03/16       3pp 
22730  22B       24X   Flcha    30-280,84/03/16,8403230146. 

P.     Operating    licence    stage    documents   &  corre*pondence 

B40113Q314   Supplemental    info   to   SOI 028  application    to   amend    Licenses 
DPR-31  t  DPR-37  re   firs  pump    flow  testing  Justification   for 
capability   of    fire   pumps    to   provide   adequate    fire   protection 
provided, 

STEHART.W  L        Virginia   Electric   S.   Power   Co        B4/01/09,       DENTON,  H  R 
Office   of  Nuclear   Reactor   Rftgulatlon,    Director        VAROA, S   A 
Operating   Reactor*   Branch    1         2pp        2179S   313        24X 
Fiche.  30-2BO,  B4/O1/09.  8401130314 


0      Inspection   reports.     IE  Bulletins   b  correspondence 

B403070239  Forwards   8ALP  Repts    50-2BO/83-33,  50-281/B3-35,  5O-33B/B3-33  t- 
30-339/B3-33   for   Oc t    1982  -   Aug    19B3  Evaluation  will   be 
discussed   at   B3120S   meeting   at  North  Anna   site 
LEWIS.R   C        Division   of   Project  t.  Resident   Program!        63/11/25 
BTEWART.W  L        Virginia  Electric   fr  Power  Co,       Bpp        22336  227       S4X 
Fiche   30~000,B3/11/33,B40307023<? 

— B403070246  SALP  Repts    30-2BO/B3-33, 50-281 /B3-3B,  50-338/B3-33  & 
50-339/B3--33   for   Oc  t   1982   -  Aug    19S3  Reliable   performance 
u/ improvement   in   most   previously   noted   areas   of  weakness 
demonstrated 

*      Raglon    2,    Office    of    Director         B3/1I/23        42pp.       22336,239         21X 
Ficha   30-000,83/11/23, B403070239 


B40303QS30   "Radionue 1 1 de   Release   Under   Specific   LWR   Accident 
Conditions.  "   Vol   V.     "PWR-Larg»r Dry   Containmant    (Surry 
Recalculations)    " 

OIEBEKE.J.A   .    CYBULSKIS.P    ,    DENNINO,  R   S        Battelle   Memorial 
Institute,    Columbus   Laboratories        B4030SO23O        84/01/12  Offlc* 

of   Nucltar  Regulatory   Research,    Director        212pp,       2230S   001        24X 
Fich»'  30-SBO,  84/01/12,  B403030230 


8403080339  Final   response    to   FdlA  request   for   documents   re   NRC 
investigation   of    industrial    accident   involving   burst   steam 
pipe   at    facility      "VEPCO    Investigative   Hoard   Preliminary 
Rept"    on   accident   placed    In   PDH 

FELTON.J  M       Division   of   Rules   and   Records        B4/01/BO        OARDEi  D  P 
Government   Accountability   Project        lp        22576  214        24X 
Fiche   30-2BO, B4/01/20.  B4030B0339, 
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— B403OE0341     "VEPCO    Investigative   Board    Preliminary    Rapt    "    W/n    cover 
sheet 

*      Virginia    Electric    i    Pouar    Co          B4/QI/3O         29pp         2S576    213         24X 
Fiche     30-2BO, B4/01/2O.  B4O3G3Ca39 

B4030703SO   Forwards     IE    Insp    Repts    30-230/83-37   tt    50-2B1/B3-39    on 
B3I2O1-31    No    violations    or    deviations    identified 
DANCE.  H   C        Division    of    Project   fc  Resident   Programs        84/O2/1Q 
STEWART. W   U         Virginia    Electric    &   Power   Co         Spp         23346    alt.         24X 
Fiche    30-280, B4/O2/1D,  8403070350 

— B4Q307O253    IE    Insp    Repta    3D-2SO/B3-37   &    5O-2B1 /B3-39    on    83-1201-31    No 
violations    or    deviation*    identified  Major    area*    inspected 
oparat  ions,  p  1  ant    secur  i  ty.  t  a  I  loinup    of   event*    I*  LEfis, 
per  formanc-fl    appraisal    Insp    finding;    tt    surveillance    review 
BURKE. D   J    ,     DAVIS, M   J         Region    2.     Office    of    Director          ELHDD,  5 
Division   of    Project   &  Resident   Programs         B4/02/09        7pp 
22546    01S         24X   Fiche    SO-2BQ.  84/02/10,  84O3O7O2SO 

B4 03 070 379    Discusses    SALP    evaluation    Issuance  of    BALP   rept    approved    No 
major   weaknesses    identified    during    assessment    period    at 

North    Anna  On«   major    weakness    identified    in  area   of 
radiological    controls    at   Surru 

O'REILLY,  J   P         Region.   S.     Office    of    Diractor  64/02/16         BTEWART.W   L 

Virginia    Electric    fc   Power    Co        Sop        2S34I  2BA        S4X 
FicKe    SO-OOO.B4/03/I6,  8103070379 


8403090028    IE    Info  Notice    Bfl-ia,     "Stress   Corrosion  Cracking    in  PWR 
SUB    "    Svc    lilt    encl 

•JORDAN, E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post  8301O31         B4/Q3/O7  Consolidated   Edi*on    Co      of   Neu 

York,      Inc         118j>p          223B4     ISi          24X    Fiche    90-000,  84/03/07,  840209Q02B 

B4O3130099  Forwards    IE  Safeguards    Insp   Repts    30-2BQ/84-04.    & 
30-231/84-06  on   B40327-030B    Mo   violations    or    deviations 
identified 

DANCE,  H  C        Division   of   Project    !•   Resident   Programs        S4/O3/O9 
STEWART,  U   U        Virginia   Electric     t<    Pouier    Co         2pp         2S639    300         24X 
Fiche    50-380.81/03/09,  B4O3130099 

— 8103150109    IE   Safeguards     Imp    Reptft    90-2BO/84-O6   &    SO-281/B4-06    Dn 
84O227-03O2  Mo  noncomp 1  Ian  co    noted   Major    area*    inspected 
IBC  ur 1 ty   organ!  za  t  ion/mot,  personnel    response-  records    t 
repts    &   testing    Details    withheld    (ref    10CFR73  21    S.  2    790) 
ENNIS.d   D   .     MCQUIRE,  D   R          Region    S,     Office    of    Director         84/03/07 
Ip         2263?  30S        24X  Fiche    3O~2BO,  84/03/09.  B403130O99 

8402090031     IE   Bulletin  84-O3,     "Failures   of   QE  Typi   HFA  Relays    in   Use    in 
Class    IE  Safety    Sifs    "   Svc     list    encl 

DEYQUN<?,  R  C        Director's    Office^     Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison  Co      of   New   Yort,     Inc 

134pp          23823   094          24X   Fich»    SO-OOO,  B4/03/12.  B402090031 


B4O3140199    Faruards    FR    notice    &    *afeti|    e-waluj  tioni    of   grarttinj    of 
relief    from  flSNE  Section    XI    inservlce    requ  ireinentsi  per 
790917   &    092B,fl01215,aaO3H3    t   0323.  S3OIO7,  O3O7. 0407   fc    I 2E7 
requests 

VAfiOA,  S   A        Operating    Reactors   Branch    1         84/02/28        STEWART.  U  L 
Virginia    Electric    &  Pouier    Co        Ipp        S263B    073        Sty. 
FicJiB    3O-2BOrB4/OH/2B,  B4O3140I99 


B403290S74    Distunes    B4021O   mavting    re   util    p  lanu  current    evvnts. 
pTBaant    organ! lational    change*   &    outstanding    regulatory 
issues    Meeting   beneficial    &    provided   better    understanding 
u f    plans 

0'REH.LY-J  P        Region   2,     Office    off   Director        84/03/19 
FEROUBCM,  JH        Virginia    Electric     &    Pouier    Co          Ip         22314   O79         24X 
Fiche    30-290,84/03/19,  84O329O271 


— 8403140200    Notice    of    granting    at    relief     from   ABME   Section    XI    inset-Vice 
Insp    requi raments 

VARGA,  S    A         Derating    Reactors    Branch     1          B4/D2/2B         2pp 
32638    077         B4X    FicJiB    3O-2HO,  B4/O2/2H,  B1O314OI9-9, 


8402070043    IE    Info  Notice   84-1?,     "Tuio   Events    Involving   Unauthoriied 
Entries    into  PUR  Reactor    Cavities    "   Svc    lilt    »ncl 
JDROANj E   L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post  83O103>         B4/O3/S1  Consolidated    Edison    Co      of   Neu 

York.      Inc         laSpp          S2BS3    329          24X    Fiche    80-000,84/03/21,6402090043 


—  H403140202   Safeti;    evaluation    accepblng    I  iceniee   S0121S,  BHOSB'S  b  0529 
request!    for    relief    from  ^BHE    Jnservlce    insp    r*q.ulroments 
*     Office    oF   Nuclear    Reactor  Regulation,     Director        fl4/02/EB 
lipp          22&3a   079         SAX    Fiche    50-380,  64/02/23,  B4Q31401  99 


—  B4031403O4    Safety    evaluation    accepting     licensee    B30107.  0307.  0414    b 

requests    for   rtllef    from  A5ME    insnrvice    Insp    requirement* 
*     OfPlce    of  Nuclear    Reactor  Regulation.     Director-        B1/Q3/3B 
IQpp          22638   095         SAX    Flche    30-280,84/02/23.8-103140199 

—  8309030161    "Inservico    Imsp   Program,  "    technical    evaluation    rept 

»     Science   Application*.     Inc        NRC-03-a2-09fi        fiflI-IB6~OSB-BO 
B2/OB/S7  (SRC    -   No    Detailed    Affiliation    Olven         44pp 

3263S    113         21X    Fiehe    50-260,81/03/28^403140199 

9402090007    IE    Info   Notice    84-14,     "Highlight*    of    Recent   Traniport 
fiegulatopy   Revs   by    DOT   fc   NRC    "   Svc    Hat    encl 

GRACE,  J  N        Division   of    Oft,     Safeguards   Sr    Inspection   Programs    (Post 
830103)         B4/03/O2  Consolidated    Edison   Co      of   N«ui  York,     Inc 

130pp          32532   329         24X   Fiche    50-000,84/03/03,8402070007 


8402090044    IE    Info  Notice   B4-2O,     "3vc    Life   of    Relays    in   Saf ety-Relatad 
8ys    "   Svc    Hit   oncl 

JORBAN,E   L        Division    of    Emorgency    Preparedntss   tt  Engineering 
Response    (Poit   B301O3)         94/03/21  Consolidated    Edison    Co      of  Now 

York,     Inc          133pp          22933    001          24X    Fiche    30-000,84/03/21,8402090044 

8-4O3270021    Informs    that    due    to    add  1    review   required    re  matl    supplied    by 
Hao    Miller, Inc, utl 1    unable    to    rnspond    to    IE   Bulletin   B3-07 
until    B4O406 

STEWART. WL         vlrglni*    Electric    fc    Power    Co         84/03/22         DEYOUNO, R    C 
Director's   Office.     Office    of     Inspection   and   Enforcement         Ip 
2277O   O6Q        E4X    Flche    30-000,  Bt/O3/22,  B403270021 

B-1O3S90137    Resubmlts    810302    retponse    to    IE  Bulletin   B3-OS,     "Electrical 
Circuit    Oreaiers   W/Undervolt JB«   Trip   Feature    in  Use    in 
Safflty-Rfllated   Applications  "    Affirmation    inadvertently 

omitted    from  B40302    Itr    encl 
3TEWAHT,W  L        Virginia    Electric    A   Powsr   Co        B4/03/27        O'REILLY,  J  P 

Region    2,    Office    of    Director         9pp        22SOi  OOi,       24X 
Fiche    30-000.  04/03/39,  84O329O157 


B402090009    IE    InPd   Notice    B4-1A,     "Failure    of    Automatic    SprljiUer    Bui 
Valves    to  Operate    "    Svc    1  I  *t    encl 

JOfiDAN,  E  L        Division   of    Emsroency    Preparednest    &  Engln*Bring 
Response    IPost    B30103H         84/03/02  Consol Idabed   Edison    Co      of   N*u> 

VDrki     Inc         122pp        22353   09S        24X    Fiehe    50-000,84/03/02,6402090005 

8402090009    IE    Info   Notice   84-13j     "Reporting    of   Radiological    Releases    " 
Svi    list    onel 

JORDAN. E   L        Division    of   Emergency    Preparedness    t<  Engineering 
Response    (Post    B30103I         34/03/03  Cpnso lidated   Ed | »on    Co      of  New 

Vert,     Inc         119pp        22333    217        24X  Flcho    30-000.64/03/02,3402090009 


R      Periodic    operating    reports    &   related    correspondence 

B1O3OH0053   Forwards    operatina    repta    for  Jan    1984   fc  corrected    pagei    of 
health    phyilcs   repts    for    Jul— Dec     1983 

STEWAHT.Wl.        Viroinia    Electric    (.   Power   Co        S4/02/14        HALLER.NM 
NRC   -    No    Detailed    Affiliation   Olven        Ip,       22447    139        24 X 
Flcha    30~SBO,B4/02/I4. 8403030053 

— 0403030039  Monthly    operating    rept»    for   Jan    1984 

WILSON.  J  ,    JONES,  V  H        Virgin!*    Electric    d  Power   Co,       84/01/31 
3Bpp          22447    13O         24X    Fiche    BO-2BO,  B4/02/14.  8403020033 


B4031fiOtS4   HesponiTs    to    IE   Bulletin    33-08   re    electrical    .circuit    breakers 
u/undervDltage    trip    feature    in  u»e    in    lafety-rilated 
applications    other    than    trip    sus    Onl«    reactor    trij« 
breakers    contain   subj    trip    attachment* 
BTEHAHTiW   L        Virginia    Electric   ft   Pouier  Co        84/03/02        D'REIULY,  J  P 

Reoian   2.    Office   of   Director        2pp        SHB06    008        24X 
Fich»    30-000,  84/03/02,9403160134 

B402090011    IE    Info   Notice    84-17,    "Problems    W/Liquid    Nitrogen    Conling 
Compononts    Belou   Nil    Ductility   Temp    "    Bvc    Hit    ercl 
JORDAN.E  L        Qlviilon    of   Emergencv    Preparedness    fc   Engineer Ina 
Response    {post   B301Q3K       B4/03/03.  Consolidated    Edison    Co      of    Neui 

Vork,     Inc         U7np        23553  336        24X    Fiche    80-000,  S4/03/O5,  840309001 1 

B402090034    IE    Info  Wotlce    84-09,  Rev    I,     "L*s«oni    Learned   From    Insp*    c-F 
ure  Protection  SaFe   Shutdoun    Sija    "    Svc    list    encl 
JafiDAN,E,L,       DlvUlon   of    EmergBncy   Preparufness    8.  Engineering 
Response    [Post  B30IO3J         B4/03/O7  Consolidated    Edl.on    Co      of   Weu, 

Vort,     Tnc         ligpp        224,35049        24X    Fiche    50-OC-O,  B4/03/07,  B4OE0900a4 


-8403O200A3  Corrected    page    to    health    physics    ript   for   monthly    operating 
repts    for  Nov    1983 

*  Virginia  Electric    b    POUBT   Co         83/11/30        Ip        22447    170        24X 
FichB-30-2BO,  B4/OH/14.  8403OBOOS3 

-B4O3020066  Corrected    page    to    health    physics    rtpt   for  monthly    operating 
repts    for   Dec    if 33 

«      Virginia   Electric    &    Pouer    Co,       83/12/31,       Ip        22447-171         84X 
Fit  lie.  50-880.  S4/O2/1  4.  S403OBOOS3 

-B4O3020071   Corrected    page    to    health    phuilcs    r*pt    for   monthly    operating 
rapt*    for   Jul    1933 

*  Virginia  Electric    J.    Power   Co         83/07/31.       Ip        22447    172        S4X 
Fiche.SO~280.  84/O2/14,  B4030SOOS3 
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— S403O20076  Corrected    page    to    health    physics    rept    for   monthly    operating 
repts    for   Aug    1903 

«      Virginia    Electric    &    Power    Co         03/OS/31          Ip         23447    173         24X 
Fiche    50-2SO.  04/02/14,8403020033 


--B4Q3130172   Final 
021014 

•»      Federal    Emergency    Management    Agency        82/12/17 
2239?    313         34X   Fiche    5Q-2S2, 81/03/03.  3403130163 


pt    of    small-scale    joint    emergency    e«erclse   on 

32pp 


— B40303QOSS  Corrected    page    to    health    physics    rept    for  monthly    operating 
repte    for    Sept    1983 

»     Virginia   Electric    &   Pouer  Co         83/09/30         tp        22447    174        24X 
Ficho    30-280,84/02/14.0403020053 

— B4030H0090  Corrected    page    to    health    physics    rept    for   monthly    operating 
repts    for   Qit    1983 

*      Virginia    Electric    tt    Power   Co         83/1O/31  Ip         32447    173         24X 

Ficho    30-200,84/03/14,8403020053 

B4O3300060  Monthly    operating    repts    for  Feb    19B4   W/840315    Itr 

WILSON. J   .     STEWART, W   L         Virginia    Electric    l>   Power    Co          84/02/39 
HAULER,  N  M        Office    of   Resource   Management,     Director        44pp 

aaeai  113      24X  Fiche  50-300,04/02/29,  3403300060 

6      Rlportahle    occurrences,     LERi   *  related    correspondence 

8303160260  Forwards    technical    review   of    rod    control    urgent    failure   on 
BB0423  Caused    by    h  1  oun    fuse    &   failed    phase    control    card    in 
2   ac    power    cabinet    No    generic    implications    identified 
TREHANrN  K        Reactor   Operations   Analysis   Branch        B3/08/O5 
SEYFRIT.K  V        Reactor   Operations    Analysis    Branch        2pp         22S09   235 
24X  Fiche   30-201,  63/05/OS.  B303160260 

— 0403200121    "Rod   Control    Urgent   Failure    on   830623   at   Surry    Unit   2," 
technical    review   rept 

TREHAN.N        Director'*    Office        83/03/03         Ip         22B09    386        34X 
Fiche.  30-281,83/03/03,0305160260 

B4Q3210032  Part   21    rept   re    failure    of    auilllary    feeduater    pump    drive 
turbines, Oimpel   NPS-4  TSiT   valve, to    close   Encl    Itr    dtd    B40203 
•ent    to    lilted    utils   OE   notified    of    affected    units    in   BUR 
plants 

THEROUX,R   R        Terry    Corp         B4/03/22        WBODRUFF, R   W        Director's 
Office.    Office    of    Inspection    and    Enforcement         &pp         33706   327        24X 
Fiche    30-OOOi04/02/22,  B403210032 

B+O314Q122  Part   21    rept   Tt    status   update    concerning    abnormal    uear   on 
linear    converter*    Test    program  underway    Results    of 
investigation    indicate    excessive    wear    caused    by    hunting    of 
control    circuitry, 

DDD8DN.J  P        Pacific    Air   Products    Co        84/03/09  Director's 

Office,     Office    of    Inspection    and    Enforcement         7pp        23634    063        24X 
Flehe    30-000,84/03/09,8403140122 


DOCKET   30-202  PRAIRIE    ISLAND  NUCLEAR    STATION,     UNIT    1 
F      Security    medical,    emergency   &  fir"  protection   plans 

B403090270  Public   version    of   revised    emergency    response    plan 
Implementing    procedures, Including    Procedure   F3-2   re 
cl**slf Ication    of    emergencies, F3-3   re    emergency    notification 
It   F3-10   re    personnel    accountability    W/B31219    Itr   h  memo 
MEMJELE.D  J   ,    JOHNSON. J  M        Northern   States    Pouer   Co        83/10/2B 
l&Spp         22373   326         24X    Flcha    30-282,  B3/1Q/2B, 84O309027O, 

B4O309O207  Reviled    emergency    implementing    procedures, including    Rev  23 
ta  Procedure   F3i     "Table    of   Contents"    &   Rev   3    to    Procedure 
F3-B,     "Recommendations    far   Offsite   Protective   Actions    " 
W/B4Q303    Itr 

FEY, F.  L        Northern   State*    Power  Co        B4/O2/24        28pp        33574   338 
24X   Fiche    30-202,04/02/34,8403090207 

B4O3190030  Forwards    IE    Insp    Repts    30-2B2/B3-24    t   30-306/03-24    on 
H31311-B4031O,  No   noncomp  1  l*nce    identified 

SHAFER.W  D        Region    3,     Office    of    Director,       84/03/01         LARSON,  C,  E 
Northern   States   Pouer   Co        2pp        22666,053        34X 
Fiche   80-282,84/03/01,8403190020 

— B403190043    IE    Insp    Repts    30-2B2/B3-24   &    30-306/63-24    on    631311-640310 
No  noncomplianee    or    deviations    Identified. Major    areas 
inspected,  maint,  LERs,  emergency    planning    &    turvai  1  lance, 
meetings   u/statv   &    local    officials   &    IE    bulletins 
HARD,  J  E   ,    FEIERABEND.C    D    ,    HARTMANN,  P   L        Region  3,     Office    of 
Director.       S4/02/29         12pp.       23666  035        B4X    Fiche   30-382,84/03/01, 
0403190020 

B403130163  Forwards    final    rept    re    (mall-scale    offiite    radiological 
emergency    preparednets    exercise   on    BB1014  No    deficiencies 
noted 

KRIMM.R    M        Federal    Emergency    Management   Agency        84/03/03 
JORDAN,  E  L        Division    of    Emergency    Preparednes*    fc  Engineering 
Response    (Post   B30103)         &pp        22399  307.       24X   Fichfl   30-363,84/03/05, 
8403130163 


8403120106  Notifies    of    B403E3  workshop    on   fire    protEction    safe    shutdomr 
recLUirements    of    10CFR30,  App    R    in    Roscmont,  IL    to    discuss     IE 
Info   Notice    B4-09  &    provide    addl    shutdown   analyses   I/or    mod 
guidance   Agenda    encl 

SPESSARD.R    L         Division    of    Emergency    Preparedness    &   Operational 
Support         B4/03/06         LARSON.  C    E         Northern    States    Power    Co         3pp 
32588    169         34 X   Fiche    30-205,84/03/06,0403120106 

8403300130  Revised    emergency    plan    implementing    procedur es, Inc lud Ing 
Procedure   F3  re    table    of    contents    &  F3-13   re    offsite   dose 
calculation   W/040320   transmlttal    Itr 

WATT,  E    ,     FEV.F   U         Northern    States    Poujer    Co         84/03/09         36np 
22B20   253         24X   Fiche    30-2B2.  04/O3/09,  040330013O 


I      Financial    information 


B4O3390115  Suppl    to   Annual    Financial    Flept    1983,  com  is  ting    of    financial 
It   statistical    info   M/040326    Itr 

BRUSVEN,  A   D         Northern   State!    Pouier   Co         83/12/31         33pp         32006    IBS 
24X    Fiche    30-000,03/12/31,8403290115 


P      Operating    license    stage   documents   t,  correspondents 


B403QS023B  Forwards   Amends   60  b  62    to  License*   DPR-42  t<    DPR-60, 
respectively   5.  safety    evaluation  Amends   revise   Tech  Specs    re 
emergency    air    treatment    sy*    ti   electric    hydrogen  recombiners 
DIIANNI.D   C         Operating    Reactors    Branch    3         04/O2/21         MlfSQLF.  D   M 
Northern    States    Power   Co         2pp         23537    188         24X 
Fiche    30-202,84/02/21,8403090233 


-B403030S43  Amends   68  81  62    to    Licenses   DPR-42  &  DPR-6O,  respec  tively. 
revising    Tech   Specs    re    emergency    air    treatment    *ya    L 
electric    hydrogen   recombiners 

MILLER,  JR        Operating    Reactors    Branch   3        84/02/21         10pp 
22527    190         34X   Fiche    50-282, B4/O2/21.  040305023B 


-B4O3OS0249  Safety    evaluation    supporting   Amends   68  ti  62   to    Licenses 
DPR-42   tf  DPR-60,  respectively 

»      Office    of  Nuclear   Reactor  Regulation,     Director        S4/03/21        7pp 
33337    208         24X    Fiche    30-382,  04/02/21,  B4O30S023B 


0403060423  Submits    fees   requested    for   B20630  eiemptlon   request,  in 
response    to   NftC   040213    Itr 

MUSQLF, D         Northern    States   Pouor    Co         34/02/29        MILLER,  W   0         License 
Fee   Management  Branch        Epp        22310  2OO        24X   Fiche   30-232,04/02/29, 
0403060423 

0403130245  Forwards    "Effluent   tc  Waste   Disposal    Semiannual    Repl,  Jul-Det 
1983,  "    "Offsite   Radiation   DOSE   Assessment,  1903"   ic  Rev  4    to 
"Offslte   Dose   Calculation   Manual    " 

FEV.F  L        Northern   States    Power  Co        B4/03/01  Region   3,    Office    of 

Director         Ip        22610   143        24X  Fiche    5O-282, B4/03/01.  8403130243 


— 0403130278  Rev   4    to    "Offslte    Dose   Calculation  Manual 
00RENSON, J       Northern   States  Pouer   Co        84/11/14 
23610    137         24X    FUhe    30-2B2,  B4/O3/01. 8403130245 


lipp 


B403130270  Forwards  safety  evaluation  re  error  in  COBRA  1IIC/MIT 
computer  code, previ ously  accepted  by  NRC  030217  d  0324  Itrs, 
for  use  in  analyiing  fuel  reloads  Error  does  not  create  any 
substantial  safety  haiard 

MILLER,  J  R   Operating  Reactors  nranch  3   04/03/06   MUSQLF,  D  M 
Northern  States  Power  Co    Ip    23649  333   24X  Fiche  30-232, 
84/03/06,3403130290 

— 6403150293  Safety  evaluation  re  error  in  CODRA  IIIC/MIT  computer  code 
reload  methodology  rept  NSPNAD-B108  Error  has  not  affected 
Initial  findings  or  conclusions  re  acceptability  of  use  of 
COBRA  IIIC/MIT  code 

*  NRC  -  No  Detailed  Affiliation  Owen   B4/03/06,   2pp 
22649  334    24X  Fichu  30-232,84/03/06.3403150290 

6403190397  Provides  updated  info  re  mods  required  by  NUREO-0737, Item 
II  D  i  2  re  safety  !<  relief  valve  performance,  Unit  1  piping 
fc  supports  ulll  be  Installed  during  next  refueling  outage 
scheduled  for  850105 

MUSOLF.D   Northern  States  Pouer  Co   84/03/14     Office  of  Nuclear 
Reactor  Regulation,  Director    Ip    23673  192   24X 
Flehe  30-282,04/03/14,3403190397 
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B403230O31    Submits    status    of   mod's   to    Improve   adequacy    of    station 
distribution    ius    voltage*. per    utlJ    910717    Itr    b   NRC   B21029 
SER   All    made   c  amp]  eted>  u/exc-Bp  tlon    oP   chsnget    to  station   air 
compro-tser    starting    circuit. 

MUSDLF,  D        Northern    States   Power   Co        84/03/16  Off  leu    of  Nuclear 

Reactor    Regulation.     Director         3pp         3S724   346         24 X 
FIche-S[>-2B2,  B4/03/I i,  B4G3330031 


Inspection   reports,     IE   Bulletin*    &    correspondence 


8403090223  Furthf-r   response    to  FOIA  req,ue«t    for    records    at  named 
individuals,  Including    rep ts>  analyses,  stud  lei.  tesit 
ca  Icula  ti  ons,  procedures   &    practices    for  measurement   at  RCE1 
leakage   Forwards  App   G   document!   Search    continuing 

FELTON.J   M        Division    of    Rulet    and    Record!         B4/OS/07         MADDEN.  T   J 
Kaue,     Scholar,    Flerman,    Hays   If  Handler        3pp        23496  334        24X 
Fiche    50-000, 84/02/07.  a4O30502?3 


S-4Q2O'?0031    IE  Bulletin  84-O2.     "Failures   of  OE  Tup*   HFA  Relays    In   U*e    in 
Clan    IE  Safety  Su.s    "   Bvc    Hit    end 

DEYOUNO.R  C        Director'*   Offict.    Office    of    ln*pectlon   and 
Enforcement        84/03/12  Consolidated   Edlton   Co      of   New    York,     Inc 

134pp         2HB23   094         24X   Flche    SO-000.  94/03/12.  8402090031 

84031902OO  Respond*    to    IE  Bulletin   S3 -07   re    product*    supplied    by    Ray 
Miller.  Inc   Neither    unit  received    product*    from  Ray   Miller. 
Inc    tt  vendor  not   o-n   approved    util    vendor    li*t 

LARBON.  C  E       Northern  States   Payer   Co        84/03/12        DEYOUNQ, R  C 
Director's   Office,     OFfitt    of    Inipectlon   and    Enforcement         4pp 
33671    109         24X   Fichi    30-282, 84/03/12,  8403190200 

B 403300036   Forwards     IE    Imp    Repts    90-282^04-02   8.   SO-3D&/84-02    on 
B40213-17  No  noncompllance   noted 

PAPEfllELLO.C  J       Region  3.    Office   of  Director       84/03/13 
LARSON.  C  E       Northern  States   Power   Co        2pp.       22821   320        34X 
Fiche    30-382,94/03/13, 3403300036 


--B403Q50E56  Notifies    that    Independent   measurements    of    identified    Ct 
unidentified    RCS    l«alc    rates    For    all   FWRs    In  Region    III 
performed    per   Procedures   617270   t<    617861)    Imp    findings 
summari ted 

NORELIUS.C  E  Divldon  of  Engine*rlng  B2/03/OB  JORDAN.  E  L 
Division  af  Engineering  t>  Quality  Alturance  <Pre  B3O103)  2pp 
33496:370  24X  Fiche  30-000,84/02/07,8403050233. 


— 8403300040    IE    In«p    Riptt    SO-282/B4-02   Cc    30-304/84-03   on    B40B13-17,  No 
violation*   or   deviation*    identified   Major   area*    Intpacted. 
implementation   of    10CFR20   &  6O  requlrementi    for    dicposal    of 
low   levil    raduaitiii  Inc lud ing   mgt   control!   b  QC 
RDZAK.  S  ,    DESTMANN.M  J   ,    SCHUMACHER,  K  C        Region   3,    Dfflc*   of 
Director        B4/O3/19        9pp.       22821,322        24K  Fiche   50-382,84/03/13, 
B403300036 


B4011QOD73    IE   Info   Notice   G4-13,     "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuit*  tt  Annuncidtian    "   Svc    Hat 
encl 

JORDAN,  E  L        Division    af   Emergency   Preparedness    It  Engineering 
Rnsponie    (Pott   B3O1O3)         84/02/29  Cansolfdated    EifUon   Co      of   Neu 

Yor*.     Inc          119pp          22909   339         24X    Flche    50-OOO, B4/02/28,  8401 170072 


8402090043   IE    Info  Notice  84-19.     "Two   Event*    Involving    Unautnortiftd 
Entries    tnto  PUR  Reactor   Cavltle*    "   Svc    Hit    encl 
JORDAN,  E  I-        Division   of   Emergency   Preparednecs   &  Engineering 
Response    (Poit   830103)        B4/O3/2I  Coniol iddted    Ed i ton    Co      af  New 

York.    Ire        laapp        22823  229        24X   Flche    30-000,84/03/21,8402090043 


B4031900-20   ForuardS     IE    Insp    Rept*    50-2B2/B3-24    &    SO~3Q6/B3-B4   on 
B31211-B4C210  No    noncomp 1  lane*    identified 

SHAFER,W  D        Region   3,    DPflce    of   Director.       B4/03/01        LAREONiC   E 
Northern   States  Pouar  Co        3pp        2S66A  093        34* 
Flche    50-282,84/03/01,8403190020 


8408090044    IE    Info  Notic*   84-20.     "Svc   Life    of   Relay*    In   B»f ety-Relatid 
8(J«    "  Bvc    lilt    enc  1 

JOHPANi  E,  L        Division   of    Emergency   Preaaredne**   k  Engineering 
Response    (Post    830103)        B4/O3/21  Con*alldated    Edison    Co      of   Neu 

York,     Inc         135pp         22933001.       24X  Fiche    30-000. 84/03/21,  8402090044 


--B403190042    IE    I  nip    Septa    9D-2B2/B3-24  ti   90-306/83-24  an   83 1211-B40B10 
No  nanconpliance    or   deviations    Identified    Ftajnr   areas 
Inspected    maitit-,  LERs-,  emerg  encsj    planning    b   surveillance, 
meetings   u/stat«    b    local    officials    &    IE   bulletins 
HARD.  J   E    j     FEIERADEND.  C    D    ,     HARTMANN.P   L         Region   3.     Office   of 
Director         34/02/S9          12pp         33bbf>   039         ?4X   Fit  he    SO-HBE,  B4/03/01. 
8403 1 900SO 


B40327017O  Foruiards    "Iniervice    Insp    Eiam   Summary,  S31204-E3    "    Rept 
idintifiei    components   eiamined,  e>*m  method*    uied.  e>am  number 
!i   luntmarlies   results   Results    Indicated    that    integrity    of    lys 
maintained 

MUSOLF,  D       Northern   Btate*   Poiuer   Co        84/03/23  Office    of  Nuclear 

Reactor    Regulation.     Director        2pp        22771    144        24X 
Flche   50-282,94/03^23,8403270170 


8402090007    IE    Info   Notice    84-14.     "Hlghl ijhtg    OF   Recent  Transport 
Rsjulatory   Revs   tut    DOT  &   HHC    "   Svc    list    encl 

GRACE. J    N        Division   of    QA,     Safeguards    fc   Inspection  Programs    [Post 
830103)         B4/03/02  Consolidated    Editon  Co      of   N*w  York.     Inc 

13-dpp          22332   339         24X    Ffch  e,  SO-OOO,  84/03/03,  840?O900D7 

8402090009    IE    InFo  Notice    84-14,     "Failure    of    Automatic   Sprinkler  By  9 
Valves    to  Qperatn    "    Svc    list    encl 

JORDAN.  E  L        Division  of    Emergency   Preparedness   &  Engineering 
Reiponie    (Post  S301O3)         G4/03/O2  Consolidated    Edison.   Co     af   Haul 

Vork,     Inc         133PP         32353   098        S4X   Flclie    30-000.84/03/0-2,8403090003 

8402090009    IE    Info   Notice    B4-1S,     "Reporting    of  Hadio  1  aglca  1    Releases    " 
Bvc    list    encl 

JORDAN.  E  L        Division   of    Emergency    Prapa-redncsi    &  Engineering 
Response    (Pott    830103)         84/03/02  Consolidated    Edlion.  Co      of   Main 

Vort,     Inc         H9pp         22533  317        24X   Fich  e>  30-000,  94/03/02,  8402090009 

8402090011    IE    Info  Notice   84-17,     "Problems   M/Li-quid  Nitrogen    Cooling 
Components   Qelou  Nil    Duetilltij    Temp    "   Svc    list    encl 
JORDAN. E  L        Division  of    Emergency   Preparedness   Si  Engineering 
Response    (Post    B30103)         B4/03/09  Consolidated    Edison    Co      of   Hem 

Yorl.     Inc          117pp,        22933    336         21X   Ficfte    30-000, 84/03/09-,  840209001 1 

H402070034    IE    Info  Notlca   84-09.flev    1,     "Lessons    Learned    From    Insps    of 
Fire   Protection   Saf«    Shutdown    BUS    "    Svc    Hit    enc t 
JORDAN. E   L        Division   of   .EmsrgencH,    Prt-paredness   Si  Enuineering 
Rosponae    (Post   B30103)         fl4/O3/O7  Conso  1  Irfateil   Edison   Co      of   N»ui 

Vor».     Inc         IlSpp        324,39   049        34X  Flcht    50-000.64/03/07,8402090034 


— B403270181    "Inservlce    Insp    E>am  Summary, B31204-23    " 

ANDERSON,  rS  T    ,    KRUMPOS,  P   J        Northern   States   Poiuer   Co.       84/03/13 
150pp        33771    14A        24X   Fi Che.  5O-2B2r B4/03/S3,  B403270170 


Ft      Periodic   operating    reports    t   related    correspondence 


3403300075  Honthlu  operatlno  repk*  for  Feb  1984  M/B403Ot  1 tr 
DUCBTAD.  D  .  MUSOLF.  D  Northern  States  Pouer  Co  84/02/29 
24047,060  24X  Fiche  90-283,84/02/29,8403300099 


9pp 


840313034S  Foruirds    "Effluent    t,  l^aste   Dispoial    Semiannual    Rept,  Jul-Dec 
1983,"    "Offslte    Radiation    Dose   ActesiniBnt,  19B3"   li  Rev   4    to 
"Offsite   Dose   Calculation   Manual    " 

FEY.  F,  L        Northern    States   Pauer  Co        84/03/01  Region   3,    Office    of 

Director        lp        22A1Q   143        Z4X  Fiche    30-232,84/03/01,8403130249 

— 8403130B9B   "Effluent    t,  Haste    DIspo*al    Semiannual    Rept,  Jill-Dec    1983   " 

*  Northorn  States    Pouier  Co        83/12/31         9pp        22610.144,       24X 
Fiche     50-382,  B4/O3/01,B40313O543 

— 8403130270   "Offsite    Radiation   Dote   As*«s*nient,  1983,  " 

*  Northern  States    Pouer  Co        83/12/31         4pp        22410    133        24X 
Flche    50-298,84/03/01,8403130243, 


— B403130Z7B  Rev   4   to    "Off lite    Dole    Calculation   Hanu»l    " 

BQRENSON.J        Northern   State*   Pouier  Co        B4/11/14.       llpp. 
22610    137.       24X   Flche-  30-E62,  B4/03/01,  B403130249 


8403090028    IE    Infa  Notice   84-1G,     "Streis   Corrosion    Crackino    in  PHR 
Sift    "    Svc    liit    »ncl, 

JQfiDAMiE   L        Division   of   Emergency    Preparedness    b  Engineering 
R««pon<e    (Post   830103)        B4/O3/07  Coniolldatid   Edl*on   Co     of  Niu 

York,     Inc         llQpp        22384    136        24X  Flche   30-000,84/03/07.3403090028 

B4031903B8   Foruardi    summary    of    status   of   refl,u«*ti    for  r«lie*    from 
requirements   of   Section    XI    of  ABME   Boiler  tt  Pre«»ur« 
Venal    Code    for    Inservice    inap   program  t>   clarlflciSloii    of 
items    that   require   addl    review 

MUSOLF,  B        Norths-rn  States   Power   Co        64/03/09  Office    of  Nuclear 

He/actor   Regulation,     Director        9pp        23673.293        24X 
Fiche    50-262,94/03/0^8403190389 


S      Reportable    occurrences,    LER*   &  related    correspondence 

8211220029  Dlicuis.es    problems    associated    u/dle*el    generator 
surveillance    tests. as   demonstrated    In   820B27   testing    of 
diesel    generator   D-2  Misposi tlonlng    of    auto/manual    switch 
could    render   tya   unable    to    perform   design    function 
CHIRAMAL,H        Reactor   Operations   Analusis    Branch        82/11/17. 
BEVFRIT.K  V        Reactor  Operation*   Analysis   Branch.       Spp.       2277S 
34X   Flche'  9O-2B2,  BH/1 1/17,  821 1220O29 


DOCKETED  ITEMS 


93 


^  80  -2B5    FORT     CALHOUN    STATION.     UNIT    1 
F      Security,     medical,     emergency    &   fire   protection    plans 

H403030O97   Rsquosts     that    transmittal    sheets    confirming    receipt    of 
revised    amera«tTicu     plan    implementing    procedures    be    returned 
within    5    day*    of    -receipt 

JONES,  U    C          Omaha     Public    Power    District         B3/O&/02         COLLINS,  J   T 
Region    4,     Office     of    Director          lp          224B3   B41          24X 
Fieri*'  3O-2B5,  B3/OeW02,B4O3030099 

B4Q32H(Hi&   Forward*     public    version    of    revised    emergency    plan 
Imp  levant  Ing    procedures    W/o    procedures    W/JM  Felton   84O322 
rale-am    memo 

JQNE8.W    C          Omaha     Public    Power    District         84/01/10         COLLINS,  J   T 
R«g  Ion    4,     Office     of    Director         2pp          22B09    29O         24X 
Flehl     BO-2BB,  Hl/dl  /  10,  B4Q32B01i3 

S4032BO193    Forward  *     public    version    of    changes    to    radiological    emergent 
response    p  l*n    U/o     changes    W/JM  Felton   840332  release  memo 
JONES,  W   C         Omaha    Public    Power   District        84/01/10        COLLIN6,J  T 
Reulon.    4j     attic*     of    Director         2pp          22789'  360         24X 
Fichu    3O-2B9,  B1/Ol./ia,a4032B0193 

9403030138   Submit*     scenario    For    providing    emergency    preparedness    info, 
per   NRC    820114    Itr    &   reviled    emergency    preparedness   rule 
pub  Hulled    800B19 

COLLINS,  J.  T         Region   4i    Office    of   Director         B4/02/09        JONES.  U  C 
Omaha   Public    POWST*     District        2pp         H2490  OOI         34X 
-  30-28:S.B4/Oa/09,  B40303013B 


Q4030A0312  ForuiardB     order    confirming    util    commitments    on    emergency 
r»»pon»e    t-apab  il  1  t  y,  per   Oeneric    Ltr   82-33  Order    based    on 
commitment    con  tni  Tied    in    util    83041B    Itr    W/o    end 
MlLLERi  J   R         Operating    Reactors   Branch    3        B4/02/22        JONES,  M  C 
Qm»h*  Public   Power    District        lp        83952   164       24X 
Fi-chB    $Q-SB3>  B4/OH/22.  8403060312 

0403120062   n«tv«    to    inner  gency    p  Ian    implementing    procedures,  including 
OBC-6r     "Qennrol    Emergency    Actions,"    03C-12,     "Accidental 
Actuatlan    of    E*rlij     Warning    Siren   BIJS"    &   DSC-14,  "Emergency 
Duty    Action*    "    M/B4O301    trnnsmlttal    &  receipt    form 

*       amaha    Pub-lie     Pouier    District         B4/O3/01          39pp          22391    031         24X 
Fllhs    3O-SB3,  84/Q3/Ol,B403120062 


8403060396   Responds    to    Generic    Ltr    84-01    re    use    of    terms     Important    to 
safety    t<   safety-related    Steering    Committee    of   Util    Safety 
Classification   Group    mill    represent   util    in   further 
d  i  scuss  1 ons 

JONES, W   C         Omaha    Public    Power   District         S4/Q2/29         TAYLOR, J   M 
Director's   Office,    Office    of    Inspection   and   Enforcement         lp 
2231B    133         24X   Fiche    50-385,  84/02/29,  8403060396 

B4031301B3  Forwards    application    for   amend    to  License   DPR-40, revising 
Tech   Specs    to   add    limiting    conditions    for    operation, 
surveillance   requirements   &   administrative   requirements, per 
NUREG-0737 

*      LeDosuf,     Lamb,     Leioy    !<   MacRae         »      Omaha   Public    Power    District 
84/03/09        DENTON.K        Office    of   Nuclear  Reactor   Regulation,    Director 
3pp          33585   BOO         24X    Flehe    30-335.84/03/09,5403180153 

— 8403120192  Application    for   amend    to   License   DPR-40, revi sing   Tech  Spec: 
to   add    limiting    conditions    far    operation. survei! lance 
requirements    fc  arfmlni  strati  ve   requirements,  per  NUREQ-0737 
JONEB.W  C        Omaha   Public   Pouier   District        B4/03/OB        2pp 
22533    203         24X    Fiche    30-SB5, S4/03/09,  B4O313O1B3 

— B403130195  Proposed    Tech    Specs   re    limiting    conditions    for    operation, 
surveillance   requirements   &  administrative   requirements 
»      Omaha   Public    Power    District         84/O3/09         14pp         22583    203         24X 
Fiche    30-2B5.B4/03/09,B4031301S3 

B40313043B  Foruiards    schedule    for  addl    submittal    of  radiological 
effluent    Tech   Specs   based    on    results   of   790330  assessment   & 
manpower    requirements    for    19B4   refueling    outage   Neit 
submittal    will    resolve   remaining    Issues 

JONES, W  C        Omaha   Public    Power  District        84/03/09       MILLER, J  fi 
Operating    Reactors   Branch    3        3pp        32613  332        24X 
FlchB    30-3B5, 84/03/09,  S4O313043S 


84032B01S3   Forwards    request     for    addl     info    re    B40314   request    cancel 
Cycle    9   operation   Response   requested   within   30  days   of    Itr 
receipt    in   order    to  maintain   review   schedule  W/o   end 
KILLER,  J   R         Operating    Reactors    Branch    3         84/03/12        JONES, W   C 
Omaha    Public    Pouier    District          lp         228O9   289         H4X 
Fiche    90-235, B4/03/12,  B4033B01B3 


0      Inspection   reports,     IE  Bulletins    Sc   correspondent 


B4Q31901B4   Forwards     -changes    to    emergency    plan    implementing    procedures 
H/o   *ncl 

JONSa. W    C,       Omaha    Public    Power   District         84/03/03        COLLINS, J  T 
Raglan    4,    Otfltt    of    Director        lp        22668  343       B4X 
Flchff    00-BS5,  S4/03/03.  B403190134 


840336016B  Forwards    IE    Insp    Rept   SO-EB5/B3-36   on   B31512-14  No 
violations    or    deviations    noted 

OAQLIARDD.J   E         Region    4,     Office    of    Director         84/01/19         JONES, U   C 
Omaha   Public    Power    District        2pp        22757   336        34X 
Fiche    30-285, 84/01/19,  B40336016B 


B4O3Q9Q234    Ravliad    radiological    emergency    response    plan    procedures, 
Including    Procedure*    R3i     "Notification   Methods    d  Procedures" 
b    R2,     "Radiological     Eiposure    Control    "    W/B4O306    Itr 
JDNEB,  W    C         Omaha    Public    Pouier   District        B4/03/06        COLLINS,  J  T 
Raglan    4.     Office    of    Director         59pp         32372   227        24X 
Fiche    SO-283,  B4/O3/Q6,B403090234 

P      fJparatln?    licon**     stage    documents    fc   correspondence 

EMQ217019&    Faruard*     application    for    amend    to    License    DPR-40,  changing 
T«ch    Bpac    8«<:tlon  a      1     1,  1    3, 3    1    1.2    1    S,  2  3,  H,  10   3  h  Tab  IBS 
l-lfS-2(a-l    fc    3-3,  to    eliminate  requirement    to    inspect    fuel 
elnmsnti    ramovad    Prom  vessel    each    refueling 

M       L*Dt>«uf,     Lamb,      L.*lby    &   Macflae         *      Omaha    Public    Power    District 
34/02/11.        DE.MTDW-  H         Office    of   Nuclear   Reactor    Regulation,     Director 
3»p.        88379:146  B4X   Fiche    30-283,84/02/14,8402170136 


— B403360173    IE    Insp    Rapt    30-285/83-36   on   831312-14   No   violations    or 
deviations    noted    Major    areas    inspected    transportation    & 
solid    radwaste   program,  inc luding    mat   controls. select! on    of 
pac kages. del Ivery    of    packages  &  records    &   repti 

HOLLEY.H   L    ,     MURRAY.  D    ,     JOHNSON,  W   D         RHgion    4,     Office    of    Director 
B4/O1/12         5pp         22757    33B         24X    FicHe    30-285,84/01/19,8403260168 

8402210338   Forwards    5ALP    Rept    SO-3S5/83-38    for    Sept    1982    -   Aug    1983 
Overall    performance    satisfactory 

COLLINS, J  T        Region   4,    Office   of   Director        S4/02/10        JONES.  W  C 
Omaha   Public    Pouier   District        2pp        22346   23B        24X 
Fiche    50-385,8-1/03/10,8403210338 

—8402210343   Forwards    SALP    Rept    30-285/83-38    for    Sept    1982   -    Aug     1983 
OAGLIARDD.J  E        Region    4,    Office    of  Director        B3/12/14 
JONES, W  C        Omaha   Public    Power    District        4pp        22346    340       34X 
Fiche    50-BB5, 84/02/10,  B40221033B 


— 0402170166    Application    for    amend    to    License    DPR-40, changing    Tech   Spec 
See  ti  on*    1     1,  1.  3,  2    I,  1,  2,  1,  2,H  3,  2    10  2   (<   2    10   4   &  Tables 
l-li  Jf-2,  3-1    Si   3-3     to    eliminate    requirement!    to    Inspect 
fu*l    aliment*    removed    from   vessel    each    refueling 

JONEfl.  W.C         Omaha     Publ ic    Power   District        04/02/09        2pp 

22299-14?         24X    Fiche    30-2B3, 84/03/14,  B402170136 


-8402210348   BALP   Rept    5Q-2B3/B3-3B    for   Sept    1982   -   Aug     1983    No 
noncompliance   noted   Major    areas    inspected   mgt    involvement    in 
assuring    quality, approach    to  resolution   of    technical    issues 
!<  responsiveness    to  NRC    initiatives 

JOHNSQN.W  0   ,    OAOL1ARDO.J   E        Region   4,    Office   of  Director 
B3/12/13         42pp         22346    S44         24X    Fiche    50-285, B4/02/ 10,  B40321Q339 


—  9402170176    Pro  pa**  4     Tech    Specs    1    1.  t    3.  2,  1.  1,2    1.  S,  2  3,  2    10  2  b  T4bles 
I~lr2-2i3-l    4c   3-Sr  eliminating    requirement    to    in»pect 
fu»l     » lament*    removed    from   vessel    each    refuillng 

•      Omaha   Public     Pauer    District        84/02/09         MOpp         22299    191         24X 
FlchB    00-203,34/02/14,8402170136 


-8310060317  Forwards    evaluation   of   LERs    for    Sept    1983  -    Aug    1983  Util 
LERs    among    best   reviewed 

SEYFRIT.H  V        Reactor   Operations   Analysis    Branch        83/09/38 
SE1DLE,U  C        Division    of  Resident,    Reactor  Project  &    Engineering 
Programs         4pp         2234i.  286         24X    Fiche    50-285,84/02/10.8402210338 


B-4O301031S   Forward*     proprietary    !>  nonproprletarij    addl    info   re 
tta-ti»tlr«l    comblri' t  ion   of  uncertainties   reptipar  840213 
reiqutlt,  Appl  icatl-on     for   withholding    b  C-E  affidavit    end 
PrDBrlataru    Info   withheld    (ref    10CFRS  790) 

JONES.H.C         Omaha    Public    Power   District        84/02/24        MILLER,  J  R 
Operating    R«*ctor*    Branch   3       30pp.      22432  2B3       34X 
FlCh".  30-SBS,  84/02/24,8403010318 


-8402210357   Forwards    responses    to   BALP  Rept    50-385/83-38   ALARA  program 
under    review    to    improve    effectiveness  Radwaste   coordinator 
position   will    be    created    Internal    audit    program 
strengthened 
JONES, H  C        Omaha   Public    power   District        S4/01/10        GAOLIARDO, J  E 

Region   4,    Office    of   Director        12pp        B2346  290        24X 
Fiche    SO-3B3, 84/03/10,  B4022I033B 


DOCKETED  ITEMS 


640217O136    Forwards    application    for    amend    to    License-   DPR-40,  Chang  Ing 
Tech    Spec    Sections    1     I.I    3.2    1    1.2    1    3,3   3,  S,  1O   2   i,   Tables 
1-1,2-2.3-1    S.  3-Si  to   eliminate  requirement    to    Impact    fuel 
elemorits    removed    From   vestel    each    refueling 

»      LBDoeuf.     Lamb,     Leiby    &   MacRao          «      Omaha    Public    Power    Dittrict 
94/02/14        OENTQN,  H        Office    of  Nuclear   Reactor   Regulation.    Director 
3pp          32299    146         24X    FicJie    SO-BBS.  34/02/1  4.  B4031701S& 

— B40317O16A   Application    for    amend    to   License    DPR-40,  changing   Tech    Spec 
Sections     1    I.  i    3, 3    I     1.  2    1     S,S    3,  2-    1O  2   b    2    1O   4    (.   Tab  IBB 
l-liS-3i3-l    &  3-3    to    eliminate    requirements    to    Inspect 
fuel    el-events   removed    From    ve*-sel    each   refueling 
JONES.  H  C        Omaha   Public    Pauar    District        B4/O2/09        2pp- 
22299    147         24.X    Flche    SO-2B3,  84/02/14.  B40BI7Q1S6 

— 3402170176    Proposed    Tech    Specs    1     1.  1    3,  2    1     1.  S    1    2,3   3,  2    1O   S   6   Tables 
i-i.  2-2.3-1    &  3-5,  el  iminat  Ing   requirement    to    Inspect 
fuel    Elements   removed    from   vessel    each    refueling 

*     Omaha    Public    Power    District        B4/O2/Q9        llOpp        22299   131.       34X 
Flche    30-285,  B4/02/ 14,  B402170IS6 

8401190072    IE    Info   Notlc*    B4-13.     "Potential    Deficiency    in   Motor 
Operated    Valve  Control    Circuits  b   Annunciation    "  Eve    Hit 
end 

JORDAN.  E  L        Dlviilon   of   Emergency    Preparedness    &   Engineering 
Response     (Post   330103)          34/03/28  Consol  Hated    Edison    Co      of   New 

Vort.      Inc          HBpf          22909   S3?        24X    Ficha    50-OOO,  H4/02/2a,  B4O119O072 

B4Qa090O07    IE    Info  Notice    84-14,     "HijnHjlits   of   Recent   Transport 
Regulatory    Rttva    by    DOT   &   NRC,  "   Svc     list    end 

GRACE.  J  N        Division  ol    QAr    Safeguard*   &    Inspection  Programs    (Post 
B30I03)         B4/03/02  Consolidated    Edison,  Co      of   Nfru  York,     tnc 

130pp          22532339         S4X    Flche    SO-OGO. B4/03/02, B40E070Q07, 


B403130200   Forwards    response    to    IE   Bulletin    QO-ll.     "Masonry    Wall 
Design*"   par  840206  request    Damping    values    of   2V.   for   DDE  & 
A/.  SSE    used    for    unrelnf orced    masonry   ualls 

JDNEB.U  C        Omaha    Public    Power   District        84/03/09        MILLER, J  R 
Operating   Reactors.   Branch    3        9pp        22613  079        S4X 
Flche    30-283.84/03/09,8403130200 

3-102090031    IE   Bulletin  84-02,     "Failures   of   QE  Type   HFA  Rel«us    in   USB    in 
Class    IE  Safety   Sy a    "   Svc    lilt    enc  1 

DEYOUNQ.R  C        Director's   Office.    Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated   Edison  Co      of   Neu   Vork,     Inc 

134pp         22323094         24X    Fiche    30-000,  G4/O3/  12,  B402090031 

640319027?  Ack   receipt   of   84O214    Itr    Informing   MRC   of    steps    taken    to 
correct    violations   noted    in    IE    Insp    Rept    50-283/33-30 
GAGLIARDO.J  E        Region   4,    Office   of   Director        84/03/13        JONEB.  H  C 
Omaha   Public    Pouer    District          lp         SS67S   059         34X 
Fiche    30-385,84/03/13,3403190279 

--B403190281   Responds    to   B40123    tele  on  re   violations    noted    in    IE    Imp 
Rapt    30-205/83-30  Corrective    actions.  Engineer  ing    Evaluation/ 
Assistance   Request  FC-S4-OQ    initiated    on    £340116   to   upgrade 
decontamination    f  ac  i  1  i  ty.  i  nc  luding    thouer,  stal  1    ft   plumbing 
JONES, W  C        Omaha   Publli    Poojer    District        S4/02/14        DENISE.R   P 
Division  of  Resident,    Reactor  Project   &  Engineering   Programs        2ap 
22672   030         34X   Flcha    50-2B3.  04/03/13.  9403190279 

Gfl03a7024"?  Foruiards    replacement   Pages    1,7,  B,  23, 29  b   30  to    1983-1993 
inservice    insp    program  plan    dtd   830926   Reason*    l< 
justification    Par    changes    &    exemptions    listed 

JQNE8.H   C        Omaha   Public    Pouier   District        S4/O3/19        MILLER,  J  R 
Operating   Reactors    Branch    3        2pp         3S772    10B        24X 
Flche    30-233,84/03/19,8403270249 


B40209000B   IE    Info  Notice    31-16.     "Failure   of  Automatic    Sprinkler  Sy* 
Valves    to  Operate    "    Svi    list    end. 

JORDAN, E  L        Division   of    Emergency   Prepar»dne*&   1  Engineering 
Response    (Pot   830103)         B4/03/02  Contol  Idated   Edison   Co      of   New 

Var*.      Inc          122pp          22553   09B         24X    Flche    SO-000,  B4/03/O2,  S40209000B 

B1020900D9    IE    Info   Notice    B4-15,     "Reporting    of    Radiological    ReUaiei     " 
Svc    list    encl 

JORDAN.  E  L        Dtvislon   of    Emergency    Preparedness   &  Engineering 
RBiponae    (Post    B30103)          Q4/O3/02  Cansaliria ted    Edison    Co      of    N«u 

Vork,     Inc          119pp         22953    217         31X    Flche    30-000,  B4/03/02.  B40209OOO9 

G402070011    IE    Info  Notice   34-17.     "Problems   U/Liqirid   Nitrogen    Cooling 
Components   Delau  Nil    Ductility    Temp    "  Eve    list    encl 
•JORDAN.  E  L        Division   of    Emergency  Preparedness    &  Engineering 
Re&pons*    (Poit    330103)         B4/03/05  Consol Ida  bed   Edlsnn    Co      of  Weu 

Vortf     Inc          I17pp          22553   336         24X    Ficfi*    30-000,94/03/03,9403090011 

B1G3\2Q14T  Submits   tabulation    of    comparative   analysis  results   of 
unknown    Liquid    sample   Results    will   appear    In   neit 
(onfirma tory   measur ementi    Insp    rept    Criteria    for   comparing 
analytical    measurements    end 

CAQLIARDCI,  J   E         Region    4j     Office    of    Director         B4/D3/06         JO\E3,  H   C 
Omaha  Public    Pouer    District         3pp         22589   254        24 X 
Fiche    50-283,  84/03/uo,  8403120147 

B4O2070024    IE    Info  Notice   84-0^  Rev    1,     "Lessons    Learned    From    Inspl    of 
Fire  Protection  Safe   Shutdoun  Sys    "    Svc    list    encl 
JOfiDANjE  L        Division   of    Emergency  PrepareineBi    Ji  Engineering 
Response    CPoit   B301O3)        B4/O3/07  Consolidated   Edison   Co      of  Net, 

York,      Inc          llSpp.        32633   049.        34  X    Flche    50-000.  S4/03/07.  S40S09OQZ-! 

ai02O9OO2B    IE    Info   Notice    B4-LB.     "Streis    Corrnilon    Cracking     In   PUR 
Bys    "   Bvc    list    enel 

JOHDAN.E  L       Division   of   Emerjjoneij   Preparedness    &  Engineering 
Reiponse    (Poit    B30103)         84/03/07  Consolidated   Edison    Co      of   Htui 

York,      Inc          llBpp          225B4    1B&         24X    Flche*  50-000, 04/03/07.  840209002B 

B4D3190037   Acfc   receipt    of   640303    Itr    informing  HRC   of  ntops    taken   to 
correct    violations   noted    in    IE    Insp   Rept  50-2BS/83-31 

Imp  lamen  tatlnn    af   corrective    actions   mill    bt  revleuied    during 
future    insa 

CAOLIARLO,  J  E        Region   4,    Office    of   Director  84/03/08        JONEB,  H  C 

Omaha  Public  Power   Dlitnct         lp        SSAbb   123  24X 
Fiche    BO-2B9.  B4/03/Ofl,  8403190057 


— Q40327O253  Revised  pages  to  inservlce  insp  program  submitted  830926 
*  Omaha  Public  Pouer  District  84/03/19  ipp  2277B  107  24X 
Ficho  50-283,  B4/03/19,  S40327O249 

B40H09D043    IE    Info   Notice   84-19,     "Tuo   Events    Involving   Unauthorized 
Entries    Into  PWR   Reactor   Cavities    "    Svc    list    encl 
JORDAN,  E  L        Division  of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)        84/03/21  Consolidated    Edison   Co      of  Nelu 

York.     Inc          123pp          22B23    239         24X    FichH    50-000.  B4/O3/S1,  B402090043 

B40S090044    IE    Info   Notice  84-20,     "Svc    Life    of    Relays    in   Saf ety-Relateit 
ays    "   Svc    ) 1st    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post   8301O3)        B4/03/21  Consolidated   Edison    Co      of   Neiu 

Vork.     Inc          135pp         22733    001          24X    Flche    90-000,84/03/21,8402090044 


R      Periodic    operating    reports    &   related    correspondence 


B40305013S  "Annual  Rent  for  Tech  Spec  Section  B  9  1  0,1983"  & 
"Semiannual  Rept  for  Tech  Spec  Section  3  9  4,Jul-Dec  1983," 
U/B40301  Itr 

JONES,  W    C         Omaha    Public    Pouer    District         83/12/31         2OOpp 
224B9    172         S4X   Flehe    50-3B3,  B3/12/31,  B40305013B 


B40320017&  Monthly    operating    rept    for    Feb    19B4   U/B40313    Itr 

MATHEWS.T  P    .    JDNE9, W  C        Omaha  Public    Power   District         B4/02/B9 
DEYOUNQ.R  C        Director's   Office.    Office    of    Inspection    and 
Enforcement         lOpp          22699   3S7         24X   Fiche    50-289.84/02/29, 
8403200176 


S      Reportable    occurrences,    LERs   Si  related    correspondence 


84030S0124  LED  84-00,1-00   on   640122,  crane    supervisor    left    spent   fuel 
pool   area  uihile    key    still    in    interlock    bypass    suitch    in 
bypassed   position,  contrary    to   Tech    Spec    2    1KB)    Caused    by 
personnel    error   Event    discussed   ui/ Individual    U/B40B22    Itr 
RICHARD, A  U    ,    JONES.H  C        Omaha  Public    Pouer   District        84/02/22, 
3pp         22489    162         24X   Flche     50-SB5, B4/O2/22, 84030301H4 


DOCKET    90-236    INDIAN   POINT   STATION,     UNIT    3 

F      Security,    medical,     emergency    &   fire    protection   plans 


— B1031900al    Responds    to   NRG   34010S    Itr   re  violations  noted    in   IE    tnap 
Rept    SO-28S/B3-31. Corrective  action*   meekly    review  of 
radiation  work    permits    dl seontlnueif    In  favor    of    d»i  ly, 
ueeklij.  monthly    t   special    surveys    of   radiological    condition* 
JONES,  M  C        Omaha  Public    Pouer   District        B4/OS/03        DEN  I  BE,  R   P 
Division   of  Resident,    Reactor  Project    &  Engineering   Program*        3pp 
22666    129        24X  FlcKe    50-2B5,  B4/O3/OB.  B4O3190057 


B403020171    Foruiards    order    confirming    utl  1    commitment*    to    implement 
requirements    of   Buppl    1    to   NUREG-O737   Order    based    on   B3041B 
8<  OB23    Itrs    in    response    to   Generic   Ltr    82-33 

VAROA.  S   A       Operating   Reactors    Dranth    1        64/02/21         DAYNE, J  P 
Pouer  Authority    of    the  State    of  Neu  York         4pp        22491    091         24X 
Fiche>  30-2B&,  B4/02/21,  8403020171 

— 8403020175  Order    confirming    licensue   B3041B  t  OBB3   commitments    on 
emergency    response   capabl 1 1 ty. per   requirement*    of  Sup  pi    1    to 
NUREQ-0737  fc   Generic   Ltr    83-33 

EiSENHUT,  DS        Division    of    Liconsing         84/02/21  pouter   Authority 

of    the  State    of    New  York         ipp        22491    095        24X 
Fiche    50-B86,B4/02/21,B403020171 
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€•403030352  Advises    that    NRC    will    not    review    emergency    plans    to   delete 
privacy    or   proprietary    info    unless    specifically    requested    by 
licensee,  per   010709   Generic    Ltr   Bl-27  U/o   request, entire 
plan   ulll    be    placed    in  PQR 

POLK,  P   J        Operating    Reactors    Branch    1        B4/02/21        DAYNE,  J  P        Power 
Authority    of    tha   State    of   New   York        3pp        313492   222        24X 
Flchl    30-286,  B4/02/2I,  B40302Q332 

H4Q3OE0333   Forwards    IE    Insp    Rept    30-2B6/84-01     on    B40109-11    No 
violations   noted 
MARTIN.  T   T        Division    of   Engineering    (•  Technical    Programs        81/02/21 

BRONB,  J  C,       Power   Authority    of    the    State    of    New   York         2pp 
2243?   023         24X   Fie  ha    30-286.  B4/O2/2I,  B4Q3Q2Q333 

— B4O3020337    IE    Imp    Rept    50-266/84-01    on   840109-11    No   violation!   noted 
Major    areas    Inspected    public    prompt   notification    ays 
WOJNAS.E  J   i    CROCKER.H   W        Region    I,     Office    of   Director        B4/02/17 
3pp.        22439   025         24X    Fiche    30-286,  84/02/21,  B403020333 

B4Q809QQ06   Hoard   Notification    84-034    forwards    R   Vollmer   84O206  mama    to 
D   Eisenhut   re    fire    rasoareh    results    concerning    fires    in 
electrical    cabinets    In   control    room 

eiSeNHUT.D.Q  Division  of  Licensing  84/O2/23  PALLADINO 
Commissioners  Ip  22376  203  24X  Flche  3Q-OOO, B4/O2/23, 
S402Q9000i 

— B4Q30B0316  Recommends    that    info  r«    fire    research    result*    concerning 
fires    in   electrical    cabinets    in    contra!    room   be    submitted 
for   board    notification, per    NRR   Ofc    Ltr    19. dtd    021001    Further 
•valuation   of   test    data    required 

VDLLMER.R  H        Division    of    Engineering         B4/OB/O6        EISENHUT.D  0 
Dtviiion   of   Licensing         lOpp        22376   201        H4X 
Flche    50-000,64/02/23,8402090006 

8403090211    Revised    emergency    plan   procedures, Including   Procedures 
IP-1011    re    offsite    monitoring, IP-1O21    re    radiological 
mrdlcal    emergency    t,    IP-1063   re   vehicle/equipment 
radiological    check    &    decontamination   W/B4030B    Itr 
»      Pouier   Authority    of    the    State    of    Neu   York         04/03/03        43pp 
22373'001         24X    Flche    30-S86,  B4/03/03,  B40309021 1 

B4O3130162  Foruards    remaining    f«e    for    review    of   Rev   8   to    physical 
•ecurity    plan, per    IQCFR17Q  22   Revleu    Interpreted    as  Class    II 
fee   Remittance   paid    under    protest    pending    final 
tie  termination   of    legality    of    fee    schedule 

BAYNE-J  P        Power   Authority    of    the    State    of    New   York         B4/03/03 
DIQQS.R   M        License    FOB  Hanagement   Branch         2pp         22619    214        24X 
Fiche   30-286,84/03/03, S40313016S 

0403190243  Notification    of    840418  workshop    In    King    of  Prussia, PA    to 
discuss    lessons    learned    from   recent   App    R    fire    protection 
tufa    shutdown    imp    d    topics    described    in    IE    Info   Notice 
B4-09  Agenda    for   workshop    and. 

HURLEY.T.E,       Region    1,    Office    of    Director        04/03/07        D'TOQLE,J  D 
Consolidated    Edison    Co      of   Neiu  York,     Inc         CAREY,  J  J        Duiiuesne  Light 
Co,       MARTIN,  T  J        Public    Service    Electric    t.  Oas    Co      of    Neu   Jersey 
33pp         22672   062         H4X    Fi che'  30-000,  B4/03/O9, B40319Q243, 

B40319023S  Ack   receipt    of   B40214    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE  Emergency    Preparedness 
Appraisal    Rept    50-2B6/B 1 -03 
MARTIN,  T  T,       Division    of    Engineering    S<   Technical    Programs         34/03/13 

BRONSiJ  C  Pouier  Authority  of  the  State  of  New  York  2pp 
aSt-72  221  24X  Flche  50-296,  B4/Q3/13,  B40319Q23B 

— B4C-3190263  Responds    to   NRC    B11119    Itr   re   violations   noted    in    IE 
Emergency   Preparedness    Appraisal    Kept    3O-2B6/S1-03 
Corrective   actions    pott-accident    instrumentation   &   sampling 
requirements    per    NUREO-0737   h  Reg    Quids    1,97    implemented 
B«ON8,J  C        Pouier    Authority    of    the   State    of   New  York         84/02/14 
MARTIN,  T  T        Division   of   Engineering    &  Technical    Programs        Zpp 
22672   223,        24X    Fl  ch»,  30-2S6,  B4/03/13,  B40319023B 

8403170396  Responds    to   B4020S   request    for    info   re    emergency    operations 
Facility    (EOF)  i  specifically    prel 1  mi  nary    cost    estimate    For 
upgrade    to   overall    radiation    protection    factor    of    five 
Existing    EOF  meets    Suppl    1    to    NUREQ-Q737   requirements 
BAYME.J  p        Consolidated    Edison  Co      of   Neu   York,     Inc        B4/03/14 
VAROAiS.  A,       Operating   Raactori   Branch    1         2pp         S2A74   354        24X 
FlcJie    50-286,  B4/O3/  14,  B403190296 


J      Insurance   t.    Indemnity    information 


8403260197  Forwards   Endorsement   4B    to  NEL1A  Policy   NF-236,  Endorsements 
69   &    73    to   NELIA   Policy    NF-20B,  Endorsement    99    to   MAELU 
Policy    MF-77    b   Endorsement    67    to    NELIA   Policy   NF-230 
GOLDEN,  M   P         Marsh    t,   McLennan.     Inc         B4/O3/12         SALTZMAN,  J 
Assistant  Director    for   State    t>  Licensee  Relations        6pp        22791   O33 
24X    FUhe    30-000,  84/03/12.  B403260177 

P      Advisory   Committee    an  Reactor  Safeguards    reports   fe   correspondence 

B403030030   Responds    to    FDIA    request    far    documents    re   PASfJV    submlttal    on 
syi    interactions,  rep  ts    evaluating    aubmittal    &    lilt   of 
rep  ts/analyses    from   LLL    evaluating    PASNY    sys    interaction 
program  Forwards   App    A  documents 

FELTQN,  J   M         Division    of    Rules    and    Records         83/12/O7         SHOLLY,  9 
Union    of   Concerned   Scientists        &pp        22323  09B        24X 
Fiche    50-000,  B3/  12/07.  S103030020 

—  7912030923   Requests    comments    on   791012   ACRS    Itr    re    sys    Interaction 

Plans  inhouse  meeting  for  791113 

SCHMENCER.A    Operating  Reactors  Branch  1  (Pre  SOO423)    79/11/09 

KANAUER.5   Assistant  Director  for  Plant  Systems   ZECH,  0 

Division  of  Operating  Reactors   QAMMILLi  U   Assistant  Director  for 

Operating  Reactor  Projects  (Pro  791030)    Ip   S2S27  Hi   24X 

Ficho  90-000,  83/12/07,  3403030020 

—  B20S090297  Provides  status  rept  on  NRC  evaluation  of  licensee  sys 

interaction  study  Initial  guidance  delayed  pending  further 

cost/benefit  analysis  Generic  program  revleu  planned  for 

Fall  19B2 

GOODWIN,  E  F       Technical    Support   Branch        B2/07/30        FRALEY,  R  F 

ACRS   -  Advisory    Committee    on  Reactor   Safeguards        2pp        22526  265 

24X    Fiche    50-000,  B3/12/07,  B403030020 


—  8403030034  Discusses   791115  meeting    re   ACRS   Itr    on    Indian   Point  3   sy 
interactions 

aCHUENCER.A         Operating    Reactors    Branch    I     (Pro   800423)         79/12/05 
EISENHUT.D  6        Division    of    Operating   Reactors        2pp        22327    147 
24X  Fiche    30-000,83/13/07,8403050020 


P      Operating    license    stage    documents   &   correspondence 


8403030017    FQ1A   request    for    SECY-78-969. UCID-19310,     "Review    Of    PASNV 
Sys    Interaction  Study"   h   records    of   NRC    staff  b   consultant 
revleu)   of  PASNY   itjs    interaction   study   an    Indian  Point  Unit 
3 

BHQLLY,  S   C        Union    of   Concerned   Scientists        83/10/20        FELTQN, J  M 
Division    of   Rules    and    Records         Ip         22323   O97         24X 
Flche    50-286,83/10/20,  B4030S0017 

B403030020  Responds    to   FDIA   request    for    documents   re  PASNY   submittal    on 
sys    interact  ions,  rep  ts   evaluating    submittal    ti    list   of 
repts/analyses    from  LLL   evaluating   PASNY   sys    interaction 
program   Forwards   App    A  documents 

FELTON, J   M         Division    of    Rules   and    Records         Q3/12/07         BHOLLY, B 
Union    of   Concerned   Scientists        6p|>        22325  098        24X 
Fiche, 30-000, 83/12/07,  B40309OO20 

— 8103040048  Discusses    NRC    requests    for    licensee    sys    Interaction    studies 
Forwards    draft    Itr    to   uttl    documenting    past   advise   & 
requesting    meeting    date   uhen   util    can   provide    definition    EC 
realistic    schedule    for    sys    interaction   program 
RUBENSTEIN. L  &        Assistant    Director    for   Core   &  Containment  Systems 

Bl/02/10        NOVAK,  T  M        Assistant   Director    for   Operating    Reactors 
5pp        32337    173        S4X   Fiche    30-000,83/12/07,9403050020 

— B1042208B1    Summary    of  810402   meeting   w/uti  1,  Etiasco,  LLL  it  ONL  re    stains 
of    sys    interaction    study 

ROSB,  W  J        Operating   Reactors  Branch    1        81/04/09  Operating 

Reactors   Dranch    t        4pp        22326    192        24X   Fiche    30-000,83/12/07, 
8403030020 

— 8303080290  "Preliminary  Investigation  of  Interconnected  Sys 
Interactions  for  Safetg  Injection  Sys  op  Indian  Point  3  " 
ALESBD, H  P  Lawrence  Livermore  Laboratory  S3/03/04  NHC  -  No 

Detailed    Affiliation   Given         33pp         SS326    139         24X 
Flche    90-000,  83/12/07,  B4030300HO 


spondence 


S403Q1O170  Foruardn   Resolution   76   authorizing    County    participation    in 
four-countg    radiological    planning    task    force    l<   authorliing 
us*    of   County    employees    far    radiological    emergency    response 
prap-arsdness    Implementation   requested    W/C»rti  f  icate    of    Svc 
SEICERMAN, V  K        Rot  Hand    County,    NY        B4/OS/13        PALLADINO, N 
ComnUslonirs        3pp        22439   307        24X   Fichl    30-247,84/02/19, 
8403010170 


-B303230119  Notification   of   830311    meeting    ui/DNL  «•  LLL    In   Hethesda,  MD 
to    discuss    details    of   contract    scope    for   application    of    sys 
interactions   analysis   methods    to    Indian   Point  3 
COFFMAN,F        NRC   -  No   Detailed   Affiliation   Qlven        83/03/03 
THADANI,A        Reliability    &  Risk    Assessment   Dranch        23pp 
22326    268         24X   Fiche    3O-OOO, 83/12/07,  B403050020 


-8307390306   Notification    of    B30B09    follow-up    meeting    W/util     in 
BethesdaiMD   to    discuss    sus    Interaction   at    facility 
POLK.P   J        Operating   Reactors   Branch    1        83/07/22        VARSA, S  A 
Operating   Reactors    Branch    1        3pp        22323  248        24 X 
Flche    30-000,63/12/07,9403050020 
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-B3OBO4OQQ3   Forwards    proposed    tent    for     1  tr-    to    PASNY    requesting    Info    for 
sy»     interaction    methodology     studies    Timing    Far    receipt    of 
documents    critical    to    plan    far    revolving   Unresolved  Safety 
Issue    A-17   Eipodl ted    transmittal    reques ted 

THADAHI.A    C         Reliability    !<    Hlsk    Assessment    Branch         63/06/14 
VARGA.5   A         Operating    Reactors    Branch    1  lp         S3 525    I9B         24X 

Fiche     50-00-0,B3./12/07,  B403Q5DQ20 


0403090267   Forwards    updated    Info  re    sys    inceractlon   study,  per    util 
B31I30   Itr   Central    control    room  review   concerns    resolved 
Twenty    connected   &  417   of   620    unconnected    Interaction* 
closed   Specific:    summary/status    tables    enc  1 

BAYNE,  J  P        Power   Authority    of    the   State   of   N»u   York        84/03/06 
VARGA,8A        Operating    Reactor*    Branch    1         47pp         SSS7S    149         24X 
Fiche    50-266,84/03/06,0403090367 


-B31Q170713    Identifies    info    required    6y    LLL    from    util     for    Contract    re 
sgs     interaction    study    covering    off    normal     operating 
procedural    b   check-off    procedures    b    lists 

MQRRIS.C         Reliability    !.   Risk    Assessment    Branch         FIN   A-0445 
83/O9/29         POLK.P    J        NRC    -    No    Detailed    Affiliation   Given         2Bpp 
35535    357         24X   Fiche    50-000, B3/12/O7. B40303002O 


0403160009  Forwards    application    for    amend    to   License   DPR-64, ch»ng Ing 
Tech   Spec    Sections   3    13.4    11    it  6    10  re    iniibber    surveillance 
B.AYI4E,  J   P         Power    Authority    of    the    State    of    New   York         B4/03/12 
VARflA,  B   A        Operating    Reactors    Branch    1         4pp         22634    323         H4X 
F>che    30-296,84/03/12,8403160009 


-B403030C-23   "Dlagrap h-Matr i i    Application    on    Indian   Point    3    For    Sys 
interactions,"    statement    of    tuork    Related    info    encl 
»      NHC    -   No    Detailed    Affiliation   Oiven         FIN    A-0445         B3/12/07 
33[ip          22S25    111          24K    Ftch*    3O-000,  B3/  12/07.  BHO3030O2O 


— B403160017   Application    for    amend     to   License    DPR-64i  Cheng  ing    Tech    Spec 
Section   3   13.4    11    &  6   10  re    snubber    surveillance 
BAYNE,  J  P        Pouier    Authority    of    the   State    of   Neu  York         04/03/12 
lp.        32654   329         24X   Fichu    50-386,  B4/03/ 12. 0403160009 


-B4O3050034   Draft    "Evaluation   of    Indian  Point    3   Sys    Interaction 
Analysis   Program    " 

*      NHC    -    No    Detailed    Affiliation   Given         B2/02/2O         7pp 
22535    104         24X    Fiche    5O-OOO, 83/13/07,  B40303CO20 


— 3403160021    Propose!)    Tech    Spec    Sections  3    13,4    11    It  6   1O   re    snubber 
surveillance   Safety    evaluation    encl 

*      Power  Authority    of    the   State    of   Neu  York        84/03/12         16pp 
22634   330         24X    Fiche    50-286,84/03/12,3403160007 


— S4Q3O30025    Informs    that    listed    individual?   iui  1 1    visit    site    during  uiV    of 
S31O17   Svcs   re-quested  &    schedule   provided   Related    info   encl 
MORRIS,  C         Division    of    System's     Integration    (post    B11Q03)          FIN 
A-04SS         03/10/04         CDFrrtAN.F    0         Division    of    Systems     Integration 
(post    811005)         2Ipp         22526   O31         24 X   Fit/is     SO-OQO,  33/1  2/07, 
S40305DO2O 

--8403050027    Notification    of    831121-23    site    visit     to    obtain    info    re    lus 
interaction  methodo logy    study 

POLK.,  P    J         Operating    Reactors    Branch     1          33/10/31         VAROA.  B   A 
Operating    Reactors    Branch    1        Spp        32326   O33        24X 
Fichu    50-000.83/12/07.8403050020 


B4Q2090Q4I    Board    Notification   04-03O   provides   Commission    policy 
statement    (.  proposed    rulemaking   on    environ   qualifications 
EI8ENHUT,  D  0        Division   of  Licensing.       04/03/14  Atomic    Safety    and 

Licensing    Board   Panel        lOpp        22716   330        24X  Fiche    50-000,04/03/14, 
6402090041 

0403290100    Informs    that   util    eipetts    to    complete    commitment    on 
NUflEQ-0737,  Item   II    B   3  re   post-accident   sampling    sy«   by 
June    190S 

DAVNE.  J  P        Poiuer    Authority    of    the    State    of   New  York         B4/03/23 
VAHflA,  8  A        Operating   Reactors    Branch    1         lp        22806  356        24 X 
Ficha    50-266,  B4/03/23,  B40329O1OO 


-B403030029    SrSTfMS    INTERACTION   EVALUATION   PROCEDURE   FOR    APPLICATION    TO 
INDIAN   POINT-3 

LIM,  J    J   ,     ALESSO.  H   P    ,     RICE,  T   R         Laurence    Livermore    Laboratory 
FIN    A-040S         NUJiEO/CR-2050         B1/O4/30  NRC    -    No    Detailed 

Affiliation   Given,         SOpp         S2526    OB9         S4X    Fithe    50-000,  B3/12/07. 
B4O3O5OO2O 


S4O32901 52  Bubml ts    paragraph    Inadvertently    omitted    from   B3123O   Itr 
providing    status   rept    on   makeup   Ulster   resin    retention 
filters 

BAYNE.J  P        Power    Authority    of    the   State   of   Neui   York        B4/03/S3 
VAROA,  0  A        Operating  Reactor*    Branch    1         lp        2S003  3S1         S4X 
Fiche    50-SBo.  04/03/S3,  B4032901  32 


-eiO3O30O3S    "Review   of   PASNY    Sys    Intorac t ion   Study    " 

ALEBSD,  H   P         Laiuranee    Livermore    Laboratory          KELLY,  J    E 
Applications.     Inc          B 1/06/1 5         9pp         22336     196         24X 
Ficha     50-GOO, S3/12/O7.B4O3030020 


— H403O5O037   Discusses    effect    of   control    sys    failures  on    plant    safety 
STOLI,JF        Systems    Interaction    Branch        BO/12/1B  Systems 

Interaction   Branch         lp         S2527    193        24X  Fiche    50-000,83/12/07, 
B403-Q30Q20 

--840305O03B    "Revlou    of   PASNY   By s    Interaction  Studu    " 

ALESSQ.H  P        Laurence   Livermore   Laboratory         UCIO-19130        S5/03/OI 
7pp          2E536    336         24X    FieJie    50-000,  B3/12/07,  B4O305D020 

B4030SQ179  Fourth   partial    responie    to   FOJA  request    for    sii    categories 
of    due uments    re   facilities   Forward t   App   A   documents   App    B 
document    entirelg    withfteld    <ref  FOIA  E>«mption    S)    Revteui  of 
addl    documents    sub j    to   request   continuing 
FELTON'J   H         Division    of    Rules    and    Records         S4/O2/13         ANDERSON,  5    I 

Garvoy,     Schubert,     Adams    t.    Barer         7pp         22983   226         34 X 
Fiche    30-000,84/02/13,6403060179 

G403D20064    Notification    of    B40423   meeting    u/util     in    Oethesda.MD    to 
diBcuas    resoljtlon    of   out  stand  Ing    Issues    re   electrical 
equipment    environ    qualification 

POLK.P    J         Operating    Reactors    Branch     1         84/02/34         VAROA. S   A 
Operating    Reactors    Branch     1          2pp          H2491     194         SIX 
Ficha    Stt-206,  B4/02/34,  84O3020064 

6403030041    Notification    of    B403DB  meeting   ui/uti  1    In  BBthe«da,nD    to 
discuss    sys    interaction    s tudy    submit tal 

POLK,P    J         Operating    Reactors    Branch     1         94/Q2/SH         VAROA,  S   A 
Operating   Reactors    Branch    1         4pp         23527   324        24X 
Fiche    50-386.  84/02/24,  B403050041 

B403050293  Notification   of   840327-29  meeting*  u/util    in   Buchana.NY   to 
discus's    eys    interaction    itudi; 

POLKrP    J        Operating    Reaetora   Branch    1        84/03/24        VAHOA, S  A 
Operating   Reactors    Branch    I         3pp        2S501    264-       H4X 
Fiche- 50-236, 84/O2/34,  8403030293 

0403060044   Forwards   SEB    for    NUREQ-O737,  Item    1 1    0    3   2   re    plant 
shielding   Actions    taken   or    planned    for   post-accident   vital 
area   access    satisfy    requirements    of  WU RED- 0737 
VARQA.B   A        Operating   Reactors    Branch    1        94/O2/2B        BAVWE. J  P 
Poiuer   Authority  of    the   State    of   Neu  York        ipp         2252B  318        24X 
Fl  che-  S0-38i,  S4./02/2a,  B403060044 


0      Inspection  reports,     IE  Bulletins    b   correspondence 

0403020353  Forwards    IE    Insp    Root    30-286/64-01    on   B4Q109-1 1    No 
violations    noted 
MARTIN.  T   T        Division   of   Engineering    t.  Technical   Programs        84/02/21 

BROWS.  J  C        Pouier  Authority    of    the   State    at   Neu  York         Spp 
22437   023         24X   Fiche    50-206.  04/02/21, 6403020353 

— B4O3020357    IE    Inap    fiopt    5Q-206/B4-O1     on    040109-11    No   violations    noted 
Major   areas    Inspected    public    prompt   notification    sys 
WOJNAS.E  J  ,    CROCKER-H  W        Region    1.    Office    of   Director         04/02/17 
9pp         22439   02S         24X    Fiche    50-586,84/02/21.8403020353. 

8401190072    IE   Info  Notice  84-13.     "Potential    Deficiency    In    Motor 
Operated   Valve   Control   Circuits   &    Annunciation    "   8vc    list 
encl 

JORDAN, E  L        Division   of   Gmeroencij    Preparedness   d  Engineering 
Response    (fait   03O103)        04/02/2B  Consolidated    Edison    Co      of   Neu 

York,     Inc          llSpp         33909    239         24X    Fiche    50-000,84/02/88,8401190072 

84O313O146  Forwards    IE    Insp   Dept    50-266/84-02   on   B40116-0213   &  notice 
a f    via  let  ion 

BTAROSTECKI.R        Division    Df    Project   &  Resident   Programs         B4/03/01 
BFIONS.J  C        Power    Authority    of    the   State    of    Neu  York        2pp 
33643   027         24X   Fiche    30-296, B4/03/01, 04031 50146 

"B403130H9  Notice    of    violation    from    insp    on   B40116-0213 

"      Region    1.    Office   of   Director        84/03/01         lp        22643   029        24X 
Fiche    50-206, 94/03/01, a4031SOI46 

— B403130166    IE    Insp   Ilept   50-286/34-02    on   040116-0215  Violation   noted    RHf 
sys    changes   not    delineated    on   su,«   print    or    io»    checkoff    lift 
&  safety    evaluation   not    performed 

KENNY,  T  J  ,    RdBSBACH,  L  W        Region    1.    Office    of   Director 
NDRRHOLh.L        Division   of  Engineering    &  Technical    Programs. 
94/02/22        13pp        52o43  030        24X   Flchg    50-206,84/03/01,8403190146 

8402090007    IE   Info  Notice   34-14,     "Highlight*    of   Recent   Trantport 
Regulatory   Revs    by   DOT  It  NRC    "    Svc    list    encl 

GRACE,  J  N        Division    of  QA,    Safeguards   &    Inspection  Programs    (Post 
B30103)        84/03/02,  Consolidated   Edison   Co      of  Neu  York.     Inc 

130pp        22552'  329        24X  Fiche-  30-OOOj  B4/03/02,  8402090007. 
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3408070008    IE    Info  Notice   B4-16.     "Failure    of    Automatic    Sprinkler  Sys 
Valves    to   Operate    "    Svc    list    end 

JORDAN.  E  L        Division   of    Emergency    Preparedness    tt  Engineering 
Response     (Post    B3D1O3)          81/03/02  Consolidated    Edison    Co      of   Neu 

Vork,      Inc          122pp          22333    09B         24X    Fiche    30-000. B4/O3/02, B40S090QOB 

B4Q2O900O9    IE    Info   Notice   84-15.     "Reporting    of   Radiological    Releases    " 
Svc    list   end 

JDRDAMi  E  L        Division   of   Emergency    Preparedness    It  Engineering 
R««pon»e    (Pott    630 1O3)          84/03/02  Consolidated    Edison    Co      of   Neu 

Yorki      Inc          H9pp          22353    217         24X    Fiche    30-000,  B4/O3/02,  B402090001? 

B402O90011    IE    Info   Notice   84-17,     "Problems    W/Liquid   Nitrogen    Cooling 
Components   Do  low  Nil    Ductility   Temp    "   Bvc    list    end 
JORDAN. E  L        Division   of    Emergency    Preparedness    &  Engineering 
RBBponi*    (Post   830103)         84/03/03  Consolidated    Edison    Co      of  New 

York,     Inc          H7pp          22933    336         24 X    Fichc    90-000,84/03/03.6402090011 

B402090O24    IE    Info   Notice   84-09, Rev    1,     "Lessons    Learned   From    Insps   of 
Flr«   Protection  Safe   Shutdown   Sys    "    Bvc    list    encl 
JORDANrE  L        Dlviiion   of   Emergency    Preparedness   &   Engineering 
Response    (Post   B30)O3)         B4/03/07  Consolidated    Edison    Co      of  New 

YgrliJ     Inc          HBpp          32635    049         24X    Fiche    30-000,  B4/03/07,  B40S090024 

0402090028    IE    Info   Notice    B4-18,     "Stress   Corrosion   Cracking    In  PHR 
Bye.  "   Svc    list   encl 

JORDAN, E  L        Division    of    Emergency    Preparedness    tt  Engineering 
Reipanae    (post   B30103)         B4/O3/07  Consolidated    Edison    Co      of  New 

York*     Inc         IlBpp         22384    186        24X    Flchr    30-000, B4/03/07, 840209002B 


B40330Q139   Monthly    operating    rept   for   Feb    19B4  W/B40313    1  tr 

KEU-YiL    .     BRGNS.J   C         Pouer    Authority    of    the    State    of   Neui    York 
B4/O2/29         7pp         22B21    075         24X    Fiche    30-2B6, B4/02/29,  B403300199 

S      Reportable    occurrences,    LERs    &  related    correspondence 

B4O3150047    LER    B4-OO1-00    on    B40125,  u/reactor    In    hot    shutdown, code 
safety    valve   MS-45  on   main    steam   header   34    opened 
momentarily    Caused    by    high    differential    pressure    lifting 
valve   Valve   reset  it    tested   W/840224    Itr 

GUMBLE.F    N    ,     BROWS,  J   C         Power   Authority    of    the    State    of   NBUI    York 
B4/O2/24         MURLEY.T   E         Region    1,     Office    of    Director         3pp 
22643    13B         24X   Fithe    90-2B6,  84/02/24.  B4031  30047 


B4Q313Q030   LER   84-003-00    on    B4O12B, automatic    safety    injection    signal 
actuated    on    high    differential    steam    line    pressure  Caused 
by    cade    safety    valve   MS-43   on   main   header   34    lifting 
momentarily    Valve   reset  W/B 40224    Itr 

OUMBLE.  F  W   ,    BHQNS.  J  C        Pouer  Authority    of    the   State   of   NEUI  Yorfc 
B4/02/24         MURLEY.T   E         Region    1,     Office    of    Director         3pp 
2S643    143         24X    Fiche    30-206,84/02/34,8403130050 

8403210049  LER   B4-OO2-OO   on   B4012B,  Li/reactor    critical   at    lero   power, 
trip    Initiated    by    Intermediate   range   nuclear 
instrumentation  Caused    by    blown   power    supply    fuse    for 
Channel    33  Fuse   replaced    W/B40234    Itr 

QUHBLE.F  W   ,    BROWS.  J  C        Pouer  Authority    of    the   State   of  Ney   York 
B4/02/24         MURLEY.T   E         Region    1,     Office    of    Director         3pp 
22703   311         24X   Fiche    90-386,84/02/24,8403210049 


8402090031    IE  Bulletin    04-02,     "Failures    of   GE  Type   HFA  Relay*    in  Use    in 
Clan*    IE  Safety   8u«    "   Svc    list    encl 

DEYOUNO,  R  C        Director's    Office.    Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated    Edison   Co      of   NBID   York,     Inc 

134pp         22823-094.       24X   Fiche    30-000,34/03/12,8402090031 

B40317O23B  Ac  I   receipt    of   B40214    Itr    informing    NRC    of   step*    taken    to 
cart-net   violations    noted    In    IE  Emergency    Preparedness 
Appraisal    fiept    30-286/S1-03 
MARTIN,  T  T        Division    of    Engineering    tt   Technical    Programs        84/03/13 

ITHQNB,  J  C        Poiuir    Authority    of    the    State    of   New  York         2pp 
23672   221        24X  Fiche    50-286. B4/O3/ 13, B40319023B 

~ S4Q319O263  Respond*    to   NRC   BUI  19    Itr    ri   violations   noted    in    IE 
Emergency   Praparadnisi    Appraisal    Rept    SO-2B6/B1-03 
Corrective   actions    post-accident    instrumentation   &   sampling 
requirements    per    NUREO-0737  t  Rag    Guide    1    77    implemented 
BRQNS.J  C        Power    Authority    of    the   Btate    of   Neu  York        84/02/14 
MARTlNiT  T        Division   of   Engineering   h   Technical    Programs        2pp 
22672   223         24X    Flche    50-BBi, B4/03/13, 840319023B 


B40336O333  Forwards    summary    list   of    deficiencies    Identified    per 
10CFR50   35<e),Part    21    &   potential    generic    Itr  rents   for 
comments 
STARQSTECKI.R         Division    of    Project    L   Resident    Programs         B4/02/28 

Region    1,     Office    of    Director         7pp         22736    065         24X 
Fiche    90-000, 84/02/28,  B4032A0233 

B403120153  LEU   84-004-00  on    B4020<7.  reactor    trip   actuated    on    steam 
flow/feed    flou  mismatch    for    steam   generator    32  Caused   by 
loss    of    both    heater    drain    pumps   Associated    instrument   air 
lines    lilouin    dpiun   ramoving    condensation   W/B40307    Itr 
OUMBLEi  F   H   ,    DRONS,  J  C        Pouer  Authority    of    the   State   of   New   Y]orfc 
B4/03/07         3pp         225B&    17B         24X    Fiche    SO-2B6, B4/03/O7.  840312013B 

I 

B4 032600?!    LER   B4-005-00   on   B40220,  reac tor    trip    initiated    on    steam 
flow/feed    flou  mismatch    on    steam   generator   32  Camed    by 
closure    of   main    feed    regulating   valve    due    to    failed    trip 
solenoid    Leads   replaced    W/8-10320    Itr 

ANDERSON.  J  J  ,    ERQNS,  J  C        Pouier   Authority    of    the  State    of   Neu  York 
B4/03/20         3pp         22747   341          24X   Fiche    50-286, B4/03/20,  B4032fiOO?l 


840S07O043    IE    Info   Notice    B4-19,     "Tina    Events    Involving   Unautnorlied 
Entries    into  PWR   Reactor   Cavities    "    Bvc    list    encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness    h  Engin»rlng 
Response    (Post   830103),       84/03/21  Consolidated    Edison    Co      of   Mem 

York,     Inc         123pp.       22823' 229        24X   Fi  che    30-000,  84/03/21 ,  B402090043 

B4O2G70Q44    IE    Info   Notice   84-80,     "Sve    Lif»    of   delays    in   Bafotu-fielated 
By*    "  Hvc   list   incl 

JDRDANj E  L        Division    of    Emergency    Preparedness   &  Engineering 
Riiponii    (Post   B3D1O3)         B4/03/21  Coniolldated    Edison   Co      of  Neu 

York,     Inc         133pp         22933-001         24X    FI che    00-000, B4/03/21, 8402090044 

B4O33O0173  Foruards   rvsponse    to    IE   Bulletin   83-07,     "Apparently 
Fraudiulent  Products    Sold    by    Ray   Miller,  Inc    "    No    subj   mails 
provided    or    used    at    facility 

BRONS,J   C        Power   Authority    of    the    State    of    Neu   York,       84/03/21 
MURLEY.T  E        Region    1,    Office    of    Director        2pp        22B20   043        34X 
Fie  ho' 50-286. 84/03/21, 8403300173 

R      Periodic    operating    reports    t.   related    correspondence 

8403810113   "Summary    Rept    of    Personnel    Radiation   Eiposure    by    Mark    It  Job 
Function, 19B3   "  W/840229   Itr 

BRDNS.J.C        Power    Authority    of    the    State    of    Neui   York        83/12/31 
HURLEY.  T,E        Region    i>    Office    of   Director        Spp         22703   062,       24X 
Flclm' 30-286,83/12/31 1  840321 01 13 

B 403130-33 6  Forward!    "Radioactive  Effluent   tt  Maste   Disposal' Semiannual 
Raft, Jul-Dec    19B3    " 

flRDNa.J. C        Pouer   Authority    of   th*   State    of   Neu  York        B4/02/29 
HURLEY,  T.E        Region    t,    Office    of    Director         lp        SSi.lt,   094        24X 

Fl ch« !  90-2B6, 84/02/29-  8403130336 

— B403130412    "Radioactive   Effluent    &   Matte   Disposal    Semiannual    Repti Jul- 
Dec    1983    " 

*      Pokier   Authority    of    the    State    of   Neu  York         B3/12/31         34pp 
22616:093        24X   Fiche    30-2B6, B4/02/29,  B403130234 


B403260237  LER   B4-O06-OO   on   B10309,  during   monthly    reactor    protection 
sys    testing. turbine    tripped    Caused    by    inadvertent   closure 
of    cell    switch   associated    u/rcactor    trip    bypass    breaker 
32/BYQ   Catch    realigned   U/B40320    Itr 

ANDERSON,  J  J   ,    BRQN8,  J  C        Pouer  Authority    of    the  State    of    New  York 
84/03/30         3pp         22733    142         24K   Flche    SO-2B6, B4/03/2O,  8403260237 


T      Hearing    transcripts    on   non-antitrust  matters 


8403160004   Transcript    of   ACRB   Subcommittees   nn  Reliability    «.   PRA  & 
Indian   Point  Unit*    2  !t  3  S40314  meeting    in   Washington,  DC 
Pp    1-60   Supporting    documentation    end 

#      ACRS   -  Advisory    Coinmi ttee    on  Reactor   Safeguards,       04/03/14        61pp 
22633  2B9        24X  ficne    30-247,84/03/14,8403160004 


V      Qparator   Eliminations 


B40120007B  Foruiards   operator    licensing    exam  schedule    for   FYB4-B7.  in 
response    to   Generic    Ltr   83-40  NRC   uill    be    Informed    of 
changes 

DAYNE,  J  P        Pouer   Authority    of    the   State    of    Neu  York        B4/OI/I6 
EISENHUT.D  0        Division   of  Licensing,       4pp        21B6H   357        24X 
Flche    30-286,  B4/01/I6,  8401200078 


DOCKET    30-2B7   OCONEG   NUCLEAR   STATION,     UNIT   3 

F      Security,    medical,     emergency   b   fire   protection   plans 

B403090234   Public   version    of    revised    crisis   mgt   plan    implementing 
procedures, including   Procedures   3  3  4   re    scheduling/planning 
support    group,  3  3  6   re    radiological    support    group   (t  3  3   7    re 
technical    support    group   W/B31107    Itr   (t  OH  Feltnn  memo 
TUCKER, H   a        DukB   Pouer   Co        83/10/31        DENTON, H  R        Office    of 
Nuclear   Reactor   Regulation,     Director        271pp        22S93  033        24X 
Flche    30-000,83/10/31,8403090234 
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B4Q3Q6Q23S   Rev    II    to    crisis    mst    plan    W/6il0234    1  tr    &    public     info 
paraph  1 et 

VAUGHN,  T    E    ,     T4JCKER*H    D          Dufce   Power    Co         34/05/02        CEHTQN,  H  R 
Off  Its    of    Nuclear    Reactor    Regulation.    Director         66pp         23516    139 
24X    Fiche    3O-QOO,  B4/O2/O2.  B40306OS25 

8403160134   Forwards    [E    Insp    Repts    SO-36'9./B4-04,  50-27O/B4-O4    k 
5O-3B7/B4-O4    on    B4O201-O2   No    violations    or    deviations 
Identified 

DANCE. H   C         Division    of    Project   I.    Resident    Programs         B4/O2/16 
TUCKER,  H   D         Duke    Power    CD         2pp         22639   336         24X 
Fiche    30-269, 04/02/16.6403160134 

--B9G31C.0141     IE    Insp    Repts    50-369/34-01,30-270/34-04   &   30-207/34-04    on 
84O2O1-O2   No    violations    id  enti  f  1  ed    Major    areas    Inspected 
emergency    preparedness    areas  of    protective   actlan 
dec i 4  ion mating 

CLIME,  W    E        Rag  ion    3,     Office    of    Director         34/03/15         4pp 
22635    338        H4X    Fich*    30-269.  B4/O2/16,  B4O316O131 

8403090222   Foriua'd!    Rev   3    to    training    fr    qualification    plan    Rev 
ulthheld    (ref   10CFR7321> 

TUCKER,  H  I)  DiJle  POUIBT  Co  34/02/29  d'REIU-Y.  J  P  Region  3, 
Office  of  Director  lp  2E573  149  24X  Flche  5O-269,  B4/02/29, 
B403090222 

84O316D37B  Eitends    invitation    to  attend   B40316   uorJtshop   to   discuss 
lOCFRSO.App   R   requirements   t>    results   of   recent    insp   to   help 
resolve   misunderstanding    associated    la/requirements 
LEWIS, R   C        Division   of   Project   &   Resident   Programs        B4/O3/pa 
TUCKER.  H    D         Duk*    Pomer    Co          lp         32660    274         24X 
Fiche    3O-QOQ, B4/03/O2,  E4O316027B 

H403I6Q243  Forwards    luminary    of   340523   meeting    u/util    in   Atlanta,  OA  re 
lOCPRSQ    48    tr    10CFR50,  App    R    fire    protection    application 
Attendance    list  also   enc  1 

LEWIS, R    C        Division   at   Project   &   Resident   Programs        B4/O3/Q7 
TUCKER.  H  EJ        Duke   Power   Co        3pp         22660  312        24X 
Flche    30-269-.  B4/O3/O7,  B4O316O245 

0403120119   Advises    that    B4O1JA    Rev    11     to    physical    security    plan 
consistent  u/pravlsions    of    1OCFR50   51(p)    L   acceptable 
LEWIS.  R   C        Division   of   Project  Sc   Resident   Programs        B4/O3/O8 
TUCKER.  H    D         Duke    Power    Co         2pp,        23SB9   219         24X 
Fichu    50-269,04/03/06,840313011? 

B4G3290069  Ac fc    receipt   of   310503   1 tr    Informtno   NRC   of    step*    token   to 
correct   violations   noted    in    IE   Insp    Repti   90-269/B3-36. 
50-270/03-37   b   30-2B7/B3-36    Implementation   of   corrective 
actions   will    be   eiamined    during   future    tnsp 

DANCE, H  C        Division   of   Project  !.   Resident   Programs        84/03/SO 
TUCKER,  H    D         Duke   Power    Co          lp         2S907    Oil          24X 
Fiche    30-269,  84/03/2O,  6403290069 

—  B4032^tHOB    IE    Inap    Repts    5 0-2 (,9/53-36,  SO-27O/B3-37    tc   5O-2B7/S3-36    on 
331111-12IO  Violation    noted    failure   to    Follow  Maint 
Procedure    270/B3-37-01    re    qualltg    performed    on   Reactor 
Coolant   Pump   3D 2 

GRYANT,  J         Region    2,     Office    of    Director         64/01/0?         lOpp 
22SO7   O17         24X   Ficne    5O-2A9.  B4/03/SO,  B40327OO61? 

BflO3S7O209   Foruiards    Rev    4    to    util    response    to    NUREQ-O737.  Sup  pi     1, 
Including   central    room  revleu    implementation   priority 
schedule 

TUCKER,  H   B         DuSe   Poiuor   Co         34/03/23         DENTOH,  H   R         Office    oP 
Nuclear   Reactor  Regulation.    Director        SIOLZ*^  F        Operating    Reactors 
Brant*    4         9pp         221772   OBS         34X   Fi  C  he- 30-269,  89/03/33.  B403270209 

P      Operating    license    stage    documents    ti  carr  e»pondenc  e 


--B403SS0344   Safety    evaluation    supporting    Amends    127,127    *<    124    to 
Licenses    DPR-3B.  DPR-47    It   DPR-33,  r  espectivelg 

*      Office    of    Nuclear    Reactor   Regulation.     Director         B4/03/OH 
2364?   297         21X    Fiche    50-S69.  B4/O3/02,  B4O313O32B 


•&      Inspection   reportl,    IE  Bulletins   ti    correspondence 


S40307O364    ForufardB    IE    Insp    Repts    30-269/B3-1  1,  SO-270/B3-1  1    «< 
50-2B7/B3-11   on  B30317-2B   EtiPorc  ement   action   addretied    In 
NRC   830602    Itr 

LEWISiR    C         Division    of    Project    &    Resident    Program*         B3/06/02 
TUCKER,  H    D        Cute   Power    Co         2pp         32546  025         SIX 
Fiche    30-2i9,  S3/06/Oa,  0403070364 


2pp 


—  B403070369    IE    Insp    Repts    30-269/S3-1  1,  30-27O/B3-1  1    b    30-2B7/B3-11    on 

83O317-2B  Violations    noted    loss   of   containment   integrity    on 

B3O317  &  21    &   failure   to  meet   requirement)    of   confirmatory 

order    dtd   810710  re   independent   verification 

BRYANT.J   .     FALCONER,  D         Region    2.     Office    of    Director          IGNATONIS.A 

Division   of  Project   t.   Resident   Programs        B3/06/D2         lOpp 
22346    027        21X    Fiche    30-269,  B3/O6/02,  8403070364 

B403160134    Forwards    IE    Insp    Repts    30-269/B4-04,  SO-27O/B4-04    ic 
50-2B7/B4-04   on  B40201-02   No    vialationi   or   deviations 
identified 

DANCE,  H   C        Division   of   Project   &  Resident   Programs        B4/02/16 
TUCKER,  H    D        Duto   Pouier    Co         2pp          23653  336         24X 
Fiche    30-26?,  84/O2/16.  B40316O134 

—  B403160141    IE    Insp    Keats    30-269/84-04.30-270/64-04    &    5Q-2B7/B4-04    on 

B4Q2Q1-O2  Ho  violations    identified   Major   areas    Inspected 

emergency   preparedness   areas   of   protective   action 

dee  Is  1  onmatlng 

CLINE,  M  E        Region  3,    Office   of   Director        JENKINS,  fl   R        Diviiion 

of   Emergency   Preparedness   8.  Materials   Safety        B4/02/13        4pp 

531,55    33B        24  X    Flche    5O-269.  B4/OS/16,  B403160134 

340301O303  Forwards   addl    info   re  B30B  1  3  request    for   relief    from 
inset-vice    Insp   requlranienta    [Hydrostatic)    of   Section   XI    of 
ABME   Boiler  t.  Pressure   Vessel    Code    Valve   2LP5U-133   cannot    be 
closed   tfue   to   sheared   hinge    pins 

TUCKER,  H   B        Duke   Power   Co        04/02/23        DENTQN,  H  R        Office   of 
Nuclear    Reactor   flegulatlon.     Director         STOLZiJ   F         Operating    Reactor! 
Branch   4        2pp        22432    102        24X   Fiche   30-269,  B4/02/23,  B40301030B 

8401190072   IE   Info   Notice   B4-13i    "Potential    Deficiincy    in   Motor 
Operated    Valve   Control    Circuits   t  A.nnunc  iat  ion   "   Svc    list 
end 

JORDAN,  E  L        Division   of   Emergency    Preparedness   Si  Engineering 
Response    (Post   B30103)        B4/O2/28  Consolidated   Edison   Co      of  Heu 

York,     Inc         HSpp         23909    239         24X    Fiche    50-000,84/02/28,6401190072 

B1O2090007    IE   Info   Notice   84-14.    "Highlights    of   Recent   Transport 
Regulatory   Revs   by   DDT  J<  NRC    "   Svc    list   enc  1 

GRACE.  J   N       Division   of   QA.    Safeguards   l<   Inspection  Programs    (Poit 
B30103)         B4/03/02  Consolidated    Edison   Co      of   Neui   York,     Inc 

t30pp         32552   329         24X   Fiche    SO-OQO.  84/03/02,  S402090007 

S402090003   IE   Info   Notice   B4-16.    "Failure   of   Automatic   Sprinkler   Syl 
Valves    to   Operate    "    Svc    list    enc  1 

JORDAN,  E   L       Division   of   Emergency    Preparedness   Ii   Engineering 
Response    <Po»t   B30103)         B4/O3/O2  Consolidated   Edison   Co      of   Neui 

Yor*,     tnc         122pp         2S353    09B         24X    Flche    SO-000,  B4/03/02,  B40209000B 

84O2090009   IE   Info   Notice   B4-1S.    "Reporting    of   Radiological    Release*    " 
Svc    list    encl 

JORDAN,  E  L       Division   of   Emergency    Preparedness   b  Engineering 
Response    (Post   8301O3)        84/O3/O2  Consolidated   Edison   Co      of   New 

Yori,     Inc         119pp         23B33    217         24X    Flche    SO-OOO,  B4/03/02,  B402090009 


8403060293  Submits   retponse    to   NRC   reiiuoat    For    scheduler    Info   re  SER   of 
proposed    inai  equate    core    cool  Ina    ins  t  rumen  tat  ion  Final 
design   description   mill    lie    submitted    by   S  50701 

TUCKER,  H  D        Duke  Power   Co        B4/02/2Q        DEN  TON.  H  R        Office   of 
Nuclear   Reactor   Regulation,    Director        STOLZi  J  F        Operating   Reactors 
Branch    4        Spp        225IB   Iff*        24X   Ficha   30-269.  fl4/02/3B,  B4.0306Q292 


B4O31S0328  Forusrda   Amends    127.127   &    124    to   Lic«n«»   DPR-3B,  DPR-47   i. 
DPR-55i  resp*ctivel«   d   safety    evaluation  Amands    revile   Teek 
Specs    to    implement    limiting    condition!    for   operation    in 
event   one   startup   transformer    oirt   of    s.ve 

STDLZ.J    F         Operating    Reactors    Branch    4         84/03/02         TUCKER,  H   B 
Duke  Pouier   Co        2pp        326^19   S74        E4X   Fiche    50-269,  84/O3/O2, 
S  403150328 

—8403130333   Amends    127,127    S.    124    to    Licenses    DPR-3S,  DPK-47    t,    DPR-3S, 
reopEctiwely,  revlilno   Tech   Specs    to    Implement    limltlno 
conditions    for   operation    in   *vent    ont   startup    train  former 
out   of   svc 

STDLZ.J  F        Operating   RBacton    Branch   4        34/O3/02        21pp 
2264-J    S76         24X   Ficfte    30-269.84/O3/&2,  B40313O32B 


B40E0900H    IE   Info   Notice   B1-1V.    "Problems   M/Lio.uid   Nitrogen   Cooling 
Components   Be  low   Nil    Ductility   Temp    "   Bvc    list   encl 
JORDAN,  E   L        Division   of   Emergency    Preparedness   lc  Engineering 
Response    (Post   B301O3)        84/O3/O3  Consolidated   Edison   Co      of   Neu 

York.      Inc         I17pp         22S53336         24X    Fi  che    SO-OOO,  B4/03/O3,  840209001 1 

B4Oa09O024    IE    Info    Notice    B4-09, Rev    1,     "Lessoni    Learned    From    Insps    of 
Fire   Protection   Safe   Shutdown   Sys    "   Bvc    list   encl 
JORDAN,  E  L       Division  -of   Emergency    Preparedness   &  Engineering 
Response    <Post   930103).       B4/O3/O7  Consolidated   Edison   Co      of   N*u 

York,     Inc        llBpp        22635. 044        S4X   Flche   30-000,84/03/07,8402090024 

B4OE09002B    IE   Info   Notice   S4-1S,    "Stress   Corro*ian   Cracking    in   PUR 
By 3   "   Svc    list   end 

JORDAN. E   L        Division   of   Emergency    Preparedness   d   Engineering 
Response    <Post   B30103)         84/03/07  Consolidated   Edison    Co      of   N*u 

Vor*.     Inc        118pp        225B4    IBi        24X   Fiehe   30-000,84/03/07,8402090038 
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8402090031     IE    Bulletin   84-OB.      "Failures    of    GE    Type    HFA   Relays     in    Use    in 
Class    IE   Safety   Bya    "   Sve    list    enc  1 

DEYOUNG-R   C         Director's    Office.     Office    of     Inspection    and 
Enforcement        B4/O3/12  Consolidated   Edison   Co      of    Neui    York,     Inc 

134pp         22333   094         24*   Fithe    30-000.84/03/12,3402090031 

H4Q3a900£9   Ack    receipt    of    84O20B    Itr     informing    NRC    of    steps     taken    to 
correct    violations    noted     In     IE    Insp    Reptg    30-269/83-361 
5O-270/83-37  t.   50-887/83-36    Implementation    of    corrective 
actions   will    be    eiamined    during    future    insp 

DANCE, H   C         Division    of    Project   St    Resident    Programs         B4/03/2O 
TUCKER. H   B         Duke    Power    Co          lp         2SB07    Oil          34 X 
Fiche   30-369,34/03/20.3403390067 


B403010347   Forwards    status    fc    justification    for    nine    listed    NUREG-0737 
Reg    Guide     1    97    items, per    B40232   request    Analysis    of    safety 
parameter    display    sys    mil    be    submitted    by    S4043O 

HUKILL.  H   D         General    Public    Utilities    -   GPU   Service   Corp         04/02/27 
EISENHUT,D   0         Division    of    Licensing         21pp         23433   010         34X 
Fiche    30-209, 04/02/27.0403010347 

B40305Q097   Revised    emergency    plan    Implementing    procedures,  Inc  lu-d  ing 
Procedure    1004   B   re    callout    of    onsite   t   offsite    duty    roster 
personnel    t,   Procedure     10O4    21    re    emergency    repair/ 
operati  ons 

«      General    Public    Utilities    -    GPU   Service    Corp         84/02/2B         17pp 
2348B   067         24X   Fiche    50-289.34/02/38,3403050097 


—  8103390082   Responds    to    NRC    B4O109     1  tr    re    violations    noted     in    IE    Insp 

R>pts    SO-269/B3-36,  5O-270/B3-37    &    3O-2B7/B3-36   Corrective 

actions   Unit   2   staging    coil    locations    corrected    t<  seal 

package*    on   Reactor   Coolant   Pump    282  replaced 

TUCKER.  H   D         Duke    Power    Co         84/02/08         D'REILLY.J   P         Region   2, 

Office    of    Director         2p  p          22B07    012         S4X    Fiche    50-269,84/03/20. 

8403290069 

—  B403290090   Forwards     IE    Insp    Repts    50-26.9/83-36,30-270/83-37    £, 

30-287/83-36  on  831111-1210  &  notice  of  violation 

DANCE.  H  C   Division  of  Project  f  Resident  Programs    34/01/07 

TUCKER,  H  D    Duke  Power  Co    3pp    238O7  014    24X 

Fiche  50-269,  B4/O3/  20,  B4032900i9 

—  B40329010B    IE    Insp    Repta    30-269/33-36,50-270/83-37    fc    30-2B7/B3-36   on 

B3U11-1210  Violation  noted  failure  to  follow  Malnt 

Procedure  27O/B3-37-O1  re  quality  pel  formed  on  Reactor 

CaoUnt  Pump  2B2 

BRYANT,  J  ,  FALCONER,  D   Region  2,  Office  of  Director 

BROWNLEE.V  L   Division  of  Project  fc  Rosldent  Programs    B4/01/O9 

lOpp    22S07  017    24X  Fiche  BO-369,  84/03/20,  B4O3290069 


IE    Info  Notice   04-19,     "Tuio    Events    Involving    Unauthoriied 
Entries    Into  PUR  Reactor   Cavities    "    Bvc    Hit    end 
JORDAN,  E  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Post   630103)         64/03/31  Consolidated   Edison    Co      of   Now 

York,     Inc          123pp          22323    339         24X    Fiche    30-000,84/03/21,0403090043 

B4O2090044    IE    Info   Notice    04-20,     "Eve    Life    of    Relays    In   Safety-Related 
By*    "   Svc    list    ancl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    l<  Engineering 
Response    (Post    B301O3)         84/03/21  Consolidated   Edison    Co      of   New 

York.     Inc         13Spp         22933   OO1         24X   Fiche    50-000,84/03/31,8403090044 

R      Periodic    operating    reports    &   related    correspondence 

8403200010  Monthly    operating    repts    far    Feb    1984   W/B.40315    Itr 
REAVIS.  J  A   ,     TUCKER,  H  B        Duke  Pouier   Co        84/02/29         17pp 
236B3   105        24X  Fiche    30-269,84/02/29,8403300010 


V     Dp  or* tor  Examinations 


8403090239  Forwards    operator    licensing    eiam    schedule    through    CYBS,  in 
response    to   Generic    Ltr   83-40 

TUCKER,  H   B        DuVt   Power   Co        84/03/29        EISENHUT.  D  0        Division   of 
Licensing         2pp         225M    033         24X    Fiche    30-269,84/08/39,8403030239 


8403O6O133   Forwards    Rev    19    to    security    plan    Rev    restores    portions    of 
plan   wording    re  TM1-2   security    features   modified    in  Revs    17 
!<    IB  Rev   withheld    (ref    1QCFR73  21) 

HUKILL.  H   D         General    Public    Utilities    -   QPU   Service   Corp         84/02/2? 
DENTDN,  H  R        Office    of   Nuclear  Reactor    Regulation,    Director        2pp 
22S06   332         SIX   Fiche    50-289, 04/03/39,  B403060I33 

8403t2O16i  Revised    emergency    plan    implementing    procedures,  inr 1 ud ing 
Procedure    1004   36   re   warehouse   muster, Procedure    1004   4   re 
general    emergency   &  Procedure    1004  3  re    site    emergency 
»      General    Public    Utilities    -  GPU  Service   Corp        B4/O3/01        B3pp 
32390   319         24X   Flcho    SO-2B9, B4/O3/01,  6403130166 

9403120004   Reevaluates    response    to   NUREG-0737,  I teffl    III    D  3  4.    "Conti ol 
Room  Habi  tabili  ty.  "    based    on   F>RA    technique    for   onskte    & 
offiite    sources   App    R   mods   will    assure    adequate    smoke 
dataction    in   control    room 

HUKILL,  H   D         General    Public    Utilities    -   QPU   Service   Corp         84/03/02 
BTOLZ,  J  F        Operating   Reactors   Branch    4        Epp        225B6  306        24X 
Fiche    30-239,84/03/02,6403120004 

B403330141    Rev   9   to  Procedure    1OO4   6,     "Addl    Assistance   (.  Notification   " 
»      General    Public    Utilities    -   GPU   Service    Corp         B4/03/0&         21pp 
33714   383         24X   Fiche    50-289, 04/03/06,  84032S0141 

84031302B4    Informs    that   annual    emergency    exorcise    scheduled    for  B4I003, 
per    10CFR50, App   E  requirements  Limited    participation   planned 
bij   Commonwealth    of   PA,  five    risk    counties   h    local 
tnunic  ipal  i  ti  es 
HUKILL,  H   D        General    Public    Utilities   -  GPU  Service  Corp        81/03/00 

Office    of   Nuclear    Reactor    Regulation,    Director        lp        326O3    100 
34X   Fiche    30-289,84/03/08.8403130396 

8403190243  Notification   of   B40418  workshop    in  King    of  Prussia, PA   to 
discuss    lessons    learned    from   recent   App  R    fire   protection 
safe    shutdown    insp    &    topics    described    in    IE    Info   Notice 
04-09  Agenda    for  workshop    encl 

HURLEY, T   E         Region    1,     Office    of    Director         B4/03/09         D'TOQLE.J   D 
Consolidated   Edison   Co      of   New  Yorfc,     Inc        CBUNSIL,  U  G        Northeast 
Nuclear    Energy    Co       liubs       Of    Northeast    Utilities)         RHODE.  G   K 
Niagara    Mohawk   Power    Corp        33pp        22672  063        34X 
FlchH    50-000,64/03/09.0403190343 

8403270315   Advises    that   emergency   plan,  documented    In  NUFiEG-0746, 
"Emergency    Preparedness   Evaluation    for   TMI-1"   fc  Suppl    1, 
NUREO-0737, Item   III    A  2    1, complete    for    facility 

9TOLZ.J   F         Operating    Reactors    Branch    4         B4/03/09         HUKILL, H   D 
General    Public    Utilities    -   GPU  Service   Corp        Spp        227B9   241        24X 
Fiche    3Q-3B9. 81/03/09,8403270313 


DOCKET  30-289   THREE   MILE    ISLAND  NUCLEAR   STATION,     UNIT    1 
F      Security,    medical,     emergency    (•    fire    protection    plans 

B403140088  Public    version   of    temporary    change    notices    to    emergency 
plan    implementing    procedures,  including    Procedure    1004   8   re 
callout    of    onsite    h   offsite    duty    roster   personnel    H/ 
JM  Pel  ton  S40313  release    memo 

BRADY- J  A   ,    PAULES,  J   ,    GRANOE, 0  J        General    Public    Utilities    -  GPU 
Service    Corp,        83/1O/27         33pp.        23637    142         24X 
Fiehe,  30-2Q9,  83/10/27.  84031400B8 

3402090006  Board    Notification   84-034    forwards    Ft   Vollmar   B402Q&  memo    to 
D  Elienhut   re    fir*    research    results    concerning    fire*    in 
•lectrical    cabinets    in   control    room 

EI5ENHUT.D  0        Division    of   Licensing         B4/02/23        PAU.ADINQ, 
SILINBKY,    ROBERTS      Commi  siioners         lp        23974,  3O3        34X 
Flehe'  30-000.  84/03/33,  84O2090006 

— S4030B0316   Recommend!    that    info   r*    fire    research    result*    concerning 
firei    in    electrical    cabinet*    in    control    room   be    submitted 
for   board    notification, per    NRR   Dfc    Utr    19, otd    821001    Further 
•valuation   of    test    data    required 

VOLLMER.fi   H        Division    of    Engineering         84/02/06        EISENHUT.D  G 
Division   of   Licensing         lOpp        22376   204         24X 
Fiche    30-000,84/02/33,8402090006 


8403270232  Revised    emergency    plan    Implementing    procedures, Incl uding    Rev 
34    6,     "Addl    Assistance   t>  Notification"    fc 


"Offsite   Emergency   Response 


10   to   Procedure    1004 

Rev  4    to   Procedure    1004   6, 

Directory    " 

OIANOI.O  J   Quneral  Public  Utilities  -  GPU  Service  Corp 

22pp    33771  334   24X  Fiche  50-389, B4/03/20,  8403370232 


840330D303  Notification  of  B40327  meeting  u/utll  In  Qethesda.hD  to 
dlscuis  detailed  control  room  design  review  items  relative 
to  requirements  of  NUREG-0737, Suppl  1 

SILVER, H   Operating  Reactors  Assessment  Branch,   B4/03/20 
STOLZ,J  F    Operating  Reactors  Branch  4    Spp    22B44  307    24X 
Fiche:  30-289,84/03/20,8403300303 

B403290003  Inquires  a*  to  whether  NRC  plans  to  take  any  action  to 
correct  deficiencies  In  emergency  preparedness  for  facility 
identified  by  FEHA  Details  of  NRC  position  requested 
HEISSiE  R   Harmon  t<  Weiss   84/03/32   STOLZ.  J  F   Operating 
Reactors  Branch  4    lp   22803  281   24X  Fiche  30-239,64/03/22, 
8403290005 


100 


DOCKETED  ITEMS 


0      Adjudicator^    correspondence 


B403O10009   Requests    s  abst)  tut  ton    Of    Attachment     1     to    84Q3OSt    filing    vi/ 
and    It    corrects    statement     re     intp     or    licensee    produced 
document*    Original    Attachment     I    should    be    TB turned 

CHURCHILL,  B   U         Shau,     Pittman,     Potts    b    Troubrldg*         CHURCHILL,  B    W 
Metropolitan   Edison    Co         34/03/13         WOLFE, E    J    ,     HETRICK, D   L    , 
LAMB.  J   C         Atonic     Safety    and    Licensing    Board    Panel          6pp         22435    SSI 
24X  Fiche   50-2&9.  04/02/13,  B403O1  0009 

B4030ODOB4    Forwards     listed     une ipurga ted    ret    documents    ?.    Topical    Fispt 
003, Rev   3   W/o    enti    H/svc     list    Related    t  Drrespondenc  e 
CHURCHILL, B    W         Shauj,     Pitlmati,     Potts   &    Troiuhndge         CHURCHILL. B    W 
Metropolitan   Edison    Co         31/03/01          DOROSHOW.  J    ,     BRADFORD,  L         Three 
Mile     Island    Alert         2pp          22316   339         24X    Fiche    SO-SBf,  B4/03/OI . 
B1030600B4 

8403060132   Memorandum    t.    order    denying    TMI    Alert    B40125   motion    for 
order    compelling    discovert]    !.    granting     I  I  Celt  see    Q  4  0306 
mntion    for    protective    order 

WOLFE, S    J         Atamlr    Safety    and    Licensing    Hoard    Panel         B4/O3/02 
Three    Kile    Island   Alert         Bap         23516  390        24X   Fiche    30-289. 
B4/Q3/O2.  Q403Q601.B2 

B4030i02-13    Protective    order     that    licensee    shall     not    be    compelled    to 
respond    to    intervanor. TMI    dlert   Document    Request   22   set 
forth    In   931330   request    for    production    of    documents 
WDLFE, S   J         Atomic    Safety    and    Licensing    Board    Panel          B4/03/O3 
Metropolitan   Ellison    Co         9pp         22513    1B1          34*    Fiche    50-389,84/03/02, 
8403060243 

340307(1025  Notice    forwarding    Info   re    recent    resolution  of    proceeding 
In   inhlch    Met    Ed    uas     charged    u/crimlnal     activity    re    primary 
coolant    ledk    rate    testing    Certificate    of   Svc    end    Related 
correspondence 

BLAKE,  E   L         Metropolitan    Ed  Is  mi    Co         PLAKE.  E   L         Shaw,     Plttman,     Potts 
ti   Trcubridge         84/03/03         63pp         23548   013         24X 
fiche    50-359, B4/03/O2,  B403070025 

840307O233    Informs   parties    that   Commissioner    Bern  thai    uill    tour 
facility    on    B4G309   Notification    of    repr esentat t vet    of 
parties    wishing    to    atte-nd    must    b«    made    no    later    than    940303 
*       Commissioners         84/03/06          Ip          32941    SOB         24  X 
Fiche    50-289, 84/03/06,  B403070233 

84O308O105   Errata    for     licensee    motion    for    tumrnary    disposition    of    each 
of   TMI    Alert   6  Joint    In tervenor   contention    Certificate    of 
Bvc    encl 

TROWBRIDGE,  0   F         Hetropol I  tan    Edison    Co          THQWBR  IDOE.  0    F         Shaul, 
Ptttman.     Potts    t,   Trouibridge         94/03/06  Atomic    Safety    and 

Licensing   Board   Panel         4pp         S2559    178        24X   Fiche   50-289.94/03/04, 
34030SOIO9 

8403090121)'  Motict   forniardln^    transcript    of   840233  t   29  proceetfings   t, 
B403D1    order    bg   US   District    Court    For   Middle    District    of 
State    of  PA  re    resolution    of    leak    rate    test   Related 
correspondence 

BLAKE. E    L         Itetropol  1  tan    Erf  it  on   Co         B4/O3/07  Atomic    Bafeti/    and 

Licensing    Board   Panel         S9pp        22576  009        SIX    FleJie    50-239,84/03/07, 
B4 0-3090 1  39 

H403130013   Motion    for    reconsideration    oF    ALAO-&97  In    view    of     neu    info 

re    emergency   planning    for    farmers   ASLAH   grossly  erred    in 
considering    natter    of    emergency    planning    far    farmers 
resolved    Certificate    of   Svc    encl 

ftflttDDT,  N   Q    ,     AflMODT.MM         Aanadts         84/03/07  Atomic     Safety    antf 

Llceming  Appeal   Panel         33pp        236 JS    128        24X  Fiehe    30-2B7, 
94/03/07. 0^03130013 

0403140111    Aek    receipt    of  Joint    Intervenors   B40-227  notion    to    flic 
response-    to    licensee    second    set  -of    interrogatories    out    of 
time   Motion   vieuied    discovery    between  Joint    In tervenoi-t    ft 
llcen>*e    Staff    does    not    intend    to    file   brief    an  merits 
HABNER.tt   E         Hearing    flrancft    4         84/03/07         WDLFErS    J   ,     LAMB, J  c    , 
HETRtCK.D  L        Atornfc   SaFatu    and   Licensing    Board    Panel         IP 
22423   337         21X   Fiche    30-209,  84/03/07,  84031401 1 1 

B40313Q443  Foruards    tuppl emental    affidavit   of    FS  fliacobic-    clarlfyino 
B4O5S3   affidavit  Aelafced    correspondence 

CHURCHILLjB    W       Bhaui,    Plttman.    Potts    Ei  Troulkrldgt        CHUHCH1U..B    H 
MetPcpolitan  Edison   Co        34/03/09        WLFE.S    J   .    LAMD. J   0   . 
HETRICK.D  L        Atomic    Safety    and    Licensing    Board   Panel         Ip 
2S613    172         24X   FJchff    50-3B9.  84/03/08,  3HQ313QW3 

—  B4031304S1   SupplBinental    affidavit    of  FS  fllac  nbbe- <  larif  y  Ing   misleading 
Btatament    in   040233   affidavit 

OIACDHBE.F   S         Metropolitan    Edison   Co         B-1/O3/07         3pp          22613    173 
24X   Fiche- SO-2S7.B4/03/OS, 8403 130453 


6403130065   Motion    /or    eitention    of    time   until    84O33O    to    respond    to 
licensee    (<   NfiC    motions    for    summary    disposition    Certificate 
oF  Bvc    encl    Related    correspondence 

DDRDSHOW.J        Three    Mile    Island   Alert        84/03/10  Atomic    Safety  and 

Licensing    Board    Panel          3p  p  H26O3    11B         24X    Fiche    50-289,  B4/03/10, 

B403J  30069 

a4031A0013   Responds    to   RC    DeYoong   B-10304    Itr    re    emergency    Info 

pamphlat    on    farm   evacuation    plans   Suggestion  that    author 

initiate   &  negotiate    plant    u  /Commonweal  th    of  PA 
unacceptable 

LE6,J'       Affiliation    Not    Assigned         S4/03/12  PALLADINO,     OILINBKY. 

ASSELSTINE      Comrni  *s  loners  3pp         331,53339  24X 

Fiche    30-287.34/03/12.  Q403-1AOO1S 

8403210137    Comments    on   need     to    resolve  rug  t    integrity    issue    prior   to  HSC 
restart    dec  1  s  l  on 

OOODLINQ,  Q         House     of    Rep  at/03/12        UDALL,  M   K         House    of   Rep    , 

Interior    !.    Insular    Affairs         2pP        22707  251         24X 
Fiche    50-299,  Q4/O3/13,  8403S1QI3'/ 

B4033QQOSS  Forwards    H  Washington   B40313  memo    detailing    contacts  u/ 
Brad  ford    on  34  OS  17   U  Washington   conscientious    efforts    to 
arrange    to    obtain    documents    promised   &   ordered    by   ASLB    did 
not  amount    to    harassment   Related    correspondence 

TRDWDRIDOE/G  F        Shau,    Pitt  man,    Potts   &   Trowbrldge        TROHQRIDQE.O  F 
HstropoHtJiri    Edison    Co         Q4/O3/14         DDHOSHDW-  J         Three    MilD    Island 
Alert          lipp          Sa&IB   51i>          21X    Fiche    SO-289,  B4/03/14,  B403200059 


B403160007  Second    supplemental     ansuer    to   TMI    Alert    first    set    of 
interrogatories   &    request    for    production   nf    documents 
Computer    printout    list    of    documents    requested    encl    Staff 
o6jtcl-s    to   Production  Request    2  Certificate    of   Bvc    entl 
WAGNER,  H   E         Hearing    Branch     4         Bfl/O3/I3         83pp         22635,174         24X 
Fiche,  SO-2S9,  84/03/13,  0103I6OOO7 

6403160032  Responds    to   8312O&    Itr   re   Commission    consideration   of 
applicant    request    for  Commission   approval    of   restart   Final 
decision   ui.ll    he   made    In    near    Future 

PALLADINO.N   J         Commissioners          B4/03/13         UDALL,  M   K         House    of   Rep 
Interior   b    Insular    Affairs          2pp         22655    141         24X 
Fiche    SO-a 


B403190187  FoPiuardt-    supplemental    affidavit    of    CE  McCracJcen   &   CS  Wu  re 
clarification    to    04022'J    affidavit    In   support    of    staff    motion 
for  summary    disposition    of    TMI    Alert  Contention    1    d 
WAGNERj  M  E        Hearing    Branch    4         B4/03/15        WOLFE,  B   J  ,     UAMBi  J  C, 
HETRICK.D  L        Atomit    Safety    and    Licensing    Board   Panel         Ip 
22670   357         24X    Fichu    50-239,81/03/15.8403190187 

—  B40319O1H9  Supplemental    affidavit    of  CE  McCraclsn   t,  PC   Wu    clarifying 

Paragraph    9    of    S4022fl    affidavit    In    support    of    staff    motion 

fur    summary    disposition    of    TMI    Alert   Contention    1    d 

MCCRACKEN,  C   E    •     HU.  P  C        Division    of   Engineering        84/03/14        2pp 

22670    338         24X    Fiche    3Q-3S9,  Sfl/03/1  5,  B4O319O187 

B403S00066  Foriuardfi    licensee    etatui    rept   on   required    actions    from 
Feb    1?33  DETrt  rapt,  interofc    memo    re    shift  monitor    program   & 
press   release   announcing    change    in   Nuclear   Safety    & 
Compliance    Committee 

BAUSEK.  D  B        Sti-au.     Ptttman,     Potts   b  Troubridge        CAUSER,  D   B 
ttetropoHtan   Edison    Co        B4/O3/I3        EDLES,  0  J   ,     BUCK,  J   H   ,     KQHL.C  N 
Atomic    Safety   ana*   Licensing    Appeal    Panel        61pp        SStBS  O30        24X 
Fiche    SO-2B'7,S4./C*3/15,B4Q32aOOA£ 

840320013O  Resjionsfl    supporting    TMI    Alert   motion    for    eitension    of    timt 
until   840330   for    filing    respanse-    to    licensee   tt   NRC   motions 
far    summary    disposition   Certificate    of   Svc    encl    Related 
correspontfenne 

TRDUflRIBOE.  0  F        Metropolitan    Edison   Co        TRDWERIDOE,  G   F.       Sham, 
Plttman.    Potts   b   Trouibrldge         34/03/15  Atomic    Safety    and 

Licensing   Boartf   Panel         flpp         3SA79    176        24X   Fiche   SO-B89,  84/03/13- 
3403300120 

B403200171    Responds    to    B31EOB    fc    IS    Itrs   re   aoiolblllty    of    restart 
Jeclfiun    prior    to    further    evidentiary    hearing*    on  mgt 
compvtence   J.    integrity   rtSLAB    decliion  will    be    considered    by 
Commission    upon    Issuance 

PALLADIND,W  J        CommlSBi  one!-*         84/O3/11?        SPECTER,  A        Senate        2pp 
22490,003        24X    Fiche    30-299,  B4/03/19.  B403200191 

—  B103S00195  ForuariU    revised    addl    views    of  Co/nmlsHoner    fl«rnthal    per 

Commlssior    840127  memorandum   re    tentative   vieus   6  plans    for 
resolution    of   mgit    integrity     issues   prior    to    restart 
CLEKENT8,M  L        Office    of    the   Secretary    of    the   Commit»ion 
04/02/13  Office    of    the    Executive   Legal    Director.       4pp 

2S69B   O20        24X    Fiche    50-289.84/03/19,0403300191 
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--B403S0019B    Respond*    to    B40IB4    \tr    &    631216    position    statement    rt 
fundins    of     ci<anup    prerequisite    for    restart    Commission 
do"*    not    have    legal    authority    to    condition    rejtart   of    TMI-I 
on    -funding     solution    for    cleanup    of   TM1-B 

P  ALL  AD  J  NO,  M    j         Commissioners         94/O3/19         THORNBURGH,  R 
Panimjlvani*,    commonweal  th    of-         3pp         226  9  B  024        S4X 
Ficlie    80-389.  B4/03/19-B403200191 


84O3B70300    Informs    that    staff    does    not    intend    to    respond     to     Aamodt 
84O3O7    motion    for    reconsideration    of    ALAB-697    uniels 
requested    By    A5LAB  • 

GRAY,  J   R         Hearing    Branch    4         DSD    137         B4/D3/33          EDLES,  O    J   . 
QUARLES.L   fl    ,     BUCK,  J   H         Atomic    Safety    and    Licensing    Appeal    Panel 
Ip         22789   034         34X    Fiehe    90-289,01/03/22,6403370300 


-01O32O020D    CdRuntntt    on   rept    that   Commission    recommended    authoriiat ion 
to    op*»-ate>    at  23X   power    ui/ commencement    as    early    as   Jan    1954 
Author! J»S 1  on    contradicts    previous   Commission   assurances 
EVlcton  tfary     hearings    recommended 
SPECTER,  A          Senate        93/1 2/OB        PAU.ADINQ.  N   J        Commissioners         Ip 

a:7       24X  rich*  50-389,84/03/19.8403200191 


8403370304    Response    to    TMI    Alert   84O310   motion    fur    e-itensians     of    time 
until    840330    to   respond    to    licensee   S>   staff   motions    For 
summary    disposition   Staff    doB*   not    object;    to  motion 
Certificate    of    Eve    end    Related    correspondence 

WAGNER, M   E         Hearing    Branch    4         OSB    136         B4/03/SS  Atomic    Safety 

and    Licensing    Board    Panel         3pp         22789   029         SAX 
FiehB    90-2B9. 84/03/22,  B403270304 


-IMa3ZO.asaa    R«»(,0ndi    to   931117    Itr    re   resolution    of    mgt    competence 
Int'arity     titties    prior    to    restart    Questions    about   competence 
I.    intvgrl  tg     will    be   adequately    resolved    prior    to    restart 


H.        Office    of    the    Oeneral    Coun»el         83/11/23        SPECTER.  A 
Seriate.        app          32A98   030         S4X    Flche    30-289,84/03/17,  84O330O19I 


S4032AO332  Order    granting    Joint    Intervenors    B4QS27    motion    to    file 
of    time    response    to    licensee    second    set    of    interrogatories 
Served    on    640326 

WOLFE,  S  J        Atomic    Safety    and   Licensing   Board    Panel         DSB    OB*) 
84/03/33  Joint   Petitioners  -   TMI        Ip        227AO    i(,i         24X 

Flche   SQ-3S9r  84/03/33,  B403360333 


EH033OQ211    AcfvtOt    Commission    to   hold    necessary    hearings    to   resolve 
outstanding      l*iue»    ditcun*d    at    831216   hearing 

,  A          a»nat»        B3/lB/ia        PAULADINO,  N        Commi  ss  lon»r«        2pp 
3O.          a^X    Flche    BO-ZB9,  B4/03/19,  91032OO1<?1 


84O3210O14   UCB    brief    on   Commi.Mon   B1O1H7   revleu   of    ISSUBI    ducid.d    in 
&7   &   AjUAB-744   History    of   proceeding    shouis    tuccesslve 
lng    of     l«.sii*i    until    all    unre  solvable    it  suet    excluded 


WEIBB,  E.  B. 
-  SB3. 


Union  of  Concerned  Scientist*    B4/O3/19 
34X  Fiche  SO-SB9.  84/03/19,  B403210014 


44pu 


B4O3S1OQ24    BriMs1    re   Comminlon    review    of    specific    design    Issues    in 
ALAB-729,  Certificate    of   Bve    *ncl 

OOLDBERO,  J  R          H»"rino    Drancli    S        RAWSON,  R   J        Hearinfl    Branch    4 
84/03/1^,  Commissioners        47pp        237Q6  OOB        H4X 

Flchs'  So-Sat,  91/03/19,8403210034 

34Q321O193    Brl«f    on   review    of   ALAB-739  t,   ALAB-744   Commission    revlaw 
AMJB    ihould    h-«    affirmed 

BAXTER.  T,  A         Motropolitan   Edi«an   Co        DAXTEfi,  T  A        Shau.    Plttman, 
Pfltta    li    T-rouibrldge         DSB    020        84/03/19  Commissioner  *        £9pp 

DO].       H4X    Fiche    30-BB9iB4/03/19,  S403210193 


01032202-42  Recponi*    to    both    license*    &   staff    motion    for    summary 
dt»po*iticn    op     Joint    Intvrvenars    contentions    tc  motion    to 
•A>U    hBaMnfl.  C»rtlf  le»te    of    Svc    enc  1 

AAHODT'  N   0         AMAiodts        LEE,  J        Joint   P*titlon*r*    -   TMI         94/03/19 
Atflmfc    8«f»tv    «nd    Licensing    Doard    Panel         9pp,       H271<7  040,       S4X 
FtcJi»,  8O-889,  B  +  /03/1?,  H4032S0242 


R«»porii«    supporting    licensee   B40221   motion    for    summary 
dl*po»ltlon    of     each    of   TMI    Al»rt   fc   Joint    ti>tsfvanovt 
conttnUon*,  Hot  ion    establishes    that    no    genuine    ls«ucs    of 
^*ct    ho    IffcigAttd. 

HAflNEH.  M    B.       Hearing    Branch    4        DSB    019        84/03/20.  Atomic    Safety 

and    LiCKi.ina    Board    P*n*l         6pp        32710   348,       24X 
,  aO-287,  Q^/03/20,  8403210169 


—0^03310173  Affidavit    of   CE  McCr»cken   &  PC    Wo    in    rr»pon"    to    licen»iie 
motion    far    *ununarV    dltpotitlon    of    Joint    Intervtiiors 
Cont»ntlon    5.  Certlf  Icati    of    Sve    end 

HCCflACKeMrC     €.1    WU,  P   c        Division    of   Engineering        B4/03/14        Vpp 
88710'  39-4          H-4X  Fiche-  SO-2B9,fl4/03/SO,  840^210169 

S4Oa010l7»   Forw«T*d«   HD   Huklll    B40222   It  S7    Ur»    r*    »merBency    fetduiattr 
«g»    Mow    inttrumentatlon    (c  NUREO-0737   selective    lt«m   itatus, 
r»«p»c  1  1  v«  lg.  Hvc    lift   encl 

BAXTER.  T.  A.       Shaw    Plttm*n.     Pott*    S-  Trotubrldge        flAXTERi  T  A 
H*trap«lltan  Ed  loon   Co        DSD    003        84/03/30        CHILK,  S,  J        Office   flf 
th>    B«crat«ru     Of    the   Comml  «i  ion,       27PP,       22710    106        24  X 
:  BO-SB9,  B4/03/30,8403210J73 


0403210107   FoTUardm   H  Ho  kill    840307    Itr    ta    JF   Stoli    rs  r*vleu>t    of 
t»BChl.n8   p«Tf«r(ntanc»i  ability   ti  attitude   of  DD   In   19B3  & 
Rft    Clark    BA03SB     Itr    to   RC   Dayoung    respond  ins    to   840203 
nofcicv    of   violation   Certificate   of   &vc    tncl, 
BAUSEJT,  D,  Q        Bh«u,    Pittman-    Potti   h  Troubrldgi        BAUSER'D  B 
H*tfOpolJ  t»D   Edi«cn   Co        DBB   004        04/03/20        EDLES,G   J    ,     BUCK.  J  H 
KOHL.  C,  N.       Atomic   Safety   and   Lic»n»lng   Appeal   panel       33pp. 
SS7iQ:  SB?        24X    Fiche;  9D-2B9>  B4/03/SO.  8403210187 


S403260337   Order    granting    eitension    of    time    until    840330     to    respond     to 
licensee   It   staff  motions    for    summary   disposition   Served    on 
B4032& 

WOLFE, 8   J        Atomic    Safety    and   Licensing   Board    Panel         DSB    O8B 
84/03/33  Three   Mile    Island  Alert        Ip        S37&Q    i&q         34 x 

Fiche    50-3Q9. 84/03/23,  8403360337 

B4032&O34B  Response    opposing   Aamodt   040308  motion    for    reconsideration 
of   ALAB-697  Motion   advances   no  arguments   not   previously 
presented   Certificate   of    Svc    encl 

ZAHLER.fi  C        Metropolitan   Edison   Co        ZAHLER.H    E         Shain,     P  i  ttman, 
Potts    &    Ti-aubi-idoe         DSB    OfS         84./O3/03  Atomic    Safety     and 

Licensing    Appeal    Panel         6pp         23760    1B4         SAX    Fiche    SO-3S9. 84/03/23, 
B403S60345 

S4032903B6  Amended   response    to   UCS   8401SO  petition    ta    ihou    cause   re 
einergBncv    feaduater    ays   Amend    necessary    to   reflect    factual 
developments   uhieh    have    occurred    since  840224   re    licensee 
response   Certificate    of   Svc    encl 

BAXTER.  T  A        General    Public    Utilities   -  OPU  Service   Corp 
BAXTER,  T  A        Shau,    Plttman,    Potts   !.  Trowbrldge         DSfl    195         84/03/36 
Office   of   Nuclear   Reactor  Regulation.    Director         34pp         22S14  259 
24X  Fiche    30-299- 84 /03/2A, B4O3290386 

8403200343  Memorandum  (<  Order   CL1-84-3  on  relevance    of   Board 
Notification  83-47    issues    in    proceeding    issues    do    not 
warrant    reopening   record    Separate   vleus    of   Commissioner 
OilinsStij    incl 

CHll-K'S  J        Office    of    the    Secretary    of    the   Commla-slon         DSB    IS! 
B4/03/2B         15pp         22787    101         24X    Flche    50-289,54/03/38.8403260343 

6403200332  Notifies    that   Commissioner   Dernthal   uill    tour    plant    on 
B10406   Served    on  840328 

*      Commissioners        D9B    139        94/03/83        Ip        22787    172         34X 
Fiche    BO-2B9,B4/tl3/3S.  8403280352 

B403300239  Notice   of   channe    in    «vc    list  Certificate    of   Svc    end 
WEISS,  E  R        Harmon   fc  Wei  is        DSnsil        B4/03/3O        3pp         22034-071 
24X  Flche   30-289,84/03/30.6403300359 


H      Bunaral    corrvapondence 


8403160291    Expressvs   appreciation   for    receipt    of    missing    page    from 
Board   Notification   84-002A  E  Blake    admission   of    telling 
clients    not    to    r«pt    significant   employment    test    rev    to   HRC 
IB    important    Item   to    investigate   as    part    of   mgt    competency. 
LEWIS.M   I        L«uH.    M        84/02/12        BTOLZrJ  F        NRC   -  No    Detailed 
Affiliation   Given        2pp        22660   143,       24X  Flehe    30-269,  84/02712, 
8403160291, 

8403060220  Uroes    NRC    to   flrant    Immediate  approval    for    restart    of 
undamaged    reactor 

IMLeR<R,      Affiliation  Not   Assigned        84/02/29  NRC    -   No    D* tilled 

Affiliation   Olven        Ip         SB319   177        B4X  Fiche    3O-2B9,  B4/OE/&9. 
8403060380 

B40313003B  Urges    NRC    to   put    facility    back    In   operation 

BHANCEY, R   E        Affiliation   Not   Assigned        B4/03/O3  NRC    -   No 

Detailed    Affiliation   Oivnn        2pp        326 i 3  303        24 X 
Fiche    30-289.84/03/03,8403130028 


nqul^<<    r»    intended    plan    to    tab*    action    an  FEMA    identified 
d*f icl*ncl«i    in    »i*>rgencu   preparedness. 

HElSBiE.  R         Harmon   V   Weln        HEISB.  E.  R,       Three    Milt    Island    Alert 
DflO    Off         S4/O3/fi2        STQLZ.J  F,       Operating    Reaetors   Branch    4         Ip 
83760:143.       24*    Fiche    90-389.84/03/22.8403260362 


B403210141    Requests   del»tion   of  RC   Arnold, former    president    of 
Oenaral    Public    Utlls.from  NRC   mailings 
*      General    Public   Utilities    -  OPU  Service   Corp 
No   Detailed    Affiliation   Olven        2pp        SE7O7  380        24X 
Flchl    SO-2B9, 84/03/16.  B403310141 
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B4032300OI    Submit*    rev    tn    distribution    list   &    forwards   parsonnel   b 
titlo    changes   roatfe    to    mailing    labels 

HUKILL,H   D        General    Public    Utilities    -GPU    Service   Corp        B4/03/2D 
DENTON.  H   H        DFfiCB    of  Nuclear  Reactor    Regulation,    Director        Spp 
22724,   3SQ         24X    Flcha    3Q-2B9,  94/03/20,  3403230001 

3403370146    Requests    Label    2  170970071 14    for    CW   Smyth,  '  icenlin  5    manager, 
be    changed    an  NRC   distribution  of    document!    & 
correspondence   Rev    to    encl    1  Ists,  marked    to   reflect 
personnel    («    title   cd-angoa    for   utll    emp 1 oyee s, o 1  so   requested 
KUKILL.H    D         General     Public    Utilities    -   GPU   Service    Corp         84/03/20 
SCHAEFFEfl.C         NRC    -    No   Detailed    Affiliation    Given         6pp          22770   013 
24X    FichB    5O-2B?.  54/03/20,9403270146 


J      Insurance   &   indamnltg    information 


3403230010    Foruards    End  nrsements    72   b   73    to    HEL1A   Pol  Ug    NF-SBO   b 
Endorsements    62   l<   63    to    MAELU   Polieij    MF-73 

GERETY.H  F        Oaneral    Public   Utilities    -  GPU  Service  Carp        84/03/22 
SflLTZMAN.  J         Office    of   Nuclear    Realtor    Regulation,     Director         Spp 
22777074         24X   Fiche    50-239.64/03/22,8403230010 

P     Operating    license    stage    document!    It  correspondence 

B40301001O  FQ1A   request    for    documents   re   TMl-l   Restart    Issues    Jos* 
Forco    to    be    placet!     In    PER 

SHQLLV.  B   C         Union    of    Concurred    Scientists         H3/12/IS         FELTDN.J   M 
Division    Qf   Rules    and   Records         lp.       2244A   036        24X 
Fichu    50-289,83/12/12,9403010010 

B40301Q014  Partial   response    to   FglA  request    for    documents    re    Thl-1 
Restart    Issues   Taak    Force    Forward's    documents    listed    on   app 
In  Fa   also  available    in  PDR 

PEL  TON,  J  M        Division   of    HuUs    and   .Records        84/01/03        SHDLtV,  S  C 
Union   of   Concerned    Scientists         2pp         22*16    037         24X 
Fleha    50-23'?,  84/01  /03,  BflQ3010(H4 


— 3403080423   Responds    to    B3O411     Itr  re    TMI-1    restart    &   DOJ    Investigation 
into   allegation!    re   mgt    competence    Investigation   being 

pursued    diligantlg    but   uiill    not  be    completed    bg    requested 
date 

JENSEN.  D   L         Justice-     Dupt       of  B3/03/17         PALLADINO,  N    d 

Commissioner*         4p  p         22367    353  24X    Fichu    30-289,84/01/27, 
B4O30B0393 

B4Q3070033  Responds    to.   031214    Itr   suggesting    Commission   refuse    to 
restart   Unit    1    until    funding    for   Unit   a  cleanup    In   plat* 
Commission  does  not    believe    that   Unit    1    restart   I-  Unit    2 
cleanup    should    be    tied    together 

PALLADINO, (J  J  Commissioners  B4/O2/OB  MORRIS,  A  E  Advisory 
Council  for  Decontamination  of  TMI  Unit  2  lp  32363  19B  84X 
Fiche  30-389.84/03/08,8403070083 

B4Q302O169   Forwards   table    indicating    review  fc    insp    status    of    TMI-1 
restart    certification    Items   Current    schedule    calls    for 
completion   of   all    items   not    requiring    hot    functional    testing 
bg    June    1984 

STOLZ.J   F         Operating    Reactors    Branch    4         Q4/02/15         HUKILL.H   D 
Oen«ral   Public   Utilities   -  OPU  Service    Corp        33pP        2S491    101        S4X 
Fichu   90-387.  B4/03/15,  8403020169 

8403020399    Responds    to    FOIA   request    for    Chilli    B21O19   memo    to    Dlrcks 
ro    BECY-B2-3B4   concerning    status    of    TMI-1    NUREO-0737    it  urns 
Fqriuards    document  Document   also  available    in  PDF) 

PEL TON, J   H       Dlvinion   of    Rules   and    Records        84/02/19        PEDRO, J        NUB 
Corf          lp         2S491    SB6         24X    Fiche    30-209,84/02/13,8403020393 

84030-6O222   Forwards   application    for    amend    to  License   DPR-SO,  chang  Ing 
Tech    Specs   to    incorporate    functional    test    program   for 
reactor    coolant   pump    snubbersi    to    develop    seal    replacement 
program    for   hgdraulic    snubbers 

HUK1LL.K  D        Qumai-al    Public   Utilities   -  OPU  Service  Corp         84/02/17 
5TOLZ,J  F       Operating   Reactors   Branch   4        lp        22316  Oil        24X 
Ficha    30-2B9,  S4/OS/  17,  8403060232 


— B3D51100S4    Informs    that    reevaluati-on   of  Cycle    3  reload    application^ 
has    Identified    tuo    Is-suas   re    none  onset-vat  ive    cladding 
suielling    ti   rupture  model  B   &   TAFY/TACO  penalty   proposed    bg 
H6H   that    ihoud    be    resolved    prior    to   restart 

HUBeflSTEIN,  L  S        Assistant    Director    for   Core    !.  Plant    Sgstemfi 
03/03/03        LAINA5,  0  C         Assistant    Director    for   Dperatin.0   Reactors 
Spp         2244i   212         24X    Ffche    30-289,  B4/01/O3,  840301001-1 

— B403010O20   Assigns    recipients    ta    TJ1I-1    Restart    Issires   Talk    Force    to 
verify    that  NRC    requirements    for    restart    correctly 
identified    ti   facllitg    treated    similar    to   all    operating 
plants    for    other   NRC    requirements 

EISENHUT,  D   0         Division    of    Licensing         BTARD3TECKI,  R         Division    of 
Project    &    Resident   Programs         83/04/13-         JACOBS,,  It         Region    1. 
Office    of    Director        VAMVLIET.J    ,    DIIANN1,  D        Division    of 
Licensing          lp          22446.   OS?         24X    Fiche    80-589,  B4/O1/O3,  B403010014 

— 8403010023   Responds    to   930-119  memo    ti   for  wards    "Hept   of    TMI-1    Restart 
Issues    Task   Force   Members    "    Meeting   requested    to   respond 
to    questions 

WILLIAMS.  M  H        TMI-1    Restart    Issues    Taili    Force        83/O4/29 
EISENHUT.  D   0         Division    of    Licensing         STAROSTECKIi  R         Division    of 
Project    tc  Resident    Program*         lp        2244£>  OiO        24 X 
Flchff    50-239,64/01/03,  B403010014 

--B403010030    "Hept    of   TMI-1    Restart    ISSUES.   Task    Force  Members    " 

WILLIAMS, M   ,     VAN   ULIET,  J    ,     VOUNO, F         TMI-1    Hostart    Issues    Tasl 
Force         B3/04/B9          ISOpp         32444   O6I         24X    FtcJle    50-237,04/01/03, 
B4G3010O14 


—8403010034  List    of   generic    1  tra    from    197B-1-JB3  Related    info    encl 
«      NRC   -  No  Detailed   Affiliation   Olven        64/O1/03       27bp, 
23446   247        24X  Fiehe   5O-2B9, 94/01/03,  0403010014 


— B403Q60229  Application    for    amend    to    License   DPR-30,  chang ing    Tech   Specs 
to    incorporate    functional    teat    program   for   reactor    coolant 
jump    snubbers  A    to   develop    seal    replacement    program    for 
Jigdraul  ic    inubbers   Certificate    of    Svc    enel 
HUKILL.H  D        General    Public    Utilities   -  OPU   Service   Corp 
64/02/17         2pp         £2316    065         24X    Ficho    30-289,84/02/17,6403060222 

— 8403060236  Proposed    Tech    Spec    changes    re    functional    test    program   for 
reactor   coolant   pump    snubbers:    &   seal    replacement    program    for 
hydraulic    snubbers 

»      General    Public    Utilities    -  SPU  Service    Corp        B4/02/17        Mpp 
22316    066         34 X   Fiche    30-209,84/02/17,8403060232 

B4O3D6O476  Requests    eipected    response    date    for    each    TNI    action    Item 
listed    in   encl   within    10   dags 

EIBENHUT,  D   0         Division    of   LUanslng         B4/OS/21         HLMILL,  H    D 
General    Public   Utilities    -   OPU  Service    Corp         3pp        22S3B   320        24X 
Fiche    30-2B9,  84/02/21,  B40306O474, 

34O3O1051&  Summarg    of    840130-31    meetings   u/util    at    site    in   Dauphin 

County,  PA  re    status*  schedule    ti   scope   of  Implementation    of 

selected    NUREQ-O737    action    items    Agenda  k  vleuioraphs 
enc  1 

VAM  VLIETiJ        Operating    Reactors    Branch  4        84/02/22  Operating 

Reactors    Branch    4         130pp        22443   3O3  24X   Fi  che,  90-299,  84/02/22, 
B403010S16 

0403O60473   Requests    eipected    completion    dates    for   NUREQ-O737    items   k 
justification    far   proposed    schedule    for    items    that   mill    not 
be    completed    bg    June    1984    bg    64O227 

EIB6NHUT, DO        Division    of   Licensing        84/02/22        HUKILL.H    D 
Oennral    Public   Utilities    -  CPU  Service   Corp        4pp        22332,  323        24X 
Fiche    90-239,84/02/22,8403060473 


--B403010043  Forwards    input    to   830439  TMI-1   Restart    Issues   Tasfc  Force 
r«pt    Info   derived    from  ASLO   partial    initial    declslont    tn 
restart    proceedings  Related    info    encl 

GOLDBERG,  J  R        Office    of    the  Executive   Le-gat    Director         B4/01/03 
HILLIAM3.M        Division    of  Licensing         19pp         B2444,  374         24X 
Fiche;  50-2B9,  fl4/01/03,  B403010014 


B1O312O31O  Forwards,  f  or  revieuii  revl  sed    draft    package    of    conditions 
from  TMI-1    restart    proceedings   for    incorporation    Into    OL 
Meeting    proposed    for   Mar    1984   at   THI-1    site    to    receive 
required    addl    info    ti   discuss    commtnt*   on    license    conditions, 
STOLZrJ  F       Operating   Reactor*   Branch    4        84/02/22        HUKILLi H  D 
Osrnral    Public   Utilities    -  OPU  Service  Corp         14pp        B2618    306        24X 
Flchfl    3O-3B9.  84/02/22,8403120310 


8403030392   FDIA  req,u«st    for   ChlU  83101?  memo    to   Dlreks    re    post- 
accident    sampling    sui    (NUHEO-0737, Item    II   B   3>    to    be  placed 
in   PDR 

PEDRO,  J        NUB  Corp        84/01/26  Division    of   Ruin   and    Records        lp 

22491    2B5        24X  Fiche    30-299. B4/O1/26, 3103020392 

B403090393   Forwarili   DL  Jensen   B30317    Ur    to  N  Palladino   re    DOJ 
investiflation   of   TMI    Document    subj    to  Volgt   330326  FOIA 
request    &  630919  appeal    Document    should    b*    placed    in  PDR 
SWEENEY, H        Office   of    the    General    Counsel        34/01/27        POOL, M  J        NR< 
-   No  Detailed  Affiliation    Olven         lp        22967   334        24X 
Fi che- 50-289. B4/Q1/27, B4030B0393 


B4O303041B   Notification   of   84O309   meeting    u/utll    in   Middletaun, PA   to 
diitusi    drift   package    of    license    conditions    assembled    by    NRC 
fro™   TMI-1    restart    proceeding    decisions   &    forwarded    to    utll 
bu    B4022E   Itr 

VAN  VLIET, J        Operating   Reactors   Branch    4        84/02/24        STOLZ,J  F. 
Operating   Reactors    Branch    4        3pp         22491    276        24X 
FUhe.  50-2B9,  84/02/24,  B4030Z0418 
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S4O3060472   Notification    of    B4O3OB   meeting    ui/Util     In    Bethesda.MD    to 
discuss    resolution    of    environ   qualification    deficiencies 
noted    In  Franklin   Research    Ctr    technical    evaluation   rept   & 
compliance  U/10CFR3O   40 

VAN   VLIET.V         Operating    Reactors    Branch    4         84/O2/2B         9TOLZ,  J   F 
Operating  Reactors    Branch    4        2pp         32949  351         24X 
FichB    30-289,  B4/02/28, B4Q3O60473 

B4O30&Q16Q  Forwards    results    of    chemical    analyst!    technique*    performed 
on    ltd    teit   matrix    solution    as   required    by    NUREQ-0737. Action 
I  turn    II    B  3, per    utll    831132    1  tr   Response    to   Criterion    10   of 
draft    BER   complete 

HUKILL.  H  D        General    Public    Utilities   -   GPU  Service   Corp         B4/O3/29 
8TDLZ.J  F        Operating    Reactors   Branch    4        3pp         22516   263        24X 
Fiche    30-289, 04/03/29,  8403060160 

640-3060139  Forward!    check    to    satisfy    cast    of   840126  OL  Change   Request 
133 

KUK1LL,  H  D        General    Public    Utilities    -  GPU   Service  Carp         S4/O3/OI 
BTQLZi J  F        Office    of    Nuclear   Reactor  Regulation.     Director         Ip 
361         S4X   Fiche    30-289,84/03/01.8103060159 


8403200099  Forwards    schedule    for    Implementation    of    activities    for 
control    of    heavy    loads,  per    NRC   requests   re    NUREG-O612    Cask 
pit   gate    listing    lugs   will    be   modified    by   841019   .. 

HUKILL,  H  D        Oeneral    Public    Utilities   -  GPU  Service   Corp         B4/O3/I3 
EIBENHUT.D   G         Division    of    Licensing         3pp         226B3    313         24* 
Fiche    30-2S9,B4/03/15,B403200099 

S40321QQ14    UCS   brief    on   Commission   B40127   review   of    issues    decided     In 
ALAB-729   fc   ALAQ-744    History    of    proceeding    ahous     successive 
narrowing    of    Issues    until    all    unreiolvable    issues    eiclutied 
W/Certiflcate   of  Bvc 

WEISS.E   R         Union    Df   Concerned   Scientists         B4/O3/19         44pp 
22706   E93         24X   Fiche    90-299, B4/03/ 19,  S40321QQ14 

8403230040   Responds    to    NUREG-O737,  Item    II    D    1    re    relief    fc    safety    valve 
testing, per   840219    1 tr   Facility   adequately   represented    by 
EPR1    valve    tests  Precaution    of    1.000  psig    overly 
conservative 

HUKILL, H  D        General    Public    Utilities   -  GPU  Service   Corp         S4/03/ao 
STOLZ, J  F        Operating   Reactors  Branch    4        Ip         227S4  331          24X 
Fie  he.  90-289.  94/03/20.8403230040 


8403060233  Forwards    design    info. instrument    accuracy    fa  response    times    to 
'••1st    in   post-implementation   revieu   of    containment   water 
level   monitoring    (NUREG-0737, 1 t«m   II   F   l),per  830719 
requeit 

HUKILL, H  D        Oeneral    Public    Utilities   -  GPU   Service   Corp         94/03/01 
STOLZ, J  F        Operating    Reactors   Branch    4        6pp         22317   317        24X 
Ftche    30-289,84/03/01,8403060233 

84.O3080-039  Lists    planned    submlttal    dates    for    eight   action    items, per 
040221    request 

HUKICL, H  D        General    Public    Utilities   -   GPU   Strvice  Corp         84/03/02 
EIBEMHUT.D  0        Division   of    Licensing         2pp         22339    197        24X 
Fich«    30-287,84/03/02.8403080039 

S1Q312Q004  Reevaluates   response    to   NUREQ-0737, 1  Urn    III   D    3  4,     "Control 
Room   Habitabillty.  "    bated    on    PRA    technique    for    onsite    h 

o.ffsite    sources  App    R  mods    mill    assure    adequate    smoke 

detection   in   control    room 

HUKILL. H  D        General    Public    Utilities    -  GPU  Service   Corp         B4/03/02 
STDLZ,J  F        Operating   Reactors   Branch    4        2pp         B23B6  3O&        24X 
Flch  •'  30-289,  B4/03/02.  B403120004 

•94O30901S3  Foruiards    list    of    draft    license    conditions    considered 
complete. per  B4O222   request    Conditions    should    be    deleted 
Draft   License   condition   D   4    should    specify    Level    I    PRA    b 
should    be   submitted    by   840630 

HUKTLL, H  D        General    Public    Utilities    -  GPU   Service   Corp,       84/03/09 
BTOLTZ. J  F        Operating   Reactors   Branch    4        2pp         22576   061         S4X 
Fiche    30-2B9.84/03/O3.84030901S3 


B403230093  Notifies    of  assurances   obtained    from  Design  Data    Labs    re 
Independent    training   auditor   Lab   meets   requirements    For 
Independent    auditor 

MUKILL,  H  D        Oeneral    Public    Utilities   -  GPU  Service   Corp         34/03/20 
STOLZ, J  F        Operating  Reactors  Branch    4        2pp         33724   3AO         24 X 
FichB    30-209,84/03/30.9403230093 

0      Inspection   reports.     IE  Bulletin*   ti   correspondence 

84030B040B  FOIA  request   for    rep  IB   of    Insp    carried    out   under    Condition    2 
of  Nuclear   Energy   Liability    policies   for    facilities 
CALBOYA9.C    D        Affiliation  Not  Assigned        04/02/07  Region    5. 

Office    of   Director        4pp        22567   341        24  X   Fiche   30-000,  04  /OK/O7, 
B4030S040B 

B403O2O169  Forwards    table    Indicating    revlnui  i    Insp    status    of    TMI-1 
restart    certification    items   Current    schedule    call-s    for 
completion    of    all    items    not    requiring    hot   functional    testing 
by    June    11B4 

STOLZ.  J  F        Operating   Reactors   Branch   4        84/02/13        HUK1LL.  H    D 
General    Public    Utilities    -  GPU  Service   Corp        33pp        324-71     101         H4X 
Fiche    30-209,94/02/19,8403020169 

B4030702B2  Forwards    IE    Insp    Rept  50-2B9/B3-32   on    B31 101-8401  1 3  No 
violations   noted 

STAROBTECHl.R        Division    of   Project   t<  Resident    Programs,        84/02/21 
HUKILL.H  D        General    Public    Utilities   -  GPU  Service   Carp         4pp 
22947  079        24X  FichB    90-299,84/02/31.8403070282 


B4Q32SOJ.O7  Forwards    safety    evaluation    re    TM1    Item    II    K  S    17, 
"Pot»ntial    for   Voidlno    in   RC9   Durino   Transients    "    Safety 
evaluation  documenting   completion   of    Item  incl 

STOLZ, J  F        Operating   Reactor*   Branch    4        84/03/05        HUKILL.H  D 
Oen«r«l    Public    Utilities    -  GPU  Service   Corp         4pp        22723,288        24X 
rich*    90-287,84/03/03,8403220107 


-- 8403070287    IE    Insp    Rept    90-289/83-32  on  831101-340112   No  violation 
noted    Major   areas    inspected   actions   on   previous    Insp 
findings, plant   operations    (long-term   shutdown).  Tech    Spec 
surveillance    test   program  d  update    to  NUREO-0680,  Supp  1    4 
YOUNG. F  ,     BAUNACK.U   .    CONTE.fi        Region    1.    Office    of    Director 
84/02/06         13pp         22347    093         24X    Fiche    30-289,94/02/21,8103070332 


B4 03 120036  AdvUes  that  940303  Itr  re  draft  license  conditions 
contained  Incorrect  data  Correct  completion  date  for  Level  1 
PRA  is  860630, 

HUKILL,  H  0        General    Public    Utilities   -   GPU   Service  Corp         84/03/O6 
BTOUZi  J  F        Operating    Reactors   Branch    4         Ip.       22386  281,       24)1 
Flchi    30-299,  B4/D3/O6.  8403120096 


9403080419  Responds    to   FOIA   request    far   repts    of    Insp   carried    out    under 
Condition   3    to   Nuclear    Energy   Liability   policies    far 
facilities   NRC   does    not   have    repts 
FELTON.  J   M         Division    of    Rules   and    Records         94/O2/22         CALBQYAS,  C    D 

Affiliation   Not  Assigned         Ip        22567  343        24X 
Fiche    30-000.94/03/32.8403080419 


8403160006  Forwards    summary    of    reviled   RM-AB   &   Rhl-029  alarm    setpolnts 
to    determine    if   setpoints    could    be    louar*d 

HUKILL, H  D,       Oeneral    Public    Utilities   -  GPU   Service  Corp         84/03/13 
OERUSKV.T       Penniijlvanla,    Commonweal th    of,        8pp,      22.694  320       24X 
Flcha    90-289,94/03/12.8403160006 

— 04031.60022  Forwards    summary    of   condenser    offgas    radiation    monitor 
r**p)oni«t    to   once-thraugh    steam   generator    leakage 
HUKILL, H  D        General    Public    Utilities    ~  OPU   Service    Corp 
64/03/12        8TOLZ.J   F        Operating    Raactors    Branch    4        3pp 
22694.322        24 X   Fiche,  90-289, 84/03/12, 8403160006 

B4031AOO24  Forwards    summaTij    of    condensor    offaas    radiation   monitor 
retponBes   to   once-through    itiam  generator    leakage 

HUKILL,H  D        General    Public    Utilities    -  GPU  Service   Carp         84/03/1B 
9TCH-Z<J  F        Operating    Reactors   Branch    4        3pp.       22693  339        24X 
Fichu    30-889,  B4/03/ 12.  8403160024 

8402070041   Board   Notification   B4-030; provides   Commission   policy 
tt«t»m»nt  &   proposed    rulemaklng    on    environ    qualifications 
EISEHHUT, D  0        Division    of   Licensing.       04/03/14,  Atomic    Safety    and 

Llc«niing   Board   Panel         lOpp        24X   Fiche    90-000.84/03/14,8402090041 


8403010363  EN-B4-003   on  940337,  notice    of   violation   tc   proposed 
imposition   of    civil    penalties    to   be    issued    In   amount    Df 
»40, 000   Action    based    on    five   violations   re    open    containment 
Isolation   valves 

CRAIG, J    ,    AXELRAD.J        Director's   Office,    Office    of    Inspection   and 
Enforcement        94/02/24        2pp        2S433  013        24X    Ftche    30-269,84/02/24, 
8403010363 

8403090244   Responds    to    IE   Bulletin   83-08,     "Electrical    Circuit    Breakers 
M/Undervoltage   Trip   Future    In  Uie    In  Safity-Kfilated 
Applications  Cither   Than   Reactor   Trip   Sys    "    No    saf  Bti)-re  latetf 
applications   of   breakers    identified    at   facility 

HUKILL.H  D        General    Public    Utilities   -  GPU  Service   Corp,        84/O2/S7 
HURLEY.  T   E         Region    1.     Office    of    Director          Ip          82572:226          H4X 
Fiche    30-289, B4/02/27i  8403090244 

B401190072    IE    Info  Notice   84-13.     "Potential    Deficiency    In    Motor 
Operated   Valve   Control    Circuits  b  Annunciation-"    Bvc    list 
end 

JORDAN,  E  L        Division   of   Emergency    Preparednass    fr  Engineering 
Response    (post   930103)         84/02/2Q  Consolidated    Editor)    Co      of   Neui 

York,     Inc         MSpp        23909   B39        S4X  Fiche   50-000,84/02/2813401170072 

B4030B0403  Discusses    IE    imp    on  830824-1003  (<   foruards   notice    of 
Violation  &   proposed    Imposition  of    civil    penalty 

HURLEY,  T  E        Region    1,    Office    of   Director        84/02/29        CLAHK.F    R 
General    Public    Utilities   -  OPU  Service  Corp         4pp        32591    332        34 S 
FichB    30-299,84/03/29,8403060403 
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—  GAQ3QBQ407   Notice    o-f    violation   &    proposed     imposition    of     civil     penalty 
In    amount   of    t40,  OOO  Violations    noted    urltten    saf*tij 
procedures   not    properly    imp  1  emsnted    &    unidentified    primary 
SUB    leatrate    not    classified    as    unusual    event 

KUFJLEY,  T   E         Region    l,     Office    of    Director         04/02/29         App 
223S1    33S.         24X    F»chB    3Q-2B9,  B4/O2/29,  a<*03C004O3 

9402090007    IE    Tnfo  Notice    94-14.     "Highlights    of   Recent    Transport 
Regulatory    Revs   Dy    DOT  t<   NRC    "    Svc    list    enc] 

GRACE.  J   N         Dlvl*Jon    of    <1A.     Safeguards    &     Inspection   Program!    (post 
830103)          B4/03/02  Consolidated    Edison    Co       of    Wew   York,     Inc 

130pp          32332   339         24X    Ficfie    50-000,  S4/O3/Q2,  S4020900O7 

B403Q9QOOB    IE    Info   Notice    B4-16,      "Failure    of    Automatic    Sprinkler    Sy  9 
Valves    to   Operate    "    Svc    list    end 

JCRDAN,  E   U         Division    of    Emergencg    Preparedness    b    Engineering 
Response    (Post    8301O3)         S4/03/O2  Consolidated    Edison    Co      of   Nau 

Yorlt,     Inc          123pp         22533    013         24*    FJche    5Q-OOO.  84/03/O2,  B402Q90008 

B4Q3070Q09    IE    Info    Motlte    Bfl-15,     "F]eportinB    of    Radiological     Releases     " 
Svc    list    end 

JORDAN,  E   L         Division    OF    Emergency    Preparedness    &   Engineering 
Response     (Fc-it   9301031          B4/O3/02  Con!  ol  id  aired    Edison    Co      of    Neui 

York.      Inc          H9pp         22S53   217         24X   Flche    50-000,  84/03/03,  S402090Q09 

B4O2Q9001  I     IE    Info   Notice    S4-J  7,     "PrabUms    H/Llqtild    Nitrogen    Coollnj 
Components   Below  Nil    Ductility   Temp    "    Svc    list    encl 
JQHDANj  E  L        Division    at    Ern&rgencij    Preparedness   t   Engin  ear  i-ng 
Response     (Post    330103)          64/03/03  Conscl  i  dated    Edison    Co      of   Me" 

Yar-fc.     Inc         Il7pp        22353   336        24X   Fiche    BO--000.  64/03/05,  B-J0209001  1 

8402090024    IE    Info   NatKe    B4-09.  Rev    1.     "Lessons    Learned    From    Insps    of 
Fire   Frotaction  Safe  Shutdown    Sij»    "    Svc    list   end 
JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response     (Fast   830IO33          84/03/07  Consolidated    Edison    Co      of    New 

Vorli     I  tit          llBpp         22635   Q4t         21X    Fieh«    30-000.34/03/07^0403090024 

B4030t;002a    IE    Info   Notice    04-10,     "Stress.    Corrosion    Cracllng     in   PUR 
Stfs    "   Svc    list    enc  1 

JORDAN.  E  L        Division,   of    Eniarge-ncif   Preparedness   &  Engineering 
Response     (Post    330IO3-)          84/03/O7  Consolidated    Edlion    Co      of    Neu 

York.      Inc          J19pp         P25B1     18&         24X    Fictie    50-000,  94/03/07;  3402090028 


84Q2O70031     IE   aoJUttn    B4-O3.     "Failure*    of    OE    Tgpe   HFA   Relaga     In   Use     In 
Class    IE   Safety    Si/s    "   Svc    list   encl 

DEVOUNQ,R    C        Director's    Office.    Office    of    Inipectlon    and 
Enforcement        84/03/12  Consolidated   Edison    Co      of   Neu    Yorli     Inc 

134pp         32833   O*M         24X    Ftche    50-OOO,  B1/O3/12,  B402070031 

6403290134,  Foriuards    IE    Insp    Rept    50-2fl'?/B3-34   on    931213-30  Wo 
violations    ob  aerveJ 
(1AST1N.  T   T         Division    of    Engineering    t<    Technfcal    Programs          B4/03/13 

HUKILL.H  D        general    public    Utilities    -  GPU  Service  Carp         2pp 
22803   305         24X   Flche    30-239.84/03/13.8403390186 

--  -5403290191    IE    In*p   Rept   SO-2B7/83-34   on   831212-30  Ho  violations 
Identified  Major   ar«a&    inspected    open    items    in   areas    of 
once-  through    steam   generator   repair.  fiCS   requallf  ication- 
PDRU.LCfi*    &    tast    procedure    review 

OfiAY,  £  H  ,    vITt>.  D   ,    WEN.P        Region    I.    Office    of   nii-ector 
B4/02/J6        iOpp        22Q03   307        24X    Fiche    30-339i  84/03/13.  640329OlBi 

S4032101B7   Foruard*    H   Hut  1  1  1     040307    ]  tr    to    ^F   St-oli    re    rovleu*    of 
teaching    per*  ormanc  ».  ab  i  I  1  ty   &   attitude    of    DD    In    1963   d 
RH   Clapt    B4O32B    )tr     to   RC    Deyoung    respondlnj    to    840203 
notice    OF  violation    Certificate    of   Svc    enel 

BAUSER.  D   0         Shaui>     Pittman,     Putt:    &   Troubridge          DAUSEfl.D    B 
Mttropmll  tan  Edison    Co        DSB  004        84/03/SO        EDLES.  8  J    .     DUCK>J  H   ' 
KOHL.  C   H         Atomic    Saftty    jnd    Licensing    Appeal     Panel         39pp 
23710   SB?         SAX   Fiche    90-269.84/03/20,8403210137 


B4O3200Q6B   Honthlg    operating    rept    for    Feb    1984   W/B40313    1 tr 

9MVTH.C    H    ,     HUKILL.H   D         General    Public    Utilities    -   OPU   Service   Corp 

84/02/29        MCDONALD, W  C        Office    of  Resource   Management.     Director 
tpp        226B5  096        34X  Flch*    30-209.04/02/29,8403200068 

B403310076  Forwards    "Number    of    Personnel    &  Han   Rema    bg    Mark    J"  Job 
Function.  CYH3"   b    "Aircraft    tlDvements   at   Harrisburg    Intl 
rtlrport.CYB3    " 

HUKILL.H,D       Oeneral    Public    Utilities   -  QPU  Service  Corp        B4/03/01 
MUBLEV,  T   E        Reqion     1.     Office    nf    Director         2pp         S270S    077         S4X 
Fiche    50-289.94/03/01.0403210076 

— 8103310032   "Number    of   Personnel   &  Man  Rems    by   Work    d  Job   Function. 
CYB3    " 

»      General  Public    UtllitlBs   -  OPU  Borvlco   Corp        83/12/31        2pp 
23703   079         24K    Ficha    SO-289, S4/O3/01,  8403210076 

— B40331OOB8  "AiTcraft  Movements  at  Harrlsliiirg  Intl  Airport. CVB3  " 
«  Oansral  Public  Utilities  -  OPU  Service  Corp  03/12/3!  Spp 
827O9  031  H4X  Ficfie  30-209,  64/03/01,  0-103210074 

8403310130  Forward*    personnel    exposure  rept    for    1983.  Including    total 
count    of   personnel    monitored    &  numBer   of   personnel    In    each 
uihola    body    exposure   range 

HUHILUj H  D       General    Public    Utilities  -  OPU  Service   Corp        04/09/01 
HURLEY.  T   E        Region    1.     Office    of    Director          lp         227O7    OBB         24X 
Fiche    30-289,04/03/01.0403210138 

— 84O331O146  Personnel    eiposure   rapt    for    1983 

*      General   Public    Utilities   -  OPU   Service    Corp        B3/ 12/31        2pa 
23707    009         24X    Flche    50-209,84/03/01.0403210138 

B.     Reportable    occurrences,     LER»    t>  related    correspondence 

84O33OOQ74   PNS-I-84-003   on    04O321,  male   phoned    Jersey   Central    Poiuer 
&  Light   Customer   Svc    Ctr    t<  notified    that   FFA  will    start 
demolishing    plants    Oyster   Creek    implemented    emergency 
contingency    plan  &    TMI    Increased    security   awareness 
MADDEN.W   .    JOYNER.J        Region    1,    Office    of   Director        S4/03/26        Ip 
22922   088        24X    Flche    5Q-QOQ.  04/03/36,  84O3300074 


T      Hearlns    transcripts    on  non-antitrust  matter* 


6403130349    Transcript    of    84021S   public   meeting    In   Mlddl  atoun,  PA   to 
receive    comments   on    draft    suppl    to   programmatic   EIB  Pp 
1-101 

*  Commissioners         84/02/13          102pp         22647    110         24X 
Flche    SO-3B9,84/03/13i84031SD349 

B403050073    Transcript    of    040301    telephone    conference    In    D«th»»da.MD   re 
steam   generator   repair    Pp    100-195 

*  Atomic    Safety    and   Licensing   Board   Panel         84/03/01         19pp 
23490   045         24X    Flehe    30-289,  84/03/01,  8403030073 

S4O32SO133   Forwards    documents    For    inclusion    in  Chairman   840223 
testimony    before   Senate   Subcommittee    on  Nuclear   Regulation. 
Committee    on   Environ  fc   Public    Wards 

»      Office    of   Congress  Jonal   Affairs        B4/O3/OB  Record    Services 

Branch    (Document   Control    Desk)         lp        25809'  294        24  X 
Fiche    30-289.  B4/O3/OS,  B40320O1  53 


Statement   of   JH  Asselstine   on   B40223   re   Commission   authority 
to    Istue    temporary   OL,  review  op   NRC  N3KC    determination 
pertaining    to   steam  g-enerator   repairs   at   TMI-1    tt    licensing 
reform    legislation 

ABSELSTINE.J  K        Commissioners        84/02/23        Spp        22309   308        24X 
FlchB    SO-2B9.  04/03/OB.  B403BB0133 


a403flTO043    IE    info  Notice    B4-19,     "Tuo  Events    Involving  (Jnaif thor  1  led 
Entries    Into  PDA   Reactor   Cavities    "    Svc    list    encl 
JORDAN.  E  L        Pi  vision   of    Eneroencij    Preparedness    S<  Engineering 
Response    (Pott  8301031.       Q4/O3/21.  Consolidated   £dlson    Co      of  Num 

York.     Inc         IBSpp        32BS3  339        24J(   Ftcfte    SO-ODO,  84/03/31 ,  84DBO90043 


H403B70333  Transcript    of    Comfnl  ssion   B40323  af  f  irm*tl on/di*cus*lon  << 
vote    in  WasMnB torn  DC   re    request    for   denial    of   renewal    of 
S«abrooli    Unit   a  CP  fc   SECY-B4-40   concerning    revi«u   of  ALAH- 
734    in    matter    of   Met    Ed    Pp    1-3 

»      Cnmmlssionen        B4/03/H3        6pp         92787-336        24X 
Flche    30-OOO.  B4/03/S3,  0403H70333 


B402Q90044    IE    info  Notice   64-20,     "Bve    Life   of    Relays    in    Safe  ty-Reliteii 
Sys    "    Svc    Jist   enel 

JORDAN. E  L        Division   of    Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Ed  it  on    Co      of  Neu 

York,     rnc         133pp        32933    001        24X  Flche   30-000, 84/03/31 .  B40S090044 


eport*    t,   relate*   i  orraspondenc  B 


pnnel    exposure    data.  aircraft   m 
rport.  leak    reduction    program 
safety    valve    challenges    for 


I1U1«5    -   GF 
if   Director 
II 


Betvlce   Corp          83/12/31 
9pp.       22639  342        B4X 


U      Congressional /Executive    Correspondence 


8102220291    Responds    to    B312O9    Itr    In    opposition    to   r«*tart    until    all 
oirt»t*nding    issues    resolved 

PALLADIND, N  J        Commissioner*        04/01/31        HEINZi J        Stnate        lp 
22384    306         24X   Fiche    5O-S89.  81/01/31.  8402220291, 

— Q4D3090003   Responds    to  B31S12    Itr    eipresslng    concern   re    protracted    time 
period    for   resolving   TMI-I    restart    Issue   Notice    to   partl*s 
issued    on    040127    encl    H/o    encl 

PALLADINO.N  J        Comml ss loners        94/01/31         KQLTER.J  P,       House   of 
Rep.        lp.       22584   305        24X   Fiche    30-259,84/01/31,8402220971 
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— B4O3O7OO04  Responds    to   831213    1 tr    eipresslng    concern   re    protracted    time 
period    tot-    revolving    TMI-1    restart    issue    Notice    to   parties 
Issued    on    840127    encl    W/o    encl 

PAU.LADINO.N   J         Commi  ss  ionera         B4/O1/31         MURPHY,  A    J         House    of 
Rep  Ip         32SB4   307         24X    Flche    30-269,  84/01 /31,  B4O232O291 

-— B4O3090G03  RBiponds    to   831312    Itr    expressing    concern   re    protracted    time 
period    for   resolving    TMI-1    restart    issue    Notice    to   parties 
1  Blued    on  840137    encl    W/o    encl 

PflLLflDIND, N   J         Commissioners         B4/O1/31          MURTHA.J   P          House    of 
Rep  Ip         223B4    3O8         24X    Fiche    3O-281?,  B4/O1 /31 ,  B402220291 


— 840SSao3O3  Submits    opposition    to    further    consideration    of    restart 
until    all    outstanding    issues   resolved 

HEINZ, J         Senate         33/13/01         PAULADINO.N         Commissioners          Ip 
23336    363         24X    Fiche    50-289,84/03/14,8102320388 

B4O3200191    Responds    to  831208   &    IB   Itrs   re    possibility   of    restart 
decision    prior    to    further    evidentiary    hearings    an   mgt 
competence    i    integrity    AS  LAB    decision   mill    be    considered    by 
Commission    upon   issuance 

PALLADIND.N   J         Commissioners         84/03/19         SPECTER,  A         Senate         2pp 
2269B   003         24X   Fiche    30-289,64/03/19,8403200191 


0403O900O7  Responds    to   831213    Itr    expressing    concern   re    protracted    time 
period    for   resolving    TMI-1    restart    issue    Notice    to   parties 
Issued    on  840127    encl    W/o    encl 

PALLADINO.N   J         Commissioners         Bfl/01/31          CLINGER,  W    F         House    of 
Rip  Ip         23384    309         24X    Flche    50-239,  84/01/31  ,  0402320291 

B403D900OS  Responds    to   831212    Itr    eipressing    concern   re    protracted    time 
period    for   resolving   TMI-1    restart    issue   Notice    to    parties 
IsEUBd    on   840127   encl    W/o    encl 

PALLADINO.N  J        Commissioners        84/01/31         GAYDOSi  J  M,       House   of 
Rap  Ip         22  SSt    310         24X    Fie  he    90-237,84/01/31,8402220391 


6403090007  Responds    to   B31213    Itr    eipresslng    concern   re    protracted    time 
p»rio(T    for   resolving    TMI-1    restart    Issue    Notice    to   parties 
lisuid    on  840127    encl    W/o    encl 

PALLADINO,N  J        Commissioners        04/01/31         RITTER-D        House    of   Rep 
Ip.        33584   311         24X    Flche    50-289,  B4/01  /31  ,  8402220371 

8403090010  Responds    to   831212    Itr    expressing    concern    re    protracted    time 
period    for  resolving    TMI-I    restart    Issue   Notice    to    parties 
i«*u«d    on  840127    encl    W/o    encl 

PALLADINO.N  J        Commissioners        84/01/31         HARRISON.F        House   of 
Rep.        Ip        33504    312        24X    Flche    30-209,84/01/31,8402330291 

B4O3-Q90013  Expresses    concern   re   protracted    time    period    for    resolution 
of    Issues    surrounding    TMI-1    restart  Commission    should    place 
pTimary    emphasis    on   ability    of    util    mgt    to    operate    plant 
»a  fain 

GAYDCIS.  J  H   ,    KOLTER.J  P    ,     MURPHY,  A  J        House    of   Rep         B3/12/12 
PALUADINQ.N    ,     OILLINBKY.V    ,     ROBERTS,  T         Commissioners,        Hpp 
331         24X    Flche    30-209,84/01/31,8402220291 


—  84O3Q?Q01I   Expresses    concern    re   protracted    time    period    for    resolution 

of    {agues    surrounding    TMI-1    restart   Commission    should    place 

primary    emphasis    on   ability    of    util    mgt    to    operate   plant 

safely 

HARRISON,  F        House    of   Rep        83/12/13        PALLADINO.N   ,     QIHNBKY,  V 

ROBERTS,  T        Camnisiioners,       Spp         22934    329        24  X 

Ftchff    30-289,84/01/31,8402220591 

6403070033   Responds    to   83121']    Itr    suggesting    Commission   refuse    to 
restart    Unit    1    until    funding    for    Unit   S   cleanup    in   place 
Commission   doee   not    believe    that    Unit    1    restart   b  Unit    2 
cleanup    should    bo    tied    together 

PALLADlNd.N  J  Commissioners.  01/02/00  t10RRIS,A  E  Advisory 
Council  for  Decontamination  of  TM1  Unit  2,  Ip  22963  198  24X 
FichH.  SO-2B9,  B4/02/08,  8403070033 

—  B4Q30.7006O  Respond*    to   B3I213    Itr    re    criminal    Indictment    of   Mat  Ed   & 

claanup    of   Unit   2   Commission    does    not    believe    delaying 

restart   would   accelerate    Unit   2   cleanup    Unit    1    restart   It 

Unit    3   cleanup    sh-auld    not    tie    tied    together 

FALL.ADINQ.N   J         Commissioner*         B4/02/OB         MORRIS,  A    E.        House    of 

Rip.        Ip        23363.199        24X    FUhe    30-209,84/02/08,8403070033 

—  B  403070  Oil  9  Responds    to    B31307    Itr    urging    Commission  not    to    authoriie 

restart    of  Unit    1    Commission   views    on   restart    set    forth    in 
encl    BtQl27   notice    to    parties  Commission    doe*    not    believe 
Unit    1    restart  t>   Unit   S    cleanup    related 

P  ALL  AD  I  NO,  N  J        Commi  it  loners        B4/02/OB        OEKAS,  0  H        Haute    of 
R«p          Ip        32963   200        24X   Fiche    30-289,  B4/02/OB,  S4O3070O53 

—  9403070073  Urges   Commission    not   to   accept    recommendation    to    restart 

Unit    1    In    light    of   mgt    Integrity    review   &   criminal 

procBBdingf    it   stow  pace    of   Unit   3    cleanup 

OEKAS-  G    W,        Holl*e    of    Rip         B3/12/07.        PALLADINO,  N,  J 

CnfflmUsloners        Ip         22363   217        H4X   Fl  che'  30-289.  B4/02/OB, 

3403070033, 

—  340307007*  Advise*    of    convictions    re   Unit    1    restart.  Due    to    criminal 

Indictment*   &  belief    that    Unit    1    revenue    should    go   directly 

toward    Unit   S  cleanup)  recommends    against    restart 

WALKER,  R.  9        House    of    Rep.       83/12/13        PALLADINO,  N   ,     ASSELSTJNE,  J 

BERNTHAL-F,       Commissioners         Ip         B29&3   21B        24X 

Flcfc  »•  80-289,  B4/02/OB,  84030700D3 

8402220233   rick   receipt    op   840131    reaf  f  irmat  1  on    of    Comffllailon    840127 
dtfttaicm   re   restart   Further    elaboration    of    dicislon   basis 


. 

HEINZ,  J        Senate.       B4/O2/I4        PALL  AD  J  NO,  N  J        Commissioners 
aff336:3iO.       B4X  Fiche    30-589,  84/02/14,  B402S20Z8B 


Ip 


— 8403200200  Comments    on   rept    that  Commission   recommended    au thorl lat Ion 
to    operate    at    23 /•    power    ui/ commencement    as    early    as   Jan    19B4 
Author! ration  contradicts    previous   Cammlssion    aisurances 
Evidentiary    hearings    recommended 

8PECTER.A        Senate        83/12/08        PAULADINO,  N  J        Commissioners        Ip 
32698   027         24X   FicMe    5O-SB9,  84/03/19,  8403200191 

— 8403200209  Responds    to  831117    Itr   re   resolution    of   mflt    competence   d 
Integrity    Issues    prior    to   restart  Questions   about  competence 
&    integrity    will    be  adequately    resolved    prior    to   restart 
dec  Is  Ion 

PLAINE.H   H         Office    of    the    General    Counsel         83/11/23         SPECTER, A 
Senate        2pp        23693  O28        34X   Flche    30-289,84/03/19,8403200191 

— 8403200211    Advises   Commission    to   hold   necessary    hearings    to    resolve 
outstanding    issues    discussed   at   831216   hearing 

SPECTER, A        Senate        83/12/18        PALLADINO,  N       Commissioners        2pp 
22498   030         24X    Flche    30-209,84/03/19,8403300191 


V      Operator  Examinations 


61031 200 li  Submits    list   of    dates   on   which    individual    DO   teaching 
ability, attitude  &  willingness    to    cooperate   monitored    DD  no 
longer    licensed   operator   &   no    longer    training    licensed 
operators   or    trainees 

HUKILL.H    D         General    Public    Utilities    -   GPU   Service   Corp         B4/03/07 
STOLZ.J  F        Operating   Reactors   Branch    4        Ip        229Bi  263        84X 
Fiche   30-289,84/03/07,8403120016 


DOCKET    90-293   PILGRIM   NUCLEAR    POWER    STATION,     UNIT    ( 

F      Security,    medical,    emergency   J<  fire   protection   plans 

8403060034   Advises    that  NRC    will   not   review   emergency  plans    to    delete 
privacy    or   proprietary    Info    unless    specifically    requested    by 
licensee,  per   810709  Generic    Ltr  Bl-27  W/o   request, entire 
plan   uiill    be   placed    in  PDR 

VASflALLO, D  D        Operating    Reactors    Branch   a        B4/02/1O 
HARRINGTON.W  D        Boston   Edison  Co        Spp        23328  331        24X 
Fichu    50-293,84/02/10,  8403060034 

8403120305   Responds    to   830720   petition  requesting    that  NRC   take 
Immediate    action    to   remedy    alleged    serious    deficiencies 
In    offiite    emergency    response    plans   Request    denied    In   part, 
based    on    encl    interim  Director's   Decision   84-03 
DEYQUNG.R   C        Director's   Office,    Office    of    Inspection   and 
enforcement        84/02/27        ERNBT, M   D        Massachusetts   Public    Interest 
Research    Group        2pp        23619    101        24X   Flche    50-293,84/02/27, 
B403I2030B 

— 8403120308   Interim  Director's   Decision   DD-B4-5  denying    In    part, 
Massachusetts   PIRC  83O730  3  206   petl  t  Ion,  reques  ting   NF1C 
action    to    remedy    allegation*   re    deficiencies    in    offslte 
emergency    response   plans 

DCYQUNQ.R   C        Director's   office,    Office    of    Inspection    and 
Enforcement        84/02/27        31pP        32619    103        24X 
Flche    30-293, 04/02/27,  B4031S0303 

—8403130311    Notice   of    Issuance    of   Director'*    Decision  DD-84-S  re   B3072O 
2  206   petition   re    deficient    emergency   reiponie    plans 
DEVDUNO.R   C        Director's    Office,    Office   of    Inspection    and 
Enforcement         B4/02/37         2pp         22619    134         24X 
Flche    30-293, B4/02/27,  S40313030S 

— 8402020093  Requests    further    review   of    Issue   re    evacuation    time 
estimate, per   NRC/FEMA  801104  MOD  Evaluation    of    potential 
bottlenecks    to   evacuation    of  plume   emergency    planning    ione 
Identified    in  BER    (NUREG-0022,  Buppl    3>,  requested 
JORDAN,  EL        Dlvlnon    of   Emergency  Preparedness    ft  Engineering 
Response    (Past  830103)         84/01/20        KR1MM, R  H        Federal    Emirgancy 
Management  Agency        2pp        22619    136        24X   Flche    30-293,84/02/27, 
B4031 20303 

8403140248   Responds    to   8401  IS    Itr   submitting    current    ttatus    of    facility 
*afeguards    info   protection    «y*  Sys    in  accordance 
in/provisions    of    10CFR73  21    b   acceptable 
VASSALLO, D  D       Operating   Reactor*  Branch   2       B4/OS/27 
HARRINGTON.H  D        Boston   Edison  Co        3pp        22636  340       34X 
Fiche    90-293,84/02/27,8403140248 
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B40 30901 47    Clarifies    NRC   B31102    safety    evaluation    for    IQCFFtSO.App    R, 


Items    III    G    3   t,    111    L   re    number    of     fi. 

fire   occurs    in   cable    spreading    ro 

number    of    f-usBS    li    IS,  not    sii 

HAHRINOTQN.U    D         Boston    Edison   Co         B4/03/O5 

Operating    Reactors    Branch    2         to          22575    12B 

Fiche   30-293,94/03/05.8403090147 


to    be    removed     If 
control    roam  Correct 


VAESALLO.  D 
24* 


04O3140340    Summary    of   331313  meeting    lu/OE  &  Hark    I    Owners    Group    In 
BettiBsda,  MD  re   Mark    I    containment   uietuie  1 1-dryuel  1    vacuum 
breaker    design  methodology 

S1EQEL.B    L        Operating   Reactors  Branch   5        04/02/21  Operating 

Reaction    Branch   3         Slpp         32633    19B         24X   FichB    90-000.  B4/02/21, 
9403140340 


B40313Q2S3  Forwards   Rev  6    ta    security    force    training   fc  qualification 
plan  re    consolidation   of    similar    crucial    tasis. changes    in 
conforraance    to   physical    ihanfle*    to    facility    fc   verolage   moils 
Rev   withheld     (ref     10CFR2    770    &    73   21) 

HARRINGTON,U   D         aojtnn    Edison    Co         34/03/03         MUHLEV,  T    E         Region     I, 
Office    of    Director          lp          22607    137         24X    Ftche    30-293,84/03/03. 
9403130259 


8flQ314Q273  Forwards    corrected    Page    22    for  B30403   Amend   73    to    Licvnsi 
DPR-35  Change   adds    equal    or    less    Chan   symbol*    Inadvertent  1  g 
left    off    LOSS  pslg    limiting    lafetg    lys   setting    for   Tech 
Spec    Section  2  2A 

LEECH. P   H         Operating    Reactors    Branch    2         34/02/22         HARRINGTON, W   D 
Boston   Edison    Co         2pp         H2636   329         24X    Fiche    90-293, 84/OB/B2. 
8403140972 


8403300332  Forwards    staff    comments    on    detailed    control    room    design 
review    program   plan,  per    NURSO-O737.  Eupp  1     1    Some    are-as    aP 
plan   require     further    description 

VASSAU-O.D  D        Operating    Reactors  Branch    2        B4/O3/OA 
HARR1NQTON.H   D         Do 5 ton    Edison    Co         ISpp         23B44   264         24 -X 
FichE    50-293. B4/O3/O6.  B<)0330D232 

B40313001B    Informs     that    FEMfttulll     transmit,  on    or    before    840403,  propose  1 
re   further  review   of    issues    concerning    evacuation    time 
estimates    for    populat 1  on.  Inc ludl ng    Dork   prooram, estimate  of 
resources    S   schedule    for    completion    of    major-   components 
KRIMM.R    W        Federal    Emergency   Management   Agency        84/03/09 
JORDAN.  E   L        Division    oF   Emergency    Preparedness   t>  Engineering 
Response    (Post  83O1O3)         !p        H264O  330        24X   Fiche   50-293,84/03/09. 
B403150019 


— B403140379   Corrected    Page    22    to   830403   Amend    73    re     1.OB3    ptlg    limiting 
safety    sys   -setting    for   Tech    Spec    Section   2  2A 
•      Boston   Ed  it  on   Cn         83/04/05          lp         22631.    331         24X 
FichB    50-393,  B4/02/22.  B40314O372 

9403010334    Forwards    updated    REV    1    to    "Inservice   Testing    Program,"   u/ 
boundary    coordinate    Info    provided    for    locating    valves    Si 
pumps    on    imp    drawings 

HARRINGTON,  W  D        Boston  Edison  Co         B4/02/27        VAggALLD.  D    B 
Operating    Reactors   Branch    Z        2pp         22432  014        24X 
Fie  ho    50-293.  B4/O2/27,  B403010324 


— B403010327  Updated   Rev    1    to    "Inservice   Testing    Program    " 
*      BOB  ton  Edison  Co        04/02/27         40pp        22432  016        24X 
FichB    50-293,84/02/27.  B403010324 


B40315Q177   Forwards    Rev    I    pages    to    820625   App    R    response,  con talning 
fire   protection  analyses,    ti   recommendations    far    facility 
U/sli    avers  tie  drauJln-gs   Aperture    cards    are    available    In    FDR 
HflRRINOTON.W   D         Boston    Edison   Cp         84/03/0?         VASSALLO,  D    G 
Dperatl.no    Reactors    Dranch    2         62jip         E2613    399         24X 
Fiche   30-293,84/03/09,8403150177 


6^03090152   Forwards    OE  B40304    1 tr   supporting    proposed    chano*    to   control 
rod    drive   ueefclij    surveillance    Tech    Spec  i,  par    P   Liech    B402O3 
telcon   request 

HARRINOTON.W   D         Boston    EdUon    Co          Bfl/03/03         VAS9ALLO,  D    D 
Operating    Reactors    Branch    2         4np          22379    1E9         24X 
Fiche    30-293,  S4/Q3/O3.  9403090152 


B403190243   NotlFfcatlon    of    B4041B   uorkstipp    In    King    of   Prussia.  PA    to 
discuss    lessons    learned    from   recent   Ap p   R    fire    protection 
safe   shutdown    in*p    &    topics    described    in    IE    Info   Motlc« 
afl-09  Agenda    For    workshop    end 

HURLEY,  T   E         Region    1.     Office    at    Director         84/03/09         D'TOQLE.  Jtt 
Consolidated    Edison   Co      of   New  York,     Inc        CQUMSIL,W  Q        Northeatt 
Nuclear    Energy   Co       fsubs      of    Northeast   Utilities)        HHDDE.  O  K 
Niagara    Hohaufc  Pouer   Corp         35pp        S2t72  OoH        E4X 
Fiche    50-000,  94/03/09.  B40319O243 

8403200093  Foruards    final    siercise   rept    prepared    by   FEMA    for    830627 
joint   eiercise   of    state   te    local    radiological    emergencg 
preparedness    p lans 
MARTIN.  T  T        Division   of    Engineering   &   Technical   Progirams        84/03/11 

HflRRINOTON.W  D        Boston    Eduon  Co        3pp        22697  O1??        S4X 
Fiche   50-293.  34/03/1 5,  840320009B 


0      Adjudicator^    correipondence 


8303260001    Order    entending     time    unbil     B40329    for    Commission    to    act    to 
review    Director's    Dg-clsinn    DD-94-3   Served    on    B40323 
CHILK,S    J        Office    of    the    SBcretarij    of    the   Commission        DSD   OBO 
04/03/23  Commlsiioners          lp         2274B    357         SHX 

Fiche    SO-293,  B4/03/H3.  8403260O01 

B403300002  Brder    eitentfing    timu    utll   B4O405    for  Commission    to  act    to 
revleiu  Director's   Decision   OD-B4-5  Berved    on   B40329 
CHILK.  S    J        Office    of    the    Secretary    oF    the   Cammlision        D6fl   207 
BH/03/H1?  Convnissioners          lp         22S32    IDS         21X 

FichB    3O-293,  84/O3/E7,  B4O3300002 


B1O3090240   Suirimary    of    B4O216  meeting    u/Northeast   Nuclear    Energy   Co, 
Boston   Edison   Co. Vermont    Yankee  Nuclear  Power   Co   &   Tdledyne 
Engineering   Bvcs    in   Wa 1th am,  MA  re    addl    Mark    I    torus 
structural    analysis    List    of   attendees    enc  1 

BHEA.J  J        Operating    Reactors    Dranch    5        84/03/07        CRUTCHF1ELD,  D 
Operating    Reactors    Branch    5        4pp         22372  298        24X 
Ftche    50-OQOi  84/03/07,  B403090H10 

G403140107   Foruardi   rBsults    of    secandari|    containment    leak    rite  Test 
B    7  3   performed    an   831213    to   verify    integrity    of    containment 
at   Refueling   Outage   b   prior    to   refuel    Results    sat  Isfac  tori) 
HARRINSTONiW   D         Boston   Edison   Co          BV03/07  Office    O*    Nuclear 

Reactor   Regulation,     Director         4pp         226BO  338        24X 
Fiche    SO-293,S4/O3/07,B403140107 

B1O3 130111    Flesponds    to    B31230   request    that    Section   V(i)     of    NRC    order 
issued    to    util    on   820118   be    terminated    Based    on    improvements 
In   organl lational    structure   b   methods   of    communicating 
status    of    safetg-relatBti    ac  ti  vit  i  BB,  requiremint    terminated 
MURLEY.  T   E       Region    \.    Office    of    Director        B4/03/O9 
HARRINOTON.W  D        Boston  Edison   Co         2pp        22640  214        24X 
FichB    50-293.  E34/O-3/O9.  B4O3150111 

— 8403130117  Requests    that   NRC    B2011B    order    requiring    that    corporate 
onsite    reprosen tat i ve   position    bo    established    to    provided 
dally   audit    of    plant    operations    be    terminated    Organizational 
changes    have    reduced    need    for   onsite    representatl VQ 
HflRRlNSTON.U  D        Boston   Ediaon    Co        83/12/30        HURLEY,!    E        Rigion 
1,    Office   of    Director        2pp         22610  216        24X   Fiche    SO-293, 
B4/03/09.840315011  1 


J      Insurance   &    indemnity    information 

P403140029   FarDaris    Endorsement    65    to    MAELU   Policy    MF-3B   i.    Endorsefnent! 
Bl  b  66    to   NELIA  Pallcif  NF-1BB 

SlNISIiJ   H         Harsh    &    McLennan.     Inc         B4/03/O3         SALTZMAN,  J    D 
Assistant   Direttor    for    State  *  Licenses  Relations        4pp         22633  015 
24X  Fiche   SO-293,  84/03/05.  B403140029 

P      Operating    license    stage    documents   t   correspondence 


84O3150273   Generic    Ltr    84-07    to    all    licensees    of    DWR*  re    procedural 
guidance    for   pipe    replacement    at    BWRi   Svc    list    end 
EISENHUT,  D  0        Division    of   Licensing        84/03/14  Commonwealth 

Cdison   Co         20pp         22B23    334         H4X    Fiche    30-000.84/03/14,8403130273 

B4O3270O10   Application    for    amend    to   License   DPR-39,  con* i st ing    of 
Proposed    Tech    Spec    Change    B4-O2  allowing    increased    core 
f  lou 

HARRINGTON,  W   D         Dostotl   Edison   Co          B4/03/2O         VASSALLO.  D    B 
Operating    Reactors    Branch    2         3pp          23769    163         24X 
FichB    50-H93,  H4/O3/20,  B403270O10 


B40315000B   Informs    oF   actions    taken    re   coordination   of   drtfiinill 
activities    for   duration   of   Refueling   Outage    6  t, 
recirculatlon   piping    replacement   project 

HARRINOTON.T  E        Boston   Edison  Co        84/0-2/OS        HURLEV,  T    E        Region    1 , 
Office    of    Director         2j>p          B2&43   E97         24X    Fiche    50-293,84/02/08, 
B403150O08 


-3403270015  Proposed    Tech    Spec    Change  84-OB. al lowing    increased    core 
f  lou 

#      Boston   Cdison    Co         S4/O3/20          2pp         22769    168         24X 
Fiche    30-293.84/03/20,8403270010 

-3403270022   "Safety    Review    of    Pilgrim  Nuclear   Pouter   Station. Unit    t    at 
Cora   Flaw  Conditions   Above    Rated    Flnti)  Throughout   Cycle   6    " 
FISCHEH, D  U    ,    &RIDLEY, R   L        General    Electric    Co        NEDO-30242 
83/OB/31         34pp          22769     170         34X    Fiche    30-293,84/03/20,8403270010 
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— S4Q3270Q24    SuppI     1     to    "Bafetg    Revleu    of    Pilgrim   Nuclear    Pouier    Station 
Unit    1    at  Core  Flow  Conditions    Above   Rated   Flow    for    End-of- 
Ctfcle    6    " 

FISCHER, D  L   ,    QRIDLEY.K.   L        General    Electric    Co        NEDO-3024a  SOI 
B3/09/30         IDpp          32769    2O1          24X    Fiche    3O-293.  B4/O3/20,  S4O327OQ10 

9403570039   Application    to   amend    License    DPR-35,  c  ons  i  sting    of    Proposed 
Change    84-01, changing    Tech    Specs    to    remove    details    of 
Section    XI    inservlce    imp    program 

HiflflRINOTOM,  W  D        Button    Edison   Co        64/03/20        VA8SALLO,  D   E 
Operating    Reactor*    Branch    2        4pp         23774    113        54X 
Fiche    50-293,84/03/20.8403270053 

— 0403270143   Proposed    Tech    Spac    changes,  removing    details    of    Section    XI 
Intel-vice    insp    program 

*       Button    Edison    Co         B4/03/20          lOpp          22774    119         24X 
Fiche    30-293,  84/03/20.  8-103370055 


Q      Inspection   reports.     IE   Bulletins    b   correspondence 


84.03020242   Forwards    IE    Insp    Rept    50-293/83-26    on   831212-16  No 
violation*    identified 

HftnriN.T   T.      Region    1,     Office    at    Director         84/03/09 
HftRRINOTGN.W  D        Boston   Edison  Co        2pp        22440  081         24X 
pich», SO-293, 84/03/09,8403020263 


— B403150073    IE  Insp    Rapt    30-293/04-01    on    B40101-03O6   No    violations 

noted    Major  areas    inspected    operational    safety    verification, 

plant    event  fol  lowup,  surve  1 1  lance   &  maint   activity   review  t< 

follouiup    on  insps   required    by    IE   Bulletin   84-OL 

JOHNSON.J    ,  MCDRIDE.M    ,     BDRCHARDT.R         Region    1,     Office    of    Director 

94/02/23  15pp        33641    027        24X  Fiche    50-393.  84/03/O1 , 
8403150067 

04Q3090OQ7    IE    Info  Notice  B4-14,    "Highlights    of   Recent   Transport 
Regulatory   Revs   by    DOT  t<   NRC    "   Svc    list    enc  1 

GRACE,  J  N        Division   of  QA,    Safeguards    t    Inspection  Programs    (Post 
830103)          B4/O3/O3  Consolidated    Ellison    Co      of    New    York,     Inc 

130pp          32332    329         24X    Fiche    BO-000,  B4/O3/02,  84O2O90007 

B402O9OQQ8    IE    Infu   Notice   04-16,     "Failure   of   Automatic   Sprinkler   Sys 
ValvoB    to   Operate    "    Svc    list    anc 1 

JORDAN. E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response     (Post    8301O31         84/O3/03  Consolidated    Edison    Co      of    Neu 

York-     Inc          122pp         23533    09B        24X    Fiehe    50-000,84/03/02,8402090006 

8403090009    IE    Info  Notice   64-13,    "Reporting    of  Radiological    Releases    " 
Eve    list    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   ic  Engineering, 
Response    (Post   030103)        04/03/03  Consolidated    Edison   Co      of   Neui 

York-     Inc          H9pp         22533    217         24X   Fiche    50-000.84/03/03,8403090009 


— B4030SOE7H    IE    Insp    Rept    30-393/83-26  on   831212-16  No   violations 
identified   Major    areas    inspected    procedural    &   personnel 
qi/aJif ications    for    ultrasonic    exam  of    recirculation    piping 
tat  Id     intergranular    stress    corrosion    cracking 
HARROW, L    ,    MCBREARTV,  R   A    ,    MANOLV, K  A        Region    1,    Office    of 
Director        84/03/O7        0pp         23140  003        34X    Fiche    30-293,84/02/09, 
6*03020262 

B403Q20315    Forwards    IE    Insp    Rapt    SO-293/B4-02    on    B401O3-Q3   fc    09-13    No 
violation*    observed 
MARTIN.T   T        Division    of   Engineering    !<   Technical    Programs        84/02/17 

HrtRRINOTON.U  D        Boston   Edison  Co        2pp         33439:007        34X 
Fiche.    BO-293,  84/02/17,  B4030303I3 

— 8103020399    IE    Insp    Rept    3O-293/84-02    on    B40103-OS    Si   09-13    No    violations 
identified   Major    areas    inspected    rec irculation   piping 
replacement    program.  Including   melding    activities. plant    maint 
program  fc  ultrasonic    test    program 

QRAYiE   H   ,    MCBHEARTY.R    ,     SHAUB.  T        Region    1,    Office    of   Director 
64/02/09         llpp         33439009         24X    Fiche    30-393, B4/OH/ 17, B403O203I5 

B 4 030 1 033-4    Forwards    updated    Rev    1    to    "Inservice    Testing    Program,"   u/ 
boundary    coordinate    info    provided    for    locating    valves    fc 
pumps    on    tnsp    drawings 

HARRINGTON, W  D        Boston   Edison  Co        04/02/27        VABBALLO, D    D 
Derating    Reactors    Branch    S        2pp         32433' 014        S4X 
Fiehe.    BO-293,  84/02/27,  B403010324 

B4.03090O47   Responds    to    IE  Bulletin   B3-07,     "Apparently   Fraudulent 
Products    Sold    by    Ray    Miller, Inc    "    Suspect    matl    not    supplied 
or    used    at    facility 

HAfiRINOTDN.W  D        Boston   Edison  Co        84/02/27        HURLEY,  T   E        Region    1. 
Office    of    Director        2pp         23376  O02        24X    Fichu    30-293, B4/02/27, 
B4Q3O9O047 

84,01190072    IE    Info  Notice    84-13,     "Potential    Deficiency    In    Motor 
Operated    Valve   Control    Circuits   d  Annunciation    "    Svc    list 
end, 

JOHDANjE   L        Division   of    Emergency    Preparedness   t,   Engineering 
Ret  ports*    (Post   B30103)         B4/OS/2B  Consolidated    Edison    Co      of   Hsu 

York,     Inc         113pp         S2909   239        84 X   Fiche    SO-OOO,  84/O2/3B, B401 190072 

B40307033I>  Ack    receipt    of   040213    Itr    informing    NHC    of    steps    taken    to 
correct    vloUtions    noted    in    IE    Insp    Rept    50-293/03-33, 
STAROSTECKI.R        Division    of    Project   h  Resident   Programs         84/02/2B 
HARRINGTON,  U  n        Boston   Editon   Co         lp         225-1  i  354        24X 
Fiehe:  SQ-K93, B4/02/2B,  B403070330 

— B4Q3O7O341    Riipondi    to   NRC   B31308    Itr   r«    violation*   noted    in    IE    Insp 
Kept    30-293/83-23   Corrective   actions    HOP    rai»»d    mgt    policy 
ls*ue*    re   procurements    which    have    taken    longer    than    eipected 
to-   resolve   Completion    expected    by    840402 

HAHRINOTON.H  D        Bo*ton   Editon   Co        84/02/15        STARDBTECKI, R 
DlMlalon    of   Project   &  Resident    Program*.        lp        23346   353        24 X 
riche. 30-293,84/03/28,  B403070330 

B4031300i7   Forwards    IE    Inip    R«pt   3Q-393/B4-01    on   B40101-OB06   No 
violation!!    noted   Concern    identified    re    program   for    Feedback 
of    operating    experiences 

BTARaST£cm,R        Division    of   Project   «.  Resident   Programs         84/03/01 
HARRINGTON.  M  D        Boston   Edit  on   Co        2pp         23&41    025        24X 
Fiehe:SO-293, B4/03/0 1.B4031 5O067 


8402090011    IE    Info  Notice  84-17,    "Problems   H/Ciquid   Nitrogen   Cooling 
Components    Qelou  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post  830103)        84/O3/OS  Consolidated   Ed  lion    Co      of   New 

York,     Inc         H7pp        23553   336        24X   Fiche    30-000,  B4/O3/03,  B40209001 1 

B40209Q054    IE    Info   Notice   B4~O9,Rev    1,     "Lessons   Learned    From    Ineps    of 
Fire   Protection  Safe  BhutSoun   Sys    "   Eve    list   encl 
JORDAN,  E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response     (Post    B3Q1Q31         84/03/07  Consolidated    Edison    Co      of    NeuJ 

Yorfc.      Inc          HBpp         23635    049         24X    Ficho    30-000,  B4/O3/07,  B402090024 

B40S0900S0    IE    Info   Notice   B1-18,     "Stress    Corrosion  CracMng    in  PWR 
Bys   "   Svc    list  encl 

JORDAN. E  L        Division   of    Emergency    Preparedness  &  Engineering 
Response     (Post    B30103)         84/O3/07  Consolidated    Edison    Co      of    Neui 

York-     Inc         llBpp        235Q4    !B6        34X   Fiche    30-000,84/03/07,9402090026 

8403130213    Informs    of    recent    plant   developments   MH  McDride    appointed 
resident    inspec tor. effective    831211    Ultrasonic    insps   of 
stainless    steel    piping    sections   reported    indications   of 
cracking    QE  contacted    to    assist    in   managing    pipe   repairs, 
MURLEY.T  E        Region    1,    Office    of    Director        84/03/00  Plymouth, 

MA         2pp         22603   063         34X    Fiche    50-293,84/03/08,6403130212 

8402090031    IE  Bulletin  04-03,     "Failures    of  GE  Type  HFA  Relays    In  Use    in 
Class    IE   Safety   Sys    "    Svc    list   encl 

DEYOUN8,R   C        Director's   Office,    Office    of    Inspection   and 
Enforcement        04/03/12  Consolidated   Edison   Co      of   Neu   York,     Inc 

I34pp         23823  094        34X  Fiche    30-000.84/03/13,8402090031 

B4D3260313  Ack    receipt    of   040301    Itr    informing   NRC   of   corrective   It 
preventive    actions    taken    re    violations    noted    in    IE    Insp 
Rept   90-293/83-34 

8TAROSTECKI.R        Division    of    Project   it  Resident    Programs        84/03/20 
HARRINGTON, W  D        Boston   Edison  Co        lp        22753    1S3       24X 
Fiche    30-393,04/03/20,8403260313 

— 0403360317  Responds    to   NRC   840209    Itr   re   violations  noted    in    IE    Insp 
Oept    50-293/S3-34   Corrective  actions    personnel    advised    of 
importance   of   adherence    to    procedure    re    logging    of    temp 
during    reactor   tieatups   &   cooldouins 

HARR1NQTON,W  D        Boston    Edison  Co        B4/03/01        0TAROSTECKI, R 
Division   of   Project   b  Resident   Programs        Bpp        32753    136        21X 
Tiche    30-393,04/03/30,8403260313 

84O3270D55  Application    to   amend   License   DPR-33, consisting    of   Proposed 
Change   84-01, changing   Tech   Specs    to   remove    details    of 
Section    XI    inservlce    Insp    program 

HARRINGTON,  W  D        Boston  Edison  Co        84/03/20        VA6SALLD,  D   B 
Operating    Reactors   Branch    2        4pp        22774    115        24X 
Flche    50-293,84/03/20,8403270033 


— B403270143  Proposed    Tech    Spec 
Inservice    insp    program 
*      Boston   Ed  IB on  Co        B4/03/30 
Fiche    50-293,94/03/20,0403270055 


hanges, removing    details    of   Suction   XI 
lOpp        22774    119       24X 


8403090043    IE    Info   Notico   84-19.    "Tun   Events    Involving   Unauthorii«d 
Entries    Into   PUR  Reactor    Cavities    "    0vc    list    encl 
JORDAN,  E   L        Division   of    Emergency   Preparedness   S>  Engineering 
Response    (Post   B30103)         B4/03/21  Consolidated   Edison   Co,     of  New 

York,     Inc         123pp        32823   229        24X   Fiche    90-000,84/03/21,0403090043 
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B4Q2Q90044    IE    Info  Notice    aa-20,     "Bvc    Life   nf    Relays    in  Saf at«-Helated 
Sys    "    Svc     list    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness  tt  Engineering 
Response    (Pott   B3O1P3I         04/03/21  Consolidated   Edison   C«      of  Hew 

York,      Inc          133pp          23933   001          24X    Fiche    SO-000,  S4/03/21 ,  B40E090044 

R      Periodic    operating    reports   &    related    correspondence 

3403120027    "Radioactive    Effluent    !•  Uatte   Disposal    Rept    Including 
Radiological    Impact    on  Humans,  Jul -Dec    19B3    "  H/B4030I    |tr 
BrjWh"AN,C    E         Boston    Edison    Co         33/12/31         MURLEV,  T   £         Region    1, 
Office    of    nirector          74pp          22S&B   O47         E4K    Fiche    30-293. 83/12/31, 
340.31 20027 

B40320Q16.4   Monthly    operating    rept    for   Feb    19B4  H/Ba0313    1  tr. 

HAMILTON, P    ,     HARRINGTON,  W   J>         Boston    Edison    Co         84/02/29.        7pp 
32697    137         24X   Fiche    30-293,  B4/02/29,  B403200164 

S      Reportable    occurrence*,     LERs   &  related   corregponfence 

B3OS04O149   Forwards,     "Condennate    Demi nera 1 1 i«r    Resin    Migration    Through 
Plant    Vent   &  Standby   Oas    Treatment   Sys, "    technical    revieu 
Tept   No    add  1    involvement    necessarij 

P£LLET-J   L         Reactor   Operations   Analysis    Branch.        03/04/19 
BEYPHIT.K   V         Reactor    Operations    Analysis    Branch          lp         227B9   30O 
24X  Flcfio    30-373,  B3/04/19.  830304014? 

— 330904O155   "Condemjbe   Demineral i ter  Resin  Migration  Through   Plant    Vent 
&  Standby    Gai    Treatment    Bys. "    technical    revieu  r*pt 
*      Director'.   Office        83/04/19        3pp        227B9   301        S4X 
Fiche*  30-293,33/04/19,3303040149 

S403260233   Foruardi    summary    list  oP    deficienclBi    identified    per 
10CFD30   55(el,Part    Bl    !<  potential    Generic    1  *r  repta    for 
comments 
STAROSTECKI,  R        D'lvlslon    of    Project   &  Resident   Programs         94/02/30 

Region    I,     Office    of    Director         7pp.        22736,065         34}! 
Fiche    30-000,  GI/02/Sa.  B4O326.0H33 

9403070233  PKD-1-B4-021    nn   S4O301, radiographer    working   at    field    site 
could    not    fully   retract   34    1    Ci    Ir-192    to    safe    tlhlBlded 
position   Caused   by    impropBrly    connecting    pigtail    to 
guidetube  Whole  bndi;    dote    read   40   mrem. 

ROME,  C    ,    GLENM,  J        Region    1,    Office    of    Director        84/03/03         lp 
32346   339         24X   Flche    30-393. B4/03/02,  B4030702B3 


DDCKET    30-295    ZION   NUCLEAR    POWER    STATION.     UNIT     1 

F      Securitv,    modlcal,     smergenci;   ic   fire    protection   plant 


— 04031703311    IE    Inap    Roots    50-273/83-27   tc    30-304/03-aB   on    931123-010203 
Violation   not*<f    failure    to    follow    plant    procedures    re 
source    handling- to    evaluate    radiological    haiards   &   to 
control    access    to    high    radiation    area 

LOVENDALE,  P    C   .     NICHOLSON, N    ,     GREGER,  L   R         Region   3,     Office    of 
Director         Q4/O2/39         14pp         22673   SOI         24X    Flche    30-393.84/03/01,' 
8403190314 


B4Q313O1B3    DUcussBs    evaluation    of    State    of    IL   5"    local    piano    b 
p  reparedaiess    for    facilities   Plans    adequate    to   protect    health 
A    aafety    of   public    Approval    of   public    alert    notification    *y> 
conditional    an  verification   of   criteria    of   NUREG-0&94 
SPECK, S  W       Federal    Emergency    Management   Agency        G4/03/OS 
DIRCKS.W  J       Dffite    of    thB   G«eiutlvB  Director    for   Operations 
E2613    31&         24X   Fiche    50-293.  S4/O3/OH,  B403130183 


8403120031    (Jotifie*    of   040323   workshop    Qn    fire   protection    saf* 
shutdauin    requlremBnti    of    iOCFKSO,  Aff>   R    In  nonmont.  IL    to 
discuss    IE   Info  Notice  64-09  &  provide    addl    ihutdouin 
analyses    d/or   modi    guidance  Agenda    encl 

SPEBSARD,  R  L        Divitinn   of   EflicrgenCU   Preparedness    ti  Operational 
Support        B4/03/06        REED, C        Commonwealth   Edison  Co        3pp 
33S90    297         24X   Fiche    30-295,64/03/06,0403120051 

B403210069  Revised   Page   3   to   Emergeneu    Plan    Implementing    Procedure 
EP1P-1BO-1,    "Rad/Chem  Director    "    W/S40320    transmittal    fc 
receipt    Farm 

PLIML.O        Commonwealth   EdUon   Co        B4/03/07        Hpp        2S705   320        S4X 
Fiche-  30-293,  04/0-3/07,  a4032lOOB9 

B4O3190199   Revised    pages    ta   Emergency    Plan    Implementing   Procedure* 
EPIP-lBO-1, adding    rad/chem   ofc    to    habitat)  1  H ty    checks 
UI/B40309    transmittal    t,  receipt    form, 

*      Commonuealth    Ellison   Co         B4/O3/0?         Spp         22671     1DO         24X 
Fiche    SO-299, 34/03/09,8403190193 

B4032301H4   Rav  4    to    Emergency    Plan    Implementing   Procedure    EPIP-330-1, 
"Classification   of   GSEP   Conditions    "    H/8403S2   transml ttal 
Itv 

PLIML,  0        Commoniuealth   Edison    Co        B 4/03/22        6pp        23730    1B7        24X 
Fiche    30-393.  64/03/23,8403230124 


0      Adjudicator^    correspondence 


B4O3020I34  F-oruardi    util    84022B    Itr    to    Denton   requesting    permission    to 
withdraw  application    for    licenie    amend i   re    containment 
leakage    tests   criteria   Motion   ulll    be    filed    upon   request. 
Certificate    of    Bvc    encl 

BT£PTD£iP.P        Isham,    Lincoln   (.   Beale        STEP  TOE,  P  P        Commonwealth 
Edison   CD        B4/02/2B        LAZOi R   M        Atomic    Safety    and   Licensing   Board 
Panel        6pp        22441    343        24Jt  Flche    50-293,  B4/Oa/aB,  8403020134 


6103140062  Public   version    of    Rev    13   to   Emergency    Plan   Imp  Junent  ing 
Procedur*    EP1P    700-1,     "Emeraencg    Phons    Li»t    "    W/S3102I 
receipt    Form  E<  JM  Felton  B4031S   releata  mttoa 

NYKIRK.J   U    ,     PLIML.O         Commonuia  1  th    Edison    Co         33/10/26          lApj) 
22646    119        24X  Fle^e    30-279,83/10/36,8403140082 

8403380119  Puolii:    version    of    Rev  7    to  Emergency  PUn    Implementing 
Procedure    EPIP   440-1,     "Emergency    Communicat  loot   Sij»  & 

Operational    Teats    "   W/a4OUO   procedure    change  re^ueit    farm   b 
JM  Felton   340322  releate   memo 

PLIML-  O        Commonwealth    Edison  Co        B4/OI/04  DENTDN.  H  R        WRC   -  No 

retailed    Affiliation   Given          21pp         22B11     167  S4X 
Fiche    30-393,84/01/04,8403260119 

8403030003  Revised   emergency    Jinplementlng    procedure*,  lnc]udlns  Rtv   1    to 
Procedure   EPIP    100-1,     "Acting    Station   Director    "   H/B4O301 
Itr- 

*      Commonwealth   EdUon  Co        B4/O2/21        Bpp        E214B'  1Q7        24X 
Fiche,  5O-295-  84/02/31  ,  8403030003 

3103l2032i   Notification    of   840308   meeting   u/util    In   BtthesdJ'MD    to 
diicu**    statui    of    implementation    of    fire    protection  mod  fc 
proposed    interim  compensatory   meaiurei 

NOflRIS,  J   A        Operatini    Heactors    Brancn    i         B4/O3/O!        VAROA,  S  A 
Op.rattiiB    Reactors   Branch    I,       Spp         2E596  3M        24X 

Fichu  so-a 


8403190314  Fc-ruard*    IE    Intp   Repts   50-B93/B3-27  t,   50-304/63-2B   on 
B3I122-12Sa  fc  S40302  &   tiotiir   of   violation  Concerns   re    mot 
control    Inadequacies,  per    TMI    Action    Plan    Item    TI   F    I    1, 
"Nonle    das    Effluent  Monitor,"    xpressed 

H1W),J  A        Division   of   Radio  1  o<gical    fc  Material*  Safety    Programs 
84/03/01        REED.C       Commonwealth  Edlion  Co       Spf        22673   196       34X 
Fiche    30-a93iB4/03/0(,B403l903l4 


B403020110  Notice   of   appearance    in   proceeding    Certificate    of    Svc    end 
BTEPTOE.P   P       Commoniirealth    EdUon    Co        STEP  TO  E,  P  P         Uhariu    Lincoln   b 
Beale        Q4/02/2B        ip        22443  233        24 X   Flche    90-293,  B4 /OS/SB, 
94O302014O 

— B40302014t  Notice    of    appearance    in   proceeding    Certificate    of   Svc    encl 
OILOMEN,  B  R        Cammonuieal th    Ediion   CD        OILOMEH, B   R,        tsham,    Lincoln 
&  Deale        B4/02/SB        3pp         22443  234        24X   Flche,  30-293,  84/02/28, 
8403020140 

8403140134  Responie    to   Cltliens   Agalntt   Nuclear   Pouer    (CANP>    B40213 
petition    to    Intervene    tt  request    far    hearing    Reque'st   should 
be    held    in    aBBy«nc«    pending    action    on   util    request    to 
ui thdrou  application   Certificate    of    Svc    encl 

PERLIS,  R   0        He4ring    Branch    3        64/03/03  Atomic   Safety    and 

Licensing   Board    Panel,       7pp        22624   203        34 X   Fiche   50-293,  S4/03/OS, 
B4O3140134 

0     Advisory   Committee    on  Reactor   Safeguards   reports   fc  correspondence 

B4030300SO  Raipond*    to  FOIA   request    tar    documents   re   PASNY    submitt*!    on 
EU.I    int erac tionii  rapti    evaluating    submltt*!    ti    list    of 
rep ts/analyses    front  LLL   evaluating    PASNV   tut    Interaction 
program   Forward i   App    A  documents 

FELTON,  J  M        Division    ot   Rules    "nd    Record*        B3/12/07.       BHOLLV,  S. 
Union   of   Concerned    Scientists        6pp        229Z&'09B        24X 
Ftche   30-000,83^13/07,  B403030020 

— B4O30S002B   Discusses    licensee    proposed    review   plans   addressing    ACRS 
recommendations   re    syt    interaction   study 

QOLLER.K   R        Assistant    Director    for    Operating   Reactor    Projects    (Pre 
791030*         77/10/21         BENDER, M        ACRS  -  Advisory    Committee    on 
Reactor  Safeguards        2pp        28323    HA        24 X  Flene    90-OOO,  83/12/07, 
9403030020 


--fl*Q319'0321   Nottc*  of    violation   from    Insp    on   B3i  132-840302 

HIND'J  A        Division   of   Radio  logical   &  HatarUls   Safety   Programs 
B4/03/01        3pp        S2473    19B        24X   Fiche    30-299, 84/03/01, B403190314 
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F      Operating    license    stage    documents    &   correspondence 

B4O3020131    Withdraws    B30B08   application    for    amend    to   Llceni"»    DPR-39  S. 
JH>R-4B'  changing    acceptance    criteria    for    containment    leak 
rate    tests   Evidentiary    hearing    in    1984    would    distract 
-technical    &   legal    resources    from   higher    priority    tasks 
FARRARiD        Commonwea  1  th    Ediion  Co        B4/03/2B        DENTON,  H   R        Office    of 
Hue  IMP    Reactor   Regulation,     Director        2pp        22443   243        24X 
Plena,  30-293.  84/02/38,  8403030131 

3403050119   Forward*    supplemental    response    to    Generic    Ltr    S3-2B, 
"Required   Action*    Band    on   Centric    Imp  1  Icat  Ion*    of   Salem 
ATMS  Events    " 

BARNES-P   <-        Commonwealth    Edison    Co        04/05/3?        DENTON.  H   R        Office 
of   Nucltar  Reactor   Regulation.    Director        26pp        224BB  OB4        24X 
F  1  c  h  •  '  90-000,  84/02/29,  B4030501  1? 


Requests    «ubmlttal    of    documentation   re   NUREO-0737    Item* 
within    30  days    to    complete    technical    reviews    & 
implementation,  axcludlno    Suppl    1.  bu    Sept    19B4, 

VAROA,  6   A        Operating    Reactors   Branch    1         B4/O3/02        FARRARiD  L 
Conflianwtalth   Edlion   Co        2pp        22992  309        B4X   Fiche    50-295,84/03/03. 
B4O309O14.3 

0403860090   Forwards    Amendi    84   &   74    to   Licenses    DPR-39  &   DPR-48, 
respectively,  iaf»ty    evaluation   b   notice    of    issuance  !< 
•vallahUlty   Amendi    allow   performance   of    extensive 
preventive   maint    on    shared    dlesel    generator 

NORRIB,J.       Operating    Reactors    Branch    1         B4/03/12        FARRARiD  L 
Commonwealth   Ed  i  ion   Co        3pp         32912  293        24  X    Fiche   50-295,84/03/12, 
8*03390090 

—  -B4O32S01O1   Amends   84   b   74    to   Licenses    DPR-39   &   4B,  respect!  vely,  al  lowing 
performance    of    enBenslve    preventive   maint    on    shared    dtviil 


flanerator 

VAROA, B  A        Operating    Reactori    Branch    1         84/03/12 
22B12  276        24X   Fiche    30  -395, B4/03/12,  8403280090 


6pp 


— 8403S8Q1O6  Bafety    evaluation    supporting    Amendi    B4   &  74    to    Licenses 
DPR-39   t.  DPR-48,  respectively, 

*      Office   of   Nuclear   Reactor   Regulation,     Director        04/03/12        9pp 
23B12, 302        24X   Fiche    90-295,34/03/12,3403860090 


84030SOQ43  Forwards   Rev  0    to    "Corporate   Regulatory    Performance 
Improvement   Plan    "    Plan   designed    to   heighten    employoe 
awareness   &    strengthen   corporate   ability    to    improve 
regulatorg    performance 

THOMAS, B  Commonwealth  Edlion  Co  B4/02/24  KEPPLER.  J  Q  R»gion 
3,  Office  of  Director  3pp  23490  139  34X  Fichu  50-000,84/02/24, 
B403030043 

— B4030S0046  Rev  0   to    "Corporate  Regulatory    Performance    Improvement 
Plan    " 

*      CDnrnioHbiealth    Edlion    Co         84/02/29         22pp         2249O    142         24X 
Fiche    30-000, B4/02/24,  B4030B0043 

B401190072    IE    Info  Notice   B4-13,    "Potential    Deficiency    In   Motor 
Operated   Valve   Control   Circuits  b  Annunciation    "    Svc    lilt 
encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   &  Engineering 
Reiponie    (Post    Q3O1O3)         84/02/38  Consolidated    Edison    Co      of   Htui 

Vark,      Inc          llSpp         22909    539         24X    Ftche    30-000, B4/OB/28,  9101 190072 

8103190314    Forwards     IE    Insp    Rept*    50-293/83-27   !<    50-304/B3-SB   on 
B31122-12BB  h  840202  &  notice    of   violation   Concerns  re    mgt 
control    inadequacies, per    TMI    Action  Plan    Item    II    F    1    1, 
"Noble   Oai   Effluent  Monitor,"    expressed 

HIND,  J  A        Division   of  Radiological    &  Materials   Safety    Programs 
84/03/01        REED, C        Commonwealth   Ed i ion  Co        2pp        E2i73   I'M        24 X 
Flch"    SO-E9S,  84/03/01,3403190314 

—8403190321   Notice   of  violation  from   Insp   on  B31 122-040202 

HIND,  J  A        Division    of   Radiological    &  Materials   Safety   Programs 
B4/O3/01         3pp         S2A73    19B         H4X    Flcht    30-393,84/03/01,8403190314 

— S403190321    Notice    Of    violation    from    imp    on    B31 122-Q4O202, 

HIND,  J  A        Division   of   Radiological    &  Materials   Safety  Programs 
B4/03/01        3pp        S2673    198        24X   Fiche   30-393,84/03/01,3403190314 

--8403J90334    IE   Insp    Repts    30-29S/S3-27  t<   30-304/83-38  on   831123-840202 
Violation   noted    failure    to    follow   plant   procedures   re 
source    handling, to   evaluate    radiological    hdiarda   fc   to 
control    access    to   high    radiation   area 

LOVENDALE.  P  C    ,    NICHOLSON,  N  ,    OREOER.  L  R        Region  3.    Office    of 
Director        84/02/39        14pp        22673  B01        24X   Fiche   30-293,84/03/01, 
8403190314 


—  B4032B010B  Noticv    of    issuance    i.  availability    of   Amends    B4 
License*   DPR-39   !>   DPR-48,  respectively 

VAROA.  8.  A,       Operating   Riactori    Branch    1         84/03/12        3pp 
il        24X   Fiche,  SO-293,B4/03/1S,H403280090 


8403260IB2   Clarifies    NUREO-0737,  Item    II    K   3  31,  in    response    to   Generic 
Ltr    B3-35  Hestinghouse   Owners    Group    authorized    proaram    to 
dtmon»triti    eonservatlim    of    WFLASH   imall    break    LOCA 
analu*Bi,  per    Item    II    K   3   30 

BARNESiP.L        Contmomuealth    Edison   Cd        84/03/21         EISENHUT,  D.  0 
Dlvlllor    of   Licensing         lp         22796    170        24X   Fiche    30-000,  B4/03/21, 


8402090007  IE    Info  Notice   84-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs   ay    DDT  b  NRC    "  Svc    list    oncl 

GRACE,  J  N        Division   of  QA,    Safeguards   &    Inspection  Programs    (Po*t 
830103),       B4/03/03  Consolidated    Edison  CD      of   Neu  York,     Inc 

130pp         22332,329         24X   Fiche    30-000,  84/03/02i  8402090007 

8402090008  IE    Info   Notice   B4-1&,    "Failure    of   Automatic   Sprinkler   8i;s 
Valves    ta   Operate    "   Svc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    CPoit   830103)        B4/03/O2  Consul Idated   Edlion    Co      of  New 

York,     Inc         laapp        23333   09B        24X   Fiche   50-000, 84/03/02,  B40209000B 


Q      Inipiction  reports,    IE  Bullttlni  &  corretpondtnce 


8403030223  Further   raiponse    to    FOIA   request    for   records    of    named 
Individ1  we  Is,  Including    repti,  analyses,  studies,  ttst 
calculations, procedures    fc    practices    for   measurement   of    RCB 
ttakagr   Forward*   App    C    documents,  Search    continuing 

FELTONr  J.M        Division   of   Rules   and    Records,       04/02/O7,       MADDEN,  T  J 
Kayer     Be  holer,    Flernan,    Haus    I.  Handler        3pp         22496-234.       24X 
Fich«:  30-OOO,  B4/02/O7.  B403050223 

— 0403030256  Notifies    that    Independent   measurements    of    identified   h 
unidentified    RCB    leak    rate*    for    all    PWRs    in   Raglon    III 
B»r»or»ntd   per  Procedures  61727B  fc  61728B    Insp    findings 
fummariitd 

NMELIUS.C  E  Division  of  Englneerino  83/03/OB  JORDAN.E.L 
Dlvliton  of  Engineering  &  duality  Assurance  (Pre  830103),  2pp 
70,  24X  Fiche-  30-000, B4/02/07.  B403030B33 


8402090009    IE    Info  Notice   84-15,    "Reporting    of  Radiological    Releases    " 
Svc    lUt    encl 

JORDAN. E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/05  Consolidated   Edison    Co      of  New 

York,     Inc         H9pp        22333   217        24X  Fiche    30-000,84/03/02,8402090009 

8402090011    IE    Info   Notice   B4-17,    "Problems  W/Llquid    Nitrogen    Cooling 
Components   Belou  Nil    Ductility   Temp    "   Svc    Hit    encl 
JORDAN, E  L        Division   of   Emergency    Preparedness   b   Engineering 
Response    (Post   B30103)        84/03/05  Consolidated   Edison    Co.     of  New 

York,     Ine         H7pp        23333   336        24X   Fl  che' 30-OOOr  84/03/O3,  840209001 1 

8403090024    IE    Info   Notice   84-09, R»v    1,     "Lesions   Learned   From    Insps   of 
Fire   Protection   Safe   Shutdown   Sys    "    Svc    list    encl 
JORDAN,  E  L        Division   of    Emergency   Preparedness   fc  Engineering 
Response    (Post   830103)        84/03/07  Consolidated   Ediion    Co      of  Neu 

York,     Inc         HBpp        2 2 A3 3   049       34X   Flehe,  30-000,  B4/03/O7.  B402090024 


8403180134   Forwards    IE    Imp    Rapts    90-237/84-01,30-249/84-01, 
SO-aM/Bl-Ql,  80-263/84-01,30-895/04-01    b   80-304/84-01    on 
B402O3-14  No  nonconpllanc*   identified 

0NAFER,  W-0       Region  3,    Office   of   Director       84/02/23       REED, C 
CoAMOTtWflalth   Ed  i  ion   Co        Zpp        22390-070        24  X   Fiche-  30-000.  84/02/23, 
8403120134, 

—8403120137    IE   Insp    Reptt    30-237/84-01,30-849/84-01,30-284/84-01, 
50-263/84-01,  30-2?3/S4-01    &   30-304/84-01    on   B40203-14   No 
noncDinpl  lance   or    deviations    identified.  Major    areas 
Inspected: allegations    of    Improper    operation 
CHRI8BOTIMOB,  N  ,     WALKER, R   D        Region   3,     Office    of   Director 
84/02/21,       4pp.       22990   092,       24X   Fiche    80-000,84/08/23,9403120134 


8402090028    IE    Info  Notice   84-18,     "Stress   Corrosion   Cracking    In  PWF 
Sys,  "   Svc    lilt    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   b  Engineering 
Response    (Post   830103)         84/03/07  Consolidated    Edison   Co      of  Neu 

York,     Inc         HBpp        22384    186        24X   Fiche    30-000,  B4/03/07,  8403090028 

8403220161    Forward!    IE   Insp    Repts   30-293/83-36  h   30-304/83-27   on 
831221-840209  !>  notlc*    of    violation  M/o   notice    of   violation 
SHAFEKiW  D        Region   3r    Office    of   Director        B4/03/O7        REED,  C 
Commonwealth  Edison  Co       2pp       22717   18B       24X  Fiche  30-293,84/03/07, 
B40322O161 
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— 3403330163    IE    Insp    Hefts     50-293/93-26    4,    30-301/83-27   on    031221-84020"? 
Noncocip  1  lan-c  e    not  erf    Failure     Co    comply    iii/approved    (written 
procedures. Faragrajjfis    5.6,11    t    Iliresulting     In    reactor    trips 
fr   LERs 

KuLZMEH.M   M    ,     DUNrtUAY, F    R    .     BQVB. D   C         Region    3,     Office    of 
Director         B4/O3/0*          ISpp         B2717    190         S4X   Fiche    SO-293j  B4/03/Q7, 
Q403320161 


B403090164  LER   63-Q59/03L-0    on    B30613, containment    purge    radiation 
monitor    1RT-PH09C   recorder    found    out    of    tolerance    low  Cause 
undetermined   Recorder   recallbr    to    uiithln    tolerance 
Preventive   roalnt    program    imp  1 emented    W/S40305    Itr 
KABBNEfl.G    .     QWAEBSER.K    L          Commonwealth    Edison    Co         B4/O3/09 
KEPPLER.J  0        Region   3,     Office    of   Director        2pp         22379.133        24X 
Fiche    90-293,  04/O3/OS.  B1Q3Q90164 


S4O3Q90031     IE    Bulletin   64-02,     "Failures    of   GE    Type    HFA   Relays     1 1>   Use     in 
Claas    IE  Safety    SYS    "   Svc    list   one  1 

DEvnuNQ.  R    C        Director'*   Office,    Office    of    Inspoctic-n   and 
Enforcement        S4/D3/i2  Consolidated    Ed  It on    Co      of  Neu    York.    tne 

131pf)          22333   Q94         24X    Flche    50-000,  B4/03/I2,  B4020WQ31 


8403270033  LEB  04-009-00    on    B4O222, annunc latar*    for    steam   Generator 
feed   flow  mismatch, 1  eve  1    deviation   &    lo-lo    level    alarmed   & 
reactor    tripped   Cause   of    trip    cnuld    not    be    determined   unit 
brought    bad    on    line    on    B4O223  W/B40322    1  tr 

RATHSAM.R    ,     GRAESSER.K   L          Commonwealth    Edison    Co         B4/03/22         3pp 
23769    324         BIX   Fiehs    SO-H99,  B4/O3/23,  H4Q3270O33 


B403230C-aa  rtel    receipt   of    regulatory    p  erFor.manc«    improvement    plan 
Periodic    meetings    requested    to    discuss   progress    on   program 
ff   provide    feedBacl 

KEFPLER.J   0         Region   3.     Office    of    Director          B-5/03/SO         THOMflB.  B 
Commonwealth    Edison    Co          lp          23730    161          24  X   Flche    SO-000,  BQ/03/20. 
640323Q08B 

—  B  103330  1  07   Forwards    corporate   regulatory    performance    Improvement   plan 

THOMAS,  13         Cummonuialth    Edison    Co         34/O2/S4         KEPPLEfl.  J   Q         Rejfon 
3,     Office    of    Director          3j>p         22730    162         24X    Flche    30-OOO, 
34/03730,  84033300BB 

—  34O3230126  Rev   0   to    "Corporate  Regulatory   Performance    1  mprovement   Plan 

Tor    DretdeniOuad   CltietpZioni  LaSa  lie    Qpiratlng    Nuc  1  ear 

Stationi    i<  Qijron   t.  Oraiduooi  Project    Operating 

Drgani  u  t  ions    " 

*      Commonwealth    Edison    Co         B4/O2/29         2SpS          2S73O    143          24X 

Firfte    50-OOO,  84/03/50,  B4O3a30OSH 


Forwards    responses    to    IE  Bulletin   B3-07,     "Apparentlij 
Fraudulent   Products    Sold    by   Ray   Miller.Jnc    "   Ouad   Cities 
supplied   u/piplng    matls    from   Ray   Miller.  Inc    during    const. 
Evaluation    encl    Concerns    of    JEOullEtin   B3-O6    satisfied 
BARNES.  P   L        Commonuealth    Edison   Co        84/03/20        HEPPLERiJ  O        Region 
3,     Office    of    Director          l?pp          S275A    1S3         24X    Flche    SO-000.  84/03/2O. 
94  032601  96 


B403270109   LER    B4-O10-00   on    34O224,  fBBduater    pump    C    decreilied    to    mln 
speedi  causing    steam    generator    D   loui    level    coincident  ul/ 
ctiam   flou-feed   flou   miiraatch    t  reactor    trip    Cnuted    by 
location   of   self-bleeding    moisture    trap    W/B403H3    Itr 
BEINECKE,P   J  ,     QRAESSGR.K    L         Commonwealth    Edison   Co        34/03/23 
3pp         S2774   OSi         24X   Fiche.3O-293.B4/O3/23.840327OlO9 

B4032702O3  LER  94-007-00  on    S4OS23,  dur  ing    unit    startup,  control    rod 
urgent    failure   received    during    rod:   uithdrauali  preventing    rod 
motion    Operator    tripped    reactor  manually    Alarm   spurious 
Cause    not   determined    W/S403H3    Itr 

CHIN,R    Y    ,     ORAESSER,  K   L         Commonwealth    Edison    Co         84/03/23         3pp 
23771    319        24X   Fiche    30-393.84/03/33.0403270203 

84032702&S  LER  B 4-008-00   on    B40323,  loop   D  regulating    valve    failed    to 
open  b    level    in   steam  generator   D    fell    Caused    by    aupervlior 
Inadvertently    leaving    instrument    air    supply    valve    cloned 
uiliils    performing    step    32(b)    U/840323    Itr 

BEINECK6.  P    J   ,     ORAESSER.  K    L          Commoniueal  th    Edison    Co         B4/03/23 
3pp         22771    316         34X   Fiche     30-295.  84/03/23.  B4032702i3 


DOCKET   S0-S9i   DROWNS   FERRY   NUCLEAR    POWER    STATION,     UNIT   3 
F      Security,    medical,     emergency    &  fire   protection   plans 


34O3&90O43    EE    Info   Notice    64-17.     "Tun    Event-s     Involving   Unauthorized 
Entries    Into   PVtt  Reactor   Cavities    "    Svc    list    uncl 
JORDANrE    L         Division    of    EmergBTica    Preparedness    &   Engineering 
Rnsp-nns*    (Post    630 1O3)         B4/O3/21  Consolidated   Ed  Stan   Co      of  Nau 

York,      Inc  I23pp         22B23    229         24X    Flche    SO-OOOi 04/03/21. B402090043 

8402090044     IE    Info   Notice    B4-20.     "Svc    Life    of    Be3fly»    In    Safety-Belated 
Sys    "    Svc    Hat    «ncl 

JORDAN.  E  L        Division    of   Emergency    Preparedness    !•   Engineering 
Reepanse    (Post   630103)         6-1/03/21  Consolidated    Edison   Co      of  Neu 

Yor*,      Inc          I35pp         23^33    001          24X    Fiche    30-OQO,  84/03/21 .  S4O20'J0044 

R      Periodic    operatin.}    reports    tt   related    correspondence 

B4030&O31?    "Effluent   &  Haste   Disposal    Semiannual    Rep ti Jut-Dec    1993. 
•Qaseous    Ef  f  1  uents.  Sumnat  i  on    of  all    Releases    "    W/B40210 
Ibr 

GUESSES,  H   L         Cnmnanuiealth    Etflaon    CO         G3/12/31          KEPPLER.J   O 
Region    3,    Office   of   Director        27pp         32911,  157        24X 
Fiche    50-295-B3/12/3E,alO30A0317 

S4030SO197    "Rflpt    of   Occupational    Personnel    Radiation   T)asas<1983    " 
H/B40227    ItT 

ECOTT.J   S        ComraonueaUh    Edison  Co        B3/13-/31         13pp        22939  O99 
24X    Fiche    3D-000>83/1S/31. 3403030197 

840332012O  Annual  uhot*  body  internal  aiposurrs  for  19S3  H/B403iA  Itr 
RVCAK.B  CommanuieaUh  Edison  Co  63/12/3!  7pp  22716-007  24X 
Fiche  5O~000,B3/12/31,  B403220ISO 

B40319D1S6    Mont!i!ij    operating    repti    for   Feb    19S4    U/B403O9    Itr. 

AUST1N,G    ,     GRAES6SR.K   L        Commonweal th    Edlion   Co        34/02/89        I3pp 
Iib3         24X    Fictii    50-295.  B4/02/29,  S403190I9A 


S      R«portahU    occurrences,    LER*   &  related    correspondence 


Emergency    plan    Implementing    procedures, Inc lud ing    IP-S   re 
notification   of   unusual    eventr  IP-3   re   alert.  IP-4   re    site 
emergency  &    ip-i  re    radiological    emergency    p Ian. ac t ivat ion 
at    support    ctr    N/B4020B    Itr    ti    list    of   effective    pagec 
MILLS.  L    M        Tennessee  Valley    Authority        04/03/10        D'REILLY.J   P 
Region   2.    Office   of   Director         S2pp        22916   09B        24X 
Ficfie    30-299,04/02/10.8403060238 

B403060971    Advise*    that  NRC   mill    not    review   emergency    plan*    to   d»lett 
privacy    or   proprietary    info    unless    specifically    requested    by 
licensee,  per  8107O9  Generic    l-tr   81-27  W/o   request,  entire 
plan  uilll    be   placed    In   PDR 

VABSALLD.DD        Operating    Reactors    Branch    a        B4/02/10        PARHIS.  H   0 
Tennessee  Valley   Authority         2pp         23392   261        24 X 
Flcne    5O-259,  B4/Oa/lO,  8403060371 

B403060235   Rev  5    to    Praceduru    IP-9.     "Muscle   Shoal*   Emergency,    Ctr 
Implementing   Procedures   Document    "    H/B40213    Itr 
MAXWELL.R   .     SLIOER.E   B        Tennessee    Valley    Authority        84/02/13 
63pp         32918023         24 X    Flche     SO-QQO. Q4/02/13, 8403060233, 

B40306O147  Forwards    revised    effective    pages    to  Knoivllle    Eniergeticy    Ctr 
Central    Emergency    Control    Ctr.  Dlv    of  Nuclear   Power    Emergency 
Ctr   ti  Muscle   Shoals    Emergency    Control   Ctr    emergency    plan 
Implementing    procedure!    M/o    Muscle    Shoals    pages 

M1LL.S.L   H        Tennessee    Valley    Authority        B4/02/2S        D'REILLY.J  P 
Region   a.    Office   of   Director         lp         22516    165        24X 
FUhe    30-000.84/02/58,8403060147 

— B40306O163  Revised    list    of    effective    pages    to  Knoivllle   Emergency    Gt 
emergency    plan    implementing    procedures 

*  Tennessee    valley    Authority        84/02/06        8pp        22916:166        SAX 
Flche,  SO-000.  84/O2/2B,  S4Q3060147 

— B4030601B9  Revised    list    of    effoctive   pages    to   Central    Emergency 
Control   Ctr   emergency    plan    implementing    procedures 

*  Tennessee    valley    Authority         84/02/06        Bpp        22516,174        24X 
Fiche     30-000,  B4/O2/2B.  B4O3O6O1 47 


B2I 11 30076  Discusges    events    involving    lost    of    flectrical    inverter* 
Including    attendant    inverters    to   vital    Instrument    buses. 
Recommendations   provided    by    Nuclear    safety   Analysis    Ctr    are 
eic«ltent    In   helping    to    reduce    instrument    failure* 
ASME,F        Reactor   Operations   Analysis    Branch         B2/JO/2I         SEYFRIT. K  V 

Reactor   Operation*   Analysis    Branch         Bpp         22773   S23        24X 
Fiche    30-000,  B2/10/2I, 8211130076 

840306C-249  LER    B4-OQ&-00   on    B40203,  RCS    increased    above   200   F   on 
computer   CRT  display    before    energizing    safeguards    ly*    Cam  ad 
ty    operator    error  Operators    reminded    to    complete   all 
necessary   prerequisites   before    starting    ottlon    W/B40302    Itr 
CAMPBELL, E  0   ,    ORAE3SER,  K   L        Commonural th    Edison   Co        84/03/02 
3pp         22317    076         24X   Fiche    50-293-  S4/03/02.  0403040247 


— B40306O20a  Revised    list    of    effective   pages    to    Dlv   of  Nuclear  Power 
Emergency    Ctr    emergency    plan    Implementing    procedures 
*      Tennessee  Valley    Authority         84/02/06        4pp,       22516:182        24 K 
Flche     30-OOO,B4/O2/EB-B4O3OoO147 

6403140162   Act    receipt    of    B40222    Itr    Informing   NRC   of   steps    taken    to 
correct    violations    noted    in    IE    Insp    Rnpts    30-SS9/83-37, 
30-260/93-97   t,    SO-296/83-57 

LEUIB.R  C  Division  of  Project  b  Resident  Programs,  B4/02/29 
PARRIS,  H  0  Tennessee  "alley.  Authority  lp  82635  273  24X 
Fiche  90-259.84/02/29,0403160162 
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in 


f-  84O31fi0171    Responds    to  NRC   B4O123   1  Hr    re   violations   noted    In    IE    Insp 
FUptS     50-259/83-37.30-260/03-57   t.    30-296/B3-S7   Corroctlvs 
actions    policy    statement    Issued    to   health    physics 
technicians    re    high   radiation  area   doors 

HILLS.  L    M         Tennessee    Valley    Authority         B4/03/22         O'REILLY.O   P 
Region    2.     Office    of    Director         Spp         22633    374         24X 
Fithe    30-239,  04/02/29,  B40316O162 

,-B4031fcQlBl    Notice    of   violation    from    insp    on  331126-1235 

*      Region    2,     Office    of    Director         04/O1/33         2pp         32639    2B1         S4X 
FicJie    50-239,  84/02/29.  B403I6O162 

.-'B4Q31A01B*    IE    Insp    Repts    30-2S7/B3-37,  50-260/B3-37    b   3Q-296/B3-37    on 
S31126-1E23   Violations    rated    Failure    to    lock    high   radiation 
•area,  to    follow   special    iuor  k    permit   &    to    have    adequate    Fire 
protection   msint   procedure 

PAULK.fl  L        Region  2,    Office   of   Director        B4/O1/21         ±>pp 
22639    293         24X    Flche    SO-259,  84/O2/S9,  B4O316O163 

0403160219  Ack    receipt    of   84020?   1  tr    informing    NRC    of   steps    taken    to 
correct   violation*   noted    in    IE    Insp    Repts    SO-239/03-4O, 
30-260/93-40   &    90-396/03-40 

LEWES,  R  C  Division  of  Project  d  Resldont  Programs  B4/O3/01 
PARRIS.K  G  Tennessee  Valley  Authority  lp  32661  09B  24X 
Fiehs  30-339.  H4/O3/01.B40316021B 

—  a4Q31o0223  Responds    to  NRC  840111    Itr   re   violation!   noted    in    IE    Insp 

R»pfci    50-359/83-40,  3O-260/B3-40  t.    30-296/03—10  Corrective 

action!    radiological    emergency    planning    program  reviewed    & 

areas    requiring    rev    identified 

MILLS,!.   M        Tennessee   Valley  Authority        B4/O2/07        O'REILLY.-J  P 

Rejlon   Zi    Office   of  Director        6pp        2H66I   099        SIX 

Fl  the-  50-23?.  04/03/01  .  8403160210 

—8403140230   Forwards    IE    Insp    Repts    30-23<?/B3-40,  SO-2AO/83-40   b 
3O-296/B3-4O  an    B31017-S1    (.    1122  &   notice    of    violation 
LEWIBrR  C         Division   of   Project   &  Resident  Programs        B4/01/11 
PARR  IS.  H   Q        Tennessee   Valley   Authority        2pp        23661    1O5        H-IX 
Fiche    30-239,04/03/01,  B40316021B 

—  940316023?  Notice    of   violation   From    Insp    on    831017-31    &    1122 

*      Region    2.     Office    of    Director         84/O1/11          3pp         22661     1O7         24X 
Flche>  80-239,  B4/O3/01,  B403I60218 

--84G3160244    IE    Inap    Reptl    30-339/33-40,  3Q-26O/B3-40   b   30-296/B3-4Q   on 
B31017-21    &    1133   Noncompllance    noted    failure    to   control 
•documenta>  properly    train    emergency    personnel    in   protective 
action    requirement  i  s,    incorporate    protective    action 
DECKER,!  R        Region  5,    Office    of   Director        B4/01/O6        9pp 
22661     110         34X   FiChB    50-239,  84/03/01,  B403160210 

34DG16O349   Entends    invitation    to  attend   region    B4O316  luortahop    at 
rigiunal    ofc    to   dltcusG    lOCFRSO-App   R   requirements   &  recent 
!•  -emits    of    ln»p    to    help   resolve  misunderstandings    associated 
u>re>qutrementi 

LEHIS.R.C  Division  of  Project  4  Residnnt  Programs  B4/O3/02 
PARR  1  3,  H  0  Tennessee  Valley  Authority  2pp  2B66O  O03  S4X 
Fich»  30*000.84/03/02,8403160343 

(-4U313O483  Ac  k    racaipt   of   640119   Itr    tranimi  ttlng    Rev  7    to   lecurlty 
par«onn*l    training    b   qualification   plan    Rev   consistent 
w/provisions    of    10CFRSO   S4(p)    &  acceptable 

LEU  IS.  ft  C  Division  of  Project  &  Resident  Program*  B-4/03/OB 
PAHRIB,  H,  0  Ttnnessei  Valley  Authority  2pp  22613  210  24  X 


4O313O434  Aelr    receipt   of   B40130   Itr    trantml  ttlng    rev   to    physical 
iBCuritij    plan  R*v    consistent   u/provlsions    of    10CFR90   54  (pi 
*t  acccjibahl* 
LEWIS,  B.C.       Division   of   Project  &  Resident   Programs        B4/03/O9 

0        T«nn*«i«u   Vall»V   Authority,       2pp        22613    197,       24  X 
50-289,84/03/09.8403130404 


— B40319O149    Supple    response    to   NRC    B4012O    Itr    re    violations     noted     in     IE 
Insp    Repts    SO-239/B3-5?, 3O-26O/B3-39    i   3O-296/B3-59 
Reaponsei    uiithheld    (ref     10CFR73   21) 

MILUE.L    II         TenneiSDB    Vallty    Authority          B4/03/I2         O'REILUV.J   P 
Region   3.     Office    of    Director          lp          22670    313         24X 
Fiche    30-259,  B4/O3/14,  B40319O13i 

—6403190161     Respond*    to    NRC    B40120    Itr    re    violations    noted     in    IE    Inap 
Repfca    30-259/83-99,  50-260/83-59    (.    SO~2'76/B3-39    Respc-naaa 
withheld     (ref    10CFR73   21) 

MILLS, L    M         Tennessee    Valley    Authority          04/02/21          D'REILLV.J    P 
Region   2.     Office    of    Director          lp          H267O   316         24X 
Ficho    30-259,31/03/14.0403190136 

—8403190172   Fortuards     IE    Insp     Repts     30-239/63-57.  50-260/83-99   t 
30-296/B3-39    on    B31216    &    notice    of    violation    Notice    of 
violation    withheld     (ref     1OCFR2   790   *    73    21 ) 

LEWIS,  fl    C        Diviiion    of    Project    Si   Reildent  Programs         B4/O1/20 
PARRIB.H   G         Tennessee    Valley    Authority          2pp          22670    317         24X 
F»che    50-25?.  34/03/14,  B403110136 

— B403190IB3     IE    Inap    Repts     30-S39/B3-99,  SO-2AO/H3-59    4,    5O-396/B3-39    on 
B312L6   Noncompl iance    noted     security     force    member     Failed     to 
control    ate e3i    to   area    Detail!    uiChheld    tref    EOCFR73   21    !. 
2  7<?0) 

TIULMAN.A         Region   2,     Office    of    Director          B4/O1/19          lp 
2367O   319         24)t    Flche    3O-23'?,84/O3/']4,  84O319O136 

6403390117  Foruiards    FEMA    final    rept    for   831O13-16    amepoency    exercise 
VERHELLI,[>  M        Division    c-P   Project    fr  Resident   Programs         04/03/20 
PARHIS,H   0         TannesBBe    Valley    Authority  lp          22BO>7   OE7         34X 

Fiche    ao-259.B4/O3/20,  B4O329O117 


0      Adfud  icatnrij   cnrresporedcnce 


B4O32OOO39  Submits    add!    info   on    ut 1 1     initiatives    in   PRA, per    reiponse    to 
940227    Itr    Effort    to  reduce    number    of   violations    !<    risks 
malntalneil 

FREEMAN, S   0         Tennessee    Valley    Authority          04/03/15         MARKEY, £   -J 
House    of  Rep   ,     Interior   &    Insular   Affair*         2pp         S2bB5   O33        24X 
Fiche    50-2 


Arivisv/s    that   B40116   rev    to   physical    lequrlty  personnel 

*r*inlnj    t   nual  if  (cation   plan   consistent    u/provlilons  of 
lOCFflBO,  34<p)    fc   acceptable 

t-EHIB^R   C        Division   of   Project  tc  Resident   Proorams  B4/03/13 

PARRIB,  K  &        Tenneisie   Vallev   Authority        2pp        23653  39B        24X 
pichi    30-239,64/03/13,  B40316002S 


J      Insurance    t>   indemultij    Information 


B40306O334    Foruardls    Endorsement    73     to    NELIA    Policy    NF-198 

DUCK,  J    R         Harsh    &    McLennan,      Inc          84/D2/2G          BALTZKAN, J         Aisiatant 
Director    far  State    I*  Licensee    Relations        3pp         32516   007        24 X 
Fiche     30-2B9, B4/02/20,  0403060334 

P      Operating    license    stage    documents    &    correspondence 

8403000076  Forwards    request    for    add  1    info    re    Ins-erVlce    tasting    of   pu-mp-s 
fc   valves,  in    order    to   complete    revleiu  of   820831    !,    B304O6 
Bubmittals    Response    requested    uiithln   45   days    of    Itr   receipt 
VASBALLQ,  D   D        Operating    Reactor*    Branch    Z        ^4/02/10        PARfflS-H  & 
Tennessee  Valleij    Authority         4pp         2S32B  2BB        24X 
Flche    30-259, B4/02/ I  0,6403060076 

8403140340  Summary    of    831313   meeting    lu/GE  i   Mark    I    Dinners    Oroup    in 
BHtheldaiMD    re  Mart    I    containmont   uetue 1 I-dryuel 1    vacuum 
break BT-    design  methodology 

B1EGEL, H  L        Operating   Reactors    Branch    3        B4/02/21  nperating 

Reactors   Branch    3         31pp         23635    1-?B        SIX    Flcha    50-000.84/02/21. 
B40314Q340 

Q4030103O6  ApplUaUnn    for    amend    to   License*    DPR-33.  DPR-52  b    DFR-69, 
changing   Tech   Sp-ecs    to    loujer    Qrc-up    1     isolation    setpolnt    for 
reactor    lauier   uater    level    W/propr ie tarij    NEDE-3QOI2,     "         MS IV 
Water   Level  "    Heptulthheld    (rof    IOCFR2    790) 

MILLS,  L   H        Tennessee  Valley    Authority         B4/O2/23        DENTON. H  R 
Office    of  Nuclear    Reactor    Regulation,     Director         3pp        52433  042 
24X  Flche   30-859.94/03/22.8403010306 

— 8403010313  Froposul    changes    to  Tech    Specs    louierino    Oroup    1     isolation 
setpoint    for  reactor    lower    water    level    Id/affidavit 

*      Tennessee    Vfllleij    Authority          34/02/33         29pp          22433    049         24X 
FlchB    30-259,  34/03/22,  B403010306 


Act    receipt   of  840221    ti   0313    Itrs    informing   NRC    of    steps 
taken    to    correct    violations    noted    in    IE   Insp    Repts 
3Q-339/B3-3?.  30-B60/B3-S9  li   30-B7A/Q3-B9  Response*   meet 
*OCFRa  SOI    requirement*, 

H  C  Division  of  Project  tc  Resident  Programs,  84/03/14 
,  H  O  T«nn»«iee  V*lUy  Authority-  lp  SE470  314  24X 
30-S37.  84/03/14,8403190136 


B403140276  Requests    B4D307    meeting    ui/TVA    In   Chattanooga, TN    to   dlicuts 
design    of   analog    trip    sus    for    Unit   0    in    light    of    failure    of 
analog    transmitter 9    experienced    In   Unit    l,per    util    840123 
request    far    license    amend 

VASSALLO.D   0        Operating    Reactors    Dranch    3        B4/02/2S        PAR(?1S,  H  G 
Tennessee  Valley    Authority         2pp         22636   327        34X 
Flche    90-29 
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B4O3150323   Forwards    info    TB    GNU   dose    reduction    project    plant    vltit    Info 
allaus    RNL  personnel    to    better  prepare    for    station   visit. 
aipedtte    paperwork   t,  minimi  IB    Impact  an    plant    personnel 
VASSALLQ.  D   B        Operating    Reactors    Branch    S         91/03/28         PARRIS.H   Q 
Tennessee,   Valley   Authority          46pp         32662    040         24X 
Flthe    50-2 


9403130007   Forward*    response     to   Generic    Ltr    63-36    rt    NJRES-0737   Tech 
Specs 

MltLS.L    M        Tennenee    Valley    Authority          B4/03/O7         DEMTONi  H    R 
Office   of  Nuclear   Reactor    Regulation,    Director         3PP        22*13  349 
24X   Fiche    50-359.64/03/07,8403130007 

B40313002S    Informs    that    and  1     Info  requested    on   B31O12  re    reactor 
protection   sys  power    monitoring   «ys    design  nods   will    be 
submitted   bu  640703 

MILLS.L   M       Tennessee    Vallny   Authority         84/O3/07        DENTOM,  H  R 
Office    of   Nuclear   Reactor    Regulation.     Director          Ip         22614    362 
Fiche    50-H59,  B4/Q3/07,  B103i30023 


B4Q307Q067    Forwards    IE    Insp    Repts    30-239/03-90.30-260/03-30   b 
50-896/93-90    on   B3091S-16   b    26-30    Unresolved     Item    rt 
possible    high    radiation   doses    measured    bg    personnel 
dosimeters,  discussed    on   B31O2B,  considered    c  lose* 

O'REILLY. J   P         Region   2,     Office    of    Director          64/O1/11          PARRIB.  M   0 
Tennessee  Valley   Authority         2pp         22348  341         E4X 
Ficha   90-239,  B4/O1/11,  B4030700A7 

— 94030*0072    IE   Insp    Repts    3O-2S9/83-3O, 80-260/83-30  b  50-296/03-50  on 
831023   Ho   violations   or    davlations    noted   Major    areas 
inspected   TLD  &  multiple    badgltig 

DEBS,  Q    T         Region    2,     Office    of    Director         B3/12/Q5         3pp 
32S43    343         24X   Flche    50-239.  S4/O1/11.,  B403Q70O67 

3403160332    Forwards    IE    Insp    Repts    SQ-2S9/B4,-Q4,  30-260/84-04    fc 
30-396 /a 4 -04   on   640123-27  No    violations    nr    d aviations   noted 
VERRELUI.D  H        Division    at    Project    &   Resident   Front-ami        84/02/16 
PARRIB. H   0        Tennessee  Valley    Authority        2pp         22661   OS?        S4X 
Fichfl    50-299,84/02/14,8403160533 


8403160347    Informs   of  840327    meeting    to    discuss    proposed    responses 
to  NRC    questions    on   Rev   7    to    topical   QA  program, per 
B40302    t*lcon 

LEUI8.R    C        Region   2.     Office    of   Director         B4/O3/OB         PAR.RI5.H   0 
Tennessee  Valley    Authority        Ip        22640  361         24X 
Flche    50-000,  B4/O3/OB,  B403I60247 

B403160373   Notifies    of    use    of    ASME   Nuclear    Components    Code    Case   N33-4 
for  hydrostatic   testing    of   Class   3   embedded    piping    MIC 
position  re  use  of  Code   Case  N32-4   requested 

KtLLS.L    M        Tennessee    Valley    Authority          Bt/03/lH         DENTON. H   R 
Office    of  Nuclear  Reactor   Regulation,    Director         Ip        22660    014        24 
FUhe    30-000,94/03/13,8403160373 

Q4Q31SD375   Generic    Ltr    B4-Q7    to   all     licensee*    of    BWRs    rf,    procaduTal 
guidance    for  pipe  replacement   at  DWR5   3v-c    List    encl 
EISENHUT.D  G       Division   of   Licensing        S4/O3/14  Cofflmonueal  th 

Edison    Co        20pp         22BE3    334         34K    Fiche    50-000,  B4/03/  I  4.  8403130375 

B403200170  Forwards  response    to    Item   4  3   of   Genorlt    Ltr    33-30, 
"Required   Actions   Daied    on    Generic     Implications    at    Salem 
ATUS  Events"   re  reactor    trip    sys   reliability    Control    rod 
tests   cheek   rod    Insertion    times  &   hydraulic    scram  valves 
MILLS.L   M        Tennessee    Valleu    Authorttg          64/O3X1*         DCNTDN.  H   R 
Office    of  Nuclear  Reactor    Regulation,    Director         lOpp         22700  024 
24X  Fiche   30-239,64/03/15.6403200170 

B4Q3260239  Forwards   addl    info   re   test    configuration  &  results    of 
verification   testing,  per    340106  request   re    adequacy    of 
station    electric    distribution   sv*    voltages    r»«t    results 
indicated   no   unexpected   voltage   levels 

MILLS,  L   H       Tennessee-   valley   Authority         B4/03/19        DENTON,  H  R 
Office    of  Hurl  ear  Reactor    Regulation,    Dire-c  tor         E6pp>         28756   124 
24*   FUhe    30-239,  94/03/ 19,  8403260239 


fl      Inspection  reports,     IE   Bulletins    t   corresp ondenee 


B4030700S4  Responds   to   NRC    Itr   re  violations    noted    in    IE    Insp    Repts 
00-259/63-09,30-260/83-09    d   30-296/B3-09   Lilt    of 
identified   deficiencies    fr    Implementation    schedule    provided 
to    senior   NRC    inspector    on   B30901 

MILLS.  L   H        Tennessee    Vail  BY    Authority         33/07/15         O'flEILLY-J   P 
Region    S,    Office  of    Director        Ip        22547   861         24 X 
Fiche    50-257,83/09/15.3403070054 

8^03070237   Updates   B3O715   response    to   NRC    630ili    Itr    re    violations 
noted     in    IE    Insp   Repts    50-239/63-19, 50-26O/B3-W   fc 
30-296/33-19  Operating    instructions   revised    d  Unit*  a  lc   3 
PEC   charging    sys   operational 

MILLS.L   M        Tennessee    Valley    Authoriti)         83/O9/30         O'REILLY.J   P 
Region   2.    Office  of    Director        Ip        22341    361         24X 
fichu    30-239,83/09/30,9403070237 

B403070371   Sup  pi  i   830330  response   to   NRC    Ur    re   violations    noted    In    IE 
Insp    Repts      SQ-2S9/B3-23.  SO-260/B3-23    t,    50-296/93-23   Boral 
teit   specimen   instal  lat  io-n  mill   ae    delayed    until   B31OE8    dus 
to    late    receipt   nf   matls    per   B31012  telcon 

HAMMER,  D  S       Tennessee   Valley   Authority        B3/1O/2J        O'REILLY,  J    P 
Region   2,    Office  of    Director        Ip        22346   396        24 X 
Fiche    50-239,03/10/21.  B4O3G70271 

6403070023  Responds    to   NRC    Itr   re  violations    noted    in    IE    Insp  Repts 
30-239 /B3-37,  3O-360/B3- 27   fc  50-296/83-37   Corrective   actions 
compliance  u/Instruc Elans    uill   be   achieved    &    correctly* 
actions   uill    be  completed)    before    Cycle    A   operation 
MILLS.L, M       Tennessee  Vallsy    Authority         B3/IO/27        O'REILLY.J   P 
Region   2.    Office  of    Director        Ip        22S4I    262        24X 
Fiche    50-2S9,  83/10/27.  B4O30700B3 


— 8403160238   IE   Insp    Rsots    3-0-E 59/84 -04,  30-26O/S4-04    t  50-296/64-04  on 
B40 123-27  No   violations    or    deviations   noted.  Major   aritj* 
Inspocted    startup    testing, niu   fuel    recttlat,  plant    tours   t 
MSIV  repair    status 

DAVENPORT, K  E        Region   3,     Office    of   Director         JAPE.  F        Division    of 
Engineering   b  Operational    Programi        G4/O2/14:         Spp        22661   031 
34X   Fiche    30-339.84/02/16,6403160233 

B401170072   IE    Info  Notice   B4-13.     "Potential    DeficiBney    in   Motor 
Operated    Valve  Control    Circulti    ti   Annunciation    "    Svc    Hit 
uncL 

JORDAN,  E  L        Division   of   Emergency    Preparedness    6   Engineering 
Response    (Post  330103)        04/02/23  Consolidated    Edlspn    Co      of   Niui 

York.     Inc          113pp         32909    239         24 X    Flche    SO-OOO.  B4/02/2B.  B401 190072 

B4031&0162  Ack    receipt    of   B4O222    Itr    informing    NRC    of   steps    taken   to 
correct    violations    noted    in    IE    Imp    Repts    3Q-231?/Q3-97. 
30-360/B3-S7   d    50-296/63-07 

L6UIB.R  C  Division  of  Project  fc  Resident  Proorami  84/02/29 
PAHRIS.HO  Tennessee  Valley  Authority  Ip  B265B  273  S4X 
FicliB  90-239,  84/02/29,84031601  62 

— 840316OI71   Resnonda    to  NRC    3-10123    Itr    re  violation!  noted    in    IE   Insp 
Repts    50-239/83-57,50-560/83-37    t.    3O-296/B3-57  Corrective 
actions   pollctj    statement    Issues    to  haaltn    phifsles 
technicians   re   high   radiation   area   doors 

MILLS,  L  M        Tennessee   Valley    Authority         B«t/O2/a8       O'REILLY,  J  P 
Region   2.     Office    of    Director          Spp         B26S5- 274         24 X 
Fiche    30-23?hB4/03/29, 940316014.2 

—B40316017B  Forwards    IE   Insp    Repts    SO-25V/B3-57,  50-B60/03-57   t. 
BO-296/83-57    on    631126-1225    &   notice    of    violation 
LEWIS, R  C        Division   of    Project    h   Resident   Programs        84/O1/23 
PARRIB.  H  0        Tennessee    Valley    Authority         Spp         2E655   279        24X 
Flche    50-269.04/03/29,0403160162 

— B4O316O1B1    Notice    of   violation    from   Insp    or    B311S4-1225 

*     Region  2,    Office    of    Director        64/01/23        2pp        22655   2B1        34K 
Fiche   30-259,84/02/39,  B4O31i.01&a 

— 84O31601B6    IE    Insp    Repts    30-399/B3-37,  30-260/B3-57  *•  5O-B76./B3-57   on 
S31126-122S  Violation*    noted    failure    to    lock    high  rad  let  ton 
area,  to    folloui    special    wort    permit  b   to    have    adequate    fire 
protection  malnt   procedure 

PAULK.Q  L        Region  2,    Office;    of    Director        CANTRELL,  F   S        Division 
of   Project  t.  Resident  programs         84/01/21         6pp        22695   883        24X 
Fiche    50-259,  B4/02/29.  840316016)3 

S40316D21B  Ack    receipt    of    B4O2O9    Itr    informing    NRC    of   step*    taken   to 
correct   violations    noted    In    IE    ln»p   Rents    BO-HB9/93-40, 
50-260/B3-40  &   50-896/83-40 

LEMISiR  C  Division  of  ProjBct  fc  Resident  program*  Q4/03/01 
PARRIS.H  0  Tennessee  Valley  Authority  Ip  Z2661  09B  24X 
Ficha  30-259,  B4/O3/01,  B4,O316021B 

—6403160233   Responds    to  NRC    B4O111    Itr    re   vlolatloni  noted    in    IE   Insp 
Repts    SQ-2S9/B3-40.  3O-260/B3-4O   tt  50-296/B3-4O   Corractivt 
actions    radiological    emergency    planning    progr«m  revleued    fc 
areas    requiring   rev    Identified 

KILLS. L  M        Tennessee    Valley  Authority         84/03/09        D'REILLY.J  P, 
Region   2,    Office   of   Director        &pp         22A61:099        24X 
PUhe    50-2S9.  84/03/01,  eiO31fa0218 

~8403t60S30  Forwards    IE   ln«p    Repts    30-359/83-40- SO-260/B3-4O  fc 
50-396/B3-40  on   B31017-31    b    1183  «c  notice   of   violation. 
LEWIS.R   C        Division   of    Project   fc  R«slder,t    Program*        04/01/11 
PARRIS.H  0        Tennessee    Valieu    Authority         2pp.       22&61.105        34 X 
Fiche    30-239.04/03/01,8403160219 


-B403ttOa39  Notice    of   violation   Pram    Insp    en   631017-81    t.    1122, 
«      Region   S,    Office   of    Director.       B4/Q1/11         3pp        22661    107 
Fiche   50-259,34/03/01,  8403140216 
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— B403160244    IE    Insp    Reptu    30-339/03—10,  SO-36O/83-4O   &    30-27i/B3-40    an 
831017-21    fc    1122  Noncompliance    noted    failure    to    control 
documents, properly    train    emergency    personnel    in    protective 
action    requirement i    &    incorporate    protective   action 
DECKER,!   R    ,     STODDART,  P    0         Region   2,     Office    of    Director 
JENKINS, S  R        Division    of    Emergency   Preparedness   fc  Materials 
Safety         84/01/06         7pp          33661     110         SIX    Fiche    50-339,84/03/01, 
B40316021B 

B40207O007    IE    Info    Notice   84-14.     "Highlights    of    Recent    Transport 
Regulatory   Revs    by    DDT  tt   NRC    "   Bvc    list    end 

GRACE.  J   N        Division    of   QA,     Safeguards    &    Inspection  Programs    (Post 
830103)         84/O3/03  Consolidated    Edison   Co      of   New  York,     Inc 

130pp          22533    329         24X    Fiche    50-OOO, B4/O3/O2.  B4Q2090007 

640 209 000 B    IE    Info  Notice   94-16,     "Failure    of    Automatic    Sprinkler   Sys 
Valves    to   Operate    "    Svc    list    one  1 

J OR DAN i E   L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post    B30103)         B4/03/O2  Consolidated   Edison    Co      of   New 

York,     Inc          122pp         22533    090         24X    Flchs    30-000,84/03/02,0402090009 

8405090009    IE    Info  Notice   64-13.     "Reporting    of   Radiological    Releases    " 
Bvc    lilt    encl 

JORDAN- E   L.        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Pott   830103)         B4/O3/Q3  Consolidated   Edison    Co      of   New 

York,     Inc          H9PP          33333    217         24X   Flche    30-OOO, H4/O3/O2,  B402O9O009 

8403080213  EN-B4-007   on   B40307, notice    of    violation   b   proposed 
Imposition   of    civil    penalties    In   amount   of    * 40, 000   to   be 
issued    Action    based    on    failure    to    control    access    into   vital 
area    due    to    guard    leaving    post 

RDBANO.R        Director's    Office,     office    of    Inspection   and    Enforcement 
84/03/02         lp        22360  021         24X   Fiche    90-239, 84/03/02,  B403QB0213 

B402070Q11    IE    Info   Notice   84-17,     "Problems    H/Liquid    Nitrogen    Cooling 
Components    Below  Nil    Ductility   Temp    "    Svc    list    encl 
JORDAN.  E   L        Division    of    Emergency    Preparedness   d  Engineering 
Response    (Pott   830103)         84/03/03  Consolidated    Edison   Co      of   New 

York,     Inc          H7pp          23333    33i         34X    Fiche    30-000.  64/03/03,  84O2O90O1 1 

8403160308  Act;    receipt    of   840317    Itr    informing    NRC   of   steps    taken    to 
correct    violations    noted    in    IE    Insp    Rupt    3Q-239/B3-3A 
LEWIS, R    C        Division    of   Project  It   Resident   Programs        84/03/03 
PARRIB.H   0         Tennessee    valley    Authority          lp          22660   089,        24X 
Flche    90-239,84/03/03,8403160308 

— B4O316031B  Responds    to   NRC   B40H7    1 tr   re    violations  noted    In    IE    Insp 
R«pt«    30-239/83-36,30-360/83-36   fc    SO-396/B3-S6  Corrective 
actions    10X   retast    sample    calculation   made    for    all    snubbers 
uilthln    Category/Group   3 

MILLS, L   H        Tennessee   ValUg    Authority         84/02/17        O'REILLY.J  P 
Region    S,    Office    of   Director        3pp         23660  086        24X 
Ficha    30-339, B4/03/05,  8403160308 

~ B40316032B  Forwards    IE    Insp    R«pt»    SO-239/83-S6-30-360/83-3J,  h 
30-296/B3-36   on    831213-16   *.   notice    of   violation 
LEWIS, R.C        Division   of    Project   &  Resident   Programs        Q4/01/17 
PARR  IS- HO        Tennessee    Valley   Authority         2pp        22660   OBB        24X 
Ficha    30-239, B4/Q3/Q3. B4031603QB 

— 8403160339    IE    Insp    Repts    30-357/83-36.30-360/83-34,  b   30-396/B3-56   on 
831S13-16  Violation   noted    failure    to    test    addl    107.   sample 
for    flaen    snubber 'that    failed    functional    test 

WHITENER.H,  L        Region   2,     Office    of   Director        JAPE, F        Division   oF 
Engineering    ti  Qptratlonal    Programs        84/01/10        Bpp        33660  091 
24X   Fiche.  30-239,  84/03/03,  B4031603OB 

B403270337   Forward*    IE    Insp    Repts    30-239/84-03.,  30-260/B4-03   & 
90-396/84-05   on  S40130-02O1    No   violations    or    deviation* 
Identified 

VERRELLI,D  M       Division  of   Project  &  Resident  Programs       84/03/03 
PARRIS.H.O        Tennessee   Valley    Authority         Spp        23BOO> 229        24X 
Fith«:  80-239, B4/03/03,  8403290237 

— S403Z90239    IE    Imp    Repts    30-359/84-03,  90-260/B4-03  (.   30-296/84-03   on 
840130-0201,  No   violations    or   deviations    identified   Major 
•raas    inspected    followup    of    IE  Bulletin    Bl-03, review   of    LERs 
TB   bulletin  h  procedures   for   flout  rvverlf icatlon   tests 
CUNNINGHAM, A  L        Region    2,     Office    of    Director        MONTGOMERY, D  H 
Division    of    Engineering    It   Operational    Program!        84/03/02        Spp 
212000  231         24 X   Flche    30-337,  B4/03/03,  B403290237 

B40S090024    IE    Info   Notice   B4-07i R«v    li     "Lessons   Learned    From    Insps    of 
Fir*   Protection   Safe    Shutdown   Sys    "    Bvc    list    encl 
JDRDANi E   L        Division    of    Emergency    Preparedness   b  Engineering 
Resptmi*    (Post    830103)         84/03/07,  Consolidated   Edison    Co      of   New 

York,     Inc.       llBpp         82633049        24X   Fiche    30-000, B4/03/0?,  8403090034 

B4020900S8    IE    Info   Notice   84-18,     "Stress    Corrosion   Cracking    in   PUR 
Sys,  "  Bvc    lilt   *ncl, 

JORDAN,  E   L        Division    of    Emergency   Preparedness   it   Engineering 
Response    (Post   B30103K       B4/O3/07  Consolidated   Edison   Co      of   New 

York,     Inc.       llBpp         22584    186        24X  Fiche    50-000,84/03/07,8402090026 


8403160273   Forwards    IE   Enforcement    Conference    Flepts     3C—339/B4-O6, 
30-aiO/84-06   S,    50-296/B4-06    on   840324 

O'REILLV.J   P         Region    2.     Office    of    Director         B4/O3/OD          PAFJR1S,  H    O 
Tennessee    valley    Authority         2pp         22661    004         24X 
Fiche    9O-3S9, 84/03/08,8403160373 

--S1031602B3    IE   Enforcement    Conference    Ropts    50-299/B4-06,  SQ-2£,O/ai-O6    '-. 
50-296/84-06    on    B40224    Major    items    discussed     bypassing    rod 
sequence   control    sijs   while    shutting    down   &    isolation    of 
dry me  11    to    pool    pressure     instrument 

BUTCHER. R    C         Region    2,     Office    of    Director         CANTREt-L.F    5 
Division    of  Project  !<   Resident  Programs        94/02/29         fpf 
33661     006         24*   Fiche    90-237,84/03/03,8403160273 

B40S090031     IE   Bulletin   84-02,      "Failures    of    GE    Type    HFA   Relay*     In    Use     In 
Class    IE   Safety    8ys    "    Bvc     list    encl 

DEYQUNQ,  R   C        Director's   Office,    Office    of    Inspection    and 
Enforcement         84/03/12  Conso  1  idateiJ    Edison    Co       of    Nem    Vork,      Inc 

134pp          2HB33   O94         24X    Fiche    50-000,  B4/03/12,  6402090031 

B40319D136  Ac  k   receipt   of   B4O231   b  0312    lira    informing    HRC    of    steps 
taken    to   correct   violations    noted    in    IE    Insp   Repts 
30-339/83-39,30-260/93-59    b    50-296/B3-31?   Responses    moot 
10CFR2   301    requirements 

LEHIB.R  C  Division  of  Project  fc  Resident  Programs  S4/03/54 
PARFtlBiH  0  Tennessee  Valley  Authority  lp  2267O  314  34X 
Fiche  90-259,04/03/14,8403190136 

— 8403190149  Suppls   response    to  NRC  B4015O   1  tr  re   violations    noted    in    IE 
Inap    Repts    30-339/B3-59,  SO-260/B3-59   ft   30-396/B3-59 
Responses   withheld    (ref    10CFR73  21) 

MILLS,  L  M        Tennessee    Valley   Authority        B4/03/1H        D'REILLY,  J  P 
Region  2.    Office    of  Director        lp        22670  313        24X 
Fiche     3O-239,  S4/03/14.  B4031?013o 

— 8403190161    Responds    to   NRC    840120    1  tr   re    violations    noted     In     IE    Imp 
Repts     30-239/83-39,  30-260/B3-39   fc    50 -2 96 /B 3- 39   ReBponEes 
withhold    (ref    10CFR73  21) 

MILLS,  L   M         Tennessee    Valley    Authority         94/02/31          O'REIULY.J   P 
Region   2,    Office    of   Director        lp        23670  316        24X 
rtche    30-259, B4/03/14,84Q3I90136 

—B403190173  Forwards    IE    Insp    Repts    30-239/83-37,30-260/83-39   & 
30-296/B3-39    on    831216    S.    notice    Of    violation    Notice    t>t 
violation   withheld    (raf    10CFR2  790  t.   73  21) 

LEWIS, R   C        Division    of    Project   4  Resident  Programs         B4/01/20 
PftRRIS.H   0         Tenneist-e    Valley    Authority         2pp          2267O    317          24X 
FlchE    50-239,84/03/14,8403190136 

— B403190IBB    IE    Insp    Repts    30-259/S3-H9,  30-260/83-37    &    50-29 6/83-39    on 
831216  Noncompllance    noted    security    force   me-mbcr    failed     to 
control   access    to   area    Details   withheld    (ref    10CFFI73   21    S, 
3   770) 

TtLLMAN.A   ,    PATTERSON,  C        Region   a,    Office   of   Director 
MCOUIREiD  R        Division    of    Emergency  Preparedness    !.   Materials 
Safety         84/01/19         tp         2267O   319        34X   Fiche    30-299,84/03/14, 
B403 190136 

B40339O047  Surmnarlies    B4O312  meeting    in  Region   II    ofc    re    planned    utll 
organizational    changes   &   regulatory    performance    improvement 
program    for    facility 

0'REILLy,J  P        Region   2.    Office  of   Director        84/O3/I5         PflnfllB.H    Q 
Tennessee    Valloy    A^t^o^ity          lp         23006   271         24X 
Ficho    30-259,84/03/15,8403290047 

B403270178  Ac  k    receipt    of   840317    Itr    informing   NRC    of    steps    taken    to 
correct    violations    noted    in    IE   Insp   Repts   50-237/B3-3B, 
SO-a60/B3-3B   (.    30-296/B3-3B 

LEWIS.R  C  Division  of  Project  !<  Resident  Programs  S4/O3/30 
PARRIBiH  O  Tennessee  Valley  Authority  lp  22BOO  276  24X 
Flche  3O-259,Bfl/03/30,fl40329017B 

— B4033901B3  Suppls   re»ponie    to   NRC   B40117   Itr   re  violations    noted 
in    IE    Insp   Repts    30-237/83-39,  30-260/B3-3B  S.  30-E7fa/B3-3B 
Corrective  action*   distribution   of    insp   rept    to    health 
physics    personnel    Initiated 

MILLS, U  M        Tennessee   Valley   Authority        S1/02/17        O'HEILLY.,  J  P 
Region  2,    Office    of   Director        2pp        32800  279         24X 
Fiche     50-239,84/03/20,3403290178 

— -B403290170  Ack    receipt    of   831209   Itr    informing    NRC    of    eteps    tafcon    to 
correct   violations    noted    in    IE    Insp   Repts    30-259/B3-3Bi 
50-260/83-38   fc   5Q-296/83-3B 

O'REILLV.J  P        Rug  Ion  3,    Office   of   Director        B4/O1/19 
PARR  16,  H  0        Tennessee    Valley  Authority        Spp         223OO'2B1          24  X 
Fiche    30-259,84/03/20,  B40327017B 

— 8403290203  Ack    receipt    of    B31209    Itr    Informing    NRC    of    stops    taken    to 
correct  violations   noted    in    IE   Insp   Repts    30-339/B3-3B, 
SO-26O/B3-3B   &    50-296/83-38 

LEWIS, R  C  Division  of  Project  &  Resident  Program*  83/12/21 
PARR  IS, H  0  Tannessee  Valley  Authority  lp  22GQQ  283  34X 
Fiche  50-239,84/03/20,8403290178 
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-84032=50207   fiBiponfli     to    NHC    B31IO7    )  tr    re    violations    noted     in    IE    Inap 
Repts    30-239/93-33,  5Q-360/33-3B   !.    50-596/63-33    Corrective 
actions    insp    rept     distributed    to     health    pjiyiics    personnel    ti 
RCI-9    revised    to     incorporate    1DCFR47    changes 

MILLS, L   M         renn«isee    Valley    Authority          B3/1S/09         D'REILLV.J   P 
Region    2,     Office    oC    Director         Spp          223QO    281         24X 
Ftrhe    30-259,  B4/Q3/2O,  B4O329017B 


B403390322   Discusses    B40117    Itr    conf il-mlng    arrangements     for 
adminis  tration   of    req.ua!  1  flcation    Biams  Random   selection 
process    used    to  determine    identify    nf    eiamineei    for  writ  ten 
It    oral    eiama   List    of   eiaftinees   end 

LEWia.R   C        Division   of   Project  S<  Resident   Programs        S4/03/13 
PARRIB,  H   G         Tennessee    Valley    Authority         3pp         22902   04?         24X 
FichB    50-23?. 84/03/13,8403370322 


-8403270211    Forwards     IE    Insp    Rapts    5O-237/B3-3S. 50-26O/93-38   b 
30-296/63-33   on    B30913-16    t,    notice    of    violation 

LEWIS, R    C         Dlvinon    of    Project    fc    Resident    Programs         B3/11/09 
PARRIS.H   G         Tennessee    Valley    Authority          2pp          2280O    289         24K 
FichB    SO-239.  B4/&3/20.  3403370170 


— 840327Q214    Notice    of    violation    fron 
*      Region    2,     Office    of    Director 
FicJiH    50-259,  84/03X30,  8403370573 


Intp    on    B30912-14. 

83/11/09         2pp         S2SOO   271          24X 


—  8403290320    IE    Insp    Repts    9O-a39/B3~30,  50-2AO/B3-3B    &    SO-296/83-3B    on 
B3O712-16    Violations    noted     55-gallon    drum    reading    3O    to    63 
milllreni    par   hour    observed    unlabeled    J,   radiation    control 
procBdurBa   not    prepared    or    adhered    to 

DEBS,  D    T         Region    2.     Office    of    Director         3AP.R.  K   P         Division-    of 
Engineering    &   Operational     Programs         33/11/03         6pp          22HOQ   293 
24X    Fiche    50-239,04/03/20,0403270178 

9402090043    IE    Info    Notice    B4-19.     "Tuo    Events     Involving    Unauthor i i ed 
Entries     into    PUR    Reactor    Cavities     "    Svc     list    end 
JORDAN,  E  L        Division    of   Emergency    Preparednms    tt  Engineering 
Reaponto    (Post   B30103)         B4/03/21  Consolidated   Edison    Co      of   New 

Vorlr.      Inc          123po          22B23    SSt         2AX    Fiche    50-000-.  04/03/21 ,  B403090O43 

8403O9OO44    IE    Info    NutuCE    B4-20,     "Svc    Life    of    Relays    in   Safety-Related 
Sya    "    SVE    list    end 

JORDAN, E   L         Division    of    Emergency    Preparedness    fc   Engineering 
Response     (Post    B3Q1O3)          B4/03/21  Consolidated    Edison    Co      of    NBUI 

Vorl,      Inc          135pp          22933    QOt          B4X    Fiche    &0-000. B4/O3/21 , 8403070044 

R      Periodic    operating    reports    t<   related    carre spondence 

B4O3O20103    Monthly     uperatlnB    repta    for    Jan    1?B4   W/B1O210    Itr 
CHftPMAN.M   ,     THDM,  T    ,     JONES,  &    T         TentiesaeE    Valleij    Authority 
94/01/31          4.1pp          3S443     166          24X    Fiche    30-239,  B4/O1  /gi ,  B403O2O1O3 

8403300133  Forwards    monthly    operating    repts    for  Fen    17S4   &    correcteil 
Jan    17B4    monthly    operating    rept     For    Unit    1 

JON EG,  8   T         Tennessee    Valley    Authority         84/03/O9  Office    of 

Resource    Management,     Director          lp          22B20    2O3         34X 
Fichfl    30-259,94/03/07,0403300133 


-B4O330013i    Monthly     operating     reptfl     fur    Feb     19B4 
THOH, T         Tennessee    Valley    Authority         B4/02/S7 
24X    Fiche    50-257.  B1/O3/09, S103300133 


Repartable    occurrenc  BS  ,     LERs   fc   related    eorrespondeTic  e 


B4O3D500SI    Wotif  Itotlon    of    BflOao?    meeting    ui/util     In   Chattanooga,  TN 
to   -discuss    design   of    analog    trip    sys    In    lijht    of    transmitter 
Fai  lures    in   Unit    1 

CLARK,  R    J         Operating    Reactors    Branch    2         34/02/28         VASSALLO.  D    D 
Operating    Reactors    Branch    2          lp          22327    31B         24X 
FlKhe     30-27&.  84/02/38.040303005! 

94032A0233   Forwards    summary    list    of    oef  ic  ietic  ies    Identified    per 
10CFRSO    SSIel.Part   SI    It   potential    oeneric    Itr    reptj    for 
comments 
STrtRDSTECM.R         Olvision    of    Project    b    Resident    Program*          04/02/2B 

Region    1,     Office    of    DirectOf         7pp          2275t    O6S         24X 
Fiche    90-000.  B4/O2/2B.  B40324.0233 

3403300037    LER    B4-004-00    on    B4022B.RHR    outboard    Loop     H     isolation 
valve    steam   found    broken  Probably    caused    by    over-stress 
or    extreme    load    Limi  torqu  e,  Liml  torque    switches    t<  valve 
disci    Investigated    W/B4O314    Itr   Follouup    rept    by    340615 
WALKER.  J   D    ,    JDNEB,  G    T        Tennaasee   Valley   Authority        B4/03/I4        3pp 
072        24K  FichB    50-296,84/03/14,5-103200067 


y      aperatur    Eiaminations 


840316,0^27    Confirms   B4D302   meeting    in    Atlanta.  OA    T-B   B4D319    operator 
requalif  icatlo-n    e*am,  per    B4052T   telton 

LEWIS, R  c  Division  of  Project  &  Resident  Programs  04/03/01 
PARRFS.H  G  Tennessee  Valloy  Aifthorlty  lp  22660  32B  24X 
Ficha  50-257,84/03/01.  S40316O227 


B403370213  Summanies   840302   meeting    u/utll    re  B403B3  req.ua!  if  ication 
eiam  of    licensed    operator    £>    senior    operator   personnel    at 
facilities    Meeting    provided    bettar    understanding    of   operator 
requal  i  f  Uatidn   training    t.    eiam  programs 

LEWISi  R    C        Division   of   Project   &  Resident   Programs        94/03/15 
PftRRIB, H   0         Tennessee    Valley    Authority         3pp         22BOO    360         24X 
Fiche    50-259,B4/03/1S,B403370213 


DOCKET    &0-29Q   COOPER   NUCLEAR    STATION 

F      Security,    medical,     emergency    It   fire    protection   plans 

Q403030141    Provides    scenario    for    submittal    of   proposed    emergency 
preparadnets    Info. per   NRC    B20114    Itr  &  800B17    revised 
emergency    planning   rule 

COLLINS.J   T        Region   4,    Office   of   Director        B4/O2/07        PILANT.J  M 
Nobraska  Public   Power   Dl.trict        2pp        32487  306        S4X 
Flehe     30-273,64/02/09.8403090141 

B403060471    Advises    that   NRC    ulll    not    rovloui   emergency    plant    to   delate 
prlvacij    or    proprietary    info    unless    specifically   requested 
by    licensee,  per   B1O709   Generic   Ltr    Bl-27.  W/o    request,  entire 
plan   ulll    be    placed    In   PDR 

VA8SAL.LD,0   B         Operating    Reactor*    Branch    2         B4/OS/1O         PILANT.J   M 
Nobraska   Public    Pouer    District         2pp         2S947    324         SIX 
Fiche     SO-27S,64/O2/10.  B403060471 

B40306O346  Forwards    Braergency    plan    Implementing    procedures.  Lnc ludlng 
Rev  S    to   3  7   g.     "Genera]    Emergency    Implementing   Procedure.  " 
Rev  3    to   S  7    13,     "Personnel    Monitoring    d   Decontamination" 
ti   tlev   3   to   5   7    13.     "Rescue    d    Reentry    "    H/o    end 
P1LAMT, J  H        Msbrasta   Public    Pouer   District        84/02/13        COLLINS, J   T 

Region    4,     Offico    of    Director          lp         2351B   223         24X 
Fiche    50-39B,  Q4/O2/13,  B40306034i 

B403S6023S   Forwards    IE    Insp     Rept    50-S93/B3-2B    on    B3101B-21    E.    notice    Of 
violation 

JOHN3QN.E  H        Region   4.    Office   of    Director        B4/O2/17        PILANT.J  M 
Nebraska  Public   Power    District        2pp        BH7SD    138        24X 
Fiche    90-398,  B4/02/17,  8403360233 

— 8403260238  Notice    of   violation   from    insp    on   S3101B-21 

*      Region    4,     Office    of    Director         84/02/17         2pp         22793    16O         24X 
Fiche    90-29B,B4/02/17.B4032fc0235 

— B4033&O240    IE    Irmp    Rept    90-27B/B3-3B    on   831O1Q-21    Violation    noted 
llcenBee   presented    no   evidence    that    phytlcian    assistant 
trainnt!    to    identify   aberrant   behavior    Details    withhold 
(ref    10CrR73  21) 

CALDWELL.R  A  ,  KELL1,  J  A  F  .  HUNNICUTT.D  M  Region  4,  Office  of 
Director  B4/OH/17  lp  22793  162  24X  Fiche  SO-29B, B4/O2/17. 
B4O3260239 

840306O339  Foruards  Rev  3   to   Emergency    Plan    Implementing    Procedure* 
373,     "Alert    implementing-   Procedure,"    578.     "Activation    of 
OSCi"    &   3  7   la-     "Emergency:   Radiation    Eiposure   Control    " 
U/o   encls 
PILANT.J  M        Nebraska   Public    PQUIBT    District         B4/02/21         COLLINS,  J  T 

Region   4,    Office    of   Director         lp         22517  313        24X 
FichB    90-296,  S4/O2/21 ,  B40306O237 

B4031402S2  Forwards   order    confirming    Ucvnsee   B30419.O711    d    SB  b    1230 
commitments    to   comply   iit/Buppl    1    to   NUREfi-0737   r*    emergency 
responie   capabl 1 Ity 

VABBALLOpD  D        Operating    Reactors    branch    2        84/02/22        PILANT.J  M 
Nebraska  Public    Pouier   District        2pp        22636   332        24X 
FUhB    SO-29B,  B4/02/23.  S403140292 

— B40314Q396  Order    confirming    licensee    commitments    to  comply    u/Buppl    1 
to   WUREO-0737    (Generic    Ltr    B2-33)    re    emergnncy    respon»e 
capability 

EISENHUT,  D  Q        Dlviilon    of    Licensing         B4/O2/aa  Nebraska   Public 

PDWBT    District        6pp.       22636:334,       24X   Fiche    50-278.24/02/33, 
B4O3 140298 

B40309O100  Application    for    amend    to  License   DPR-16, changing    Tech    Specs 
re    fire    detection    Instruments    to   camply    ui/NUREO-0737 
(Generic   Ltr    B3-36),  lt*mi    1 1    D    t,  1 1    B  3,  1 1    F    1    fc    1 1   D  3.  4 
KUNCL.L  0        Nebraska   Public    Pouer    District        S4/O2/29        VABSALLO, D  D 

Operating   (Isacton    Branch   2        &PP        22971    116,       24 X 
Fiche    30-298,  B4/03/H7,  S40309O10O 
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--B403090116   Proposed    radiological    Tech    Specs    per    NUREG-0737     {Generic 
Ltr   83-36)    re    firs    detection    Instrumentation 

»      Nebraska    Public    Power    District         S4/O2/29         16pp         22371     123 
24X    Flche    30-298,  B4/02/29, B40309O1OO 

040319009*?  Revised    emergency    plan    imp  1 ement ing    procedures.  Including 
Procedure    3   7    14   re    release    rat*    determlnat 1  on- 5  7    17   re 
do  IB   assessment   &   9   7    19    re    ensile    radiological    monitoring 
W/840314    Itr 

THOMASON.P   V   ,    PILANT.  J   M        Nebraska   Public    Power    District 
84/02/37         COLLINS,  J    T,        Region    4,     Office    of    Director         72pp 
22669   329         34X    Fiche    30-398,84/02/29,0403190089 

B4030AO264   Forwards    "Program  Plan    for    Detailed    Control   Room    Design 
Review, "    Including    proposed    schedule    for    Implementation, 
per   NUREQ-0737.  Buppl    1    requirements 

PILANT, J  M        Nebraska    Public    Power    District        B4/O3/O1 
EIBENHUT, D    0         Division    of    Licensing          Ip         22313   225         24X 
Flche    30-298,84/03/01,8403060264 

— 8403060274  "Program  Plan  for  Detailed  Control  Room  Design  Review  " 
o  Nebraska  Public  Power  District  84/O2/29  69pp  22313  226 
24X  Fich«  30-298.94/03/01,0403060264 

8403060394   Forwards    description*    of   Reg    Guide    1    97   requirements    & 
•chadule    for    Implementation    of    emergency    response 
capability, par   NUREG-0737.  Buppl    t 

PILANT.J  M,       Nebraska   Public    Power   Di-strUt         B4/O3/01 
EIBENHUT, D.o        Division    of   Licensing         19pp         22913  311         24X 
Fictie,  30-298,  84/O3/01 ,  8403060354 

B403080263  Forwards    three    repts   rt    facility    safety    parameter    display 
tut    (BPDS),p«r   requirement*    of   Buppl    1    to   NUREO-0737 
BPDS  will    be    Installed    during    upcoming    rec Irculatlon   piping 
rap lacemint    outage 

PILANT.J  M        Nebraska    Public    Power   District        Bfl/03/01 
EIBENHUT.D,  0        Division    of   Licensing         2pp         22338  030        24X 
Fiche    SO-29B. 84/03/01.  B4030B0263 

— 8403080268    "Safety    Parameter    Display    By!    Safety    Analysis    " 

LOflNER.P        Science    Applications,     Inc         903-8300000-76        B4/O3/OI 
72pp.       22338-032        24X    Flche   SO-29B,  B4/O3/O1,  B4Q3Q80263 

— 8403080273   Procedure    003-B3OOOOQ-9I,     "Verification    (<   validation    Plan 
THOMAS, N        Science   Application!,     Inc        84/03/01        67pp         22398    125 
24X   Fiche    30-298,84/03/01,  840308024,3 


— S4030B0306   Procedure    503-B300OOO-27 
Implementation   Plan    " 
LDBNER.P        Sclsnct    Application*,     Inc 
H4X   Fiehe.  30-298,  84/03/01,640308024,3 


"Safety    Parameter    Display    Sy* 

03/01        30pp         223SB    193 


B403Z00167   Forward*   Rev   3    to    safeguard*    plan   Rev   withheld    Iref 
10CFR73   21    l<   3  790) 

PILANT.J  M        Nebraska   Public    Power   District        84/03/14  Record 

Services    Branch    (Document    Control    Desk).       Ip         22696  394        24X 
Flche,  SO-29B,  84/03/14,6403200167 

8403220033  Forward!    revs    to    emergency    plan    Implementing    procedure*, 
including    Rev   9   to   Procedure    5  7    16   re    release    rate 
determination,  Rev    3    to   S    7    17   re    dose    assessment,  Rev  0    to 
9   7. 17    1    fc  Rtv  3    to '3  7    19   re    monitoring    W/o    end 
PILANT.J  M        Nebraska   Public    Power   District        84/O3/14        COLLINS,  J   T 

Region    4,    Office    of    Director         Ip        22713   398        BIX 
Flche,  30-296,84/03/14,6403320093 

8403270013  Revised    Emoroencu    Plan    Implementing    Procedure*    EPIP   976, 
"Notification,"   EPIP    3.7,20,     "Protective   Action   Ouldffs"    b 
EPIP   3,  7,  21.    "Emergency   Equipment    Inventory    "   W/6403SS   Itr 
WHITMAN.  D,  i     HINDHAM,  R.  ,    P1LANT.J.M        Nebraska   Public    Power    District 
84/03/13.       COLLINS,  J,T        Region   4,    Offlo    at   Director        60pp 
23766; 028        24X   Flche    30-B9B, B4/O3/1 5,  B403270013. 

84D322O031    Ack    receipt    of   831209    Itr    Informing    NRC    of    step*    taken    to 
correct   violations   noted    in    IE   Imp   R*pt   30-29B/83-B7 
JOHNBON, E,  H        Region   4,    Office   of    Director         84/03/19        PILANT, J  M 
Nebr*»fta   Public    Power    District         Ip         22712' 321         24X 
Fiehe..  30-296.  84/03/19,8403220031. 

— 6403220042  Respond*    to   NRC   831108    Itr    re   violation*  noted    In    IE    Imp 
Rept    80-298/83-37.  Corrective   actions    adequacy    of    interfaces 
ui/itate   ti    local    govts    an    emergency    preparedness    will 
receive   addl    attention 

PILANTiJ  M        Nebraska   Public    Power   District,       83/12/03 
JOHNSON, E  H        Region   4,     Offlcs    of   Director        3pp.       22712   322        24X 
Flehf  50-29B,  84/03/19.  6403220031 


P      Operating    license    stage    documents   t<   correspondence 


B403140340   Bummary    of   B3121S   meeting   w/GE  t*  Mark    t    Pinners   Group    in 
DetheBdajMD   re   Mark    I    containment   uietwel  1-dryuel  1    vacuum 
breaker    design  methodology 

BIEGEL,  D   L        Operating   Reactors   Branch    2        64/02/E1  Operating 

Reactors    Dranch    2         Slpp          32635    190         24 X   Fiche    30-000,04/02/2!, 
B4031 10340 

B4O3090100  Application    for    amend    to   License   DPR-li, chang Ing    Tech    Spece 
re    fire    detection    Instruments    to    comply    U/MUHEG-O737 
(Generic    Ltr    B3-36> ,  Items     II     0    1.  1 1    B   3,  1 1    F    1    t.    1 1    D   3   4 
KUNCL.L   Q         Nebraska    Public     Pouier    District         B4/OB/S9         VA69ALLO,  D   D 

Operating    Reactors    Branch    2         6pp         2SS71     116         24X 
Fiche    90-298,  B4/OS/29,  8403090100 

— B4O309O116   Proposed    radiological    Tech    Specs    per   NUREQ-O737    (Generic 
Ltr   00-36)    re    fire   detection    instrumentation 

*  Nebraska  Public   Pouier    District        84/O2/29        16pp        22971    1S2 
24X    Fichu    30-29B,  B4/02/29,  8403090100 

8403120290   Requests    remittal     of    addl     fee    for    review    of    B4011B 
application    for   Tech   Spec    change   re    standby   gas    treatment    & 
auxiliary    electric    ays-core    &   containment   coaling    sys    d 
torus    temp   monitoring    SIJB 

DIG33,  R  M        License   Fee    Management   Branch        B4/03/01        PILANT,  J  H 
Nebraska   Public    Poiuer   District        Ip        Sail 5  362        34X 
FichH.SO-29S,  B4/O3/01,  B4031  2O290 

8403130169  Application    for    amund    to   License   DPR-46,  cons  Is  ting    of 
Proposed    Change   7    to   radlploglcal    effluent   Tech   Specs   M/ 
"Offslte   Dose  Assessment    Manual    for   Assessment    of    Gaseous    b 
Liquid   Effluents    "   No    fee    required 

PILANT.J  M        Nebraska   Public    Power  District        84/O3/O7 
VASSALLO. D   D         Operating    Reactors    Dranch    2         Ip         22612   094         24X 
Flcho    30-298,84/03/07,8403130168 

— B4031SQ171   Proposed   Change    7    to  radiological    effluent    Tech    Bpaca 
»      Nebraska  Public   Pouier    District        B4/03/07        7Hpp        22642    099 
24X   Flche    30-290.  B4/03/O7,  S1031301iB 

— B403130173   "Qffslte   Doao    Aas-estment   Manual    for   As&esamiint    of    Qaieous 
Liquid    Effluents    " 

*  Nebraska  Public   Pouier    District        84/01/31         123pp        22642    166 
24X    FUhe    50-298,  84/03/07,  B4031  5016B 


8403200234   Forwards   Class    IV    fee   per  B4030I    Itr 

PILANT, J   M         Nebrasla    Public     Power  District         B4/O3/13 

License   Fee   Management   Branch        Ip  22691    107        24X 
Fiche    30-298-  B4/03/13,  B4O32OO234 


8403130275  Generic   Ltr   84~O7    to   all    licensees    o-f   BUR  t  re    procedural 
guidance    fnr    pipe   replacement    at   DWRa   Bvc    list    encl 
EI8ENHUT.DO        Division    of   Licensing        84/03/14  Commonwealth 

Edison   Co        20pp        S3B23    394        24X  Fiche   30-000,84/03/14,8403190275 


Q      Inspection   reports,     IE   Qulletina    t<  corretpondenca 


B403E60233   Forward*    IE    Insp    Rept    90-298/83-28    on    83101B-21    &    notice    nf 
violation 

JQHNSON.E   H         Region    4,     Office    Of    Director         B4/OS/17         PILANT.J   rt 
Nebraska  Public   Power   District        2pp        22799    138        24X 
Flche    30-298.  B4/02/17,  B40326O239 

—  8403260238  Notice    of   violation   from    Imp    on  83101B-S1 

*      Region   4,    Office   of    Director        84/02/17        2pp        22733    ItO        24X 
Flche    90-298,84/02/17,9403260239 

—  8403260240   IE    Insp   Rept    5O-29B/B3-B8  on  B31018-S1    Violation   noted. 

license*    presented   no    evidence    that    physician  assistant 

trained    to    identify    aberrant   behavior   Details   withheld 

(ref   10CFR73  Bl), 

CALDHELL,R    A   ,    KELLY,  J   A   F    i    HUNNICUTT,  D  M        Region    4i    Office   of 

Director        84/02/17        Ip         22739162        24X   Flche    90-298.  B4/O2/17, 

8403260239 

8403090091    Ack    receipt    of    940110   Itr    informing    NRC    of   steps    taken    to 
eorract   violations    noted     in    IE   Insp   Rept    90-398/83-25 
JDHNBON.E  H        Ragion   4,     Office   of   Director,       84/OB/24        PILANT.  J  H 
Nebraska   Public    Power   District,       IP        2248B  039        24X 
Fiche,  30-29S,  B4/O2/24,  S40305O091 

—  8403090093  Responds    to  NRC    83120B    Itr   re   violations   not»d     In    IE   Insp 

Rept    90-29B/B3-S9  Corrective  actions   responsibilities    for 

transcribing   &   forwarding    safety   review  t/  audit    board 

minutes    transferred    to    Individual    u/fewer    duties 

PILANT.J  M        Nebraska    Public   Power   District        B1/01/10 

JOHNSON,E  H        Region  4,     Office    of   Director        3pp        224BB   OiO       24K 

Fiche    90-H9B,  84/02/24,  8403O30091 
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B4011-7Q072    IE    Info    Notice    84-13,     "Potential    Deficiency    In    Motor 
Operated    Valve   Control    Circuit*   &    Annunciation    "   Svc    list 
end 

•JORDAN.  E    L         Division    of    Emergency    Preparedness    &    Engineering 
Response    IPost  B30103)         B4/Q2/3B  Consolidated    Edison    Co      of   Mew 

York.     Ine  113pp.        22909    S3?         24X    Fiehe    3O-OOO,  84/02/2B,  B4O1190072 

B403Q60392  Forwards    "Inservlce    Insp    Plan    for   ASME  Class    1,3   &   3 
Components,  "    per   631316    commitment 

FILANT.J   M         Neoraika   Public    Pouer    District         S4/O3/OJ 
VASSAt-La,  D.D          Operating    Reactor*    Branch    S          Ip.        2231B     134.       34X 
Flcho    90-298184/03/01,6403060393 

—  B40306Q393    "Inservice     Insp    Plan    for    AEME   Clai»    1,2    It  3    Component*    " 
»      General    Electric    Co         84/03/Q1  13pp          33319    13S         34  X 

Fiche    30-39B,  B4/O3/01,  aflO3O6O39S 

9402090007    IE    Info    Notice    gfl-j4,     "Htshlights    of   Recent  Transport 
Regulatory    Revs    by    DOT    h   NRC    "   Svc    list    end 

OR  ACE,  J   N        Civilian   of    QA,    Safeguards    ti    Inspection  Programs    (Poit 
330103)         £4/03/02  Consolidated   Edison   Co      of    New  York.     Inc 

130pp          22532    32?         SAX    Flche    SQ-QOO.  B4/O3/Oa,  0402090007 

8402090009    IE    Info   Notice    B4-lii     "Failure    of   Automatic  Bprlniler  Bijs 
Valve*    to    Operate    "    Bvc    list    enc  1 

JORDANi  E   L        Division   of   Erne  rg  en-c  y    Preparedness   b.  Engineering 
Response    (Post   B301O3)         B4/O3/02  Consolidated    Edison    Co      of   New 

York.     Inc          122pp          33353    O93         24X   Flche    BO-OOO.  B4/03/O2,  B402090009 

840aO')0009    IE    Info   Notice    B4-1S.     "ReportinB    of  Radiological    Releases    " 
Bve    Hat    end 

JDRDANr  E  L        Division   of   Emergency    Preparedness    tc  Engineering 
Response    (Post   B301O3)         84/O3/O2  Conso  lidateif   EdUan    Co      of   Nam 

Yorl,      Inc          £19pp          35593    B17         24X   Fiche    50-000.84/03/02,8405070009 


B403090011     IE    Info   Notice    B4-17,     "Problems   W/Linuid    Nitro&»n   Coolino. 
Components    Belou  Nil    Ductility   Temp    "    Svc    list    end 
JORDAN,  E,  L        Divlilon    of   Emergency    Preparedness    tc  Engineering, 
Response    (Poit   630103)         B4/03/05  Consolidated    Edlion   Co      of   Mew 

Vnrk,     Inc         I17jp         22933   336        ET4X  Flche:  50-000,  34/03/09,  B402090011 


— B 4032 20 04 2  Responds    to  MF1C    831 10B    1  tr   re   violations   noted     In    IE    Imp 
Ropt    30-296/63-27  Corrective    action*    adequacy    of    interfaces 
iii/state   &   local    govti   on    emergency    preparedness    uiill 
receive   addl    attention 

PILANT.J  H       NBbra-B*a  Public    Power   District        B3/12/Q3 
JOHNSON.E  H       Region  4,    Office   of   Director        3pp        22712   382        24X 
FlchD    50-290,  84/03/17,8403220031 

B403090043    IE   Info   Notice  94-19,     "Tuo   Evnnt-»    Involving    Unauthorlied 
Entries    into  PHR   Reactor   Cavities    "    Svc    list    encl 
JORDAN.  E  L       Division   of   Cmergancy    Preparedness   &   Engineering 
Response    IPoit  B30103)        B4/03/21  Consul Idated    Edison    Co      of  Neu 

York.     Int         lH3pp         22633229         24X    Flche    30-000.  B4/O3/31 ,  B402090043 

B4O2090044     IE    Info    Notice   B4-2O,     "Bvc    Life    of    Delays    in    8«f  I  ty-Related 
Bgn    "   Bvc    Hit    encl 

JORDAN. E    L       Division  of  Emergency    Preparedness   Si  Enflineering 
Response    (Poit  830103)        64/03/31  Consolidated    Edison    Co      of  New 

York,     Inc         13Spo        22933  O01        24X   Fiche    30-000,94/03/21.6408090044 

R      Periodic    operating    reports   b    related    correspondEnce 

B403030083   Monthly    operating    rept    for   Jan    19B4   W/B10207    Itr 
aALLlNOER.P  L   ,    THDMABON,  P   V        Nebrasla   Public    Pouier    District 
04/01/31          Spp         22441    Ell          34 X    Flche    80-290, 84/01 /31,  B4030EOOB3 

B403300130   Monthly    operating    rept   for   Feb    lfB4   H/B40307    Itr 
BAU.INQER,P  L   ,    THOMASON,  P    V        Nebraska   Public    Power    District 
B4/02/89        Spp        23919  392,       24X   Fie  he,  30-298,  B4/OS/E9,  0403300130 

B      Reportabls  occurrences,    LERs    fc  related    correspondence 

B31O2301B6   Foruiards  Safety   Engineering   Evaluation  AEDD/E319,     "Los*    of 
Dryuell-Tarus   Pressure   Differential    During    RHR   Pump    Floiu 
Testing    at  Cooper   Nuclear   Station    "    Licensee    corrective 
actions   adequate 

RUBIN, 9  D       Reactor   Operations  Analysis    Branch        B3/09/08 
SEVFRIT.K  V       Reactor  Optratlons   Analysis   Branch         Ip        22775  203 
24X  Flehe    50-398,  G3/09/08,  B31O2BOlQt. 


6403130307   Provide!    results    of    comparative   analgsls    of    liquid    unknown 
samp  Iff.  performed    by    Radiological    t>  Environ    Sciences  Lab    In 
connection   u/HRC    conF  IrmatDrij   measurements    Insp    In   Oc  t    1993 
JOHNSON,  E   H        Region   4,     Office   of    Director        94/03/06        PILANT,  J  M 
NebTdtka   Public   Poiuer   District        3pp         22&OB  OSA        24X 
Flche    30-293.  B4/03/04Jai0313O307 


IE    Info    Notice    B4-07,  R*v    t,     "Lessons    Learned    From    Imps   of 
Fire   Protection   Safe   Shutdown   S-js    "   Svc    11-st    encl 
JORDAN,  E  L        Division    of   Emergency   Preparedness   b   Engineering 
Response    (Past   S30103)         84/O3/O7  Consolidated    Edlion    Co      of   New 

Yor*,     Inc         llfipp         331,33   047        B4X  Flche    50-QOO,  S4/03/07.  B4030900B4 

8402090053    IE    Info   Notice    B4-1B,     "Stress    Corrosion  Cracking     In  PUR 
By*    "    Svc    list    end 

JORDAN,  E  L        Division    oP    Emeroency    Prepareif  ne*s    tt  Engineering 
Response    (Post   830103)         B4/03/07  Consolidated    Edison   Co      of   Meui 

Yor*,     Inc         llSpp         EH3B4    19£>        24X  Fiche    30-000,  B4/03/07.  8402090039 

B40B090031     IE  Bulletin    B4-OH.     "Failures    of    OE   Tope   HFA  Relays    In  Use    in 
Class    IE   Safety    Sya    "    Svc    list    encl 

DEYOUNO.R    C         Oirettor'e    Office,    Office   of    Inspection    and 
Enforcement        34/O3/I3-  Coniol  iSated  Edison   Co      of    Heu   York,     Inc 

134pp-         22S23   O94         24X    Fiche    50-O004  B4/O3/lSf  S40S090O31 

a4031i0235   Ack    receipt    of   B4011B    Itr    informing    NRC    of   steps    taken    to 
corrnct   violations    noted    In    IE    Insp   Rept    30-598/83-31 
JOHN30N.E   H        Region    4,     Office    of   Director        94/03/12        PILAW.  JM 
Nebraska    Public    Power    District         Ip        33ht>Q   339        24  X 
Fiehe   30-293,64/03/12,6403160253 

—  B4031402AO  Responds    to    NRC   331223    Itr    ft   violations  noted    in    IE    Insp 
Rept    90-39B/B3-31    Corrective   actions    operations    supervisor 
req,ulrBif    to  atsft    every    uk    ui/creu    in    training    to   discuss 
reactor    aperatlon 
PILANTjJ  M        Nebraska   Public  Power    Dlitrlct        84/01/18        JQHNSON.E 

Region    4.    Office    of    Director         4pp        22660:330        24X 
FichB    30-298,84/03/12,8403140255 

9403220031    Ack    receipt    of    B3130S    Itr    Informing    NRC    of   step*    taken   to 
correct   violations   noted    In    IE    Insp   Kept   50-29B/83-27 
JOHflBON,  E   H        Region   4,     Office   of    Director        04/03/19        PliANT.JM 
NebTSfke   Public    Pouer    District         Ip,       23712   331         24X 
FichB'  30-29S.  B4/O3/  19,9403320031 


— B310S9018B   "Loss    of    Dryue 1 1-Torus    Preisuve    Differential    During    RHR   Pump 
Flow  Testing    of   Cooper   Nuclear    Station    " 

RUDItJ,  3         Director's    Office         B3/D7/OB          17pp         22775    206         24X 
Flche    30~39B.E)3/09/OB,a3102B018& 


DOCKET   BO-301   POINT  DEACH  NUCLEAR  PLANT,    UNIT   2 


B4O119D072    IE   Info   Notice  84-13.     "Potential    Deficiency    in   Motor 
Operated    Valve  Control    Circuits  &    Annunciation    "    Bvc    list 
end 

JORDAN,  E  L        Division  af  Emergency    Preparednesi    !<  Engineering 
Response    CPott   B301O3)        B4/02/SO  Consolidated    Edison    Co      of  Neu 

Yori,     Ine        HSpp        32909   239        24X   Fiche   30-000,84/03/36,8401190072, 

F      Security,    medical,     emergency    &   fire  protection   plans 

3403030203  Advises    that   NRC   ul  1 1    not    revleiu  emergency    plans    to   delete 
privacy    or   proprietary    Info    unless    specifically    requested    by 
licensee,  per  810709   Generic    Lti-  81-27  W/o   request,  entire 
plan   will    bi   placed    in  PDR 

MILLER,  J  fi       Operating   Reactors  Branch    3        B4/02/16,       FAY,  C   H 
Wisconsin   Electric    Pouer   Co        2pp         22929    192        24 X 
Fiche    50-S66,  94/02/16.  3403030209 

B4O31S0043  Notifies   of   G40323  uiorkinop   on    fire   protection    safe 

nJiutdouin   requirements   of    IQCFRSOiApp   R    in   Rostmarti  1L    to 

discuss    IE   Info  Notice  B4-09   b  provide   atjdl    thuttfouin 

etialuses   &/or  mad    guidance    Agenda    ancl 

SPE89ARD,  R  i.        Division  of  Emergency  Preparedness    ti  Operational 

Support        B4/03/06        BURBTEIN,8        Mlicontln   Electric   Pouier    Co        Spp 

2259O  3f\        34X  Flche    80-266,  B4/O3/O6,  B4Q312004S 

8403160090  Submits    addl    info    on    0«n»ric   Ltr   82-33    schedule   requirements 
for   emergency   reipons*    capabilities    Vendor    of   neu   computer 
cys  requested    1-yr   <lelay    to   Jun*    19B9   for   delivery  affecting 
schedular    lomml tmentt  made    to    NRC 

FAY.C  M        HUconiin   Electric    Pouer   Co        Q4/03/OB        DENT  ON,  H  R 
Office   of  Nuclear  Reactor    Regulation,    Director        4pp.       SC632  327. 
24X  Flche    30-266,  04/03/OB,  84031400BO 

B4O3sa009a  Ack   receipt  of  B 40306  Itr    inforfliins  NBC   of   corrective 
aetions    re  deviation    from    commitment  &   resolution    of   revised 
eneroencv   plan  8£R  clarification    items   noted   in    IE   Insp 
Repts   50-266/B3-2S  ti   30-301/83-39 

PAPERIELLO.  C   J        Region  3,     Office    of   Director        84/O3/19. 
BURBTEIN.S       Wisconsin  Electric    Pouer   Co.        Ip,       H2716' 324.       K4X 
Ficha    30-266,  B4/O3/19iQ403320093 
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— B403220099  Respond!    to   NRC   84O202    Itr    forwarding    revised    emergency    plan 
SER   &   request    for    clarification    of    lilted    Items    h  deviation 
from    commitment   Corrective    actions   Procedure    EP    S  O. 
"Organ! latianal    Control    of    Emergencies. "    ravised 
FAV,C    W        Wisconsin   Electric    Pouinr   Co        84/03/06        KEPPLER,  J   0 
Refllon    3.     Office    of    Director         9pp         22716    323         24X 
Ficha    50-266,84/03/19.8403220093 


8403320234   Forwards   FR   notice    of    consideration  of    Issuance    of   amend    to 
Licenses    DPR-24   &    DPR-27    t.   proposed    NBHC    fc    opportunity    for 
hearing    re   831223  application    to    revise   survei  llaitce 
interval    for   post-accident   re-covcrg    sys   outside   containment 
CDLHUHN.T  O        Operating   React-on    Branch   3        G4/03/OI        PAY.  C  W 
Wisconsin   Electric    Pouier    CD          2pp         22723   329         24X 
Fiche    30-2i6,  B4/03/O1 ,  B40322O2S4 


0.     Ad judlcatory    correxpondence 


B402220197   Order    extending    time    until    84022B    for   Commission    to   act    to 
review   Director's    Decision   DD-83-14 

CHILK, 8   J        Office    of    the    Secretary    of    the   Commission        B4/O2/21 
Commissioners          Ip          38337    3i2         24X    Fiche    30-OOO. B4/03/21 , 
8402280197 

9403010233  Order    extending    time    until    B40305    for    Commission    to   act    to 
revieu   Director's    Decision   DD-B3-14    d  B31029   decision 
denying   r«que*t  of  Environ  Policy    Inst 

CHILK,  S   J        Office    of    the    Secretary    of    the    Commission        B4/02/2B 
Comml**laners         Ip         22434   21O        24X  Flche    30-000, S4/02/aBj 
H4Q3010S3B 


— 8403830259  FR   notice   of   c  onsi-derati  nn   of    issuance   of  amend    to   License* 
DPR-24   d  DPR-27  S.   proposed    N5HC   t.   opportunity    For   hearing    re 
B31223  application    to   revise    surveillance    Interval    For    post- 
accident   recovery    BIJS   outside    containment 

MILLER, J   K         Operating    Reactors    Branch    3         B4/O2/O?         Bpp 
22733    327         24X    Flche    9Q-2&4.  B4/Q3/O1,  8403320394 

B4D3130137  Advises    that. due    to    delays    in    delivery   S.    Installation    of 
auxiliary    safety    instrumentation    panels    ( ASlPs).  tnstal latl on 
of    six    accident  monitors    addressed    in  NUBEe-0737.  Itema 
II   F    1    1    through    II    F    1    6   ul 1  1    not   be   completed    by   84063O 
FAY.C   H        Wisconsin   Electric    Pouier   Co        84/03/03        DENTQN.  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        MILLER.  J  R 
Operating   Reactors    Branch    3         3pp        22306  330        24X 
Fiche    50-266,84/03/05,8403120157 


040309006?    Inform*    that   Commission    unanimously    declined    to   review 
Director's   Decision    DD-83-14   Time    provided    by    NRC 
regulations   within   uhich    Commission   may    act    to    review 
expired    Dseition   became    final    ageneg    action    on    B40303 
CHILK,  Q   J        Office    of    th*    Secretary    of    the    Commission        64/03/08 
CELEBREZ3E.A  J        Ohio.    State    of        Spp        22379.330        24X 
Fiche' 30-000. B4/03/08,  8403090069 


8403190419  Comment!    on   B40207    Itr    modifying  831023   request    for  amends 
to  Tech    Specs   re    changes    in    conduct   of    containment 

integrated    leak    test   rates   No    significant  haiards 
consideration   discussion    required 

MILLER,  J  R        Operating   Reactors    Branch    3  04/03/06        FAY, C   W 

Wisconsin   Electric   Pouier   Co         2pp        226B1  344        24X 
FlchB    50-266,84/03/06.8403190419 


B 40 309007 4  Inform*  that  Commission  unanimously  declined  to  review 
Director's  Daclslon  DD-83-14  Time  provided  by  NRC 
regulations  within  which  Commission  may  act  to  review 
•xplrid  Decision  became  Final  agency  action  on  640303 
CHILK,  B  J   Office  of  the  Secretary  of  the  Commission    B4/03/OB 
MILLAR, F   Environmental  Pol  leu  Institute   Ip   22373  292   24X 
Flche  30-000,84/03/08,8403090074 

6403090113  Informs  of  Commi**ion  decision  not  to  review  Director'* 
Declelon  DD-B3-14  Time  for  Commission  to  act  expired  an 
B40303  W/o  encl 

CHILK, B  J   Office  of  the  Secretary  of  the  Commission    84/03/08 
REBNIKDFF.M   Sierra  Club    Ip    23376  07?    24X 
Flehe- 30-000, 84/03/08,  B4030901 13 


P.     Operating    license    stage    documents    &  correspondence 


B4O3210077  Responds    to   Generic    Ltr   84-O1    re    use   of    terms    Importont    to 
safety    t<   safety-related   Widespread    use    of    terms    in  WC 
regulations    considered    unresolved   Notification   of   meeting 
requested 

FAYrC  W        Wisconsin   Electric    Pettier   Co        B4/03/13        EIEENHUT,  D  O 
Division   of   Licensing        TAYLOR, J   hi       Director's   Office,    Office    of 
Inspection   and   Enforcement         Ip         82703   163        24X 
Fiche,  30-266.  B4/03/ 1  S.  84O32  1  0077 

B403220162  Application    to   amend    Licenses   DPR-24  b  DPR-27, chang ing   Tach 
Specs    to   add   addl    restrictions    on    heavy    loads   over    spent 
fuel    pool    t  making    additions    b    deletions  ra    safetv-related 
snubbars-per    IE  Bullotin   79-14   *.    Item   II   D    1 

FAY, C   U        Wiiconaln   Electric    Pouer   Co        S4/03/16        DENTDN. H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        MILLER, T  R, 
Operating   Reactors    Branch    3         4pp        227 IB  097        E4X 
Flche    30-266,B4/03/16.S403220162 


8403K9000S  Final    response    to   FOIA  request    for    four    categories   of 
document*. testii studies   i   analyses    referencing    or    pertaining 
to   NUREO-0103,     "STS    for    BJ.W   PWR    "    App    A   document*    end 
FELTDN,  J  M        Division    of    Rule*   and    Records        84/01/13        MADDEN- T  J 
KBUB,    Scholer,     Flerman,    Hayi    ti  Handler        6pp         22816   127        24 X 
Fiche, 90-000.84/01/13,8403290002 


— B403S20167   Proposed    Tech    3p*  to. add  Ing    addl    restrictions    on    heavy    IHAUI 
over    spent    fuel    pool, making    additions   b   deletions    to    list    of 
*af etg-related    snubbers    t    revising   position    titles  ulthin 
administrative  tpeci 

«      WUconsin  Elsctric   Power   Co        B4/03/16,      39pp,       2271B   061        24X 
FIChe    50-2 


— B40329004S   Discusses   0  Rled    730301    Itr    to   0   Arlotto  re    RCPB    leakage 
detactlon    sg*   Method    for    detecting    sloui   departure    from 
normal    Indication*    of    teahaga    detection    sys    provided    In    util 
monitoring   chart* 

PORSe, L,      Atomic   Energy   Commission  -  Directorate   of  Rigulatory 
Standard*       73/03/O9       HICHHAN,K       Atomic   Energy  Commission       2pp 
22816,303        S4X    Fiche-  30-000,84/01/13.8403270002 

--B403B9Q049  Forward*    Info    describing    RCB    leakage   monitoring    Related    Info 

•  ncl 

REED,OA        Wisconsin   Electric    Poyer   Co        73/03/O1        ARLOTTQ.  0 
Atomlt    Energy    Commisclon   -   Directorate    of    flegltlatory    Standard* 
40pp         22817-330.       24 X   Flche- 90-000.  B4/01/13.  B40329000S 

B403070235  Application    for    amend    to   Licenses   DPR-24    h  DPR-27, Amend 
Incorporate*    chang**    to   Tech    Spec*    re   accident    monitoring 
Instrumentation   to   be   installed   per   NUREO-0737  requirement 
FAY.  C.H.       Hiicqn*in   Electric    Power   Co,       B4/O2/29        DENTQN,  H,  R 
Office    of  Nuclear   Reactor    Regulation,    Director.       MILLER,  J   R 
Operating  Reactors   Branch    S       4pp,      22336- 179.      24X 
Flche; 90-266. S4/02/29.B403070B9S 

— -B403070297  Propoted   Tech   Spec*   Incorporating   change*  re   accldant 
monitoring   lnitrum«nt«t ion   to   be    installed   per  NUREO-0737 
requirement 

*  Ul*con*ln   Electric    Pouitr   Co        84/02/29,        lOpp        22336    IB3        24 X 
Flche'  30-266,  84/02/29,  B403O70233 

040 3060 378    Inform*    that    end    notice    of   consideration   of    ittuance    of 
•mend   to  Llcentes  DPR-24  t  DPR-27  &  proposed   NBHC 
determination   I,  opportunity    for  hearing   tent   to  Ofc   of   FR 
for  publication. Amend   concerns   leak   surveillance  W/o  end 
COLBWtN.T.O        Operating    Reactors    Branch   3        84/03/01        FAY. C  W 
Wlseonitn  Electric   Power   Co,       IP        22332'299       24X 
Flchf  90-246. B4/03/01,  B403060973 


B40327009B  Respond*    to   request    for  Tech   Bpec    change    to    limit    amount    o' 
overtime  worked    by    plant    staff    members   performing    safety- 
related    functions   Amend    to   Tech    Bpecs    delayed    pending 
adoption    of   Commission   proposed    rule 

FAY.C.W        Wisconsin  Electric    Pouier   Co        84/03/19        DENTQN.  H,  R 
Office    of   Nuclear   Reactor    Regulation.    Director        MILLER. J  R 
Operating    Reactors   Branch    3         Zpp        22766  339        E4X 
FichB   50-266,  B4/03/19,  B40327OO98 

Q      Inspection   reports,     IE  Bulletins   d  correspondence 

8403090323  Further   response    to    FOIA  request    for   records    of    named 
Individuals,  including    reptt,  analyses,  stud  Us,  test 
calculations,  procedures   t   practices    for  measurement  of   FtCB 
leakage    Forwards  App    C   document*   Search   continuing 

FELTON,  J  H        Division   of    Rules   and    Records        B4/OS/07        MADDEN,  T,  J 
K«UB.    Scholer.    Flerman,    Hsye    t>  Handler        3pp        Z249&  234        SIX 
Flche    30-000,  B4/02/07,  H40303O223 

— B4030302B6  Notifies    that    Independent  measurements    of    identified    k 
unidentified   RCB    leak    rates    for   all   PWR»    in   Raglon    III 
performed    per  Procedures    617B7B   fc  61 7290    Intp    finding* 
summar tied 

NORELIUS.C  E  Division  of  Engineering  B2/03/OB,  JORDAN,  E  L 
Division  of  Engineering  b  Quality  Assurance  (Pre  BG01O3)  2pp 
22496  270  24X  Fl  ehe.  50-OOO,  84/02/07,  8403050283 

B403060191    Forward*    IE    Imp    Repts    5O-S66/83-21   (.  30-301/B3-20  on 
B31011-B4Q111    t<  mot   meetina    on   B40I04  1  notice   af   violation 
SPESBARD,R,L        Region  3.     Office   of   Director,       84/02/21,       BURST6IN,  S 
Hiscon«in  Electric    Pouier   Co         3pp        2E306    IB2        24X 
Fiche    30-26f>.B4/02/21'B4030<!>0191 


— 8403060162  Notice  of  violation  from  intp  on  831011-840111 
SPESBARD.R  L  Region  3,  Office  of  Director  B4/02/21. 
25306  1B3  24X  Flche  90-266.84/02/21.8403060191 


6pp 
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—8103060176   IE    Insp    Hepts.    BO-266/B3-2J     t   3D-301/B3-20    nrt    631011-940111 
It  mgt   meeting    on   54O1O4    Violation   noted    failure-    to  maintain 
cleanliness   c  ontrol..  prov  id  e   !.    Follou    proc  edures.,  contr  U1 
documents   £  properly    store    records 

HASBE.H   A   .     CHOULGe,M   C    j     JORDAN.  M   -J         Region    3.     Offico     of 
Director        84/03/13         54pp.         223O6    191          24X    Fiche    30-2A6,  B4/O2/2  I . 
B403060131 

BflO31300O3   Forwards    IE     Insp    finpts    5Q-2.6ii/a3-26    ft    5O-301  /B3-24    on 
B31201-840I31    {,   notice    o*    violation 

SHAFERi  W   D        Region    3,     Office    of    Director         04/03/32         BUHSTE1N.S 
Wisconsin  Electric    Power    Co         2pp         23615   267        21 X 
Fiche    50-266,  B4703/22-,  B4O31300Q2 


B4G209O044    IE    Info    Notice   B4-2O,    "Bvc    Life    of    RBlags    In   Safety-Related 
Bys    "   Bvc    liat   ancl 

JORDAN.  E   L.        Division   of   Emergency   Preparedness   ti  Eng  Inner  ino. 
Response    <Post  8301O3)        84/O3/21  Consolidated    Edison    Co      of   N*u 

York.     Inc          133pp         32933    001         SAX    Flche    3O-QQO,  84/03/21.  B40209Q044 


Pnriodic   operating    reports   t«  related   correspondence 


H4O306035B    "Semiannual    Monitoring    Rept.Jul-Dec     1983    "    U/B40229    Itr 
FAYiC    U         Wisconsin    Electric     Pouier    Co         B3/12/31          DENTON,  H   R 
Office    of   Nuclear  Reactor    Regulation,    Director         IBpp         22S17  026 
24X   Flche    50-366.  83/12/31.  S4Q306033B 


-B403130011    notice    of    violation    from    insp     nn    B31SO1-S4.0131 
SHAFER.H   D        Region    3.     Office    of    Director          Q4/OP/23 
SSblB   269        34 X    Fiche    50-266. B4^O2/a2, 8403 130002 


B4O312O066    "Annual    Results    S.   Data    Rept,19B3    "    U/B403Q1     Itr 

FAY,  C   W         Wisconsin    Electric     Power    Co         B3/12/31          KEPPLER.J    Q 
Region    3,     Office    of    Director         59pp         23591    070         S4X 
Fiche    30-366.  83/12/31,  B4031B006i 


-S403130Q23    IE    Insp    Rept*     50-266/93-36    !.    50-301/93-34    on    831201-84O131 
NoncompliancE  noted    fire    In    containment    resulted    uhen 
welding   slag    land»a    en    acetylene    hose    attached    to   acetylene 
bottle  not    in  u*e    (.   not    moved    to    safer    location 
HAGUE,  R   L   ,    FITIPATR1CM..  B    .     JACK1W.I    N         Region    3,     Office    of 
Director        84/02/31          9pp          22615    231          24X    Ficht   SO-266.  84/02/23, 
B403 130002 


B403140139    Monthly    opiratlng    r«pts    far   Teb     17B4    U/84030B    Itr 

FAY,  C  W        Wisconsin   Electric    Pouor    Co        01/03/39         llpp         22680,232 
34X    FithB    50-266,  B4/02/27,  B403140139 


8      fieportable    occurrences.    LERs   fc   related    corre*pondencB 


B402090Q07   IE   Info  No  tic*    84-14,     "Highlights    of   Recent   Transport 
Regulatory    Revs    bg    DDT    &    HRC     "    Bvc     lilt    enc  1 

GRACE,  <J  N       Division    of    OA,     Safeguard'!   i.    Inspection  Programs    (Post 
830103)         84/03/03  Consolidated    Edison    Co       of    New   Yorfcj     Inc. 

23552   329         24X    Fiche    50-OOO.  64/03/O3,  B4020TOO07 


S40SD90OOB   IE   Info  Notice    B4-1&,     "Failure    at   Automatic    Sprinkler   BIJS 
Valves    to  Operate    "    Svc    Hat    enc  I 

JDRDAM.E  L       Division    of    Emergency   Preparednese    !•  Engineering 
Response    (Post    630103)          84/03/02  Consolidated    Edison    Co      of    Neu 

Yori,     Inc        122pp         22553   098        34)!   Fi  che,  50-000,  B4/O3/OB,  8403090008 

B403090009   IE   Infn   Notice   84-13.     "Reporting    of    Radiological    ftnleaies    " 
Svc    lint   end 

JORDAN,  E   L        Division    of    Emergency    Preparedne^  E    £1   Engineering 
Response    (Post    B301O3)          84/03/OS  Coniol  1  dated    Ediioti    Co      of    Neu 

York,     Inc         H^pp         32353    317         S4X    Ficha    30-000,  0H/03/02,  9403070009 


Q40S09001I    IE    Info    Notice    B4-I?j     "Problems    U/LHuld    Nitrogen    Cooling 
Compononts  Deloiu  Nil    Ductility    Temp    "    9vc    list    enc  1 
JORDAN,  E  L       Qivision    of    Emergency    Prnpare'dnBU    &  Enolneer  Ing 
Response    (Post   Q301O3)         B^/03/03  Consolidated    Edison    Co      of   Neu 

York,     Inc         117pp          23533    336         24X    FicJie    50-OOO.  B4/03/05,  B402Q9001  1 

B402090024    IE    Infd    Notice    B4-09.  Rav    1,     "Lenoni    Learned    From     Inspi     of 
Fira  Protattinn  Safe.   Shutdown    Sgs    "    Svc    Hit    end 
JORDAN,  E  L       Division   of    Eroer  g  enc  y    Preparednejs    &  Engineering 
Heaponse    (Pott  B301O3)         81/O3/O7  Consol  1  dated    Edison    Co      of   «eu 

Yorkj     Inc        llBpp         92A33  019        24X   Fiche    50-000.  B"1/O3/07,  0403090024 

Q40209002B  IE    Infg    Notice    84-18.     "Stress   Corrosion  Craclina    in  PWR 
Bya    "    Svc    Hit   encl 

JORDAN,  E  L       Division    of    Emer-gencg    Prepared  nest    t   Engineering 
Response    (Post   B30103)          B4/03/07  Congo  1  i  dated    Edison    Co      Of    Neu 

York,     Inc         HSpp          32394     1B6         24X    Fiche    50-000,94/03/07,8402090030 

0403090031    IE  Bulletin  S4-02,     "Failurei    of   GE    Tijpe    HFA  Relay*    In   ITl  a    In 
Class    IE  Safety   Sijs    "    Svc    list    encl 

DeYOUNO.R  C        Director's    Offlca-    Dftitt    of    Inspection   anfl 
Enforcement        84/03/12  COFIBOI  Ida  ted   Edison   Co      of   Neui    Yorfc.     Inc 

134pp         22B23   094         24X    Fiche    3O-000,  64/O3/  IB,  8402090031 

B403220093   Ac  k   receipt    of    B4O306    Itr    Hiformina    NRC    of    corrective 
actions   pe  deviation    from    comwi  tment    ti   resolution    of  revised 
emergency   plan  SER    clarification    items    noted    in    IE    Insp 
Repts    50-266/83-25   t,    5O-301/B3-25 

PAPERIELLO.C   0         Region    3,     Office    of    Director         94/03/19 
BURSTEINiS        Wisconsin    Electric    Pouier    Co          Ip          2S7U    324 
Ficho   50-266,  B4/03/19,  8403220093 


34  X 


— B403220099  Re, ponds    to  NRC   B4O202   Itr    forwarding    revited    •merg.ncu    plan 
SER  J,  raqueat    for    ciarif icat ion   of    lUUrf    Items   k   deviation 
from  commitment   CorrectiVB    actions    Procedure    EP   5  0, 
"Organiiational    Control    o*    Emerge-nclB»i  "    revised, 
FAVj  C  W       Wisconsin   E]»ctl-lc    Pouer   Co        S4/O3/0&        K.EPPUER.J   0   . 
PAPERIELLO.C  J        Region   3,     Office    of   Director        9op         2B716  333 
24X   Fiche    50-2&6,  94/03/19,  8403220093 

8402090043    IE  Info  Notice   84-19.     "Two    Ev.nts    Involving   y-iauthorl  1.6 
Entries    into  Pirn  fieactor   CavitiBs    "    Svc    list    «ncl 
JORDAN.E  E,       Division   of   Emergertci)    Prepar«dn«»s    &  Engineer-Ing 
Response    (Post   8301031,        B4/O3/91  Con.ol  Hated    Edison    Co      of    N.LU 

rorl,     Inc        lS3ff         22823   22-?        34X    Flche    30-000,  B4-/03/B1 .  8403090043 


S4O323006B  LER   Bt-OOt-00  on    540323. pipe    snubber    ID  2M8-M79  removed    for 
HUREO-0737  mod    prior    to   obtaining    Tech   Spec    change    allowing 
removal    Snuaber    relnitalled    within    72  h    Tvch   Spec    than go    to 
delete    snubber    initiated    U/84031S    Itr 

FAY,  C   H         Wl  icons  In    Electric    Power    Co         B4/O3/13,        KEPPLER.  J   O, 
Region    3,     Office    of    Director.       3pp         22726    324         2flX 
Fiche    50-301,  94/03/15,8403230063 


DOCKET   30-303   CRYBTAL   RIVER    NUCLErtR   PLANT.     UNIT    3 

F      Security,    modi  call     emergency   t.   fire    protection    plans 

8103120334   Forwards    order    confirming    licensee    commltmants    to    impliirunt 
FQst-THI-reUted    items    let    forth    In  Suppl    1    to    NUREO-0737, 
"Requirements   far   Emergency    Response   Capability    "    Order 
based    on   utl  1    response)    to  821213  Generic    Ltr   B2-33 
8TOL.ZiJ   F        Operatino  Reactor*    Branch    4        84/02/21         HILOUS.W  B 
Florida    Pouar   Corp         3pp        22il3  329        24X    Fiche    50-3027,  84/O2/B1, 
B40312O3S4 

—  8403120339  Ordsr   confirming    licensee    commitments    on    emergencg    response 
capabllitg.pfrr   Suppl    1    to    NUREO-0737 

EISENHUT.D  0        Division   of    Licencing        B4/02/21  Florida   Pouer 

Corp         6pp        32613  33B        S4X   Flche    50-302,  Bfl/02/21,  B103U0354 

8403010072   Foruiardi    modified    amended    security    plan.  Fit  v  4    Rev    withheld 
(ref    IOCFR73  21) 

HEQTArER,Q  R        Florida   Puuior-    Corp        91/03/23        DEMTON,  H  R         Office    of 
Nuc  lear    Reactor1  Regulation,     Director        3pp        2S43b    lit         24X 
Ficho,  SO-302,  B4/03/23,  B403010072 


Povuiai-ds     IE    Insp    R»pfc    3O-302/S4-O4    on    B40206-O7   No 
violation!   or   deviations    noted 

DftMCE.H    C        Division  of   Project   t.   Resitient   Prooraois,       04/03/01 
UILOUa.WS        Florida   Pouer    Corp        Hpp        SBBOO    16?        24X 
Fichu    50-302,81/03/01,  3403290262 

—  8403390266    IE   In«p   Rept    30-302/94-04    on  810206-07.  No  violation*    or 
deviations   noted    Major    areas    tn*pect*d    emergency 
praparedness    protective    actl-on   recammindatlans 

HUFFMAN.  Q   N        Region  S,    Dfflc*    of   Director        JENKIN3-O.R         Division 
of   Emergency    Pre<parednes«    ti  tlflterials   B*feti/        64/02/27         4pp 
2SBOO    171        24X    Ficha    50-302,  B4/03/01  ,  B403a9026B 

B4031602B3  Notifies    of  84O31&   luorkiliop    to   discus*    10CFR30.  App    R 
i-eciuiT-ementt   b   reiulls    of    Insps    to   resolve  mlBundertt«.ndina,» 
re    fire    protection,  Attendees    should    be    limited    to    ii>    dut 
to    conference    room   ilie 

LEWIS,  R    C        Division   Df    Project  t   R«iident   Progrnmt        84/03/02 
UILOU9.W  s        Florida   Pnuier    Corp         1(>        B2i40  272        24X 
Flch«    30-302,  &4/03/02,  B4031602B5 

8403160334  Acli    receipt    of    B4Q209    Itr    re    gmerpencij    exerclsa    scheduled 
durlna   Apr    19B4 

DANCE,  H   C        Division   of   Project  fc  Resident  Program*        Q4/O3/02 
WILOUa,  W  8        Florid*  Power    Corp        2pp        22660.  OH7        34X 
FlchB    SO-303,  84/03/02,  B403160334 

B403160339  Forul*rds    IE  Safeguard!    Insp   Rtpt    50-302/84-03   on    B40313-17  h 
notice    of   violation   Notice    of    violation   withheld    (rtf 
10CFR2.  790) 

LEWIS,  R   C        Oivis-lon   of    Project  tt  Re«ident  Program*        04/O3/08 
Florida   Pouer   Corp,      2pf        22659   162       B4X  Fiche-  SO-302.  84/03/OB, 
8403160333 
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— 8403160388    IE    Safeguards     Imp    Re [)t    5O-3O2/B4-OS    on    B4O213-17    Violations 
noted    Detail!    withheld     (ref     1OCFR2   790    S.    73   31) 

HALL,  B    L         Raglan    2,     Office    of    Director          MCGUIRE,  D    R          Division    of 
Emergency    Preparedness    1<  Material!    Safety         84/03/02         Ip 
22659    164         24X    Fiche    30-3O2, 84/03/08.  B4O3160335 

B4Q3130033  Ack    receipt    of    B4O1E3   Itr    forwarding    Rev   S   to    physical 
security    plan   changes    consistent   w/prnv£sions    of 
10CFRSO    54(p)    &   acceptable 

LEWIS,  R,C         Division    of    Project    &    Resident    Programs         84/03/09 
HILQU8.  W  B        Florida   Power    Carp         3pp        25614    324        24X 
Fiche    80-303, 84/03/09,8403130033 


H      general    correspondence 


B4032B0149  Respond!    to   84Q2QB    Itr   requesting    assistance    in   responding 
to   J  Paskavitch    Itr    requesting    lateit   EI8   on   concentration* 
of   Sr-90,Cs-137  *    1-131    near    plant*    Two    annual    repta    end 
W/o  rapts 

DIRCKBiW   J,       Office    of    the   E«ecutive    Director    for   Operations 
B4/03/07        CHILES, L        Senate        4pp         3SB09   316        24X 
Flche    30-000,84/03/07,8403280149 

— 8403280156  Forward  I    constituent  J  Pastavitch    Itr   requesting    latest   EIS 
on    concentrations    Of   Br-90iCs-137   &    1-131    near    plants 
Comments    fe  views    requested 

CHILES,  L        Senate        B4/02/OB        KAMMEfiER,  C         Office   of    Congress ional 
Affair*         Bnp         23B09    320         24 X    Flche    50-000,84/03/07,8403280149 


B403160231    Summari  les    S40214    ragt   meeting    ui/util     in    Atlanta,  QA   re    mgt 
activities   t,   future    plans   Meeting    beneficial    Attendance    Hat 
enc  1 

LEWIS, R    C         Division    of    Project   &   Resident    Programs         B4/O2/29 
WILGUa,  W   3         Florida    Power    Corp         3pp         22660   333         24X 
Fiche    30-302,84/02/29,8403160831 

B4031S013D   Comments    on    NUREO-O737,  1  tern    II    n     I,     "RCB   Vents    "    BlI    listed 
items    e  omp  1  eted,  per    B30903   5ER  RC8  vent   sys    solenoid   valves 
not    susceptible    to    common   mode    failure   No    corrective  action 
necessary 

WESTAFER.G   R         Florida   Pouier    Corp         84/03/07         STOLZ.  J    F         Operating 
Reactors    Branch    4          3pp         32338   20S         24X   Flche    3O-302. 84/03/07, 
8403130130 

B403190427   Notification    of    B4O40S  meeting   uj/util   t-  General   Physics   Corn 
in   Bethesda.MD    to    discuss   NRC   840207  comments    on   control 
room  design   review  program  plan  Agenda    and 

HERMAN i R        Operating    Reactors    Branch   4        84/03/09        STOLZ,  J  F 
Operating   Reactors    Branch    4        3pp        22631    328        24X 
Fiche    30-303,84/03/09,6403190487 

0403160315   Application     to    amend    License   DPR-42, proposing     supply    power 
to    circuit    From   E3Q    kV   offsite    transmission   network    through 
either    CD-I    or  CR-3    distribution    iys    in   order    to  avoid 
shutdown   during    malnt   outage 

WESTAFER,0   R         Florida    Pouier    Corp         B4/03/12         STOLZ.  0    F         Operating 
Reactors   Branch    4         2pft        22iiO  099        24X  Ficha    30-302,84/03/12, 
8403160315 


J      Insurance   &    indemnity    information 


B40306D393  Forwards    Endortement    63    to   NELIA  Policy    NF-19S 

DUCK.J.R,       Marsh    t.  McLennan,     Inc         84/02/2B        BALTZMAN,  J        AssUt-nt 
Director    for   State   t.   Licensee    Relations        2pp.         22319  071         24 X 
Piche    30-302, B4/02/SB,  B403060333 

P      Operating    license    ttaoe    documents    &   correspondence 

B4Q2060419  Application    for    amend    to   License   DPR-72, consisting    of    Tech 
Spec    Change    Request    US, revising    restriction!    on    steam 
gi-nerator    operating    level    to    be    baiad    on    Inventory    instead 
of    operating    level    *lone 

HESTAFER,  0  R.       Florida   Power    Corp         84/01/30        DEN TON,  H   R        Office    of 
Nuclear  Reactor  Regulation.    Director        3pp,      320BS   141        24X 
Fich»: 50-302,  84/01/30,  8408060419 

— B402O60421    Proposed    Tech    Specs   re    steam   generator    operating    levels 
*      Florida   Power   Corp         B4/O1/30         14pp         520B5    146        24 X 
Ficha    90-302,84/01/30,8402060419 

04 030603 39   Application    for    amend    to   License   DPR-72r changing    Tech    Spec! 
to    •How    increase    In    enrichment   of    fuel    asiembllet    from   3   3 
Weight    percent    to   3   3   weight    percent   U-239 

HE0TAFER,0.  fl        Florida   Power    Corp.       B4/O2/Z4        DENTON,  H   R        Office    of 
Nuclear    Raacfcor   Regulation,     Director         5pp         SZ911.20B        S4X 
Flchei 90-302,  84/02/24.  840306033? 

— 8403060362  Proposed    Tech    Specs    allowing    Increase    in    enrichment    of    fuel 
•itembliei    from  3   3  weight    percent    to    3,5   weight    percent 
U-233   NBHC    determination    encl 

»      Florida   Power   Corp.       B4/OB/24        3pp         22S11    213        24X 
Fichu    90-302, 84/08/34,8403060339 

— B 4030 60 366    "Cr 1 tical i t«    Safety   Analysis    of    Crystal    River    Spent   Fuel 
Storage   Rack    " 

TURNER,  S.E   ,     OURLEY,  M   K,       Florida    Power   Corp         SB- 132        B3/1S/31 
19pp         22511-216        24X    Fichi- 90-302, B4/OZ/24, B403060397 

B403060364   Reviled    application    for    amend    to   License   DPH-72, changing 
Tech    Bpecs    to   reflect   addition   of    two    independent, In-placi 
hydrogen  monitors.  Certificate   of  Bvc   »ncl, 

MESTAFER.O.R.       Florida   Power    Corp         84/02/24        DENTON,  H   R        Office    of 
Nuclear    Reactor  Regulation*     Director        &pp         22511    297        24X 
Fiche: 90-302, B4/02/24,  6403060364 

--B4030603&B  Proposed    Tech    Specs   reflecting    addition    of    two    independent, 
ln-place    hydrogen   monitor!,  In   response    to   NUREO-0737,  Item 
II    F    1. 

*     Florida  pou«r  Corp.      84/02/24       9Pp        S2511   303       24X 
Fich*. 90-302, B4/02/24,  B40306D364 

B4030t0343   Submit!    «ddl    Info   re    emergency    fetdwater    sys    program  Gilbert 
Afioc    hired    to    Investigate    emergency    fe/edwater    turbine 
concern, Detailed    rept   will    b»   available    by    B40630 

MEBTAFERiO  R        Florida    Power    Corp         84/02/29        BTOLI,  J  F        Operating 
Reactors    Branch    4        2pp         22519  OSO        24X   Ftche    50-302,84/02/129, 
B4O306O343 


—  8403160320  PropoBcd    Teeh   Spec    depicting   alternate    paths    for   ofpslte 

power    sourCBE    during    malnt    outage 

*      Florida    Pouar    Corp         B4/O3/12         Ip         23660    101         H4X 

Flche    30-302,84/03/15,8403160315 

8403200039  Application    for   amend    to  License   DPR-72.  chanffl  ng    Tech   Bjieci 
reclasslfy  Ing    acces  s  Ibl  1  1  tij    on   snubbers  t  requettlng   relief 
from   requirement    for   visual    Insp 

WESTAFER-0  R        Florida  Pouier   Corp        B4/03/12        DENTON.  K  R        OPflcf    of 
Nuclear    Reactor    Regulation.     Director        9pp        2267B  327        24X 
Flche    SO-302,  84  /O37  12.  B40320003B 

—  Q  4  O3  200  044   Proposed    Tech    Specs,  chang  ing    accessibility    on    inubber*    t, 

requesting   relief    from  visual    Insp   requirement* 

«      Florida   Pouior    Corp         84/03/12         7pp         22698    336         24X 

Ftche    30-302,  a<l/O3/I2,B4Q3S0003B 

8  40  32  003  tS  Submits    notes    of    conference    from  second    quarterly    progress 
meeting    on  S4O202   re   316  Study,  per   NPDES   permit  reporting 
requirements 

WESTAFER,0  R        Florida   power    Corp        B4/03/15        DENTON,  H  R        Offlea   Of 
Nuclear   Reactor    Regulation,    Director        9pp        22697  013        34X 
Fiche    30-303,  B4/O3/13,  B4O3200363 

8403230014  Confirms    Info   given    in  840316   telcon  re    admini  sta  tlvo 
controls    during    paralleling    4160-volt   busses   uihlle   supplying 
facility    cable    from   Unit   2   step-up    transformer 

WEBTAFER.Q  R        Florida   Power    &  Light  Co        84/03/19        BTOLZ.J  F 
Operating   Reactors    Branch    4        2pp        22726  361        24X 
Fichu    90-ao2.B4/03/l?,B403230014 

B403330062  Application    to   amend   License   DPR-72P  contiiti  ng    of    Suppl     I    L» 
Tech    Spec    Chang*    Request    HH.to   provide    greater    assurance 
that   operation   w/flooded    aspiratlnj    ports    strictly 
prohibited   Certificate    of    Svc    encl 

WE8TAFER,0  R        Florida   Power    Corp        B4/03/2O        DENTON,  H  H        Office    of 
Nuclear   Reactor    Regulation,    Director        4pp        22726  319,       24X 
Fiche    50-302.  B4/O3/SO,  B4Q3230062 

—  B40333QO&7  Prnpooeo    Tech    Spec    Figure  3  4-3,     "Mai    Allowable    B^aan 

Oenerator  Level    " 

»      Florida   Pousr    Corp         84/03/BO         Ip         22726-323         24X 

Fiche    30-302j  94/03/30,  8403230062 

8403290139   Application    to   amend   License   DPR-72,  consisting    of    Tech   Spue 
Change   Request    3fir  Suppl    3    extending    implementation    of 
radiological    effluent   Tech   Specs    to   permit    Installation 
of   oxygen   (<  hydrogen  analijors   Certificate    of   Svc    encl 
WESTAFERiO  R        Florida   Power    Corp        84/03/22        DENTON.  H   R        Office   (if 
Nuclear   Reactor    Regulation,    Director        5pp        22B06  0&3        24X 
Fiche    50-302,84/03/22,8403290199 


—  8403290162  Proposed    Tech    Spec    changes   re   radioactive   gaseous 
monitoring    instrumentation    surveillance    requirements 
»      Florida   Poui«r    Corp        B4/03/22        lOpp        22BO6  068,       24X 
Fiche    50-302,  B4/O3/22,  8403290199 
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0      Inspection    reports.     IE    Bulletins    t   correspondence 

B403200231    Forwards     IE    Insp    Rept    5O-303JB4-QI    on    B4O13Q-02Q3    No 
violation*    or    deviation*    noted 

DANCE.H  C         Division    of   Project  ft   Resident   Programs        B4/O2/27 
UILGUS.H  6        Florida   Pokier   Corp        2po        338 00    1B6.       24 X 
Flche- S Q-303, 84/02/27.  B4O329Q33 1 

--8409290234    IE    map    R»pt    90-303/84-01    on  84.0130-02O3  No    violations    or 
deviations   noted    Major    area*    Inspected   QA, training, posting    & 
labelinijre iternal    oiposure    c  ontro  1.  radi  atlon    in«p. plant 
tout's    it  outage   preplanning. 

FHANJU-INpL   A    ,     HAHR,  K          Region,    2.     Office    of    Director         34/02/23 
3j»p          SEBOO    IflB         24X    Flche    W-302,  S4/02/27,  B4033<70231 

B40II70072    IE    Info  Notice   B4-13,     "Potential    Deficiency    In   Motor 
Operated    Valv*    Control    Circuit!   J.   Annunciation-"   Svt    Hat 
end 

JORDAN,  E   L        Division    of    Emergency    Pre-paradnes-s    &  Engineering 
Response     {Past    B3O1C31)          84/O2/2B  Conso  1  Ida  ted    Ed  i  ion    Co      of   New 

York.     Ire          llSpp         S3707    239         24X   Flche    SO-QOO, 81/02/28,  B4O1190072 

B4O30o04O2  Foruarifs   Rev   0   to    O4-5O77-204,     "Masonru    Mall    (devaluation 
Program    Including   Response    to   NRC    Questions,"    in   response    to 
831129   request    for   flddl    Info    re    IE  Bulletin    BO-11 

WE8TAFER, ff   R         Florida    Power    Corp          84/03/2*         8TQLZ.  J    F         Operating 
Reactors    Branch    4         Spp          33311    233         24X    Fiche    3O-3O2,  B4/02/27, 
B4O3Q60402 

— 840304.0414    Rev   O    to    04-5O77-204.      "Masonry    Mall    ftee valua tion    Program 
Including    Response    to   NRC    Questions    " 

*      Gilbert   Astodates.     Inc        O4-3O79-2D4   RQO        B4/02/1O        6Qpp 
22511    337         24*    Ficfi«    50-3O2, B4/02/21?, flflO30iOaOS 

BH03290263   For  Liar ds     IE    Insp    Rept    50-302/04-04    on    B40206-O7    Ho 
violations    OP    deviations    noted 

DANCE. H  C        Division   of   Project   &  Resident   Programs        B4/03/01 
WILQUS.W  S        Florida   Power   Corp        2pp        2280O    169        24K 
Fiche    30-302,84/03/01.8403290262 

— B4O3290266    IE    In«p   Bfpt    90-302/94-04    nn   B40SO6-07  No  violitlons   or 
deviations   noted.  Ha  jor    areas    Inspected- emergency 
preparedness    protective    action    recommendation* 

HUFFMAN:  0  N        Region   2.     Office    of   Director        JENKINS,  O  R         Division 
of  Emergency    Preparedness    d  Materi-ala   Safety         84/O2/S7        4pp 
22SOO    171          24X    Fich*    SO-302, 84/03/O1,  040327O262 

M02O700Q7    IE    Info  Notice   B4-14.     "Highlight)    of  Recent   Transport 
Regulatory    Revs    bij    DOT  t<  HRC    "  Svc    list    end 

GRACE,  J   tl         Division    of   QA,     Safeguard!    It    Inspection   Programs    <Poit 
B301O3)          84/03/95  Consolidated    Edison    CD       of   New    Vorl,      Inc 

ISOpp          22S32   327         24X    Flche    BO-OOO.  B4/-03/O2,  B402090OO7 

'402090006    I£    Info    Notice   84-16.     "Failure    of    Automatic   Sprinkler   Bys 
Valvsi    to  Operate    "   Svc    list    enc 1 

JORD-AM.  E  L        Division    of    Emeroencij    Preparednrss   &   Engineering 
Response    (Pout  B30103)         94/03/02  Consolidated    Ediion   Co      of  fJsu 

fork,     Inc          ISEpp          22553    01 B         24X   Fiche    90-OOD,  B4/O3/02,  840207000B 

4O20"?OOO9    IE    Info   Notice    34- 1 5r     "RBporting   of   Radiological    Release*    " 
3vc    Hit    end 

JORDAN,  E  L.       Division   of    Emergency    Preparedness   it  Engineering 
Ravponse    (P-ost   B30103)         84/D3/OS  Consolidated    Edison   Co      of  N*m 

York.     Inc          U9pp          S23S3    217         24X    FicJie    OO-OflO.  H4/03/O2,  B402O90009 

402O70011    IE    Info  Notice   B4-17'     "Problems    M/Ll-quld   Nitrog»n   Cabling 
Components   Dflom  Nil    Ductility    Temp    "  Sv<    list    end 
-JORDAN'  E  L        Division   of    Emergency    Preparedness,    it  Engineering 
Response    tPoit   B30I031         B4/03/03  Consolidated   Edison   Co      of  Neiu 

York,     Inc         117pp.       22353    33t>.       24X    FlcJie    SO-OOO,  S4/03/O5,  940309001 1 

3020900241    IE    Info  Notice  B4-07,Sev    1.     "Lea*ons    Learned    From    Inspi    of 
Fire   Protectmn  Sett    Shutdown  Syt    "    Eve    list    end, 
JOflDAN-E   L        Divl*ion<   of   Encrgencij    Preparedneis    !•  Engtnavrlnn 
R«cponse    (Post    B301O3)         64/03/07  Consolidated   Eillion    Co      of  H«u 

York,     Ire         1  Iflpp        32433049        24X   Fie  he: SO-OOO. S4/O3/07j B4DB090024 

I0207002B    IE    Info   Notice   B4-1B.    "Stres*   Cairo*»oti    Cracking    in   PUR 
Bys,  "   Svt    Hsl    incl 

JORDAW.  E  t        Division    of    Emergency    Preparednrss    &   Engineering 
Response    (Post   630103!         84/03/07.  Consolidated   Ediion   Co      of  Neu 

Yorli,     Inc         Ilfipp         33584:166        24X   Fiche   BO-OOOj  S4/03/O7,  B40aD90oaB 

03140335  Foruards    IE  Safrguartfi    Insp   Hept    90-302/64-03   on   B40213-17  % 

notlcff    of  violation  Notice    of   violation    withheld    (ref 

10CFR2   790) 

L.EW1S.R    C.       Division   of    Project  *c  Resident  Programs        B4/O3/Ofl 

Florida    Power   Corp         2p«         SB637    162        E4K  Fiche    30-3O2,  B4/03/OB, 

B403 It0333 


— S40316038B   IE   Edfeguardi     Insp    Rapt    SO-3O2/B4-03    on    S40213-17   Violation! 
noted    Details   withheld    Crof    1OCFR2  77O  ti    73  21) 

HALL.B    L        Region    2.    Office    of    Director        MCOUIRE-,  D  B         Division    of 
Emergency   Preparedness   &  Materials   Bafetg        B4-/03/02         lp 
32637    164         24X    Flche    3O-3OH, Sfl/03/08,  B403160333 

B4O207O031    IE  Bulletin   84-02,     "Failures   of    OE    Type    HFA  Relay*    in   Ul>    in 
Class    IE    Safety   Sys    "   Svc    lift   end. 

DEYOUNC.R   C        Director's   Office,     Office    of    Inspection   and 
Enforcement        B4/03/12  Consolidated   Ediion  Co      of  Nvu   York,     Inc 

134pp          32B23   071         24X   Fiche    3O-OOO,  B4/O3/ 12,  8402090031 . 

B4O3S0003S    Application    for    amend    to   Licens*   DPR-72r c hanging    Tech    Spec* 
reelasil  f  ijlng    aecesalbili ty    on   inubben   &   rvttuesting   relief 
from   requirement    for    visual    insp. 

ME8TAFER.O  R        Florida  Poiuer   Corp        84/03/12        DENTON,  H   R        Offie*    of 
Nuclear   Rffaetor  Regulation.    Director        9pp         226-78  337.       24X 
Fie  he.  30-902,  B4/O3/ 12.  B40320OO3B 

— H4032O0044  Proposed    Tech    Specs,  Chang  ing    accmibility    on    tnubbers   t> 
rnquesting   relief    from   visual    insp   requirements. 
»      Florid*  Power   Corp        84/O3/12        7pp.       32696:336        24X 
FlcU    35-302,  B4/03/1S,  B403B0003B 

B1D2090043    IE   Info   Notice  84-l<7>     "Tun   Events    Involving   Unauthorlied 
Entries    Into  PUR   Reactor   Cavities    "    Svc    list   encl 
JORDANiE.L        Division    of   Emergency   Preparedness  &  Engineering 
Response    (Post  B301O3)        B4/03/S1  Consolidated    Edison   Co      of  Neui 

York'     Inc.       lS3pp        22323   S3t        34X   Flche    3O-000, 84/03/Sli  8402090043 

8402090044    IE    Info    Untied  84-SO,     "Sve    Life    of    Relays    In   Saf ety-Relatld 
Btjt    "    Svc    list    encl 

JORDANi E   L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  S301O3)        84/03/21  Contolidatod    Edison    Co      of  Neu 

Yorki     Inc.       133pp         22933  O01         34X   Flche    3O-000,  84/03/21, B402090044 

R      Periodic    operating    reports    Si   related   correspondence 

B4O30602B3  Monthly    operating    rept   for    Jan    19B4,  W/8402O7    Itr 

SRAHAM,  D   ,     FIELDS,  D   ,    UESTAFER.Q  R        Florid*    Power   Corp         B4/01/31 
DEYOUNO.R   C        Office    of    International   Programsi    Director.       3pp 
32317  021         B4X  Flche    SO-302.  94/01/31,  S4O30i02B3 

B403UDO36   Monthly   operating    rept   for   Feb    17B4   W/B40312   Itr 

CULvER,M  M,  ,    ORAHAM.D   ,    WE3TAFER,  0  R        Florida   Pouitr    Corp        84/02/29 

DEYDUNO,  H   C        Dlred;or'i   Office,     Office    of    Inspoction    and 
Enforcement        3pp.       22633' 001         24X   Flch*    30-302,  S4/O2/29.  B403160036 

S      Reportabl*   occurrencesi    LERs    It  related    corretpondenc* 

8403020333  FND-1 1-B4-019  on  940289,  trip   occurred, interrupting   electric 
avc   Caused    by    liglitaning    arrester    falling    on    B30-VV    line    due 
to   voltage    transient    sensed    by    reactor    coolant    pump    power 
monitors    Svc   restored   within   3O  minutes 

RQOOE,  J   F    ,     PANCIERA,  V         Region   2,     Office     of    Director         84/02/28 
2pp,       2S440  077.       24X  Flche-    3O-3O2,  04/08/28,  B403OB0239 

8403090173  NPDES   noncomp 1 ianc e    notification    forwards    two    Itrs    In 
response    to  EPA  S40EO6   Itr    concerning    exceeding    temp    limits 
S.    notification    of    antifouling    paint    use    on    cooling   mater 
inlet    pipe*    &  pits. respectively 

WESTAFEfi-O   R        Florida  Power   Corp.       B4/03/06        DEN TON , H  H        Offic*    of 
Nuclear   Re*cto?  Regulation,     Director.       6pp         22973  030        24X 
Fiehe    50-302,84/03/06,8403090193 

8403300111    Foruards    EPA  B4O302    Itr    informing    of   NPDES  noncompltance 
no tif Icat ton  Util    failed    to    rept    heavy   metal    concentrations 
for   *outh    ash    pond    discharge    Serial    Number   OO7   for   Qct    1983 
WeaT^FER,O   fi        Florida  Power   Corp,       B4/03/26.        DENTON,  H.  R.       Office    of 
Nuclear   Reactor  Regulation,     Director        2pp         22821    2S9,       24X 
Fiche    90-302,84/03/26,8403300111 

—8403300113  NPDEB  none ompl lance    notification   Advise*    that    util    filled    to 
rept    heavv  metal    concentration!    for  Discharge  OO9  as    result 
of    Inadequate   sampling    procedures    Sampling    procedure* 
modified 

HANCQCK.J.A        Florida   Power   Corp.       84/03/19        MCOARRY. P- T 
Environmental  Protection  Agency        3pp.       22031:227        24X 
Flche    90-302,84/03/26,  840330O1 If 


DOCKET  3O-304    ZlOH  NUCLEAR  POWER   STATION,    UNIT  2 

F      Security,     medicalj     emergency    fc   fin    protection   plans 

B4031400B2  Public    version   of   Rev    12    to  Emergency   Plan    Implementing 
Procedur*  EPIP  700-1,     "Emergency   Phone   LUt    "    W/ 83 1021 
receipt    form  &  JM  Felton   B4O312  release   memo. 

NYH.IHK.  J  H    ,    PLtML,  Q        Commonweal  th    Edison    Co        83/10/26.        16pp 
117        24X  Flche    90-895,03/10/86.  B4031400BB, 
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840323011?  Public   version   of   Rev   7    to   Emergency    Plan    Implementing 
Procedure   EP IP   440-1.     "emergency    Common Icat 1 ona   Sys  & 
Operational    T««ti    "    W/B4011O    procedure    change    request    form   d 
JM  Felton   040323  release    memo 

PLIML,  O         Commonwealth    Edison    Co         B4/01/04          DEN TON,  N   R         HRC    -   No 
Detailed    Affiliation   Given        21pp         23811    Ii7        24 X 
Flche    30-393,04/01/04,8403280119 

B403020003  Reviled    emergency    implementing    procedures, Inc 1 ud i ng   Rev    1    to 
Procedure   EPIP    100-lj     "Acting    Station   Director    "   W/8403OI 
Itr 

*      Commonwealth    Edison    Co          B4/Q3/21         Bop          22442    1B7         24X 
FlehB    30-293,81/02/21,0403020003 

8403120326  Notification    of    B403OB  meeting   lu/util    In   Dethesda.MD   to 
dlscuts    status    of    Implementation    of    fire    protection  mad    b 
proposed    interim  compensatory    measures 

NQRRIB.J   A         Operating    Reactors    Branch     1          G4/O3/01         VAROA, S   A 
Operating   Reactors    Branch    1         2pp         22396  353        24 X 
Fiche    30-293,84/03/01. B403120326 

8403190314  Forwards    IE    Imp    Itepts    50-293/83-27   t    50-304/83-28   on 
B31122-1228  h   840303  fc   notice    of    violation    Concerns   re    mg  t 
control    Inadequacies,  per    TMI    Action    Plan    Item    II    F    1    1, 
"Noble   Oat   Effluent    Monitor."    expressed 

HIND, J  A        Division    of   Radiological    &  Materials    Safety    Programs 
B4/03/01         REED,  C        Commonweal th    Edison   Co         2pp        22673    196        34X 
Flehe'  30-293,  84/03/01.  B403190314 

— 8403190321    Notice    of    violation    from    Inap    on    831123-840203 

HINDiJ.A        Division    of   Radiological    &  Materials   Safety    Programs 
B4/O3/O1,        3pp         32673    196         24X    Flche    30-293, 84/03/01 .  B4031<70311 


— 6103020146  Notice   of  appearance    In    proceeding    Certificate    of  Svc    enc 1 
GILOMEN,D    R         Commonwealth    Edison    Co          etLONEN,  B    R          Isham.     Lincoln 
&    Scale         84/02/28         3pp         22443   £34          2!4X    Fiche  *3O-293,  84/Q3/2B. 
B4O3O20I40 

B4O314O134    Response    to    Cltiiens    Against    Nuclear    Pouier    (CANP)    040213 
petition    to    Intervene  b   request    for    hearing    Request   Ehpuld 
be    held    In   abeyance    pending    action   on   ubil    request    to 
withdraw  application  Certificate   of   Svc    encl 

PERLIS.R    Q         Hearing    Branch    3         81/03/05  Atomic    Safety    and 

Licensing    Board    Panel         7pp          22624   205         34X   Flche   SO-S7S. 84/03/O5, 
B403140134 

0      Advisory   Committee    on  Reactor  Safeguards    report*   &  correspondence 

B4030S0020  Responds    to   FOIA   request    for   documents   re   PA9NY    submtttal    on 
ays    interact  Ions,  rep  ts    evaluating    cubmittal    I,    Hit   of 
repta/analyses    from   LLL   evaluating   PASNY    guG    Interaction 
program   Forwards   App   A  documents 

FELTON.J   M         Division    of    Rules    and    Records          83/12/07         SHOLLY.  8 
Union   of   Concerned    Scientists        6pp        22323   O90        34X 
Flche    90-000,  03/12/07,  B403030020 

— B403030020  Discusses    licensee   proposed    revise  plans  addressing    ACR8 
recommendations    re    ays    Interaction    study 

GPLLER.K  R        Assistant   Director    for   Operating   Reactor   Projects    IPre 
791030)        77/1O/21        HENDER.M        rtCRS  -    Advisory    Comm-ittee   on 
Reactor   Safeguards        2pp         32325    146        34X   Flche    30-000,03/12/07, 
8403030020 


P      Operating    license    stage    documents   l<   corr 


— 8403190334    IE    Insp    Repts    90-273/83-27  &   50-304/83-20  on   B31 122~B4020i 
Violation    noted,  failure    to    follow   plant    procedures   re 
source    handling, to    evaluate    radiological    haiards   &   to 
control    access    to    high    radiation    area 

LOVENDALE.P   C        Region    3,     Office    of   Director        04/02/29         14pp 
22673,201,        24X   FichB    30-293, B4/O3/01 ,  B4O319O311 

B403130103  Diicuiiei    evaluation    of    State    of    IL   t>    local    plans    & 
preparedness    for    facilities    Plans    adequate    to    protect    health 
i>   safety    of    public    Approval    of   public   alert    notification    sys 
conditional    on   verification    of   criteria    of   NUREO-0694 
SPECK, S   W        Federal    Emergency    Management   Agency        B4/O3/03 
DIRCKS,U  J        Office    of    the   Executive   Director    for   Operations         Ip 
32613:316        24X   Fiche    30-293, 84/03/02, H4O3130183 


B403020131    Withdraws    830808    application    for    amend    to   Licenses    DPR-39   & 
OPH-4B,  changing   acceptance    criteria    for    containment    leak 
rate    tests   Evidentiary    hearing    in    1904   mould    distract 
technical    !i    legal    resources    from  higher    priority    tasks 
FARRAR,  D        Commonuealth    Edison  Co        84/O2/S8        DEIMTDtl,  H  R        Office    of 
Nuclear    Reactor  Regulation,     Director        2pp         22443  243        24X 
Flcho    50-295,84/02/28,8403020131 

G103050119   Foruards    supplemental    response    to    Generic    Ltr    S3-2Q. 
"Required   Actions    Based    on  Oenerlc    Implications   of   Salem 
ATMS  Events    " 

DARNEB.P   L        Commonuieal  th    Edison   Co        B4/O2/29        DENIDN,  H   R        Office 
of   Nuclear   Reactor   Regulation,    Dlroctor         36pp        32480    081        24X 
Flche    30-000,  04/02/29,  B4030501 19 


B403120091    Notifies    of    B40323   workshop    on    fire    protection    safe 
shutdown   requirements    of    10CFRSO,  App    R    In   Rosemont, IL    to 
dittuii    IE    Info   Notice    B4-09   ti  provide    addl    shutdown 
analyses    fc/or   mod    guidance   Agenda    encl 

SPESSARD, R   L        Division    of    Emergency    Preparedness   &  Operational 
Support        84/03/06        REED,C        Commonwealth    Edison   Co        3pp 
32890:297,       24X   Fiche' 30-293, B4/O3/Q6,  B403120031 

84033100B9   Revised    Page    3    to    Emergency    Plan    Implementing    Procedure 
EPIP-IBO-1,     "Rad/Chem  Director    "    W/B40320    transmlttal    4, 
receipt    form 

PLIHLiO         Commonwealth    Edison    Co         84/03/07         2pp         22703    320         24X 
Fiehe' 50-S93, 84/03/O7,  9403310089 

B403190199  Reviled    page*    to    Emergency    Plan    Implementing    Procedures 
EPIP-180-1, adding    rad/chem   oft    to    habltabiltty    cheeks 
H/B40309   transmlttal    fc  receipt    form 

*       Commonwealth    Edison    Co         04/03/09         5pp          22671     100         24X 
Fiche- 30-393, 84/03/09, B40319019S 


B40309014S  Requests    submittal    of   documentation   re  NUREO-O737    items 
Within   30   days    to    complete    technical    reviews    ir 
Implementation,  excluding    Suppl    1,  by   Sept    17S4 

VAROA,  8   A        Operating   Reactors   Branch    I         84/03/03       FrtRRAR, D  L 
Commnnuiealth    Edison    Co         2pp         32393   3O9          S4X   Fiche    30-295,04/03/02, 
8403090143 

B4032B0090  Foruarda    Amends   84    &  74    to   Licenses    DPR-39  J.  DPR-18, 
respect  ively,  safety    evaluation  t,   notice    of     issuance  JH 
availability    Amends    alloul   performance    of    intensive 
preventive  malnt   an    shared    diesel    generator 

NOHRIB.J        Operating    Reactors    Branch    1         B4/03/12        FARRAR, D  L 
Commonwealth   Edison   Co        3pp        22B12  293         24X   Flche   DO-293. 04/03/13. 
S403280090 

— B4032B0101   Amends    B4   t.  74    to    Licenses   DPR-39   t-   4B,  respacti vely.  al louing 
performance   of   extensive   preventive   matnt    on   shared    dlesel 
generator 
VAROA,  8  A        Operating    Reactors    Branch    I         84/03/12        ipp 

saaia  296      24X  Fiche  50-293,84/03/12,  aio3a0oo?o 


B4032301Z4   Rev  4    to   Emergency    Plan    Implementing    Procedure    EPIP-330-1, 
"Clarification   of   SSEP   Conditions    "   W/040333   transmlttal 
Itr. 

PLIML.O        Commonwealth    Edison   Co         B4/03/32        6pp        22730    1B7        24X 
Fiche. 30-295, 84/03/32,  8403230124 


— B4032B01O6  Safety    evaluation    supporting    Amends   B4   h  74    to    Licenses 
DPR-39   b  DPR-4B, respectively 

»      Office   of  Nuclear  Reactor  Regulation,     Director        B4/O3/13        ^p 
23812    302         34X    Flche    30-295,  84/03/ 13,  S-1O3280090 


0,     Ad judicatory    correspondence 


B403020134  Forwards    utll    840S28    Itr    to   Denton    requesting    permission    to 
wlthdJraui   application    for    license    amends    re    containment 
leakage    tattt    crltoria  Motion   tuill    be    filed    upon   roquest 
Certificate    of   Svc    end 

STEP  TOE,  P   P         Isharni    Lincoln    tc  Beale,       8TEPTOE.  P   P        Commonwealth 
Ed  lion   Co        B4/Q2/2B        LAZD, R   M        Atomic    Safety    and   Llcanilng   Board 
Panel.       6pp         22441    343        24X    Fiche, 9O-293,  B4/03/28, B40302O134 

6403020140  Notfct    of    appearance    In    proceeding    Certificate    of    Svc    encl 
STEPTOEiP.P.       Commonwealth    Edison    Co        STEPTOEr P   P         Isham,    Lincoln   It 
Beala        B4/03/2B         Ip,       22443  233        24X   Fichu    30-H93.  S4/02/2B, 
B403020140 


— 8403200108  Notice    of    Issuance   &  availability    of  Amends    04    &  74    to 
Licenses    DPR-37  tc   DPR-48,  respectively 

VAHOA.9A        Operating   Reactors   Branch    I         B4/03/I2        3pp 
22812    311         24X    Fiche    30-295.  04/O3/12,  B4O329009O 

8403260102  Clarifies    NUREO-0737. Item    II    K   3   31. In  response    to   Oenerlc 
Ltr   03-35  Hestinghouse  Owners   Group    author  lied    program    to 
demonstrate    conservatism   of   WFLASH   small    break    LDCA 
analysesrper    Item    II    K  3   30 

BARNE8,  P   L        Commonwealth    Edison   Co        84/Q3/21        EISENHUTiDO 
Division   of  Licensing         Ip        22736    170        2AX    Fiche    50-000,84/03/21, 
0403360102 
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Inspection    reports,      IE    Bulletins    t>    correspondence 


J4O3O30333   Further   rasponse    to    P01A   request    fur    retards    of    named 
individuals,  inc  lud Ing    repts.analyses.ttudies.  test 
calculations, procedure^    !,    practices    for    measurement    of    RC3 
Leakage   Forwards  App   C    documents  Search    continuing 

FELTDN,  j    h         Division    oF    Rules    and    Records          B4/03/O7         MADDEN,  T 
Kaye,     Scholer,     Fiernati,     Haijt    (.   Handler          3p  p         23*96   S34         SIX 
FicJie    50-000.  B4/02/O7,  8403050323 

--B4O30SOS56   Notifies    that    independent   measur  ements    of    identified   t 
unidentified    RCS    l«av     rates    for   all    PWHs     In   Region    III 
performed    per    Procedures    (jl7a7B   &    417380     Insp    findings 
summar i i ed 

NORELIUS.C    E         Divuian     nf    Engineering         33/03/09         JORDAN,  E   L 
Division    of    Engineering    6    Quality    Assurance    (Pre    830103]          2pp 
a/0         24X   Fiche    5O-000.  B4/O2/07,  B4O3050223 


B40aO<7QQO<?    IE    Info   Notice    84-15,     "Reporting    of    Radiological    flBlefiia*    " 
Eve     lUt    encl 

JORDAN,  E   L        Division   of   Emergency    Preparedness    t<  Engineering 
Response    (Post   B30103)         B4/Q3/02  Consolidated   Edison    CD.     of  N»u 

York,      Inc.         119pp          22533   217         S4X   Fiche    30-000, B4/O3/O2,  0402090009 

B402O9Q011    IE    Info  Notice    84-17,     "Problems  W/Liqutd   Nitrogen   Coaling 
Components   Below  Mil    Ductility    Temp    "    Svc    Hat   end 
JORDAN. E    L         Division    nf    Emergency    Preparedness    I>   Enginsrorlnj 
Response     (Pott    6301O3)         04/03/03  Consolidated    Edison    Co       of   New 

York,      Inc          H7pp          32353   336         24X    Flche    50-000.04/03/03-3402070011 

6403090024     IE     Info    Notice    B4-09,  Rev    1,     "Lessoni   Learned    From    Insps    of 
Flra    Protection   Safe    Shutdown    Bys     "    Svc     list    end 
JORDAN. E    L         Division    of    Emergency    Preparodntu    &   Engineering 
Response     (Pout    630103)         31/03/07  Consolidated    Ed  i  ion    Co       of    Neui 

York.      Inc          HBpS          22635   O49         24X    Flche    30-OOO, 84/Q3/O7,  B40209O024 


34O3CBO174    Informs   of    inservice    insp    activities    from   B4032'5-OiiQl 
Activities   inill    include    vo  1  ifnetr  ic,  surf  ace    tc    Visuaf     ilisp*     of 
ASME   Class    1-2    i   3    components    Detailed     insp     program   will    be 
available    tor    rsvieu    bj    second   tuk    of   Mar    1934 

QRAESBER.K   L         Commonwealth    Edison    Co         84/O2/23         KEFPLER.J   G 
Region    3,     Office    at    Director          lp         2353-?    143        34X 
Flche    SO-304.B4/Qa/23.B4030aO174 

1403  1201  34    Forwards    IE    Insp    Repts    30-537  /B4-O1  ,  SO-249/H4-QI- 
50-234/84-01.30-265/64-01.50-593/84-01     t    50-304/64-01     on 
S4O3O3-14  No   noncomp  1  lane  e    identified 

SHAFER.W    D         Region    3,     Office    of    Director          G4/02/23         REED,  C 
Corrhffionucalth    Ediaooi    Co         2pp         22S9O    Q-?0         24X   Fiche    ^0-000.84/02/23. 
B4O3120134 

--B403120137    IE    Insp    Repts    30-237/H4-01  ,  50-249/Bfl-Ol.  50-234/84-01  . 

30-265/B4-01,  50-295/B4-O1    I-    50-3O-1/S4-01     on   B403D3-11    No 
Tiancomp  llante    or    deviations    Identified   Major  areas 

Inape-cted    allegations    of    improper    operation 

CHFJISBOTlflDS.N       Wegion    3.     Office    of    Director        B4/Q3/21         4pp 

23390    092         24X   Fiche    50-000,64/02/33,8403120134 

B403Q3O043    Forwards   Rav   O    to    "Corporate    Regulatory    Perf  orraance 
ImpravemBnt    Plan   "    Plan   desighed    to    heighten    employe* 
auareness   t,    strengthen   corporate   ability    to    improve 
regulatory    performance 

THOMAS,  B  Commonweal  th  Edison  Co  64/O2/24  HEPPLER,  J  O  Region 
3.  Office  of  Director  3pp  3349O  139  24X  Fiche  30-000,  B4/02/24, 
S4O3090043 

—  B403O50046   Rev   0   to     "Corporate    Regulatory    Performance     Improvement 
Plan    " 

*      Commonweal  th    Edlaon    Co         34/02/2?         23pp         2249O    14E         24X 
Ficfte    30-000,  64/02/34,  B4O305M43 

B401190Q75    IE    Info  Notice   64-13,     "Potential    Deficiency    in   Motor 
Dperatfld    Valvs   Control    Circuits   fc  Annunciation   "  Bvt    lift 
«ncl 

JORDAN,  E  L        Division   of    Emergency   Prtpar-edness  ti   ETiglnetrina 
Response    IPnsfc   8301O3>         B4/OS/29  Consolidated    Edison    Co      nf   New 

York,     Inc          115pp.        2290"?    239         24X    Flche    50-000,  B4/02/aB,  B401  190072 

Bfl031<JOai4   Forwards    IE    Imp    Repts  50-393/03-27   t,  30-304/B3-2S   cm 
S3U2S-122B    It   aa0202   &   notice    uf   violation    Concerns    re    nvg  t 
control    inadeijuacie*,  pec    TMI    Action    Plan    Item   II   F    1    l, 
"NobU    Qai   Effluent    Monitor,"    eipressed 

HIND.J   A        Divttlon    of   Radio  lojlcaJ    ti  Watertali   Bafetij    Programs 
34/03/01          REED.C         Commonuea  1  th    Edison    Co          2pp         22fc73    1  ft         24X 
fiche    50-295,  B4/03/O1,  S403t90314 


Notice    of    violation    from    Insp     on    B31122-B40202 
HIND,  J  A        Division   oF    Radiological    i,   Materials    Safety    Programs 
84/03/01         3pf         22673    199         24X    Fiche    30-293,64/03/01,8403190314 


a402O9OOaa    IE    Info   Notice    B4-1B,     "Stress   Corrosion   Cracking    In  PUR 
B^s    "    Svc    list   end 

JORDAN,  E  1.        Division   of   Emergency    Preparedneis    b  Engineering 
Response     (Pust   B301O3)         84/03/07  Coniol  Idated    EdUon    Co      of   Neu 

York.      Inc         HBpp          22S94    1B6         24X   Fiche    30-000. 04/O3/O7.  B40209002B 

3403220161    Forward*    IE    Insp    Repta    3O-293/B3-26    t<    30-301/B3-B7    on 
831231-810209  t  notice   of    violation   H/o   notice    of   violation 
SMAFER.  W   D         Roglon    3,     DfflcD    of    Director         B4/O3/07         REED,  C 
Commonwealth    Edison    Co         3pp         2B717    IBB         24X   Flchs    30-293,  04/03/07, 
8403230161 

—0403320143    IE    Insp    Repts    5O-29S/B3-2i>   &    30-304/B3-27    on    831321-040209 
Noncamp  1  ianie  noted    failure    to    comply    u/appraved    ur-ltttn 
procedures,  Paragraphs    5,6,11   !•    14,  risul  ting    In   reactor    trips 
b    LERs 

HDLIMEFI,I1    M    ,     DUNAHAY.F    R    .     DOVD,  D   C         Region    3-     Office    Of 
Director         H4/O3/O6         12pp         3B717    19O         SIX    Flche    30-293,64/03/07, 
B40322Q161 

840^090031     IE    Hull et In    B4-OS,     "Failures    of    QE    Tijpe    HFA   Relays     In   Use    In 
Class    IE   Safety   Sgs    "   Svc    ll»t   one  1 

DEVDUJVQ.R  C         Director's   Office.    Office    of    Inspection  and 
Enforcement        94/03/12  Consolidated    Edison    Co      of   Nau   York,     Inc 

134pp         22B23   094          S4X    Fiche    50-000'.  84/03/13,  B402090031 

B40333O066  Ac k    receipt    of    regulatory    performance    improvement    plan 
Periodic    meetings    requested    to  discuss    progress    on   program 
t,    provide    feedback 

HGPPLER.JG        Region    3,    Qffire   of    Director        84/03/EO        THDMAS.  D 
Commnnutealth    Ed  i  a  on    Co          lp          22730    161          S4X   Fiche    5O-000.  B4/03/20, 
04032300BO 

— 04O3230I07  Fovuards    corporate    regulatory    performance    improvement   plan 
TMQMAS.B        Commonueal  th    Edison    Co        84/02/24        KEPPLER,  J   O        Region 
3,     OffUe    of    nirectnr         3pp         2B73O    163         24k   Flcha    SO-OOO, 
G4/03/20,  3103330085 

— 0403330126  Rev  0   to    "Corporate  Regulatory   Performance    Improvement   Plan 
rut    Dresden,  Quad    Cities,  Zlon  &   LuSalle   Operating    Nuclear 
8t»tioni   &    Byron    h  Uraiduiood   Project    Operating 
Drgani latlons    " 

*      Commonwealth    Ediac-n   Co        B4/02/29        23pp        22730    163        24X 
Flche    SO-OOO,  B4/03/2O,  0403230089 

Q4O32A0196  Forwards    reipunsc-s    to    IE   Bulletin   B3-O7,     "Appartntlg 
Fraudulent  Products    Sold    bg    Rag   Miller,  Inc    "   Quad   Cities 
supplied    u/piplng    rnatls    from   Ray    Miller,  Inc    during    conit 
Evaluation    end   Concerns    of    IE  Bulletin   03-Ob   satisfied 
DARMES,  P   L        Commonuiealth    Edison   Co        84/03/20        KEPpLER,  J    0        Raglan 
3-    Office   of    Director         l^PP,       2273A    IBS        34X    Flch*   80-000,84/03/20, 
B40336019& 


--84031^0334    IE    Insp    Repts    30-295/B3-27   t.    30-3O4/83-28  on    B31122-340203 

Violation    nofcad    failure    to    FoUoui   plant    procedures  re 

«ourco   handling,  to   «valuate    radiological    hazards    &  to 
control    accass   to    h(gh    radiation   ar»a 

LOVENDALE.P  C   ,    HrCHaUSOW,  N    ,    OREflER,  L  R         Region  3,     Offic*    of 

Dirictor         B4/02/29         14pp          23673301          24X   Flch  e  5O-315.  B4/03/01 , 
04051 903 1  4 

9403090007    IE    Info  Notice   B4-14,     "Highlights    of  Recent    Transport 
v  Btvs  by    GOT  It   NSC    "    Svc    H*fc    encl 

^^vUiOF1   "*   6f"     s«^9uaTdi   &    Irvsn.ction  Pt-ograms    <Po,t 
64/03/02  Consolidated    Edison    Co      of   Neu    York,     Inc 

I30pp          32353   331?         24X   Fiche    50-000.  94/03/02,  B40209O007 


B40S090043   IE    Info    Notice  04-19,    "Two    Events    Involving  Unauthori i*d 
Entries    into    PUS    Reactor    Cavities    "    8vc    list    encl 
JORDAN,  E  L        Division   of    Emergency   Preparedness    it  Engineering 
Response    (Post   630103)         B4/O3/21  Consolidated    Edison   Co      of  Neu 

York,     Inc          123af          22B23    227         S4X    Fiche    30-000.04/03/21,13402090043 

8402090044    1C    Info    Notice  B4-2O,     "Bvc    Life    of    Relays    In  Saf  e  ty-Rolj(t«d 
Sys    "   Svc    I  1st   encl 

JORDAN, E   L        Division    of   Emergency    Preparedness   h  Engineering 
Response    (Post  030103)         84/O3/21  Consolidated    Edi*on    CD      of   N*u 

York,     Inc         13Spp         22733    001        24X   Flche    30-000, 84/03/21,  S402090044. 

R      Periodic    operating    reports   Sr  related    corre spondenc » 


Bfl0209000a    IE    Info  Notice  04-16,     "F»U«r,   of    Automatic   SprinkUr    S«s 
Valves    to  Operate    "    Svc    list    flncl  H  v 

JQRDrtN,  E   L         Division    of    Energency    Preparedness   (,    EnolneeTlng 
RBSpo«B    ip«»t   B30103I         B4/03/02  Consolidated    Erilian    Co      of    Neu. 

York,     Ine         122pp        23353096        24X  Fl  c  he    30-000,  B4/03/02,  34O209000B 


8403060217    "Effluent    b  Waste   Disposal    Semiannual    Rept.Jul-Dec    1903, 
QaaocmB   effluents,  Summation    of  all    RelBasas    "   W/040H10 
UP 

GRAESBER.K  L        Commonwealth    Edison  Co        33/12/31        KEPPLER, J  0, 
Reni&n   3,    Office    of    Director        27pp        22311    139        24.X 
TichB    SO-E9S.03/ie/3l,B403060217 
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B403CB0197    "Ript    of    Occupational    Personnel    Radiation    Doses, 1 9B3    " 
W/B40227    Itr 

BCOTT-J   5         Commoniuealth    Edison   Co         B3/13/31          13pp         22937   O77 
24X    Fiche    30-000.83/12/31,8403080197 

6103280120  Annual  whole  body  eiternal  eiposures  for  1983  W/B40316  Itr 
HYBAK.B  Commonwealth  Ed  1  ton  Co  B3/I2/31  7pp  22716  007  24X 
PI  cits  30-000,83/12/31,  B40323O12Q 


Insurance  &   Indemnity    information 


8403160298   Forwards   Endorsement   65    to   NELIA   Policy    NF-204,  Enttonement 
14    to    NELIA   Policy    NF-3B4    &   Endorsement   B    to    NELIA   Matter 
Policy    1 

GIESLGR.C  W  Wisconsin  Public  Service  Corp  B4/03/13  DINITZ, I 
Office  of  Nuclear  Reactor  Regulation.  Director  4pp  2266O  110 
24X  Fiche  30-305,64/03/13,8403160298 


fi40319013i  Monthly    operating    repts    for   Feb    1-7B4   W/840309    Itr 

AUSTIN.  0    ,     QRAESSERiK   L         Commonwealth    Edison    Co         S4/O2/39         13pp 
b3         24X   Fiche    30-399. B4/03/39. B403190136 


B      Reportable   occurrences,    LERs    ti  related    correspondence 

6BI 1 130076   Discusses    events     Involving     loss    of    electrical     inverter* 
Including    attendant    Inverters    to   vital    instrument    buses 
Recommendations   provided    bg    Nuclear   Safety    Analysis  Ctr    are 
•levllent    in   helping    to   reduce    Instrument    failures 
ABHE.F         Reactor   Operations    Analysis    Branch         03/1O/21         SEVFRIT.K 

Reactor   Operations    Analyst*    Branch        Bpp        22773   223        24X 
Pi  Che,  30-000,  83/10/21,  Bail  130076 

6403090174  LER   83-Q37/O3X-1    an   83O91S, during    instrument    mechanic 
•UTVelllance    tilting    of   passive   gas    failure   monitor 
3   RT-PR1S, no   flow   observed   Caused    by    defective    circuit 
breaker   Breaker  replaced    W/8403Q5    Itr 

KUECHLEiC   W  ,    QHAESBER.K  L        Commonwealth    Edison   Co        84/03/03 
KEPPLEfl.J        Region   3.    Office    of   Director        2pp        3E575    143        SIX 
Fiefie    30-304,84/03/03,6403090174 

B403SO0173  LER  B4-Q03-00   on   840213, during    m4int, instrument    five   valve 
ti-tt   manifold    for    containment    differential    pressure 
transmitter    found    u/equali ling   valve    open   Hod    proposed    to 
replace   manifold   ui/slngle    valve  W/840312    Itr 

KELLY, T   ,    QRAESBER. K   L        Commonwealth   Edison   Co        B4/03/12        3pp 
32697,124,       24X  Fiche    30-304,84/03/15,8403200173 


DOCKET  3,0-303  KEWAUNEE  NUCLEAR   POWER   PLANT 

F      9«curlty>    medical,     emergency   &   tire    protection    plans 

6403030125  Ac k    receipt    of   FEMA   840130    Ur   t,   associated    final    eierclse 
•valuations    of   B31101    emergency   preparedness    exercise    No 
deficiencies    affecting    public    health   &    safety    Identified 
based    on   performance    of    oFFslte   agencies 

PAPERIELLO,  C  J        Region   3,    Office    of   Director,       B4/O3/29 
QIESLER,C,W        Wisconsin   Public   Service    Corp        2pp        22 4 B?    109        SIX 
rich*,  30-303,  84/02/29.  8403030125 

H403150343  Foriuard»    axsmption    from   scheduler    requirements    for 
alternative    ihutdoun    sus    per    10CFR50  4B(c)t4)    i  9ER 
Gjtmptlon   being    forwarded    to   Ofc    of   PR    tat-   publication 
EISENHUT, D  0        Division   of   Licensing        B4/02/29        OIESLER,  C  W 
Wiiconiln  Public    Service   Corp        2pp        2264?  213        34 X 
Ficht:  30-303,  B4/02/29i  B4031 30343 

— B403130343  Exemption    from    schidular    retiulremnnts    for  alternative 
shutdown    syt   par    10CFR30  4B<c!<4) 

DENTON, H  R        Office    of   Nuclear  Reactor   Regulation,    Director 
34/02/29  Uisconsin   Public   Service  Corp         llpp        S864?  217        E4X 

F£che,  SO-30S,  84/02/29,  8403130343 

— B403130347  Safety    evaluation    supporting    specific    e«emptlon    from 
1OCFR30, 48(c  M4)    re   App    R    alternate    shutdown    schedule 
*      Offict    of  Nuclear   Rractor  Regulation,    Director        84/02/29 
19pp.       2B649  3SB.       B4X   FUhe   30-305,  84/02/59,  B4031S0343 

eiO30aOOB9  Ack   receipt    of   840207    Itr    transmitting    changes    to    Industrial 

•  •curlty    manual   tc   security    force    training    d   qualification 
in anual.  Changes   consistent   ur/provleloni    of    10CFR50   54(p)    b 
accnpt»bte 

AXELSON.H.L        Region   3.    Office   of   Director        S4/03/02        OIESLEn.C   W 
Wiiconitn  Public  Service   Corp       2pp       223S7  263       24 X 
FiChe   30-303,  64/03/03,  B4030B008B 

B4O31C004B  Advl«ei    of    840333  regional    world  hop    in  Roiemont,  IL  in/all 
Region    III    licensiai    to   discuss    fire    protection    safe 

•  hut down   requirements    of    10CFR30,  App   R   Agenda    encl 
SPEBBARD,  R,L        Division   of   Emergency   Preparedness    tt  Operational 
Support        B4/03/06        OIESLERrC  U        Wisconsin   Public   Service   Corp 
3pp.        22989- SS9         24X    Flche    30-303,  B4/03/06i  B40313004B 


P      Operating    license    stage    documents   &  correspondence 


B4O3030233  Further  response    to   F01A   request   for    records    of   named 
individuals,  including   repts,  analyses,  stud  1  es.  teit 
calculations,  procedures   t-   practices    far  measurement  of    RCS 
leakage   Forward 3  App   C   documents   Search   continuing 

FELTON,  J  M       Division   of   Hulos  and   Records        a-)/O2/0/        MADDEN.  T  J 
Kaye,     Scholer,     Fierman,     Hays    t.   Handler         3pp          23496   334         24 X 
Fiche    90-000, S4/02/07,  S403050S23 

— 8403030235  Advises    that    certain  aspects   of   facility  Tech   Spec 
requirements   governing   RCS    leakage   appear    to    be    Inconsistent 
w/ttd    nuclear    industry    practice   Licensee   should    be 
requested    to   modify  Tech    Specs   Related    info    oncl 
NQRELIU3.C   E       Region   3,    Office    of  Director        B2/03/10 
EISENHUT. D  0       Division   of   Engineering         Mop         32496  246        24 X 
Fiche    50-000, 84/03/07,  3403030323 

B4Q301O066  Forwards    safety    evaluation   re  S21223   response    to    Generic    Ltr 
02- li    concerning   NUREO-0737    Tech    Specs    Tuo    Items     clos.ed 
Items    r    A   1    1    3  t   II    E  4    1    under    consideration    Response 
acceptab  IB 

VAROA.S  A        Operating  Reactors   Branch    l        84/02/10       Q1FBLEH,  C   W 
Uinconsin  Public   Service   Corp        7pp        B24BO    001         24X 
FiChH    30-30S,  84/02/10,8403010066 

S402170104   Foruiardo    "Reload    Safety   Evaluation    Cycle    X,"    Feb     1*7B4 
Cycle   X   raload    design  assumes   approval    of    p  r-pp  died  Amend   3A 
to   Tech    Specs 

QIEBLER>C   H        Uisconsin   Public  Service  Corp         84/O2/14        Y.ARQA,  S  A 
Operating   Reactors   Branch    1        2pp        22301    009         24X 
Ficho    50-305.64/08/14,8402170104 

— 8403170107    "Reload    Safety    Evaluation  Cycle    X,"    Fab    1784 

HDLLY.J  T  .  ROPSON.  D  J  ,  WOZNIAK,  3  F  Wisconsin  Public  Service 
Corp  84/02/06  6f>pp  52301  Oil  24X  Ftche  SO-305,  B4  /02/ 14, 
8402170104 

8403070321    Forwards    corrected    Tech   Spec  Page   6-E6    to  Amend    32  to 
License   DPR -43   deleting   Paragraph   6    14,     "Environ 
Qualification   " 

VARQA.S   A         Operating   Reactors   Dranch    1         84/03/23        OJEELER.  C    H 
Wisconsin  Public  Service   Corp        3pp        22364    317        24X 
Fiche   30-303,04/03/23,8403070321 

— 8403070323  Corrected   Tech   Spec  Page  6-26  deleting    Paragraph   6    14, 
"Environ   Qualification    " 

*      Office    of   Nuclear   Reactor  Regulation,     Director        Q4/O2/23        la 
23364    320         24X    Fiche    30-303,84/02/23,84030-70321 

B403060304  Discusses    site   visit   on   840338-29   &    0301-02   u/BNL 
representative    to   collect    data  on   high    radiation    eiposure 
jobs   &    dose   reduction  mods    for  studies   being    performed    by 
NRC.per   840323   conference    call 

VAROA,  8  A        Operating   Reactors  Branch    I        B4/Q2/24        OIEBLER,  C  M 
Wisconsin  Public  Service   Corp,      3pp        323S2    174        34X 
Fiche,  30-30S,  84/03/24,  8403060304 

8403030295  Notifies   that    propose*  Tech   Spec    for    certain  WJREQ-O737 
Items    per   Oenerlc   Ltr   83-37  will    be    submitted    bu,    Q40401 
OIESLER.C  U       Wlscaniin  Public  Service  Corp.       84/02/2B 
EIBENHUT,  D  0       DlvUlon  of  Llcen«lng       2pp        2S140  Qt,h       34X 
Fiche    30-303,84/03/28,8403020293 

8403140225  Notifies   of   plan    for  resolving    upper    plenum    Injection    (DPI) 
Issue    Issue    involve*   ECCS  models   by   Wnstinghause    t  Exxon    for 
calculating   ECCS  performance    of  West inghouse    tun-loop 
plants    Retention  of    interim   penalty    proposed 

VARBA.S  A        Operating   Reactors  Dranch    1        B4/03/Q6        OIEBLEH.C  U 
UUcontin  Public   Service   Corp,       3pp        22637.323        24X 
Fiche    30-305,84/03/06,B403140233 

84031301QS  Provides    info    to    support  revieu  of    proposed   Amend    SB    to 
License   DPR-43  Attached    table   provides   comparison  of 
calculated    voltages   Agreement    shoun    between    calculated   & 
measured   voltages   b  currents 

OIESLER, C  W        Hilconsln  Public   Service  Corp         B4/03/OB        DENTON,  H   R 
Office    of  Nuclear  Reactor    Regulation,    Director         2pp        22606    126 
24X  Fiche   50-309.  84/03/09,  S40313018B 
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B4O316O327   Forward*    revised    Page   4    2    1    of    proposed    Amend    37    to   Tech 
Specs    r*    inse-rvtce    imp    t,   testing 

Q1ESLER.C   W         Wisconsin    Public   Service   Corp         84/03/13         DENTQM.  H   R 
Office    of  Nuclear    Reactor   Regulation*    Director        Ip        33660    155        24X 
Ficbe    30-305,  B9/03/13,B4031i0337 


8403090009    IE    Info  Notice   84-15,     "Reporting    of   Radiological    Releases    " 
3vc    list    encl 

JORDAN, E  L        Division  of    Emergency    Preparedness  *   Engineering 
Response    (Pott    B30103)        84/03/02  Con*ol  Idatad    Edison    Co      of  Naui 

York,     Inc         119pp         22953    217         24 X    Flche    50-000.  84/O3/02,  8403090009 


— 64031 A 033 1    Reviled    Page    4   2    1    of    proposed    Amend    57    to   Tech    9peci    re 
Inservlce    inap    Ic   testing 

»      Wisconsin   Public    Service   Corp        B4/03/13        Ip        22460    ISA        24X 
Flche    50-303,  B4/03/ 13, B4031&0327 

84O33Q0134   Renueats    permanent    Biemptlon   from  requirements    of    App   J   tn 
10CFRSO   ri!  air    loci    testing    following   periods   during  which 
•containment    Integrity   maintained 

GIESI-ER.C    U         Wisconsin    Public   Service   Corp         B4/Q3/13         DENTQN.  H   R 
Office    of   Nuclear    Reactor  Regulation.    Director        2pp        22686  361 
24X   Fiche    30-303*31/03/15,6403300134 


B402090011    IE    Info   Notice   84-17,     "Problems   H/Liquld    Nitrogen    Cooling 
Components   Deloui  Nil    Ductility   Temp    "   Svc    lilt    encl 
J  OH  DAN  i  E  L       Division   of   Emergency   Preparedness   tt   Engineering 
Response    (Post   83D103)        B4/O3/OS  Consolidated    Edison    Co      of   Neu 

York.     Inc         117pp         22953    336         24X   Fiehe    30-000.  64/03/03.  S40207O01 1 

8403090024   IE    Info  Notice   84-09.  Rev    1.     "Lessons   Learned   From    Imps    of 
Fire  Protection   Safe   Shutdown   By»    "    Svc    list   encl 
JORDAN.  E  L        Division   of   Emergency   Preparedness    b   Engineering 
Response    (Post   8301O3)        B4/03/07  Comolldated    Edlion    Co.     of  N*ui 

York,     Inc        llGpp        22635  O49        SIX   Ft  Che    50-000,  B4/03/O7,  8402090024 


840-3270030   Discusset    B40120  meeting    re   resolution   of   SER    deficiencies, 
methodology   of   mas-ter    Hit  d  evelopmenti  al  1   DBAs   considered    & 
justification    For    continued    operation  Environ   qualification 
plan    encl 

CIESLER.C   W         Wisconsin    Public   Service   Corp         B4/03/16        VAROA.  3   A 
Qparating    Reactor*   Branch    1          Iff         2274 B   031         24 X 
Fiche    30-303,B4/O3/li,8403270Q30 

— &4Q3270032   "Resolution    of   SEH    for  Environ  Qualification    of   Electrical 
Equipment    Important    to   Safoly  at  Keuaunee  Nuclear  Pouer 
Plant    " 

»      Ml  aeon* in   Public    Service   Corp        84/03/16       79pp        2276B  040 
24X    Flche   30-305,64/03/16,8403270030 

— 8403270038  "Keuatinee  Nuclear    Poiuer  Plant   Environ  Qualification  Plan   " 
tt      HI  scons  in   Public    Service   Corp        34/03/16       3S8pp        2276B   124 
24X    Fiche    50-305,  84/O3/16,  8403270030 


B4Q3200O48  Forwards    response   to   B31205  requeit  for   aitdl    info    re 

NUREO-0737    Item  II    D   1.     "Performance   Testing  of  Relief   & 

Safety    Valves    "  Microfiche   of   RELAP3/ADLP1PE  computer 
analyses    encl 

CIEBLER.C   H        Wisconsin   Public  Service  Corp  84/03/23       VARQf 
Opurating   Reactors    Branch    1         S6pp        22776  2B2       24X 
Flche:  30-303.84/03/33.8403380048 


8402090028   IE    Info  Notice   84-18,     "Stress    Corrosion  Cracking    in   PUR 
By  a    "   Svc    list    end 

JORDAN.  E  L        Divi*lon   of    Emergency    Preparvdness   &   Engineering 
Response    (Post    830103)         84/03/07  Consolidated    Edison   Co      of  Neu 

Vork,     Inc        tlBpp        22984    1S6        34 X   Fiche    30-000,  84/03/07.  B40309003B 

G403220134  Forwards    IE    Intp    Rapt   30-303/84-01    on   84O3C4-10,  No 
nan camp  1  lance   notad 

PAPERIELLO.C  J        Region   3.    Office   of  Director        84/03/08. 
OIESLER,C  W       WUcomin   Public    Service   Corp        2pp.       23716.037.       24X 
Fiche,  50-303.84/03/08,9403230134, 

— -8403320140   IE   Insp    Rent    30-303/B4-01    on  840306-10   No  noncomp 1 iance 
noted    Major   areas    Inspected. confirmatory   measurements. 
Including    lampllng, lab    QC    t  comparlion   of    llceniea   analyses 
ui/Reglon   III   mobile    lab. 

JANU3KA,A  0  ,  SLAMINSKI.VJ  J  ,  SCHUMACHER,  M,  C.  Region  3,  Offlc*  of 
Director  B4/03/OB  8pp  22716  O39  24X  Flchi  30-303,84/03/08. 
8403220134 

8402090031    IE   Bulletin   G4-02,     "Failures    of   BE  Type   HFA  Ralaus    in   Use    in 
Class    IE  Safety   Suv    "   Svc    Hit   encl 

DEYOUNO.R  C,       Director's   Office.    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   Neu   York,     Inc 

134pp        32833  094        24 X   Fiche    30-000,84/03/12,8402090031. 


Q      Inspection  reports,     IE   Bulletins  1  correspondence 


B4D305Q223  Further   response    to    FOIA  ruo,uest    for   records   of  named 

individuals,  Including   repts.  analyses,  studies,  test 
calculations,  procedure*    b   practices   for  measurement  of  RCS 

leakage   Forwards   App   C    documents   Search   continuing 
FELTONiJ  M       Division   of   Rules  and  Records        84/02/07        MADDEN,!  J 
Kaua,    Be  holer,    Merman.     Hays    ti  Handler        3pp        23496  334        34X 
Ficho     90-000,84/02/07.8403050223 

— B 4 030 5 03 96  Notifies    that    independent  measurements   of    identified   b 
unidentified    RCS    leal    rates    For  all   PURs    in  Region    III 
performed   par  ProceilurBS  61727B  (•  6172BB    Insp    findings 
summan  led 

NORELIUSiC  E  Division  of  Engineering  B2/03/OQ  JORDAN.  E  L 
Division  of  Engineering  d  Quality  Aiiurance  (Pre  8301O3)  Bpp 
a24"?6  270  24X  Fiche  50-000,84/02/07,8403050323 

8403170379    Foruards    IE    Insp    Rept   50-303/83-17    on   831216-B40213   No 
noncomji  1  iance    no  toil 

SHAFERiW   D        Region   3,     Office    of    Director         81/02/27        01ESLER.  C   W 
HUccnBin  Public   Service  Corp        2pp        32675  209        24X 
Flche     SO-303.  34/02/37,  B40319O379 

—8403190384    IE    Insp    Rtpt    30-303/03-17   on   831219-840213   No   noncompliance 
nattd    Major    areas    inspected    maint.  lurveillance.  Independent 
Insp,  regional   requests   &  operational    safety 

NELSON,  R  L  ,     JACK  I U,  I    N       Region  3,    Office   of  Director        84/03/24 
Spp-        H367S   Ell         24X    Flche  >  50-303,  84/02/27,  B403190379 

840 1 190072    IE   Info  Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits  ti  Annunciation,  "   Svc    1 1st 
enc  1 

JORDAN«E  L       Division   of   Emergency  Preparedness  t.  Engineering 
R«Bpan*e    (Post    B301031        84/02/28,  Consolidated   Edison   Co      of   Neu 

York,     Inc         113pp         22909   239         24X   Fiche;  30-000,  B1/02/2B.  B401 190073 

84O2O70007    IE   Info  Notice    84-14,    "Highlights   of   Ricent  Transport 
Regulatory   Rev*   by    DOT  &  NRC    "  five    list    encl 

GRACE. J  M       Division   of    QAr    Safeguard*  b   Inspection  Programs    (Post 
B3O103)         84/D3/02  Consolidated   Edison  Co      of   Neu  York,     Inc 

ISOfip          22532    329         24 X    Fiche    50-000,84/03/02,8402090007 

B4O2090008    IE   Info  Notice   84-16,    "Failure   of  Automatic  Sprinkler   By* 
Valves    to   Operate."   Svc    ll»t    end 

JORDAN, E   L       Division  of   Emergency  Preparedness   &  Engineering 
Response    CPo*t    830103)         64/03/02  Consolidated    Edison   Co      of  Neui 

York,     Inc         122pp        22533  09B        24X  Fiche   50-000. 84/03/02,  8402090009 


8403200016  Responds    to    IE  Bulletin   83-08   re    electrical    circuit    breakers 
u/undervoltage    trip    feature    No   circuit    breakers   u/mechanlcal 
trip   attachments    similar    to    DB-50   breaker   Died    In    safety- 
related    applications 
OIESLER.C  M        Wisconsin   Public   Service   Corp.       84/O3/12        KEPPUER.  J.  0 

Region  3,    Office    of   Director,       Ip        23697.  181.       34 X 
Flche   30-303,84/03/13,8403200016 

8403160327  Foruiardl   revised    Page  4  H    1    of   proposed    Am  and    37    to   Tech 
Specs  re   Inservice    insp   &   testing 

OIESLER.C  H        Wisconsin   Public   Service   Corp        B4/03/13        DENTON. H  R 
Office    of  Nuclear-   Reactor    Regulation,    Director.       Ip        22660   133        24X 
Flche    30-303,84/03/13,8403160327 

— 8403160331   Reviled    Page    4    2    1    of   proposed    Amend    57    to   Tech    Bpeci    re 
Inservlce    insp   &   testing 

*      Wisconsin   Public    Service   Corp        84/03/13        Ip        23660    ISA        34X 
Fiche    30-309.84/03/13,8403160327 

8402090043  IE    Info  Notice   84-19,     "Two   Events    Involvlno  Unauthoriied 
Entries    into  PUR  Reactor    Cavities    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    tt  Engineering 
Response    (Poit    830103)        84/03/21  Consolidated    Edison    Co      of   Neu 

York,     Inc         133pp.       23823   229        24X  Flche    90-000.84/03/21,8402090043 

8402090044  IE    Info   Notice   84-20,     "Svc    Life   of   Relaus    In   Safety-Related 
Syi    "    Svc    Hit    encl 

JORDAN,  E  L        Division  of    Emergency    Preparedness   &   Engineering 
Response    (Post   830103)         B4/O3/81  Contolidated   Edison    Co,     of   New 

York,     Inc        133pp        22933   001        24X   Fiche    SO-000,  B4/03/S1,  8402090044 

R      Periodic   operating    reports    &  related    correspondence 

B403060408   "Semiannual    Effluant   Release  Rept.Jul-Dec    19B3    "    W/94O229 
Itr 
OIESLER.C  U        Wisconsin  Public    Service   Corp        83/12/31         KEPPLERi J  C 

Region    3.    Office    of   Director        32pp.       225 IQ    133        24 X 
Fiche   30-303,83/12/31,8403060408 

B403070169   "Kewaunee   Nuclear   Power   Plant    Annual    Operating    Rept    1783." 
H/840301    Itr 

«      Wiaeonfin  Public    Service    Corp        83/12/31         lIOpp        32939.001.       24X 
Flche   30-303,83/18/31.840307016? 

8403130147  Monthly    operating    rept    for   Fen    19B4  U/B403O7    Itr. 

RUITER.O  H  .    OIESLER.C  M,       Wisconsin  Public    8*rvlce   Corp.       84/02/27 
Dpp        33608-320        24X  Fiehe    30-303,34/02/39,8403130147 
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8       Reportable    occurrences.     LERs    &    related    t  orrespondenci 


P      Operating    license    stage   documents   Ii    correspondence 


8403230178  Forwards   Technical    Review   Rept   AEOD/T313,     "Capped 
Containment  Pressure    Sensing    Lines,"   &  proposed    IE    info 
notice    Issue    adequately    resolved 

RUDIN,  9    D        Reactor   Operations   Analysis   Branch        33/09/11 
BEYFR1T.K    V         Realtor    Operations    Analysis    Branch          lp          22759806 
24X  Fiche    30-000, 83/03/11, B40323017B 


B40305O23B  Foruards   Amends    6B  t.  62   to   Licenses   DPR-4S  !.   DPR-60, 
respectively   S,  safetg    evaluation  Amends  revise   Tech  Spec*    re 
emergency   air    treatment    sys   fc  electric    hydrogen   recombinors 
DIIANNI.D   C         Operating    Reactors    Branch    3         84/02/21         MUEOLF,  D 
Northern   States  Power  CD        2pp        22527   1SB        34 X 
FichB    30-202, 84/03/31.  3103050338 


—  3403230181    "Capped    Containment  Pressure   Sensing    Linos."    technical 
review  rept   Condition    caused    by    procedural    inadequacy 
RUDIN. B    D         Director's    Office         83/O5/1 1          6pp         22759    287         H4X 
FichB    30-000, B3/03/1 1. 84032301 7B 


V      Operator   Examinations 


0403130351    Requests    end    ref   matl    Cor    requal if icatlon   program 
evaluation    scheduled    For    ulc    of   840331    Matl    required    by 
B40316 
HTREETER.J   F         Region    3,     Office    Of    Director          B4/O3/03         OIESLER.C   W 

Wisconsin  Public    Service    Corp        3pp        23618  334        24 X 
FichB    30-303,01/03/03.8403130351 


DOCKET    30-306   PRAIRIE    ISLAND   NUCLEAR    STATION.     UNIT   S 
F      Security,    medical,     emergency    tt   fire    protection   plans 


6403090270  Public    version   of    revised    emergency    response    plan 
Implementing    procedures. including    Procedure   F3-S   re 
classlf icatlon    of    emergencies, F3-3    re    emergency    notification 
V   F3-10   re    personnel    accountability    H/831219    Itr   S.  me/no 
MENDELE, D  J   ,    JOHNSON,  J  M        Northern  States    Power    Co        H3/10/SB 
IfiBpp         22S93   326         24X    Flche    30-283.  B3/1O/2B.  04030<?O27O 


— 84030SO243   Amends    6B   t-   6S    to    Licenses    DPR-42   d   DPR-6O.  respectively, 
revising   Tech   Specs   re    emergency    air    treatment   sys  t 
electric    hydrogen    recomblners 

MILLED,  J   R         Operating    Reactors    Branch    3         84/02/21          IBpp 
22327    190         24X    Fiche    50-2B3, B4/OH/21 , B40303023B 

--B4O3DSQ349  Safety    evaluation    supporting   Amends  68  &  62   to   Licenses 
DPR-42   b   DPR-60. respectively 

*     Office    of  Nuclear   Reactor  Regulation,    Director       B4/02/21        7pp 
22327   203        24X   Flche    SO-2S2.  84/03/31,  B40305023B 

8403060423  Submits    fees   requested    For   B20630   eiemptlon  request, in 
response    to  NRC  B4O213   Itr 

MUSOLF,  D         Northern    States    Poiuer   Co         84/02/29        MILLER,  W   O        LU«n*« 
Fee   Management   Branch        3pp        22518   200        24X   Flche  50-38S, 84/02/29, 
8403060425 

B4O313Q24S  Forwards    "Effluent   t  Haste    Disposal    Semiannual    Rept,Jul-Dec 
1783.  "    "Offslte  Radiation   Dose  Assessment,  19B3"  !<  Rev  4    to 
"Offsite    Dose   Calculation   Manual    " 

FEY.F  L        Northern  States   Poiuer  CO        B4/03/QI  Region  3,    Office   of 

Director         lp         22610    143         24X   Fiche    50-2B2.  84/03/01,  B403130245 

— 8403130278   (lev   4    to    "Offslte    Dose    Calculation   Manual    " 

BORENSDN.J        Northern    States   Pouor    Co         B4/I1/I4         llpp 
23610    157         24X    Flche    50-283, B4/03/O1 , B403130245 


8403090207  devised    emergency    Implementing    procedures. including   Rev  23 
to   Procedure  F3,     "Table    of   Contents"   &   Rev   3    to   Procedure 
F3-Q,     "Recommendations    for   Offsite    Protective    Actions    " 
M/S40302    Itr 

FEV.F   C         Northern    States    Pouer    Co         B4/02/24         2Bpp          22374   32B 
E4X   Fiche    30-2BH,  B1/02/24,  B1 03090207 

B1O3190oaO  Forwards    IE    Imp    Rept*   30-H82/B3--24   (.    30-30&/83-24    on 
531911-340210  No   noncomp 1 iance    identified 

SHAFEH,  W   D         Region    3,     Offtce    of    Director         84/03/01          LAFiSON.  C   E 
Northern   States    Power   Co        2pp        22666  033        24X 
Flche,  30-SB2,  84/03/01,  B4031900KO 

— 6403190042    IE    Insp    Repts    3Q-2B3/B3-24   (,    30-306/B3-21   on    B3121 1-9402IO 
No   noncompliance    or    deviations    identified   Major    areas 
Inspected,  maint,  LERs,  emergency    planning    b   surveillance, 
meetings    u/state   &    local    officials   t    IE    bulletins 
HARD.  J  E   ,    JACKIW.  I    N        Region   3,    Office    of    Director         84/02/29 
12pp        52666,033        24X   Fiche   30-382,  B4/03/OI,  B403190020 

6403130163  Forwards    final    rept    re   small-scale    offaite  radiological 
•mtrgeneu    preparedness    vierclse   an    B21014  No    deficiencies 
noted, 

KRIMMiR    W        Federal    Emergency    Management   Agency        84/03/03 
JORDAN, E  L        Division   of   Emergency    Preparedness    &  Engineering 
Hmponit    (Poit   830103)         6pp        22399  307        24X   Flche    30-2B2,  B4/03/05, 
8403130163 

— 8403130172  Final    i-ept    of    small-scale    joint    emergency    exercise    on 
B21014 

*      Fedtral    Emeraency   Management   Agency        83/13/17        SHpp 
2239?  313        Z4X   Flche    30-262, 84/03/03,  B403130I63 

8403120106  Notifies    of   B40323   uorhshop    on    fire    protection    safe    shutdown 
requirement*    of    IDCFRBOiApp    R    in   Rosemonti  IL    to    dlscuis    IE 
Info   Notice   84-09  tt    provide    addl    shutdown   analyies    ti/or    mod 
guidance,  Agenda   end 

BPEBBARDiR.L        Division    of   Emergency   Preparedness   h  Operational 
Support        84/03/06        LARBON.C   E        Northern    States   Pouier    Co        3pp 
2S38S    169        24X   Flche    BO-2B2, 84/03/06,  B403120106 


B103130a?0  Forwards    safety    evaluation   re    error    in  CDDRA   I1IC/HIT 
computer    code, previously    accepted   by    NRC  8302 J 7  &  0334    ItrB. 
for   use    in  analyzing    Fuel    reloads  Error   does    not   create    any 
substantial    saFety    halard 

MILLER,  J  R,      Operating   Reactors  Branch    3        B4/03/06       MUSOLF, D  M 
Northern   States   Pouer   Co         lp         32649   333         24X   Fiche    SO-3B2, 
84/03/06, B403150290 


— B403130293  Safety    evaluation   re   error    in  COBRA   1IIC/MIT   computer    code 
reload   methodology    rept   NSPNrtD-9102  Error    has   not   affected 
Initial    findings    or    conclusions   re   acceptability    of   USB    of 
COBRA    IIIC/MIT  code, 

»      NRC    -   No   Detailed   Affiliation    Given         34/03/06        2pp 
22649   334         24X    Flche    50-282, S4/03/OA. B4O31 90H90 

8403190397  Provides   updated    info  re  mods    required   by  MJREG-0737, I  tern 
II    D    1    2  re    safety   !.   relief   valve   performance   Unit    1    piping 
t,   supports   mill    be    Installed    during    next  refueling    outage 
scheduled    for  8501O3 

MUSOLF,  D       Northern  States   Pouer  CD        B4/03/11  Office    of  Nuclear 

Reactor   Regulation,    Director        lp        22673    192       21X 
Flche    30-2B2.  84/03/14,3103190397 

8403230031    Submits   status   of   mods    to    improve    adequacy   of    station 
distribution   sys   voltages, per    util    310717    Itr   &  NRC  931027 
8ER   All    mods    comp  leted>  ui/eic  eption    of    changes    to   station   air 
compresser    starting    circuit 

MUBOLF,  D        Northern  States   Pouer  Co        S4/03/16  Office    of  Nuclear 

Reactor   Regulation,    Director        2pp        22724  316        24X 
FichB    30-2B2,B4/03/l6,B40323005l 


0      Inspection   reports.     IE  Bulletins   tt   correspondence 


B4O3030223  Further  response    to   FOIA  request    for    records    of   named 
individuals,  including    repts,  analyses,  studies,  test 
calculations,  procedures   &   practices    for   measurement   of   RCB 
leakage   Foruards  App   C   documents   Search    continuing 

FELTON.J   M        Division    of    Rules    and    Records         84/02/O7         MADDEN,!    J 
Kayo,    Bcholer,    Flerman.    Hays   &  Handler        3pp        2219&  234        34X 
F'iehe    30-000,  B4/02/07,S403050223 


64033:00130  Revised    emergency    plan    Implementing    procedures.  Including 
Procedure  F3  re    table   of    contents    b  F3-13  re    offsite   dose 
calculation   M/B40320    transmit**!    Itr 

HATTrE   ,    FEV,  F  L        Northern    States   Poiuer   Co        84/03/07        36pp 
28320  255        24X   Fiche    30-BB2, 84/03/09, 8403300130 


Financial    Information 


— 8403030236  Notifies    that    independent  measurements    of   Identified  & 
unidentified   RCS    leak    rates    for   all    PWRt    in   Region   III 
performed    per  Procedures   61727Q   d  6172BB    Insp    findings 
summer  lied 

NORELIUS.C  E  Division  of  Engineering  B2/03/OB  JORDAN, E  L 
Division  of  Engineering  d  Quality  Assurance  (Pre  B30103)  Sfp 
22496  270  24X  Flche  30-000,  B4/02/O7, 94O3050223 


9403290119  Suppl    to   Annual    Financial    R*pt    19S3.  consisting    af    financial 
fc    i-tatlsttcal    Info   W/B40326    Itr 

BRUSVEN. A. D,       Northern  States    Pouer    Co        83/12/31        23pp         32806    182 
24X  FIch*    30-000,83/12/31,8.403290113 


0401190072    IE    Info  Notice  84-13,    "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits  &  Annunciation    "   Bvc    list 
encl 

JORDAN.  E  U        Division   of    Emergency   Preparedness  &  Engineering 
Response    (Pott   6301031         B4/02/28  Consolidated   Edison   Co      of   New 

York.     Inc         113pp        32909239        24X  Flche,  30-OOO.G4/02/2B,  8401190070 
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DOCKETED  ITEMS 


a->03190020   Forwards     IE    [nsp     Repts    50-232/03-34    t.    3O-304/S3-24    on 
B31211-B4Q31O    Ha    none  amp  1 1  ant e     Identified 

SHAFEH.  W   D         Region    3.     Office     of   Director         84/03/O1          LARSON,  C    E 
Northern    States   Pouer    Co         3pp         32666    053         3&X 
Fiche    30-2B2.B4/O3/Ol,aiQ319OO20 


B4Q2070044    IE    Info    Notice    B4-2O,     "Svc    Life    nf    Relays     in    Safety-Related 
Sus    "    Svc     list    encl 

JORDANp E  L        Division    of    Emergency    Preparedness    d   Engineering 
Response    fPoet   B30103)         B4/Q3/21  Consolidated    Edtaon    Co      of   New 

Vark,      Inc          I33pp         33933    001          24X    Fiche    30-000, 84/Q3/2I,  B402O90044 


--S4Q3190D42    IE    Itisp    Repts    50-2B2/B3-24   S-    50-306/83-34    on    B3121 1-B4O210 
No   none omp 1 i unce    or    deviations    identified    Major  areas 
inspected    ma  Int.  LEfls.  emergency    planning    t    survci  1  lance, 
moating*   ui/state   &    local    officials   ti    IE   bulletins 
HAHD,  0    E    ,     FEIERABEND, C     D    ,     IWRTMANN.  P    L          Region   3.     Office    of 
Director         94/02/29          12pp          S36&A   O55         24X    Fiche    50-2B3.  EM/O3/01 . 
B *  03 190020 

B402Q90Q07    !E    Info    Notice    B4-14,     "Highlights    of   Recent    Transport 
Regulatory    Revs    b(g    DDT    t,   NRC     "    Svc     list    encl 

GRACE, J  N        Division    of    OA,     Safeguards    &    Inspection  Programs    {Post 
B30103J          B4/03/02  Con-so  1  i  dated    Edison    Co      of    Neui    Vork,     Ire 

130pp         22533    327         S4X    Fiche    50-OOO. B4/O3/O2, B4O2O90007 

8402O9OOOB    IE    Info    Notace    B4-16,     "Failure    of    Automatic:    Sprinkler    By  a 
Valves    to  flporate    "    Svc     list    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    *  Engineer  ing 
Response     (Post    B3Q103J          B4/O3/02  Consolidated    Edison    Co      of    New 

YorJi,     Inc          122pj!          33533    09B         24X    Fiefie    50-OOO- B4/03/O2, B40207OOOB 

B402O900O9    IE    Info   Notice    B4-15,     "Reporting,    of    Radiological     Releases    " 
Svc     list    encl 

JORDAN, E   L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   S30103J         B4/O3/O2  Consolidated   Edison    Co      of    Neiu 

Yorki     Inc          H?pp          33533    217         24X    Fiche-    50-QQQ.  B4/03/02,  9402090-009 

8402090011     !E     Info    Notice    84-17,     "Problems    W/Uquid    Nitrogen    Coal  ing 
Components    Cnlow  Nil    Ductility    Temp    "  Svc    list    encl 
JORDAN, E  L        Division    nf   Emergency    Preparedness    &  Engineering 
Response    (Post    83010-31         H4/03/05  Consolidated    Edison    Co      of    Hem 

York,      Inc          H7pp          22553    336         24*    Fiche    3O-000.  B4/03/03.  B4O209001 1 

B402G90024    IE     Info    Notice    64-O9. Rev    1.     "Lessons    Learned    From    Ins.ps     of 
Fire   Protection   Safe    Shutdown    Si/s    "    Svc    list    encl 
JORDAN,  E   U         Division    of    Emergency    Prepar edness-    &   Engineering 
Response     (Post    9301031'          B4/O3/O7  Consolidated    Edison     Cn      of    Htui 

York,     Inc  lIBpfJ          2263S    O49         24X    Fich*    50-000,  B4/O3/07.  B1O30900ail 

8402090O2B    IE    Info  Notice    B4-1B,     "Stress    Cnrrosion   Cracking     in  PUR 
Sys    "    Svc    list    encl 

JORDAN, E   L        Division    of    Emergency    Preparedness    &   Engineering 
Response     (Post    3301031          94/03/07  Consolidated    Edison    Cn      of    Neu 

Vork,     Inc          116pp          223B4    I  B4>         24*    Fiche    50-000,  a4/O3/07,  9403050036 


Fopuards    summary    of    status     of    requests     For    relief     from 
requirements    of    Section    XI     of    ASME    Boiler    t    Pressure 
Vessel   Code-    for    inservice    insp    program  &   1 1 ari f l cat  ion    of 
items     that    require    add!     revieui 

MU50LF.  D         Northern    States    Pouer    Co         B4/O3/D9  Office     of    Nuclear 

Roactor    Regulation.     Director          9pp          22673    295         24X 
Fiche    50-5B2,B4/03/09,S4031903Q8 

B40309Q03I     IE    Bulletin   B4-O2,      "Failures    nf    GE    Type    HFfl   Relaus    In    Use     in 
Class    IE  Safety   Sy  s    "   Svc    list   end 

DEVDUMG.R   C          Dirictor'a    Office,     Office    of     Inspection    and 
Enforcement        S4/O3/12  Consolidated    Edison  Co      of    Neui    Yorki     Inc 

134pp         22S23   O94         24?:    FlcJie    50-OOO.  O4/O3/  12.  B4Q209OG31 

B40319020D   Res  ponds     to     I£    Bulletin    83-O7    re    products,    supplied    by    Ray 
Miller,  Inc   Neither    unit    received    products    from  Ray  Millar. 
Inc    &    vendor    not    on   approved    util    vendor    list 

LARSON,  C    E         Northern    States    Poiuer    Co         B4/03/1B         DEYOUNG.R    C 
Director's   Office,     Office   of    Inspection    and    Enforcement         4pp 
22&71     1O5         24 X    FictiE    9O-2O2,  B4/O3/12,  6403190300 

B40330O03A   Forwards     IE    Insp    ReptS    5O-2S3/B4-02    (<    9O-3O6/B4-O2    on 
84O313-17  No    nnncomp 1 lanr e    noted 

PAPEH1EULO-C    J         Region    3,     Office    of    Director         B4/O3/J5 
LARSON. C    E         Morihern    States    Pouer    Co         3p p          22021    320          24X 
Fiche    50-232.  94/03/15,  S4C33OOQ3i> 

—64033000*0    IE    Insp    Repta     30-2B2/B4-Oa   !.    30-306/84-02   on    840215-17    No 
violations    or   deviations    identified    Major    areas    inspected 
implemrntatic-n   of    1QCFR2Q   &    6O  requ  1  rementa    for    disposal     of 
lain    level    r-arfuaEtes.  me  lud  ing    mgt    (antrols    &  dC 

RDZAK, S    .     QESTMflNN.M   J    ,     SCHUMACHER. M   C         Region    3,     Office    of 
Director         B4/O3/15         Spp          23821    322         24X    Fiche    30-262,  B4/03./ 1 5, 
84O330003ii 


D      Periodic    operating    reports    it   related    correspondence 

B4033GOO95   Monthly    operating    repts     for    Feb     1984   W/B4O306    ICr 

DUOBTAD.D    ,     HUSGLF, D         Northern   States    Paunr    Co         84/02/29         9pp 
24047   Q&O         24X   Flchc    30-233,84/02/27,0403300093 

840313024S  Forwards    "Effluent    1.    Uaste   Disposal    Semiannual    R»pt,Jul-Dec 
1963i  "    "Qffslte    Radiation     Dose   Assessment,  1983"    Si   Rev   4    td 
"Qffsite   Dose    Calculation    Manual    " 

FEYiF    L         Northern    States    Pnuer    CD         84/03/01  Region    3,     Office    of 

Director         lp         22610    143         24X   Fiche    3O-382,  Q4/O3/01 , B403I30245 

— S40313O25B    "Effluent   &    Waste    Disposal    Semiannual    Rept,Jul-Dec    1983    " 
»      Northern    States    Poiuer    Co         B3/12/31          9pp          B2610    144         24X 
Fiche    50-2B2,B4/03/01,B4O3130345 


— 8403130S70    "Offsite   Radiation    Dose   Assessment- 19B3    " 

*     Northern    States   Power    Co        B3/1S/31         4pp        23A1O    133 
Fiche    50-382, B4/03/01 ,  B4O3130215 


DOCKET    30-309   MAINE    YANKEE   ATOMIC   POWER    PLANT 

F     Security!    medical,     emergency    fc   fire    protection   plans 

6403O7O27S  Responds    to   B3D913    1 tr   re    changes    to    physical    security    plan 
Rev    Int-onsistant    ui/prouis  ions     of     10CFR30    54  ( p  )    & 
unacceptable    For    reasons    stated    In    encl    Encl   withheld 
<ref    IOCFn.73   31 ) 

MARTIN.  T  T        Division   of   Engineering   !<  Technical    Programs        84/02/29 
RANDAZZA.J   Q         Maine    Yankee    Atomic    Pouer    Co         3pp         22547    098         24 X 
Fiche    90-307,34/0-2/29,  8403070370 

B-)03a20O9S   Forwards     IE    Inap    Rept    3O-3Q9/B3-20    on   B311O1-1231     (•   noticn 
of    violation 

STAR08TECKI,R         Division    of    Project    i.    Resident    Programs          84/03/O7 
RANDAZZAiJ    B         Maine    Yankee    Atomic    Pduier    Co         2pp         22713    It3         24X 
Fiche    90-309,84/03/07.8403220093 

— B403320103    IE    Insp    Rept    30-3O9/B3-20    on    B31101-1231    Violation 
identified    plant    shift    superintendent    did    not    chick    tags    on 
Tagging    Order    2137-B3 
HDLDEN.C    ,     ARCHITZEL.R    ,     SHETLAND, P         Region    It     Office    of    Director 

84/O3/06         13pp         22713     Ii6         24X   Fiche    30-309, B4/O3/07i 
8403220093 

3103190243   Notification    of    B4041B   Workshop     in    King     of   Prussia, PA    to 
discuss    lessons    learned    from   recent   App   R    fire   protection 
safe   shutdown    insp    &    topics    described    in    IE    Info    Notice 
84-O9   Agenda    for   workshop    encl 

MUHLEY,  T  E        Region    1,    Office    of    Director        84/03/09        D'TOOLE,  J  D 
Consolidated   Edison   Co      of    Neiu  Vork.     Inc         KENYON,  0   D        Pennsylvania 
Power    tt   Light    Co        HARRISON,  R    J        Public    Service    Co      of    Neui 
Hampshire        35PP        23672   Ofi2        24X   Fiche    30-000, B4/O3/09, 8403190343 


O      Adjudtcatory    correspondence 


S403130262  Order    granting    Sensible    Maine   Pouier   fr   State   of   ME   motions 
to    ulthdraui   contentions,  granting    util    motion    Co   withdraw 
portion    of    application  b   authorizing    issuance    of    amend    of 
OL 

LAZO.R    M         Atnjnic    Safety    and    Licensing    Board    Panel          B4/03/09         4pp 
22i06    030         34X    Fichs    50-3O9,  B4/O3/09,  8403130262 


H      General    corre spondenci 


84032201 19  Eipreises    concern    re    inexperienced   &    unskilled    labor   at 
facilitu   Repair    contract    awarded    to    contractor   u/llttle    or 
no    repair    experience    OP    Conteij    84O213     1  tr    encl 

CDSSAR,  A   G         Affiliation    Not    Assign"!!         B4/03/17         DEYOUNS,  fi 
Director's   Office,     Office    of    Inspection   and   Enforcement        Spp 
32716   316         21X    Fiche    5O-309, 84/03/17,  B4032201 19 


P      Operating    license    stage    documents    &  correspondence 


B40ao9-O043    IE    Info    Notice    84-19,      "Two    Events    Involving    Unaut  horll  ed 
Entries    into   PWR    Reac  tni-    Cavities    "    Svc    Hat    encl 
JORDAN. E   L        Division    of    Emergency    Pr eparednes*    Si   Engineering 
Response    (Post   S30103)         64/03/21  Consolidated    Edison    Co      of   New 

Vork,     Inc         I23pp         22B23   339        34X   Fiche    30-000,  £34/03/31,  8402090043 


9403030283   Forwards    safety    evaluation   based    on   review  of    830912,22  & 
1105  responses    re    feeduater    trip    eys   Feeduater    trip    SU.B 
design    satisfies    single    failure   requirements    Requests 
completion   nf    listed    confirmatory    items    ulthln    12O   dai|» 
MILLER,  J  R        Operating   R«actar«   Branch    3        84/02/14        8AF1RITV,J  H 
Maine   Yankee   Atomic    Power    Co         lOpp        22493   016        24X 
Fiche    50-309,34/02/14. S4O30E03B3 
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S4O3Q303SO  Forward  a    request    for    acfdl    info   re    Cycle   B  reload    to   continue 
review   of   B401Z7   submittal 

MILLER.  J   R         Operating    Reactors    Branch    3         B4/03/17         GARRJTY.  J   H 
Maine  Yankee   Atomic    Power    Co        3op         32527    233        24 X 
FlchB    30-309. B4/02/17.B4030SO3BO 


8402090008    IE    Info   Notice    Bfl-16,     "Failure    of    Automatic    Sprinkler   Sys 
Valves    to   Operate    "    Svc     1  fat    end 

JORDAN, E  L        Division    of    Emergency    Preparedness    & -Eng  i  neer  ing 
Response    (Post  830103*         04/O3/O2  Consul  i  (fated    Cdison    Co      of  Mem 

York,     Inc          123pp          32333    098        24X    Fiche    30-000,04/03/02.8402090006 


B4030SO339    Responds    to    040106    Itr    re    radiological     effluent    Tech    Spscs 
(RETS)    Program   provides    accountable    sys    to    assure    protection 
of   public    health   Si    safety    Schedule    for    submlttal    Df   proposed 
RETB   d    ofPsite    dose    calculation  manual    requested 

MILLER,  J   R         Operating    Reactors    Branch    3         84/O2/27         QARRITY,  J   H 
Maine   Yankee   Atomic    Pouer    Co        2pp        23901    333        24X 
Fiehe    50-309, 94/02/37, B403O903S3 

B403060094    Foruiards   Class    III    amend    Pee,  pur   NRC   640116   Itr   re   Proposed 
Chang*i    81    &  92   concerning    snubber    surveillance    &   reactor 
protective    sys    channel    b   ESF   actuation    sys 

WHITTIER.O   D         Maine    Yankee    Atomic    Pouier    Co          B4/O2/29         DIQG8.R   M 
License   Fee   Management   Branch         Ip         22316   362        24X 
Ftche    50-309, 04/02/29,0403060094 

B403130333   Requests    info   re    analysis    oP   high    energy    steam    line    break 
Info    nteded    to    complete    reviey   of    B20913   submlttal    re 
environ    conditions    for    equipment    outside    containment    InPo 
requested    within   30    day* 

MILLER, J   R         Operating    Reactors    Branch    3         S4/O3/02         RANDAZZA.J   Q 
Maine    Yankee   Atomic    Pouier    Co        2pp         23649   269        24X 
Fiche    30-309,04/03/02.8403190333 

8403190109    Informs    of    recent    assignment    of   EC    Wenilnger   as    Chief, 
Reactor    Projects   Section    1A, effective    immediately 
Responsibilities    cover   Maine    Yankee, Yankee    Roue    &  Calvert 
Cliffs   Nuclear   Pauior    Stations 

6TARQ9rECKI.R        Region    1,    Office    of    Director        B4/03/Q8 
RANDAZZA.J  B        Maine    Yankee    Atomic    Pouier   Co         3pp        2264O    140        24X 
FiehB'  30-309,  04/03/08,6403150103 


8402090009    IE    Info   Notice    04-13,     "Reporting    of    Radiological     Releases    " 
Svc    list    cncl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    &    Engineering 
Response    (Post   830103)  B4/O3/02  Consolidated    Edi-son    Co       nf   New 

York,     Inc          i  l?pp         22533    217        24X    Fiche    5O-OOO,  B4/03/02.  S402O90OO? 


8402090024    IE    Info   Notice    B4-Q9.  REV    IP     "Lessons    Learned   From    Insps   of 
Fire   Protection   Safe    Shutdown   Sys    "   Svc    lut    encl 
JORDAN,  E   L         Division    of    Emergency    Preparedness    &   Engineering 
Response     (Post    0301O3)          84/03/07  Consolidated    Edison    Co      of   Meu 

York,     Inc         llSpp        22638    049        24X   Fiche    50-OOO,  B4/03/07,  B402Q90024 

8402O90028    IE    Info  Notice    B4-18,    "Stress   Corrosion    Cracking     in  PUR 
Sys    "   SVE    list   encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    &   Engineering 
Response    (Post   830103J         84/O3/07  Consolidated    Edison    Co      of  Heio 

York.     Inc          1  IBpp         22594     1B6         24X    Fiche    30-OOO,  B4/O3/07.  B403070O2B 

8403220036   Forwards    IE    Insp    Rept   50-309/64-03   on    B40207-10   Ho 
violations   noted 

MARTIN.  T  T        Division    of    Engineering   !<  Technical    Programs         B4/03/O7 
RANDAZZA.J    B         Maine    Yankee    Atomic    Pouier    Co         2pp         22714    339         24X 
Fiche    30-309.84/03/07,8403320036 

—  B403220062    IE    Insp    Rept    5O-309/84-O3    on   B40BQ7-1O    No   violation*    noted 
Major    areas    inspected    Inservlce    insp    program,  Inc  lud  ing   OA 
function  &  control    of    e<iam   equipment 

MCBHEARTY.R   A   ,     DURR,  J    p         Region    1,     Office    of    Director         84/03/OS 
9pp         22714    341          34X    Fie  he    SO-3O9,  84/03/07,  B4O3220056 


B403230Q36  Withdraw!    B103O1    commitment    to    install    addl    preBsurlier 
senior   Contribution    of    purge    syi    isolation   valves    to 
radiological    consequences    to    DBA   LOCA  would    be    minimal 
HHITTIER,  0  D        Maine    Yankee    Atomic    Power   Co         84/03/16        KILLER,  J  R 
Operating    Reactor*    Branch    3         Ip         23724  332        24X 
Fiche    SO-309.B4/03/16.8403230036 

B403220192   Forwards    "Control    of   Heavy    LoadsiPhase    II    "   Rept    result    of 
review   of   crane    operation. design   &  ma int,  including    analysis 
of    load    drop    risk    to    safety-related    equipment    beneath    travel 
paths   Confirms    defense-in    depth,  per   NUREQ-0612 

HHITTIER,  0  D        Maine    Yankee    Atomic    Pouiar   Co        B4/03/19        MILLER,  J  R 
Operating   Reactors    Branch    3        2pp         22717  049        24X 
FlChe    30-309i  84/03/19,0403220192 


— 8403220199  "Control  of  Heavy  Loads, Phase  II  " 
it  Maine  Yankee  Atomic  Pouier  Co  B4/03/19 
S4X  Fiche  30-309,04/03/19,8403220192 


134pp         22717   OSO 


9403830042    Informs    that    suppl    to   inservice    testing    program  will    be 
submitted    by    840601    Inservice    testing    procedures    specific    to 
control    It    Implementation    of    testing    activities    uii  1 1    be 
completed    no    later    than   B40S13 

WHITTIER.O  D        Maine    Yankee    Atomic    Power   Co         B4/O3/30        MILLER,  J  R 
Operating   Reactors    Branch    3         Ip         22720  334        24X 
FlchB    00-309, B4/O3/20,  8403230042 

8403270138  Forwards    revised    Page   3    of    Maine   Yankee    penetration    test 
requirements, encl    w/containment    leak    testing    rept    Isolation 
Valve    PD-233   added    to    list    of    containment    sump    discharge 
valves    inside    containment 

HHITTIER,  0   D        Maine   Yankee    Atomic    Pouier   Co         B4/O3/H1         MILLER,  J  R 
Operating    Reactors    Branch    3        2pp         22767    141         34 X 
Fichi, 30-309, 04/03/21,8403270138 

Q       Inspection    reports,     IE  Bulletins    fc    correspondence 

B4O321O208   Corrected    notification   of    840313  meeting    u/util    In   Bethesda, 
HO   to    discuss    insp    program    for    thermal    shield    In    Cycle    7/8 
outage, Time    of   meeting    changed 

HEITNER.K  L        Operating    Reactors    Branch    3        B4/02/21        MILLER, J  R 
Operating    Reactors    Branch    3         Ip         22709   20&        24X 
Fiche    50-309, 84/02/21,  0403210208 

84O1190072    IE    Info   No  tic.   B4-13,     "Potential    Deficiency    in    Motor 
Operated    Valve    Control    Circuits   &   Annunciation    "    Svc    list 
nncl- 

JORDANi  E  L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Post    630103),       B4/02/S8  Consolidated    Ediion    Co      of  Neu 

York.     Inc         U3pp         28909   239,       24X   Fiche    90-000,84/02/28,8401190072 

8402090007    IE    Info   Notice   84-14,     "Highlights    of   Recent   Transport 
Regulatory    Reva    by    DOT   b   NRC    "   Svc    list    encl 

ORACEi J   N,       Division    of   QA,     Safeguards    &    Inspection  Programs    (Post 
630103)         B4/O3/03,  Consolidated    Edison   Co      of    N»u  York,     Inc 

130pp.       22332   329        24X   Flehe    30-000,  B4/03/02,  B40S090007 


8403220095   Forwards    IE    Insp     Rept    30-309/03-20    on    831101-1831     &   notice 
of   violation 

STARDBTECKI.R        Division    of   Project   &  Resident   Programs         B4/O3/07 
RANDAZZA.J  D        Maine    Yankee   Atomic   Pouier   Co        2pp        22719    163        34X 
Fiche    50-309,  84/03/07,  B4O3220099 

— 840322009B   NotUe    of    violation    from    inap    on   831101-1231 

*      Region    1,    Office    of    Director        84/03/07        Ip        22719    169        24X 
Fiche    SO-309,  94/03/07,  B403220095 

—3403220103   IE    Insp   llept   BO-309/B3-20  on  831101-1231   Violation 
identified    plant    shift    superintendent   did   not    check    tags    on 
Tagging    Order   2137-B3 
HDLDEN.C   ,    AFICHITZEL.R    .     SHETLAND,?        Region    1.     Office   of   Director 

B4/03/06         13pp         2.2713    166        24X    Fiche    90-309,04/03/07, 
8403220099 

8402090031    IE   Bulletin   84-02,     "Failures    of  OE  Type    HFA  Relays    in  Use    in 
Class    IE  Safety   Syg    "    Svc     list   encl 

DEYOUNO.R  C        Director's    Office.    Office   of    Inspection   and 
Enforcement        B4/03/I2  Consolidated   Edison    Co      of   New   York,     Inc 

134pp        22B33  094        34X    Fiche    30-000,  04/03/12,  040209003  1 

0402090043    IE    Info  Notice    84-19i     "Tiuo   Events    Involvin-g  Unauthori  led 
Entries    into  PWR  Reactor    Cavities    "    Svc    list    encl 
0 OR DAN i E   L        Division    of    Emergency    Preparedness    V   Engineering 
Response    (Post   030103)         B4/03/21  Consolidated    Edison   Co      of  Neu 

Yorl.     Inc          123pp         22823    229         24X   Fiche    50-000,  B4/03/21,  B402090043 

B402090044    IE    Info  Notice    84-20,     "Bvc    Life    of   Relays    in   Safety-Related 
Sys    "    Bvc    list    encl 

JDRDANi  E  L        Division    of    Emergency    Preparedness    b   Engineering 
Response     (Post    830103)          84/03/21  Consolidated    Ed i ion    Co      of   New 

Yort,     Inc          i39pp         22903    O01         24X   Fiche    90-000,  B4/03/21 ,  B402O90044 

8403300160  Responds    to    [E   Bulletin   03-O7   re   apparently    fraudulent 
products    sold    by   Ray    Mill  en  Inc   Ray   Miller.  Inc    flanges 
received    from  RECO    Industries    installed    in   safety-related 
ays   Flanges   (Jill    remain    installed 

FRIZZLE.C   D        Maine    Yankeo    Atomic    Poyer   Co        84/03/22        MURLEY, T  E 
Region    1,     Office    of    Director         4pp         22321    OS2         SIX 
Fiche    90-309,04/03/22,  0103300160 


R      Periodic    operating    reports   &   related    correspondence 


B403130047    "Effluent   t.   Waste    Disposal    Semiannual    Repfc.Jul-Dec    1983   " 
W/840302    Itr 

WHITTIER.G    D         Maine    Yankee    Atomic    Pouer    Co         83/12X31          MURLEY,  T   E 
Region    1,     Office    of    Director          llpp         2260B   083         H4X 
FlchB   90-309,83/12/31,3403130047 

B403B90236    "Annual    Personnel    Exposure   Rept  CYB3   "    W/B40320   Itr 

WHITTIER.G  D        Maine    Yankee   Atomic   Power   Co        83/12/31        HURLEY,  T  £ 
Region    1,    Office   of    Direr  tor        3[(p        22600  079        24X 
Fiche    90-309,83/12/31,3403290296 
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9403020065   Monthly    operatlnt    rept    for    Jan    19B4    W/a4020S    ttr 

Di«J£r!'nV/iCCMIBERld    T          M"lne    Va"kHlf    rttomlc    "»«"    C°          04/01/3! 

IIAIirFIELUi  fl    A         Management     Information    Dranch          3pp          22412   E97 
24X    Ficfm    30-309,04/01/31.  Bfl03Q2006!} 

8103300162    Monthly    operating     rept    Far    Feb     1981    W/B4030B    I tr 
niEMILLCn.3   A    ,     MCCLJMBER,  J    T         Maine    Yanlee    Atomic    Power    Co 
BAJ03/3f         5pp         32B21    OOa          34X    Fiche     30-3D9,  B4/O2/E9.  B403300162 

S      Rnpnrtablfr    occurrences,     LERs    6   related    correspondence 

B403130HD6    PNO-J-84-024    on    BlOSOt,  during    realn   rep  1  aceitient    operation, 
unplanned    release    of   •gaseous    radioactivity    occured    Several 
uorkers    slightly    contaminated    ui/nft-BH   No   activity    detected 
State    of    ME    Informed 

QlCEHOUaE.H    ,     SHANBflKY.M    ,     9Et,LAMY,  R         Region     I,     Office    Of     Director 
81/03/07          Lp         23613    337          24X   Flche    30-3O9,  B4/O3/07,  B4O3  130436 


B4O3140113   Foruarda    "Salem    Generating    Station   316<b>    Demonstration. " 
per   B3OA23  request    for    addl     Info   re   revieu   of   OL   application 
for    Hope    Creel 

MITTL.R    L        Public    Service    Electric    b  Gas    Co      of  Heia  Jersey 
B4/O3/03         BCHWENCER.A         Licensing    Branch    2          Ip          32629    124         24X 
Fiche    30-000,  B4/03/03.S4031401  13 

— S40314O117    " Salem  Generating    Station   316(b)    Demonstrot ion    " 

>      Public    Service    Electric    &   Gas   Co      of    Neui   Jersey        84/02/29 
647pp          22639    123         24*    Flche    SQ-000.  84/03/O9, B40314O1 13 

8403290231    Forwards    p  lant-ipee  1 1  ic    Info   on   reactor    protection    lyi    shu 
trip    mods, in   response    to    NHC    B30B10    Itr    d    Generic    Ltr    83-28 
Shunt    trip   mechanism  ui 1 1    be    Installed    during    refueling 
outage    W/14    oversiie    drawings   Aperture    cards    In  FDR 
LIDEN.E    A        Public    Service    Electric    tt  Oat    Co      of  Htui  Jersau, 
G4/O3/14        VARQA,  8  A        Operating   Reactors    Branch    1         14pp 
2HBOO   300         24X    Flche    30-272.64/03/14,0403290201 


DOCKET    90-311     SALEM   NUCtEAf?    •GENERrtriNQ   STATION.     OMIT    2 
F      Security,    medical,     nmurgenc  Y    &    fira   protection    plan* 

B1031<?0133    Responds    to   831204    t.    S3071S    1  trs    re    gmeroency     operations 
facility     (EOF)    fiequest    to    establish    primary    EOF    7   Smiles 
from    facility   U/Q    providing    backup    EOF    acceptable 

EIBEHHUT,  1>0        Division    of    Licensing         B4/03/O5        LIDHM, E    A       Public 
Service    E 1  o-c  tr  i  c    !.   Oas    Co      of    Neu   Jerssy         lp         226H1    333         24X 
Flche    SO-272,  £34/03/03.  B403  !  90133 

8403220006   Forwards     IE     [nsp    fiepta    50-372/H4-Oi    b    50-31]/B4-Oi   on 
S40ZQ&-IO    Ho    vlolatlona    nbterveil 
MrtRTlNi T   T        Division    oP    Engineering    6    Technical    Programs         34/03/08 

UDEHITZ.n    A         Public    Set-vice    Electric    &    Gas    Co       of   New   Jersey         2pp 

3271o    174         34X   Tlche    50-272.  B4/O3/OB,  ai032200O(i, 

—  8403220010    IE    Insp    Hopts     50-372/B4-06    t.    SO-31 1  /E4-Oi   on    B40306-1O   No 
violations    noted    Maj-or    area*    Inapecleil    securitij 
organiiat  I  on.  SD<:url  ty    program  and  i  t,  test  i  nj    &    matnt,  phys  leal 
barri  era,  lecurl  tij    ays    p  oua  r    aupplij    Ei    assessment    aid-s 
MADDEN, W    J         Region     1.     Office    of    Director          B4/03/DA         4pp 
22716    174         34X    Flche    50-272,  04/03/00,  B1Q3220Q!}-i. 


B4033000Q9   Request!    Bit  ens  ion    to   Jul    1<?B4   for    completion    of    post-maint 
operabllity    tsBtlng    of    safety-related    equipment   bated    on 
revised    interpretation   of    aeopn    identified    through 
discussion   ui/Region    I    personnel 

LIDEN,E   A        Public    Service    Electric   &  Ofls    Co      of   Neu  Jersey 
Q4/O3/23        VARQA.S  A        Operating   Reactor*    Branch    I        3pp         22B22  O73 
24X   FichB    30-272,  94/03/23,  B4033000B9 

Q      Inspection    reports,     IE   Bulletins    t>   correspondence 

84011<?0072    IE    Inpo  Notice   S4-13.     "Potential    Deficiency    in    Motor 
Operated    Valve    Control    Circuits  b   Annunciation    "    Svc    list 
end 

JORDAN,  E   L        Division   of    Emergency   Preparedness   &   Engineering 
Response     (Post    B3O103)          B4/02/2B  Consolidated    Edison    Co       of    Neu 

York,     Jnc         115pp        22909   239        24X  PI  ehe-  50-000,  B4/02/2B.  B401 190072 

S4030900SO   Submits    supplemental    response    to    IE   Bulletin    B3-06  re 
nonconf arming   matli    supplied    by   Tube-Line    Corp    Remaining 
four   suppliers    confirmed    that    no    subj   matls    supplied    to   Hope 
Creek    Colt    Industries    Info    under    revieu 

MARTIN.  T   J        Public    Service    Electric   b   Oat   Co      of   Neu   Jerixj 
84/03/28         MURLEY,  T    E         Region    1.     Office    of    Director         2pp 
22575   297         H4X   Fiche    50-000,34/02/28.8403090000 


EMO3E90243   Notification    of    B4O11S  uorlcshap    In    King    of  Prussia, PA    ta 
dlscusi    Lniions    learnod    from    recent    App    R    fira    pro-tection 
safe    sliutdoun    Insp    t,    topics    described    in    IE    Info    Notice 
B1-09   rtsendJi    for   uarlisliop    end 

HUHLEV. T   E         Region     L.     QtPicr    of    Director          84/O3/O9         O'TDDLE.J   D 
Consolidated    Edlaon    Co      oP    Neiu  Vork,     Inc         HENYQN, B  D        Pennsylvania 
Pouor   &    Light    CD        HMPU30N,  fl    J        Public    Service    Co      of    Heu 
HampBhlro         -GSap          22672    DAB         24X    Fiche    50-000. 64/03/09i  0403190243 

P      Oparating    license    itafl*    dacumants    tt   cnrr-aspanilBnc  e 

13103090049   Bubmits    dctalli    of    vendor    manual    revieu    program    in   reiponse 
to    830906   order   mqdifijing    li-cennea    Commitment    to    incorporate 
all    vendor   manuals    for    *fl P ety-rela ted    equipment    Into 
documpnt    control    sys   completed 

LIDEN.E    A        Public    Service    Electric    ><   &as    CD      of   Neu  Jerseij 
84/03/33        KISTER.H    H         Division    of   Proje-et    A    Resident   Program* 
3pl>         2237S   343         S4X    Flche    30-272.31/02/22,8403090049 


S40315006B    Forwards     IE    ln»p    Repts    5O-272/84-02   t.    90-311/B4-02   on 
B4O116-19  No   violations    observed 
MARTIN,  T   T        Division   of    Engineering   b   Technical    Programs        B4/02/26 

UNCERITZ.R   A        Public    Service   Electric    S.   Gas   Co      of   Neu  J«r»«u 
2pp         22«43    177         24XFicfio    30-272,  B4/O2/2S,  B4O31S006B 


—  S403150O78    IE    Insp    Repti     50-272/81-02   Sr    30-311/B4-02   oti    B40116-19   No 
violations    observed  Major    areas    inspected   nonradialog  lc>  1 
chemical    measurements,  OC    program   of   analytical    measurements 
t<   (iratfldures    &    training 

ZIQULSKY.H   .     KITTANiJ   J    ,     PABCIAK.W   J         Region    1,     Offlee    of 
Director        B4/02/S7        3pp         22643    179        24X  Fiche    50-272,84/02/28, 
8403130060 

B4oa070007    IE    Info  Notice   Q4-14,     "Highlights    of   Recent   Transport 
Regulatory  Revs   by    DOT  &   NRC    "    Svc     list   oncl 

GRACE,  J   N        Division   of   QA.     Safeguards    &    Inspection  Programs    (Post 
B30103)         B1/03/02  Consul  Idatad   Edison   Co      of    Neu   York,     Inc 

130pp          22532   329         SAX    Fiche    3O-OOO,  B4/03/02,  B4030900O7 


B403030I19   Forward 3    supp lementa  I    response    to   Generic    Ltr    S3-2B. 
"Required    Actions    Da&ed    on    Ocnarlc    Implications    of    Salem 
ATMS  Events    " 

DARNEBiP    L         Conmionu»4lth    Edison    Co         S4/OH/S9         OENTON.M    R         Office 
of    Nuclear   Reactor    Regulation,     Director         26pp         S24BB   O34.       24X 
Fitho    30-000,91/02/39,6403050119 


S4O20900OB    IE    Info    Notice    B4-L6,     "Failure    of    Automatic    Sprinkler    Bys 
Valves    to  Dpsrata    "    Svc    list    enc 1 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &   Engineering 
Response    (Post    830103)         Q4/03/02  Coniol idated    Edison    Co      of   Neu 

York,     Inc         123pp        22353   098        24-X    Flche    30-000, 84/03/OZ.  B40209000B 


B403130D17  Deiveats    eitensloit    tor   updating    Inadequate   core    cooling 
Instrumentation   ft  reactor    vessel    IcvaE     instrumentation    sys 
status    repts    per   TMI    Item    II    F   2  &    providing    West inofiouiff 
proprietarq    info   until    G4Q40S 

LIDEN.E   A        Public    SorvicB   Electric    J.  Qas    Co      of   Neu  Jertoy 
34/03/03        VAROA, S   A        Operatlna    Reactor*    Branch    J         Ip.       22614'  Sit 
H4X  Fiche    30-272i  Bfl/03/02, B103130017 

Q10313O1D3  ReiuestB   4 -month    extension   until    June    19B4   for    submittal    of 
tettinical    rept    on   reactor    veiiel    aurveilLance    Capsule   T 
LIDEN.E   A        Public    Service    Electric    tc  Qa-s    Co      oP   Neu  Jerse-y 
B4/03/02        VAROAi B   A        Operating   Reactors    Branch    I.       Spp         22600  S3? 
24X    Flche    30-311.  64/03/02, B40313010B 

B403Z60030  Requests    i dcnti f 1 ca tl an    of    any    potential    problems    or    items 
ra    completion    af   MURCQ-0737    items    by    S«pt    19H4    Response 
requested   ulthln  30    day*    of    Itr    receipt 

VAROA, B  A  Operating  Reactor*  Branch  1  B4/O3/O2  UDERITZ.R  A 
Public  bervlce  Electric  L  Bas  Co  of  Nau  Jersey  3pp  22763  SF>1 
B4X  Flehe  30-372.  64/03/02,  S403260030 


9402070009    IE    Info  Notice   B4-1S,     "Reporting    of  Radiological    Release*    " 
Svc    list    enc  1 

JORDAN.  E  L        Division   of    Emergency    Preparedness   &   Engineering 
Response    (Post    B301O3)         84/03/02  Consolidated    Edison    Co      of   NebJ 

YorSr.     Inc          119pp          22333   217         24X    Flche     30-OOO,  B4/O3/02,  B402090009 

84O323Q105   Forwards    IE    Insp    Rept*    5O-272/B4-04  i,    SO-31I/B4-04    on 
B4QU1-0506   No   violations    observed 

8TARD9TECKI.  R        Division    of    Project   fc  Resident    Proor*m»         B4/03/06 
UDERITZ.R  A        Public    Service   Electric   b  Gas   Co      of   Neu   Jirny        Zpp 
22713,299        24X   Fiche   50-272,84/03/06,0403220103 

--8403330113    IE    Insp    RaptS    30-372/B4-O4   fc    SO)-3U/B4-04    on    840111-0206   No 
violations    identified    Major   areas    Inspected    status   of 
previous    Insp    Items,  revletu   of   periodic    it   special    repts. 
LER   revleur  t<  operational    safety    verification 
LINVILLE,  JC    ,    SUMMERS.  R   J        Region    1.    Dffico    of   Director 
NORRHOLM.L   J        Division    of   Project  b   Resident   Programs.       84/02/27 
17pp         22715,287        24X    Flche    30-272,34/03/06,8403220103 


DOCKETED  ITEMS 


8402090024    IE    Info   Notice    B4-O9, Rev    1.     "Lessons    Learned   From    Insps    of 
Fir*   Protection   Safe    Shutdown   Sys    "    Svc    Hit    encl 
JORDAN.  E  L        Division    of    Emergency    Preparedness    t-   Engineering 
Response    (Post   B301O3)         84/03/07  Consolidated    Edison   Co      of   Neu 

York,     Inc          IlBpp          22633    049         24X    Fiche    30-000.84/03/07,640209002-1 


"Str 


racking    in   PHD 


6103090023    IE    Info   Notice    B4-1B. 
Sys    "    Bvc     lilt    end 
JORDAN.  E   L        Division    of    Emergency    Preparedness   &  Engineering 
Response     (Post    B3Q103)          B4/03/07  Consul  Idated    Ellison    Co      of    NBU 

York>     Inc,         118pp          23394    186         24X    Fie  lie    90-000.84/03/07.8403090028 

8403220006   Forwards    IE    Insp    Repts    30-272/84-06   &   SO-311/B4-06   on 
840206-10  No    violations    observed 
MARTIN.  T   T        Division   of    Engineering    d  Technical    Programs        B4/03/QB 

UDERITZiR   A        Public    Service   Eloctric    h  Oas    Co      of   Neu  Jersey        2pp 

B2716    174        24X   Plena    30-272,04/03/08.8403320006 

— B403220010    IE    Insp    Hepts    SQ-27B/B4-06   &    SQ-311/S4-D6   on    840206-10   No 
violation*    noted    Major    areas    Inspected    security 
organliationi security    program  audit. testing    d  malnt,  physical 
barr i era,  seeuri ty    sys    power    supply   &   assessment    aids 
MADDEN,  W  J   ,     BAILEY.fi    J   .     JOYNER,  J  H        Region    1,    Office    of 
Director        84/03/06        4pp         22716    176        24X   Fiche    30-372,84/03/08, 
8403220006 

B40S090031    IE   Bulletin    B4-02.     "Failures    of    OE   Type   HFA  Relays    In   Use    in 
Class    IE   Safety   By  a    "   Svc    list    encl 

DEYOUNO.R   C        Director's    Office,    Office    of    Inspection   ane 
Enforcement        B4/03/1S  Consolidated    Edison   Co      of  NBU   York.     Ine 

134pp          22823   094         24X    Flche- 3O-000, 84/03/ 12,  8402090031 

0403330036   Responds    to    IE   Bulletin   B3-O7.     "Apparently   Fraudulent 
Products    Bold    By   Ray    Miller.  Inc    "   Companies    supplying    matls 
or    svcs    to    facilities    listed    No   matl    purchased    From 
Ray   Miller, Inc 

LIDEN.E   A        Public    Service   Electric    b  Gas   Co      of   Neui  Jersey 
84/03/14        MURLEY.T  £        Region    1,    Office    of    Director        4pp 
22B63. 166         24X   Flche    BO-272, B4/03/14, 8403230034 

8403290206  Forward*    IE   Hgt    Meeting    Repts    SO-272/B4-1 1    i,   30-311/84-11    on 
B40201    Corrective   action*    taken    for    ALARA   program 
deficiencies   noted    in    IE    Insp    Rept«    30-272/83-22  & 
90-311/83-22  adequate 
MARTIN, T   T        Division    of    Engineering   &   Technical    Programs        B4/03/19 

UDERITZiR   A        Public    Service   Electric    &   Qas   Co      of  Neui   Jersey        2pp 

22803-288         24X    Fiehe' 30-273,84/03/13,8403290206 

— 9403290210    IE  Mgt    Meeting    Repts    50-272/B4-11    &   30-31 1/B4-1 1    on    8402D1 
Major    areas    discussed    planned    Improvements    In    program    to 
reduce    personnel    occupational    radiation    exposure    to  ALARA 
Corrective    action    acceptable 

NIMITZ.R   L   ,     SHANBAKY,M  M        Region    1.    Office    of   Director 
84/03/06        3pp        H2803   290        H4X    Fiche. 30-272. 84/03/1 S,  B403290206 

8402090043    IE    Info   Notice    B4-19,     "Two    Events    Involving   Unauthoriied 
Entries    into  PWR   Reactor    Cavities    "    Svc    list    encl 
JORDAN. E,  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Post   830103)         B4/03/21  Consolidated   Edison   Co,     of  New 

Yorki     Inc         123pp         22B23    229        24X   Fie  tie    50-000.64/03/81,8402090043 

B40S090044    IE    Info  Notice   B4-2O,     "Svc    Life    of    Relays    in   Safety-Related 
Syi   "   Bvc    list   encl , 

JORDAN, E   L        Division   of    Emergency    Preparedness    fc   Engineering 
Response    (Post   830103)         B4/03/21  Consolidated   Edison    Co      of  Neu 

York,     Inc         133pp         22933001        24X   Fiche    80-000, 84/03/21, B402090044 


— 8403300177   Supp-ls    B31 128    response    to   NRC    B310S6    Itr    re    violations 
noted    in    IE    Insp    Repts    30-272/83-27   tc    50-311/B3-30 
Corrective   actions    emergency    Instruction    action  fequiTement, 
re   reactor    coolant    pump    shaft,  revl  sad 

LIDEN.E  A        Public    Service    Electric   &    Qa-s    Co      of   Nsui  Jersey 
84/03/06        STAR09TECK1,  R        Division   oF   Project   d  Resident   Programs 
4pp         22S20    033         24X    Fiche    50-273.84/03/23,8403300171 

— 8403300183  Responds    to  NRC   331026    Itr   re    violations  noted    in    IE    Insp 
Repts    50-272/83-27   t,    30-311/83-30   Corrective    actions 
emergency    instruction   revised    to    increase    limits    for 
vibration   d   decision   made    to  remove  action   requirements 
LIDEN.E  A        Public    Service    Electric   &    Gas   Co      of  Neu  Jersey 
83/11/28        STAR09TECKI.  R        Division  of   Project   ti  Resident   Programi 
3pp         2E820    037         24X    Fiche    30-272.  84/03/23! B403300171 

8403300180   Ac k    receipt    of    B31026   &   840306     Itrs    informing    NRC    of    steps 
taken    to   correct   violations   noted    In    IE    Insp    Kept 
30-311/63-19 

8TAROSTECKI      Division   of   Project   &  Resident   Programs.       B4/03/23 
UDERITZ.R  A        Public   Service    Electric    b    Gas   Co      of  Neu  Jersey        Ip 
22819   331         24X    Fiche    30-31 1, 84/03/23,  B4033001fiO 

— B4033001B6  Responds    to   NRC   830926    Itr  re    violations  noted    in    IE    Insp 
Rept    30-311/B3-1S  Corrective  actions    shift   supervisor 
counseled    re    actions  Malnt    supervisors    re insturuc ted    an 
keeping   operating    shift    informed    of   plant    status 
LIDEN.E  A        Public    Service   Electric   d   Gas   Co      of  New  Jersey 
84/03/06         MURLEY.T   E         Region    1,     Office    of    Director         3pp 
22819    332         24X    Fiche    30-31 1,84/03/23,  81O33001BO 

— B40330O190  Responds    to   NRC   830926    Itr  re    violations  noted    In    IE    Insp 
Rept    30-311/83-18  Corrective  actions    shift   supervisor 
counseled    re    actions   Malnt    supervisors    re  Insturuc ted    an 
keeping   operating    shift    Informed    of   plant    status 
UDERITZ.R   A        Public    Service  Electric    fc   Gas   Co      of   Neu  Jersey 
B3/10/26        MUHLEY.T   E         Region    1,     Office    of    Director         3pp 
22B19    335         24X    Fiche    30-311,84/03/23,8403300180 


R      Periodic    operating    reports    t  related    carr espondence 


8403070305  Personnel    exposure    rept    for    1983   U/ 8402 23   Itr 

MIDURA.H  J       Public    Service   Electric   b  Qas    Co      of  Mem  Jersey 
83/12/31        MURLEY.T  E        Region   1,    Office    of   Director        7pp 
22546   333         24X    Flche    50-272,83/12/31,8403070303 


8403070260  Forwards    "Salem  Nuclear  Generating    Station  Semiannual 
Radioactive   Effluent   Release   Repti Jul-Dec    1980.  "    interim 
rept   Effluent   data    for  Fourth   Quarter    19B3    incomplete 
Revised    rept   expected    by    840413 

LIDEN.E  A        Public    Service   Electric    t<  Gas    CD      of  Neui  Jersey 
84/03/29         MURLEY.T         Region    1.    Office    of    Director         2pp          22346   232 
H4X   Ftche    30-272,84/02/29,8403070260 

— 8403070261    "Salnm  Nuclear    Generating   Station   Semiannual    Radioactive 
Effluent   Release   Rept.  Jul-Dec    1903.  "    Interim  rept 
*      Public    Service   Electric    &  Qas   Co      of    Neu  Jersey        RERR-1S1 
B3/12/31         4Bpp         22346    234         24X   Flche    30-272. 84/O2/B9.  B4O3070560 

8403220142  Monthly    operating    rept    for   Feb    I<?B4   U/B4031O   Itr 

MILLER, L  K   ,    ZUPKO,  J  M        Public   Service   Electric    (.  GAS    Co      of  NBU 
Jersey         84/02/29         9pp         22714   309         24X   Flche    30-31 1,  B4/02/29, 
8403220142 


B      Reportable    occurrences,    LERs    d  related    correspondence 


B403H90133   Forwards    IE   Mgt    Meeting    Repts    3O-272/B4-12  &   30-311/84-12   on 
B4O306   to    dltcust    utll    action    plan    for    improving    nuclear 
dipt  operations. 

BTAROHTECKI.H        Division    of    Project   &  Resident   Programs        84/03/22. 
UDERITZ,R        Public    Service   Electric    &  Oas    Co      of   Neu  Jersey        2pp 
23807, 107        24X  Ftche. 30-278, 84/O3/23,  B40329O139. 

— 8403290139    IE  Mat   Meeting    Repts    3O-272/B4-13   &    30-311/84-12   on    B40306 
Artai    dfvcuised' overview   of    status    of   action   plan    to    Improve 
nuclear    dept    operations. 

L.INVILLE,  J  C.  ,    NORRHOLM,  L,  j        Region    1,     Office    of   Director, 
84/03/12        70pp         B2807-109.       24X   Fiche    SO-272,  B4/03/22,  8403290135, 

8403300171   Ack   receipt   of  831128  t.  840306   Itri    Informing   NRC   of   steps 
taken    to    correct   violations    noted    in    IE    Insp    Repts 
30-272/B3-B7   b   30-3I1/B3-30 

HTAROBTECKI,R.  Division  of  Project  h  Resident  Programs  84/03/23 
UDERITZ.R. A,  Public  Service  Electric  ti  Oas  Co  of  NBU  Jersey  Ip 
32020:032,  24X  Flche  30-272,84/03/23,8403300171 


B211120236  Dtscuss.es    820307   b   0718   events    re    loss    of   vital    bus    2A 
Design    change   request    issued    to    install    noise    suppression 
circuitry    in    safeguard    equipment    control     sys    during   Jan 
1983  refueling    outage 

CHIRAMAL.M        Director's   Office        82/11/0-7        SEYFRIT.IS  V        Reactor 
Operations   Analysis    Branch         3pp        22773*247        24X 
Flche'  30-31 1.  B2/1 1/09,  821 1 120236 

8309260313  Foruards    "Uoad    Reduction   Transient    et  Salem  Nuclear   Power 
Plant, Unit   2   on   820114."    engineering    evaluation   Event  uas 
significant    operating    experience   which    should    be    included    in 
forthcoming    Issue   of  Pouier   Reactor   Events 
TREHAN.N  K.      Reactor  Operations  Analyst*   Branch       83/09/08 
SEYFRIT.K  V        Reactor  Operations   Analysis   Branch         Ip         22743,00.1 
24X   Ftche   30-31 1, 83/09/08, B30926031S 

— 8309260310   "Load    Reduction   Transient   at    Salem  Nuclear  Power  Plant, 
Unit    2   on   820114,"    engineering    evaluation, 

TREHAN.N  K        Reactor   Operations    Analysis    Branch        33/09/30        23pp 
22743   002        24X   Fiche    50-311,  S3/09/OB,  B309260&1S 


DOCKETED  ITEMS 


1O33303B4   LER    B4-OO2-QO    on    B402C9,  RHR    common    auction    valve    aflHl 
Inadvertently    sJiuti  re  sul  1 1  ng     In    loss    of    RHfi     flow    through 
RCS   Caused    by    bezel    covers    not  removed    to  re-fleet   release    of 
breaker    tags    W/B'luSO'?    1  tr 

HUPP,  J  L  ,  ZUPKO.J  M  Public  Service  Electric  &  Gas  Co  of  New 
Jersey  B4/03/O7  3pp  22604  337  24X  Fiche  30-311,84/03/09, 
B4Q313O3B4 


3403060367    Informs    that    matls    on    order    to    support    19B4    refueling    outage 
to    perform   alternative    shutdown  panel    mod    Generic    Ltr    64-09 
factored    intn    reevaluation    efforts    re    App    R    compliance 
RODRIGUEZ, R    J         Sacramento    Municipal    Utility    District          84/02/39 
STOLZ,  J    F         Operating    Reactors    Branch    4         2pp          22511    353         24X 
Tiche    50~3l2,B4/02/'39184030(i03B7 


103220039   LER    84-Q03-OO    on    B4OS15.  pressurl ler    overpressure    protection 
su.9    actuated    due     tn     induced    pressure    transient    Caused    by 
starting    reactor    coolant    pump    Operating    Procedure   QPI1-1    3  4 
amended    W/S4O315    Itr 

RUPP.J  L  .  IUPKO, J  M  Public  Service  Electric  &  Gas  Co  Of  Hem 
Jersey  S4/O3/1S  4pp  22713  140  24X  Flche  30-31 1.  B4/O3/I 3, 
3403220039 


IO322013I    LER    84-O04-QO    on    B40214,  d  I  ese  1    generator   23    Failed    to. 
start    Caused    by     fuel    nil     supply    valves    being     shut    on   340215 
due    to    fuel    oil    leak    developing    on    one    cylinder   Procedures 
revised    W/B4O313    Itr 

flUPP.,1  L  ,  ZUPKO.J  M  Public  Service  Electric  !.  Gas  Co  at  ttetu 
Jersey  B4/O3/15  4pp  22714  331  24X  Fithe  30-31  1. 84/03/1 S, 
3403220131 


•J      Insurance   t    indomnity    Information 


B403060141    Forward*    Endorsements    66    !<   67    to    NELIA   Policy     NF-213, 
Endorsement    4    to    NELIA   Policy    N-4*?,  End  orsement  s    54   i.    37    to 
MAELU   Polity    MF-75   t,   Endorsement    4    to    MAELU   Policy    M-49 
LATHAM.  W   K         Sacramento    Municipal    Utility    District         84/02/28 
SrtLTZMAN, J   H         NRC    -   No    Detailed    Affiliation    Given         7pp          22306   336 
34X   Fie  he    30-312,  04/02/2B,  3403060141 

O40326O134   Forwards    Endorsements    SB    &   69    to    MAELU   Policy    MF-75   t.    NELIA 
Policy    NF-31E,  respectively 

HATTIMOE.J  J        Sacramento    Municipal    Utility    District        B4/03/OB 
SALTZMAN.J  B        NRC   -   No    Det-aUsd    Affiliation  Diver.        3p  p         B27SB    133 
24X   Fiche    50-312,  B4/03/OS,  B403S60134 


.O337009"?  LER    B4-OO5-QO   on    B4O332,  generator    output    breaker    tripped 
on    over  current   Caused    bij    overcurrent    relay    not    fully 
resetting    following    reactor    coolant    pump    start    Surveillance 
test   run    satisfactorily    performed   W/B40333    Itr 

RUPP.J  L  ,  ZUPKd.O  M  Public  Service  Electric  &  Gas  Co  of  New 
Jersey  B4/03/33  9pp  2E766  33 1  34X  Flche  30-311,0^/03/23, 
B403270097 


P      Qperating    license    stage    document!)    &  correspondence 


B1O301O119  F01A  request    for    studies    performed    by    UBGS 
of   Mine  a   lr  Gcnlojjij    re    facility    seismic    design 
CALsaYAS,C   D        Affiliation  Not   Assigned        03/11/14 
Detailed   Affiliation   Given        4pp         35414  349,       24X 
Fichu    30-312,83/11/14,  040301011"? 


State   of    CA   Div 
NRC    -  No 


Cnngr*s.sional /Executive   Correspondents 


Responds    to    B40131    req.uait    for    explanation    of    recent 
facility    annual    revieuJ  Personnel '  mg  t    t    nrgant  latiati 
attitudes    affected    1  oiu  rating    If    perFormanca   unacceptata  le> 
immediate    enforcement    action   Dili    be    taken 

D1RCKS.U  J        Office    of    the    Eiecutlve    Director    for   Dp*rations 
04/03/0,6         ROTH,  W   V         Serata          2pp          22i49    S65         24X 
Fiche    30-272.84/03/06,3403150336 


B40313O341   Requests    explanation    of    implications    of   rating    of 
unsatisfactory    in   area    of    plant   operations 

ROTH.IJ    V         Senate          B4/OI/31          PflLLADIND,  N   J         Commissioners 
2264?    26B         24X    FlchB    &O-273, B4/D3/Oi,  S4031SO336 


Operator    Eiarai nations 


3pp 


03060312   Responds    to    B40124    Itr    re    licensed    operator   requa 1 1 f icat 1  on 

program  Quicies    used    to    determine   weaknesses    b  neeiJ    for 

emphasis    an    sub js    Lltensed    operator    training    program 

Training    Procedure   TP-3O5   revised 

-IDEM.  E   A        Public    Service    Electric    &  ttas    Co      of   rieu  Jersey 

B4/02/2B        VAROA,  S  A        Assistant    Director    for    Operating   Reactors 

app         2B515    333         24X    Fiche    30-272,64/02/28,3403060312 


B103010123  Responds    to  F01A    request    far    studies    performed    by    USGB 
!.   State    of  CA  Div    of  Mines   &   Osolony    re    facility    seismic 
design    Foriuards  App    A  documents    Info   also    available    in    FOR 
FELTON,  J  M        Division   of    Rules    and   Records        03/13/20        CALBOYA9,  C   D 

Affiliation   Not   Asslonad          3pp         22444    349         24X 
Fiche    S0-3ia1a3/ia/20,  B403010123 

— 79061405^3  Summary    of    telcon    to   provide    response    to   79O413    Itr 
requesting    Info    re    seismic    analysis 

QrtHNER.D        Operating   Reactora   Branch    4    (Pre    7906S5)         77/04/H5 
REID.fi   H        Operating    Reactors   Granch    4    (Pre    790i25)          Ip 
32444    332         24X    Flche    50-312,  S3/I3/2O, B40301O1H3 

— 79061403413  Discusses    revleiu    of    plant   earthquake    design    criteria   & 
requests    info  re    seismic    analysis 

DAVIS.O  T        California,     State   of        79/04/13        DENTPN>  H  R        Office 
of  Nuclear  Reactor   Regulation.     Uirsctor         2pp        22444    333        24X 
Flche     50-312,  C3/ 12/30,  G40301O123 

—  7910260122  Summariles   vieui   of    recent    fault    datn.NRC   requirements    t,   fact 
that    FSAf)    considered    only    three    faults    active   Recommendi 
that    new    info    on    fault    sus    be   assessed 
MINOOUEiR    H        Office   of    Standards    Development,    Director         79/10/01 

IJENTONiH  R        Office    of   Nuclear    Reactor    Regulation,     Director        4pp 

32444    35Q         24X    FUhe    50-313,63/12/30,8403010123 


CKET    30-313   RANCHD   SECO   NUCLEAR   OENERAT1NO   STATION 
Security,    medical,     emergency   &   fire    protection   plans 

32230176  Forwards    revised    State   of   CA  nuclear    pomer   plant    emergency 
-esp  onae    p  Ian 

1EDFDRD.  M   D        Southern   California    Edison    Co         Q4/OH/16 
E1SEWHUT.D   G        Division    of   Licenalnj        3B3pp        22353001         34X 
Tiche    30-000, 


3403020117   Revises    State    of    CA  nuclear   power    plant    emergency   r-en>on*o 
p  l£n 

»      Catifornia,    State   of         B3/04/3O        2901pp        S2353   003        24X 
Fiche    50-000,  B4/03/lij  H4Q3230176 

)3120339  Foruards    ordsr    confirmlna    util    commitments   to    Implement 
>ost-TMI-rBlated    items    set    forth    in   SuppI    1    to   MUftEO-0737, 
'Requirements    for   Emergency    RespansD    Capability    "    Drdtr 
iasod    on   util    821217  response    to    Generic    Ltr   32-33 
TQLZ.J  F        Operating    Reactors    Draneh    4        B4/02/21        RODRIGUEZ.  R    J 
Sacramento   Municipal    Utility    District        3pp         22frl5320        24X 
•i  che.  50-312,  84/02/31,0403120339 

<  403120348  Order   conflrnUng    licvniee    commitments    on  emeraencu   resDonse 
capability.  per   Suppl     1     to    NUREG-Q737 

EISENKUT.  D   e        Division    of   Licensing        84/02/31  Sacramento 

Municipal    Utility    District         £pp         22613   323         24X 
Ficfte    50-312,  34/02/21,  8403130339 


— 791113O3I7  Formard*    RD   Minojuo    791001    memo    to   MR   Denton    t    evaluation   of 
relevancy    to    proceedings    before    A5LD 
EIBENHUT.D  0        Division    of    Operating    Reactors         79/1O/19        SCOTT. S 

Distributian   Services    D ranch         3pp        23444   355        24X 
Fiche     30-313,  63/12/30,9403010133 

— 7911120366  Foruariis    soismicity    rep  t    re    Sacramento    County. CR   b   portions 
of   6BOBli   CA  application   (<   73060B    safety    evaluation 
TISDN,  J  C        Commerce.     Dept      of,          6B/07/03        PRICE,  H    L        Atomic 
Energy    Commission.    Directorate    of   Regulatory    Operation*         Ip 
22443    005        24X   Fiche    50-313, 83/ 12/2O, B403010123 

— 7911120370  Requests    addl    info    to    complete    review   of    initial    sit* 
examination    info    data    form 

DEVQUNS'ft    C        Atomic    Energy    Commission,     Directorate    af   Licensing 
71/13/13        DAVIS. C  K        Sacramento   Municipal    Utility    District        2pp 
33445    03B         24X    Fiche    50-312,  B3/12/30,  8403010123 

--7911130413  Responds   to  760113   Itr   re  DL  Kelleker  731217   canearn  about 
nuclear   plant    in    Orvl 1 1 e,  CA   vicinity    No    plant    planned    for 
area    Dlgcusse*   DDE   re    plant    design 

DIHCKB, H  J        NRC    -  No   Detailed    Affiliation   Given        76/02/06 
C(irtNBTON,rt        Senate        3pp         22443  041         34X   Fich*   30-312,  B3/ 12/20, 
0403010.133 

--B001390311   Forwards    response    to   791001    memo    re    geologic    fc    seismic 
reassessment    at    facility   No    immediate    haiarfl    at    site 
Licensee   should    undertake    program    to    assemble    tt    asseas    n*u 
Info    re    gonlogij    &    seismology    of    site    region 
JACKSCN.R   E        Conscience*    Branch         79-/1H/31         OAMMILL,  H   P 
Assistant   Director    for    Standard    4  Advanced   Reactor*         7pp 
22449    050        24X   Fiche    30-312,63/13/20,0403010133 
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— SOQ9230342  Recommends   meeting    u/utll    to    review   pi-ogress    oF    seismic 
assessment    study 

JACKSON, R    E         Geosclences    Branch          BO/Q9/12         REID,  R    W         Operating 
Reactors    Branch    4          lp          22445    057         24X    Ficne    50-313.  B3/12/20. 
8403010133 

— 0009390343   Discusses    util     response     to   NRC    request    for    seismic 
reassessment   Sevan    listed    areas    of    Info    should    be   directed 
to    util    to    avoid    delay    in    reviewing    rept 

ALTERMAN,  I    B         Oeoaclences    Branth         80/O9/I2         JACKSON,  R    E 
Oeoaclences    Branch         3pp          22445   O3B         24X    Fiche    SO-312,  03/12/20, 
8403010123 

— B40301Q1SO  Forwards    evaluation   of   Unit    2   initial    site    eiam    info   data 
revleui  Site    safety    members    participating    In    review    listed 
DEN TON,  H  R        Atomic    Energy    Commission,    Directorate   of    Licensing 
74/10/10        DEYOUNG.R   C         Atomic    Energy    Commission,    Directorate    of 
Licensing          4pp          22443    046         S4X    Fiqhe    3O-31S,  B3/I2/2O,  B40301O123 

8403010117   Partial    response    to    FOIA   request    for    documents    by    named 
individuals    re    repts, analyses, studies, procedures    &    sys    for 
measurement    of   RCS    leakage   App   B    documents    placed    in   PDR 
App    A   documents    already    available    In  PDR   Search    continuing 
FELTON,  J  (1        Division   of    Rules   and   Records        B4/OI/S5        MADDEN.  T  J 
Kaye,     Scholer,     Fierman,    Hays    fc  Handler        7pp         22480  024        24X 
FIchB    30-000,  84/01/29,84030101 17 

— B3111304BI    Forwards    results    of  review  of   RCS    leak    rate    test    procedures 
It  calcula tional    methods    used    in    197S   at    two   randomly 
selected   BWR    plants' per    830920    request    Deficiencies 
discovered    during    trial    use    period    corrected 
DEYOUNO.fi  C        Director's   Office.     Office    of    Inspection    and 
Enforcement        B3/11/07        DIRCKS,  W   J        Office    of    the   Executive 
Director    for    Operations          22pp          224B2   020         SIX 
FUhe    30-000,84/01/25,8403010117 

— 8403010333  Discusses   RCB    leak    rate    calculati  ons.  per  820304    telcon  Mc.ds 

to   RC3LK7   computer    program    permit    leak    rate  calculations    for 

pressures    between    1.900    &   2,100   psig    w/temp  between   260   F  fr 
27O  F  Plant    data    encl 

MORRILL.P  J        Roglon    3,     Office    of   Director  02/03/05 

WOODRUFF, R   u        Reactor    Engineering    Branch  17pp        334B1    3i2        34X 
Fiche    30-000,81/01/23,8403010117 

B403030223   Further    response    to   FBIA   request    for    records    of    named 
Individuals,  including    rep ts,  analyses,  studies,  test 
calculations,  procedures   &    practices    for   measurement   of    RCS 
leakage    Forwards    App    C    documents    Search    continuing 

FELTON,  J  H        Division   of    Rules   and    Records        84/02/07        MADDEN,  T  J 
Kaye,    Scholar,     Fierman.    Hays    &  Handler        3pp         32496  234         24* 
Flche    30-000,84/02/07,8403050323 


B 4 Q3O2O:] 30    Responds    to    Generic    Ltr    B4-01    re    use    of    terms     important    to 
safety    &    safety-related    Accepts    opportunity    to    discuss 
subj    further   Participation    in    discussion  mill    bf    thVough 
steering    committee    of   Util    Safety    Classification   Croup 
RODRIGUEZ, R    J         Sacramento   Municipal    Utility    District         84/02/28 
TAYLOR, J  tl        Director's  Office.    Office   of    Inspection  and   Enforcement 
lp         32439   022         34X    Fiche    50-312,  B4/O3/28,  8403020350 

B403050007    Application    For    Proposed    Amend    !03    to    License    DPR-54, 
changing    quarterly    callfcr    requirements    for    area    monitors 
R-13023.  fl-15026   EC   R-15027 

LATHAM,W         Sacramento   Municipal    Utility    District          B4/Q2/2B 
EISENHUT,D   G         Division    nf   Licensing         4pp         22490    190         24X 
Fiche    3O-313.S4/O2/2B, 8403050007 


— 8403030008   Proposed    Tech    Spec    re    change    to    quarterly    callbr 
requirements    for    area    monitors    R-19023,  R-15026   li    R-15Q27 
»      Sacramento   Municipal    Utility    District         B4/O3/28          lp 
23490    194         24X    Fiche    SO-312, 84/OS/2B,  8403030007 


— B4030S001O   "Safety    Evaluation    to   Support  Changing    Quarterly    Calibr 
Requirement    for    Area    Monitors    R-15025,  R-1302i    &    R-15027    " 
*      TERA   Corp         B2/O1/36         3pp         32490    195         24X 
Fiche    50-312,  B4/02/2S.  B403050007 

8403120302  Requests    romittal    of   Class    III    fee    for    review   of   840123 
application    for   Tech    Spec    changes   re  NUREQ-0737 
requirements 
DIGQS.R    M        Licence    Fee    Management    Branch         84/03/01         RODRIGUEZ. R    J 

Sacramento  Municipal    Utility    District        lp        22596   360        24X 
Fiche    30-313,04/03/01,8403120303 

B4O313O125   Forwards    addl    info    re   Cycle  7   reload    rept.Vol    i .  p er  840213 
Itr   Structural    characteristics   of   racking   &   crushing 
failure   mndes    Illustrated 

RODRIGUEZ. R    J         Sacramento   Municipal    Utility    District         B4/O3/06 
STOLZ.J   F         Operating    Reactors    Branch    4         3pp          22601    334         24 X 
Fiche    30-313,84/03/06,8403130125 

B403200001    Forwards     fee    payment    to    cover    8-JO22B    proposed    Amend    103    to 
License   DPR-34 

COLOMBO. R    W         Sacramento    Municipal    Utility    District         B4/03/14 
MILLER,  U  0        License   Fee   Management   Branch         lp         226 OS  311        24X 
Fiche    SO-313.B4/03/14. 6403300001 

B40326O21S  Forwards    Class    III    fee    for   proposed   Amend    1OO    to   License 
DPR-34.  per   840123    Itr,  in    response    to  NRC   B403O1    request 
RODRIGUEZ, R  J        Sacramento   Municipal    Utility    District        64/03/21 
MILLER. U  0        License   Fee    Management    Branch         lp         23756    161        J24X 
Fiche    50-312,04/03/31,8403360315 


— 8403090330  Forwards    plant-specific    data    cards    for    facilities    re   reactor 
coolant    leakage    calculations, per   810902   request    Addl    data 
cards    for    remaining    plants    will    be    sent    shortly 

CREWS, J  L,       Division    of    Resident.    Reactor   Projects   &   Engineering 
Inspection        Bl/09/16        DAER. R   L        Division    of   Resident    &  Regional 
Reactor    Inspection        2pp         22496   26B        24X   Fiche    50-000.84/02/07, 
8403030233 

6403010494   Forward i    request    for    addl    info   re    Vol    1    to  Cycle    7   reload 
rept   Schedule    for    response    requested    within    14    days   of    Itr 
receipt 

STOLZ.J  F        Operating   Reactors    Branch    4        B4/O3/13        RODRIOUEZrR 
Sacramento   Municipal    Utility    District        3pp         22438306         24 X 
FichB- 30-31 2,04/02/13.840301 0494 

S4030103BB  Responds    to   Oenerlc    Ltr   83-41    re    fast    cold    starts    of   diesel 
generators    Diesel    generators    A  d   B    fast    started    13    times 
between   830B01    k  840319    for    surveillance    testing    Diesel 
vendor    recommends    idle    start    over    fast-start   &    load 
RODHIOUEZ-R   J        Sacramento    Municipal    Utility    District        84/02/21 
EISENHUT.O  0        Division    of   Licensing         lp        32434    047        24 X 
FIchB    30-312,  B4/02/21,a4030103BB 

B4O3010374   Forwards    Amend    33    to   License    DPR-34   &    safety    evaluation 
Am»nd    Implement*    requirements    of   App    I    to    10CFR50. 
establishes    neu    limiting    conditions    for    quarterly    &  annual 
release    rates    &   revise*    environ  monitoring    program 
MINER. B        Operating    Reactors    Branch    4        84/02/22        RODRIGUEZ, R   J 
Sacramento   Municipal    Utility    District        2pp        22449  Oil         24X 
Fiche    30-312,84/02/22.8403010374 

— 8403010377  Amend    33    to   License  DPR-34,  imp lementino,    requirement*   of 
App    I    to    10CFR30,  estab  11  thing    neui    limiting    conditions    for 
quarterly    b   annual    release    rates    b  revising    environ 
monitoring    program 

STOLZ.  J  F        Operating    Reactors    Branch    4        B4/02/2B        lOlpp 
32449    013        24X   Fiche    30-313,64/03/32,8403010374 

— 8403010379  Safety    evaluation    supporting    Amend    33    to  License   DPR-S4 
#      Office    of    Nuclear   Reactor   Regulation.     Director        B4/OB/22 
23pp         32449    114        34X    Fiche   30-312,84/02/23,8403010374 


Q      Inspection   reports,     IE  Bulletins   It   correspond enct 


B4030S0408  FOIA  request    for    repts   of    Insp    carried    out    under    Condition    £ 
of   Nuclear   Energy    Liability    policies    for    facilities 
CALBOYAS.C   D        Affiliation  Not  Assigned        84/02X07  Region   5, 

Office    of    Director         4pp         23567   341         24X    Fiche    3Q-OQO,  B4/Q2/07, 
8403080400 

B4030i0401    Forwards     IE    Insp    Rept    30-312/83-37    on    B31327-29    Insp 
performed    re   allegations    concerning    processing    electrical 
cab  le    pull    cards 
BISHOP,  T   W       Region    5,    Office    of   Director        B4/O2/17        RODRIGUEZ,  R   J 

Sacramento  Municipal    Utility    District        2pp        2H51B  276        34X 
Fiche    50-313,B4/02/17,8403060401 

—8403060406    IE    Insp    Rept   50-313/83-37  on   831227-29  Major    areas 
inspected   allegations    re   electrical    cable    pull    card 
inadequacies   Allegations    substantiated 

BURDOIN.J  F   ,    KIRSCH.D  F        Region   5,    Office    of    Director        B4/02/15 
Spp          22518   278         24X    Fiche    SO-312,  84/02/17,  B403Qi040I 

8403130498  Forwards    IF  Performance  Appraisal    Rept    50-313/83-35 
on    831107-18  !<  2B-1301    Requests   response   within   £0    days    re 
actions    taken    to    improve   mgt    controls    In  areas    of  OA   audits 
&    plant    operations 

PARTLOH.J  Q        Division   of   OA,    Safeguards   &    Inspection   Programs    (f'ost 
830103)         B4/02/17        RODRIGUEZ,  R        Sacramento  Muni  c  Ipal    Utility 
District        6pp        23634  333        24X   FichB    30-312,84/02/17,8403130490 

—  8403130499    IE  Performance    Appraisal    Rept   50-313/83-39   on   831107-18  t. 
28-1201    Major   areas    inspected    licensee   mgt    controls    over 
selected    licensed    activities 

HINCKLEY.D  Q  ,    WOESSNER,  J   D   ,    FOSTER.  L  E        Division,   of    QA, 
Safeguards  &    Inspection   Programs    (Post   B301O3)         B4/01/27        33pp 
22634   359        24X   Fiche    50-312,84/03/17.8403130496 


8403QBOOM    Forwards    IE    Insp    Rept   30-3)3/84-01    on    S40H6-30   It 
telcons    on   840131,0202  ti   20   No  noncomp  1  lance   noted 
WENSLAWSKI.F  A        Region   5,    Office    of   Director         04/02/31 
RODRIGUEZ,  R  J        Sacramento   Municipal    Utility    District         lp 
32559    246         24X   Fiche    50-312,84/02/21,8403080061 
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--B4O309007S    IE    Inap    Kept    SO-312/B4-O1     on    B4O116-20    t    26    S.    telco-ns    on 
340131.0202   t,    SO    No    none  ompl  lance    or     deviations    noted    Major 
areas    inspected    items    of    noncomjil  lance   &    raduaste    audit    of 
•  Rlid>  1  iq.uld   A   gaseous    radmasts    processing 

NORTH, H    3    ,     WENSLAHBKI,  F    A         Rtgicn    3,     Office    of    Director 
B4/02/21          lOpp          22559    ?47.        24X    Flche    SO-312.  B4/OB/21 ,  B4O30SOOi>l 

340303041"?   Responds    to  FOIA    request    for    repts    of    insp    carried    out   under 
Condition    2   to    Nuclear   Enerjy   Liability    policies    for 
facilities    NRC    docs    not    have    repts 
FEC.TON.  J    H         Division    of    Rules   and    Record*          84/03/22         CALEOYA6,  C    D 

Affiliation   Nut    Assigned.        lp         32567    343         24X 
Fichu    50-000,  B4/O2/22,  B4O308O419 


B 4 02090031     IE   Bulletin    B4-02.     "Failures    of    GE    Type    HFA   Relay*    in    USB    in 
CljjiB     IE    Safety    ays     "    Bvc     list    end 

DEYOUNO.R    C         Director'?    Office-     Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated   Edison  Co      of    Key   York,     tnc 

134»p         22333    094         24X    Ficde     50-000.84/03/12,0403090031 

B4O319O27S  Forwards    "Anticipated   Performance   Behavior    of   Auxiliary 
Feeduater   Pumps  Under   Extreme    Conditions    W/Main  Steam  Line 
Br-oak    U/Both   Nuclear    Steam   Generators   at    Atmospheric 
Pressure."    per  lesponse    to    IE    Bulletin   80-04 

RODRIGUEZ,  R   J         Sacramento    Municipal    Utility    District         94/03/19 
STOLZ.J  F        Operating   Reactors   Branch   4         lp        HB672  SB7        34X 
Flcho    30-312. B4/O3/19.S403J9OS7S 


1403O8O274    Forwards    IE    Insp    Rept    5O-312/B3-34.    on    331205-3101 10   &   noti 
of    violation 

DISHDP.T    U         Region    5.     Office    of    Director         34/03/23         RODRIGUEZ, R 
Sacramento   Municipal    Utility    District         2pp          22357    277          24K 
Fithe    30-312. 64/08/23,8403090274 


— 8403190363    "Anticipated    Performance    Behavior    of   Auxiliary    Feeduater 
pumps   Under   Eitremo   Conditions    W/Main   6 team  Line   Break   W/ 
Doth   Nuclear  Steam   Generators  at   Atmospheric   Pressure    " 
MAKAY.E        Energy    Research    &   Consultants   Corp        EHCQ-693        84/03/16 
H7pp         S2673   288         24X    Fiche    50-313. B4/03/19.  B403190373 


~a4O30B027i  Notice  of  violation  from  insp  on  S3l  S05-B40UO 
YOUNG,  T  Region  5,  Office  of  Director  54/03/23  2pp 
22537  279  24X  Flche  30-313,  B4/O2/23,  B403OB0274 

—  B4O3OBQ279    IE    Insp    Slept    50-312/03-36    on    B31  2O3-B4O1  10   None  omp  Liane  e  J 
noted    Failure    to    follow    temporary    change    procedure  Si    failure 
to   comply   iii/suPVsl  I  lane*    procedure    spec    for    operabilitij    of 
preBBurtier    level    Instrumenti 

CANTER,  H   L    .     PEREZ.  0   P    j     YOUNG,  T         Region    5j     Office    of    Director 
B4/02/22         13pp        23357    2B1         21X   Fiche    50-3  I  a,  B4/02/B3.  B4030B0274 

B401190072    IE.    Info  Notice    B4-13,     "Potential    Deficiency    in   Motor 
Operated    Valve    Control    Circuits    &   Annunc  i-a  t  ion    "    Svc    list 
encl 

JORDAN.  E   L        Division    of   Emergency    Preparednes  s    4  Engineering 
Response     (Post    B3OIO3)          B4/O2/28  Consolidated    Eifison    Co       of    Nau 


York,     Inc 


239O9    339         24X    Fiche    5O-OOQ.  Bfl/02/28,  B4O1  190072 


3402090007    IE   Info  Notice    B4-14.     "Highlights    of    Recent  Transport 
Regulatory    Revs    &u    DOT   6   KRC,  "    Svc     list    encl 

GRACE,  J  M        Oivillon    of   OA,     Safeguards    &    Inspection   Programs    (Post 
S30103)         B4/O3/OS  Cons-ol  IdJ  feed    Edison    Co      of   Ntui  Yort,     Inc 

130pp         233SS   329         34X   Fiche    50-000,34/03/02^8402090007 

)4030900Oa    IE    Info  Notice   B4-1S.     "Failure   nf    Automatic    Sprinkler  Sys 
Valvss    to   Operate    "   Bve    list    encl 

JORDAN,  E   L        Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post    B3DIO3)         B4/O3/O2  Consol  Ida  ted    Erf  is  on   Co      of   Neui 

York,      Inc          I2?ap          333S3    O9B         24X    Flche    SO-000,  B4/03/02,  B40S09000B 

3403090009    IE    Info-   Notice    8-1-15.     "Reporting     of    Radiological     Releases     " 
Svc    II  st    encl 

JDfiDAN,  E   L        Division    of   Emerg-ency    Preparetfne'ss    &   Engineering 
Response    (Post    330103)         B4/03/O2  Consolidated    Edison    Co      of   Neu 

Yorfcr     Int          H^pp         22553    217         24X    Fiche    50-000,  B4/03/O2,  8402090009 


3403090011    IE    Info  Notice   84-17>     "Problems   U/t-lquid   Nitrogen    Caming 
Components   Belou  Nil    Ductility   Temp    "    Sve    Its*    encl 
JDROANi  E   L        Division   of   Emeroencu   Preparedness    d   Engineering 
Response    (Post    830103)         84/03/05  Consolidated    Edison    Co      of  NEUI 

Yorx,     Inc          U7pp          23553,336         24X    Flehe     50-000.  84/O3/05,  B402090-OI  1 

3H02O90024    IE    Ififa    Notice   84-09,  Rev    1.     "Lesions    Learned    From    Insps    of 
Fire   Protection   Safe    Shutdown   3<J  e    "    Svc    lilt   end 
JOR&ftN,  E   L        Division    of    Emergency   Preparedness    b  Engineering 
Response    (Post    830103)         S4/03/O7  Consolidate!   £dl«on    Co      of  New 

York.     Inc          USpp         2263S    049         24X    Flche    50-000.  B4/O3/07,  8402090024 

M02O9002B    IE    Info   Notice    B4-1B,     "Stress    Corrosion   Cracking     in   PUR 
Sys    "    Bvc    list    encl 

JORDAN,  E   U        Division    of    Emergency    Preparedness    k  Engineering 
Response    (Post    B30IO3)         B4/O3/07  Consolidated   Etfison    Co      of  Ntu 

York,     Int         llBpp         2S5H4    I  B4        S4X  Flche    30-000,84/03/07.8402090023 

1403130343   Confirmi    B40323   mBeting    in   Walnut    Crsek.CA    to    di*cu«a    SALP 
rupt    for    Oct    !«PB2  -  Nov    19B3  Agenda    encl 

BIBHOP.T   M        Region    5,    Office   of    Director        84/03/09.       HATT1MDE,  J   J 
Sacramento   Municipal    Utility    District.       2pp         PSA  17   196         24X 
Fiche    50-312,  B4/03/09.B403130343 

--fl40313035K  Notification    of    sisnificant    llcensa*   meeting    on    S40323    in 
Uilnut  Creek.  CA  to   diicuss    SAkP    ropt    for   Oct    1*JB3  -   Nov 
1983 

*      Region   S,    Office    of    Director         B4/03/O9,  Reoion    3,     Office    of 

Director         ip.       22617    19B.       84X    FIch*    50-312,  B4/O3/09,  B4O3130343 


iv    19B3 
/OI/18 


34pp        22617' 


84O2090D43    IE    Info   Notice   84-19.     "Two    Events    Involving   Unauthorind 
Entries    into  PUR   Reactor   Cavities    "    Svc    list    and 
JORDAN, E   L        Division   of    Emergency   Preparedness   %  Engineering 
Response    {Post   B30103)         B4/O3/21  Consolidated   Edison   Co      of  Meui 

York,     Inc          I23up         22033    329         24X    Flche    80-000,  B4/03/21.  B402090043 

B10E090044    IE   Info   Notice    B4-30.     "Svc    Life    of    Relays    in  Safvty-Related 
a«js    "    Svc    list   encl 

JORDAN,  E   L        Division   of   Emergency   Preparedness    !t  Engineering 
Response    (Post  8301O3)         34/03/51  Consolidated    Edison    Co      of   Neu 

York,     Inc          133pp         22933    001         24X    Ftche    50-000,  B4/03/H1.  8403090044 

R      Periodic    operating    reports   fc    related    correspond enc e 

8403200043   Monthly    operating    rept    for    Fob     19B4   U/S403Q6    1 tr 

COLOMBO.  R    ,     RODRIGUEZ,  R    J         Sacramento    Municipal    Utility    District 
B4/02/29         7pp         22£e3    13B         34X    Fiche    50-3  12,  B4/02/29,  B403200043 


S      Repnrtatle   occurrences.    LERs    Si  related    correspondence 

84O301O4S1     Informs    Commission    of   problems   u/ emergency    diesel    generators 
mfg    by   Transamarica    Delaval.Inc 

DIRCKS. W  J       Office    of    the   Ejecutive  Director    for   Operations 
SECY-B3-034        84/01/23        4pp         3243B  347        24X   Fiche   50-OOO.  B4/01 /2S, 
B4030104B1 

3403230056   Part    21    rept   re   West inghouse  mechanically    Interlocked    full 
voltage   reversing    starters    not  maintaining    required    relative 
positions    Caused    by    assemblers    incorrectly    removing    backing 
plates 

RODRIGUEZ, It  J  Sacramento  Municipal  Utility  District  04/02/15, 
MARTIN.J  D  Reoion  5,  Office  of  Director  5pp  22736  345  B4X 
Fiche  aO-313,B4/02/15,B4032aOO36 

8403210033  Part    21    rept    re    failure    of    auxiliary    feeduater    pump    drlvi 
turbines,  Olmpel   NP5-4  TS.T    valve,  to    close    Encl    Itr    d  td    B  402  03 
sent    to    listed    utils    GE   notified    of    affected    units    in   BUR 
P  lantu 

THEROUX.R   R        Tarry    Corp         04/02/22        WOODRUFF, R   W        Director's 
Office,    Office    of    Inspection    .and    Enforcement        6pp        22706   327        24X 
Fiche    50-000.  B4/03/23,  B403210O32 

B4O3010207   Forwards    " I nvest ijat i on    of    Types    AF  h  A?  Piston  Shirts,"    per 
Tr  an  is  merle  a   Delavfll.Inc    Ouiners   Group    program   comrni  tment*, 
Rept    evaluates    cracks    In   AF   piston    Etlrt*    In  Bhorsham  & 
Brand    Gulf   Nuclear   Paiuer   Stations 

MUSELER,W  J        TDI    (Transamerl ca  Delaval.     Inc    )    Ouiners   Group 
B4/02/27        DENTQN.K  R        Office   of   Nuclear   Reactor   Regulation, 
Director        3pp        23434   090,       24X    Fiche    50-000,04/02/27.6403010307 

B40301O31B   Forwards    task    descriptions    for    16    knouin    problems    re 
Transamer lea   Delaval.Inc    emergency    diesel    generators 
MUBELER-W  J        TDI    (Transamer lea   Delaval,     Inc    )    Omnir«    Group 
B4/02/3B        DENTDfJ,  H   R        Office   of  Nuclear   Reactor   Regulation. 
Director        43pp        23433    177        24X  Flche    30-000.  B4/03/K8, B40301031B 

B4O3260233  Forwards    summary    list   of   deficiencies    Identified    per 
IOCFR90   3S(e),P«rt   21    ti   potential    generic    Itr    repts    for 
comments 
STAROSTECKJ.R        Division    of   Project    tt  Resident   Programs,       04/02/28 

Region    1,     Office    of    Director-       7pp        227S6-063        34X 
Fichu    30-000, 84/02/30, B403260233 

84O3OQQ433   LER  B4-O04-00   on   840134, power    supply    for   meteorological 
touer    instrumentation    f  el  led    Caiimed    by    temporary    overhead 
feeder   experiencing    severe    spikes   Si    twitching    transient* 
Power    supply   repaired    k/84-0301    Itr 

COLOMBO, R   H  ,     HATTIMDE,J   J        Sacr»mtnto  Municipal    Utility    District. 
84/03/03       HAFtTlM.J  D       Region  3.    Office   of   Director       3pp 
22511    341        34JC  Fiche    50-313,  S4/O3/O2,  8403060492 
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0103060467   ljcfl    04-006-OQ   on   840131.  plant   mg  t    notified    that    for    calendar 
training     yr     1983,23    operators    fc    16    security     personnel     did 
not    attend    quarterly    class    training    session    Caused    by 
schRdulino    problems    W/840301     Itr 

COLOMBO, R   w    ,    MATTIMOE,  J  J        Sacramento   Municipal    Utility    District 
34/03/03         MARTIN.J   D        Region   9,    Office    of    Dir-ector        3pp 
2230-7   OQl         34X  Fiche    50-312, B4/03/Q2. B403060fli7 


B403230117    PNO-V-B4-Q16    on    B40319.  hydrogen    eiplosion    occurred     in   main 
generator   Caused    by    circuit    breaker    trip    shutting    doun 
hydrogen    seal    oil    pump,  resul ting    in   hydrogen    leak    rtanual 
safety    injection    to    seal    oil    tan*    initiated 

NARBUT,P    ,     ECKHARDT.J         Region    3,     Office    of    Director         B4/Q3/20         Ip 
23730    333         24X   Fiche    50-312.  S4/O3/ZO.  B4O32301 17 


8403140048   Forwards    "Orand    Oulf   component   Tracking    sys,  »    "Shoreham 
Component    Tracking    Sijs"    &    "Transamertca   Delaval, Inc 
BiB«ol    Generators    Owners    Group   Program  Plan, "    to    resolve 
concerns    uj/ emergency    tiles  el    generators 

MUBELEfl.W    J         Long     Island    Lighting    Co         84/03/03         DENTON,  H   R 
Office     op    Nuclear    Reactor    Regulation,     Director         2pp         33636   062 
24X    Flche    30-000.94/03/02,8403140048 


0403270132   Forwards    "Emergency    Diesel    Generator    Air    Start    Valve 
CapscreiU    Dimension    t<   Stress    Analysis,"    prepared    by    SiW    for 
Transamerlca   Delaval, Inc     (TDD    Diesel    Generator   Owners 
Croup 

MUSELER.H   J         TDI     (Transamer  1  ca    Delaval,     Inc     }    0 tune  1-4    Group 
84/03/23         DENTON.H   R         Office   of    Nuclear   Reactor    Regulation. 
Director         2pp         S3774    OO1          24*   Fiche    30-000,04/03/23.9403270135 


—  B40314OO99    "TranBamerlea    Oelaval.Inc    Diesel    Generators    Owners   Group 
Program   plan    " 

#      TDI    <Tr»ns«mer  lea    Delavali     Inc    >    Owners   Group        B4/03/02 
£3628-223         24X    FichB    30-000.  8-1/03/08,  B403140Q4B 


8403130112   Forward*    tentative    schedule    For    responding    to    NRC    questions 
ro    Tvaniamerlca   Dtlavnl    diesel    a»norators.  per    640131    itr 
Balaijo    or    change*    in    owners    group    qualification    program 
coo  1J    change    schedule 

RODRIGUEZ,  R-   J        Sacramento   Municipal    Utility    District         B4/O3/O3 
BTOLZ.J    F         Operating   Reactors   Branch    4        3pp         22613   292        24X 
Fiche-  30-31  3,  84/03/08,0403130113 

0403090039   Board    Notification    84-032    forwards    meeting    summaries 
containing    transcripts    of    84.0210   b    16  meetings    between    NRC    b 
Tranaainerica    Delaval-lnc    (TDI)    dinners    Group    Distribution 


D  0  Diwlslon  of  Licensing  84/03/15  PALLADIND 
CommlBslonars  Opp  2270B  001  34X  Fiche  90-000,84/03/12, 
040209003?, 


Foruardi    »ummarij    of   B40310  meeting    u/Transamerica   Delaval. 
Inc    ditinert   Group    In   BethBidaiMD   re    problems    u/emergencif 
•d  IR*B  1    generator! 

CARU9O.R         Licensing    Branch    B        84/03/27        D'REILLV.J  P         NRC   -  No 
Entailed    Affiliation   Given        &pp         SS70B   006,       21  X 
Flch&'  BO-000,  64/03/12,  840B090039 

--H1O3O6Q5B4    Transcript    of   H40B10  meeting    w/TranBamerlca    Delaval.  Inc 
Ounurs    Oroup    In    BethBida.MD   re    problems   tu/emergency    dieiel 


»      NRC    -   No    Detailed    Affiliation   OJven        84/02/10 
67HOL    OO8        B4X    Fiche    30-000,84/03/12,0403090039 


147pp 


~-8403O704Q9   Summary    of   840B16   meeting    u/Tr*nsamBPica  Delaval,  Inc    Dumers 
Orp-up     in    Wading    River.  NY    r«    program   plan    to    establish 
reliability    of    diesel    generators    Agenda,  meet  Ing    transcript   h 
attendancB    Hit    end 

HILLERj  H  A       Licensing   Branch   4       B1/02/H7  Licensing   Branch   4 

Hpp         22708    161         24X   Fiche    30-000,04/03/12,8403090039 

--0403070423   Transcript    of    840316  conference    In   Hading   RivenNY  re 
Tl-aninmurlca   Delaval,  Inc    dlessl    generators   Pp    1-82 
*      Commimsionori         84/02/16        84pp         B370B    169        24X 
FlchB-  ao-OOD,  84/03/13,040309003? 

S4O314OO90    Forwards    "Dulgn    Revliu    of    Connecting    Rod    Bearing    Shells    for 
Tr«n»am«r-lc*   Delaval    Enterprise   Engine*"    for   Shoreham   ti 
Or«nd    Culf    dieiel    generators 

MUBEL6H.W   J        Long    Island    Lighting    Co        B4/03/12        DENTON,  H  R 
OFficu    of    Nueloar    Reactor    Regulatloni     Director        2pp        BBA33  074 
24K   Fl.ch»    30-000.94/03/13,8403140080 

B40313O1.33    Foruards    "Transamerica   Delavali  Inc    Diesel    Generator  Rocker 
Arm   C«picr«UJ  Stress    Analysis    Rept,  "    Captcreiu   design   adequate 
for    Applicable    engines   fc    svc    conditions 

HUBELER^  H   J        TDI    (Trantamer  lea   Delaval,     Inc.)    dinners    Group 
HUSELEFhW   J.       Long    Island    Lighting    Co        84/03/13        DENTON.H  R 
Qfflcv   «f   Nuclear   Reactor  Regulation'    Director       2pp,      B2&37-270 
34X   Flctie,    BO-000,  84/03/13,  B403130133, 


8403270134  Bequests   meeting    on   94Q41B    to    discuss    short-term  &    long- 
term    corrective   actions   &    investigations   re   TranBairmnca 
Delaval    diesel    generators    List   of    suggested   meeting    topics 
encl 

MCGAUGHV.J  P  TDI  (Transamer  ica  Delaval.  Inc  )  Quners  Group 
84/03/23  DENTON.H  Ft  Office  Of  Nuclear  Reactor  Regulation, 
Director  4pp  227A9  133  24X  Fiche  50-000,  S4/03/23,  B4O3270134 


T      Hearing    transcripts    on  non-antitrust   matters 


B402090039  Board   Notification    B4-052    forwards   meeting    summaries 
containing    transcripts    of    B40210  t>    16  meetings    between   NRC    t> 
Transamerica   Dalaval.Inc    (TDI)   Owners  Group    Distribution 
list   encl 

EISENHUT, D  G  Division  of  Licensing  B4/03/13  PALLADINO 
Commissioners  Spp  2370B  001  24X  Flthe  SQ-OOO. B4/03/12, 
8402090039 


-B403O6O336   Forwards    Bummary    of   B4O310   meetino    u/Transameri ca   Delaval. 
Inc   Obiners   Group    In   Dethesda.MD  re   problems    u/energency 
dlesBl    generators 

CARUSO. R         Licensing    Branch    3         B4/O2/27         O'REILLY.  J   F         NRC    -   Ha 
Detailed    Affiliation    Given         6pp         22700   006         24X 
Fiche    50-000,  B4/03/13,  B4O2090039 


-B4Q3060554  Transcript    of   S4021O  meeting   u/Transamerica    Delaval, Inc 
Owners   Group    in   Bethesda,MD  re   problems   u/emergency    diesel 
generators 

*      NRC    -  No   Detailed   Affiliation   Given        B4/03/10        147pp 
67301    008         24K    Fiche    30-000, B4/03/13.  B4O2090039 


-8403070409  Summary    of   840216   meeting   ui/Transamer ica  Delaval.ilnc   Ounei 
Group    in  Hading    River, NY  re   program  plan    to    establish 
reliability    of   diesel    generators    Agenda, meeting    transcript  & 
attendance    list    encl 

KILLER. MA        Licensing    Branch   4        04/03/27  Licensing    Branch    4 

Bpp         22708    161         34X    Fiche    SO-000, S4/03/13.  B402090039, 

-B4O307Q423   Transcript    of    840216   conference    in   Wading    River, NV   re 
Transamerica   Delaval, Inc    diesel    generators   Pp    1-32 
«      Cammis i loners         B4/OB/16         04pp         3370B    lt,9         24X 
Fiche    SO-000, B4/03/I2.  B403090039 


DOCKET   SO-313  ARKANSAS  NUCLEAR   ONE,    UNIT    1 

F      Security,    medical,     emergency   &   fire   protection    plane 

B403130437   Documents    results    of   activities    conducted    during    S31031-11O4 
IE    Insp    to   revleui  open   items    re   emergency    planning 
Commitment    status    to   resolve    items    provided   Expeditious 
actions    by   NRC    to   remove    items   requested 

MARSHALL,  J  fl        Arkansas   Power   It  Light  Co        83/13/09       COLLINS,  J  T 
Region    4.     Office    Of    Director         19pp         22613   233         34X 
Fiche    30-313.  B3/1S/09.B403130437 

B4O3090301    Public   version   of   Rev   11    to  Emerjency   Plan   Implementing 
Procedure    19O3   10,     "Emergency   Action  Level    Response   "   W/ 
831230    transmittal    form  it   JM  Felton   release   memo 

LEVINE.  J   M         Arkansas   Power    t.   Light    CD         83/12/17        4pp          2S3B4   346 
24X    Fichfl    30-313.  S3/13/17.B403090301 


8403200134    Forwards    procurement    *P«c    to   which    Transamerica    Delaval 
«t«ndbu    dlasel    generator!    ordered. In   renponse    to   NRC   040131 
r»  quint 

RODRIQUEZrR.  d        Sacramento    Municipal    Utility    District        84/03/19 
BTOLZ.J   F,       Operating   Re«ctor«  Branch   4       337pp        22486  001        24X 
FUht.  30-313,  84/03/  15,  8403200184 

34.03200222  Re*pondi   to  840214  Requests   for    Info    1   fc  2  re  R-4   series 
*nglna»    Ll*t    Indicating    engine    number, model    &    svc    number, 
cu«tomar    name   ti   addrass,  ratingi  date    shipped    &    date    started 
encl. 

MATHEWSi  C    B.       Traniamerlca    Delaval,     Inc         B4/03/16        El SEN HUT,  DO 
Divi«lon    of   Licanting         2Opp.       22691    179        24X    Flehe    30-000, 84/03/16. 
8403200232 


B40312QD11    Forwards   Amend    to    to    emergency    plan   W/o    encl 

MARSHALL.  J  fl        Arkansas   Pouer   li  Light  Co        B4/01/30        COLLINS.  J  T 
Region    4,     Office    of    Director         lp         22 38 5   221          24X 
Fiche    30-313, 04/01/20-04031S0011 

B403200094   Public   version    of   Amend    10   to    emergency    plan  M/Q4O12O   Itr   £ 
JM   Felton   Q40322   release    memo 

MARSHALL.  J  fi        Arkansas   Power   &  Light  Co        84/Ot/SO       COLLINS, J  T 
Region   4.    Office   of    Director        Spp        22B13  583        S4X 
Fiche    30-313,04/01/20,8403380094 
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B4D313O473    Suomies    response     to    Hakrjey    request     for    afldl    info     re 
ennrgencij    plan    training    -for    non~utll     employees    Vendors    *« 
contractors    u/unescor  ted    acce-ss    within    protected    area 
receive     training     CDin.mensurate    in/job    aBilgrunents 

MARSHALL,  J   H         Arkatliai    Power    t,    Light    Co         B4/OJ/24        OAOLIAFlDa.J    E 
Division    of    Residenti     Reactor    Project    t   Engineering    Programs          Ip 
22413   330         24*    Fiche    5O-3I3,  B4/01  /24.  84O3J30473 

8403300171    Amend     11     to    sjneroency    plan    H/B4O3I4    1  tr 

MARSHALL,  J    H         Arkansas    Potuer    &   Light    Co         S4/OB/OA         EISENHUT,  D   0 
Bffice    of   Nuclear    Reactor    Regulation,     Director         Hpp         226B9   312 
24*    Flche    50-313,64/02/06,0103200174 

B4O3030MS  Notifies    that   rjRC    uilll    provide    inspectors    to   observe    onsite 
aspects     at    periodic    e"erci«es     for    Emergency     preparetJneis 
Scenario    for    submission    of    info    listed 

COLLINS,  JT         Region    1,     Office    of    Director         B4/Q2/O9         GRIFFIN,  JM 
Alabama    Pomer    CO         2pP          23467    30B         34X    Ficbe    50-313,  B4/02/Q9. 


9403130395    FarwartTs    IE    Insp    Wupts    5Q-313/B4-O5   J.    30-368/84-05    on 
B40126  No    violations    or    deviations    identified 
QAGLIARDO,  J   E         Region,    4,     Office    of    Director         B4/O2/I& 
GRIFFIN,  J   fl         Arkansas    Power    &   Light    Co         2pp          22616   323          21  X 
Fiche    30-313,34/02/16-9403130395 

—  B403131M02    IE    Insp    fiepts    50-313/94-03   !.    5O-34B/B4-OS.   on    B4Q126    No 
violations    or   deviations    Identified   Major    areas    Inspected 
status    of   ffEX-Sfl    enBTclae    scenario   development 
HACKNEY.C    A    ,     DAIRD,  J    B    ,     JOHNBON.W   D         Region    fl.     Office     of 
Director         94/OS/I6         3pp          2261A    327         24X    Fiche    30-313,  B4/Q3/I6, 
8403  1  3031?  5 

84O3O6O350  Requests   approval    of   iriod    to    health    physics  network    & 
emergency    notification    sijs    phones    from   handset    to   headset,  to 
alleviate    fatigue    during    continuous    open-line    communications 
maintained    in    emergenc  ics 

MARSHALL,  J   R         Arkansas    Power    c.    Light    Co         84/02/17         DEMISE,R    P 
Division    of   Resident,    Reactor  Project   &  Engineering   Programs         Ip 
32319   OB3         24X    Fiche    50-31  3,  84/02/17,  04O30iu350 


-6403190283   Fnruards     IE    Insp    Ropts    50-313/B4-O3   fe    30-36B/S4-Q3    on 
640125    No    violations    or     deviation*    noted 

E         Region    4,     Office    of   Director         94/02/16 

Arkansas   Pouier    E-   Light  Co        2pp        22673    Ifl        24X 
Fiche     30-313,84/03/08.  84031-PO277 

— 94031902BB    IE     Inep    Repts    5O-319/94-03   fc    50-368/04-03   on    B40123   No 
violations    or   deviations    noted    Major   areas    Inspected    actions 
taken    as    result    of    discrepancy    between   public    info   brochure 
&  Jan    J9B4    telephone   director^    for   emergency    planning    lone 
HACKNEY, C    A    ,     DAIRD,J    B    ,      JQUMSON.  W   D         Region    4.     Office     Df 
Director          84/02/16         3pp  22673    193         24X    Fiche    30-313,  B4/03/OB, 

B4031 70277 

3403130113    Forward*    eiurcise     repts     of    620319    &    830316    joint     mere  1m 
of   offsite    radiological    emergency    preparedness    plans    for 
Arkansas    Nuclear   One    Power    Station    Deficiencies    observed    at 
both    exercises    Approval     under    FEHA   Rule    44CFR350    In    effect 
KfllMM.R    W        Federal    Emergency    Management  Agency        B4/03/09 
JORDAN,  E   L        Division   of    Emergency    Preparedness    It  Engineering 
Response     (Post    B3O103)          2pp          2364O   001         24X    Fiche    SO-31 3,  84/03/09, 
B4D31501 13 

— 81031  SOI  I1?  Eiercise   repts    of    B2C519   &  B3Q316    joint    merciaes    of    nffslte 
radiological    emergency    preparedness   plan    for   Arkansas 
Nuclear    One    Poiuer   Station 

KRIMM.fl    H        Federal    Etnerge-ncij   Management    Agency        B4/03/O9        43pp 
2H640    003         24X    Fiche    50-3  1  3,  B4/03/09,  B4031S01 13 

6403200246    Foriuards    Amend    4    to    nuelear   contingency    plan, Rev    4    to 
Mud  sar    Cant  Ingenc  y    plan    Procedures    1,2,3,7   &   9.  Rev  3    to 
Procedures    3.6,8  Si    ll^Rev   a    to    Procedures   4   &    13  &   Rev    1    to 
Procedure    19 

MARSHALL,  J   R          Arkansas    Pauier    b   Light   Co         B4/03/14         EISENHUT,  D   0 
Office   of    Nuclear   Reactor   Regulation,    Director         Ip        2S6BB  027        24 X 
FichB    5D-313.B4/03/14.B4O3a00246 

— B403200251    Rev    4   to    nuclear    contingency    plan 

»     Arkansas    Power    &  Light    Co         B4/02/06        49pp        23&BQ  OE8        24X 
Fiche    30-313, B4/O3/14.B40330O216 


B-40306O13O  Provides    pre  I  imtnary    eitimatcE    for    energencij    operations 
fatility    mods    to    raise    radiation    protection    factor    to 
greater    than    or    gq.ua]     to    Five,  per    MUREG-O696.  1  n    response    to 
NRG    Q4D214    request    Ut  i  I    uill     not     Implement    moils 

MARSHALL.  J   ff         Arlansa*    Paucr    t.   Light    Cfl          B4/02V21?         STDLZ,  J    F 
Operating   Reactors    Branch    4         MILLER, J  R        Operating    Reactors    Branch 
3         Zff          2?S1B    192         24X    Fiche    50-313, B4/02/29, B403060430 


Revs    4,3.3  t    1    to    Nuclear   Contingency   Plan    Implementing 
Procedures    1,2,7    &   9,5,6,6    &    11,4   &    13  &    1 5,  respect  ivelij ,  re 
assignment    of    personnel    to    emergency    response    organization' 
notification    &  command    li   control 

*     Arkansas    Pniufrr    i   tight    Co         B4/03/15        143pp        H36B8   O77        34X 
Fiche    30-313, B4/O3/14.  B4032OO246 


8403060334   Forwards    proptietarij    ffBv    12    to   Procedure    ITO3   10,     "Emergencq 
Action    Level   .Response"    !.    proprietary    Procedure    190fl    series 
(1904    01.02,03,06.07   t,   OB).      "OfFsite    Do4e    Projections     " 
Proprie  tary    procedures   uiithhelrf 

•*      Arianaas   Power   J.    Light    Co,       84/O3/O1  NRC   -  Ho   Detailed 

Affiliation   Given         3pp         32313   333        24X   Flche   50-313,84/03/01, 
9403060334 

B403O7033B  Public    version   of    Rav   12    to  Eflnrgency   Plan    ImpUmeTttlng 
Procedure    1903    10,     "EjnergencY   Action  Level    Response    "    W/ 
840209    transmittaJ     form   t.    Ort    Pel  ton    8403Q2    release    memo 
L.EVJNE,  J  «       Pennsylvania    Power  t   Light    Co        94/03/O1         6Bpp 
2256i   227         24X    Fiche    5O-313, 04/03/01.  B40307033B 

B4032A009O   ForuarHs    IE    Insp    Repts    30-313/84-04    !.    30-3iB/a4"04    on 
340124-26  No    violations    or   deviations    identified 
OAQLIARDa.J    E         Region    4,     Office    of    Director          B4/O3/O9 
BRIFFltJ.J   M         Arkansas   Fouier    Er   Light    Co         2pp         22756    271          24X 
Ficfie    30-313.  B4/03/OS,  S403260090 

— 8403240099    IE    Insp    KeptS    50-313/B4-O4    t.    5O-36B/B4-O4    on    B4O124-26   No 
violations    or    deviations    identified    Major    areas    inspected 
security    organiiatlon    personnel    per    allege-d    comproml  *  e   of 
saFaauaras    mfo   Details    withheld    <ref    £OCFR732l) 

KELLV,  J  A   ,    HALL-R   E   ,     JOHNSON, H  D        Region   4.    Office    of    Director 
B4/03/02        Jp        2275B  273        24X   Ficha    50-313.  B4/O3/OS, B403260090 

8403230233  Advises    that.based    on  revieiu   of    931129   submlttal    of    detailed 
control    room  dcs i jn,  spec  1  fie    areas    of   program    plan    do    not 
meet    requirements    of   Buppl    1    to  NUflEQ-0737   Meeting 
requested    to  resolve   d.«f tciinclas 

BTOLZ.J  F        Operating  Reactort    Branch    4        B4/03/0&        GRIFFIN, J  M 
Arkansas   Power   &  Light   Co         2pp        22759  279        24X 
F»che    50-313, B4/03/06. 8403230339 


6403300179   Forwards   Amend    11    to    emergency    plan   h  Amend   4    to    nuclear 
contingency    plan 

MARSHALL.  J  R         Arkansas   Power    &   Light  Co        B4/03/15        COLL1NS,J  T 
Region   4,     Office   of    Director          Ip         ES6B9    ISO        34X 
Ficha    30-313.S4/03/1S- B40330O171? 

— 84O32Q01EO    Amend    11    to    emergency    plan  St  Amend    4    to    nuclear    contingency 
plan 

•     Arkansas    Power    !,   Light    Co         84/Q2/Q6        S7pp        2360 9    131        24 X 
Fiche    5O-313, B4/O3/1S,  B40320017? 

— a-4O32001Bl    Hev    4  to    Nuclear    Contingency   Plan    Implementing    Procedure    I, 
"Assignment    of  Personnel    to    Emergency   Response 
Organ!  la  t  ion    " 

B      Arkansas    Power    &   Light    Co          84/03/06          137pp         226B?    177         24X 
Flcho    SO-313. 84/O3/1B,  B40320O179 

Q4032201B9  Responds    to    010217    request    for  relocation    of    KPN    telephone 

in    emergency    control    ctr    b   for   approval  to    add  headsets 

Request    foruarded    to    Telecommunications  Branch  Headset    mod 
approved 

OAOLIARDO,  J   E        fiegnon    4,     Office    of   Director  84/03/19 

ORIFFIN.J  M        Arkansas    Poujer    S.   Light    Co         1P  BB717.O33        24X 
Ficha   30-313,  91/03/1,').  B40322O1BS 

P      Operating     license    stage    documents    !«   correspondence 

B4030601?9  Application    for   amend    to    License   DPR-51, updating    Fiflures 
3    t    2-1,3    I    2-S   {(31    2-3    of    Tech    Spec    Section   3    t    2  7    prior 
to    reaching    b  EFPY    at   operation 

SRIFFIN,  J   H         Arkansas    Power    (.  Light   Co,       B4/02/27        8TOLZ,  J  F 
Operating    Reactorl    Dranch    4         4pp         23515    IbZ        24X 
Fiche   SO-313,  B4/02/37, B40306O1 97 


B403190277  Notifies   of    error    in   B40216    1  tr    transmitting    IE   Insp    flepU 
50-313/64-03  fc  50-369/84-03   Ltr    Indicated   rept   numbers 
30-3J3/83-03    k   30-348/B3-03   Records    Should     be    ehan-ged 
accordingly 

OAflLlrtRDD.J   E         Region    4,     Office    of    Director          B4/O3/OB 
GRIFFIN.  J   M        Arltarnas    Power    t   Light-    Co          If          2SA73    !90         34X 
Fiche    30-313.  B4/03/OB,  B403170277 


— 8403060203   Proposed    Tech    SpBC    t hanaes, updating    Figures    3.1    B-1.3    1,3-2 
(<   3,  1    2-3    of    Tech    Spec    Section    3    1    2  7,  prior    to   reaching    6 
EFPY   of    operation 

ft      Arkansas    Power    b  Light   Co         B4/O2/27        6pp         32315.163,       24X 
Fiche    50-313, B4/OB/27, B4O3O6O199 
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S403030138  Comment*  on  SER  in  NRC  B3I219  It 
Rennet  ted  Tech  Spec  changes  uauld  preclud 
IU/10CFR50,  App  A  ODC  17 

MARSHALL. J  R  Arkansas  Power  J.  Light  Co  B4/02/2B 
Operating  Reactor*  Branch  1  4pp  224B9  095  24X 
Flche  30-313. B4/02/3B,  B4Q30SO15B 


re    degraded    grid    voltage 
compl iange 


STOLZ-J   F 


B40307O368   Comments    on    util    interpretation    of    Tech    Spec    3   7    a   re 
failure    of    single    cell    in    one    bank    of    batteries    to   meet 
surveillance    procedure    criteria    Tech    Specs    should      be 
amended    for    clarity 

E1BENHUT.D   0         Division    of    Licensing         84/O2/2B         DENISE.R    P 
Division    of   Resident,    Reactor   Project   &   Engineering   Program*        3pp 
22367   202         SIX    Fiche    90-313, S4/O2/3B,  B40307Q36S 

B403130037   Application    for   amend    to   License    DPR-31 ,  revi  s  1  ng    Tech    Specs 
re    lout   temp    overpressure    protection    sys,  per    NRC   B3Q826   & 
1104   request* 

GRIFFIN.  J   M         Arkansas    Pouier    <•   Light    Co         84/02/39         STDLZ.J   F 
Operatlno   Reactors    Branch    4        4pp         22643  013        24X 
Ffehe' 9O-313, 84/02/29,  84O3ISOO37 

— 0403130O41    Proposed    Tech    Spec*   re    low    temp    overpressure    protection 
sy« 

*      Arkansas   Pouer    fc  Light    Co        S4/02/27        3pp        22643  017        24X 
FichB'  30-313,84/02/29,  0403130037 


B40313O39S   Forwards    IE    rnsp    Repts    SO  -313/8-1-05   !.   SG-36B/B4-0 3    On 
B4O126   No   violations    or    deviations     identified 
QAGLIARDD.J   E        Region    4.     Office    of    Director         B4/b2/S6 
GRIFFIN.J   M         Arkansas    Power    i.   Light   Co         2pp         22616   325         24X 
Flche    30-313,84/03/16.  0403130395 

— 84O3130402    IE    InsP    Repts    5O-313/84-OS   t,    50-34B/B4-O5   on    B4OI26    No 
violations    or    deviations     identified   Major    areas    inspected 
status    of   REX-04    exercise    scenario   development 
HACKNEY, C    A    ,     OAIRD.J    B    ,     JOHN90N,  W   D         Region    4,     Office     of 
Director         S4/Q2/16         3pp         22.616   327         24X    Fiche    50-313,04/02/16, 
B403 130395 

0401190072    IE    Info   Notice    54-13.     "Potential    Deficiency    in    Motor 
Operated   Valve   Control    Circuits   &    Annunciation    "   Svc    list 
encl 

JORDAN. E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post    830103)         B4/02/2S  Consolidated    Edison    Co      of    Neid 

York,     Inc          lISpp         22909   239         34X    Fiche    SO-000,  B4/O3/2B,  B401 190072 

8403060198  Ack    receipt   of   840203   1 tr    Informing   NRC   of    steps    taken    to 
correct   violations    noted    In    IE   Insp    Repts   30-313/83-25   (• 
5O-36B/Q3-2S 

QAGLIAnDO.J   E         Region    4,     Office    of    Director         B4/02/29 
QRIFFIN.J   M        Arkansas    Pouer    !<   Light    Co         lp         23317   226         24X 
Flche    30-313,84/02/27.8403060193 


B4O3230133  REVIEW  OF   THE  ARKANSAS  NUCLEAR   ONE   GENERATING   STATION  UNIT 
NO    1    EMERGENCY   FEEDWATER    SYSTEM   RELIABILITY    ANALYSIS 
YQUNOBLOOD, R    ,    PAPAZOGLOU, I    A        Brookhaven   National   Laboratory 
NURES/CR-3529        84/02/29  Division    of   Safety    Technology         102pp 

23739    130        24X   Fiche    30-313,84/02/39,3403230133 

B403140299  Forward i    request    for    addl    info    re    control    of    heavy    loads 
Response   requested    luithin    6O   days 

KILLER, J  R        Operating    Reactors   Branch    3        B4/03/06        CRIFFIN.J  M 
Arkansas   Pouer    &  Light   Co         2pp        22633  327        24X 
Fieha    30-313,  B4/Q3/06,  B403140299 

B403090179  Forward*    supplemental    info   re    core    eiit    thermocouples    (CET> 
far    inadtquata    core    cooling    interim   operation,  per    B4O210 
telcon    CET   «ys    complies    ui/most   NUREG-0737.  I  tern    II    F  2 
r«quirement« 

MARSHALL,  J  R        Arkansas   power    &  Light  Co        B4/03/07        8TOLZ, J  F 
Operating    Reactors    Branch    4         5PP         22573  267        34X 
Fiche    30-313,04/03/07.8403070179 

B403230091    Responds    to    B40125    request    for   addl    info    on   seismic 
qualification    of    emergency    feedwater    syi    (EFW)    re   vent    & 
drain    lin«»,per   Generic    Ltr    Bl-14    EFW   trains    could   not    be 
disabled    by    open   vent    or    drain 

MARSHALLrJ  fi        Arkansas   Pouer   t  Light   Co        S4/03/16        STOLZ,  J  F 
Operatlno   Reactors    Branch    4        2pp         22724   343        24X 
Fiche    30-313, B4/03/li,  B403H30091 

B403260091    Application    to    amend   License*    DPR-91    &   MPF-6.  changing    Tech 
Specs    re    RC8   vents,  post-ace i dent    samp  1 1 ng,  1  cog-term 
auxiliary    faeduiater    *Ui    evaluation,  noble    gas   monitor   t 
Iodine    particulate    sampling, per  NUREO-0737    items 
ORIFFIN,  J  M        Arkansas    Pouer    &  Llaht   Co        B4/03/1A        fiTOLZ.J  F 
Op*ratino   Reactors    Branch    4        MILLER, J  R        Operating   Reactors   Branch 
3        9pp        2B7SO-293        24X    Fi ch«    30-313.  B4/03/U, B403260031 

— B403260197  Proposed    Tech    Spec    changes   re    RCS  vent   post-accident 

•  imp!  ing.  long-term   auxiliary    feeduiater    syi  evaluation,  noble 
gas   monitors, iodine    particulate    sampling    &  containmunt   water 
level    monitor 

*  Arkansas   Power   fc  Light   Co        B4/03/16        27pp        22750  302        24X 
Fiche    30-313,84/03/16,840326003) 


— B403060203   Responds     to    NRC   831024     1  tr    re    violations    noted     in    IE    Insp 
Repts    30-313/B3'23   t.    50-36B/B3-35    Corrective    actions     fire 
Watch    posted    at    Doors    567    &   34 O    until    mods    tr>    eliminate 
excessive    air    gaps    under   doors    completed 

MARSHALL.J   R         Arkansas    Pouer    t<    Light   Co         B4/O2/03         DEMISE,  R    P 
Division   of  Resident,    Reactor  Project  t,  Engineering   programs        3pp 
22S17    227         24X   Fiche    30-313.  S4/O2/29,  8403060198 

B403O60123  NoUfication  of    significant    licensee    enforcement    conferente 
on   B40309  ui/util    in   Arlington, TX 

*      Region   4,    Office    of   Director         51/O3/O1  Region   A,    Office    of 

Director         lp         23516   328         24X   Fiehe    50-313, B4/03/01 ,  04O3040122 

B402O90007    IE    Info   Notice    B4-14,     "Highlights    of   Recent    Transport 
Regulatory    Revs    by    DOT  It  NSC    "  Svc    list   end 

GRACE.  J  N        Division    of   QA,    Safeguards   i    Inspection  Programs    (Poit 
B3O1O3)         B4/03/02  Consol 1  dated    Cdlson   Co       al   Neu   York,     Inc 

130pp         22332   329         24X    Flche    50-000,84/03/02,0403090007 

B402090008    IE    Info   Notice   84-16,    "Failure   of   Automatic    Sprinkler  S<j  i 
Valves    to  Operate    "    Svc    list    encl 

JORDAN.  E  L        Division   of   Emergency    Preparedness   (<  Engineering 
Response    (Post   B30I03)        84/03/02  Consolidated   Eddon    Co      of    New 

York,     Inc         l22pp        22539   09B        aflX    Fiche    SO-OOO.  B4/O3/02,  8402090008 

8402090009    IE    Info  Notice   04-13,     "Reporting    of  Radiological    Releases    " 
Bvc    list    encl 

JORDAN,  G  L        Division   of    Emergency    Preparedness    &  Enginoerin-g 
Response    (Post   S30103)          B4/03/03  Consolidated    Edison    Co      of    Nem 

York,     Inc         119pp        22533   217        34X    Fiche    SO-OOO.  B1/03/O3,  8403090009 

B40S090011    IE    Info  Notice   04-17,    "Problems   W/Liquid   Nitrogen   Cooling 
Components    Below  Nil    Ductility  Temp    "   Svc    list    encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness    fc  Engineering 
Response    (Post  B30I03)        84/03/05  Consolidated   Edison    Co.    of   New 

York.     Inc         117pp        22353   336        24X   Flche    30-000,  B4/O3/05,  B402090O1 1 

8403260090  Forward*    IE    Insp    Repts   3O-313/B4-04   &   50-36B/B1-04  on 
840124-26  No  violations   or   deviations    identified 
OAOLIARDO.J  E        Region   4,     Office    of    Director        B4/03/05 
GRIFFIN,  J  M        Arkansas   Poluer   (.  Light    Co        3pp        22753  271         34X 
Fiche    30-313,  B4/03/OS,  B403260090 


fl      Inspiction    reports,     IE  Bulletins    fc   eorrespondence 

B403130437   Document*    r*iults    of    activities    conducted    during    B31031-1104 
IE    imp    to    r>vl>u    open    items    re    emergency    planning 
Commitment    status    to   resolve    items    provided    Expeditious 
•ctioni    bv   NRC    to    remove    Items   requested 

MARSHALL,  J,  R        Arkansas    Power   It  Light   Co        83/12/09        COLLINS,  J  T 
Region    4,    Office    of   Director         19pp         S2613   233        24X 
Fiche' 80-313, 83/12/09,0403130437 

B403300046   Forwards    IE    Insp    Hapts    30-313/83-36   &    50-36B/B3-36   on 
031219-ai.No    violations    or    deviations    identified 
OAOLIARDO'J  E        Region   4,     Office    of    Director        84/01/31 
ORIFFIN,  J,  M        Arkansas   Pouer    !<  Light  CD        2pp         22B21    240        24X 
FlchB'  90-313,84/01/31,6403300046 

— B403300050    IE    Insp    Repts    30-313/83-36  &   SO-368/B3-36   on    831319-21    No 
violation*    or    deviations    identified   Major    areas    inspected    QA 
plan*,  instructions   &  procedures    for    louj    level    raduasta 
storage    facility 

M1LBORN,L    ,    MUHFtAY,  8    ,     JOHNSON,  W  D        Region    4,    Office    of    Director 
84/01/27        10PP         S2821    342        24X    Fiche    30-313, B4/01 /31i  0403300046 


— B403260099    IE    Insp    Repts    30-313/84-04   b  50-36B/H4-04   on    840124-26  NP 
violations    or   deviations    Identified   Major   areas    inspected 
security    organization    personnel    per  alleged    compromise    of 
safeguards    info   Details    withheld     (ref    1OCFR73   21) 

KELLY.J   A    ,     HALL.R    E    ,     JOHNSON,  W    O         Region    4,     Pffice    of    Director 
84/03/03         lp         SH7SB   373         24X    FichB    5O-313.  34/03/05,  8403260090 

B402090024    IE    Info   NotUe  B4-09.  Rev    1.     "Lessons   Learned    From    Insps    of 
Fire   Protection  Safe    Bhutdoun   Sgs    •'    Svc    list    encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness   It  Engineering 
Response    (Post   830103)        64/03/07  Consolidated   Edison   Co      of    New 

York,     Inc        HBpp        22635   049        24X    Ficho    50-000,  B4/O3/07,  04O209GO24 

B402090020    IE    Info   Notice   04-18.     "Stress   Corrosion   Cracking    in   PWR 
Bys   "   Svc   list   encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness  *  Engineering 
Response    (Post   B30103)         04/03/07  Consolidated    Edison   Co      of    New 

York,     Inc         HBpp        22584    186        24X   Fiche    50-000, 84/03/07,  B4O209002S 
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B40313O120    Informs    that     IE    Insp    Repts    50-313/B3-1  2,  3O-36B/B3-I2, 
30-313/63-33    !.    50-369/83-33    cancelled    No    imp    repts    <ai  11    lie 
fiBued     For    5ubj    numbers 

GAGLIARDO,J   E         Region    4,     Office    of    Director         84/03/00 
GRIFFIN.  J   H         Arkansas    Power    &   Light    Co          Ip         22602    177         SAX 
FiehB    30-313,  84/03/05,8403130120 

8403190277  Notifies    of    error    In  B4O316    ler    transmitting     IE   Imp   Rapti 
3Q~313/W~Q3    S,    30-368/B4-03    Ltr     Indicated    rapt    numbers 
3Q-313/83-O3    t,    30-368/33-03    Records    should     be    chanced 
according  Ig 

GAQLIARDO.  J   E         Region    4,     Office    of    Director         B4/O3/OB 
OHIFFIN.J   M         Arkansas    Poiuer    k   Light    Co          Ip          33673    190         24X 
Flche    50-313.  84/03/OB,  8403190277 


8403190283   Foruiarda     IE    Inap    ftept-s    30-313/B4-O3 
B401H5  No   violations    or    deviations   noted 
QAGLIftRDO.J   E         Region    4,     Office    of    Director 
GRIFF1N.J   «         Arkansas    Power    &    Light    Co         3pf 
Fiehe    30-313,  34/03/08,  8403190277 


5O-36B/B4-03    on 


B4/03/16 
33673    191 


--84031902BB    IE    Insp    Repts    50-313/84-03   &    30-368/84-03   on   840123   No 
violations    or    deviations    noted    Ha  JOT-    areat     inspected    actions 
taken    a*   remit    of    discrepancy    between    public    info  brochure 
J.  Jan    19B1    telephone    directory    far    emergency   planning    lone 
HACKNEY,  C    A    ,     BftlffD.J    Q    ,     JOHNSON,  U   D         tlec-lon    4.     Office    of 
Director         64/03/16         3pp         22673    193         24  X    Flche   5O-313.  84/Q3/08, 
8403190377 

8403260230   Foruardfl    IE    Intp    Repts    3Q-313/B4-OA   J.    SO-368/84-06    on 
840231-24   No   violations    or    deviations    noted 
QAGLIARDO.J   E         Region    4,     Office    of   Director         S4/O3/OS 
GR1FF1N.J   M        Arkansas    Poiuer    b  Light   Cn        Spp        22755    191         24X 

Fichu'  50-313,84/03/oa,  BflO334oaao 

—3403360332    IE    Inap    Repts     30-313-"B4-06   I,    50-368/04-06   on   840221-21    No 
violations    or    deviations    noted    Major    areas    Inspected    maint 
program 

BOAFIDMftN,  J   R    ,     JOHNSON,  M   I)    ,    CROEEMAN,  M   A         Region   4,     Office    of 
Director         B4/03/OB         Spp         33735    153         34X    Flche    30-313,84/03/09. 
84032602-30 

8402090031    IE  Bulletin    HI-OB,     "Failures    of    OE  Type  HFA  Relays    In   Use    in 
Class    EE   Safety    Sys     "    Svt     list    end 

DEVOUNQ,  R    C        Director's    Office.     Office    of    Inspection   and 
En-fore  a  ment        S4/O3/12  Consolidated    Edison   CD      of    Neu  Vorl,     Inc 

I34pp          22833   O94          ?4X    Flche    50-000,  84/O3/12,  B403090031 


— S40323O10I    "Capped    Containment  Pressure   Sensing   Ulnes,  "    technical 
revleiu  rapt   Condition    caused    by    procedural    inadequacy 
RUBIN, 8    D         Director'i    Office         B3/O5/I1         6pp         237S9   287         B4X 
Fichff    50-000.03/09/11.  B40333Q17B 

B4032a0113   "Analysis   of   B001O7   Loss    of   Dffsite   Pouer    Transient   at 
Artanaat  Nuclear  One  Unit    1    " 

DAVIS,  C    D         ECtO,     Inc         FIN   rt-6270         EOO-BflAM-63Bl         B3/O8/31  NRC 

-   No  Detailed   Affiliation   Given        ilpp        32811    269        34X 
Fiche    &0-313-B3/Oa/31,S4032B0113 

8403310032  Part   31   ript   re    failure    of   auiiliarv    feeduater    pump    drlv. 
turbines, Qimpel    NP9-4  T&T   valve,  to    close  End     Itr   otd    B40203 
sent    to    listed   utlli   GE   notified    of   nPfuctod    units    in   BUR 
p 1 anti 

THERODXiR  R        Terry   Corp         B4/03/H2        UOODRUrF,  R   W       Director's 
Office,    Office   of    inspection    and    Enforcement        App        32706  337       34X 
Flche    aO-000.  B4/02/23,a-103aiOO3a 


DOCKET   SO-313   DOMAUD   C      COOK    NUCLEAR    POWCR   PLANT,     UNIT    1 
F     Security,    medical,     emergency    d   fire   protection   plant 

B403Q702SI    Public   version    of    reltiu*    of   Riv  7    to    emergency    plan 
procedure*    App   A,     "Telephone   Numbtr»    For  Key   Plant 
Personnel    "   W/G31110   transmlttal    form  fc  JM   Felton  B30307 
release   memo 

*      Indiana    tt  Michigan  Power    Co        B3/11/Q3        17pp        32394   303        34X 
Fie  he.  BO-31  5,  B3/1  1/03,  8103090231 


Public   version    of   Rev  9   to   emergency    plan    implementing 
procedures   App   A.    "Telephone   Numbers    For   Key   Plant 
Personnel    "   U/B31109   tranimi  ttal    form  t   JH  Fa  I  ton   release 
memo 

*      Indiana   *  rJichlnan  Electric   CD        83/11/09,        IBpp        22392.3*6       24X 
Flche    30-315,  83/1  1  /0<?,  B10309026S 

8403130031    Notlflel   of  84O323   regional   uiorklhup    In   Rosemont,  IL  u/all 
Region    III    llcensoei    to    diacuts    fire   protection    safe 
shutdoun   raqulrsmenti   Workshop  uilll    provlda    addl    guidance    rt 
10CFRSO,  App   R    requirements   Agenda    end 

SPEB9ARD,R  L        Division    of   Emergency   Preparedness   It  Operational 
Support        B4/OO/06        DOLAN,  J  E        American   Electric    Pouter   Bervlce 
Corp        COt  AN,  J  C        Indiana    b  Michigan   Electric:    Co        3pp         22386-272 
34X   FUnB   30-313,64/03/06,8403120021 


B403300169  Forwards    Oft    Program    Inip   Rept  999007BA/83-02  Significance   of 
reported    findings    should    be    evaluated    to    determine 
acceptability    of    product    or    svc    provided    by    vendor  U/o    encl 
OAQLIAHDD.J  E        Region   4.     Office    af    Director        B4/03/1& 
OR1FFIN.  J  n        Arkarisja   Power    b  Light   CP         ip        23696  333        24X 
FUhe    30-313,  B4/03/1A,  840330016? 


B40313D2Q2  Etplalns   ti    justifies    Items    in  nonoutaga  work    schedule  which 
cannot   be   completed    by   840620   Request*    scnadular    etemption 
from   10CFR30,App   R,  Sections    III    0  Z.  Ill    Q  3  &    III    J 
intending    compliance   date    to   341 231 
AU5XICH,  M  P         Indiana   &   Michigan   Electric    Co         B4/03/09        DENTON,  H  R 

Office    of   Nuclear   Reactor    Regulation,     Director        Spp         22617  312 
24X   FichB   50-313,  S4/03/OB,  B4031302Q2, 


B10209O043    IE    Inf-o   Notice   B4-19.    "Tuip   Events    Involving   Unauthorl  l  ed 
Entries    irto  PHR  Reactor    Cavities    "   Svc    list   encl 
JORDAN, E  L        Division   of   Emergency    Preparedness   &  Enolneeplni) 
FJetpnme    (Post   B301O3)         D4/O3/21  Consolidated   Edison   Co      of   New 

Vort,     Inc          123jip         22323   229         34K    Fiche    SO-000, 84/03/21,  B4030900fl3 


B40313Q13I    Rev   9   to  Emergency    Plan    Implementing    Procedure 
PHP    HOBO  EPP   OOBi     "Initiating    Manning    of   Emergency    Response 
Facilities    d  Calling   Off-Duty    Plant   Personnel     " 

KRAUBC,  D   ,     DLIMD.A  A   ,    SMITH- U  M         Indiana    b  Michigan   Electric    Co, 
B4/03/09         14pp         82601.  32O,        24X    FiClK    SO-31S,  84/03/0?i  Q403130131 


Bfl020fO044    IE    Info   Notice   84-20,     "Svc    Life    of    Relayi    in   Safety-Related 
Sys    "    Bvc    list    encl 

JORDAN,  E  L        Divliion   of    Emergency    Preparedness  4   Engineering 
Resptinie    (Post   83O1O3)        84/03/21  Consolidated   Edison   Co      of   Neu 

YorH.      tne          133pp         23733   001         24X   Fichu    30-000,  B4/O3/21,  B402090O41 

R      Periodic    operating    reports    t>  related    currespondencB 


8403130200  Foruards    draft    final    eierclsn   repb    for   840133    joint 
radiological    emergency    preparedness    exerclae    State    of   HI   & 
Derrien   County    demonstrated    capability    to   protect    public    in 
event   of   radiological    emergency 

KRIHMiR    U        Federal    Emergtntg    Management   Agency,       84/03/09 
JORDAN. E  L        Division   of    Emergency    Prepar«dnt«s   &  Enginitrlng 
Response    (Post   830103)         3pp        23643  001         34X   Flehe   30-318.B4/03/09, 
B4031QOBOO 


840306030B  "Annual    Radiation  ElposilTff  Rept,  I9O3    "   H/B4O329   Itf 

MARSHALL,  J  ft        Arlansas    Pou*r   (<  Lloht   Co        83/13/31        DEVOUMS,  R  C 
Director's    Office,     Office    of    Inspection   and    Enforcement        3pp 
22317   047        34X  Fiche    50-313.  B3/12/31,  6*03060309 


— B403190203  Draft  evaluation,   of  utlliBtate  of  MI   !•  Berrlen   County  840135 
joint   eierclse 

*     Federal    emergency   Man*Denent   Agency        64/02/22,       43pp 
S3643  003        24X  Fiche.  30-31*. B4/O3/O9,  84O31SOBOO 


B40'3030073   Monthly    pperating    rept    for    Jan    19B1    H/B40213    1  tr 

MORIOMi  K  L    .    MARSHALL,  J  ft        Ar-lan*as  Pouer  6  Light   Co        B4/OI/31 
7pp         23441    331         S4X   Fiche    50-313,  B4/O1  /31.  B403030079 

BflQ330006B  Monthlg    operatino    rept   for    Feb    1934   H/B40313  1 tr 

MDRTDN,  K  L    ,    MARSHALL,  J  fl        Arkansas  Power    &  Light   Co  B4/02/29 

BA5SETT.H  S        Office   of  Resource   Management,     Director  7pp 
22B21    375         24X   Flche    30-313,84/03/29,8403300068 

3      Reportable    Dccurrnncej.     LERs    &  raldted   correspondence 

840323017H  Forwards  Technical    Revleu  Rept  AEOD/T313,     "Capped 
Containment   Pressyrs    Sensing   Lines,"   &•   proposed    TE    Info 
notice    ti«ue  jifequate LIJ    res-olved 

RUB  IN.  S    D        Reactor    Operations   Analuils   Qranch        93/03/11 
SEVFRIT.K  V        ftaaitnr   Opera  t  icni    Analysis    Branch         Id         22731?  386 
24K   Fietie   50-000,83/05/11.8403230176 


Bt 03 3 0023 3  Forward!   comments    on    detailed    control    room  design    revliu. 
Plan   demonstrates   commitment    to  meat   requiremants    of  Suppl    1 
to  NUREO-0737,  hauiever,addl    info  required   Netting    should    be 
held   in   Apr   or   May   1984   to   discuss   comment* 
VAROA,  S  A       Operating  Raactors  Branch    1       B4/O3/13       DOLAN.J 
Indiana   t  Michigan  Electric:   Co       12pp       32842r330,      24 X 
Fie  ha   30-313,84/03/13,8403300233, 

8403300042  Foruwrds    IE    Insp    Repts   30-315/04-05  fc   30-316/84-03   on 
840213-17  b    notice   of   violation 
PAPERIEI.LO,  C   J.      Region    3,     Office    of   Director         B4/03/14        DDL  AN,  J  E 

American  Electric    Pouer    Service   Corp        DOLANr  J  E,       Indian*   t< 
Michigan  Electric   Co,       2pp,       22821    343        24X    Flch*.  90-318,  64/03/14, 
8403300D43 


— B403300047  Notice   of   violation    from    irttp    on   840213-17 

PAPER1ELLO.C.  J        Region    3r    Office    of  Dlrnetor.       84/03/14 
33B21    343        24X   Flch*'  30-3IS,  84/03/14,  B4Q33OQ042, 
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— 8403300051     IE    Insp    Repts    30-313/84-O3   t    5O-316/B4-O3   on    84O213-17 
Noncompllance    Identified    failure    to   meet    scheduler   emergency 
plan    t   procedure    requirements 

SWELL, W  0   ,     PHILLIPS.M   P        Region   3,    Office    of   Director        84/03/12 
12pp          S2B21    348         24X    Fiche    3O-313, 84/03/14. B4033OO042 

B40326017B   Submits   addl    Info    re    daily    App    R    fire    imp    program  per 
B40314    request    Procedure    detailing    listed    items    will    be 
written 
ALEXICH.M   P          Indiana    &   Michigan    Electric    Co          B4/03/I6         DENTON,  H   R 

Office    of    Nuclear    Reactor    Regulation.     Director         Epp          52756    122 
24X   Flche    SO-31S. 84/03/16. B40326017B 

B4032S003O  Aek    receipt    of    B4O30B    Itr    informing    NRC    of    steps    taken    to 
cornet   violation*    noted    In    IE    Imp    Repts    50-315/84-01    S. 
30-316/81-01 
PAPERIELLO.C    J         Region    3,     Office    of    Director         84/O3/19         DQLAN,  J   E 

American    Electric    Power    Service    Corp        DOLAN,  J  E        Indiana   Si 
Michigan    Electric    Co          Ip          32714    331         24X    Flche    30-313,84/03/19. 
0403220050 

— 8403220060  Responds    to   NRC   B4O210    Itr    re    violations   noted    In    IE    Itiap 
Repts    50-313/84-01    EC   30-31i/B4-01    Corrective    actions    control 
room    functional    responsibilities    transfer    Formalized    In 
procedures    t<   emergency    plan    implementing    procedures   revised 
ALEXICH.M  P         Indiana   t   Michigan    Electric    Co        64/03/08 
KEPPLER.J  G        Region   3.     Office    of   Director        2pp        22714   332        34X 
Flche    30-313,04/03/19,  B403BSQ03Q 

B403390271    Emergency    Plan    Implementing   Procedure    PMP   SOB1    EPP   001, 
"Plant   Manager   Procsdures    Incfei    "    Procedure    PMP   2081,  GPP   007 
cancelled    due    to    error 

WELCH- 8   E        Indiana    &  Michigan  Electric    Co        84/03/28        4pp 
S2BOO   024         24X    Flche    30-3.1  3.  84/03/38,  B403290271 

P      Operating    license    stage    document*    V  correspondence 

B403020190  Requests    itatu*    of    replacement, schedule    for    completion   t~ 
copy    of    Acton   Lab    rept    re    DA   Mercold    switches    being   replaced 
by   DAM   tgpe 

VAROA.B    A         Operating    Reactors    Branch    1          84/02/21         DDL AN,  J 
Indiana    fc  Michigan   Electric    Co        DOLAN,  J        American  Electric    Pomer 
Service    Corp        2pp         22493  001         24X   Fiche    30-31 3, B4/02/21 , 
8403020190 

8403060195  Forward*    "Status    Summary    Rept    on   Adequacy    of    Distributed 
Ignition    9ys    for  Hydrogen   Control,"    in   response    to   NRC 
G20429    Itr   t>   commitments    made    during   NRC   830913  meeting    In 
Bethaida.HD, 
ALEXICH,  M  P         Indiana    t>  Michigan   Electric    Co        84/03/01         DENTON,  H  K 

Office    of   Nuclear   Reactor   Regulation,     Director        2pp         23317    188 
Z.4X  Flche    30-313,  B4/03/O1, 8403060193 

— 8403060200    "Status   Summary    Rept    on   Adequacy    of   Distributed    Ignition   Sys 
for  Hydrogen  Control    " 

it      Indiana    t  Michigan   Electric    Co        B4/D3/01         36pp         22317    190 
24X   Flche    30-315,84/03/01,8403060195 

8403190430  Forwards    "SER, Pump    &   Valve    Inservice    Testing    Program, DC  Cool 
Nuclear    Plant, Units    1    t,  2,  "    identifying    deficiencies 
requiring    resolution   Meeting    to    discuss    deficiencies 
requested 

VARQAiB.A        Operating    Reactors   Branch    1         84/03/03        DOLAN, J 
Indiana   b   Michigan 'Electric    Co        DOLAN, J        American  Electric    Pouer 
Service    Corp          2pp          226BO   340         24X    Fiche    30-313,04/03/03, 
8403190450 

— B403070390  Requests   meeting    u/utll    In   Mar    1984    to   resolve    deficiencies 
in    pump    fc   valve    litiervlci    testing    program   Contractor    rept 
ancl 

BOSNAK, R.  J        Mechanical    Engineering   Branch         84/03/01         VARQA,  B   A 
Operating    R»actor»    Branch    1         IP        22680   34H        24X 
Flche>  30-313,84/03/03,  B403I90430 

—8403070399   "SER,  Pump    h  Valve    Inservice    Testing    Program,  DC    Cook    Nuclear 
Plant,  Untti    1   fc  2   " 

COOK.  T   L   ,     ROCKHOLD,H  C.       EOS.O.     Inc.       FIN  A-6263        EOO-EA-6413 
83/10/31  NRC   -   No    Detailed    Affiliation   Olven        23pp 

22680   343.       34X    Fiche,  30-31  5,  B4/O3/03,  8403190430 

S403[40224    Interpret*    currant    Tech    Bpect    as    allowing    control    rod 
movement   described    In   utll   840130   Itr, Ttch   Spec*   require 
23   ft    of   uiattr    over    top    of    reactor   vmiul    flange    during 
movement    of    fuel    aisembllet    or    control    rod*. 

VAROAi  B  A        Operating   Reactor*   Branch    1         B4/03/07        DDLAN, J, 
Indiana   k  Michigan   Electric    Co,       DC-LAN,  J        American  Electric    Pouir 
Sarviee    Corp        4pp.       S2637  3B6        24X   Fiche    30-313,84/03/07, 
B403140224, 


9403300296  Advises    that    goal    for    completion   of    technical    reviews 
Implementation    of    all    NUREG-0737    Items,  eie  1  ud  Ing    Suppl     l,ls 
Sept    19  84    Requests    to   be   advised    of    potential    problems 
within    30   days 

vAROA.S    A         Operating    Reactors    Branch    1         B4/03/13         DOLAN.  J 
Indiana    Si   Michigan   Electric    Co        DOLAN,  J        American  Electric    Po 
Service    Corp         2pp         22Q44    31b         24X   Fiche    SO-315,  HI/03/  13. 
Q4033.0029& 


0403200223   Application    for    amend    to   Licenses    DPR-5B   &   DPR-71'  revi  »  1  ng 
Tech    Specs    re    reactor    coolant    vent    ays    pep    TM!     I  tern   II     B     1 
Justification    for    N5HC    provided    in    B40120    Itr    still 
applicable 
ALEXICH,M    P         Indiana    &   Michigan   Electric    Co         B4/O3/13          DENTQN,  H   R 

Office    of    Nuclear    Reactor    Regulation,     Director         2pp          E3A90    1<7O 
24X    Flche    30-313.  B4/03/15,  8403200253 

—  B4033OO228   Revised    proposed    Tech    Specs    for    reactor    coolant     vent     sys 

per   TMI    Item   II   D    1 

*      Indiana   J,  Michigan   Electric    Co        S4/03/1S        7pp         22690    192 

24X    Fithe    50-315,84/03/15,8403200323 

8403300347   Motificatlon    of    B40327   !<   2B   meetings    u/uttl    in 
Stevensvi  1  1  e,  Ml    to    discuss    current   preliminary    reviau    of 
Inservice    testing    program   for   pumps   It  valv&6   tt    Forthcoming 
10-yr    prog.ram 

WIQOINTON,  D         Operating    Reactors    Branch    1         84/03/15         VAROA,  S    A 
Operating    Reactors    Branch    1        2pp        2BB3&  361        E4X 
Fichu    30-313,  B4/O3/15,  8403300247 

B4O32600O2   Re<iuest^    approval     for   USB    of    enc  1    neu>   peaking     factor     limit 
rept   for  Cycle   8  Rept   presumes    target   band    of   greater    than 
ar    equal    to   S1/.    target   atlal    flu'    difference   Rept  withheld 
ALEX1CH.M    P         Indiana    &   Michigan    Electric    00         84/G3/2Q          DENTON,  H   H 

Office    of   Nude-ar    Reactor   Regulation,    Director        3pp         22747    361 
24X    Flcho    50-315,84/03/30,  B403360002 

0      Inspection   reports,     IE  Bulletine   b   correspondence 

8403090323  Further    response    to   F01A  request    for   records    of    named 
individuals,  including    repts,  analyses,  studies,  test 
calculations,  procedures   &    practices    for   measurement   of    RCB 
leakage   Forward*   App   C   documents  Search    continuing 

FELTON,  J  M        Division    of   Rules    and    Records        B4/02/07         MADDEN,  T  O 
Kay  a,    Bcfioler,    Flerman,    Hays   &  Handler        3pp        22496  334         24.x 
Ficho   30-OOO,  B4/02/07,  8403090233 

—  8403030256  Notifies    that    independent  measurements    of    identified    t 

unidentified   RCS    leak    rates    for   all   PWRs    in  Region    III 

performed    per   Procedure*   6I727Q   ><  61738D    Insp    findings 

summariied 

NORELIUB,  C    E         Division    of    Engineering         82/03/OB         JORDAN,  E    L 

Division   of   Engineering    t>   Quality   Assurance    (Pre   830103)         2pp 

32496   270         34X    Fichu    50-QOO,  B4/OS/07.  B403030233 

B4030B0299  Forwards    IE    Insp    fiepts   50-315/04-04  &   SO-316/B4-O4    on 
B40207   No    nontompl  lance    identified 

LITTLE-W  B        Region   3,    Office    of   Du-ector        84/03/24         DQLAN.  J  E 
American   Electric    Pouer   Service  Corp        DOLANi  J  E         Indiana    tc  Michigan 
Electric    Co         Hpp         22S57    272         S4X    Flche    50-315,  84/O2/24,  B4O3OS0291! 

--8403080302    IE    Inap    Repts    30-313/Q4-04   t,   30-316/B4-04    an    840207    No 
noncomp  1  lane  e    or    deviation*    identified   Major   areas 
Inspected    documentation    &   ua  Ik-douins    re    equipment   discussed 
in    IE    Info  Ltr   Bl-14 

KEATING,  D  E   ,    MUFFETT,  J   ,    DANIELSCIN.D  H       Region   3,     Office    nf 
Director        H4/03/S5        3pp        22537  274        34X   Ficlie   50-313,84/03/34, 
B4030B0299 

8403120116   Forwards    IE    Mgt    Meeting    Repts    SO-313/B4-O3   k    30-316/84-03    on 
040131 

KEPPLER.J   0        Region  3,    Office   of   Director        84  /OB/  24         DOLAN,  J,  E 
American  Electric    Power  Service  Corp        DDLAN,  J  E        Indiana    b  Michigan 
Electric    Co         Bpp         233B9    209         24X   Fiche    30-315,  84/02/21.  840312.01  16 


—  B4031S0124    IE  Mgt   Meeting    Repts   50-313/94-03  ti  30-3li/B4-O3   on 
Major   areas    dlicussed    progress   &    statue    of    licensee 
regulatory    performance    Improvement   program 
SHAPED,  U  D   ,    NORELIU5.C    E        Region  3,    Office   of    Director 
84/02/21        3pp        23509  211        24X   Fiche    30-313,  B4/02/24.  8403120116 

8401190072    IE   Info  Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuits  b  Annunciation    "    Bvc    list 
encl 

JORDAN,  E   L        Division   of    Emergency   Preparedness   tt  Engineering 
RBsf>an*e    (Post   B301O3)        84/02/2B  ConaoHdatBd    Edison    Co      of    Haui 

VorH,     Inc         U3pp        22909   239        24X   Filhe    30-000,  B4/03/BS,  0401  190072 
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S4030£>0305   Ack    receipt    of    840310    J  tr     informing    NRC    of    steps     ta*en    to 
correct    violations    noted    in    IE   Imp    Repts    30-319/83-23    i 
50-31 A/B3-23 
PAPER  I-ELLO.C    J         Region    3,     Office    of   Director         84/O3/O1          DOLAN,  J   E 

American  Electric    Power    Service    Corp        DOLAN,  J  E        Indiana  Ji 
Michigan    Electric    Co          lp          S2S13    337         24X    Fiche    3O-31 9, B4/03/01 , 
B403040305 

— B403060-315  Responds    to    NRC   840111    1 tr    re    violations   noted    In    IE    Insp 
Repts     30-31S/B3-22   f,    50-31i/B3-23    Corrective    actions     lab 
pHT-sonnel    reinstructed    In    properly    Jogging    analysis   results 
ALEXICH.M  P         Indiana    f,  Michigan    Electric    Co        B4/02/1Q 
KEPPLER,J   G         Region    3.     Office    of    Director         4pp         22315   339         24X 
FichD    30-315.84/03/01,8403060305 

3102090007    IE    Info  Notice    Bfl-14,    "Highlights    of   Recent   Transport 
Regulatory   Revs   by    DOT    ti  NRC    "  Svc    list   enc  1 

GRACE,  J   N         Division    at    OA.     Safeguards    !<    Inspection   Programs    (Post 
B30103)          04/03/02  Consolidated    Edison    Co       of    NemYork,     Inc 

130pp          225S3   329         2431    Fiche    30-OQO,  B4/O3/O2.  B4O3090007 

9402090008    IE    InFo  Notice    94-16,    "Failure    of   Automatic   Sprinkler   Bys 
Valves    to   Operate    "    Svc    li»t    end 

JORDAN.  E  L        Division    of    Emergency    Preparedness   &  Engineering 
Response     (Post    B30103)          B4/03/O2  Consolidated    Edlaon    Co      of    Nau 

York,     Inc          132pp         22353    O<?B         S4X    Ftche    SO-000,  B4/03/O2,  B402O90OOB 

8402090009    IE    Info   Notice    B4-15,     "Reporting    o*    Radiological     Release!     " 
Eve    list    enc 1 

JORDAN.  E   L        Division   of   Emergency    Preparedness  &  Engineering 
Response     (Post    B3DI03)          84/03/02  Consolidated    Edison    Co      of   Kcui 

York,      Inc          119pp         23333   217         24X    Fichu    3O-QQO.  B4/03/Oa,  B4Q2090001? 

8402090011    IE    InFo  Notice   84-17,    "Problems    UXLio.uld   Mitrogen  Cooling 
Compan-ents   Delou  Nil    Ductility   Temp    "    Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness  &  Engineering 
Response    IPost   B301031         B4/O3/O5  Consol idated   Edison    Co      of  WBUI 

York,      Inc          H7ap         22333    336         24X    Plena    30-OOO,  B4/03/O&- 840209001 1 

810308020 B  Ack    receipt    of   S4O2 1 4    Itr    providing    addl    info   re    Section 
DSC.     "Revieu  of    Tests    or   EipcrlfflBti  ts,  "    of   S4O12Q 
submlttal    In    response    to    831 117   confirmatory    action    1 tr 
Suttj   mill    tie    e-jcamined    during    subsequent    insp 

KEPPLER. J   Q         Region    3,     Office    of    Director         S4/O3/03-         DOLAN,  J   E 
American    Electric    Fewer    Service    Corp         DOLAN.  J    E          Indiana    Si   Michigan 
Electric    Co         lp         22360   O!9         H4X    Fiche    30-31 3.  B4/O3/05.  8403030208 

— 8403060214   Submits    addl     info    to   BIO  1 20    Itr,  In   response    to    Q31I17 
confirmatory    action    Itr, Section   E    2   C.     "Review    of    Tests     or 
EKJIHIT  Imant  s    "   Term    "nonroutine    tests    or    eiper  Imen  ti  " 
clarified 

ALEXICH.M   P         Indiana    &    Michigan    Electric    Co         B4/02/14 
KEPPLER.je        Region   3,    Offics    o*    Director         lp        22560    OHO        24X 
Fiche    SO-31&,  B4/03/05,  B4030B02OQ 

B402-090Q24     IE    Info   Notice    84-09,  Rov    1'     "Lessons   Learned    From    Inapt   of 
Fire  Protection  Safe    Shutdown   Sy B   "    Svc    lilt    end 
JDRDflNiE  L        D-ivlslon   of   Emergency   Preparedness   &  Engineering 
R«»[.oti-Hf    (Pout    B30103>         34/03/07  Consol  lifted  Edison    Co      of  New 

York.      Inc.          llQpp         33633   049         24X    Fiche    5O-000. 04/03/07^  G403070024 

ai02OTOQ36    IE    Info   Notice    91-16,     "Strea:    Corrocion    Cracting     in   PWH 
Sys    "    Svc    list    encl 

JOJTDAN.  E  L        Division    of    Emergency   Prepared  nes-i   !H  Enginoerlng 
Response     (Post    33O1O3!          &4^O3/07  Consolidated   Edison    Co      of    Noiu 

Yort,      [TIC          liac-p         225S4     1 B6         24X    Fiche    30-000, 84/03/O7,  Bfl020?OOaB 


— B403300031     IE    Insp    Repts    30-313/B4-05   (.   BO-316/B1-OS   on    B4O213-17 
Noncomp 1  lance    1 dentif i ed' f ai  lure    to   meat    scheduler   •m«ra»ncy 
plan   t<  procedure   requirements 

BNEU-,W  0  ,    PHILLIPS.  M   P        Region   3,     Office    of   Director         84/03/12 
12pp         33331    346         2<4X    Fiche    30-315,04/03/14,8403300042 

8403300ZO2  nequests  relief    from    10CFRSO    5Sa<g>    proviiioni    to    allow  both 
facilities    to    begin   second    lO-yr    insp    Interval    on    same    data 
Sams   start    date   would   aJlou  more    officiant   t   uniform  uie 
nf    personnel 

HCRINOiR  F        Indiana  S.  Michigan  Electric    Co        B4/03/13        DENTON.  H  R 
Office    of  Nuclear   Reactor   Regulation,    Director        3pp        SSbBtt  347 
24X   Fithe    SO-313!  94/03/1 3.  B40320O2Q2 

B4D3-220030   Ack    receipt    of    B4O30B    Itr    Informing    NRC    of    itaps     taken    to 
correct   violations    noted    in    IE   Imp   Rapt*   SO-319/B4-O1    t 
BO-31A/94-01 
PAPERIELLO.C   J         Region    3,     Office    Of   Director         84/03/19         DOLAN,  J   E 

American  Electric   Pouar    Service    Corp        DOLAN. J  E        Indiana   & 
Michigan  Electric    Co         lp         SH714   331        24X   Fiche    80-31  Si B4/03/19, 
Q403320090 

— B403aaOOfiO  Rssponda    to    NRC    B4O210    Itr   re    violations  noted    In    IE    Imp 
Repts   30-313/B4-01   t.    30-316/84-01    Corrective   actions,  control 
mom   functional    responsibilities    transfer    formalized    In 
procedures   b   emergency    plan    Implementing    procedures   r*vl»d 
ALEXICH.M  P        Indiana   &  Michigan   Electric    Co        B4/03/OB, 
^EPPLER.JO        Regions,    Off  ICB    of   Direc  tor        3pp        B27U.3B2        E4X 
Fiche,  30-313,84/03/19.6-103230050 

8403330137  Ack   recalpt   of    B4O210   Itr    informing   NRC    of   steps    taken    to 
correct   violations    noted    In    IE   Irtsp    Rept    30-315/63-19 
Confirms   understanding    that    functional    logic    diagrams    undir 
rovieuj  !<  revived    diagram*   uilll    be    avaflah-le    bg    mid-Apr 
MORELIUBiC   E        Division    of    Project   b  Resident    Programs         B4/03/19 
DQLAN,  J  E        American  Electric    Pouier   Service   Corp        DOLAN,  J   E 
Indiana  (.  MUhlgan  Electric    Co        lp        22730    147        24X 
fit  he    SO-313,  B4/O3/19,  B4O3230137 

— B4Q3230133  Responds    to   NRC    B3123B    lr   re   violations    noted    in    IE    Insp 
Repts    30-315/03-19  t>    3O-316/B3-SO  Correctiva    action*    valve 
restored    to   proper   position    upon    discovery    of    error   Sample 
pump    restored    to    svc 

ALEXICH.M  P        Indiana   &  Michigan   Electric    Co        84/02/10 
KEPPLER.J  0        Region   3.    Office    of   Director        6pp,       33730.148        24 X 
Fithe    50-31&,  Q4/03/19,  61O3230137 

Bfl02090043   IE    Info   Notice    84-19,     "Tuio   Events    Involving   Unauthori lid 
Entries    into  PUR   Keartor    Cavities    "    Svc    list    encl 
JORDAN!,  E  L        Division   of    Emergency    Preparedness   I<   Engineering 
RBBpnnae    (Post    83O103)         S4/03/21  Consolidated    Edison    Co      of  Neu 

York,     Inc         123pp        25833   331        24X   Fiche,   30-ODO,  B4/03/S1,  B40H090043 

B402090044    IE    Info   Notice    B4-20,     "Svc    Life    of    Relays    in  B»f Btu-Related 
Sij3    "    Bvc    list    and 

JORDAN,  E  L        Divi-iion   of    Emergency    Preparedness   fc  Engineering 
Response    (Past    B3O103)         B4/03/21  Consolidated   Edition    Co      of  Neu 

York,     Inc         13Spp        22933  OO1        34X   Fiche    SO-OOO,  B4/O3/21 ,  8402090044 

8403370047  Responds    to    IE   Bulletin    B3-07,     "Apparently   Fraudulent 
Product!   Sold    by    Ray    Killer,  Inc    "    Nuclear    grade   matls   not 
purcha-ned    dlrectlij    from   Ray    Miller,  Inc    Revieui    of   matli 
lUpplled   bif    subvendora    continuing 

ALEXICH.M  P         Indiana  i.   rtichloan    Electric    Co        84/03/22 
DEVOUMO.n  C        Director's    office.     Dfflca    of    Inspection   and 
Enforcement         lOpp        23769   299        24X  Fiche    30-315, B4/03/Z2. 
B403370047 


a4031d0034    RequflstE   relief    from   tro,visions    of    ASME  Section   XI    -   197-3, 
Table    HJD-S50D    si  am   Categories   Q-L-1    tt   D-t-2    for   i- eat  tor 
coolant    pump 
ALEXICH.M  P        Indiana    &   Michigan    Electric    Co        B4/03/OB         DENTQNi  H  K 

Office    of   Nuclear  Reactor    Regulation,     Director        3pp         22494  397 
24X   Fiche    30-31S,81/03/OB,  9*03160034 

9402090031     IE   Bulletin    B4-O2.     "Failures    of    GE    Type    HFA   Relays    in   Use     in 
CJas-a    IE    Safety    SEJB    "    Svc     list    encl 

DEYOUNQ.R  C        Director's   Office,    Office    or    Inspection    and 
Enforcement        S4/O3/1?  Consnlldated   Edison  Co      of   NBIU   York,     Inc 

134pp          32S23   074         34X   Ficha    50-000i  B4/03/1  2,  340-309003  1 


R      Periodic   operating    reports    &    related    correspondence 

8403130239   "Annual    Operating    Rept, 1983   "   M/B40229    Itr. 

BTIETZEL.J  T   ,     ERENS80N,B   A    i     SMITH.H   0         Indiana   &  Michigan  Electric 
Co        B3/12/3I         HEPPLER.J  O        Rejlon  3,    Office    of    Director         31pp 
23606   017         24X   FichS    5O-313,  83/1  E/3U  B4O3130S39 

B4030E0044  Monthly    operatino    rept    for   Jon    1984  W/B40213    Itr. 

GILLETiW  T    .    BMITH.W  0         Indiana    &  Michigan   Electric   Co.       B4/01/31 
llpp          22441     IBB         24X    Fithfl    50-313, B4/01 /31,  S4030HOO44 


8903300043   Forwards    IE    Insp  Hept»  50-319/84-05   !.    50-314/64-03   on 
B4O213-17  (.  notice    of    violation 
PAPERIELLOi  C   J         Region    3,     Office    of    Director         B4/03/14         DDLANi  J 

American    Electric    Power   Service   Corp        DOLAN, J  E        Indiana   t 
Michigan    Eluctric    Co        Spp         22821    343        24X    Fien  e  ,  50-3  1  3,  84/03/14, 
B4O3300042 


Notice   of  violation  from    in*p    on   840213-17 
J^C  0        Reolon  3j     Office    of    Director        94/03/14, 
9       24X  Fiche    30-313,84/03/14,940330001)3 


2pp 


8403300137  Monthly    operating    rept    for   Feb    19B4  U/B4030B    Itr. 

OILLETT.W  T   ,    SMITH,  W  Q         Indiana   (.  Michloan   Electric   Co,       84/02/29 
lOpp         22620  C-SB        S4XFiche    50-315,84/03/39,8403300137 

aiO30B01tf  Foryards    "Radioactive  Effluent   Release   Rept,  JuI-Dee    1993." 
ALEXICH.M  P         Indiana   t,   Michigan    Electric    Co        84/03/01 
KEPPLER.J  0        Rao  ion  3.     GfflcB   of    Director         lp        2261B   001        24X 
Fiche    30-313,84/03/01, B403OS0149 

— B403130420    "Stmla-nnual    Radioactivt    Effluent   Rfliaie  Rept.Jul-Dte    19B3 
tt      Indiana  &  Michigan    Electric    Co        83/12/31         332pp         22A18-002, 
24X    Fiche    50-313,84/03/01,  B403000169, 


DOCKETED  ITEMS 


139 


B      Roportable    occurrences,     LERs   &  related    correspondence 

B303170014   Forwards   AEOD/T3Q3,     "Seat    Degradation    In   Henry    Pratt 
Butterfly    Valves    "    Info    appear*    to    represent    potential 
gajnvrlc    problem    IE    Info    notice    or    circular    recommended 
SHOWN.  E   J        Re-actor    Operations   Analysis   Branch         83/03/02 
SEYFRIT-K   V        Reactor   Operations    Analysis    Dranch         lp         23775    167 
24X   Fiche    30-313.93/03/02,830317001'! 

—  9303170017    "Baal   Degradation    In  Henry    Pratt    Butterfly    valves." 
technical    review   rept 

BROWN.E   0         Director's    Office         B3/O2/24         4pp          32773    IAS         R4X 
Flehe    80-315,83/03/03,0303170014 

B4Q3200216  NPDE8  noncompl  lance    notification    on   840216.  b  lowdoun   sample 
collected    during    heating    boiler    startup    indicated    94    ppm 
iron.  Caused    by    boiler    inactivity    W/840313    Itr 

MENOE.R    C         Indiana    &  Michigan  Electric    Co        B4/02/17        ZUOOER.  P   D 
Michigan,    State    of        KEPPLER.  J  0        Region   3,     Office   of   Director 
2pp         22699   323         24X    Flche    30-213,  84/O2/17,  8403200216 


8403300283   Updated    LER    B2-061/03X-1     on   B2O726,  d  i  scovered     that    alarm/ 
trip    *«tpotnt   values    In   newly    Installed    containment  air 
gaaBoui    &   p  articulate   monitors   higher    than    Tech    Specs    Caused 
by    personnel    error   Procedure    revised   U/840313    Itr 

DRAPER,  D  M  ,  SHITH.W  0.  Indiana  i.  Michigan  Electric  Co  84/03/13 
KEPPLER.J.G  Region  3,  Office  of  Director  3pp  22697  100  H4X 
Fiche  30-318,04/03/13,8403200383 


8403300042   Forwards    IE    Insp    Repts    SQ-31S/B4-03   fc    30-316/B4-Q3    on 
840213-17    !,    notice    of    violation 
PAPERIELLO.C   J        Region    3,     Office    OF    Director         84^03/14         DC-LAN,  J   E 

American   Electric    Power    Service   Corp        2pp        22821   343        24X 
Flche    50-313,94/03/11.81033000112 

— 84033OOO47   Notice    of    violation    from     insp    on    B40213-17 

PAPERIELLD.C    J         Region    3,     Office    of    Director         B4/03/14-         2pp 
22821    34S         24X    Flche    50-315,  B4/Q3/14,  8403300042 

— 8403300031     IE    Inup    Repts    5Q-313/B4-O3    d    SO-316/B4-O3    on    84O213-17 
Noncomp  liance    Identified    failure    to   meet    schedular    emergency 
plan   t<   procedure    requirements 

SNELL,  U   0        Region  3.    Office   of    Director        84/03/13        I2pp 
22831    34B         24X    Fichu    SO-315,  B4/O3/14, B403300D42 

B40326O17S  Submits   addl    Info   re    dally    Apo    R   fire    Insp   proflram  per 
840314   request  Procedure    detailing    listed    items   mill    be 
wri  ttan 
ALEXICH.M  P        Indiana  t  Michigan   Elactriq   Co        94/03/16        DENTQN,  H  R 

Office    of   Nuclear   Reactor   Regulation,    Director        2pp         22736    122 
24X    Flche    3O-315.  84/03/16,  84032A0178 

B4032200SO   Ac*    receipt    of    B4030B    Itr     informing   NRC    nf    steps     taken    to 
correct   violations    noted    in    IE   In-ap    Repts   50-31B/B4-01    t 
SO-316/84-01 
PAPERIELLO, C  J        Region  3,    Office    of    Director        B4/03/19        DOUAN,  J  E 

American   Electric    Power   Service   Corp         lp        23714  351        34X 
Fiche    SO-313,B4/03/19,B403220030 


DOCKET  30-316   DONALD  C      COOK  NUCLEAR    POWER   PLANT,    UNIT  2 
F      Saeurlty.    medical,     emergency    b   fire    protection    plans 

3403090331    Public   version    of    reissue    of   Rev   9    to    emergency    plan 
procedures   App    Ai     "Telephone    Numbers    for   Key   Plant 
Panonnel    "    14/831110    transmlttal    form  b  JM  Felton   830307 
release   memo 

*  Indiana   &  Michigan   Pouer   Co.       B3/11/03         17pp         22391    303,       21 X 
Fiehe,  SO-31S,  83/11/03.  B403090S81 

B4O3O9026B  Public    version   of    Rev  9    to    emergency    plan    Implementing 
procedures    App    A,     "Telephone    Numbers    for   Kay    Plant 
PoT«onnel    "    W/8311O9    tran»mlttal    form  l<  JM   Felton    reloase 
name 

*  Indiana    t,   Michigan   Electric    Co         B3/11/O9          ISpp         23392   346         24X 
Flehe, 30-313.  S3/1 1 /09,  B4030?026B 

B4031SOOB1    Notifies    of    840323   regional    workshop    In   Rosemont, JU  u/all 
Raglon    III    licensees    to    discuss    fire    protection    *afe 
ihutdouin   requirements   Workshop    will    provide    addl    guidance    re 
lOCFRSO.App    R   requirements   Agenda    encl 

SPESBARD, R   L        Division    of    Emergency   Preparedness   &  Operational 
Support        84/03/06        DOLAN, J  E        American   Electric    Power    Service 
Carp        DOLAN.J.E         Indiana   b   Michigan   Electric    Co        3pp         225B6-272 
24X    Plch*    30-319,  84/03/06, 6403120021 

84O3130202  Explains    tc    justifies    item*    in    nanoutage    work    schedule   which 
cannot    be    completed    by    B4O620  Requests    scheduler    exemption 
from   lOCFRSO.App   R, Sections    III    0   2,  III    G   3  ti    III    J 
•(tending    compliance    date    to    841231 
AL6XICH.M  P         Indiana   &  Michigan   Electric    Co,       B4/03/08        DENTON,  H  R 

Offiea    of   Nuclear   Reactor   Regulation,     Director         3pp         82617  312 
BflX   Ftche,  80-313.  B4/03/GB.  B403130203 


— 8403220060  Responds    to  NRC  840310    Itr   re   violations   noted    in    IE    Insp 
Repts    50-313/B1-OI    &   50-316/B1-01    Corrective    actions    control 
room    functional    responsibilities    transfer    formalized    in 
procedures  ft    emergency    plan    Implementing    procedures   revised 
ALEXICH.M  P        Indiana  4.  Michigan    Electric    Co        84/O3/OB 
KEPPLER.J   0         Region    3,     Office    of    Director         8pp         2S714    332        24X 
Flche    30-315,84/03/19,8403220030 

8403290271    Emergency    Plan    Implementing    Procedure    PUP    2031    EPP    QOli 
"Plant   Manager   Procedures    Indei    "    Procedure   PMP   20B1    EPP  O07 
cancelled    due    to   error 

WELCH.S  E        Indiana   (.  Michigan  Electric   Co        64/03/28        4pp 
22800   024         B4X   Flche    50-315,84/03/28,8403290271 

P      Operating    license    stage    documents    tt    correspondence 

840302O190   Requests    status    of    replacement, schedule   for    completion  & 
copy    of   Acton  Lab    rept   re    DA   Kercoiil    sultchet   being  replaced 
by    DAW    type 

v'ARGA.S  A        Operating    Reactors  Branch    1        84/02/21        DDLAN,  J 
Indiana    It  Michigan   Electric    Co        DDL  AN,  J        American  Electric    Pouer 
Service    Corp        2pp        22493  001        24X    Flche    SO-315,  84/02/21 , 
8103030190 

8403060191    Application    for    amend    to  License    DPR-74.  revis ing    Tech   Specs 
re    Cycle    5  reload 
ALEXICH.M  P        Indiana   (<  Michigan    Electric    Co        84/03/01         DENTON,  H  R 

Office    of    Nuclear    Reactor    Regulation,     Director         7op         2231Q   001 
24X    Ficho    30-316,84/03/01,8403060191 

— B40306O197  Proposed    Tech    Spec    changes   re   Cycle    3  reload 

*      Indiana  i   Michigan  Electric    Co         S4/O3/01         15pp        22318  OOB 
24X   Fiche    SO-316,B4/03/01,B403060191 


B403130121    Rtv   3   to   Emergency    Plan    Implementing    Procedure 
PMP   20BO   EPP   OOB,     "Initiating    Manning    of   Emergency    Response 
Facilities    &  Calling    Off-Duty    Plant   Personnel    " 

KRAUBE.D   ,    BLIND.A  A,,    SMITH. W  M         Indiana    f   Michigan   Electric    Co 
84/03/09        14pp        22601    32D        24X   Fiche    30-313, B4/03/09- B403130121 

B4O3190200  Faruards    draft    final    exercise    rept    for   840123    joint 
radiological    emergency    preparedness    exercise   State    of   MI    tt 
Btrrlen   Countu    demonstrated    capability    to    protect    public    In 
av«nt   of   radiological    emergency 

KRIMM.R.W,       Federal    Emergency    Management   Agency         84/03/09 
JORDANrE.L,      Division   of  Emergency   Preparedness   &  Engineering 
Ramponie    (Poit   830103)         2pp        2264S  001         24X   Flche    30-313,84/03/09, 
0403130200 

— 8403130203   Draft    evaluation    of   Otll.  State    of    MI    h  Bet-rien    County   840125 
joint    exercisa 

«      Federal    Emergency    Management    Agency         B4/02/22        42pp 
B2642'003,       H4X    Flehe, 80-313, 84/03/09, 8403130200 


8403060195   Forwards    "Status    Summary   Rnpt   on  Adequacy    of   Distributed 
Ignition    Bys    for  Hydrogen   Control,  "     In   response    to  NRC 
82042?    Itr   t.  commitments    made    during   NRC  830913  meeting    in 
Betheada.MD 
ALEXICH.M  P        Indiana   b  Michigan   Eloctric   Co        B4/03/OI         DENTON,  H  R 

Office    of   Nuclear   Reactor   Regulation,    Director        2pp        22817    188 
34X    Fiche    50-315,84/03/01,8403060195 

— 8403060200    "Status   Summary   Rept  on    Adequacy    of   Distributed    Ignition   Sys 
for   Hydrogen   Control    " 

*      Indiana   b  Michigan  Electric    Co        S4/O3/01        36pp        22317   19O 
24X   Fiche    80-313,  B4/03/01.  B403O&0193 

B4030B0209   Forward B    proprietary    &  nonpraprletary    info    supporting 
application    for  Tech    Spec    changes    Por  Cycle   8  reload 
Proprietary    repts   withheld 

CHANDLER, J  C  El  I  on  Nuclear  Co  •  Inc  (subs  of  Exxon  Corp  ) 
84/O3/03  DENTON.H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  5pp  22558  324  24X  FicDe  SO-316,  B4/O3/02,  B4030B0205 


6403300233  Forwards    comments    on    detailed    control    room  design    review 
Plan   demonstrate*    commitment    to   meet   requirements    of  Suppl    1 
*o    NUfiEO-0737r however,  addl    info  raquired    Meeting    should    be 
held    In   Apr    or   May    19B4    to    discuss    comments 

VARSA>3. A        Operating    Reactors   Branch    1         84/03/13        DQLAN, J 
Indiana   h  Michigan    Electric    Co         IBpp        23042  390        E4X 
Fiche- 30-318,  84/O3/13,  8403300233 


— B4030B0210  Buppl    1    to    "DC   Cook   Unit   2,Cycle   5  BAR    " 

COPELAND.R   A   .    STOUT,  R    B    ,     UILHAMSQN,  H  E        Ex*on  Nuclear   Co.. 
(subs       of   Exxon    Corp    )          XN-NF-B3-S3    Q01         B4/02/E3          ISpp 
2338S   229        24X   Fiche    50-316,  B4/O3-/02,  B4030B020S 
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— B4030BO216    Nonprapr  i  e taru.     "DC    Cook    Unit    2    Cycle    5    -    y/.   Steam   Oenei  ator 
Tuba    Plugging    Limiting    Break    LOCA/ECCS  Analynis    " 

ADES,  M    J    ,     DRAUN.D    J    .     FAUSZ.N   F         Euan   Nuclear    Co    ,      Inc       (suOs 
of    EiJton    Corp     )  XN-NF-B4-ai     CNP )          B4/03/OI          e.3pp         32539244 

24X    Flche    50-31  A.  B4/Q3/O3,  S4O30B0205 


— 84032Q0.22B  Revised    proposed    Tech   Specs    for   reactor    coolant    vent    i 
per    THI    Itim    II     B    1 

*       Indiana    S.   Michigan   Electric    Co         B4/Q3/10         7pp         22690    172 
24X   Fiche    30-31  S,  B4/03/19,  84O32Q0223 


--0103030220    "DC    CnnSr    Unit    3.  Cycle    S   SftR    " 

UIMfV.P    D    ,     SKOOEN.F    B    ,     WILLIAMSQffH   E         Enon    Nuclear    Co   ,     Inc 
<subs       of    Enon    Corp     )          XN-J^-SS-aS         B3/10/34         34pp          23353    310 
H4X    Ficde    50-316. 84/03/OSi B4030BQ205 

— 34O3Q8O223   Nonproprietarij    Rev    2    to    "Plant    Transient    Analysis    for    DC 
Cool    Unit   3  Reactor   at    3,425   MWT  Operation   W/5K  Steam 
Generator    Tube    Plugging    " 

ADAMS, F    T    ,     KAYSER.H   V    ,     CHANDLER.  J   C         Einon    Nuclear    Co     ,     Inc 
<sut.E       af    Euan    Corp     )          XN-NF-aa-32    <NF)    R02         H4/O3/03         114pp 
2255B   345         24X    Flche    50-316,64/03/02,04030802:09 

•B4Q319045Q   Forwards.    "SERi  Purop    &   Valve    Insevvice   Testing    ProgramiDC   Cook 
Nuclear    Plant, Units     1    t,    2,"     Identifying    do  f  Sclent  lei 
requiring    resolution   Meeting    to   discuss   deficiencies 
reque  sted 

VARQA,  E   A         Operating    Reactor*    Branch     1          91/03/05         DDL AM, J 
Indiana   !.   Michigan  Electric    Co        DDL  AN,  J        American   Electric   Pniuor 
Service   Corp        2p  p        32iSO  340        24X   Fiche    50-31  9,  84/O3/O3, 
B4031904SQ 

— 3103070390   Request*    moetlng    ui/utlt     in   Mar     1984    to    resolve     deficiencies 
in    purap    t>   valve    inservice    testing    program   Contractor    rep  t 
enc  1 

BCIBNAK.R    J         Mechanical    Enolneer ing    Branch         B4/O3/O1          VAROAj  5   A 
Operating-   Reactors    Branch    1         lp        22600  342        24X 
Fiche    50-315,  B4X03/09,  B4O3I90130 

— 8403070395   "SERiPump    (•  Valve    Inser-vice   Testing    Program,  DC    Cook   Nuclear 
Plant. Units    1    tt  3    " 

COOK,  T    L    ,     RCCAHOLD,  H   C          EOM,      Inc         FIN   A-6263        EGQ-EA-e413 
B3/IO/31  KRC    -    No    Detailed    Affiliation    Given         23pp 

22630    343         24X   Fiche    SO-315, 84/03/05,  B4O3190430 

0403140-224     Interprets    current    Tech    Spots    as    allowing    control     rod 
movement    de-scribed    in    uti  1    340130    1 tr   Toch    Specs   require 
23   ft    uf    water    over    top    of    reactor   vessel    Flange   during 
movement    af     fuel    assemblies    or    control    rods 

vARflrt.B    A         Operating    Reactors    Branch    1          04/03/07         DOLAN. J 
Indiana    t  Michigan  Electric    Co        DOLAN,  J        American  Electric   Power 
Service    Corp         4pp         23637    324         2flX    Flche    3D-31 S, H4/03/O7, 
6403 140224 

B4O3130O97   FCfruarde    nanproprl  etarij    version    Of    XN-NF-8S-90CNP  ) ,  Supp  1     1. 
"Potential    Radiological    Cam ecjiiences   of    Incidents    Involving 
High    Exposure    Fuel,'     which    supports    application    Pur   Tech 
Spec    changes   far    Cycle    9   reload 

CHANDLEH.J  C  Euan  Nuclear  Co  ,  Inc  Uubi  of  E>mn  Corp  J 
B4/03/13  DENTOMp H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  22639  O2-5  SAX  Fiche  50-31 1,  84/03/13,  B4031S0097 


B403300247   NotiPicatlon    of    B40327   ti    28   meeting*    u/utll    in 
Stevansvilloi  MI    to    fliscms    current   preliminary   review   o* 

inservice   testing    program   for    pumps   &  valves    b    forthcoming 

IQ-ijr   program 

HIQOINTON.D         Operating    Reactors    Branch    1          B4/03/13         VAROA-9    A 

Operating   Reactors    Branch     1          2pp         22826    361         24 X 

Flche    90-315,134/03/13,8403300247 

8403300100   Foruarrts    Rev    i    to    XN-rF-33-83,  Supp  1     1,     "DC   Cook    Unit    2, 
Cyc le   S   SAR    " 

CHANDLEIiiJ  C  Elton  Nuclear  Co  ,  Inc  (subs  of  Exxon  Corp  ) 
B4/03/16  DENTON.H  n  Office  of  Nuclear  Reactor  Regulation! 
Director  lp  22699  186  24X  Fiche  30-316,84/03/16,0403200100 

— 8403200101    Rev    l.Suppl    1,  to     "DC   Coo*    Unit    2,Cgcle    5   BAR    " 

CQPELrtND.R    A    ,     WILLIAMSON,  H   E   .     STOUT,  R    0         Exxon   Nuclear    Co    ,     Inc 
duba      of    E««on    Corp    )         XN-rf-aa-BS  R01    SOI        34/03/13         IHpp 
23691?    1B7         21X    Fiehe    30-316,84/03/16,0103200100 

B40337O11D  ForuiardE    responses    to   NRG    questions   re   proposed    B40301    d    13 
Tech   Spec    change  requests    to    ftoui   rate    for    safety    Injection 
pump    flou  balance    test    Info    constitutes    supplemental    info 
for    changes    to   Cycle   9  reload 
ALEXICH, M  P         Indiana   &  Michigan   Electric    Co        B4/03/S3         DENTDN,  H  R 

Office    af  Nuclear    Reactor   Regulation,    Director        7pp         22774   041 
34X    Fiche    BO-31A,  64/03/23,  B4O3S7OL  10 


Q      Inspection   re-ports,     IE   Bulletins    &  correspondence 


3403030223  Further  response    to    rolA   rnqueit    for    records    of   named 
Individual*'  including    rep  ts,  analyses,  stud  (at,  test 
calculat  ion»r  procedures   tt   practices    for   measurement    of    RC8 
leakage    Foruiards  App    C    documents    Search    continuing 

FELTDN,  J  M        Division   of    Rules    end   Records        34/02/07        MADDEN,  T  J 
Kay«,    Scholar,     Fi  erman,    Hayi    b  Handler        3pp        22496  534         24X 
Flchs    50-000.84/02/07,0403090223 

—  0403090296  Notifies    that    Indopendent   measurements    of    idantlfled    b 
unidentified    RCS    leak    r«tes    for    all    PWRs    in   Region    III 
perfurmed    per   Procedures    617270    b  6173BB    Imp    findings 
summarl  ted 

NORELIU9,  C  E  Division  of  Engineering  02/03/00  JORDAN,  E  L 
Division  of  Engineering  &  duality  Assurance  (Pre  830103)  2pp 
22476  270  34X  Fiche  30-000,84/02/07,8403030223 


Foruiards     IE    Insp    Repts    5O-315/04-04   h    50-316/84-04    on 

Q  4  020  7  No   noncomp  1  lance    Identified 

LITTLErW  S        Region  3,    Office    of    Director        04/02/34        DOLAN.  J  E 
American   Electric    Fouier   Service  Corp        DOLAN,  J  E        Indiana    h  Michigan 
Electric   Co         3pp         22937  272        24X   Flche    50-319,04/02/24,8403080297 


— B4031301O4    "Potential    Radiological    Consequences    of    Incident*    Involving 
High    Exposure    Fuel. DC    Cook, Unit    2    " 

COPELAND.R   A    ,     KftVSER,  W    V    .     STQUT.R    u         Eiiton    Nuclear    Co     ,     tnc 
(subs       of    6«ion    Corp     >          XM-^F-a^-9O    INP)    SOI         04/03/31          24pp 
2263?   030         24 X    Fiche    3O-31Ai S4/03/ 13,  84031 90097 

6403300296  Advises    that   goal    for    completion    of    technical    reviews   E< 
Implemantat  ion   -of    all    MUREQ-O737    1  temsi  aic  luiJtng    Supp  1    1,1s 
Sept    [<?B4   Requests    to   be    advised    af    potential    problems 
within    30    days 

VARfiA,  S   A         Operating   Reactors    Branch    1         84/03/13         DOLftN, J 
Indiana   &   Michigan   Electric    Co        DQLAN,  J        American  Electric   Power 
Service    Corp         2pp         22544    316         24X   Fiche    30-315,64/03/13, 
84033002^4 


— 8403QBQ302   IE    In»p    Repts    90-313/04-04   &   30-316/B4-04   on   840207  No 
noncampliance    or    deviation*    identified   Major   areas 
impacted    itocum-entatlon   d    ualk-douns    re    equipment   discussed 
in   IE    Info   Ltr  Bt-14 

KEATINQ.D   E    ,     HUFFETT,  J   .     DANIELSON.  D  H        Region   3.    Office    of 
Director         84/02/23         3pp          22357    274         24X    Flche    30-313,84/02/24, 
B4030B0291? 

H403120116  Forwards    IE  Mg  t   Meeting    Repts    90-313/84-03  t.    30-316/84-03  on 
840131 

KEPPLEH.J  0        Region  3,    Offlc*    of    Director,       B4/OE/H4        DC-LAN.  J  E 
American  Electric    Power   Service   Corp        DDLAN,  J  E         Indiana    tt  Michigan 
Electric   Co         Spp         229B9   20?        24X  Flche    90-31 5,  B4/OE/24.  B4031201 16 


B4O3200aiO  Application    to    amend    License   DPR-74, revising    Tech    Specs    re 
fluypate    for   flcu    balance    test   of    safety    injection    pumps. 
ALEXICH,M   P         Indiana  &   MUMoan  Electric    Co        B4/03/15        DENTON.H  tl 

Office    of    Nuclear   Reactor  Regulation,    Director        7pp         2269*7  273 
24X    FUhe    50-310,04/03/15,0403200210 


—0403120124    IE   Mgt    Meeting    Repts   30-313/84-03  Si   50-316/B4-03   on   B40131 
Major    areas    discussed    progrtis   &   status    of    licensee 
regulatory    performance    Improvement    program 
SHAFER.U   D    ,     NORELIUB,  C    E          Region    3.     OfflO    of    Director 
64/02/21         3pp          229B9    211          24X    Flche    80-319,  84/02/24,  B40312O1 16 


— 3403200214   Proposed   Tech    Specs   re    flowrate    for    flow  balance    ted    of 
safetg    Injection   pumps 

»      Indiana   t  Michigan    Electric   Co        04/03/15        I4pp         22699  30O 
24X    Flche    90-316,  SI/03/ S3,  B4032002IO 

8^03200233  AjJpllcatlon    for    amend    to   Licenses    DFR-9B  t  DPR-74.  revls  1  ng 
Tech    Specs    re   reactor  coolant    vent    iijs   per    TMI    Item   I!    B    1 
Justification   for    NSHC    provided    in   3401BO    Itr    still 
appl icable 
ALEKICM,M  P        Indiana  fc   Michigan  Electrit    Co        Hfl/03/19        DENTQN,  K  R 

Office    of  Nuclear    Reactor  Regulation,    Director        Spp         S3690,  1"?0 
24X   Fiche    50-313.64/03/15,8403300223 


Q401190072   IE    Info  Notice  84-13,     "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits   &   Annunciation    "    Bvc    Hit 
end, 

JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post    83O103),       04/02/28  Consolidated    Edison    Co      of   Neu 

Vort,     Inc         J13pp         22909  239        24X   Fiche:  90-000,  B4/02/BB,  8401 190072 

B40G06D3D5  Ack    receipt   of   S40H1O    Itr    Informing    NRC   of    itepi    taken    to 
correct    violation*    noted    in     IE    Insp    Repts    30-313/83-22  h 
90-316/83-23 
PAPERIELLO.C    J        Region   3,    Office    of   Director        84/03/01         DOLANi  -J,  E 

American  Electric    Power    Service   Corp        DDL AN, J  E,       Indiana   & 
Michigan  Electric    Co        lp         22S19;397        24X   Fith*-  80-31  S,  84/03/O1. 
0403060303 
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— 8403060313  Responds    to   NRC    B40111    1  tr   re    violations   noted    in    IE    In*p 
Rept.    30-313/83-22  *   30-316/B3-23   Corrective    actioni    I  fib 
personnel    re tnstruc ted    in    properly    logging    analysis    result! 
ALEXICH.M  P        Indiana   fc   Michigan  Electric    Co        84/02/10 
KEPPLER.J  0        Raglan   3,     Office    of    Director        4pp        23319    398        24X 
Flche    30-313.84/03/01,8403060303 

B402Q90007    IE   Info   Notice   84-14.     "Highlights    of   Recent   Transport 
Regulatory   Ravi    by    DDT  fc   NRC    "   Svc    Hit    enc  1 

GRACE.J  N        Division    of   QA,     Safeguards   &    Inspection  Programs    (Poit 
830103)         B4/03/02  Coniolldatid    Ediian   Co      of   Neu  York,     Inc 

130pp          2B39Z   329         24X    Filh*    30-000.  B4/O3/02,  B40209Q007 

B4Q2090QQ8    IE    Info  Notice   84-16.     "Failure    of    Automatic    Sprinkler   Syi 
Valves    to   Operate    "    Bvc    ll*t    enc 1 

JORDAN.E  L        Division    of    Emergency   Preparedness    b   Engineering 
Response    (Post    B301O3)         84/03/02  Consolidated    Ed i ion    Co      of  Neu 

York.     Inc,        IZSpp          28993    09 B         24X    Flche    30-OOO,  84/03/02.  8402090009 

B 4020 9000?   IE    Info   Notice    84-19.     "Reporting    of    Radiological    Releases    " 
Bvc   Hit  end 

JORDAN,  E  L,       Division    of    Emergency    Preparedness    ti   Engineering 
Reiponio    (Pott   B30103)         B4/O3/02  Consolidated    Edison    Co      of   Neu 

York,     Inc.       119pp         22SS3   217        24X   Flche    3O-000, 84/03/02, B40S090QQ9 

B402090011    IE    Info   Notice   B4-17.     "Problem!    W/LIquld    Nitrogen    Cooling 
Component*   Below  Nil   Ductility  Temp    "   Bvc    Hit   end 
JORDAN,  E  L        Division    of   Emergency    Preparedness   &   Engineering 
R»«ponie    (Poit   830103)         84/03/03  Consolidated    Edison    Co      of  Neu 

York,     Inc         117pp         22533336        24X   Fl che, 50-000, 84/03/03, B40209001 1 

0403QB020B  Ack    receipt    of   B40214    Ur    providing    addl    Info   re   Section 
B   2.Ci     "Review   of   Tests    or    Eiperlmentu  "    of    B40120 
lubmlttal    in   response    to    831117   confirmatory    action    Itr 
Bubj   mill    bi    aiamlnid    during    subsequent    Insp 

KEPPLEfiiJ   0         Region    3,     Office    Of    Director         B4/03/09         DOLAN, J   E 
American   Electric    Pauer   Service   Corp        DOLAN.  J  E         Indiana    b  Michigan 
Electric    Co         lp        22340   019        24 X   Fiche    SO-31 5, 84/03/09, 84030B020B 


B4O32O0202  Requests    relief    from    10CFR90  3Sa ( g )    provisions    to    allow  both 
facilities    to   begin    second    10-yr    tnsp    interval    on    same    date 
Same    start   date  mould    a  1 1  oiu   more    efficient   &  uniform  use 
of   personnel 

HEH1NS,R   F        Indiana   fr  Michigan   Electric   Co        84/O3/13        DENTON,  H  R 
Office    of  Nuclear    Reactor    Regulation,    Director        3pp        226B6  347 
H.4X    FichB    50-313,84/03/19.8403200202 

B4Q3220050   Ack    receipt    Of   8403OB    Itr    informing    NRC    of    steps    taken    to 
correct    violation!    noted    in    IE    Insp   Repts    3O-315/84-01    I* 
50-31 A/84 -01 
PAPERIELLO.  C    J         Region   3.     Office    of    Director         B4/03/1?         DOLAN,  J   E 

American   Electric   Power   Service   Corp        DOLAN,  J  E        Indiana    fr 
Michigan   Electric    Co         lp          22714   391         H4X   Fiche    30-319,84/03/19. 
B4 03220030 

— 84 032200 to  Responds    to   NRC    84O210    Itr   re   violations    noted    In    IE   Insp 
Rept«    30-313/84-01    Si   30-31 6/B4-O1   Corrective    actions    control 
room    functional    responsibilities    transfer    formalized    in 
procedures  &   emergency    plan    implementing    procedure!   revised 
ALEXICH.M  P        Indiana   Si   Michigan  Electric   Co        B4/03/OB 
KEPPLER.J   0         Region   3,     Office    of    Director         2pp         22714    392         24X 
Flche    50-315,B4/03/19,B403220050 

8403230137  Ac k    receipt   of  8402IO    Itr    informing   NRC   of    itepi    taken    to 
correct    violations    noted    In    IE    Insp    Rept   30-319/83-1? 
Confirms    understanding    that    functional    logic    dlagrami    under 
review  &   revived    diagrams    will    be    available   by   mid-Apr 
NOREL1US.C   E        Division   of   Project   t.  Resident  Programs        84/03/19 
DOLAN, J  E        American  Electric    Power   Service   Corp        DQLANiJ    E 
Indiana   fc  Michigan  Electric    Co         lp        23730   147        24X 
Flche    90-313,84/03/19,8403230137 

— B40323Q13B   Respond!    to    NRC    8312.28    IT    re    violation!    noted    in    IE    Imp 
Repti    30-313/B3-19  «.  30-31 6/B3-20  Corrective    actions    valve 
restored    to   proper    petition    upon    discovery    of   error  Sample 
pump    restored    to    svc 
ALEXICH.M   P         Indiana   «•   Michigan    Electric    Co         84/02/10 

KEPPLERiJ  0       Ragion  3,    Office   of  Director       6pp       22730   14B       24X 

Flche    90-313,  B4/03/19,  8403230137 


— B4D3080214   Submits    addl    info    to  840120    Itr. In    response    to    B31117 
confirmatory    action    Itr, Section    B   2  C.     "Revleu   of   Tssti    or 
Eiperiments    "   T*rm    "nonroutine    testt    or    e>periments" 
clarified. 

ALEXICH.M  P         Indiana   t>   Michigan    Electric    Co        84/02/14 
KEPPLER,J  0,       Region   3,     Office    of   Director         lp        22340   020        24X 
Ficha- 90-319,84/03/03,8403080208 

B402090024    IE    Info  Notice    B4-09.  Rev    1.     "Lesion*   Learned    From    Inspi    of 
Fire   Protection  Safe   Shutdown    Byi    "    Bvc    list    incl 
JORDAN.  E.  L        Division    of    Emergency    Preparedness    !t  Englnearlng 
Responie    (Post    B3O103)         84/03/07  Coniolldated    Ediion   Co      of   New 

York.     Inc         llSpp         S2639;049        24X   Fi che. 90-000.  B4/03/07.  8402090024 

8402090028   IE   Info  Notice   84-18,    "Btresi   Corrotlon  Cracking    in  PUR 
Bys.  "   Svc    list    *ncl 

JORDAN,  E  L.       Division    of   Emergency   Preparedness   tt   Engineering 
fleiponie    (Post    B301O3)         84/03/07  Convolidated    Edison    Co      of  Neui 

York,     Ine          HBpp          323B4-  186         24X    Flche.  30-000, 84/03/07,  8402090028 

B403160034   Requests    relUf    from   provisions    of    ASME   Section    XI    -   1974, 
Tibia    IUD-2500   exam  C«tegoriei   B-L-1    &   D-L-a    for   reactor 
coolant    pump 
ALEXICH.H  P         Indiana   &   Michigan   Electric    Co        S4/03/08        DENTON.  H  R 

Office    of   Nuclear    Reactor    Regulation.     Director        3pp         22654   337 
24X  Flche    30-319,  84/03/00,  8403160034 

B40S090031    IE  Bulletin  84-02,     "Failures   of  OE  Type  HFA  Relays   In  Use    in 
Clasi   IE  Safety  Sui    "   Svc    list   encl 

DE¥OUNO,R,C,      Director's   Office,    Office   of    Inspection  and 
Enforcement        84/03/12.  Consolidated   Edison   Co      of   Neu   York,     Inc 

134pp.       22823.094.       24X   Flche    30-000,84/03/12.8402090031 

8403300042  Forward*    IE    Insp    Repts    30-319/B4-09   !>   30-316/84-05   on 
B40B13-17  *  notice    of   violation 
PAPERIELLO.  C.  J.       Region   3.    Office    of   Director        84/03/14.       DOLAN,  J  E 

American  Electric    Power    Service   Corp         DOLAN.  J  E        Indiana   Si 
Michigan   Electric    Co        2pp         32821    343,       24X   Flche    30-313.  B4/03/14, 
B403300042. 


-6403300047  Notice    of    violation   from    Insp    on   840213-17 

PAPER1ELLD,C   J        Region   3,     Office    of   Director        S4/03/14 
22821,349.       24X   Fiche:  30-319,84/03/14,  8403300042, 


2pp 


8402070043    IE    Info  Notice   B4-19,     "Tun   Events    Involving  Unauthorl i ed 
Entries    into  PWR  Reactor   Cavltl«s    "   Svc    list   encl 
JORDAN, E  L        Division   of   Emergency   Preparedness   *<  Engineering 
Response    (Post   B301O3)        B4/03/21  Consolidated    Edison   Co      of  Neui 

York,     Inc          123pp          22B23    2E9         24X    Fi  che    30-000, 84/03/21.  8402090043 

B402090044    IE    Info  Notice  84-20.     "Svc    Life   of   Relays    In  Safety-RelaUD 
SIJB    "    Svc    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   ti  Engineering 
Response    (Post   9301031        84/03/21  Consolidated   Edison   Co      of  Neu 

York,     Inc         133pp         22933001         24X   Fiche   30-000.  B4/03/21,  B402090044 

B403270047   Responds    to    IE   Bulletin    83-07.     "Apparently    Fraudulent 
Products   Sold    by   Ray   Miller,  Inc    "    Nuclear    grade   matU   not 
purchased   directly    from  Ray    Millar,  Inc    Review  of  mat]* 
supplied    by    subvendors    continuing 

ALEXICH.M  P        Indiana   &  MicMgaii  Electric    Co        B4/03/22 
DEYOUNO.fi   C        Director's   Offio,    Office    of    Inspection   and 
Enforcement         lOpp          S2769   399         24X   Flche    50-315,84/03/22, 
B403270047 


R      Periodic    operating    reports    ti    related   correspondence 


B403130299   "Annual   Operating    Rept.  19B3   "   VI/B40229   Itr 

STIETZEU,  J  F  ,    SRENS90N.IJ   A    ,     BMITH,U  0        Indiana   (c  Michigan  Electric 
Co        B3/1H/31        KEPPLER.J  0         Region  3,    Office    of   Director        31pp 
22606   017         24X   Fiche    30-31  3,  B3/12/31,  B403130239 

B403020007   Monthly    operating   rept    for   Jan    1984  U/B40B13    Itr 

OILLET.W  T   .    PEAK.Q   J,  ,    SVENBBON,  D  A        Indiana   t,  Michigan   Electric 
Co        04/01/31        Bfp        22442    213        24X  Flche    30-316, B4/01/31 , 
8403020007 

B403300133  Monthly    operating    rept    for  Feb    19B4  W/840300    Itr 

OILLETT.U  T    ,    SMITH,  H  0        Indiana   (<  Michigan  Electric    Co        B4/02/29 
7pp.        22BB1    068         S4X    Fiche     3O-316. S4/02/29, B403300195 

B4030S0169  Forwards    "Radioactive    Effluent  Release  Rept,Jul-Dec    19B3    " 
ALEXICH.M  P         Indiana   It  Michigan  Electric    Co        B4/03/01 
KEPPLER.J  0        Region  3,    Office,    of    Director        lp        3261B  001        24X 
Fiche    30-315,  B4/03/01,  S4030B0169 


-B403300051    IE    Imp    Rept*    30-319/B4-OB  t>   SO-316/B4-OS  on   B40213-17 
Noncompllanc*    Identified    failure    to   meat    scheduler   emergency 
plan    It   procedure    requirements 

SNELL.W  0.,    PH1LLIPS.M  P.       Region   3,    Office    of   Director        84/03/12 
12pp         22821    34B.       24X   Flche   30-313,84/03/14,8403300042 


—8403130420   "Semiannual    Radioactive   Effluent   Release:  Rept,Jul-Dec    1993 
*      Indiana   t>  Michigan   Electric   Co        33/12/31        332pp        226 IB' 002 
24X   Flehe    30-313.  B4/03/01 ,  84O30B0169 
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S      Reportable    occurrence*,     LER  s    6  related    correspondence 

B3G3170014   Forwards    ACtlD/T3Q3,     "Seat    Degradation    in    Henry    Pratt 
Bitttcrflg   Valve*    "    Info    appears    to    represent    potential 
generic    problem    IE    info    notice   or    circular   recommended 
BROHNi  E   J        Reactor    Operations    Analysis    Branch        B3/03/02 
SErTfllT.K   V         Realtor    Operations    Analysis    Branch          la          3S773    167 
S4X   FlcNe    50-315.B3/03/Oa,B3O3170014 


— 8303170017    "Seat   DBflradatlon    In  Henru,    Pratt   Butterfly   Valves,' 
technical    review    rept 

DROWN,  E  J        Director's    Office        03/02/34        4pp 
Fteho     50-313,83/03/03,  B303170014 


£-2773    168        SIX 


BH03200ai7  LER  B1-OOS-QO   on   Q4O21S,  turhlne/reac tor    trip    occurred    From 
Full    power  while   placing    moisture    separator    reheater   iteam 
EOila    in   eve   Caused    by    operator    falling    to.    close   main    steam 
supply    valves    Procedure   modified    W/B403IA    Itr 

BAKER.K    Ft   ,     GMITRW   G         Indiana   &   Michigan   Electric    Co        94/03/16 
3pp         33699   3*1         24X    Fiche    80-316,311/03/16,3403300317 


B40321QDOfi   Forwards     IE    Insp    Septs     30-317/B3-33   fc    30-31B/B3-33    on 
331212-16  No  violations    obierved 
MARTIN.  T  T       Division   of   Enoineering   6   Technical   Program        84/03/09 

LUNDVALL.A  E        Baltimore   OH*    tt   Electric   Co        Zpp        22704   334        24X 
Flcfie    30-317,  04/03/09,  S10321  0006 

— 9403310016    IE    Imp    Repts    30-317/83-33   t,    30-31B/B3-33   on    B31312-16   No 
violations    Identified   Major    areas    inspected    emergency 
preparedness   activities    outlined    In    IE    inip    procedures   h 
review  of    emergency   response    plan 

COHEN,  I    ,     HAWXHURST,  J   J    .     CRQCKEfl.HW,        Region    1,     Office    of 
Director         84/02/17         6pp          32704   336.         B4X    Flche    30-317,84/03/09. 
8403310006 

840319001B  Foruards   Calvert   Cliffs    Instruction   CCI-31O,     "Emergeneu 
Operating   Procedure   Writers    Guide, "    implementation 
schedulei validation   verification    plan  &    training    plan    per 
Suppl    1     tn   NUREQ-0737 

LUNDVALL.AE       Baltimore   Oa»    t,    Electric    Co        84/03/14        MILLER,  J,  R 
Operating   Reactors    Branch    3         &pp        EB666   001        24X 
Fiche    30-317,84/03/14,3403190019 


DOCKET    50-317    CALVERT    CLIFF8   MUCH-EAR   POWER    PLANT,     UNIT    1 
F      Security,    medical.     emargency    &   fire    protection    plant 

8403140228   Public    version    of   Rev  2    to    Emergency   flan    Implementing 
Procedure  EfiPIP  A  S,     "Review/Approval,  "   H/B31214    Itr   & 
JM   Falton  B40312  release    memo 

HUSSELUiL   B    .     UBI.V         Baltimore    Qa*    It   Electric    Co         83/12/14         3op 
22637   317         24)C   FUhe    30-317.93/12/14,0103140228 

8103150091    Forwards    safeguards    Info    Info   withheld    tref    IOCFR73  21) 
JOLLEV.  J   R        Baltimore   Gai    b  EUctric    Co.       B4/02/10        CLARK.fi  A 
Operating    Reactors   Branch    3         IP         22643  OOt         24X 
Flche    80-317,84/02/10,9403130091, 

B403DS03DO    Rev?    to   emergency    plait    f  mp  1  emen  tl  ng   Procedure   ERPIP-3  D, 
"Preparation  t   Control    of   Emergency    Response    "   W/B1O227    Itr 
U8I.V   ,     nU3SELL-L  D        Baltimore   Oas    t,   Electric    Co        B4/O2/14        lOpp 
23440   042         24):    Fleh«    30-317,  D4/02/  14,  B4O3O20300 

0103010301    Rcspondi    to    uttl    Q31OH4    request    far    changes    to   Rev    13   to- 
security    plan   t>  Itev  B    to    training    &   qualification   plan 
Changes    consistent   u/provlsl  on*    of    10CFRSO    S4(p)    !• 
accep  tabl  t 
MARTIM,  T    T        Division    of   EneHlneerinj]    fc  Technical    Programs        B4/02/23 

DQWMrtKER.N    J         [TaltlmoT-B    Oai     &   El  Bt  trie    Co,        4pp         32433    I  IB         SIX 
Fichfl    aO"31 


B103190135  Forward  i    Rev  1   to   Emergency   Response   Plait    Implementing 
Procedure    ERPIP-5  0,     "Preparation    li  Control    of   Emergency 
Response    " 

U8I.V         Daltimors    Oas   it  EUctrlc    CD        94/02/27  Director's  Office, 

DFPice    at    Inipectlon    and    Enforcement         IB         23642:  HB8        S4X 
Flchfl    30-31 


B4030B0313  forioards    BALP    rept    for  Oct    19BS  -  Qopt    1983  Mainl    of   IQU 
personnel    error    rate   merit!    continued    attention, 

HURLEY,  T    E        Region    1,    Office    of    Director        B4/02/Z9        LUNDVALL.A    E 
Baltimore   Oaj   &   Electric    CD         3pp        22439   B17        24X 
Flchi    30-31 


--8103020343    SftLP    rapt    for    Oc t     19BS    -   Sept     1983 
«      Region    I,    Office   op    Director        B3/1S/IS 
Flclio    SO-3l7.e4/'OB/27i  0403020343 


S7pp 


22439;  220         2=1  X 


—  9403020347   Forwards    BAtP    rapt    for    discussion    &   r«vl«u  at    B31220  meating 
in   Baltimore,  MB  Recent    p«rf  orinancB   during    B30914    emergencv 
preparedneis    tierciie    &    two    Category    III    aria*   will    be 
d  iscusied 

STAROSTECKI.R        Division    of   Project   «.   Resident   Programs         B3/1B/14 
LUNDVALU,  ft  E        Ualtlmor*    0»»   b   Electric    Co         lp        22439    2B7        24X 
Fiche    30-3(7.  B4/QE/39,ai030aQ343 

G40315011O   Rov  9    to    Radiological    Emfrgancij    Plan    Implementing    Procedure 
ERPIP-3   S.     "Emergrneg  PlannlnB    Unit  Bacordi    "    W/B40306    Itr. 
UBl^V        Daltimor*    Oa«  i.   Electric    Co        B4/03/06         3pp.       SS&tO  20? 
31X    Ficfie    50-317,81/03/06,0403130110 


Hotlf  Nation  of    G4041B  uorKihop    In   King    of   PrusslaiPA  to 
dti«us«    leisani    learnid    Prom    recent    App    R    fire    protection 
safe    ihutdcun    Imp    (.   topics    descrlb»d    lr    IE    Info  No  tie* 
Q4-O9  Agenda   for   uorhihop    end 

MURLEV.T  E  Region  1,  OFflc.  of  Director  B4/03/0?  0'TODLE,J  D 
ConsoHiJated  Edlton  Co  of  Neu  York,  Inc.  HARRINOTON.W  D  Boston 
Edison  Co  MURPHV.H  P.  Varment  Yankee  Nuclear  Power  Corp  33pp. 
33672'  Qi2  S4X  Flche  3O-000,  B4/03/09,  B403190243 


— 9403190023  Calvert    Cliffs    Instruction  CCI-310,     "Emergency    Operating 
Procedure   Urlten    Oulde    "    Emergencij   operating    plan 
validation/verification   plan    b    training    plan    »ncl 

*  Baltimore    Oat    b  Electric    Co        84/D3/14        4epp        22a66-00b        24X 
Ficha    30-317,  B4/03/14,  B4031?OO1B 

B403220032  Requests    exemption    from    specific    requirements    of    Section 
III    0  S    of    10CF.R30.App   R   b  approval    of    equivalent 
separation  within   Fire  Area*   3?,  40, 43  h  43 

LUNDVALLiA   E         Baltimore    Oat    li    Electric    Co         B4/03/14          MILLER, J   R, 
Operatinp  Reactors    Branch    3         4pp         22714   333        24X 
Fiche    30-317,  B4/03/14.  B4032K0052 

8403200029  Foruards   FEMA   evaluation    of   Toiun    of  Losbg,  Ca  Ivert   CountyrMD 
poit-n erclsu   radiological    emergency   preparedness    plans    for 
facilities   Schedule    for   corrective    actions    re    off»ite 
emergencij    preparedness    deficiencies   requested 
MARTIN,!  T        Division   of   Enjineering   fc   Technical    Programs        B4/03/1B, 

LUNDVALL.A   E        Baltimore   Oas    tt   Electric    Co        3pp        SS699   234        24X 
Flche    30-317,H4/03/15,B4033O0029 

— B4O320O039  Evaluation   of   Toun    oP   Lusby,  Ca Ivert   County,  MD   post-exercise 
radiological    emergency    prBparednes*   plans    for    facilities 

•  Federal    Emergency   ManaBement   Agency         83/10/13        36pp 
2S699  237        24X   Fiche   SO-317,  31/03/la, B403BOO027 

B403230DBO  Forwards    list    of    lo-cal    nevlt  media    availlbls   for    public 
broadcaiting/notiPlcation   List    usad    In    lieu    of   FR    for 
eilgant    or   emergency    license    amends 

LATHAM,  D  H        Baltimore   Oas   ti   Electric   Co        at/03/15        JAFFE,  D  H, 
Operating  Reactors    Branch    3        Sff         2271&   263        34 X 
Fiche    30-317,B4/03/lS,B4038aOOBQ 

B4033001B2  Poruards    safeguards    info    Info    withheld    <r«f    10CFR73  21) 
JDLLEV,  J  R        Baltimore   Oas   t.   Electric   Co        84/03/21         MARTIN.T  T 
Division   of   Engineering    fc   Technical    Programs         lp        228EO   044        24X 
Ficho    30~317,8')y03/21,fl403300192 


Insurance   tt   indemnity    information 


B40314003i  Forwards   Endorsements    36   t,   37    to    NELIA  Policy    NF-21Ai 
Endorsement    43    to   HAELU  Policy    MF-7i  d   Endorsement    23    to 
NELIA  Policy   N8-348 

OAMMIE,  0   B        Baltimore   Oas   &   Electric   Co        84/03/07        DINITZ.I. 
Office    of  State    Programs,     Director        3pp         22633    124        24X 
ficlie,  3O-317.B4/03/07,  B403140036 

P      Operating    license    stage    document*   tt  correspondence 

8403010117  Partial   response    to   FOIA   requeit    for    documents    by    named 
individuals    re   repts,  analyses,  studies,  procedures   b    syi    for 
measurement    of  RCB    leakage   App    B    document!    placed    in  FDR, 
App    A  documents    already    available    In  PDR  Search    continuing 
FELTON,  J  H        Division    of   Rules-    and    Records        84/01/25        MADDEN,!  J 
Kaye,    Scholar,    iFlerman,    Haul    h  Handler        7pp        224 BO  OZ6,       24X 
Fich»   SO-000,84/01,/23,  8403010117 

— B01107Q332  Bummariies    results    of    independent    evaluations    of   primary 
syi    leak   rate   ti   some    considered    exteniloni   Eiten*lon    of 
specific    evaluations    to   all    PWR    facilities    recommended 
Draft    procedure   ft    evaluation*   ulll    be    submitted    by    B00?t3 
JORDAM,E,L        Division   of   Reactor    Operations    Inspection*        80/08/21 

MDSELEYiK  C        Division    of    Reactor  Operations    Inspection*,       llpp 
224B0   26i        24X  Fiche    50-OOO,  B4/OI/2S,  B4.O3010U7 
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0403030303    Notification    of    B4O316   meeting    u/utll    &    1MB-    in    BetheBda.MD 
to   discus*    tt  resolve    outstanding    issues    re    qualification    of 
electric    equipment 

JAFFE.  D   H        Operating   Reactors   Branch    3        B4/OS/S7        MILLER,  J  R 
Operating    Reactor*    Branch    3         2pp          22301    267         24 X 
Fiche    30-317,  B4/03/27, B4030S0303 


— 8403020346   Forwards    AE   Lundvall    030916   («    1202    lira     listing     corrective 
actions    retuo  Category    111    areas    an   valve    lineup*  &   fuel    ail 
day    tank    level    addressed     in   SALP   rept  - 

LUNOVALL.A   E         Daltimore    Oaa   tt   Electric    Co         B4/O1/06         HURLEY,  T   E 

Region    1.     Office    of    Director         lp         22439   277         24X 
Flche    50-317,  04/03/29,  B4O3020343 


3403260236  Forwards    "Summary    of   Startup    Testing    for   Cycle    7    " 

LUNDVALL.A  E        Baltimore    Oat    &  Electric    Co        84/02/27        MURLEY,  T  E 
Region    1,    Office    of   Director         lp         33731   317        24X 
Fiche   30-317,94/02/27,6403260236 

— B403260B4B    "Summary    of   Startup    Testing    for   Cycle    7    " 

*      Baltimore    Oai    b    Electric    Co         B4/03/27         0pp         22734    319         24X 
Flehe    30-317,94/02/27,0103260236 

B403060263  Suppli   response    to   Generic    Ltr   B3-2B,     "Required    Action! 
Based    on   Centric    Implications    at    Salem  ATW9   Event    "    Tabular 
assenment   of    status   &    scheduled    date    for    completion   of 
specific    items    encl 
LUNDVALL.A  E        Baltimore    Oai    &  Electric    Co        04/02/2?        EIBENHUT,  D  0 

Division    of   Licensing         32pp        22317  333        24X  Fiche    SO-317, 
04/02/21, 9403060343 

S-4O3060400   Requests    mad    of   030316  order    requiring    Installation    of    noble 
gas    steam    effluent    monitor    by    04030t   Mod    reflects    commitment 
to    install    acceptable    replacement    for    editing    sys    prior    to 
841331,  In    lieu   of    schedule   proposed    in    ut i 1    B40203    Itr 
LUNDVALLiA  E        Baltimore    Gas    b  Electric    Co        B4/03/01         MILLER,  J  R 
Operating    Reactor*    Branch    3        2pp         2251B   £74        24X 
Flche.  30-317,  B4/03/O1.  B40306040Q 

8403QBOOB3  Forwards    order   modifying    implementation    date    for    TNI   Action 
Item   II    F    t    1,     "Noble   Oas    Steam  Effluent  Monitor, "    per 
NUREQ-0737  Order    provides    new   completion    date    of   B41231    W/o 
encl 

MILLER, J  R        Operating    Reactor*   Branch    3        B4/03/O3        LUNDVALL, A  E 
Baltimore   Gas   ti  Electric    Co        4pp         229G4   073        24 X 
Fiehe    30-317, B4/03/02,  84030BOOB3 

9403160040  Advises    that   work    required    to    resolve    concerns    in    Oenerlc 
Ltr   91-14.     "Seismic    Qualification    of   Auxiliary    Feedwater 
Sy*,"    completed, per    020106   requeit    Valves    successfully 
qualified    by   analysi*   u/o    need    for   mad 

LUNDVALL.A  E        Baltimore   Oas    &  Electric    CD        84/03/14        MILLER, J  R 
Operating   Reactors    Branch    3        2pp         22633' 132        24X 
Flche    30-317,  84/03/14, B403160040 

B40322Q014    Informs    of    recent    alignment    of   EC   Weniinger    as    chief, 
Reactor   Projects   Section    1A.  effective    immediately 

STAROSTECKI.R  Division  of  Projact  t.  Resident  Program*  04/03/13 
LUNDVALL,  A  E  Baltimore  Oai  &  Electric  Co  2pp  22712  341  24 X 
Flche  30-317, 84/03/13,0403220014 

B403300070  Respond*    to   request    for    voluntary    participation    re    questions 
ralnd    In  Centric    Ltr   B3-41    List    of    type    of    dlesel    generator 
start*   &    frequency    of    starting    cycle*, bated    on    surveillance 
testing    &   corrective    maint   ac ttvt t ies, encl 

UUNDVALL.A  E,       Baltimore   Ga*    tt  Electric    Co        84/03/20        EISENHUT,  D  0 
Division   of   Licensing         6pp        2ZB22  O99        24X   Flche   30-317,84/03/20, 
0403300070 
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— 9403020347   Forwards    SALP    vept    for    discussion   &  revieuj   at   B31220  meeting 
In   Baltimore,  MD  Recent    performance   during    B30914    emergency 
preparedness    Biorcise   tt   tola   Category    III    areas   will    be 
discussed 

STAROSTECKI.R         Division    of    Project   &   Resident   Programs         S3/12/14 
LUNDVALL.A   E         Baltimore    Oa*   i   Electric    Co         lp         22439    BB7        24X 
Ficha    SO-317,  B4/02/29,  B403O30343 

B4O2090007    IE    Info   Notice    94-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs   by    DOT  &    NRC    "   Svc    list   encl 

GRACE,  J  N        Division    of   OAi     Safeguards   i    Inspection  Program*    (Post 
B30103)        54/03/02  Consolidated    Edison   Co      of  Neiu  York,     Inc 

130pp         223B2   329         24X   Flche     50-000,  B4/03/02,  B402090007 

B402090000    IE   Info  Notice   04-16,     "Failure    of   Automatic   Sprinkler   Sys 
Valves    to  Operate    "    Bvc    list    encl 

JORDAN,  E  L        Division   of    Emargency   Preparedness   &  Engineering 
Response    {Post   930103)         84/03/02  Consolidated    Edison    Co      of  New 

York,     Inc          I22pp         22553    09B         24X    Flche    30-000.  B4/03/02,  B40209QOOB 

940207000?    IE    Info  Notice   94-13-     "Reporting    of  Radiological    Releases    " 
Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness  %  Engineering 
Response    (Post   030103)        84/03/02  Consolidated    Edison   Co      of  N<u> 

York,     Inc          119pp         22353    S17         24X   Fiche    50-000, 94/O3/02,  S402090009 

0402090011    IE    Info  Notice   04-17.     "Problems   U/Liquld   Nitrogen   Coaling 
Components    Delou  Nil    Ductility    Temp    "   Svc    list   encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness  b  Engineering 
Reoponie    (Post   9301O3)         34/03/03  Consolidated   Edison   Co      of  Naui 

Yuri;,     Inc         H7pp        2SS33   G36        24X   Fiehe   50-000,  04/O3/09,  S40S090O1 1 

94031S0049  Proposes    to    extend    Unit    1    inservice    insp    interval    end    date 
to   070401    to   coincide  ui/Unlt    2    to    insure    both    programs 
updated    to    same   yr   &   addenda    of  ASME  Code, Section   XI 
Eiumption   requested   Class    III    amend    fee   remitted 

LUNDVALL.A   E         Baltimore    Qaa    b   Electric    Co         04/03/O6         MILLER, J   R 
Operating   Reactors   Branch    3         2pp        22643    141        H4X 
Fiche    90-317,04/03/06,8403150049 

0403190409  Forwards    "Calvert    Cliffs   Unit    1, Insp    of   Steam  Generators    11 
&    12,  "    final    rept 

LUNDVALL.A  E        Baltimore    &as    t.  Electric   Co        84/03/O6        HURLEY,  T  E 
Region    1,    Office   of    Director         2pp        32673  316       24X 
Fiche    SO-317,  84/03/06,  0403190400 

—9403190409   "Calvert   Cliffs    Unit    1,  Insp    of   Steam  Generators    11    fc    12," 
final    rept 

EMERY,  R   S        Zetec,     Inc         B3/10/31         127pp        22673  319        24X 
FUlie    30-317,  B4/03/06,  0403J9O400 

0402090024    IE    Info  Notice   84-Q9, Rev    1,     "Lessons    Lsarnefl   From    Insps   of 
Fire   Protection  Safe    Shutdown    Sys    "   Svc    list    encl 
JORDAN,  E  L        Division   of    Emergency   Preparedness  t,  engineering 
Response    (Po*t   930103)         94/O3/07  Consolidated    Edison   Co      of  Neiu 

York,     Inc         UBpp        22633  O47        24X  Fichu    50-000,  B4/03/07,  B402O70024 


9403030203  Forwards   Structural    &  Qeotectinlcal    Engineering    Branch 
request    for    addl    info    for    completion   of   revleu    of    IE 
Bulletin  SO--!!,     "Masonry    Mall    Design    "   Response    requestad 
uii thin   60  days    of   receipt    of    Itr 

HILLEH.J  R        Operating    Reactors   Branch    3        84/02/2-4.       LUNDVALL.A  E 
Baltimore  Q*t   fc  Electric   Co       7pp        2232S   193       24 X 
Flche. 30-317,  94/02/34,  S403050S03 

8401190072    IE    Info   Notice    B4-13,     "Potential    D»flclency    In   Motor 
Operated   Valve   Control    Circuit*   fc  Annunciation    "   8ve    list 
ancl. 

JORDAN, E  L        Division    Of   Emergency    Preparedness   h  Engineering 
Reiponie    (Poit    930103)         84/02/28  Consolidated    Edison    Co      of  Neiu 

York,     Inc          UBpp         22909-23?         34X    Flche    30-000,  B4/02/HB,  9401190072 

B4O3020343  Forward*    9ALP   rept    far   Oct    1992   -   9ept    19B3  Maint    of    lou 
personnel    error   rate   merit*    continued    attention 

HURLEY,!  E        Region    1,    Office    of    Director        84/02/39        LUNDVALL.A  E 
Baltimore  Qa*  &  Electric   Co       3pp,      22439  817       24X 
Fiehe- 30-317, B4/OS/B9,  8403020343 


— H403020345   SALP    rcpt    for    DC t     19S2    -    Bept    19S3, 

*      Region    1,    Office    of    Director        S3/12/IH        87pp 
Fiehe. 30-317,  B4/02/Z9,  S403020343 


K2439. 220        24X 


840209002S    IE    Infn   Notice  84-1B,     "Stress   Corroiion  Cracking    in  PUR 
Sys    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedne**  &  Engineering 
Response    (Post  330103)        Q4/O3/O7  Consolidated   Edison   Co      of  Neu 

York,     Inc         UBpp        22584    JBi        24X  Flche    30-000, 04/O3/07,  B402090028 

8403310006  Foruiardu    IE    Insp    Rept*    50-317/B3-35  t.   50-310/83-33   on 
031213-16  No  violations    observed 
MARTIN, T  T,       Division   of   Engineering   k  Technical   Program*        84/03/O9 

LUNDVALL.A  E        Baltimore   Ga,    &  Electric    Co        Cpp        22704    334        24X 
Fiche    30-317,  04/03/09,840321  000.6 

--B40321001A    IE    Insp    Repts    30-317/03-35   t.   30-310/83-35.   on    031212-16   Mo 
violations    Identified   Major    area*    Inspected    emergency 
preparedness   activities    outlined    In    IE    insp    procedures  & 
revieu)  of    emergency   response   plan 

COHEN,  I    ,    HAHXHURST,  J  J    ,     CROCKER,  HW        Region    1,    Office    of 
DlrBCtor        04/03/17        £>pp         22704   33A        24X   Fiche   50-317- B4/03/09, 
84032 lOOOi 

8402090031    IE   Bulletin   04-02,     "Failures   of  OE  Type  HFA  Relay*    in  Use    I 
Class    IE  Safety   S(J9    "    Svc    list    end 

DEYOUNO.R  C        Director's   Officer    Office   of    Inspictimi  and 
Enforcement        S4/O3/12  Coniolldated   Edison   Co      of   Neu   York,     Inc 

134pp         22823094        24X   Ficha    30-000, B4/O3/12, S402090031 
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0103260104    ficl    receipt     of    631201    request    for    NRC    to    rti  onsirfer 
issuance    of    nontomp  1  lance    per     IE    Insp    Rept*    90-317/63-23    i 
SO-3IB/B3-23   Violations    withdrawn    Records    ulll     bff    adjuited 
at  tDT^d  iusj  ly 
tfARTIN.  T    T        Division   of   EnjineBrins    (•   Technical    Proorams        B4/03/15 

LUNDWLU.A   E         Baltimore    Gas    !«   Electric    Ct>         Bpp         22737   333         24* 
Ficha    SO-  317JB4/03/I5,  B40336CH'O4 

—  B4Q3260II2  Responds    to  NRC    031103    1  tr    re   violations  noted    li*    IE    Insp 
Rapt*    30-317/33-23    t<    30-319/83-33   Requests    that    NRC 
reconsider    Issuance    of    noncomj"  1  lane  e    Relevant    info  not 
dUtintefl   u/NRC    during    eiit    interviiiu  _____ 

LLJNDVALL.A   E         Baltimore    Oas   4.    Electric    Co         83/12X01          MARTIN.  T    T 

Division   of    Engineering    (.   Technical    Programs        2pp         22737  335 
24X    FictiB    50-317.B4/03/13.  B4O326Q104 

B4020-JOQ43    tE    Info  Notice   84-19,     "Tuo   Event*    Involving  Unauthori  iad 
Entries    into  Puff  Reactor   Cavities    IJ    Svc    list    encl 
JGRDAN.E  L        Division    of   emergency    Prepared-ness   *   Engineering 
Response    (Post   930103)         84/03/21  Conso  1  1  (Jalnd    Edison   Co      of   NBUI 

York,     Inc          123pP          S2B23   229         24X   Fi  c  he    SO-OOO-  64/03/21  ,  B402O90043 

Life    of    Belays    in    Bet  Big-Related 


B403G7Q044     IE    Info    Notice    84-30, 
EtjS    "    Svc    list    encl 

JDHDAN.E   L        Division    of   Emergency    Preparedness   t,  Engineering 
Response    (Post  fl3O[O3t         84/03/21  Conso  1  1  (fated    Etflson    CO 

VoTk,     In*          135pp         22?33    O01 


S4X   Fichff    3O-OOO.  B4/03/21, 


K      Periodic    operating    reports    t,  related   correspondence 

34O32OO003  Monthly  operating  repts  For  Fob  19B4  H/B403I  5  Itr 
BEWLEY,  E  K  Baltimore  Oas  fc  Electric  Co  B4/03/29  I3pp 
22665  373  24X  Fiche  50-317,34/02/29,5403200003 

B403130303  Forwards    "Semiannual    Effluent   Release    Kept,"    far    Second    Half 
1983   fc  meteorological    data    for  Jul-Bept    1983  6   Oct-Dee    19B3 
LUNDVALL,  A  C        Baltimore    Oas    b  Electric    Co        B4Y03/DI         MUfiLEV,  T  E 
Region    1,     Office    of    Director          lp         23607    27&         24X 
Fiche    50-317,94/03/01,8403130303 

—  3403130314    "Semiannual    Effluent   Release    Rept,  "    Second    Halt    lfB3 

«      Baltimore-   Gas    t  El*etrU    Co         B3/13/31         17pp        22i07  377        2flX 
Fiche    50-317,81/03/01-8403130303 


8403130299    LER    34-003-OO    on    BH0123. technU ians    violated    T»ch    Bpeci    by 
opening    containment    isolation    valve*    l-8V-i340-O  t 
1-SV-6307-Q    during    operational   main!   check    New   protetfuve 
yritten   &    Tech    spec    amend    submitted    W/B40222   HT 

ESHELMAN.E   M   ,    RUSSELL. L    0         Baltimore   Oa»    d  Electric    Co        B4/02/2B 
MURLEY,  T   E         Region     1,     OftlCf    of   Director         4pP         B2614    17B         24X 
Fiche    30-317,  B4/02/2S,  8-40313O299 

H40302O343  Forward*  3ALP   v»pt    for   Oct    19B3  -   B»pt    19B3  Main*    of    ley 
perionnel    error    rate    merits    continued    attention, 

MURLEV,  T  E        Region    1,     Office    of    Dirnctor        84/02/29        LUNDVALL,  A  E 
Baltimore    Oas    &    Electric     CD          3pp         B843V   217         21X 
Tiche    90-317.  B4/02/29,  8-JO3020343 


-B403020343    BrtLP    rept     for    Oc  t     1902   -   Sept    1983 

«      Rejion    1,    Office    of    Director        83/12/12        S7pp 
Fiche    50-317,  S4/02/29,  Q4030H0343 


84&3130O?a   Updated    LER    B2-Ofc6/O3X-l    on   B21026, reactor    protective    sui 
channel    D   trip    units    for    high    power,  thermal    m»rg In/loui 
pretsitre   &   axiJil    ihapr    index    bypessed    Caused    by    two 
oscillators    producing    noise    H/S4O30S    Itr 

BVDNDR.R   S    ,     RUBBELL,  L   E3         Baltimore   Oas   I<  Electric   Co        B4/03/03 
3pp         3261-1    271.        24X    Fiche    3O-317.  S4/03/OS,  B40313009B 

8403130232  Updated    LEO    91-032/03X-1    on  810420.  reactor   protective    *iji 
channel    D  hi    poui*r   thermal    mjiroin/low  prt*»ur«   lc  ailal    shape 
i-ndtx    trip    unite    bypassed    for    niaint  Caused    by    oscillator 
noise    in    transmitter    U/B40303    Itr 

SYDNQRj  ft   Q    ,     RUSSELL,  L   D         Baltimore   0*1   b  Electric   Co        B4/03/OS 
2pf         B2il4     173.        24X    F(c  he>  SO-317.  84/03/03,  8403130232 

8403130279  Updated    LER   S3-037/O3X-1    on   Q3071B,  response    time    of   trip 
circuit    breakers    3  t,    4    undervultage    trip    devices    slower    than 
Tech    Spec    limits    Caused    by    letpolnt   drift, Betpoints 
adjusted    U/B40309    Itr 

SVDNOH,  R    Q    •     RUSSELL.  L    B         Bjltirnoro  Oai   t<   Electric   Co        84/03/05 
2pp         226f4    130         24X    Fiche    30-317, B4/03/03-  B403130S79 

S40313042A    UpifatBd    LER   B3-049/O3X-1    on  B30B18,  aux  i  liary    feedmator   pump 
11    found    Inoperable   Caused    by    stage   Si    lhaft    piece-balance 
being    bound    up   Parts    replaced    U/840309    Itr 

FARRCLL.E  V   .    RUSSELL,  L   B         Baltimore   Oas    &   Electric    Co         B4/03/03 
3pp        22*1  a  337        2HX   Fiche    SO-317, 84/03/03, B403130426 


— B4O31303aa    "MuteOi-ologieal     Data,  Jul-Bspt     I9B3    " 

»      Baltimore    Gas   t,  Electric    CO        03/07/30        6Ap|>        22607   H94        241 
Fiche     50-317, B4/O3/01.  8403130303 

—BW3130334    "heteoroloolcal    Da  ta,  Dct-Dec    I9G3    " 

*      Baltimore    OSB    t,    Electric    Co         03/12/31          33pp         22i07    327         34* 
Ficha    SO-317,  B4/O3/01.B403130309 

5      Re-portable    occurrences,    LEHs   It   related    correspondence 

8403230125  Foriuard^   Technltal    RevlBW  Rop  t    AEOD/T313,     "Events    Involving 
Lous    of    or   Perturbations    In   Single    130-Valt    ftC   Vital    Power 
Sup  pig    lnvert*r  b  Attendant    Distribution   Due    Which    Resultiid 
in    Inadvertent    Actuations    of   Safety    Sy t    " 
ASHE.F        Reactor  Operations    Analysis   Branch         93/05/34         BEYFR IT,  K   V 

Reactor    Operations    Analysis    Branch          lp         S2741    347         24)C 
Fiche    30-347,83/03/24,  3403230123 

— S40323O1E0    "Events    Involvlns    Loss    oP   or   Perturbations    Id    Bingl*    120' 
Val£   AC   Vital    Power    Supply    Inverter  !<   Attendant   Distribution 
Bus   Mhlch   Resulted    in    Inadvertent   Actuation    "P   Bafvty    By i, " 
technical    revltu  rept    Kept    should    be    provided    to  f«R 
A3HE.F        Reactor   Operations   Analysis   Branch         B3/05/S4        Bpj) 
BH7'11    343         24X   FJchs    50-317,03/05/3-1,8403230123 


8403130295    Updated    LER    B3-O34/03X-1    on  B30525i ECC8  pump    room    cooler    12 
taken    out    of    svc    Cause    unknaun    Supply    piping   b   strainers 
di*ai«Bmble-dr  inspected    t,    cleaned    New  mechanical    preventive 
maint    procedures    implem<-nt4d    K/e4030i    Itr, 

BRANT,  K   T    •    RUSSELL, L   u         Baltimore  Oat   b  Electric    Co        84/03/06 
2pp         22606   O4B         24K    Fiche    50-317,04/03/06,8403130299 

B4033001OO  UER   84-004-OO    on    B4O22B,  charo ing    pump*    12   &   13    removed    from 
svc   due    to    eicBBslve    packing    leakage   Caused    by    defective 
packing    Evaluation   aF    alternative    packing    matls    underway 
U/04032B    Itr 

JENNINOS,  R    T    ,     NAPIER,  J    J    ,     RUSSELL, L    Q         Baltimore    Oas    h    EUCtrlc 
Co        84./03/2B         3pp          23822    OO1         24X    Fiche    30-317,  B4/03/28, 
B40330D100 


DOCKET   30-318    CALVERT   CLIFFS   NUCLEAR  POWER   PLANT,    UNIT  S 
F      Security,    nodical-     emergency    &   firo   protection    plans 

640314022.8   Public    varsion    of    Rev   2    to   Emergency   Plan    Implementing 
Procedure   EUPIP  A   2,     "Revieui/Approval    "   W/8312H    HP  d 
JM  Pel  ton   B4O313    release    memo 

RUBSELdL  U    ,     USI.V        Daltimora  Gas   b   EUetric    Co        83/12/14,       3pp 
22637    317         34X    Fichr    50-317,93/12/14,0403140288 


3403230171    Forwards    Technical    Review  Rept   AEOD/T314,     "Improper  Site 
of    Inlat  Piping    to  Primary    Safety   Valves    " 
IWBflQ.E        Reactor   Opsrationt    Analysis   Branch        33/03/24 
BEYFR IT. K   v        Reactor   Operations    Analyst    Branch         lp,       2K7S7  297 
S4X    Fich*    50-000,33/03/34,8403290171 

— 840323O179   "ImpToper   Sue    at    Inlet  Pipino    to   Primarij   Safety  Valvia," 
technical    raviou    rept- Reduced   diamffter    inlet    piping    doss    not 
r«pre«enC    safety    concern 

IMBRQ.E  V        Director's    Office        83/05/24        Hpp        22739, 29B        2'4X 
Fiche    30-000,63/03/34,9403330171 

B403 130336  LER  64-002-01    gn    B40127,  reac  tor    tripped    !.   al]    efght  radctor 
trip    breakers   openeif    simultaneously   Root   cause    unknown 
Independent    sys    failure    evatoatlon   uill    be    performed 
U/840215    ttr 

aALYARDB.t-    E   ,     RLJSSELLrL    D          DalttmoTB    Cas    t,    Electric    Co         84/02/13 
WURLEV,  T.K        Region    1,    Office    of    Director         4pp         22&16    2S4        24X 
Fiche    30-317.  B4/02/15,  B403130354 


B403130091    Forwards    safaguards    info, Info  withheld    (rt*    10CFR73  21) 
JOLLEY.J  R        Baltimore    Oas    &    Electric    Co        B4/02/1O        CLARK. R.  A. 
Operating   Beactor*   Branch    3         IP         22643  001        24X 
Fiche    30-317,  84/O2/lO,e4031300'9I 

B403020300  fl«v  9   to    emtrg«neg    plan    implementino   Procedure   ERPIT-3  0, 
"Preparation    k  Control    of    Emero|ncV   Response    "   H/B40227    Itr 
USI.y   .     HUSSELL.L    D         B^Jtlmor*  Oas   &  Electric    Co        B4/02/14,       lOpp 
22440043        24X  Fiche    30-317.  84/02/  14.  S4030B0300 

B4030103O1    Respond*    to    utll    B3LO24   req.u»tt    for   changes    to    Rtv    12   to 
securltu    plan    &  R»v  2    to    training   i   qualification    plan 
Changes    consistent  u/provl«ion«  of   10CFR30  34(p)   b 

acqiptai  le 

MARTIN. T    T        Blvl»ion    of    Engineering   &  Technical    Programs        04/02/23 

BQWMftKEH.N  J        Daltimore    Ga«    &  Electric    Cn        4pp,       22432:110        24X 
Fiche    SO-317,  H4/02/S3,  S40301O3Q1 
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B403130133  Forward*   Rev  9   to   Emergency   Rosponse   Plan    Implementing 
Procedure    ERPIP-3  O,     "Preparation   &   Control    af   Emergency 
Response    " 

UBIiV        Baltimore   Oas    t>  Electric    Co        84/03/37  Director's  Office. 

Office    of    Inspection    and    Enforcement         lp        22642  288        24X 
Fiche    30-317.  84/03/27, B4031S0135 

B403020343  Forwards   SALP   rept    for   DC t    19S2  -   Bept    19B3  Maint    of    lou 
personnel    error   rate    merits    continued   attention 

HURLEY,  T   E         Region    1,     Office    of    Director         54/03/29         LUNDVALL,  A   E 
Baltimore    Oai    ti   Electric    Co         3pp         22439   517         Z4X 
Flche    30-317.  B4/02/29. B4Q3Q20343 


-8403020343  8ALP   rept    for    Qct    19S2   -   Sept    1-783 
»     Region    I,    Office    of    Director        83/12/1E 
Flehe    30-317,84/02/29,8403020343 


37pp         22437   230         24 X 


— 8403020347  Forwards   BALP    rept    for    discussion   h   review  at   B31220  meeting 
In   Baltimore, MD  Recent    performance    during    B30914    emergency 
preparedness    exercise    tc    two   Category    III    areas    will    be 
discussed 

STARDBTECKI.R.       Division   of   Project   &  Resident   Programs        B3/12/14 
LUNDVALL,*.   E         Baltimore    Out    ti    Electric    Co          fp         22439    387         24X 
Fichl    90-317,84/02/29,8403020343 

B40313D110  Rev  9   to   Radiological   Emergency    Plan    Implementing    Procedure 
ERPIP-3   2,     "Emergency    Planning   Unit    R«eords    "    W/B40306    Itr 
UBIiV         Baltimore    Gas    &   Electric    Co         B4/03/06         3pp         22640   209 
34X  Fiche    30-317.  B4/O3/06, S4O313O1 1O 

8403210006   Forwards    IE    Insp    R*ptS    50-317/83-33   &    90-318/83-33    on 
831212-14,  No   violations    observed 
MARTIN.T  T        Division    of   Engineering    (.  Technical    Programs        84/03/09 

LUNDVALL, A  E        Baltimore    Gas    Si  Electric    Co         Spp        22704    334        24 X 
Fiche    30-317,84/03/09,8403210006 

— 8403210016    IE    Insp    R»pts    30-317/B3-33  &   SO-31B/B3-35  on    831212-16  No 
violations    Identified    Major   areas    inspected    emergency 
preparedness    activities    outlined    In    IE    Insp    procedures    (t 
review   of    emergency    response   plan 

COHEN,!        Region    1,     Office    of   Director,       04/02/17        6pp 
B2704   336        24X   Fiche- 30-317, B4/03/09.  B403210006 

8403190018  Forwards   Calvert   Cliffs    Instruction   CCI-310.     "Emergency 
Operating   Procedure    Writers    Guide, "    implementation 
schedule,  validation    verification    plan   b   training    plan   per 
Suppl    1    to  NUREO-0737 

LUNDVALL.A  E        Baltimore    Oai    fc  Electric    Co        84/03/14        MILLER.J  R 
Operating   Reactors    Branch    3        Spp         22666  001         24 X 
Fiche    30-317,84/03/14,8403190018 

— 8403190023  Calvert    Cliffs    Instruction  CCI-310,     "Emergency    Operating 
Procedure  Writers   Guide   "   Emergency   operating   plan 
validation/verification    plan  &    training    plan    encl 

*      Baltimore   Gas    b   Electric    Co         84/03/14        46pp        22666   006        24X 
Fiche' 30-317.  81/03/14,8403190018 

B403S2DQ32  Requests    exemption    from    specific    requirements    of    Section 
ITI  C  2   of    10CFR30. App   R    &   approval    of    equivalent 
separation  within   Fire   Areas    39,40,42  b   43 

LUNDVALL.A  E        Baltimore    Gas    *<  Electric    Co        B4/O3/14        MILLER.J  R 
Operating   Reactors    Branch    3        4pp        22714   333        24X 
Fiche: 30-317. 84/03/14,  B4032200S2 

8403300029  Forwards    FEMA   evaluation    of   Town    of   Lusby, Calvert    County,  MD 
post-exercise    radiological    emergency    preparedness    plans    for 
facilities   Schedule    for    corrective    actions    re    offslte 
emergency    preparedness    deficiencies    requested 
MAHTIN.T  T       Division   of   Engineering   &  Technical   Programs,      B4/03/19 

LUNDVALLiA  E        Baltimore    Oas   fc  Elactric    Co        3pp        32699' 334        24X 
Fichi- 30-317, B4/03/13, B4 0320 0029 

— 8403300033  Evaluation    of    Touin    of    Lusby, Calvert    County, MD  post-exercise 
radiological   emergency   preparedness   plans   far   facilities 
»     Federal    Emergency   Management   Agency        83/10/13        B6pp 
32699.237        K4X   Fiche    30-317,84/03/13.8403300029 

84033200BO  Forwards    list    of    local    neus   media    available    for    public 
broadcasting/notification.  List   used    in    lieu    of   FR    for 
exigent    or    emergency    license    amends 

LATHAM,  D  M        Baltifflor's   Oat   &   Electric   Co        84/03/13        JAFFE.  D  H 
Operating   Reactors    Branch    3,       Zpp         22716,263,       24X 
Flche:  30-317,  84/03/13,  8403330080 

B4033001B2  Forward*   safeguards    Info   Info  withheld    (ref   10CFR73  21) 
JOLLEV.J  R.       Baltimore    Oas   t.   Electric    Co        84/03/21        MARTIN.T   T. 
Division   of  Engineering   ti   Technical   Programs.       lp       22B30,  044       24X 
Flch*   80-317,  B4/03/21,B4033001B2 


J      Insurance   ti    indemnity    information 


B403140036   Forwards    Endorsements    36   fc   57    to    NELIA   Policy    NF-Slt, 
Endorsement  45   to    MAELW  Policy    MF-76  !i  Endorsement   S3    to 
NELIA   PoliEy    NS-34B 

UAMHIE.G    B         Baltimore    Oas    t.    Electric    Co         B4/03/07        DINITZ.  I 
Office    of    State   Programs.     Director         Spp         22633    124         24X 
Fiche    3O-317,  B4/03/07,  BflO311O036 


P      Operating    license    stage    documents   !<   correspondence 

B403010117   Partial    response    to    FOIA   request    for    documents    by    named 
Individuals    re   repts. analyses,  studies,  procedures   b    sys    for 
measurement   of   RCE    leataga   App    B    documents    placed    In  PDR 
App    A   documents  already    available    in  PDR   Search    continuing 
FELTON,  J  M        Division   of    Rules    and   Records        84/01/35        MADDEN,  T  J 
Kays,     SchoUr.     Fierman,     Haus    S<   Handler         7pp         22480   036         24X 
Fiche    30-000,S4/Ol/3S,8403OICH17 

— 3011070522  Summarizes   results    of    independent    evaluations   oP   primary 
ays    leak   rate  &    some    considered    extensions   Extension    of 
specific    evaluations    to    all    PUR    facilities   recommended 
Draft    procedure    re    evaluations   will    be    submitted    by   800715 
JORDAN, E  L        Division   of    Reactor  Operations    Inspections        BO/OB/21 

MDBELEV, N  C        Division    of    Reactor  Operations    Inspections        llpp 
22 4 BO    266        24X    Fiche    SO-OOO.  84/01/35,  8403010117 

B4030S030S  Notification   of   B4O31&  meeting   ul/util   b    1NEL    in  Bethesda.rlD 
to    discuss    &  resolve    outstanding    Issues   re   qualification   oP 
electric    equipment 

JAFFE.D  H        Operating   Reactors    Branch   3        B4/02/27        MILLER, JR 
Operating   Reactors   Branch    3         2pp        22301    S67        24X 
Fiche    90-317. 84/02/27, 8403030309 

8403030098   Foruiards     "Rept    on    Task    O30B8,  Pressuri  ler   Relief    Valve 
Discharge  Piping   Qualification    for  Calvert   Cliffs, Unit   3," 
per   TMI    Item   II   D    1 

LUNDVALL.A   E         Baltimore    Gas    It   Electric    Co         64/02/39         MILLER,  J   R 
Operating   Reactors   Branch    3         3pp        224B4    167        24X 
Fiche   50-31B,  84/03/29,  B4030S009H 

— B403030100   "Rapt   on    Tasl    050BS, Pressur  I  ior   Relief  Valve   Discharge 
Piping    Qualification    for    Calvert   Cliffs, Unit   2   "    Approi    nine 
of   84    existing   pipH    supports    may    experience   stress 
PATEL.fi   B        Bechtel    Corp         64/02/14        16app        23484    170        24X 
Fiche    90-318,  84/02/29,8403030098 

— 8403030103  Rev  2   to    "Presaurlier  Safety   Valve  durability    Rapt    " 
*     Combustion  Engineering.     Inc       CEN-24B<D)   R02       84/O1/31       90pp 
33484   332        24X   Flche   30-318.  B4/02/29.  840309009B 

8403060263  Suppls  response    to    Generic   Ltr  B3-3B,    "Required   Actions 
Based    on   Generic    Implications    of  Balem  ATWS  Event    "    Tabular 
assessment   of    status    &   scheduled    date    for    completion  of 
specific    items    encl 
LUNDVALL.A  E        Baltimore   Gas    &  Electric   Co        94/03/39        EISENHUT.D  fl 

Division    of  Licensing        32pp         22S17  323        H4>!  Fiche    5O-317, 
84/02/29, 8403060343 

B4O3060400  Requests    mod    of   B3O316  order   requiring    installation  of   noble 
gas    steam  effluent  monitor    by    B40301   Mod    reflects    commitment 
to    install    acceptable    replacement    for   existing    sys    prior    to 
841331,  in    lieu    of    schedule    proposed    in   utll    840303    Itr 
LUNDVALL.A  E        Baltimore    Gas    t  Electric    Co        B4/03/01        MILLER.J  R 
Operating   Reactors    Branch    3         3pp        B331B  S74        24X 
Fiche    30-317,84/03/01, B4030604QO 

84030800B3  Forwards    order  modifying    implementation    date    for   TMI    Action 
Item    II    F   1    1.     "Noble  Oai    Bteam  Effluent   Monitor."    per 
NUREQ-0737  Order   provides    nout    completion   date   of   841231    W/o 
encl 

MILLER.J  R        Operating   Reactors   Branch    3        B4/03/OH       LUNDVALL,  A  E 
Baltimore   Gal   &  Electric    Co         4pp        22384<09S       24 X 
Fichu    30-317,  84/03/02,  B4030B0083 

8403160040  Advises    that  uior k    required    to   resolve   concerns    in    Generic 
Ltr   81-14,     "Seismic    Qualification    of   Auxiliary   Ftedwater 
Sys,  "    completed, per   830106   request   Valves    successfully 
qualified    by   analysis   u/o    need    for   mod 

LUNDVALL.A  E        Baltimore   Oai    &  Electric    Co        84/03/14        MILLEfi-JR 
Operating   Reactors   Branch    3         Zpp        S3633.  133       24X 
Fie  he'  50-317,  84/03/1 4,84031 6004O 

B403220014    Informs    of    recent    assignment   of   EC   W»niino.»r   as   chief, 
Reactor   Projects   Section    1A.  effective    immediately 

BTAROSTECKI.R  Division  of  Project  &  Resident  Programs  84/03/19 
LUNDVALL.A  E  Baltimore  Ca*  &  Electric  Co  2pp  33712  341  B4X 
Fiche  30-317,84/03/13,8403320014 
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Q403300D7O   liosponfla     to    request     for    voluntary    participation    ro    questions 
raised     in    Generic    Ltr    B3-4I    List    of    type    of    diesel     generator 
starts    t.   frequency    of    startinj    cycles. based    on    surveillance 
testing    &   corrective   maint    at t i vit I es. enc 1 

LUNDVALL, A   E         Baltimore    Qas    fc   Electric    Co         B4/O3V20         EISENHUT.D   C 
Division    of    Licensing          6pp          22032   O99         24X    Fiehe    50-317,84/03/20', 
B4O330QO7G 

Q      Inspection    reports,     IE    Bulletins    ft    c orreapondence 

B1030SQaQ3  Forwards   Structural    It   Qeotochnltal    Engineering    Branch 
request    for    addl    info    for    completion    of   reviem    of    IE 
Bulletin    aQ-lli     "Masonry    Mall    Design    "    Response    requested 
within    iO   days    of    receipt    of    1  tr 

MlLLEHiJ   R         Operating    Reactors    Branch    3         B4/G2/24         LUNDVALL.A   E 
Baltimore    Gas    t,   Electric    Co         7pp          22928    13S         24X 
Flctie    50-317,04/02/24,  B403D502Q3 

B10I190Q72    IE    Info  Notice   B4-I3,     "Potential    Deficiency    in   Motor 
Dperatnil    Valve    Control    Circuits    li  Annunciation    "    Svc    list 
one  t 

OQRDflN,  E    1.        Division   of    Emergency   Preparedness    d  En-gineering 
Response     (Post    B3010-3)          01/02/36  Coniol idatad    £4  it  on    Co      of    New 

York,      Inc          USpp          33909    239         24X    Fiche.    30-000,  Q1/O2/28,  8401 190O72 

B4Q3020343  Forwards   SALP   r-ept    for   Oct    19B2  -   Sept    1983  Maint    of   lou 
personnel    error   rate    merits    continued    attention 

MUHLEY, T    E         Region     1,     Office    oF    Director         84^02/29         LUNDVALL.  A    E 
Baltimore  Oa  i    t.  Electric    Co        3>p         23439   217        S4X 
FichB    30-3l7..e4/02,/29,  8-103030343 


~B4'0-30203'19  BALP   rapt    for   Oct    ITfla  -  Sept    19B3 
"      nnflion    1,     Office   of    Director        S3/1H/13 
rtchp     50-317.  84/02/29. B4Q3020343 


"PP 


23439    230 


— 0403020346  Forwards   AE  Lundvall    93Q91i   t.    1202    Itrs    lifting    corrective 
actions   re tiii a  Category    III    areaa    on    valve    lineups   i,    fual     oil 
day    tank    leval   addressed    In   6ALP    rept 
LUNDVrtLL,  A   E         Baltimore    Oai    fc   Electric    Co         B4/QI/06          HURLEY,  T   E 

Rogion    1,    Office    of    Director         lp        23439  277        H4X 
Picde    90-317,34/02/29.  H40302O343 

— B4O3020347   Forwards    SALP    rept     For    dl«c  ussinri    (.    review   at    B31230   meati 
In   Ba  1 1  imore.  MD  Recent    jperformance    during    B3Q914    emergenEij 
preparednes-9    stercise   &    tuo   Catepnj-ij    III    aroa*    ui.ll    Iff 
d  1  acci-ised 

BTARDBTECrtl.R        Division    oP   Project    t<   Flmident    Programs         B3/1E/11 
i.(JMDVALL,  A  E        Baltimore   GUI    t,   Electric    Co         lp        2243?   287        24X 
Tithe    30-317,04/02/29,8403080343 

0402090007    IE    Info  Notice    HI -14,    "Highlights    of   Recent   Transport 
Regulatory   Revt    by    DDT  &   NRC    "   Eve    list    enc 1 

GF1A-CE,  J   N        Division    o-P   Qrt,     Safeguanls    t>    Inspection  Program-!    IPO'S  t 
B30103)         84/03/02  Consolidate!!   Edison   Co      of    New  York.     Ini 

ISOpp         23552   329         24X    FichS    5O-000.  B4/O3/O3, B402O90007 


3403090028    IE    Info   Notice  B4-1B,     "Stress   Corrosion  Cracking    In  PUR 
Sgs    "   Svc    list    >nc  I 

JORDAN,  E  L        Division    of    Emergency    Prnparednest   tt  Engineering 
Response    (Post   030HO3)         B4/O3/O7  Consolidated    Edison    Co      of  N«ui 

York.      Inc         118pp          B23B4     1S6          24X   Ficho    30-000,  B4/03/07,  8403090028 

B403at0006   Forwards     IE     Imp    Rep  ts    SO-317/B3-35   8<    30-318/B3-35    on 
B3L312-16No   violations    observed 
MARTIN,  T  T       Division    of    Engineering   t>  Technical    Programs        84/03/09 

LUMDvALL.A   E         Daltimare    Gas    &   Electric    CD         2pp         22704    334         24  K 
FlcNe    30-317,  B4/O3/O9,B40321OOOfi 

—  B4O3210016    IE    Insp     Repts    SO-317/B3-33   t,    30-310/33-35    on    B31312-16   No 
violations    id  tut  If  i  ad   Major    arias    Inspected    emergency 
preparednels   activltiet    outllne-d    in   IE    insp    procedural    & 
review  of   emBrgencg    response   plan 

COHEM,  I   ,    HAWXHURSr,  J  J    .    CROCKER,  H  M        Region    1,    Office    of 
Director         B1/O2M7         6pp          22701    336         S4X   Flche    90-317,84/03/07, 
B4O331000& 

B402090031    IE   Hull«tin    84-02,     "Failures    of   GE   Typt  HFA  Relays    in   Usi    in 
Class    IE  Safety   ?ys    "    Svc    list    Bficl 

D£VOUNO,RC        Director's    Office,     Office    of    Inspection   and 
Enforcement        84/03^12  Consolidated    Edison  Co,     of    Neu    York,     Inc 

134pp         23823  094         24X  Fiche    50-000,84/03/12,9402090031 

B^t)33601O4   Ack    receipt    of   B312O1    request    for    NRC    to   reconsider 
issuance    of   noncomp  1  lance    per    IE    Ensp   Repts    90-317/83-33   h 
30-31G/B3-23  Violations   ulthdrBun    Records   uill    be    adjusted 
accord  inglg 
MAdTIN,  T   T        Division    of    Engineering   d  Technical   Programs        B4/O3/13 

LUHDVALL.A,  E        Baltimore    Oa  s    &  Electric    Co        2pp        H27S7   353        34X 
Fiche    90~317,B4/O3/15,840<:}2601Q4 


Responds    to  NRC  8311O3    1  tr   r<   violations   noted    in    IE    Imp 
Septs     30-317/B3-23    fc   50-313/B3-23   Renuests    that    NRC 
reconsider    issuance    of    noncomp  llance   Relavant    info  not 
discussed    ui/NRC    during    eilt    interview 
LUNDVAU-iA  E         Baltimore   Oa*   fc    Electric    Co        93/12/01         MARTIN,  T   T 

Division    of    Engineering   b    Technical    Programs        2pp         227S7  339 
24X   Fiche    30-317,84/03/13,8403260104 

81QBQ90043    IE    Info    Motic*  84-17r     "Two   Events    Involving   Unauthorirad 
Entries    Into   PWR    Reactor    Cavities    "    Svc    Hit    tncl 
JOftDAN,  E  L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post    B301O3),       84/O3/21  ContDlidated   Edison    Co      of  Miu 

York,     Inc        123pp         220H3329         24X   Flc  he    30-000,  04/03/21,  8402090043 

940EO90044    IE    Info    Notice   B4-2O.     "9  VI    Life    of   Relays    in   Bafity-Related 
3y«    "    Svc    list    end 

JORDAN'  E  L        Division    of    Emergency    Preparedness   t>  Engin*erlng 
Response    (Post    B301O3)        Q4/O3/21  Consolidated    Edison    Co      of  Neu 

York,     Inc        135pp         22933  00  1          24X   Fie  he    30-000,  B4/03/21.  B402090044 

R      Periodic   operating    reports    S<   related   correspondence 


S4O209000B    IE    Info.  Notice   84-16,     "Failure    of   Automatic   Sprinkler   GIJ  s 
Valves    to    Operate    "    Svc    list    enc I 

JOflDAN.E    L        Divinion    of   Emergency    Preparedness    ti   Enjineering 
Response    (Post    3301031         84/03/02  Conso  1  i  (fated    Edison-   Co      of  Neu 

YoTl,     Int          122pp          SS553   09B         24X    Fiche    30-000,  S4/O3/02,  840209000Q 

340207000'?    IE    Info  Notice   BA-IS,     "Reporting    of    Radiological    Releases    " 
Bvc    list    e-ncl 

JORIfftNf  E    L        Division    of    Emergency    Preparedne  i  s    &   Engineering 
Response    (Post    B301D3)         84/03/02  Consolidated    Edl*on    Co      of   Neu 

Vopt,      Inc          119pp          33933217         24X   Fiche    90-000.  B4/03/OH,  6-503090009 

8403090011    IE    Info   Notice    Bfl-17,     "Problems    W/Liq.uid   Nitrooen    Cooling 
Components    Belou  Nil    Ductility   Temp    "   Svc    list    enc 1 
JDRBANi  E   L        Division    of   Emerflencnj    Preparedneis   &  Engineering 
RBSponae    (Cost  330103)         84/03/05  Consolidated    Edison    Co      of   NIUI 

York,     Inc         1!?PP         22593   334        E4X  Flcha    50-000,  B4/03/O5,  B4OB09001 1 

B403150049   Proposei    to   eitend    Unit    1    inservlce    insp    Interval    end   dati 
to  B70401    to   coincide   u/Unlt    2   to    Insure    both    programs 
updated    to    same    ijr   &  addenda    op  AS  HE  Code, Section    XI 
Eiemp tion    requested    Clais    III    amend    fee    re-mltte-d 

LUNDVALL,  A  E        Daltimore   Qa<    (t  Electric    Co,       84/03/Oi        HILLED,  J  R 
Opera  ting    Reactors    Dritich    3         2pp          22643    141          24X 
Fiche    9Q"317,B4/03/06,B403150049 


eiO32-00003  Monthly  operating  re-pts  for  Feb  19.B4  W/B40315  Itr 
DEMLEY.E  K  Baltimore  Das  b  Electric  Co  B4/02/29.  19pp 
226B5  E73  34X  Fich»  30-317,84^02/39,8403200003 

8403130303   Forwards    "Semiannual    Effluent    Releasi  Rept,"    for    Second    Half 
19B3   t*   meteorological    data    for    Jul-Sept    19B3  &  act-Dec    1983 
LUNDVALL-A  E        Baltimore    &as    1<   Eltctnc    Co        84/03/01         MUHLEY,  T  E 
Region    1,    Office    of    Director          lp         22607, 27A        24X 
pic  he    30-317,  B4/O3/O1,  B4O313D3O3, 


— 8403130314   "Semiannual    Effluent    ReUii*    Rept, 
«      Baltimore    Oas    &    Electric    Co         83/18/31 
Fiche    50-317,  B4/O3/O1,  8403  13O3OS- 


'   Second    Half    19B3 
17pp        22i07   K77 


24X 


— 8403130322   "Miteorol ojieal    Qatar Ju l-8ep t    19B3    " 

*      Baltimore   Oas    h    Electric    Co         B3/O9/30        66pp 
Fiche    30-317,  94/03/01.  840313030!) 


22407 '294         Z4X 


—  0103130334   "Meteorological    Data,  Oc t-Dec    19B3 
«      Baltimore    Oac    t    Electric    Co         B3/12/31 
Fiche    30-317,  B4/O3/01i  B40313O3OS 


33pp        22607.327        24X 


B      Repartable    occurrence*,     LEfts    tc   related    correspondence 


8403090024    IE   Info  Notice    B4-09, Rev    I,     "Lesions    Learned    From    Insp*    of 
Fire    Protection  Safe   Shutdown    BY"    "    Svc    list    end 
JORDAN,  E  L        Division   of    Emergency   Prepandness    b  Engineering 
Response    (Post   B3OI03)         94/03/07  Consol Ida t»d    Ed  lion    Co      of   Neu 

York,     Inc         llBpp         22i33  049        24X    Fiche    30-000,34/03/07.8402090024 


84 0323 01 H5   Forwards    Technical    Revl  eu   FJept   AEOD/T315,     "Events    Involving 
Loss   of    or  Perturbation*    in   Slngl*    120-Volt  AC  Vital  Power 
Supply     Inverter    fc   Attendant    Distribution   Bus   Which    Resulted 
in    Inadvortent   Actuations    of    Safety   S(js    " 
ASHErF         Reactor    Operation*    Analysis   Branch.       B3/03/S4        BEYFR1T.K.V 

Reacto-r    Oper«tto.n«    Analysis    Branch         lp        22741.347        S4X 
FichB    SQ-317,B3/O5/2'4-840323O123 
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— 3403230138   "Events    Involving   Lais    of   or   Perturbations    In   Single    ISO- 
Volt    AC    Vital    Pouier    Supply     Inverter    b   Attendant    Di*tribution 
Bus   Which   Resulted    In    Inadvertent   Actuation   of   Safety   8ij*.  " 
technical    review   rept   Rept   should    be   provided    to   NRR 
ABHE.F        Reactor   Operations   Analysis   Branch        83/05/24        Bpp 
22741    34B         34X   Ficho    30-317,83/03/24.8403230125 


--B40313047I    IE    Insp    Rept    30-320/84-02   on    S40109-Q213   No    violations 
identified    Major    areas    inspected    LERs. previ ous    Imp 
flndingsi  radioactive  matl    sh  ipments,  h  eal  th    physias   t,   environ 
review  it  reactor   bldg   entries 

WIEHE.  J   .     MOSLAK. T    ,    DELL,  J        TMI    Program    Office        S4/O2/22        7pp 
22il3    221         24X    Flche    50-320,04/02/27.6403130467 


8403230171   Forwards   Technical    Revietu  Rept   AEOD/T314,     "Improper   Slle 
of    Inlet   Piping    to   Primary   Safety   Valves    " 
IMBRO.E        Reactor  Operations   Analysis   Branch        B3/03/24 
SEVFRIT-K   V        Reactor   Operations   Analysis   Branch         lp        22759  297 
24X   Flche    30-000,  B3/05/24. B4O3230171 

— 8403230173   "Improper   El i B    of    Inlet   Piping    to   Primary   Safety   Valves, 
technical    review   rept   Reduced   diameter    inlet   piping    does    not 
represent   safety    concern 

IMBRO.E  V        Director's   Office        B3/O3/24        2pp        B2759  298       24X 
Flche    30-000i  83/08/24,  B40323017I 


8403030131   Revised   emergency    implementing    proc  edurea.  Itic  1  ud  109 
Procedure   1034   1   re   unusual    event,  Procedure    1054  2  re   alert, 
Procedure    1O34   3   re    site    emergency    6   Procedure    1034   4    re 
general    emergency 

BtADY.J   A        General    Public    Utilities    -   GPU    Service   Carp         B4/O2/2B 
113pp         224B4   034         24X   Fiche    30-3SO,  B4/Oa/28.  8403050131 

B4030BO17B  (lev   g   to   Emergency   Plan   Implementing   Procedure    1054   3, 
"Bite   Emergency   " 

BRADY,  J   A    .     MILLER. A         General    Public    Utilities    -   GPU  Service   Corp 
84/03/38        29pp         22559    114         34X    Fiche    5O-320,  B4/02/2B.  B4030B017B 


6311020249  Forwards   engineering    evaluation   rept   re   PORV   actuation 
resulting    in   safety    Injection   actuation 

IMBKQ.E  V        Reactor   Operations  Analyst*   Branch        B3/09/Q8 
3EYFRIT.K  V.       Reactor   Operations   Analysis   Branch         lp        BS7B9  318 
24X   Ftchfl    SO-31B, B3/09/OB. 831102024? 

— 8311020253   "PDRV  Actuation   Resulting    In   Safety    Injection   Actuation   " 
IKBRO,E  V        Reactor   Operations   Analysis   Branch        B3/09/OB,       7pp 
22789    319         S4X   Fiche    50-31B, S3/09/OB.  B31 1020249 

B4O3Q20343  Forward*   5 ALP   rept    for   Oct    1982  -  Sept    1983  Maint   of   low 
personnel    irror  rate   merits    continued   attention 

HURLEY,  T  E.       Region    1.    Offlc»   of   Director        84/02/29        LUNDVALL.A  E 
Baltimore    Oai    b  Electric    Co         3pp         22439   217         24X 
Fieh»   30-317,84/02/29,8403020343 


—6403020349   SALP    rept    tor    Oct    1982    -    Sept    1983 
*     Region    1,    Office   of   Director        83/12/12 
Fiche   30-317,  84/Q2/B9,  B403020343 


57pp         22439   220        24X 


B4O3Q6Q1Q9  LER   B4-001-00   on   831008,1220  t.  B40203, ECC8   pump   room 
ventilation   sys   exhaust    fan   discharge   damper   21   would   not 
open  Cauted   by   air    supply    to    Bihaust   fan   discharge   damper 
Isolated   Air   restored   &   sys   returned    to   svc   W/840301    Itr 
JUNOE.M   ,    RUSSELL.  L   B        Baltimore   Gas   t.  Electric   Co        S4/O3/01        3pP 
22318-303        24X  Fiehe   30-31B, B4/03/01,  8403060109 

8403130039  Updated   LER   B2-034/03X-1    on   831 124, power    lost    to    24   4-kV 
bus.resultlng    in   loss   of    laltwatir   pump   22   b   low   pressure 
••fety    injection   pump   22   Caused   by    cracked    printed   circuit 
board   No   corrective   action!    planned   W/S40305    Itr 

BASSOiL.F   -    RUSBELL.L   B        Baltimore   Gas   l<   Electric   Co        84/03/05 
Zpp         22600. OBI         24X    Fiche    30-318,84/03/03,8403130037 

B4O3t300Sl   Updated   LER   B1-023/03X-1    on   S10430  *   0314,  reactor    protective 
•  41  Channel   B  trip   units    1,3,7,8  &   10  bypassed    to 
Investigate   problem   w/T-hot   Channel    D   Caused    by    failure   of 
tuo   oscillators    In    transmitter   c Ircui try,  W/B40309   Itr 
BYDNOR.R   B   ,    RUSSELL. L   B        Baltimore   Oas   b   Electric   Co        84/03/03, 
3pp        22614   302        24X   Flche    30-318,84/03/09,8403130081 

B4D3130413  Updated   LER   B3-036/O3X-1    on  830719,  response   time    for   reactor 
trip   circuit   breaker*   4   b   7   undervol tage    devices    indicated 
•lowir   than   Tach   8pec    limits   Caused    by    setpolnt    drift   1   uorn 
/rant   frame   assembly   mechanisms   M/840303   Itr 

SYDNOR.R   B   ,    RUSSELL, L   B        Baltimore  Oas   &   Electric   Co        84/03/03 
2pp.      32613  OflB        24X   Flche.  50-318,  84/03/08,  B403130413 

B40313049D  Updated   LER   81-030/03X-1    on   B103D3,  d Iscovered    temp 
traninltter    122HB   out   of    talrr'nce    In   nonconservatlve 
direction.  Caused    tuo    oscillator!   producing    nolle   on 
transmitter   output   Transmitter   replaced   U/8403O3   Itr 
BVDNOR,  H.  B,  ,    RUSSELL,  L   &        Baltimore   fia«   !.   Electric   Co        84/03/09. 
2pp.      22613  231        24X   Flche. 30-318,  84/03/03,  8403130430 


DOCKET  90-320  THREE  MILE   ISLAND  NUCLEAR   STATION.    UNIT  2 
F.     Security,    medical,    emirgency   h   fire   protection   plant 

B 4O 309024 4   Public   version   of   Rev   1-00   to   Emergency   Plan 
4QQO-PLN-1300.  01.  W/JM  Felton   040307   release   memo 

BARTON.J  H.,    CLARK.P   R        Oeneral   Public   Utilltlet   -  OPU   Service   Corp 
B4/02/01.      SOOpp        S2S94   003        24X   Flche    90-320, 84/02/01,  B403090264 

B403130467  Foruards    IE    Insp   Rept   30-320/84-02   on   840109-0213   No 
violation*  observed, 

BAflRETT.L.H,       TMI   Program   Office,       84/02/27        KANOA.B   K        Oeneral 
Public  UtiHtlBs  ~  OPU  Service  Corp       3pp       a2613'219       24X 
Fl  eh»,  30-320,  84/02/27,  B403130467 


8403060133  Forwards   Rev   19   to   security   plan   Rev   restores   portion*   of 
plan   wording   re  TMI-2   security   features   modified   In  Rev*   17 
&    18   Rev   withheld    (ref   10CFR73  21) 

HUKILL,  H  D       Oeneral   Public   Utilities   -   QPU  Service  Corp        84/02/29 
DENTON.H  R        Office   of   Nuclear  Reaetnr   Regulation,    Director        2pp 
SSSQi,  332       24X  Flche   50-2B9,  S4/02/S9,  B403O60133 

8403130236   Informs   that   annual    emergency    exercise   scheduled    for   841003. 
per   10CFR30,App   E  requirements  Limited   participation   planned 
by   Commonwealth   of   PA, Five   risk   counties   &    local 
municipal i ties 
KUKILL.H    D        General    Public    Utilities   -    GPU    Service  Corp         B4/03/OS 

Office    Of   Nuclear    Reactor    Regulation,     Director         lp         22609    160 
24X    Fiche    30-2B9,  B4/03/OB,  B4O3130286 

B4031S0118  Revs    to  Emergency   Preparedness   Administrative   Procedure 
1OSB,     "Administration   of   TMI-2  Onsite  S.   Qffilte  Emergency 
Duty   Roster   " 

BEAVER.  J  R   ,    ORANGE. 0  J        General    Public    Utilities   -  OPU  Service 
Corp         B4/03/OB        27pp         22639303        34X    Fiche    SO-3EO,  B4/03/OB, 
84031 501  IB 

B403190243  Notification   of   840418  workshop    In   King   of  Prussia, PA   to 
discuss    lessons   learned    fram   recent   App   It    fire   protection 
safe   shutdown    Insp   &   topics   described   In    IE    Info  Notice 
84-09  Agenda   for  workshop    enc 1 

HURLEY,  T  E       Region    1.    Office   of   Director         B4/Q3/09       O'TDdLE.J  D 
Consolidated   Edison   Co      of   Neu  York,    Inc         HARRIHQTDW,  M  D        Boston 
Edison   Co        MUHPHV.  W  P        Vermont   Yankee   Nuclear   Pouer   Corp        35pp 
22672   062       24X   Fiche   30-000,84/03/09.8403190243 

8403210047  Forwards    IE   Insp    Rept   50-320/B4-01    on   840109-12  (.    17-2O  NO 
violations   noted 
MARTIN. T   T       Division   of   Engineering   &   Technical   Programs        &4/03/09 

KANOA.B   K       General   Public   Utilities   -  CPU   Service  Corp        2pp 
22703   303        H4X   Fiehs    30-32O,  B4/03/09,  B4O3aiOD>47 

— 8403210034    IE    Insp    Rept    50-320/B4-O1    on    B4O109-12  h    17-20   No    violations 
noted   Major   areas    Inspected    IE   Insp   Procedures   82203,82203. 
B221O  &   B2211   re   notifications   &   communicat  ions,  ihi  ft 
staff  Ing.  audits   It   emergency   uork   protec  tlon,  respect  Ivaly 
TERC,  N  M   ,    WOLTNER.E   ,    GORDON.  C   Z        Region    1,    Office   of   Director 
84/02/16        4pp         32703    307         24X    Flche-  5O-320,  84/03/09.  B4O3P100fl7 

S403BB0243  Forwards    list   of   mod*   to   fire   protection   sys.  based    on   revieui 
of   820613   fire   haiards   analysis  Schedule    for   corrective 
actions    for    items   not   yet   addressed   requested    within  30 
days 

8NVDER, B   J       TMI   Program  Office        B4/03/13        KAN8A,  B  K       General 
Public   Utilities   -   CPU  Service  Corp        4pp         2280B  302        24X 
Flche    30-320,  B4/03/ 13,  B4032BOK43 

8403290202  Forwards    IE  Safeguards    Insp   Rept    3O- 320/84-03   on   840213-17 
No   violation*   noted 
MARTIN.  T   T       Division   of   Engineering   &  Technical   Programs        B4/03/1D 

KANQA.  D  K       Oeneral   Public   Utilities   -  GPU   Service  Corp        2pp 
22B01    001         24X   Flche    90-320,84/03/13,8403390202 

— 8403290803   IE  Safeguard*    Inlp   Rept   30-320/84-03   on  84O213-17   No 
violations   noted   Major   area*   Inspected    leeurlty 
organliati on.  security   program  audit,  testing    &  ma int,  physical 
barrier*,  detection   aid*   b   convnunicationa 

DUNLAP.J  M  ,    ODVNER.J  H        Region    1.    OfClco    nf   Director.       B4/03/J3 
3pp        22801   003        24X  Fi  eh*.  30-320,  84/03/13.  8403290202 

B403Z70073  fiev   1    to  Emergency   Plan    Implement  1  no    Procedure    1054  21, 
"Emergency   Repair/Operation*    " 

BRADY.J  A   ,    KOVACH,  D  ,    ORANOE,  0       General    Public   Utilitie*   -  flPU 
Birvlce    Carp         84/03/20         4pP         22766    166         24X   Flche.  30-320, 
84/03/20. 8403270073 
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B4Q307O370  Commission    determination    -statement   withholding    transcript 
of   closed   E3Q921   meeting    re    motion    to    quash   Hart man 
subpoenas 

CHICK,  S   J        Office    of    the    G«tT»tar«    of    the    Commission        81/02/27 
Public    Document   Branch          lp          23567    201          24X   FichB    50-32O,  B4/O2/27p 
6403070370 


B403160005  Advises    that    time    for   Commi ilian    to   review  Director's 
Decision    DD-B4-4    eiplred    Caiuml s> I  on    declined    review   Decision 
be- tame    final    agency    action   on    B4Q313 

CHItK.S  J  Office  of  the  Secretary  of  the  Commission  84/03/14 
LEWIS, M  Leui».  M  lp  32&S5  197  34X  Flche  SO-320.  84/O3/14, 
8403160005 


— B4030B0423  Respond!    to    B3O411  Itr  re  TMI-1    restart   fc  DDJ    investigation 
Into    allegation!    re   mgt    competence    Investigation    being 

pursued    diligently    but    mill  tint  be    completed    by    requested 
date 

JENSEN, D   L         Justice.     Dopt  of  03/05/17         PALLADINO, N    J 

Commissioners          4pp          22 Si. 7  339  21 X   Fichu    30-309,  84/01  /H7, 
B4030B0393 

8403070033  Responds    to   831314    Itr    suggesting    Commission    refuse    to 
restart   Unit    1    until     funding     for    Unit   2   cleanup    in    place 
Commission   does    not    believe    Chat    Unit    1    restart   tt  Unit    2 
cleanup    should    be    tied    together 

PALLAD1ND.N  J  Commlss 1 onsr «  B1/O2/OB  MORRIS, A  E  Advisory 
Council  far  Decontamination  of  THI  Unit  3  lp  22S63  19B  84X 
FichB  50-239.  B4/02/OB,a4Q307OOS3 


8403300191    Responds    to    831203   t.    IB    Itrs    re    poislbllitg    of    reslar 
decision   prior    to    further    evidentiary    hearings    on   mgt 
competence   &    integrity   A5LA9    decision   mill    be    considered    btj 
C-ommiSH  i  on    upon    issuance 

PftLLADINO.N   J         Commissioners         84/03/19         BPECT-ER,  A         Senate 
22670    003         34X    Ficfte    30-389, B4/03/19. B403200I91 


Epp 


84030S031B  Forwards    annuBl    update    to    "Recovery   Program  Sys    Description! 
Auxiliary    Btdg    Emorgencv    Li  quid    Cleanup   Sys    (EPICQR-II  )    " 
Chemical    addition    section    no    longer    utilized    In  EPICQR    II 
BUG 

KANGA,  B   K        General    Public    Utilltiei    -  QPU  Service   Corp         B4/Q2/B4 
BNVDEIJ,  B    J         TMI    Program    Office  ip         22439   313         B4X 

FichB    30-320,94/02/24.  B4Q302O31B 


—8403200198  Responds    to   B40124    Itr   fc  831216    position   statement   re 
funding    of    cleanup    prerequisite    for    restart   Commission 
does    not   have    legal    authority    to    condition    restart  of    TMI-1 
on   Funding    solution    for    cleanup    of    TMI-2 

PALLADIUM    J         Commlss i oneri          B4/O3/19         THORNBUHOH- R 
Pennsylvania.    Commotlujefl  1  th    ofj         3pp        2B&9B. 024        24X 
FichB    50-2B9, 34/03/19,8403200191 


H      General    correspondence 


8  fl  030  60  08  3   Reque-ati    that   D  Kennedy    replace   D  Hess    on   mailing     list    for 
TMI    mat  Is 

KENNEDY.  0        Penn^ulvanl  a.    Commonuealth    of.         B4/03/01         SNYDGFli  B   J 
TMI    Prooram  Dffiie         1P        22517  O14        34X  F  iche:  50-320i  64/03/01, 
B403060083 

B403  150056  Respond*    to    constituent    RE   Burks   B4O153  reiiuest    far    info   re 
accident  Foruiards    "Population   Dose    Si  Health    Impact    of 
Accident    at   TMI    Station,"    (MUHEO-03SB)    H/o    end 
DIFCKSi  U  J        Office    of    the    Executive   Director    for  Operation* 
B1/03/O5         HEFLIN,  H         Senate         3p  p         22691    317         S4X 
FichB   30-330,04/03/03^403190056 

—  B403I90O60  Raquests    comment*    on   *ncl    constituent  RE  Burl's    B401E3 
request    for  NRC    rept    on   TMI    accident 

HEFLIN.H        Senate        34/02/10        KAMMEREFf,  C        Office    of   Congresi  i  onal 
Affairs        3pp        22681    320        34*    Flche    SO-320,  B4/03/09,  B4O31?0056 


B403S1O141    Requests    deletion   of   RC  Arnold,  Farmer    president   of 
Oanoral    Public    UtUs.from  NRC   mailings 

«      General    Public    Utilities    -  GPU   Service    Corp        B4/03/I6  NRC   - 

No   DefcaiUd    Affiliation    Clven        2pp        33707.230        84X 
Flcftfl    90~aa9,84/03/16.a4-O3210l41 


•J      In-aucanc-t   (.    Indemnity    Information 


a4O3HBO010  Forward*    Endorsemen  t»    72  ti   73   to   NEL.1A   Policy    HF-SZO  8. 
Endorioments    bS   t-    i3    to    MAELU   Pollci;    MF-73 

8ERETY,  H  F        General    Public    Utilities  -  CPU  Service  Corp         04/03/33 
SALTZHAN.O        DFflce    of   Mude-ar   Reactor   Re^olatlo-n,    Directov        Spp 
22777    071         24X   Flche    80-2B9, 84/03/23,  B4032B001O 


P      Operating    license    stage    documents   &   correspondence 


—  8403020383    "Recovery    Program   Syi    Description,  Auiil iary    Bldg    Emeroency 
Liquid    Cleanup    HV*     IEP1CDR-II)     " 

•      Qeneral    Public    Utilities    -   OPU  Service   Corp        84/02/29        81pp 
33439   314         S4X    Flche    50-330,84/03/24.6403020318 

8403130139   Comments    on    EIB    draft    tuppl    r«   occupational    radiation   dose 
Jt   TMI-S   Al  ternjitlves    1    ii    S    unacceptable  Alternative   3 
acceptable    based    on    reducing    occupational    eipoiure   ui/o 
delaying    fuel    removal 

HAOER.O   U        Maryland,     State    of         B4/02/2?        SNVDER,  B  J        THI   Program 
OPFIca          17pp          33609    147          24X    Flche    30-320,84/02/29,8403130139 

S403O2OS77   Suomltt    comment    on    review   of    draft    suppl    to   programmatic 
EIB  r«    decontami nation   &    disposal    of   raduaste    resulting 
from   71O33B    accident    at    facility 

BLANCHARD.D         Intorlor,     Dept       of         04/03/01         BNYDEH,  B    J        TMI 
Program    Office         lp         2344O    O40         S4X  Flehe    50-320,84/03/01, 
3403080377 

8403090410  Responds    to    B40214    request    for   30-day    ejtenslon    to    comment 
on    draft    suppl    to    programmatic    EIS   Due   date    for   commnnts 
extended    to    B101O2 

DENTDN.  H  R        office    of    Nuclear   Reactor    Regulation.    Director 
B4/O3/01          MQRRJ3,AE          Lancas-ter,     PA         Bpp         22381    328          SIX 
F  i  c  ha:  80-3EO,  04/03/O1 ,  B403OS041O 

— B403OB0415  Requests    30-daij    extension   to   comment    on    programmatic   EIS 
update 

MORRIS. rt   E        Advisory    Council    for   Decontamination   of    TMI    Unit  2 
84/02/14        PALLAB1NO,W    J         Commissioners        2pp         225B1    329        24 X 
Flche    30-320,84/03/01.  8403OBO4IO 

B4O31ZO2A1  Or -ants    340214    request    for   30-day    intension   to    submit 

comments  on    draft    suppl    to    preliminary   EIS  Comment*  nou 

require  if  tnj    B4O4O3   Announcement    of    extension  ulll    be 
published    in  Ffl 

DEHTON.H  R,       Office    of    Nuclear    Reactor   Regulation,     Director 

B4/OW01  MORRIS,  A    £        Advisor!;    Council    for   Decontamination   of   THI 

Unit   S  Spp         2261-?    140         SIX  Fiche   30-320,84/03/01,8403120261 

84030002^7   Forwards    updated    major    milestone    schedule    for    TMI-2  cleanup 
for    1984,  In    response    to    840131    request 

KANOA.B    K        General    Public    Utilities    -  OPU  Service   Corp         S4/03/02 
SNYDER,  B    J         TMI    Program    Office          7pp         23537    093         24X 
Flche    30-320,84/03/02,  B4030S0267 


H403200304  Forwards  K  Hyeri    B2O111    mema  re   statements   mad*    at   B1I221 
meetlno    on    Info   flow  during    TMI    accHsnt 

DIRCKS.W  J  Office  of  the  E*«cutive  Dlrecto-r  for  Operations 
B2/01/13  PALLADINO,  OILIN9KV,  BRADFORD  Commissioners  ipp 
22709  170  S4X  FlcKe  30-320. 82/01/13,  B4O3200304 

B403300341   Forward*  H   Meyer    330303   memo   re   possibility   of    intentionally 
or   willfully    wlinholdlnj    Info    during   accident   NRC    statements 
Inconsi  stent 

DIRCKS.W  J        Office    of    the    Elective  Director    for  Operations 
B2/03/11        PALLADIKO,    Q1LIN3KV,    BEDFORD     Commlss  1  oners         Spp, 
32709    119        24X  FJche    50-320,82/03/11,8403200341. 

B4030B0393  Foru»ril*   DU   Jensen   830317    Itr    to  N  P*ll*dlno    rf   DOJ 
InvBstlgatle-n    of  TM!    Document    subj    to   Volot   B3O92&   F01A 
request    t  S30719  appeal    Dotument    should    be    placed    jn  PDR 
6UEEMeY,M        Office    of    the    GiniraJ    Counsel         B4/OI/B7        POOL, M  J        NRC 
-  No  Detailed   Affiliation  Clven        lp        22567:334        24X 
Flche:  90-289,64/01/27,8403080393 


8403160041    Comments    on    NFtC    rev  leu    of    pijrophorlc    reactions    of    ilrconlum 
Experiments    deacrlbcd    in    HR    Denton   840317    Itr   may    lead    to 
uninformod    nr    falio    cone  1 uilcms 

OUUBRANSEH.E  A  Pittsburgh,  Univ  of,  Pittsburgh,  PA  B4/03/02 
LEHIBrM  Leuis,  H  lp.  226S5  128  24X  Flcn*  SO-320, 84/03/02, 
84031&OO41 

— B4O3L60O49   Biibmltt    petition    Par    appeal    of   NRR   Director's    Decision 
DP-B4-11    on   840217    denying    request    to   postpone    headllft 
Declsian    ignores    obvious    dangers 

LEWIS,  M    I        Leul*.     M         B4/03/1  1         PALLADINO,    OILINSKY.    ROBERTS 
CommlislonerB.       3pp         22ABtS    139        24X  Fiche    SO-320, 84/03/02, 
B4O3160041. 

B4031S0311    Comments    on    B31S30    Itr    providing    plan   ti   schedule    for 
recovering    T*ch    Spec    required    >y*    d   components   Plan 
acceptable   Request*    notice    on    quarterly    basis    of    status    of 
progr-Bit    in    reinstating    Tech    Spec    surveillance    requirement* 
BNYDER.n   J       TMI   Program   Office        81/03/07.      KANOA,  B  K       Oeniral 
Public    Utilities    -  «PU  Service    Corp        2pp        BH649   314        24X 
Fie  he-  30-320.  84/O3/07,  B4O31  3031  L 
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B4O3130428  Forward*   Rev   3    to    "SER    for   Removal    ot    TMI-2  Reactor   Vessel 
Head"    for   review  &    approval 

KANGA.B    A         General    Public    Utilities    -   GPU    Service    Carp          B4/03/09 
BNYDER,B   J        THI    Program   Office        2pp        S260B   303        24X 
Ficha-  30-320,  B4/O3/09,  8403130438 

— 8403130439   Rev    3    to    "8ER    for    Removal    of    TMI-2   Reactor    Vessel    Head    " 
»      Qenera!    Public    Utilities   -  QPU  Service    Corp         13737-2-G07-1O2 
R03         S4/02/29          IBlpp          2260B    305         24X    Fiche    5O-320.  B4/03/09, 
84031 3042S 

94032301*73  Responds    to   840201    request    for    Info    re    sources    of    internal 
CPU   fund*   available    for    facility    cleanup    in    19B4   Financial 
forecast    for    1984-86  r«    spending    plans    &   cash    generation 
utll    be    provided 
ORAHAM.J  0        General    Public    Utilities    -  GPU   Service  Corp         84/03/09 


BALTZNAN,  J        Office    of   Btatu    Programs, 
24X   Ftche    30-380-  84/03/09.8403220195 


Director 


3pp 


22717   046 


84O323024O  Advliei    that    since    facility    hat   average    coolant    temp    of    lest 
than  SCO  F  It    is    at    i»ro    pouer,cold    shutdown   requirements    of 
final    rule   on    licenced    operating    staffing    applicable 
SNYDER,  D   J        TMI   Program   Office        B4/O3/09        KANGA,  B  K        General 
Public    Utilities    -    CPU   Service   Corp          3pp         22739    273         24X 
Fiche    30-320,84/03/09,8403230240 

0403290321    Request!    response    to    author   840201    Itr    re    sources    of    funding 
In    19B4    for    cleanup    of    facility   Svc    Hit    end 

BALTZMAN.J        Assistant    Director   for   State   8.  Licensee   Relations 
84/03/12        ORAHAM.J  0        General   Public    Utilities    -   Gpu  Service   Corp 
2pp.       32789-344        24X   Fiche    30-320, 84/03/13, 0403360221 

B4O3200SQ1    Forwards    annual    update    to    sy&    description    for    solid   waste 
•taglng    facility   Primary    mod    deletes    ref    to    completed 
EPICOR-II   venting    (<    shipping    program  Remaining    changes 
nflect    current    plant    status 

KANQAifl   X        General    Public    Utilities    -  QPU  Service   Corp         34/03/13 
BNYDER,  B    J        TMI   Program   Office         lp        2269B   263        24X 
Flchd'  30-320,  B4/03/13.  B403B00201 

— B 403200208  Annual    update    to    "Recovery    Program   Solid   Waste    Staging 
Facility   Byi   Description   " 

*  Qeneral   Public    Utilities    -  OPU  Service   Corp         B4/03/13        20pp 
22698,264         24X    Fiche    30-320,  84/O3/1B.  B403B00201 

6403270133  Forwards    application    for    amend    to   License   DPR-73,  consisting 
of   Tich    Spec   change    Request    43, increasing    max    allowable 
boron   concentration    in  RCB    to   4,000   ppm 

KINTEfi.E  E        G*n>ral    Public    Utilities    -  flPU  Service  Corp         84/03/S2 
SNYOER.B   J        TMI    Program   Office         Ip         22774    140        24X 
Fiche.  30-320,  84/03/22,  8403270123 

— 8403270127  Application    fop   amend    to   Uionse    DPR-73, consisting    of 
Tech    Spec    Change    Request   48,  increasing   max    allowable    boron 
concentration    in   RC8   to    6,000  ppfl) 

*  General    Public    Utilities    -  OPU  Service   Corp         84/03/22        4pp 
22774    141        24X   Fiche    30-320. 84/03/22.  8403270123 

--B40327D129  Proposed    Tvch    Specs    Increasing    mat    allowable    boron 
concentration   in   RCB   to   A,  000  ppm 

*  Q»n«ral  Public   Utilities   -  OPU  Service   Corp        84/03/22       lp 
22774,143        B4X   Fiehe    30-320,94/03/22,8403270123 

9-4032702:10  Application    to   amend    License   DPR-73,  revising    T«ch    Specs    re 
boron  concentration   upper    limit 

KANOA.B   K        Oeneral    Public    Utilities   -  Opu  Service   Corp         84/03/22 
BARRETT.  L,  H        TMI    Program   Office         2pp         22770.277        24X 
r"leh»:flO-32Q,a4/03/22,  8403270210 

— B4Q3270212  Proposed    Tuch    9p*c    ehanae*   re    boron    concentration   upper 
limit. 

«      Oenaral    Public    Utilities    -  OPU   Service    Corp,       84/03/22.       3pp 
52770   B79.       24X    Fiche    30-320,84/03/22,840327021,0 

B4O33Q0031    Forwards    genipal    k    specific    comment!    an   Buppl    1    to 
programmatic   EIS  Statement    should    be   added    to   Table   3    I- 
"Licensee   Qoals    for    Dos*    Rate   Reduction"    to    indicate   goals 

•ap*   for    target   values    only. 

KANOAiB.K,       Qentral    Public    Utilities   -  OPU  Service   Corp         B4/03/26 

8NYDER,  B.  J        TMI    Program  Office.       12pp.       22821    327        24X 

Fiche: 30-320,84/03/26,8403300031. 

Q      Inspection   reports,     IE   Bulletins    fc   correspondence 

B4O30B040B  FOtA  request    for    repts   of    Imp    carried    out   under    Condition   2 
of   Nuclear   Enargv    Liability    politiei    for    facilities 
CALBOYAS.C.  D,       AffilUtion   Not  Assigned         84/02/07  Region    9, 

Off  tea    of   Director.       4pp.       22367' 341         24X   Fieh*    30-000,84/02/07, 
B  403050408, 


B4O3O&0419  Responds    to   FOIA   request    far   repts    of    imp   tarried    out  undet1 
Condition   2    to   Nuclear    Energy    Liability    policies    for 
facilities  NRC   does    not   have   repts 
FELTON,  J  M        Division    of   fiulea   and   Records        B4/02/22        CALSOVAS,  C  1> 

AffillatiDH   Not   Assigned          lp         22567    343         24X 
Ficho    30-OOO, 84/02/23,  B4030B0419 

B4O3090O36   Responds    to    IE   Bulletin   83-07,     "Apparently   Fraudulent 
Products   Sold    by   Hay    Killer, Inc    "   Companies    supplying   matls 
OP    svcs    to   facility    listed    Ray  Miller   mat!    not    installed    in 
safety-related    sys    at    facility 

KANGA.B  K  General  Public  Utilities  -  GPU  Service  Corp  84/02/23 
MURLEV,  T  E  Region  1,  Office  of  Director  llpp  22576  03B  24X 
Fiche  30-320,  84/02/23,  B40309003i 

B403130447    Forwards    IE    Insp    Rept    30-330/31-02   on    B40I09-0313    No 
violations    observed 

BARflETT.L   H         TMI    Program   Office         84/O2/27         KANSA,  0   K         Oeneral 
Public    Utilities   f-   GPU  Service  Corp        3pp         23A13  217        24X 
Flche    50-320,  84/02/27,8403130467 

— 8403130471    IE    Insp    Rept   30-320/84-03  on    B4O109-0213  No   violations 
identified   Major    areas    inspected    LERs,  previous    Insp 
find  ings,  rad  loactfve   matl    shipments,  heal  th    physics   it   environ 
reviaiu  d  reactor    bldg    entries 

WIEHE.J    ,     M08LAH,  T    ,     DELL,  J         TMI    Program   Office         B4/02/22        7pp 
22613   221         24X    Fiche    30-320,  84/02/27,  B4O31304i7 

8401190072    IE    Info  Notice  34-13,    "Potential    Deficiency    in   Motor 
Operated   Valve  Control    Circuits  &  Annunciation    "  Eve    litt 
enc  1, 

JORDAN,  E  L        Division   of   Emergency   Preparedness  Si  Engineering 
Response    (Post   830103)        B4/02/2S  Consolidated   Edison   Co.    of  Neui 

York,      Inc          ItSpp         52909   239        24X    Flche    30-000,84/02/29,8401190072 

B40313012S   Discusses    IE    insp    on   63 1220-2 I    &    fopunrds   notice    of 
violation 
MARTIN, T  T        Division    of    Engineering   b  Technical    Programs        B4/02/E9 

EISENBUD.M        Nau  York   Univ      Medical   Center,    Neu  Yorfc,    NY        2pp 
22640   317         24X   Flche    30-320,84/02/23,8403130125 

— 8403150132  Notice   of   violation   from    Insp    on  831220-2J   violation  noted 
3  B  mCl    Ce-144   source    transported    to   &   possessed   at    facility 
not   authoriied    by    specific    or  general    license 

*      Region    1,    Office    of    Director        04/02/28        lp        52640   319        24X 
Flche    50-3HO,B4/02/2B,840315Q12B 

— B40319013S  Discusses   B31219   unauthort ied    use   of   5  B  mCl    Ce-144    source 
to    aid    in   calibr    of    facility   phosmltch    detector   Utn 
personnel    unauare   of   matl    until    after    source    unloaded 
THONUB,  L        TNI  Program  Office        93/12/23        GLENN, J        NRC    -  No 
Detailed   Affiliation  Given        lp        32610   320        24X 
FichH    30-320, B4/OS/2B,  B4Q313Q123 

B402090007    IE   Info  Notice   B4-14,    "Highlights    of   Recant   Transport 
Regulatory   Revs   by    DOT  &   NRC    "  Svc    list    end 

GRACE,  J  N  Division  of  OA,  Safeguards  &  Inspection  Programs  (Past 
B30103)  B4/03/02  Consolidated  Edison  Co  of  Neu  York,  Inc 

130pp         22332   3H9         B4XFiChB    50-000,  S4/O3/02,  B40207OOO7 

B40209000B    IE    Info  Notice  84-16,     "Failure    op    Automatic    Sprinkler  8(ja 
Valves    to  Operate    "   Svc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        84/03/02  Consolidated    Edison   Co      of  New 

York,     Inc         122pp        22533   098,       24X  Fiche    30-000, 84/O3/O2.  8402QTOOOS 

B402090009    IE    Info  Notice   B4-13.     "Reporting    of  Radiological    Releases    " 
Bvc    list   encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness   t<  Engineering 
Response    (Post   B30103)        B4/03/02  Consolidated    Edison   Co,    of  New 

York,     Inc        ll?pp        22353   217        24X   Flche    30-000, 84/O3/02, 8402090009 

B403120101    Ack   receipt    of  840201    Itr    informing   NRC    of   results    of 
analyses    of    split    sample    of    submerged    d-emineral  1  ler    syt 
effluent, pep    IE    Insp    Rept    50-320/B3-1B 
MARTIN,  T,  T        Division   of   Engineering   t>  Technical   Programs.       B4/03/02 

KANQA.B   K        General    Public    Utilities   -   OPU  Service  Corp        Bpp 
22399,226         24X   Fiche    30-320,84/03/02,8403120101 

— 8403120102  Responds    to  NRC   83)229    Itr   h    forwards   results    of    analysis 
of    split   sample    of    submerged    deminiral iiep   sys>per 
IE    Insp   Rapt   SO-320/93-lfl   Table    end 

KANOA,D  K        Oeneral    Public    Utilities   -   OPU  Servlci   Corp,       84/02/01 
MURLEY,  T  E.      Region    1,     Off  ten    of   Director        3pp        B23B6   SSB        24X 
Fiehe    30-320,84/03/02,8403120101 

8402070011    IE    Info  Notice   84-17,    "Problems   U/Llquld   Nitrogen   Cooling 
Components   Delou  Nil    Ductility  Temp."    Bvc     list   encl 
JORDAN,  E  L       Division   of   Emergency   Preparednesi  &  Engineering 
Respond    (Post   830103)        84/03/03  Consolidated   Edison   Co      of  Neiu 

York,     Inc         117pp        22333   336       24X   Fiche    30-000,94/03/03,8402090011 
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I£    Info   Mat  Ice    B4-O9i  Rev    1.     "Lessons    Learned   From    Iti»pi    of 
Fire  Protection  Safe    Shutdown   5 J i    "   Bvc    lilt    me  1 
JORDAN,  E   L        Division    of    Emergency    Preparedness    t   Enginee-ring 
Response    (Post   B3Q103)         84/03/07  Ctntao  1 1  dated    Edison    Co      of  Ne-u 

York.      Inc          HSpp          SSA39    049         24X    Fiche    30-OOO. B4/03/O7,  B403090024 

B40a09OI>2B    IE    Info   Notice   94-18.     "Stress    Corroiion  Cracking    in   PWR 
Hija    "    Svc    list   stic  1 

JORDAN,  E  L        Division    of    Emergency    Preparedness    E.   Engineering 
Response     (Post    330103)         94/03/07  Consolidated    Edison    CD       of   Netu 

Yorl.     Ine          UBpp          223B4     IB6         BJfX    Fiche    90-000.  B4/03/O7,  B402090Q3B 


— 840321007!    "Number    of    Personnel    t   Man   Hem*    by   Work    tt  Job    Fonctloni 
1963    " 

*      Qanaral  Public    Utilities   -   GPU  Service   Corp        B4/02/16        lp 
33704    333        24X    FichB    30-330.84/02/20,8403310039 

B40-3130473  Foruardi    "Quarterly    Do-se   Assessment   Rept, Fourth    Quarter 
1903"    4.    "Semiannual   Radioactive    Effluent   Release   Kept, 
Jiul-Dsc     19B3   " 

KANQA, H    K         General    Public    Utilities    -   CPU   Service    Corp          B4/02/29 
MURLEV,  T  E        Region    1,    Office   of    Director        3pp        33&14   O64        24X 
Flcha     30-320,  B4/03/29,  B4O3130473 


B4G3210047   Forwards    IE    Imp    Rfipt   SO-32O/B4-QI    on   340109-13  V    I7-2O  No 
violation*    nateil 
MhRTINiT   T        Division   of    Eng  Ineer  lug   &  Technical    Programs         B4/03/07 

KANGA,  B   K        General    Public    Utilities   -   QPU  Service   Corp         2pp 
23705    305         24X   FicJie    50-320.  84/03/09.  8403310047 

—  B4Q3210034    IE   In-sp    ffopt    50-330/34-01    on    8401O?-12  A    17-20    Ho  vialatiani 

no  to  if   Major   ar*ai    Inspected    IE    Insp   Procedure*   83BQ3.  822QSj 

B2H10  &  aaetl   re    notifications    fc    communications.  shift 

staf  f  Ing.,  audit*    d   «m«rgency    work    protection,  respectively 

TEHC.N   M    .    WOLTNEfl.E    .    QORBON.C    Z        Raglon    1,     Office    of    Director, 

B4/Q2/16         4pp         B370S    307         24X    Ficlie    30-330,  84/03/09.  9403210047 

8402090031    IE    Bulletin  84-02.     "Failures   of    CE  Type   HFA  Re  U(J  l    In   Us«    in 

Class    IE  Safety  BUB    "   Hvc     list   encl 

DEYQUN3.  R   C        Director'!    Offie*.     Office    o-f    Inspecting  and 
Enforcement        C4/O3/1E  Consolidated   Ediiou  Co.     of   Hfu    Vork.     Inc 

13>1p|i          22B33   094         24X   FUhe    50-000,84/03/13,3403090031 

B403190213   Ac  k    racelpt   of   S40323   Hr    informing   KRC   of    «tep*    taken    to 
carrsct    violstioni    noted    In    IE   Insf    Rept    50-380/B3-14 
MAHTIN,  T   T        Division   of    Eno  Ineering    &  Technical    Program*.       84/03/13 

KftNQAi  D   K        Oansral    Public    Utilities   -  CPU  S«rvlc«   Corn         lp 
B3671    120        H4X  FUhe    50-320,  B4/03/  13,  B-)O31902  13 

—  9403190317   Re«.pandi    bo   URC   B4O125    1  tr   n    vialdtloni    noted    In    IE   Insp 

Rept  30-320/03-14  Corrective  actions  effort  made  to  ensure 
that  lead  engineer  performing  design  uork  will  not  perform 
vnrif  Uation  t,  procedura  modlfteit 

UrtHOrt.D   K        Oeneral   Puh  I  Ic    Utilities   -   GPU  Service   Corp         84/03/23 
MU(JtEY,T  E        Reslon    1,     Office   of    Diretlor         Hpp.       23&7J     121         24X 
Flche    SO-320,  84/03/13,  S403  19021B 

3403390203    ForunriiS     IE   Safeauavili    In*p    Bopt    30-330/64-03    on    840313-17 

No   violations   noted 

MARTIN.  T  T        DlvUlo-n   of    Engineering    b   Technical    Prosrams         B4/03/IS 

KANOA.B    K        &>nHral    Public    Utlllttei    -  CPU  Service  Corp         2pp 
32901-001         24  X  Flche    50-330.  B4/03/  I  S,  8403390202 

—8403390305   IE   Safeguards    Insp   ftept    SO-320/B4-O3   on   840213-17   No 
violations    noted    Major    areai    inspected    sBcurltV 
o-rganiiatlon,  security    program  audl  C,  test  ing    tt   mainti  p(iy»  ical 
barriers,  detection  aids   t<  communication 

DUNLrtP.v)  M    ,    JQYNERiJ.H        Fiegion    li    Office    of    Director         B4/O3/13 
5pp         22B01    003        24X   Flche    90-320,  B4/03/  15, 


8402090Q43    IE    Info  Notice   B4~19,     "TiuD  Eventi    Involving   Unaut  ho-rlied 
GiitrlB!    into   PHR  Hsactor   Cavities   "   Bve   Hit   end 
JO  ft  D  AN,  F  L        Dlvlilon   of    Emergency   Preparvdneit    d  Engineering 
neiponss    (Poit    B30103),       84/03/21  Cansglldated   Ediion    Co      of   WeuJ 

V-ork,     Inc         123pp         22B23    229        34X   Flche    BO-000,  84/03/K1.  B402090043 

8403070044    IE    Info  Notice   84-20,     "3vc    Life   of    Rel*g*    In  Safa  tij-Rela  ted 
Sys    "  Svc    Hit   enel 

ODFlDANi  E  L        Division   of  Emergency    Prtparadness   A   Englneerlnj 
HBspanie    (Post    Q3Q1C3)         B4/03/31  ConsaUda  ted   Ed  Han   Co      of    Neu 

York,     Tnc         133pp        22933    001        24X  Flche    30-000,34/03/21,8402090044 

R      Periodic    operating    reports    &  related    correspond  incn 

5403130334   Foruardi   TKt    Program  Ofc    ueeili/    ttitui    T«pt   for  uk    of 
B4O21B-23 

BARRETT,  L  H        TMI   Program  Office        SI/OZ/B?         DENTON,  H   R         Office    of 
Nuclear   Ftaactor  Rsgulatfon,    Director       BNYDEFt,D,J.      TMI   Program 
Office         iOpp        325<?&  343.       34X  Flche    90-320,  84/02/27,  840312O334. 


Focwards   "Aircraft   Movements  at   Harrlsburg    Intl   Airport. 
19fl3"    d    "Number   of   Ptrinnnel    b  M*n    Rtftii    ti|   Work    &   Job 
Function.  1983   " 

KrtNOft,  B   K       Oineral   Pirtiic   Utilities  -  OPU  Service   Corp        B4/OB/2H 
MURCEV.T   E        Region    1,    Office   of   Dlroetor        S«|>         »Z704:330        S« 
Flcha    90-3 


— S40313Q4B3    "Quarterly    Dose    Assessment    Rept, Fourth    Quarter     19B3    " 
»      Oeneral   Public    Utilities   -   OPU  Service   Corp        83/13/31        4np 
22614    064        24X    FichB    50-3SO,  B4/O2/29. B403130473 

—8403130469    "Semiannual   Radioactive    Effluent   Release  Rept,  Jul-Dec    19Q3 
N      Oeneral   Pub  lit    Utilities   -    OPU  Service   Corp        83/12/31        25pp, 
22A14    070       34X   Fiche    9O-320,  B4/O2/29,  B403130475 

B40321O13B  Foriuards    personnel    eipoture    rept   for    1983,  Including    total 
count    of   personnel    monitored    It  number    of   personnel    In    each 
uhole    aodij    eipaiure   range 

HUKILL.  H  D        General   Public    Utilities    -  OPU   Service  Corp         B4/03/01 
HURLEY, T   E         Region    1.     Office    of    Director         lp         22707    OB8         B4X 
Flche    gO-Ba'J.Bfl/OS/Ol,  B403310138 


3pp 


— B4O3210i46   Personnel    aiposure   rept    for    19B3 

*      General  Public    Utilities   -    GPU  Service   Corp        B3/12/31 
227O7    089         24X   FichB    90-289,  84/O3/01, 840381013B 


—  B4O33100M    "Aircraft  Movement!   at    Harrliburg    Inbl    Airport,  1983    " 
»      Qeneral    Public   Utllltiti    -  OPU  Service   Corp         83/12/31         lp. 

B2704-352        24X   Fjchl    30-330,  84/0-2/23.  5403210039 


9403120833  Foruiards   TMI    Program  Ofc    uiBeltly    status   rept   for    uk    of 
84O226-0303 

BARRETT,  L  H       THI    Pronram   Office         Q4/03/05        DENTON,  H   R        Office   of 
Nuclear   Reactor   Regulation-    Director        SNYDER,  B   J        TMI    Program 
Office         13-pp        25&1S   342        24X    Flche    50-330,  B4/03/09,  B403  1S03S3 

a      Reportable    otcurrenca*,     LERs   b    rolated    correspondtnce 

B40306O426  Foruiards   Figures    B-B  &   8-9    InadvBrtintly    omitted    from  B 4 0208 
response   to   NRC   840104-Od    audit    questions    re    autlliaru    bldg 
under p i  nn Ing 

MOONEY",  J  A        Consumers  Pouier   Co        B4/O2/S7        HARRISON,  J   J        Region  3, 
Office    of   Director        6pp         3251S    174        24X   Flche    80-330,84/03/27, 
B4D30AO436 

8403340233  Forwards    summary    list    of    deficiencies    Identified    p»r 
10CFR5O   SSI*), Part    21    Ei    potential    generic    Itr   repts   for 
common  ts 
BTARdBTECKIiR        Division    of   Project   &  Resident   Programs         B4/03/3B 

Region    1,    Office    of    Director         7pp         337S&  Oo5        24X 
FichB    90-000,  B4/03/2B,  B403360B33 

BH030S0103  PND-TMI-S4-OOB    licensee-   plsaded    gulltg    to    one    count   of 
using     incorract    procedure    to    determine   RCS  uater    Inventory    t> 
nolo    conttmdBre    on    six    of    remaining    1O   counts, subj    to    final 
acceptance    b(j    court   on  84O229 

FASANO, A   .    DrtRRETT,  L        Trtl    Program   Office        84/02/29        lp 
3HM7  O1B        24X   Flche    50-320,34/03/29.8403060103 

B4030b0110  PNO-TMI-B4-003    on   B40229,  load    test    of   reactor    bldg    polar 
crane    scheduled   Load    tast    mill    q.uallfij    crane    to    lift    170 
ton    reactor   vessel    head    NRC    plans    to    continue    monitoring 
events 

MDSLAK,  T  .    OA9ANO,  A    ,     BARRETT,  L        TMI    Program  Office,       84/02/39        lp 
2251B    31O         24X   Flche    50-320,  84/03/39, B 4 030601 10 

8403060144.  PNO-TM1-B4-003A    on   B4O239, court   accepted    licensee    plea   of 
guilty    to  one  count   of  using    Incorrect   procedure   to 
determine   RCS  mater    Inventory    h   plea    of   nolo   contenders    on 
six    of    remaining    1O   counts, 

FflSANO, A  .    BARRETT,  L        TMI    Program   Office        B4/02/2?        lp 
32813   350.       24X   Fiche    50-320, 84/02/29, B403040144 

Q40306O433  FNO-TMI-B4-003A    on    B40239, quail fleation    load    teet    of  reietor 
bldg    polar    cram   completed   LoatF    test    qualified    crane    to    lift 
170    ton    reactor   vessel    head    scheduled    for    summer 

MOSLAK, T  •    FA9ANO,  A    ,    BARRETT, L        TMI    Program  Office        84/O3/01        lp 
22311    362.       34X  Flche    SO-320, 34/O3/01 , B403060435. 

B4033BOOO&  LER  B4-002-QO  on    B40216,  d  etermlned    that    load    test    for   polar 
crane    procedure    fallvd    to    Incorporate    adequate    Isolation 
requirements   for  nonbor*tBd    water    sources    Test*    from 
B40S13-16   conducted    In  unanalgted    condition   M/B40314   Itr. 
QQUL.D.  T  L   ,    KANGA.B   K        Oeneral    Public    Utilities   -  OPU   Service   Corp. 
84/03/14        MUHLEYiT  E        Region    li     Office    of   Director.       2pp. 
22777:171         24X   Fiche    50-320,84/03/14,8403280006 
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B4 O3 30007 4    PN8-I-B4-OO3    on    84O324, mal 8    phoned    Jersey    Central    Power 
&•  Light   Customer   Svc    Ctr    fc   notified    that   FFA  uilll    start 
demolish tna    plant*    Oyster    Creek    Imp  lamented    emergency 
contingency    plan   &   TMI    increased    security    awareness 

MAuDEN,H         Region    1.     Office    of    Director         84/03/26         lp          22822   OBS 
S4X    Fiche    SO-000.  84/O3/26.  8403300074 


Congressional/Executive    Correspondence 


B4Q3070093  Responds    to   831214    Itr   suggesting    Comml is  ion    refuse    to 
reetart   Unit    1    until    funding    for   Unit    3   cleanup    In    place 
Commission    does   not    believe    that   Unit    1    restart    h   Unit    3 
cleanup    should    be    tied    together 

PALLADINOiN  J  Comml isloneri  84/02/08  MORRIS,  A  E  Advisory 
Council  for  Decontamination  of  TMI  Unit  S  lp  22563  198  24X 
Fleh 0.30-299.84/02/08.  8403070033 

— 9403070060  Responds    to   831313    Itr    re    criminal    indictment    of   Met   Ed   & 
cleanup    of   Unit    3   Commission   does   not   believe    delaying 
restart   mould    accelerate    Unit  Z    cleanup    Unit    1    restart   tc 
Unit   3  cleanup    should    not    be    tied    together 

PALLADINO.N  J        Commissioners        B4/O2/OB        MORRIS- A   E        House   of 
Rep          lp         22963-17?         24X    Fiche    90-389,84/02/09,8403070033 

— B403Q7006?  Responds    to    631207    Itr    urging   Commission   not    to    authorize 
restart   of   Unit    1    Commission  views    on    restart    let    forth    in 
•ncl    840127  notice    to    parties   Commission    does    not   believe 
Unit    1    restart   Si  Unit    3   cleanup    related 

PALLADINO.N  J       Comml 11  loners       84/02/08       GEKAS, 0  H       House   of 
Rap         lp        22363.200        24X   Fltrhe    90-287,84/02/08.8403070033 

— S4Q3070073  Urges   Commission    not    to    accept    recommendation    to   restart 
Unit    1    in    light   of    mgt    integrity    review  &    criminal 
proceedings    It   slou   pace    of    Unit    2   cleanup 
BEKABiO  W        House    of    Rep         83/12/07        PALLADINO,  N  J 
Commissioners,      lp        22563  217       24 X  Fiche   30-287, Bfl/02/OB, 
8403070093 

—6403070076  Advices    of    convictions    re   Unit    1    restart   Due    to    criminal 
Indictment*   &   belief    that    Unit    1    revenue    should    go   directly 
toward    Unit   S   cleanup,  recommends    against    restart 

WALKER, R  8        House    of    Rep         83/12/13        PALLADINO, N  ,     ASSELSTINE.  J   . 
BEHNTHAL,  F        Commi is  loners         lp         22563   218,       24X 
Fiche    90-887,  84/02/08,  84030700D3 


DOCKET    90-321    EDWIN    I      HATCH  NUCLEAR    PLANT,     UNIT    1 

F      Security,    medical,     emergency    &   fin    protection   plans 


840313034&   Advises    that    next    annual    emergency    eierclse    scheduled     for 
840802    State    of    OA   &    local     govts    da    not    plan    to    Fully 
participate   Exemption   to    10CFRSO,App    E  necessary    to    proceed 
w/eiierclse   Reply    requested    if    date   !<  eierctse   acceptable 
BECKHAM-J   T         Georgia   Pouer    Co         84/03/02         DENTUNi  H   R         Office    of 
Nuclear    Reactor    Regulation,     Director          lp         33607    149         24X 
Flcha    90-321,  84/03/02,  B40313O346 

B4O31601BO   Notifies    of   840316    workshop    meeting    to    discuss    lOCFR9O.App    R 
requirements  1  associated     insp  results    to  reiolve    fire 
protection  misunderstandings    Number    of   attendees    should    be 
limited    to    six    due    to   conference   room  aiie 

LEWIS,  R    C         Region    3,     Office    of   Director         84/03/O2         KELLY,  R    J 
Georgia    Power    Co          Ip         22633   317         24X    Fiche    30-321,84/03/02, 
8403160130 


8403130004   Transmittal    b    tible    pages   of   deleted    emergency    plan 
Implementing    procedures,  i nc  1  ud ing    HNP-1-4203   re    turbine    lube 
oil    reeervoir    oil    fire    b    HNP-1-4206   re    turbine    lube   oil 
conditioner   d   storage    fire    U/B40306    Itr 

SORRELL.E   C         Georgia   Pouer    Co         84/03/06         12pp          2361S    183 
Fiche    9O-321,B4/O3/O6,B4O3130004 


B4Q326Q19O  Revised    emergency    plan    implementing    procedures, inc lud 1 ng 
Procedure   HNP-8033   re   quantitative    fit    testing,  Procedure 
HNP-4926   re    alert   emergency    rally    paint    leader   i  Procedure 
HNP-B010  re    Use  It   care    of    respirators  W/B4O320    Itr 

SGRRELL,E  C        Oeorgia   Power    Co        84/03/20        tllpp         BB79B   270        24X 
Fichn    30-321,84/03/30,3403260130 

8403300143   Rev  6    to  Emergency)    Plan    Implementing   Procedures  HNP   4726  *• 
4626  &  Rev  8   to  Procedure    HNP-B012   re   general    6   site   area 
emergency    rally    point    lenders   &  radiation  &   contamination 
surveys    H/B40336    Itr 

BORRELL, E   C         Oeorgia   Power    Co         84/03/26         117pp          S2B20    083         24X 
Fiche    30-321,84/03/96,8403300143 


J      Insurance   &   Indemnity    Information 


8403060231    Forwards   Endorsement   85    to  NELIA  Polity   NF-213 

DUCK,  J  fi        Marsh    t,  McLennan,     Inc        84/02/28        SALTZMAN, J        Assistant 
Director    for   State  i  Licensee   Relations        2pp        2H51B- 187        24X 
Fichu    50-321, B4/O2/28.8403O&Q2B1 

84035B003B  Forwards   Endor tenants  86  &  87    to   NELIA  Policy    NF-313  i. 
Endorsements   70  fc  71    to   MAELU  Policy   MF-78 

DUCK,  J   R        Harsh    &  McLennan.     Inc        84/03/21        SALTZMAN,  J        Assistant 
Director    for  State   &  Licensee   Relation!        Spp        £2777.010        24X 
Fiche    50-3S1,  B4/O3/21 ,  8403380038 


B4030'90)282  Public    version    of   Rev  0    to   Emergency    Plan    Implementing 
Procedure  HNP-8161,     "EberHne   Model    PCM-1    Portal    Monitor"    & 
R*v    17    to  HNP-B008,     "Radiation   Work    Permit    "    W/B4011B    Itr    t. 
JM  FUton  830307  release    memo. 

BQRRELL.E  C   ,    NIX,  H,  C,      Oeorgia  Pouer  Co       84/01/1B       46pp 
321        24  X  Fiche,  aO-3Sl,  H4/OI/1B,  8403070282 


8403300339   Public    version    of    tranomittal    b   title    pages    of    deleted 
Emergency   Plan    Implementing    Procedure!    HNP-8017>     "Insp    of 
Btcil    Raduaste   Shipping    Drumt"   t>  HNP-8422.     "Handling   & 
Loading    of   Chem-Nucle«r   Cash    "    M/84011?    Itr    t<  840322  memo 
BORRELL,  E  C    ,    NIX,  H  C        Olorgla   Pouer   Co        84/01/S9        ipp 
306        24X  Fiche    30-321,  B4/O1/29,  B4O3300337 


B4O32&02&1    Forwards    order    confirming    licensee    commitment    to    Implement 
poBt-TNI-related    Itmes    in   NUREO-0737,  Suppl    1    (Otnerlc    Ltr 
B2-33).     "Requlraments    for    Emergency   Response    Capability," 
STDLZ.J.F.       Operating    Reactor*   Branch    4.       B4/02/21         DECKHAM,  J  T 
Ovargia  Pouer   Co,       Spp         22763   177,       24X   Fiche,  90-321,  84/02/21, 
B4038A0261 

—  -B403240B65  Order    confirming    licensee   commitments    on    emergency    response 
capability   requirements    set    forth    In    NUREQ-0737,  Suppl     1 
(Oenarlc  Ltr  82-33). 

EISENHUT,  D.  8,       Division    of   Licensing         84/02/21  Oeorgia   Power 

CD.       6pp,       22763'  1B2        24X   Fiche    90-321,84/02/21,8403260261. 

B403O900&7  Forwards   r*v   to    physical    security    plan    Rev  withheld 
iTff    10CFR2,  790  1<  73  21  )  .  Transmi  ttal    «ch    encl 

BECHHAM,  J,  T        georgi*   Pouer    Co        84/02/27        O'REILLY,  J   P.       Region   2, 
Office    of   Director.       2pp         22979  391         24X    Flche-  90-321.  84/02/27, 
B403O90067 


D      Advisory   Committee    on    Reactor  Safeguards   reports    tc   corr*t pondence 

B402270363  Responds    to  FOIA    request    for   JC   Mark    B01204  memo    to  ACR8  re 
hydrogen   burn   u/tgniters    b    documents    concerning    generation, 
combustion   or   control    of    hydrogen    in  reactor  accidents 
Forwards    App    A  document*    App    B  documents    In  PDR 

FELTDN.J  M        Division  of    Rules   and    Recordi        84/01/3O        HIATT.8   L 
Ohio   Cltliens    for   Responsible   Energy        7pp        22412.051        24X 
Fiche    30-000.  84/O1/30,  B4OH370263 

— B402270314   Foruards    summary    of    investigations   re    hydrogen   recomb inars 
J<  relay    failures    in  HPCI    sys 

ZUKOR.D  J        ACRB   -  Advisory   Committee    on   Reactor    Safeguards 
80/10/30        MOELLER.D   W         ACUB  -  Advisory    Committee    on   Reactor 
Safeguards        4pp        22412    086        24X   Fiche    90-000.  B4./O1 /30, 
8402270263 

P      Operating    license    stage    documents   &  correspondence 

8401120496  Notification   of    840214  meting   u/OPU,  Bech  tel    f.  Southern  Bvcs 
Co    in   Bethesda,MQ    to    discuss    equipment   qualification 
RIVENBARK.Q  W        Operating    Reactors    Branch    4        B4/O1/0<?        8TOLI,  J  F 
Operating   Reactors    Branch    4        2pp        21B04, 101        24X 
Fiche    30-321, 84/O1/09.B401  120436 

84O309O1B7   Application    for    amend    to   Licenses    DPR-37    tc  NPF-9,  revising 
Tech.    Specs   re    listed    TMI    Action  Plan    Itemsiper   Centric    Ltr 
33-36 

BECKHAM-J  T        Qiorgia  Pouer    Co        84/02/06        STOLZj J  F        Operating 
Reactors    Branch   4        8pp,       S2973  276        24X   Fiche    90-321,84/02/06, 
8403090187 


S4Q31301&9   Revs   6  fc  7    to   Emergency    Plan    Implementing    Procedures 
HW-SO04,  Rev  9    to   HNP-8007  B.  Rev   0    to  HNP-B043   re 
decontamination   L  Rev  8    to   MNP-4B60.HP-4B71i  HP-4B67,  4868  & 
4869  re   ravely  &  rev    to    emergency    plan    M/840306    Itr 

SORRELL, E   C         Oeorgl*    Pouer    Co.        84/03/02          124pp         22600.132         24X 
Flche: 90-321,  84/03/02,  8403130169 


— 8403070176  Proposed    Tech    Specs   re    instrumentation    providing 
surveillance    inf  o.  pos  t-flcc  Ident    sampling    b   analysis    !< 
post-accidint   monitoring    Instrumentation 
*      Oeorgia   Pouiar   Co        84/02/06        IBpp        22973  284        24X 
Fiche    90-321,  84/02/06,  B4O3070187 
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3403160326   Reviews    BH0112    meeting    to    dtscust    responses    to    B31OQ4 


equest    for    add  I    Info   needed    to   review  OA    program 
description   List    of    (nesting    attendees    end 
LEWIS,  R   C        Division   of    Project   E.   Resident   Program* 
KELLY.  R    J         Georgia    Power    Co         3pp          aaftil     064         24X 
Fiehs    90-331  1  84/03/09.8403160226 


B4/02/09 


3403030083  Dlicusses    analyses    on   32   -safety   relief    volve    <  SRV  )    discharge 
lines    per   B21339  request    to    address    question*   re   SRV   test 
program   per    TH1    Item   II    D    I    Analyses    indicate    supports    fc 
piping    geometry   adequate 

SUCHAiL   7        Georgia    Foyer    Co        31/02/10        BTOLZ,  J  F        Operating 
Reactors    Branch    4         3pp         33190007         24X    Flch*    30-321,04/02/10, 


B40306O436  Forwards   notice    a?    consideration    of    issuance    of   Amends    97  & 
34    lo    Licenses    DPR-57    E,    NPF-3j  respet  ti  vely    fc    proposed    NSHC 
determination   !<   opportunity    for    hearing    re    time    requirements 
tor    aerarn  discharge    vol    vent   &   drain   valvei 

RIVENBARK.G        Operating   Reactors   Dranch   4        54/03/21         DECUMAN,  J   T 
Georgia    Power    Co         3pp          22349    344         24X    Fiche    30-331,34/02/21. 
B4O30AQ436 

—  B4030AO'4'10  Notice   of    consideration    of    issuance    of   Amends    97  d  34    to 

Licences    DPn-37  t>   NPF-5,  reap  BC  fci  ve  ly    K,  proposed   NSHC 
determlnflt  ion  !,   opportunity    tor    hearing 

STOLZ,  J  F        Operating   Reactors    Branch    4        84/O2/21        8pp 
33549   347        24X   Fich,e    SO-  321.  &4/02/ai  .  84^3060436 

B403140340  Summary   of    B31213   meeting    u/GE  &  flarfc    1    Owners    Qroup    in 
Bethesda,  HP  re    Mart    I    containment    we  tuiB-1  1-dryuie  I  I    vacuum 
breaker    design   metho  do-logy 

SIEGEL.H  L        Operating    Reactors    Dranth    3        34/02/31  Operating 

Reactors    Branch    2        Slpp         3H633    IvB        24K    Fiche    30-000.  B4/Oa/31, 
B4  031  40340 

9103O10I10  Forwards  Amends  98  fc  35  to  Licenses  DPR-57  S>  NPF-S, 
resp  oct  i  VB-1  u  &  laPety  evaluation  Amends  revise  Tech  Specs  to 
eatend  tine  alloyed  to  restore  thermal  power  scrarn  &  control 
rod  block  trip  sfftpoints  uithln  Tech  Spec  limit! 

RIVENBARK.G        Op&rating    Reactors    Branch    0         Bfl/02/22        D  EC  KM  AM,  J   T 
Georgia    Poucr    Co         2fp          33479   2B1          SIX    FichB    30-331,64/02/23, 
Q40301O110 

—  B4O3O101B1    ftmenifs    9B    t,    35    to    Uit*nses    DPR-97    S.    NPF-5,  respec  t  i  vely, 

ravlBlng    Tech   Specs    to    en  tend    time   allowed    to    restore 
thermal    pouer    scram  &    control    rod    block    trip    setpoint* 
uitrtin    Tech   Spcca    limits 

STDLZ.J   F        Operating    Reactors    Branch    4        B4/02/32         13pp 
H347?   283         SIX    Fich*    30-331.  B4/02/22,  Bfl030lOI  IO 

—  B4030-1OI28   Safety    evaluation    supporting    Amend*    98   b  35    to-   l-iceniei 

DPfl-S7   *.   NPF-S!  respectively 

»      Office    of   Nuclear    fteactor   Reoulatlon.     Director        S4/02/22        3pp 
22479   293         24  X    FUhp    30-321.  B4/O2/32,  84030101  1  0 

B10307-0397  Foruarili    requoit    for    add!    info    to    complete   ravitu    of 
proposed    program)    tor    inservice    testing    of    pumps   fc   valvei 
submitted    in  S308-I3    Itr    Info    requeiteti   uithin    30   daiji 
STOLZ.J  F        Operating   Flc-actor*   Branch   4        04/02/23        OECKHAM,.  d    T 
Georgia    Power    Co         4pp          2Z3M    134         24K    Fiche     30-321  ,  H4/O2/23. 
B4030703S7 

9403070331    Forward!    jpdatv  on    facilities    conformant*    &   info    re   plans    !• 

schedules    tor   anij    needed  imp  i-ovementt   &   reft   re   vendor 

equipment    leehni-cal    Info-  program   bg    Nuclear   Utll    Tast    Action 

Committee    on  Gen-Eric    Ltr  B3-20,  Bee  1  1  on   232 

GUCUA.L   T         Oeorgla    Power    Co         B4/02/29         BTOLI,  J   F         Operating 
Reactors   Dranch   4        24pp         32936  OB?        24Y   Flche    50-321,04/02/29, 
Q403070251 

—  B403070252    "Vendor    Equipment    Technical    Info   Prooram,"    per    Generic    Ltr 

B3-aa,  Section  2   2  B.  final    draft 

•      Nuclear  Utility    Tosk    Action  Committee        S4/02/E9        A3pp 

22536    112        34X   Fiche    50-321  .  94/O2/'39,  8^03070251 

B40326004S  Forwards    Amend    99   to   License    DPR-57  Amend    changes    Tach    Spars 
to   dslete   ^Mjuj*11-to-torut   differential    previure    sys 
STOLZ.J  F        aperating   Reactors   Branch    4        84/03/Ot,       BECKHAM.J   T 
Georgia   Pouftr   Co        3pp         S27A3  284        24X   Flche    50-321,84/03/04. 
3403360045 

—  840334004B  Amind   9?    to   License  DPR-S7,  chann  1  nj    Tich   Sp«c*    to   delete 

drywen-to-torui    dlffersntlal    pressui-e    sijs 

BTOLI.  J  F        Operating   R&actort    Branch    4        B4/03/06        7pp 

227A3    3B7         SIX   Ficfie    50-321  jB4/O3/06.  Q4O3-260045 

B403300003  Responds    U   B4033?   requ.it    for    addl    dction   to    v»rif¥    »sp»ct» 
of   overh«ai!    crane   design   at    facility.  per  NUREO-O612 
guideline*   Crane   safetu   6    psllability    tatisfaetorij 
OUCUA.L   T        fftorgla   POUJET  -Co-        B4/Q3/13        STOLZ.  d   F        Oprrating 
Reactors   Dranch   a        Spp        ??4a5  309        34X  Fiche    50-321.84/03/12. 
B103B00005 


B403150373  Oenerlc    Ltr    B4-O7    to    all    licensees    of    BWRe  re    procedural 
guidance    tor    pipe    replacement    at   BWRs    Svc    llit    tncl 
EISENHUT.D  0         Division    of   Llcansing        Q4/03/14  Commonuiatth 

Eiliion    Co         2Opp          22323    334          24X    Fiehe    50-000,84/03/14.8403150279 

0      Inspection   reaorts.     IE   Bulletins    &   correspondence 

8403160196  Forwards    IE    Imp    Flnpt*    50-321/84-04  &   50-364/84-04   an 
B4Q304-O7  Mo    violations    nr    deviation*    identified 
DANCE,  H    c        Division    of    project   &   Resident   Programs        B4/03/24 
KELLY,  R    T         Georgia    Power    Co          2pp         22699   351         24X 
Flche    5O-32I,  34/O2/24< B4O316O196 

--B40316019a    IE    Inip     Repts     3O-3S1/B4-04   t   50-366/84-04    on    B40304-07   Mo 
violations    or    deviations    Idantlfled   Major   aratt    Inspected 
torus    went    header    cracking    feeduater    lln«    ultrasonic 
indication    b   ree Ircuka t i on    piping    replacement 

CROWLEV,  B    ft    ,     BLAKE,  J   0          Roglon    2,     Office    of    Director.        B4/02/23 
4pp         32635  3B3         34X   Flch»    5O-321 .  84/03/34,  B40316O196, 

B4O119D072    IE    Info    Motlce    B4-13,     "Potential    Deficiency    In   Motor 
QperatBi)    Valve   Control    Circuit*    It   Annunciation    "    Svc    Hit 
oncl 

JORDAN. E  L        Division    of    Emergency   Preparedne««   !>  Engineering 
Response    (Pott   B3O1O3)          B4/OS/2S  Consolidated    Edison   Co      of  NIUI 

Vorki      Inc          HSpp          22909    S3T         24X   Fteh»    50-000,  B4/03/2B.  B401 190072 

8402090007    IE    Info    Motice    B4-14,     "Highlights    of   Recent   Transport 
Regulatory   R»vs    bg    DDT   S.    NRC    "    Eve    list   encl 

GRACErJ   N        Division    of    OA,     Safeguards    &    Inspection  Programs    (Post 
B30103)         G4/Q3/O3  Conso  1  Idatad   Edisan   Co      of   Ntui   York.     Inc 

130 fp          2S3S2    339          S4K    Flch*    M-OOO, B4/O3/02,  8402070007 

B1020?000e    IE    Info    Motice    B4--1A-     "Failure   of   Automatic    Sprinkler  S(jt 
ValvHS    to  Operate    "    Svc     lint    encl 

JORDAN. E  L        Division    oF    Emergenci/   Preparedness   &   Engineering 
Response    (Pott    Q3C-1O3)         S4/O3/O2  Consolidated    Edison    Co      of  N*u 

York,      Inc  122pp          229S3    O9S         24X   Fiche    50-000,  B4/03/O2,  B40209000B 

B402090009    IE    Info   Notice    B4-15,     "Reporting    of   Radiological    Releases   " 
Bvc    list   rne  1 

JOFIBANrE   L        Division    of    Emergancy    Preparedness   h  Engineering 
Response    (Post    B301O3)         S4/O3/O2  Consolidated    Edi*on    Co      of  Ntu 

Vorfc,     Inc         119pp-       35353    217        34X   Fiche    50-000,84/03/02,8402090009 

8402090011    IE    Info   Notice    84-17,     "Problems   M/Liquid    Nitrogen   Coolino 
Component  i    Beloui  Nil    Ductility    Tiinp    "    Bvc    list    encl 
JORDAN,  E   L        Division    of    E'mergencg    Preparedness   fc  Engineering 
Response    (Post    B30103)         Q4/O3/O5  Consolidated   Edlion   Co      of  Neu 

York,     Inc         H7pf>         33553    336        24X   Flche    30-000, 84/03/05,  S4020900U 

B40209002fl    IE    Info   Notice    84-O9,  Rev    1,     "Lessons   Learned    From    In*pi   of 
Fir*    Protection   Safe    Shutdoun    By*    "    Svc    list    encl, 
JORDAN,  E   L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Post    B30103)         S4/O3/O7  Consolid«ted    Edison   Co      of  Ntui 

York,     Inc         liBpp         32639    O49        24X   Fiche    50-000,  B4/O3/07,  8403070084 

B4O309002B    IE    Info   Noticr    84-lB,     "Stress   Corrosion   Cracking    In  PWR 
Bye    "    Svc    list    one  1 , 

JORDftN,  E   L        Division    oF    Emeraency   Preparedness    tc  Engineering 
Fiesponse    (Pott    S3O103)         S4/O3/Q7  Consolidated    Edison    Co      of  Neu 

Yorl,     Int         llBpp         33534    £B6        34X   Fiche    30-000-84/03/07,8403070023 

840316O33S    Ack    receipt    of    B4O3O6    Itr    informing   NRC    of    step*    taken   to 
correct    violations    noted     in    IE    Incp   flepts    50-321/83-33   fc 
90-366/B3-34 

DANCE, H  C         Division    -oF    Project   fc   Resident   Programs.       B4/03/09 
H.ELLY,  R    J        Georgia    Pouier    Co.        Ip         32660  015        24X 
Flche    SO-321.B4/03/07.  9403160330 

—  Q40316034?  Responds    to    NRC    84O1O6    Itr    re   violation*  noted    in    IE   Imp 
R*pt»    30-321/B3-3B   *.    SO -366/83-34   Corrective    actions' 
procedure    revs    drafted    ft    undergoing    revleu  &   approval 
process 

OUCUArL    T         QeoTffla    Poujer    Co        84/03/06        D'HEILLY,  J,  P        Region  3, 
Office    of    Director         2pp          226  4  O  016        S4X   Flche    50-321.  B4/03/09, 
84O316O338 

— 8403160359   Forward*    IE    Insp    R»pts    50-321/B3-3B   !•    90-366/83-34  on 
831114-18   &    nolle*    -oP    deviation 

DANCE, H  C        Division   of   Project   b  Resident  Program*,      84/01/06, 
KELLY,  H.  J         Onorgta    Power    Co        2pp        22660;  01B        24X 

Fiehe    80-321,64/03/09,8403160338 

— B40316O365   Notice    of    deviation    from    Intp    on   831114-19 

*      Region    2,     Office    of    Director        B4/01/06        Ip        22660-030,       S4X 

Flche    50-321.  84/O3/09,  B4O316O33B 
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— 8403160372    IE    Insp    Repts    30-321/83-32   &    3O-366/B3-34    on    831114-18 
Deviation   naked    failure    to    electronically    callbr    high    range 
drvuell    radiation    monitors. per   NUREG-O737.  Item   II    F    I 
WRAY.J   R         Region    2.     Office    of    Director         BARR,  K    P         Divlilon    of 
Engineering   h  Operational    Programs        84/O1/04        7pp         22660,  OSl 
24X    Flch»    30-321,91/03/09, 8103160333 

3402090031     IE   Bulletin    84-02.      "Failure*    of    OE    Type    HFA   Relays    In   Uie    in 
Clan    IE  Safety    Sys    "    Svc    Hit    encl 

DEYDUNO.R   C        Director'i    Office-    Office    of    Inspection   and 
Enforcement        B4/O3/12  Consolidated   Ed  it on   Co      of    Neu    York,     Inc 

134pp         33823   094         24X    Fiehe    50-000.84/03/12,8402090031 

S403290193   Ac k    receipt    of    840301    Itr    informing    NRC    of   steps    taken    to 
correct    violation*    noted    In    IE   Imp    Rent    30-366/83-26 
LEWIS, R   C.       Dtvlilon    of   Project   tt   Resident    Programs        84/03/15 
KELLY,  R    J.        Georgi*    Puiuer    Co          lp         22B01    008         34X 
Fiche.  30-366.  84/03/13.  8403S90193 

— 3403370194  Respond*    to   NRC   B40201    1 tr   re   violation,   noted    In    IE    Imp 
Repts    80-321/93-23   &    30-366/B3-26    on    B30721-OB20    Corrective 
actions   administrative    controls    to    (trees    Independent 
verification    upgraded 

BECKHAM.J  T        Qeorsia   Power   Co        84/O3/01         O'REILLY.J  P        Region 
2,    Office   of   Director        6pp        S2BO1   OO?        24X   Fiche    S0-36i, 
B4/03/1B,  8403290193 

— B403290193  Forwards    IE    Imp    Rept*    30-331/83-25   b   SO-366/B3-26   on 
830731-0820  d  notice    of    violation 

LEHIB.R.C        Division   of    Project   tr  Resident   Programs         84/02/01 
KELLY.R   J        Georgia   Power   Co        2pp        23801    015        24X 
Flche.  30-366.  64/03/19,  B4Q3290193 


9      Reporfcable    occurrences,    LER  a    &   related    correspondence 

8403090328  Supplemental    narrative    *ummary    to  LER    SO-321 /1 979-021,  Rev  5 
providing    updated    data   re    tritium    levels    In    grounduiater 
samples    during    Third   Quarter    1983   presented    in    encl   Table    1 
W/840208    Itr 

NIX.H   C         Georgia    Poyer    Co          94/01/31         O'REILLY.  J   P         Region   3, 
Office    of   Director        3pp         22*71    237        24X  Fiche    50-331 1  B4/01/31, 
8403090228 

940301O330  Forwards    supp  1  ementol    narrative    summary    to  LER 
30-321/79-031.  Rev    3   Grounding  ter    problems    1-evleued    u/Reolon 
II    personnel    on  831219  Problems   not    environ    concern    in 
regulatory    sense  Rept    closes    LER 

NIX.H   C         Georgia    Power    Co          Q4/02/OS        O'REILLY,  J   P        Region   2, 
Office    of    Director         3pp          22432   073         24X    Flche    5O- 331,  94/02/09, 
8403010330 

B40316O044  LER  84-OO1-OO   on   84031 1, reactor   xcram    followed    high 
vibration    turbine    trip   Caused    by    bucket   &   finger    damage 
to    both    13th    stages    of    lam    pressure    turbine   A  Stage   13  mill 
be   replaced    at    later   date    W/840309    Itr 

TIPPS.B   D    ,     NIX.H   C         Georgia    Fouler    Co         Q4/O3/09         4pp          22633,  1BO 
24X   Flche    30-321,  B4/03/09,B4O316Q044 

8403300104   Advises    that   program    of   periodic   manual    operation    of   safety 
relief    valves   will    be   discontinued,  based    on    results   of   BUR 
Owners    Group    Investigation    Safety    relief   valve    cycling 
caused    valves    to    leal   prematurely 

GUCWA.L  T  Georgia  Power  Co  B4/03/26  STOLZ,  J  F  Operating 
Reactors  Branch  4.  3pp  22831  216  S4X  Fiche  50-331,  B4/03/26, 
8403300104 


— B403290197    IE   In*p    R»pt»    SO-331/83-H3  >,   30-364/83-26  on   B307EI-0820 
Violations    noted' s*f etg-related    equipment    b   sys    not    aligned 
It   limiting    condition    for    operation    for   main    steam   Isolation 
leakage   control    sys   not    established 

CRLENJAK.R   V,,    HOLMEB-RAY, P    ,    PANCIERA.V   W        Region   S.    Office   of 
Director        B4/01/2B        Spp         22801    01B        24X   Flche   30-366,84/03/13, 
8403290193 

94033.90208   Ac  k    receipt    of    840301    Itr    informing    NRC    of    tteps    taken    to 
correct   violation*    noted    in    IE   Insp    Rept    50-321/84-03 
DANCE, H  C        Division    of    Project   d  RB*i«ent   Programs,       84/03/11? 
KELLY, R  J.       Qeorgla    Pouer    Co         lp         22SOO  302        24X 
Flch*   30-321,84/03/19.8403370208 

— 0403390312  Responds    to   NRC   84021 O    Itr   ft   violations   noted    in    IE   Insp 
Rfpti    30-321/84-03  &   30-366/84-03  Correctlvt    actions    NDE 
personnel    reminded    of    important!    of    proper   b    complete    data 
recording. 

OUCHA.L.T        Oeorgla  Power   Co        84/03/01         0'REILLY,JP        Region   2. 
Office    of    Director,       2pp         22800   303        24X   Fiche    SO-321,  84/03/19, 
G40329020B 

— B4O3290213  Forwards    IE    In»p    Rept»    SO-3S1/84-03   S<   5O-366/84-03   on 
840134-37  &   notice    of    violation 

DANCE,  H.C.       Division    of    Project   t,   Resident  Programs        B4/03/1O 
KELLY,  R   J.       Georgia  Pouer    Co        2pp         22GOO  303        24X 
Flche    SO-321,  B4/03/19,  B40329020B 


-B4O3290216  Notlc*    of    violation   from    imp    on   840124-27 

*      Region  3,     Office    of    Director        84/O3/10         lp         22BOO    307 
Flche.  SO-321,  84/03/19,  B403B9020B 


24X 


DOCKET   30-322  SHDREHAM  NUCLEAR    POWER   STATION 

A      Appl  ication/construc  tion    stags   documents   (.   correspondence 

B4030B0363  FOIA  request   for    documents    r>    DHR    Intergranular   Stress 
Corrosion   Cracking    Owners    Oroup   meeting    on    or  about  811028 
HAFNER,  B        SufPalJr   Nuclear    Study   Group        B3/ll/2t  Office    of 

Administration         lp        33383   O07        24X  Fiche   30-323. B3/1 1/26. 
B403080363 

B403020139  Provides    justification    for    deletion   of    station    blackout    test 
&   completion   of    program   for    training    during    low  power 
testing. per   TMI    Item    I    0    I.  in    response    to  Generic    Ltr  83-24 
MCCAFFREY,  I!  R        Long    Island    Lighting   Co        84/02/16       DENTON,  H  R 
Office    of   Nuclear    Reactor   Regulation,    Director        Bpp        22443   243 
24X   Fiche    50-322,64/02/16,0403020139 

8403080367  Responds    to  FOIA   request    for   documents    re   BUR    Inte granular 
Stress    Corrosion  Cracking    Quners   Group   meeting    on   or  about 
811028   Forwards   App    A   documents   Records   also    in  FOR 
FELTON,  J  M        Division   of   Rule*    and    Records        B4/03/38        HAFNER,  B 
Suffolk    Nuclear  Study   Group         Spp        32383  O08        H4X 
Fiche    30-000,  84/03/33,  B403OB0367 

—83Q931O434  Requests    evaluation    of   Grand    Gulf   &  Bhorehem   830B17   &  S3 
responses, respectively    re     intergranular    stress    corrosion 
cracking    in   BUR    piping    Response   requested    by    B30916  U/o 
encl 

EIBENHUTrD  0        Division    of    Licensing        63/07/06       VOLLHER.  R 
Division   of   Engineering          lp.       225B3  010        24X 
Fiche    30-000.  84/08/HB,  B4O3000367 


-B4O3290219    IE    Insp    Repts    50-331/84-03   t<    30-366/84-03   on    B40124-27 
Violation  noted    ultrasonic    Insp    records    for   Fall    19B2    Insp 
of   reactor   vessel    flange    to   Shell    Meld    C-l    did    not    shou 
•(tent   or   location   of   *r»a 

CflOWLEY,  B.R        Region   S,    Office    of    Director        BLAKE,  J   J        Division 
of   Emergency   Preparedness    i   Materials    Safety        B4/02/07         Itpp 
25800   308.       24X  Fiche'  30-321.84/03/17. B40329020B 


B403090D18  Responds    to  FOIA   req,Ue«t    For   documents   ve   DNL   background 
radiation   survey    DDE  preparing    Shore ham  b  DNL    site   repts 
Hh«n    printed,  Shoreham  rept    oil  11    be   available   from  NRC  &    BNL 
rept   mill    be   available    from    DOE 

FELTON.J  M,  Division  of  Rules  ant  Records  84/03/02  GROSSMAN,  K 
Island  Closeup  Neu*  service,  Bdg  Harbor,  NY  lp  22592  344  24* 
Flche  30-322,  84/03/02,  B403O9OD1B 


84020^0043    IE    Info  Notice    84-19,     "Tuio   Events    Involving   Unauthorized 
Entries    into   PUR   Raactor    C*viti»»    "    8vc    list    incl 
JORDAN.  E  L        Division   of    Emergency   Preparedness   h   Engineering 
Rpiponii    (Post   830103).       84/03/21.  Consolidated    Edison    Co      of   Neui 

York,     Inc.       ISSpp         22823   32t        24X    Flche    90-000,84/03/21,8403090043 

6403070044    IE    Info   Notice    94-20,     "Svc    Lift    of    R*layt    in   S«f ity-Related 
3ij«.  "   Svt   Hit   end 

JORDAN, E  L        Division    of    Emergency    Preparedness   It  Engineering 
Rfiponse    (Post   B30103)         84/03/21  Consolidated    Edison    Co      of   Ntui 

Yorki     Inc,       133pp.       22933001        24X    Fithe    SO-OOO,  84/03/21,  840S090044 

R-     Periodic    operating    reports    h  related    correspondence 


8403140019  Clarifies   Sept    1983    drift    technical    evaluation    rept    of    Phase 
II    submittal    of    control    of    heavy    loads,  per   840109   telcon 
Safe    load    path*    for    reactor    bldg    closed    loop    cooling  water 
pumps   revised 

MCCAFFREY. D   R        Long    Island    Lighting    Co        84/03/09       DENTON,  H  R 
Office    of   Nuclear    Reactor   Regulation,    Director        4pp        22633  318 
24X   Fiche    50-333.  B4/03/03.  B403  140019 

8403140126  Forwards    NRC  Region,    1    morning    repts   re    facility    emergency 
diesel    generators    for  84021 S-O3O1 

DODDARO.R   J        Hearing    Branch    3        84/03/05        BRENNER, L  , 
FER8UBON, 0  A   ,    MORRIS.  P    A         Atomic    Safety   and   Licensing    Board   Panel 
13pp         22620  341        24X   Flche    50-322,84/03/03,8403140136 


64031 S0071    Monthly    operating    repts    for   Feb    19B4   W/840310    Itr 
RAFEEDIE.  D  P    ,    NIX.H   C         Georgia   Pouer    Co        B4/O2/29        12pp 
226*3:191        24X   Flche    30-321,84/02/29,8403130071 
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DOCKETED  ITEMS 


B+O3200303   Forwards    rospon-se     to    Generic    L  tr    93-33,     "Heq.ulre!l    Actions 
Basetl    on    Generic    Imp  1  Icat  i  nns    of    Salem    flTHB   Events     "    End 
addresses    each    NHC    position   &   describoi    actions    taten    liy 
utl!    In    response 

MCCAFFREY,  B    R         Lonfl     Island    Lighting    Co         B4/Q3/09         DENTON,  H   R 
Office    of   Nutle-ar    Reactor    Regulation,     Director          30pp          22696    177 
2*X   Flchc    50-323,  B4/0"3/Q9.  64032OO3O2 

B4G33QQ337    Responds    to    Generic    Ltr    64-01    providing    description    of 
HSC  position   on    regulatory    jurisdiction    Involving    terms 
important    to   safety    &    saFety-related    Utll    wishes    to  dlicues 
aubj    further 

MCCAFFREV, B   R        Lona    Island   LIDhtina    Co        B4/03/13        DENTON.  H 
Office    Of    Nuclear    Reactor    Regulation,     Director         2pp         23*90-    IQB 
24X    Ficd*    50-323,  B4/O3/13,  B4O3SOO227 


B1Q311O343    Notification    of    B4O41B   workshop     In    King    of    Prussia, PA    to 
discuss    ] Bssoni    learned    Prom   recent   App    R    fire    protection 
safe    shutdown    insp    E>    topics    described    In    IE    Info   Notice 
84-Q1?  rtgenda   for   workshop    encl 

HURLEY",  T    E       Region    1.     Of  F  i  c  e    of   Director        34/03/09        0  'TOQLE.  J  D 
Consolidated  Edlaon    Co       of    New  York.     Inc        DALTROFF.B  L, 
Phlladalphia  Electric    Co        HIMILL.H  D        General    Public    Utilities   - 
GPU   Service    Corp          33pp          32672   062         21 X    Fiche    90-000,34/03/07, 
3403190243 

8 4 032 70 24 S  Foruard*    revised    safeguard    license    condition   resulting    from 
review   of   Rev  S   to    guard    training    t>   qualification    plan   Rev   S 
c hang ei    ac  ceptahl e 

fllRAGLIA,  F  J       Assistant    Director    far   Safety    Asiemnsnt         04/03/0° 
NOVAK, T   M        Assistant    Director    for   Licensing        3pp        22789   272        B4X 
Flche    50-323,  B4/O3/O9,  S4O327O243 


3402090041     Board    Notification    B4-O30    provides    Commiision    policy 
statement    t<    proposed    rulemallng    on    environ    qualification* 
EI5ENHUT.D   0         Division    of    Llcensinfl         84/03/14  Atomic    Safety    and 

Licensing   Board   Panel         JOpp        34X   Flche    50-000,  B4/03/14,  S 4 030900 4 1 

84Q3S70llfc  Forwards    supplemental    nuclear    power    plant    e«perienc*    tables 
for    operating    shif*    positions    EipBcted    QL    date    is    340313.  In 
response    to    addl    questions    In   DF  Schnel  I .  Union   Electric    Co. 
Hr 

MOTftRO,  J   A         Long    Island    Lighting    Co         84/O3/22         DENION,  H    R         Office 
of  Nuclear   Reactor   Regulation.    Director        Bpp         23775    157        24X 
Fithe    SO-33a,B,l/03/22,  B4032701U 


84O3190363   Forward!    evaluation    of   LILCQ   transition   plan    p«r 
FEMA-KEP-ljRev   I    Deficienciea    notad 

SPECKj  S   W        Federal    EmergEncg    Management   Agency        04/03/15 
DIRCKS'U  J       Office    of    the    E'ecutive   Director    for   Operations 
22673   OBI         SAX   Flche     90-322.  B4/03/1  S,  B403190363 


71  pp 


Forward*    FEMA   review   of   Rev  3   to   utll    transition    plan    for 
cffsite    emergancy    preparedness,  per   NUREO-0694 
MARTIN.  T   T        DivlMon    Of    Engineering    &    Technical    Programs         B4/03/20 

FOLLDCK,  H  S        Long    Island    Lighting   Co        3pp        S373B  001         24X 
Piche   30-322,  84/03/20.  B40336O1  13 


84  033  9024  B  Hsquesta    tPiat    Suffolk   County,  NV    be    notified    in    advance    of 
any    discussions    or  meEttng^    u/utll    t.   be    invited    Co 
participate   County    requests    copies    of    documents,    re   review 
of    util    B4Q3SQ    supplemental    matte-it    for    leu  pouer   OL 

LANPHER.L    C         KirkpntrlcH,     Lo-c«hart,     Hill,     Christopher    E.    Phillip* 
LANPHER.U   C         Buff  oik    Caunt^),     MY         84/03/33         DEN  TON.  H   R          Office    of 
Nuclear    Reactor  Regulation.     Director        2pp         223QO  315        34X 
Flihe    50-333,  B4/03/23. 


E      NRC    Safetg    Evaluation   Report    <BER).     iuppls    &   correspondence 


— B4O3260117   Review    of    Rev    3    to    util    transition    plan    for    off*lt« 
emergency    preparednes s, per    NUfiEO-0634 

*      Federal   Emergency    Management    Agency        B4/02/10        A6pp 
2275B    004         24X    FichE     30-352,34/03/30,8403260113 

84032 aOQ39   Forwards    Rev    7    to    amended    security    plan   Rev  withheld 
[ref     10CFR73   21) 

MCCAFFREY, B  R        Long     Island    Lighting   Co        B4/Q3/2B        DENTON, H  R 
Office    of    Nuclear   fleactor   Regulation,    Director        3pp        22777  04B 
34X    Fiehe    50-322.04/03/32,8403280029 


8403020237   FDTuards     "»Ept    on   Special    Lifting    Davi*e»,  "    p«r    B31111 
response    to   SEB   Open     Item    39   Rept    covers    des  ign^  f  abrica  ti  on 
tc    initial    ac  enplane  B    testing    of    sl«    special     lifting    device* 
listeij     in    Tab  IP    3    of    BIO717    Itr 

MCCAFFREY,  D   R         Long     Ealand    Lighting    Co         B4/Q3/S1          DEMTOH.  K   R 
Office    of    Nuclear    Reactor    Regulation,     Director         3pp         22441    3hB 
24X   Fiche    30-392,  84/03/21  ,  0403020287 


—  B4O303Oa?0   "Rept   on   Special    Lifting    Devices    " 

»      Stone    &   Uebster    Engineering    Corp          1  IfiOO    02         34/O2/10 
22441    271        24X   Fiche    50-322.  04/03/21  ,  B4030202B7 


47pp 


B403370119   Foruiards    monthly    status    "List   of    Active   Saf  et=u.-He  lated 
Equipment    at    Qualification   Le-vel."    per    EER    Issue    9   re 
dijjiamtc    qualification 

MCCAFFREY,  D    R         Long     Island    Lighting    Co         84/O3/15         DENTON.  H   R 
Office    of    Muclear    Reactor   Regulation,    Dir^c-tor        2pp         22774  OA2 
24X   Fiche    50-322.  B4/03/  1  5,  S403270I  1  V 


—  B4032701B2    "Control    Uldg    Cat*ganj     ]     Equipment    S*  lance-o  F-P  1  ant 
Qualification  Level,"   monthly   status    rep  t 

»      Stpnis   tr  Uebster   Engineering    Carp        81/02/27        SOpp         22771   Oi=4 
24X    Flehe    50-322,84/03/15,6403370119 


0      Adjudlcstory    correspondence 


84032600^3  Util   Safety    Classification   Croup    briif    amicus    curlae 
objecting    to  ASLD    distinction    between  regulatory    terms 
important    to   safety    t    saf ety-related 

EARLEY.A   F         Utility    Safety     Classification    Oroup         B3/1H/23 
Atomic    Safety   and    Licensing    rtppeal    Panel        38pp         22B13   001        34K 
Fich*    50-323.  83/13/23,6403280063 

8403010220  Revises   sv-c     list, adding    BR  McCaffrey    b   deleting    JL  Smith 
Certificate    of   Svc    «ncl 

BRrTT.L    F         Long    Island    Lighting    Co         34/02/24         BRENNER, L    J   , 
FERGUSON!  G   A  ,    MORRIS,  P    A        Atomic    Safety    and    Licensing    Board   Panel 
3pp         22435233         SIX    Fiche     90-352. 84/02/34,  EJ403010220 

9403010163  Motion  opposing    Suffolk    county   motion    for    eitension   of    tin* 
to    respond    to  DOE    eummari;    flit-position  motions   fieque»t 
untimely    &  unsupported    by    good    cause  Certificate    of  Svc 
end    Related   correspondence 

MCCLESKEY.K   E       Long     Island    Lighting   Co        MCCLESKEV.  K  E        Hunton   & 
Williams         04/02/37  Atomic   Safety   and    Licensing    Board    Panel 

5pp          22433    302         24 X    Fiche    SO-322. B4/OB/27,  B40301O1B3 


F      Security,    medical,     emergency    &    Ftre    protection    plans 

84032'JO160  Foriuarda   Rev  3   to    local    offslte    rad  I  olofl  i  cal    emergency 
response   plan 

SHITHj-J    L         Lang    Island    Lighting    Co         B3/12/21          DENTCN^H   R         Office 
of  Nuclear  Reactor   Regulation.    Director         4pf>         22S04   OO1         24X 
Fiche    50-323,63/12/21,  B403£9O160 


Rev   3   to    local    ofFslte    radiological    emergency    response    plan 
W/17    overslie    Figures 

fr      Long     Island    Lighting    Co         83/13/31          7OQpj>          32804    021          24X 
Ficfie    SO-SaSjea/lS/El,  0403370160 

340SO?0006   Board   Notification  04-034    foruards    H   Vollmer    940206   memo    to 
D  Eisenhut    re    fire    research    results    concerning    fires    in 
electrical    cabinets    in   control    room 

EIseNHUT.D  0  Division  of  Licemtng  34/03/23  PALLADINO 
Cornmissionflri  Ip  32B76  S03  S4X  Fiche  50-QCQ,  B4/02/23. 
3402090006 

--84030QO316  (lecapmends    that    info    re    fir*    research   result*    concerning 
firet    in   electrical    cat  ine-ts    In    control    room   be    submitted 
for    board    notiflcat  1  on,  p  er    HRR  Ofc   Ltr    l-j.iltd   821001    Furtfier 
evaluation   of    test    data   renuir*d 

VDLLKER.R   H        CIviiio.n   of    Engineering         B4JQ3/06        ElSENHUT.D  0 
Division  of  Licensing         lOpp        2357i  2O4        24K 
Fiihe    50-000,  Q  4/03/2  3,  3  4  02  070006 


B40301O195   Motion    for    leave    to    file    surrebuttal    testimony    on    Contention 
23  re    shadow  phenomenon    In    interest    of   allouiing    ASLB    to 
hear    clash    among    e*per ts<  tes t imony    should    be    allowed 
Certificate    of   Svc    encl    Related    correspondence 

CHR1STMAW, J  H       Long     Island    Lighting   Co        CHRISTMAN.J  H        Hunton    k 
UlHiams         Q4/O2/27  Atomic    Safety   and   Licensing   Board    Panel. 

7pp          32433   291         S4X    Fiche     SO-3S2,  B4/02/27,  B40301O19S 

8403O1O334    Motion    for    eitensian    of    time   until    840306    to   respond    to 
LILCO   sumraarij   d  ispcs  i  t  i  on    motions    on  Contentions    24  B,  33.  45. 
46   Si    49  Related    corresp »ndenc* 

LETSCHE.K   J        Suffolk    County.     NY        LETSCHE,  K   J        kirhpatr  i  c  It, 
Lockhart.    Hill.    Christopher    i   Phillips        B4/O2/27  Atomic   Safety. 

and   Licensing   Board    Panel         4pp        22434    184        24X 
Fiche    50-323, B4/02/37.B403010334 

B403010237   Motion    for    leave    to    file   modified    Contentions    1&   b    IB  r* 
utll    public    educ    brochure    Motion    should    be    granted.  Denial 
would    constitute    improper    refusal    to   deal    in/ important    iiiuei 
raised    by    brochure 

LET9CHE.K   J        Suffolk    County.     NY        LETSCHE,  K  J        Klrkpatri ck, 
Lockhart,     Hill,     Christopher    b   Phillifis        B4/OB/27  Atomic   S«r«tiji 

and    Licensing    Board    Panel  l?pp         22434:191         S4X 

FUhe    30-332.  Q4/02/B7,  34O301O237 


DOCKETED  ITEMS 
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B40301O242    Interrogatories    to    Suffolk    County    &  State    of   NY   re 
identification    of    Expert    witnesses    at    trial    concerning 
d t*i(l    generator   contentions    Certificate    of   Svc    end    Related 
e nrrespondence 

ELLIS,  T   3         Lang    Island    Lighting    Co         ELLIS,  T   S         Hunton    b    William* 
84/02/37  Suffolk    County,     NY         Spp         22431    214         24X 

Flche    50-322..B4/02/37,  6403010242 

S403010349   Notice    of    TA   Moore- A    Bafcsht-GD   Eley,  H    Avery,  R    Anderson. 
P    Miulinoracht,  B  Christensen, M  Goldsmith    t<  R   Hubbard 
depositions    on   8403O7,  OBr  0?,  12-  13,  14,  1  5,  16   &    19, 
respectively   Certificate    of    Svc    encl   Related    correspond enc B 
ELLIB.T  S,       Long    Island    Lighting    Co        ELLIS,  T   5        Hunton   &   Williams 
B4/02/27         Spp         32433   373         24XFlche    30-322,  B4/02/27.  B403010249 

B4Q3080123  Statement    of   Governor   Cuomo    in    support    of   Suffolk    County 
840813  motion   For    leave    to    File    nou   contentions    re    utll 
offilte    emergency    preparedness    training    program  Certificate 
of   Svc    end 

CUOHDiM    i     ZAHNLEUTER,  R   J        Neu  York,    State    of        B4/03/27        4pp 
23442   10B        24X   Fiche    30-322,  B4/02/27,  84O3O20123 


8403140141    Requests   assistance    in   responding    to   ASLD    innuirle-s   re 
Transamerlca   Delaval    emergency  diesel    generator    contentions 
advanced    by    Suffolk    County   Summary    of    ASLH    inquiry    outlined 
CUNNINGHAM,  G  H        Office    of    the  Executive  Legal    Director        B4/02/B0 
DENTON,  K   R         Office    of    Nuclear   Reactor    Regulation.     Director         Spp 
22620   339         24X   Ficfie    30-323,84/02X23,3403140141 

B4O3140161    Response    supporting    Suffolk    County    B4O213   (nation    for    leave 
to    file   neu    contentions   on   offsite    emergency    preparedness 
training    program  Certificate    of  Eve    encl 

BORDEN1CK, B    M       Hearing    Branch   3         84/02/2B  Atomic    Safety   and 

Licensing    Board    Panel          llpp         S3&3O   264         24X    Fiche   30-332. B4/02/2B. 
B4O3140161 

04O31401BS   Discusses    inquiry    at    B4O223    conference    of    counsel     re    Suffolk 
County    Transamerica   Delaval    emergency    dlesal    generator 
contentions    Assistance    requested    for    preparation    of 
appropriate    rept, 

CUNN1NQHAM.G   H         Office    of    the   Eiecutlve   Legal    Director         81/OK/29 
HAVES, n   B        Office   of    Investigation         Ip        23620    IBS       24X 
Fiehe    90-32a,84/02/SB.B4Q31401B2 


8403020233  Affidavit    of   D  Aielrod    opposing    util    motion    to    compel 
•ipedited   production   of    documents    by    Btate    fo   NY  Documents 
•ubj    to    •<Bcutive    privilege    H/Certi Ficatc    of   Svc    Related 
correspondence 

AXELROD,  D,       New  York,    Btate    of        B4/02/27        6pp        2244O   269        24X 
Flche    9Q-32S,  84/02/27,  S403Q20233 

£403010174   Order    granting    Suffolk   County    B40227  motion    for   6-day 
extension   of    time   uithin    which    to   respond    to   LILCO    summary 
disposition   motions 

LAURENSON.J  A        Atomic    Safety   and   Licensing    Board   Panel         84/02/28 
4pp        22439-227        24X   Fiche    30-322,  B4/02/2B,  B403010174 

8403010219  Memorandum  b   order    denying    Suffolk    County    84020B   motion 
fur    leave    to    file   reply    to   LI LCD   answer    opposing    Suffolk 
County   motion   for    leave    to    flit   rebuttal    testimony    on 
Contention  23 

LAUREM90N,J  A        Atomic    Safety    and    Licensing    Board    Panel         B4/02/2B 
Suffolk   County,    NV         lOpp         22436   009        24X   Fiche,  90-322,  B4/02/2B. 
B4O301Q21S 


B403140199   Responds    to   proposal    circulated   at   B40222  conference   of 
counsel    re   possibility   i,    feasibility    of    transmitting    info 
a  lectronicfll  1y    to  t    from   displayuirl  ters  Proposal    generally 
approved 

BORDEN1CK,  D    H        Hearing    Branch   3          84/02/29         BRENNER,  L    , 
FEHQUSON.Q  A  ,    MORRIS.P    A        Atomic    Safety   and   Licensing    Board   Panel 
3pp         22621     3SB         24X   Fiche    50-322.  B4/Q2/29,  B403140135 

8403060109  Forwards  requests    for  production   of   document*,  sup  el-sed  ing 
S40217  requests  Related    correspondence 

RDLFE,  Fi    M         Hunton    It   Williams         ROLFE,  R   K        Long     Island    Lighting   Co 
84/03/01        DINNER.  A  R        KirSpatrlct,     Loclrhart.    Hill,    Christopher*. 
Phillips        PALAMINQ.F  fl        Mew  York.     Btate    of        Ip        22506    1O4        24X 
Fiche    30-322,84/03/01.8403060109 

— 8403060107  Request    for    production    of    listed    documents   re  Contentions    I, 
II    fr    III   Certificate    of   Bvc    encl    Related    correspondence 
ROLFE,R  M        Long    Island    Lighting    Cn        ROLFE.  R   M       Hunton    fc 
Williams         B4/03/01          DYNNER.A   R          Suffolk    County,    NY         DYNNER, A   R 

Klrkpatrlck,    Lqqkhart,     Hill,    Chr  i  stopher   J.  Ph  i  1 1  ipg        44pp 
22306    105         24X    Fiche    30-322.  04/03/O1 , B4030601Q3 


9403010229  Order   granting    In   part   LILCO  B4O206  motion    to    compel 
expedited    production   of    documents   by    Stale    of   NY   &   denying 
LILCO  B40206  motion    to   reply    to   Btate   of  NY 
LAURENSDNiJ  A        Atomic    Safety    and   Licensing    Board   Panel         B4/02/2B 

Long    IsUnd   Lighting    Co         lOpp        22435  243        24X 
Flche-  50-322,  B4/02/2B,  B40301022S 

3403010233  Order    ruling    on    Suffolk    County    B4020?   objections    to   840203 
memorandum  &   order   ruling    on    Intervenori    proposed   modified 
•mergency    planning    contentions 

LAUREN90N,  J  A        Atomic    Safety    and    Licencing    Board    Panel         B4/02/2B 
Bff        S2434    176        24X  Flche    30-322, S4/02/2B, B403010232 


B403060269  An BUB r    to  Suffolk    County    84 0237  motion    to    file    modified 
public    educ    brochure   contention!    *•    objections    to 
contentions   Contentions    clearly    inadmissible   d  motion 
should    be   denied    Certificate    of  Bvc    encl 

CHRISTMAN.J  N       Long    Island   Lighting    Co        84/03/01  Atomic   Safety 

and   Licensing   Board   Panel         I7pp         22317    113        21X 
Flcho    SO-322. 84/03/01.  B403060269 

B4O30&0114    Order    confirming    schedule    changes    for    Group    II     Issues 
LAURENSON, J  A        Atomic   Safety    and    Licensing   Board    Panel         B4/Q3/OH 

Long    Island    Lighting   Co        5pp        32516   329        24X 
Fiche    SO-322iB4/Oa/02.8403060114 


B4O3D10369  Order    granting    util    840210  motion    to    compel    eipeditvd 
production   of   State    of   NY    emergency    preparedness    plan   Btate 
of    NY  directed    to   act    e>pedl tiously    in    complying    u/ order 
LAURENBON,  J  A        Atomic    Safety    and    Licensing    Board    Panel         84/02/2B 
Spp        22432   293        24X   Fiche    30-322,84/02/23,840301026? 

8403080143  Notice  of  appearance  In  proceeding  Certificate  of  Svc  encl 
RDLFE.R.M  Long  I »  land  Lighting  Co  ROLFS,  R  M  Hunton  b  Mil  llama 
S4/02/2B  3pp  22441  360  S4X  Flch*  50-322,  B4/02/2B,  B40302O143 

84O3O2016S  Motion    for    leave    to    make    b    suppl    replie*    to  State    of  NY 
840823  li  27   discovery    papers    Certificate    of    Svc    encl    Related 
correspondence 

TRHINiD  P        Long    Island    Lighting    Co        84/O2/2B  Atomic    Safety    and 

Lic«nilng   Board   Panel         IBpp        22443  207        24X   Ficha    90-322,64/02/20. 
8403020168 


B40306020B  Objects    to  ASLB   B40301    conference    call    Involving    counsel    for 
utll    fc  State    of  NY  re  ruling    on   discovery    dispute   concerning 
util    request    far   production   of  certain   state   documents 
Related    correspondence 

LANPHERiLC        Kirkpatricfc.    Lockharb,     Hill.    Chr  iatopher   8.  Ph  i  1 1  ips 
LANPHER.L   C         Suffolk    County.     NY         B4/03/02         UURENSON,  J   A    , 
KLINE, J  R   ,    SHON,  F  J       Atomic    Safety    and   Licensing   Board   Panel        2pp 
22514.   OB6         24X   Flche    90-322,  84/03/02,  840306020B 

840306026B  Brief    in    response    to   utit    B31233  brief    on   appeal    from  ABLE 
imposition   of  OL   conifitton    re    term    important    to    safety    as 
pertaining    to   class   of   structures,  ays    &  components 
Certificate    of   Svc    end 

LANPHER.L  C        Suffoll   County.    NY         L/iNPHER.  L  C        Klrkpa  tri  c*  , 
Lockhart,    Hill.    Christopher   d  Phi  1 1  ips        84/03/02        IBpp,       22918207 
24X   Fiehe   30-322.  B4/03/02.  8403Q6O2&B 


S 4 031 4O 100  Forwards   OH   Cunningham  B 4 0228  memoi    re   Traniamvrlca   Delaval 
emtrgency   dlisal    generator    contmtloni    advanced    by   Suffolk 
County. Memo*    submitted    per    B40222   conference    of    counsel 
BDRDENICK-B   H,       Hearing    Branch   3        B4/02/28        BRENNER,  L    , 
FEHQUBON.O  A   ,    MORRIS, P   A        Atomic   Safvty    and   Licensing    Board   Panel 
3pp        22621    393        24X  Ftche    90-322,84/02/28,8403140100 

B40314013&  Response    supporting    util  motions  for    summary    disposition    of 

Contentions   24,0.33,49,46   &   49  No  genuine  facts    to    be 

litigated   &  applicant    entitled    to  summary  disposition    of 
contentions,  M/Csrtif  icate    of   Svc 

BOftDENICK,  D.  M        Hearing    Branch   3  84/02/28  Atomic    Safety    and 

Licensing    Board   Panel         l<7pp        22620    16?  24X   Flche   30-322, 84/OS/2B. 
84 031 40 136 


B403130129  Reply    brief   re    Contentions    70    on   classification  &    sys 
interactions    b    12-19   on    QA/QC  Certificate   of  Svc    encl 
REVELEY.W   T         Long    Island    Lighting    Co         REVELEY.  W   T        Hunton    t, 
Williams        B4/03/O2  Atomic   Safety    and   Licensing   Appeal    Panel 

137pp         22601    337         24X    Flche    30-333,84/03/02,0403130129 

B4031400BI    Forwards    Board    Notification    BN-84-33  ie    staff    igt 
interactions    program  W/o    encl 

RAHSON,  R   J        Hearing   Branch    4,      B4/03/02       ROSENTHAL.A   S  , 
EDLES.Q  J   ,    WILBEFhH  A        Atomic   Safety    and   Licensing  Appeal    Panel 
2pp        22&33'249        24X  Flche    90-322,  B4/03/O2,  B4031400B1 

Q40314015B  Advises    that   NRC    staff  will    not  respond    to   util   motion    for 
leave    to  make   &   suppl    replies   I  r«pl<j    &   supplemental    reply 
to   state   of   NY  84O223  b   27   discovery    papers   NRC   not    Involved 
In    dispute    between    parties 

BORDENICK.B   M       Hearing    Branch  3        84/03/04        UAUOENSDNf J  A    , 
BHON,  F  J   ,    KLINE,  J  R        Atomic    Safety    and   Licen*lng    Board  Panel        2P!> 
23620  239        34X  Fiche   30-332,  B4/03/04,  B403I4019B 
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B1O31 3QQ39    Memorandum    opposing     uti  1     tummari;    disposition    motions    on 
Contentions    34    B,  33,  35.  49,  At,    i.   49    Statement*    of    matl    faeti 
as    to   which    tfiere    enst    genuine    issues    to    be    heard    and 
W/Certif i cate   of    Svc    Pelated    corr« spond ence 

LETSCHE.K    J         SufFal*    County,     NY         LETSCHE,  K   J         Hi  ffc  patr  i  c  b. 
Lotkhart.     Hill.    Christopher    &    Phillip*        94/03/O3  Atonic    Safety 

and    Licensing   Board    Panel        03pp         32613   O33        24* 
Flche    30-333,  B4./03/03,a'10313.QQ2<7 

a«O314OO33   Forwards    GW   McCorlle    940228   memo    re    Rev   2    to    guard     training 
6    qualification  plan. for    info 

BDRDENtCK.U    «        Hearing    Branch    3         B4/03/O3          1RHIN.D    P          Hunton    !. 
Williams         M1LLER.M         Kir  kpa  trick,     Lockhart,     Hill,     Christopher   t 
Phillips         3ap         32633   O46         24X    Fichu    3O-3S2.  B4/03/O3,  B4031fl003<? 

6403140134)  For  ward  a  WRC   Region    I    morning    repts   re    facility    emergency 
diBEfll    generators    far   B4O313-0301 

GOQDAflD.R    J         Hearing    Branch    P         64/03/05         BRENNER,  L    , 
renGUSDN, O  A    ,     MORRIS, P   A        Atomic    Safetg    and   Licensing    Board  Panel 
13pp          32630    341          24X   Fit  he    SO-332.  84/03/O3,  B403I 10124 

B4O3090093  Order    ruling    on    util    notions    ta    compel    production    if 
document!    &    objections    of    Governor    Cuomo 

LAURENSQN,  J  A        Atomic    Safety    and    Licensing    Board    Panel         B4/Q3/OA 
14pp          23375    303         34X    Ficne    50-333,  B4/03/0.&.  B4O30700B3 

B403130146   Reply     to    util     response    to    Suffolk    County    motion    to     file    new 
contentions   r*    of fsi te    emergency    prepareifneii    training 
program   it   util    objections    to   proposed    training    contentions 
Certificate   o  P    Svc    end 

LAWPHGR.L    C         Suffolk    County,     NY         LANPKER,  L    C         Kl  rkpatr  i  c  t, 
Lockhart,    Hillj    Christopher    i  Phillips        S4/03'FQ7  Atomic    Safety 

and    Licensing    Board   Panel         47op        23609    173        24X 
Fiche    30-332.84/03/07.  9403130146 

B4O3I40043   Advise!     that    HRC    hat    no    objection    to    util    BA03S7    motion    For 
leave    to    file    surrebuttal    testimony    on    emergency   planning 
Contention    33 

FJEPKA,  D   A         Hearing    Branch    3         B4/03/07         LAUflENSON,  J   ft    ,     SHON,  F   J    . 
KL1NE>J  R        Atonic    Safety    and    Licensing    Board    Panel        Zpp 
32633   019         24X   Piths    50-323, B4/03/Q7, 84031 40042 

0403140165  Response    to  Suffolk    County    B4O327   motion    for    leave    to    fila 
modified   Contention!    16  &    IB   re   public    info    brochure 
Contentions    16  U* 1*  M  &    16  N    should    be   denied   Certificate 
of   Svc    enc] 

REPKA,  D  rt  Hearing  Bi  anch  G  B1/03/O7 
Licensing  Hoard  Panel  7pp  23ii2O  537 
9403110165 


Atomic    3af B ty    and 
24X    FlchB    30-322,04/03/07, 


34  D  30900  5"?  Advises   oral    argument's    on   pending    appeals    yi  1  1    be    heard    an 
640327    in   Dntheada,  MD  Board    will    Issue    ardor    confirming 
hearing    t>  detailing    hearing    time    allotments 

SHOEMAKER.  C   J        Atomic    Qafetg    dnd    Liccn&Lng    Appeal    Panel         B1/03/OB 
PORDENICK,  D   M         OFFlce    of     the   EiEtutive    Legal     Director          BROWN,  H   H 
Kirkpatrlcl.    Lockharti    Hill,     Chr  i  stopher   &  Ph  i  H  ip  i        F1EVELEY,  U  T 
(Ijnton    !.   William*          Ip          23575   349         24X    Fiche    5D-323,  B4/03/OB, 
B  403090  039 

8403130033   [lotion   of   Governor    Cuomo    to    f  i  1  B   rebuttal    testimony    on 
Contention   65   re    evacuation    time    e&timates   Related 
correspondence 

ZAHNLEUTER.  R    J         Neuj   York,     State    of         S4/03/O3  Atomic    Safety    and 

Licensing    Board    Pane]         7pp         226  H    274        SIX    Flehe   30-322,64/03/08. 
0103I300B5 


--  -B103130091    Bobuttal    testimony    of   DT   Hartgen   81  FJ  Bench    re 
planning    Contention   69    oil    evacuation    tijn»    estlmat«t 
Certificate   of   Svc    find 

HARTGEN.  D  T   ,    BEACH.r   J        New  York,    State    of        B4/03/Q3 
231          24J(    FlChe    50-323.  64/03/09, 


20pp 


6403130003  Notion   to    strike    teitimony    a?   JR   Stars    an   behalf    of    NRC 
staff    re    emergency    preparedn-ssi   Contentions    26  A,  26  C  i 
26  D   Teatlmonij    contains    personal    views    CertiPicate   of   Svc 
encl    Fiala  ted    correipondence 

LETECHE,  K  J        Suffolk   County.    NV        LET9CHE,  K    J        Kl  rkpa  trick. 
Lac*.hart,    Kill,    CArittop-her    Iphlllipi        B4/03/09  Atomic    Safety 

and   Ltcensing-   Board    Panel         App        2S615    19B        SIX 
Filti*    30-33?,  84/03/09,  B403130003 

64031300:12  Forwards    lifted    wotion*    to    strike    testimony  Related 
c  orresp  undent  e 
FALIONE,  R  R       Hunton   !>  Williams       FflLZOWE,  R  R       Long    Island  Lighting 

CO         84/03/0?        LAURENSEN.  J   A    .     KLTNE,  J    Ft    ,     BHOH.  P    J         Atomic    Safety 
and   Licensing    Board    Panel         2pp        33600   04B        24X 
Fiche    50-352.04/03/0?,  8403130012 


— 84O3130O30  Motion    to    strike    portions   of   D  Harris   t  M  Mayer    testimony   on 
Contentions   34   0    (agreement!   of   ambulances)    d   79    (capacity 
of   relocation    ctrs)    Testimony    does  not   address    Issues 
Related    correspondence 

KCCLEBKEY.K  E       Long    Island    Lighting    Co        MCCLESKEY.  K   E        Hunton    i. 
Williams        H4/O3/O9  Atonic    Safety    and   Licencing    Board   Panel 

7pp         22600   OS7         34X    Fiche    50-322.94/03/09,8403130013 

— B-4O31 30041   Motion    to    strike    port  ion  a    of    deputy    chief    inspector 
RC   Roberts,  et   al    direct    testimony    on   Contentions    24    T  &    39 
re    notification   to   public    by   US  Coast   Quard   Ob jec tionanli 
portions  are   Phase    I    liaues    Related   correspondence 
MONAOHAN. J  A        Long    Island    Lighting   Co        MONAOHAN.  J  A        Hunton   & 
Mllliamt        B4/03/O7  Atomic    Safety   and    Licensing    Board   Panel, 

Spp        33600  064        24X  Fiche    50-322, 84/03/07,  B403130012 

— B403130053  Motion    to    strike    direct    testimony    on   Suffolk    County    behalf 
re   emergency    planning   Contention   2i  Testimony    predicated    on 
erroneous   aisuwptions.  beyond    scope   of    contention    fe  w/o 
lufficient    foundation   Related    correspondence 

HONASHAN.  J  A        Lang    Inland    Lighting   Co        MONAOHAN,  J  A        Hunton   I 
Williams        84/03/09  Atomic    Safety    and    Licensing    Board   Panil 

llpp        22&00  069        24X   Fiche   30-322, B4/03/09, B40313001H 

—  3403130063  Motion    to   strike    portions    of    direct    testimony    on  Suffolk 
County    behalf  re    emergency    planning   Contentions   2B-32   &   34 
Testimony   generally   u/o    factual    basis    ti    Irrelevant  Related 
correspondence 

MOMAQHAN'J  A       Long    Island   Lighting   CD        MONAQHAN,  J  A        Hunton   1< 
Willlami       84/03/09  Atomic    Safety    and   Licensing    Board    Panal 

17pp        22600  OSO        24X   Fiche   50-325.  S4/03/09,  8403I30O13 

— S403130073  Motion    to    strike    portions    of    direct    testimony    on  Buffolfc 
County    behalf  re    emergency    planning   Contentions    99-58 
Majority    of    testimony    outside    scope    of   contentions   Related 
correspondence 

MONAQHANiJ  A       Long    I  aland   Lighting    Co        MONAOHAN,  J,  A        Hunton   b 
Williams        S4/03/O9  Atomic    Safety    and   Licensing    Board   Panel 

Qpji        SS600  097        24X    Fiehe    50-322,  B4/03/09,  B4.0313QQ13 

--B*O31300S2  Motion    to    ttrlke    portions    of   assistant    chief    Inspector 
JL  HonteJthret    al    testimony    on    emergency    planning    Contention 
6&   Testimony   unduly   repetl tlousi outsldi    scope    of    contention 
£>    Irrelevant  Related    correspondence 

3TEU01N,  L   T3        Long    Island    Lighting    Co        ZEUOIN,  L  B        Hunton  b 
UUliamE        84/03/09  Atomic    Safety    and    Licensing    Board   Panel 

4PP        22400,103        24X    Fiche    50-323,84/03/09.5403130012 

--B403130070  Motion    to    strike    portions    of    TQ    Gibbons    direct    testimony,    on 
emergency    planning    Contentions    66    D  fc   97   B   re   agreements    for 
inoui   removal    t,   evacuation    during    deep    snoui  Testimony    outside 
scope    al   contention  Related    correspondence 

CHRIBTMAN, J  N        Long    Island    Lighting    Co        CHRIBTMAN.J  N        Hunton    & 
Williams        B4/O3/09  Atonic    Safety    and    Licensing    Board    Panel 

Ana         32600    109         H4X    Fiche    50-332, B4/O3/09,  8403130013 

— B4O3130099  Motion    to    strike    portions    of   WJ  Acquario.  et    al    testimony 
on    emergency    planning    Contention   &7  re    evacuation   of    person* 
w/o   access   to  automobiles    Testimony    outside    scope   of 
contention  fc    Irrelevant   Related    correspondence 
ZEUQIN,  L   B        Long    Island    Lighting    Co        ZEUOIN, L  B        Hunton  & 
Milliards        B4/03/O7  Atonic    Safety    and   Licensing    Board   Panel 

3pp         32600    115        24X    Fiche    60-322,84/03/09,8403130018 

— 84O313O10?  Motion    to    strike    portions    of   WJ  Aquario,RD  Albertln   & 
RG    Knighton   direct    testimony   on    emergency    planning 
Contention  73  re    evacuation    of    handicapped    persons   not    In 
special    facilities    Related    c orreip ondence 

FflLIONE.R   R        Long    Island    Lighting    Co        FALZONE, R   R        Hunton   t 
Ullllams        B4/03/O7  Atonic    Safety    and    Licensing    Board   Panel. 

6pp         22600    11B        24X    Fiche    50-323,  B4/03/09,  B403130012, 

— 8403130119    Motion    to    strike    portions    of   9  Saroenb    testimony    on   Suffol* 
County    behalf   on    emergency    planning   Contention   73  A   re 
evacuation  of  nomebaund    Testimony    argumentative,  repetitious 
J,    Irrelevant    IJ/Cert If Uate    o°f  Svc    Related    correspondence 
CHRISTMAN-JN        Long    Island    Lighting    Co,       CHR1STMAN,  J.  N        Hunton    fc 
Wdliama        64/03/09  Atomic    Safety    and    Licensing    Board    Panel 

Spp         22*00    124        24X    Fiche    50-332, 84/03/09,  B40313001B. 

G4O313002E  Provides    schedule    of    clustering    k   order    for    litigation   of 
remaining    Group    1    I>    all    Oroup    II -A    issues    in    hearings 
scheduled    to  resume    on  H40320    for    ASLB   approval    Certificate 
of    Svc    encl, Related    correspondence 

IRHIN,  D  P  Hunton  b  Wllliami  [RUIN, D  P  Long  Island  Lighting  Co 
34/O3/09,  LAURGNBON,  J  A  ,  KLINE,  J  R  ,  SHON.  F  J  Atomic  Safety  and 
Licensing  Board  Panel  Spp  22613  123  S4X  Fiche  30-333,84/03/09, 
H403130022 


— B4O313001B  Motion    to    itrlkc    portions   of  PB   Herr    dlr«ct    teitlmony   on 
Contantlon  S3  0  re    emergency   planning    ic-ne    Tet-tlmony    unduly 
repet  i  tlouii  cuffiulat  ive   &    irrelevant  Related    tari-e-iponden  c  e 
HDNA'SHAN.J  A        Lon^    Istand    LiUhtlng   Co        MONAuHAN.J   A         Hunton  & 
Williams        B4/03/09  Atomic   Safety   and    Licensing    Hoard    Panel 

7pp         23600  050        24X    Fiche    50-322,  B4/03/09,  S403130012 
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B4Q313QQ43  Notion   of    Governor    Cuomo    to    strike    portions    of   MC    Cordaro   t 
JA  Helsmantle    testimony    re   Phase    II    emergency    planning 
Contention   92  6   statement    supporting    Suffolk    County   motion 
Certificate    of   Bvc    end    Related    correspondence 

ZAHNLEUTER.  R   J        New   York,     State    of        84/O3/09  Atomic    Safetg    and 

Licensing    Board    Panel          <?pp          22590    346         24X    Fiche    30-333.84/03/09, 
8403130043 

H-H>3i30097   Drdir    granting    utll    B4O227   motion    for    leave    to    file 
lurnbuttal    testimony    on   Contention    23 

LAURENSONiJ  A        Atomic    Safetg    and    Licensing    Board   Panel         84/03/09 
2pp         22614    268         24X    Flehe    50-332.84/03/07,0403130097 

B403130107  Memorandum  &    order    ruling    on  Suffolk    County   B40227  motion    to 
file  modified   Contention*    16   tt   IB  re    util    public    education 
brochure   Contentions    16   J,  16   K.  16   L   &    16  M   allowed 
Contentions    16  N  &    18   denied 

LAURENSQN,  J  A        Atomic    Safety    and    Licensing    Board   Panel         84/03/09 
7pp.        23619    281         24X    Fichu    30-322, B4/03/09.  B40313O107 

B40313Q174   Motion    to    strike    portions    of    util    Group    II-A    testimony 
Testimony    neither    probative    nor  matl    t<   unreliable 
Certificate    of   Svc    encl    Related    correspondence 

MILLER,  M  S        Suffolk    County,     NY        MILLER,  M  S        Kirkpatrtck,    Lockhart, 
Hill,    Christopher    ft   Phillips        B4/03/O9  Atomic    Safety    and 

Licensing    Board    Panel          3Bpp         22399    156         24X    Fiche    30-332,84/03/09. 
B4Q3130174 

B403170134   Brief    In   opposition    to   Suffolk    County    brief    In    support   of 
appeal    of  ASLB   partial    Initial    decision   &  LI LCD    brief    on 
appeal    Certificate    of   Svc    encl 

BORDENICK.  B   M   ,    REPKA, 0  A,       Hearing    Branch    3        RAWBON,  R   J        Hearing 
Brunch    4        64/03/09  Atomic    Safety    and    Licensing    Appeal    Panel 

14Spp        32669,001         24X    Flcha    50-322.  84/03/O9.  B4O3190124 

0403190127    Interim  deficiency    rept   re    failure    of    turbocharger    on 
BDiBrgoncy    standby    diesol    generator    Temporary    bypass   valve 
around    turbocharger    prelube    drip    line    orifice    installed 
H/C«rtif Icate    of  Svc    Related    correspondence 

MCCAFFREY.B    R        Long    Island    Lighting    Co        B4/03/09        HURLEY. T  E 
Region    1>    Office   of    Director        4pp        22663   252        24X 
Fiche    30-322,  B4/O3/09.  B403190127 

G4O314O004  Order    establishing    schedule    for    oral    argument    on    ftBLB    B30921 
.partial    Initial    decision    Arguments    mill    be    heard    on  S4D327 
in   Bethesda.MD 
SHOEMAKER, C   J        Atomic    Safety    and    Licensing    Appeal    Panel         04/03/12 

Office    of    the   Executive    Legal    Director         3pp         £2633   264        SIX 
Fl  eft  ••  30-322,  B4/03/12,  81031 40004 

G4D3140003  Order    scheduling    order    of    contentions    at    840320   hearing   re 
Group    I    &  Group    II~A    issues    Cross-examination    plans    on 
flrit    tuo   clusters    of   Group    II-A   due   B40316 
LAUHENSON.J  A        Atomic    Safety    and    Licensing    Hoard    Panel         84/03/13 

Off Us    of    the   Executive    Legal    Director        3pp         22633   229        24 X 
Fiche    00-322,  84/03/12, B4Q31400Q3 

B403130Q04  Opposition    to   Governor  Cuomo   B4030S  motion    for    leave    to    file 
rebuttal    testimony    on   Contention   AS   re    evacuation    time 
estimates   Motion    fails    to    establish    good    cause    for    filing 
of    rabuttal    Related    correspondence 

ZEUGIN.L  B.       Long    Island    Lighting    Co        ZEUQIN, L   B        Hunton    S. 
Hilllami        84/03/12  Atomic   Safety   and    Licensing   Board    Panel 

15pp         32641    324         24X    Fiche    30-322, 84/03/12, 0403130004 

Q 403 130026  Response    to   L3LCO  &    staff    objections    to   Suffolk    County 
motion    for    leave   to    file    modified    public    education    brochure 
contentions   Motion    to    fill   modifying    Contentions    16  &    IB 
•hnuld    be    granted    W/Certi f icate   of   Svc 

MCMURRAYi  C   M.       Suffolk    County,    NY        MCMURRAY.C   M        Klrxpatrlck, 
Lockhart,    Hllli    Christopher    fc  Phillips         84/03/12  Atomic   Safety 

and    Licensing    Board    Panil         29pp         22640  332        24 X 
Plena, 30-322,84/03/12.  8403130026 

B4O3190092  Recommends    admittance   of   Hart gen    &    Beach    rebuttal    testimony 
•iecojnpanylno.    Btate    of   NY    B40309  motion   re   Contention   63    on 
evacuation    time    estimates    If    testimony    found    to    be    unique 
b    Important    to    complet*   record 

REPKA.  D.A       Hearing   Branch  3       B4/03/15       LAUREN30N- J,  A   ,    SHON.  F.  J  , 
KLINE, J,R        Atomic    Safety    and    Licensing    Board   Panel        2pp 
2366"?   300        24X  Fich*    50-322,84/03/13,8403190092 

B403t?013i    Dlstuties    findings    h   determination*    on   LILCQ    transition 
plan. Key    to  Regional    Assistance   Committee    (RAC)    840210 
re-Vleu  it   consolidated    RAC    revletu   encl 

BPECKsS.H.       Federal    Emergancy    Management    Agency        64/03/19 
DIRCKBiH  J.       Offlci    of    the    Executive   Director    for   Operations        70pp 
2Z6&B;23B        24X  Fiche    30-323, 84/03/1 3, 6403190131 


B403190169   Advises    that    EJ    Reis   k   BM    Bnrdenick    uil  1 1    present    staff    oral 
arguments    an    appeals    tafcen    from   rtBLD   030921    Partial    Initial 
Decision   LDP-B3-57    in   proceeding 

BQRDENICH.B   M         Heanno    Branch    3         B4/03/15         SHOEMAKER. C    J         Atomic 
Safety    and    Licencing    Appeal     Panel          IP         2266B   331         24X 
Fiche    30-322,  B4/03/13,  B4O319O169 

B4O320OO04    Informs    of    joint    agreement   ui/Suffolk    County    to    defer    filing 
date    For    testimony    on  Contention    13  uihlch   mill    result    in 
deferral    of    testimony    on    Contention    1!    Deferred    schedule 
proposed    Related    correspondence 

LANPHER.L  C        Klrkpatrickj     Lockhart.    Kill,    Christopher   &   Phillips 
LANPHER.L   C         Long     Island    Lighting    Co         B4/O3/13         LAURENSON.J   A    , 
KLINE.  J  R    •    SHQM,  F  J        Atonic   Safety   and    Licensing    Board   Panel        2pp 
226B3    136         24X    Fiche    SO-322,  B4/03/  13,  S403300004 

840320006"?  Opposition    to    Suffolk   County   840314   request    for    delay    in 
ASLB    ruling    on   Contention    65.     "Rebuttal     "    Request!    either 
feclless    or    disingenuous    Certificate   of  3vc    encl 

I  RUIN,  0   P        Long    Ulani!    Lighting   Co        IRWIN.  D  P        Hunton   (.   Uilllams 
84/03/1S  Atomic    Safety     and   Licensing    Board   Panel         4pp 

23685    102         24X   Fiche    30-333,04/03/15,6403200069 

B40320012B   Forwards   Complaint    84-4615    filed    by    Suffolk   County    fnr 
declaratory    judgment    concerning    implementation   of    offoite 
emergency    plan   Related    correspondence 

LANPHER.L  C        Kir kpatri c k,     Lockhart,    Hill,    Christopher   fc   Phillips 
LANPHER.L    C         Suffolk    County,     NY         B4/03/15         LAUR£NSON,  J   A   . 
KLINE,  J   R   ,    SHOW.  F  J        Atomic   Safety   and   Llcenling    Board    Panel 
14pp          22699   078         24X   Fiche    50-322,  B4/03/I  3.  840320012B 

B403200O31    Response    opposing    Suffolk    County   t<  State    of  NY  B40309 
motions    to    strike    portions    of    util    Group    Il-A   testimony 
Related    correspondence 

CHFUSTMAN.J   N         Long    Island     Lighting    Co         CHRI8TMAN.J   N         Hunton    J. 
Willla-ms        B4/03/16  Atomic   Safety   and    Licensing   Board    Panul 

71pp          22604    001          24X   FicHe     SO-323,  04/03/16,  B403200031 

— B4032O0037  Anauor    opposing    Suffolk    County   motion    to   strike    tentimoni/   of 
JR   Bears   Motion    has   no    basis    In  NRC   reguldtions    or   case    lain 
Certificate    of   Svc    encl 

CHRIBTMAN.J   N         Long    Island    Lighting    Co         CHRISTMANiJ   N         Hunton   & 
Uilllams        04/0-3/16  Atomic    Safety   and   Licensing   Board   Panel 

9pp          226S4   073         24X    Fiche    30-3S2.  B4/03/I6,  S403B00031 

8403200095  Order    excluding    Contentions    11    &15    from  Group    II-D   & 
amending    B40302   order    ton  Firming    schedule    changes    to 
reflect    listed    dates 

LAURENSON,  J  A        Atomic   Safety    and    Licensing    Board   Panel         04/O3/16 
SuffolU    County,     NY         Spp  226B5   311         24X   Fiche    30-323,04/03/16, 

B40320O095 

B4O320O131    Response    opposing    LILCD   B40309   motion    to    strike    portions    of 
direct    testimony    of   PB  Herr    on  Contention   22  D  re 
Inadequacy    of   LILCO   emergency    planning    lone   Related 
correspondence 

MCMURRAV.C   M        Suffolk   County,    NY        MCMURRAY,  C   M        Kirkpatrlck. 
Loclihart,    HID,    Christopher    &  Phillips        B4/03/16  Atomic    Safety 

and   Licensing    Board   Panel          5pp        2269B    127        24X 
Fiche    30-332,  S4/03/16,  B10320O131 

— B40320O134  Response    opposing    LILCO  840309  motion    to   strike    direct 
testimony    of   RC    Roberts,  et    al.on   Contentions   24  T  b   39   re 
ability    of  Coast   Guard    to    notify    public    Related 
correspondence 

MCMURRAY.C    M         Suffolk    County-     NV         MCHURRAY,  C   M 
Lockhart,    Hill,     Christopher   (.  Phillips        B4/03/16 
and    Licensing   Board   Panel         7pp        22 678 > 132        24X 
Fiche    30-322,  B4/03/16.  H4O3E00131 


Klrkpatrlck, 

Atomic    Safety 


-B40320O136  Memorandum   in    opposition  to   LILCO  B40309  motion    to    strike 

portions    of    testimony    of    D    Harris  &  1  Mayer   on  Contentions 
24   G   Ji   75  Related    correspondence 

LETBCHE.K  J        Suffolk    County,    NY  LETSCHE,  K  J        Kirtpatrlc  Jr, 
Lockhart,    Hill,     Christopher   ft  Phillips        84/03/16            Atomic    Safety 

and    Licensing    Board   Panel          llpp  2269S    139        SIX 
Fichu    SO-3S2,  04/03/16,  8403E00131 

-8403300140  Response    opposing    LILCO  840309  motion    to  strike    portions    of 
direct    testimony    re    emergency    planning   Contention  26  Related 
correspondence 

MILLER.  M  S        Suffolk   CDuntu,    NV        MILLER,  M  S        Klrkpatrick, 
Lockhart,    Hill,     Christopher   (.  Phillips        04/03/16  Atomic    Safsty 

and   Licensing    Board   Panel         34pp        22698    ISO        24X 
Fiehe    30-322.  B4/03/16,  S403B0013I 

-B40320O143  Response    opposing    LILCD  840309  motion    to   strike    portions    of 
direct    testimony    re    emergency    planning    Contention*   HB,  29, 30, 
31,32  J.  34  Related    correspondence 

MILLER, M  8        Suffolk   County,    NY        MILLER,  M  3        Ktrtpatr  i  ek, 
Lockhart,    Kill,    Chriatophar   d  Phillip*        84/03/16  Atomic    Baf«ty 

and    Licensing   Board   Pane]         36pp        2S69B    184        24X 
FlchB    30-32B,  84/03/16,  B4O3200131 
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-84032OOI46   Response   opposing    L1LCD  84030"?  motion    to    «.trlk«    portions 
of    direct    testimony    re    emergency    planning    Contention*    85-9B 
Related    corre-s  pond  But  e 

MILLER,  M    S         Suffolk    County.     NY         MILLER,  M,  5         KirkpalTick, 
Lockhart,     Hill,     Christopher    *   Phillip*         34/03/16-  Atomic    Safety 

and    Licensing    Board    Panel          26p  p         22698   220         24X 
FlchB    50-333,  04/03/16,8103200131 


04033lOlBi.    Informs    that    LC    Lnnpher   uiill    present    oral    argument   at 
B4O327    appeal    hearing    K.J   Lotsche   rnay    also   appear    on    behalf 
of    Suffolk   County    Related    c  oi-r  espondance 

LftNPHER.LC         Klrkpalricfc,     Laekhart,    Hill.    Christopher    Si  Phillips 
LANPHER.L   C         Suffolk    County,     NY          DBD    022         B4/03/19 
SHOEMAKER. C    -J        At  omit    Safety    and    Licensing    Appeal    Panel         Ip 
227 IB   226         24 X    Fichu    50-332.  3H/Q3/  19,  B4O32101B6 


-B4O320015!    Response    opposing    LILCO   84O309   motion    to    strike     portions    of 
Suffolk    Counts)    Police    Dept    witnesses    testimony   on    (mer^ency 
planning    Contention   66   Related    correspondence 
MCMURRAY,  C   M        Suffolk    County.     NY        MCMURRAY.C.M 
Uocfchart,    Hill.    Christopher   &  Phillips        94/03/16 
ana   Licensing   Board    Panel         fipp         22698  246        24X 
Fichu    50-332,04/03/16.8403200131 


Kirkpatrlck, 

Atomic    Safety 


9403310177  Forwards    supplemental    motion    for    lou   power  OL    d   supporting 
uneiecutad    affidavits 

EARLEY.  A   F         Hunt  on    !.    Mil  I  tan*          EARLEY,  A   F         Long     Island    Lighting 
Co         84/03/30         BRENNER,  L     .     MORRIS.  P   A    ,     FEfiSUSQN,  G   A         Atomic    Sifetij 
aniT   Licensing    Hoard    Panel          1  p         2370?  240        34X 
Flche    3O-322i  B4/O3/20.Bfl0321O177 


-3403300135  Response   opposing    LILCO)  B4O309  motion   to    strike    portions    of 
State    of   NV    testimony     on   Contentions    66   D,  67, 73    t   97    B 
Related    corras pan deni e 

MCMURBAV.C  H        Suffolk    County.    MY        MCMURRAY,  C  M        Kirlp  atrie  k, 
loelihart.     Hill,     Chr  i  ttop&er    &   Ph  i  1 1  ip  I          84/03/16  Atomic    Safety 

and    Licensing    Hoard    Panel          2pp          224 9 a   232         21 X 
Ficho    50-323,04/03/16,  8403200131 

-940-3300159   Memorandum    In    opposition    to    LI  LCD    34030?   motion    to    strlte 
portion*   of    testimony    of    S  Saegert    on    Contention   73  A 
Certl  Fitate    of  Svc    encl    Related    correspondence 

LETSCH£,K        Suffolk    County.    NY        LETSCRE.  K        Klrkpatrick,    Locthart, 
Hill.    Christopher   4  Phillips        34/03/16        <?pp        22698  254        24X 
Fiche    50-323.34/03/16,  B403200131 


— S4O321O1S1    Supplemental    motion    for    IQUI   power   OL  Unexecuted    affidavit! 
of   OA   Notaro.WQ    Bch  1  f  fmac hen  G<3    Shsrwood.AS  Rao   & 
EC   Eckert    end    Certificate    of   8vc    also   encl 

HEVELEY.U   T        Lang    Island    Lighting   Co        REVELEY.  W  T        Hunton  (, 
Williams         B4/03/20  Atomic    Safety    and    Licensing    Board   Panel 

lOBpp         313709    241          24X    Fiche    30-333,84/03/20.0403210177 

B4O32SOZ9D  Response    opposing    LI  LCD    84O301    raquest    for   production   of 
documentation   CertificatE    of    Svc    encl    Related 
correspondent  D 

DYNNER.AR        Suffolk    Countu,     MY         DVNNEfi,  A  R        Kirkpatrlck.    Lockhart, 
Hill.    Christopher    b   Phillips         DSH    OSO        Q4/03/20  Atomic   Safety 

and   Llcensino   Board    Panel          13pp         22719  077        24X 
Flchtr  30-323,  G4/O3/20-  B40322O33O 


040331009^   Fturuards  HRC   Region    I   morning    ropts    for  B<10302-16   re 
emergency    diejil    generators    Related    eorruspondBnt* 

OOODARD.R    J         Kaaring    Branch    3         84/03/16         BRENNER, L    ,     MORRIS,  P    A    , 
FERGUSON.  Q  A        Atomic    Safety    and    Licensing    Board   Panel         36pp 
33701,   O54         a^X    Flche    50-322,  B4/O3/I6, 840321009B 

8403310100  Responses    to    app  1  i  cant-  Suf  fol  t    County    &  State    of    NY  84030*? 
ra-otions    to    strike   portions    of   Croup    tl-A   te-s  tlfttonij 
CertifUabe    of   Svc    encl    Related    correipondenc  E 

BQRDENKK.B   K   ,    REPKA.  D  A        Hearing    Dranch    3        84/03/16  Atomic 

Safnta    and    Licensinj    Board    Panel  17pp         22706     100         24X 

FicNe    30-322,0-4/03/16.0403210100 

B4O3ai0104  Response    denijing    Suffolk    County   84Q3Q9  motion    to    strlktf 
testimony    of   Jtt  Sear  a    re    emergency    preparedness   Contentions 
Bh  A,2i    C   t  Si,  D  CertiPlcate    of   Svc    enc  1    Related 
corre span deuce 

REPKA.D   A         Hearing    Branch    3         04/03/16  Atomit    Safety     and 

Licensing    Board   Pane!          7pp          22 70S.    128         24 X    Fitho   30-322,  04/03/16. 
2403310104 

S1O32IO15Q  Menarandum   Jj   order   denting    State    of   HV   B4030Q  motion   for 
leave    to.    file    rebuttal    testimony    on   Contention   65    re 
evacuation    tine   estimate! 

LAURENBQN.  J  A        Atomic    Safety   -anil   Licensing    Board    Panel         84/03/16 
7pp         22707  O71        24X   Fi-che    90-332.04/03/1648403210190 

S4032IO179  Response    at    Governor   Cuomo    In    opposition    to  utll    840309 
motion    to    strive   portion*    of   TD  Oibboni   direct    testimony    on 
Contentions    C3  D  J.   77  D   Certificate   of    Svc    «ncl    Related 
c  Qrresp-ondenc  e 

ZAHMLEUTER.R    J        N«UJ   Vori,     State    of         DSD   000         B4/03/1A  Atomic 

Safety    and   Licensing    Board    Panel         ?PP        22710  091        31X 
Fiche    50-322,64/03/16,9403310179 

S1O321OI00  Response    in   opposition    to  LILCO  840309  motion    to    strike 
portions    of   direct    testimony    of   UJ  itquai-ioiHD  Albertln   & 
RO  Knighton    ro   Contention    73   Certificate   of    Svc    encl    Related 
correspondence 

ZAI-INLEUTER.R    J        N«u)   York,     State    of         DSB   OO7         84/03/16  Atomic 

Safety    and    Llcensinj    Doard   Panel         7pp        22710  OS4        24X 
Ftche    50-333,04/03/16,8403510163 

ai0321O201    Response    In   apposition    to   util  940309  motion    to    strike 

portions    of   WJ  Acqwario.  it   al    teitifflony  on    -ajnersency 

planning   Contention   o7  H/Ce.rtl  f  lcat«    of  8ve    Related 
correspondence 

ZAHNLEUTEB,  Ft  J        Mew  York,    State    of        DSB  00?        B4/03/16  Atomic 

Safety    and    Licensing    QoariT  Panel         7pj  22710  073       SIX 
Fiche-   30-322.84/03/16,8403210201 

9403210083  Order   ruling   on    Suffoll    Caunty    B10213   notion    for    leave    to 
file    neu  -cgntent ion»   re   L1LCO    off* it*    emergency    priparednais 
training    program 

LAURENSON.J  A       Atomic    Safety   antf   Uic«n,»lnj    Board    Panel         04/03/19 
Suffolk   County,    NV        Bfflpp        22705    U6        H4X   FiI^*    30-332,84/03/19, 
8403210003 


8403230010  Forwards    concerns    raised     In  HH  Droujn   B1O301    Itr   re    design 
review/qua  1  i  tij    reval  iifat  1  on    now    undei    tfe    facto    control    t 
direction   of    LILCD    Design    review    should    he    stopped    & 
ne>nuinelu    Independent    review    Instituted 

PALOMINO.F  0        NEIU    York,     State    of         B4/03/21         DENTON.  H   R        Office   of 
Nuclear    Reactor    Regulation,     Director        2pp        S273O    131         24X 
FiCho     50-333,  B4/03/21,  B4O3230O1O 

B4O3230O13  Forwards    Certificate    of    Svc    for    listed    testimony    on 
emergency    planning    contentions    Related    correspondence 
MCCLEBKEY,K    E        Hun  ton   S<    Williams         MCCUESHEY.K   E        Long    Island 
Lighting   Co         D5H    061         04/03/31         LAUHENBON,  J  A   .    ULINE.J   R   , 
SHDN, F    J        Atomic    Safety    and    Licensing    Board    Panel         Spp         22727  392 
24X   Fiche    30-323,  84 /O3/2  1 ,  B4O3230013 

8403370074  Response    to    request    POT    production    of    documents   Certificate 
of   Svc    encl    Ralated    correspondence 

RDLFE.  R    K        Long    Island    Lighting    Co        DSD    106        B4/03/21  Suffolk 

Cnuntu,     NY        34pp         327e,o    170         34X    Plche    80-332,64/03/21.8403270074 

8403370197   Fopuardo.    supplemental    motion    for    lou   power  OL 

MCCAFFREY.  0    R        Locifl     Island    Lighting   Co        84/03/21         DEHTDM.  H  R 
DfFice    of   Nuclear    Reactor    Regulation.    Director         Ip        29770,273       24X 
fichu    50-323,  04/03/21,  Q1O32703f7 

3403200396  Notifies,    that    proposed    rulemaking    re    "Applicability    of  App   A 
to    App    Q"   util    be    deleted;    from    regulatory    agenda   Related 
cnrpeap ondence 

REIB.E  J  Hearing  Branch  3  DSD  154  B4/03/22  RQ0ENTHAL, A  B  , 
EDLES,  0  J  ,  WILIER.  H  A  Atomic  Safety  and  Licensing  Appeal  Panel 
3pp  22787  21O  34X  Fiche  50-332.04/03/22,8403280356 

8403281)340  Advises    that    staff    may    rely    on   ALAQ-763  as    corroborating 

certain   NttC  positions    se-t     forth    )n    840309   brief   Relevant 

portions    of  brief    to    be    further    discussed    at    oral    argument 

are    Part    1 1  A   &    0    &    Part    IV   Related    correspondence 

DOfJDENICH.  B  H        Hearing    Branch    3         DSD    153        84/03/23 

SHQEHAKEtt.C  J        Atonic    Safety    and    Licensing    Appeal    Panel         Ip 

227G7   099  24X    Ficho    30-322,64/03/23,8403200340 

84O3S80363  Advises    that    possibility    of   ABLE    proposal    to    electronically 
transmit    Info   &    selected    documents    within    content    of 
p  roc  ending    t-n    d  lose  I    generator*    still    under    conslderat  ion 
Ralatod    correspondence 

BORDENICK,  B  H  Hearing  Branch.  3  DSB  152  8-V/03/23  BRENNER, L  , 
FEDOUBQN.O  A  .  hDRRtS.P  A  Atomic  Safety  and  Licensing  Board  P«n»l 
Ip  32787  234  H4t  Fiche  30-322,84/03/23.0403280362. 

B40337Q292  Motion    to    strike    direct    testimony    of   CV  Failla    on    behalf   of 
NY   State    re   Contention    24    F    S   Agreement   re    notice    of   it 
discovery    on    intended    testimony    not    compiled   uilth 
Certificate    of    Svc     encl    Related    correspondence 

IRWIN,  D  P  Long  Ulaitd  Lighting  CD  1HW1N,  D  P  Hunton  &  WillUmi 
DBD  127  B il/03/24  Atomic  Safety  and  Licensing  Board  Pantl 

13pp         327B9  O9A         24X    Fichu    50-323,04/03/24,0403370292 

8403370295   Forwjpd"    BR   McCaF*i'eii   B4Q313    Itr    to  HR   Denton    Si  TS  El  11* 
040312    Itr    to    Dlrcks    re    meatiing    »f    term    important    to    safety 
In   NRC    regulatlotiB    Fl«lated    C orre spoiidencK 

RGIE.EO  Hearing  Branch  3  DSD  120  S4/03/Z6  ROSENTHAL.A  B  . 
EDLE3. 6  J  ,  WILDER!  H  A  Atomic  Safety  and  Licensing  Appeal  Panel 
•Jpn  22789  047  24X  Fl  c  he  ,  30-322,  84/03/36,  8403370295 
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8403380346  Motion    to    establish    regular    daily    hearing    schedule   Hearinj 
day    from  9am   to    3pm   reasonable   Si    sufficiently    long 
Certificate    of   Svc    end 

LGTECHE.K  J        Suffolk    County,     NY        LETSCHE,  K  J        Kirkpatrl  el, 
LocJihart.    Hill,    Christopher    i  Phillips         DSD    163        84/03/36 
Atomic    Safety    and   Licensing    Board   Panel         Spp        22797    1S3        24X 
Fiche   80-322,94/03/26,8403380346 

8403290337  Forwards    SuffoH    County    cross-e<aminati on    plans    for   Cluster 
3   &  Cluster    4  W/o    encl    Related    correspondence 

LET8CHE,  K   J        Kirfcpatrici,    Locfchart,    Hill,    Christopher    b  Phillips 
LE7BCHE.K  J        Suffolk    County.    NY        DBB    156        94/03/26 
LAURENSON.J   A    ,     KLINE, J   R    .     8HQN,  F    J         Atomic    Safety    and    Licensing 
Doard    Panel          Ip          227S7    213         24X    Flche    90-322,84/03/26,8103300397 

8403260356  Preliminary    views    on    scheduling    re    utll    840320    supplemental 
notion    for    low  power   OL  Motion   entirely    new   It    seeks    to 
clrcumvint    litigation   on    adequacy    of    emergency    dleiel 
generators   Certificate    of    Svc    encl 

SCHEIDTiD  J        Suffolk    County,     NV        SCHE1DT,  D  J        Kirkpatrick, 
Lockhart.    Hill,    Christopher    t.  Phillips        DS0    164        84/O3/26        ISpp 
SS7B7  214        24X   Fiche    50-322, B4/O3/2A,  0403380339 

B4.Q3290179   Forwards   LILCQ   plan    for    cross-Bjamlnation    of   KJ  Regensliurg, 
RA   Snout  *  VR   Stile    on   Contentions    34   fc  28-32  re 
communications    among    emergency   response    personnel    W/Q    plan 
W/Certiflcate    of    Svc    Related    correspondence 

SISK,K  0        Hunton   fc   Williams        aiSK- K  D        Long    Island    Lighting    Co 
DBB    179        84/03/26        LAURENBON. J  A   .    KLINE,  J  R    ,    SHON,  F  J        Atomic 
Safety    and   Licensing    Board    Panel        4pp         22803   382        24X 
Flche    30-322,84/03/36,8403290179 

B403280330  Order   approving    settlement    of    portion    of    Suffolk    County 
Contention    tl    re   passive    mechanical    valve    failure    Served    on 
340387 

PRENNER.L        Atomic    Safety    and    Licensing    Doard   Panel        DSD    14? 
S4./Q3/27  Suffolk    County.     MY         2pp         SS7B7    146         24X 

FlcJie.  90-332,  84/03/27,  B403280350 

B403B90377  Supplemental    memorandum   opposing    utit    summary    disposition 
mot  lorn    on  Contentions    24    Q, 33, 43,4i  &   49  Certificate    of 
&vc    and    Related    correspondence 

LETSCHE,K  J        Suffolk    County,     NV        LETSCHE,  K  J        Klrkpatrl c ft> 
Lockhart.    Hill,    Christopher    fc  Phillips        DSB    196        84/03/27 
Atonic   Safety   and    Licensing    Doard    Panel         19pp        22814    123        SIX 
Flcha    30-322, 84/03/27,9403390377 

9403270390  Motion    to    remove    Contention   77    from  Cluster   3   (c    to   reinsert 
Contention   77    Into    hearing    schedule    at    later    date 
Certificate    of   Svc    encl 

LETSCHE.K        Suffolk    County.    NY        LETSCHE,  K        Klrkpatriek.     Lockhart. 
Hill.    Christopher    tt  Phillips        DSD    197        B4/03/27  Atomic    Safety 

and    Licensing    Board    Panel         lOpp        22814   312        24X 
Flche.  30-332,  84/03/27,  8403390390 

B4O33003S6  Hutlon    to    strike    portions    of   Oroup    II-B    testimony    of 
Suffolk   county   Certificate    of   Svc    end    Related 
correspondence 

CHRI8TMAN.J  N        Long    Island    Lighting    Co        CHRI5TMAN.J  N        Hunton   & 
Williams        DSB   514        84/03/27  Atomic    Safety    and   Licensing    Board 

Panel         30pp         23824    07B         24X   Flche    30-322.  B4/03/27i  B4033002S6 

B403300277   Suppl    to   motion    for    summary    disposition    of  Contentions 
20   B>33, 43,46  fc  49  No    genuine    Issue    of   mat!    fact    oiistfi    & 
utll    entitled    to    Favorable    decision   W/Certif Icate    of    Svc 
Related    ccrraspondenc e 

HCCLESKEY,  K  E        Long    Island    Lighting    Co        MCCLEBKEY, K   E        Hunton   & 
MiUlamt        DSB   224,       84/O3/27  Atomic    Safety    and   Licensing    Doard 

P«n»l          llpp         23824    020         24X   Flche    30-322,84/03/27,8403300277 

8403290373  Order    confirming    schedule    for    staff    answer    to    LILCO  B4D320 
supplemental    motion    for    low   power   OL   Courtesy    notification 
end, 

BflENNER.L        Atomic    Safety    and    Licensing    Board   Panel         DSD    IBS 
84/O3/3B  Offic*    of    the    E«»cutive   Legal    Director        4pp 

22811. OB7        24X  Fiche    50-332, 84/03/29,  B40329Q373 

B403290383  Motion    to    strike    portions    of    utll    Oroup    II-B    testimony    as 
irrelevant, nonprnbatlve    !•    incompetent    Certificate    of   Svc 
and.  Related    correspondence 

LET3CHE.K   J.       Suffolk    County,    NV        LETSCHE,  K.  J        Klrkpatri  ck> 
Lnckhart,    Hill,    Christopher    tt  Phillips         DSB    IBS        B4/03/2B 
Atomic    Safety    and    Licensing    Board    Panel         76pp.       22814    164        24X 
Fichu    30-3133,84/03X28,8403390383 


0      Inspection    reports,      IE    Bulletins   &   correspondence 

B403010381    Forwards    IE    Inap    Rcpt   30-322/01-01    an   B401O2-13  Si   notice   of 
violation 

STAROSTECKI.R         Division    of    Projsct    &   Resident    Programs         S4/02/16 
PnLLOCR.M   S         Long    Island    Lighting    Co         2pp         22434   072         24X 
Fichu    5Q-322,B4/02/16,B4Q3010301 

— 3403O103B2   Notite    of     violation    from    in»p    on    BH01O2-13 

«       Region    1,     Office    of    Director         54/02/16         Ip         32434    074         24X 
Fiche    50-322,  H4/02/16.  B4O3010381 

—8403010390    IE    Inso    Rept     50-323/84-01    on    B401O3-I3   Viola  tlan    noted 
reassembly    of    emergency    diesel    generator    1O1    not   prescribed 
by    &   accomplished    In    accordance   u/appropriate   procedure 
PEtfiDNE.C        Region    1.     Office   of    Director        MCCABE.  E  C        Division   of 
Project   &   Resident    Program*         64/01/16         6pp         22434   O73         24X 
FichE    30-322. B4/02/16rB40301Q3Bl 

B401190072    IE    Info   Notice    B4-13,     "Potential    DeficiEnci)    In    Motor 
Operated   Valve   Control    Circuits  b  Annunciation    "    Svc    list 
enc  I 

JORDAN,  E  L        Division    of    Emergency   Preparedness   <t  Engineering 
Response     (Post    G301D3)  B4/03/2a  Consolidated    Edison    Co       of   Neu 

York,      Inc          115pp         22TO9    239         24X    Flche    SO-000-  B4/O2/S8.  B4D1 19O072 

S40S09O007    IE    Info   Notice    84-14,     "Highlights    of  Recent  Transport 
Regulatory   Revs    by   DOT   tt   NIC    "   Svc    list    encl 

GRACE,  J   N        Division    of    QA,     Safeguards   ic    Inspection  Programs    (Post 
83O1O3)         B4/03/02  Cansolldated   Edison  Co      of   Neui  York,     Inc 

130pp          H2SS2   329         S4X    Flche    50-ODO,  84/03/02,  B40209O007 

B402O9O008    IE    Info    Notice    94-16,     "Failure    of    Automatic    Sprinkler    Sy» 
Valves    to   Operate    "   Svc     list    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness   1  Engineering 
Response    (Post    8301O3)  B4/03/O2  Cansol  Idategj    Edison    Co       of    Ngu 

Vork,     Inc         122pp        23353    098       24X   Fjche    30-000.  B4/03/0-3,  S402090008 

8402090009    IE    Info   Notice    B4-15,     "Reporting    of  Rad  iol  og  its  1    Releases    " 
Svc    list    encl 

JORDAN.  E  L        Division    oF    Emergency    Preparedness   &   Engineering 
Response    (Post   830103)          54/03/02  Consolidated   Edison    Co      of    Nei» 

YorV.     Inc         1 19pp        32333    317        24X   Flche    50-000,84/03/02,9403070009 

6402090011    IE    Info   Notice    H4-17,    "Problems   W/Liquld    Nitrogen   Cooling 
Components   Belau  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN, E  L        Division    oP    Emergency   Preparedness   &   Engineering 
Response     {Post    8301O3)  84/O3/03  Consolidated    Edison    Co       of    Neui 

York,     Inc         117pp        22533    336        24X  Flche   30-000,94/03/03,8402010011 

B4032B0143    Forwards     IE    Insp     Rept    30-3S2/B4-Q3    on    B4O123-03S6    No 
violations    found 

STARDSTECKI.R        Division    of   Project   i.  Resident  Programs        34/O3/06 
POLLOCK,  M  S        Long    Island    Lighting   Co        2pp        22/14  317        24X 
Flche    30-322.  B4/Q3/06.B4O3220143 

--B403220160    IE    Insp    Rept    5O-322/84-03  on   840123-0326  No  violations 
found    Major   arnas    inspected,  IE  Bulletin  80-O7    (Detail    3!,TMI 
action    Items, review   of    e/nergency    diesel    generator    testing   tt 
previously    identified    Insp    findings 

PETRDNE.C    ,     SHEDLOSKV.  T    ,     MCCAHE,  E   C         Region    1,     Office    of 
Director        B4/Q2/2B         lOpp        22714   319        24X  Fiche   50-332, 84/03/06, 
B403220143 

84020900S4    IE    Info    Notice    B4-09,  Rev    1,     "Lessons  Learned   From    Insps    of 
Fire   Protection   Safe   Shutdown   Bys    "   Svc    list    encl 
JORDAN' E   L        Division    of    Emergency   Preparedness    d  Engineering 
Response    (Post   830103>         84/03/07  Consol irfated    Edison   Co      of   New 

York,      Inc          1 ISpP         32635    049        24X    Fichu    SO-000, 84/03/07,  B402090024 

B4O2Q90038    IE    Info    Notice    B4-1B,     "Stress    Corrosion    Cracking     in   PUR 
Sys    "    Svc    lidfc   encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   d  Engineering 
Response    (Post   B301O3)          94/03/07  Consolidated    Edison   Co      of    Neui 

York,      Inc          HBpp         22334     186         24X   Fiche    30-000,  B4/03/07,  B40209O028 

8402090031    IE  Bulletin  94-09,     "Failures    of    OE  Type   HFA  Relay)    in   Use    in 
Class    IE  Safety    B<;B    "    Svc     list   encl 

DEY(JUNO,R   C        Director'*    Office,    Office   of    Inipectlon   and 
Enforcement        B4/O3/1S-  Consolidated   Edison  Co      of   Neui   Yorfc,     Inc 

I34pp         23B23  094        24X    Fiche    50-000,84/03/12,8402090031 


•J,      Insurance   tt    indemnity    information 


S4Q3140003  Forward i    Endorsements    1 1    It    12    to   NELIA  Policy    NF-26? 

R OPE  I  MB. J  0        Mann    &  McLennan.     Inc        84/03/09        DINITZ. I         Assistant 
Director    far   StaU    t  License*   Relations        3pp        23633   232        K4X 
Flche    30-332,  84/03/OS,  B403140003 


S4032703B7   Forward*    Tech    Spec-related    SALP    input    for    Feb    1933  -   Fob 
1984,  in    response    to   R   Caruso    840305  memo  Safeguards-related 
input   mill    be    sent    directly    to  R  Caruso   by   Safeguards 
Licensing    Branch   Category    2   assigned    for   mgt    involvement. 
THOMAS,C   0        Standardliatian    1  Special    Projects    Branch        B4/03/13 
5CHUENCER.A        Licensing    Branch  3        4pp        23823  090        24X 
Fichu    50-322,84/03/13,  B4032903B7 
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B1O330007S   Foruards    IE     [nsp    flept    30-322/B4-O3    on    a4oilB-2O    b    0209-11     Mo 
vi olati  on*    noted 
MARTIN,  T   T         Division    of    Engineering    t,    Technical    Programs         84/03716 

POLLOCK.  rl   S        Long     Island    Lighting    Co         3pp          32622   092         SHX 
Fiche    50-322.  64/03/14,9403300072 

— B4O330007i    IE    Inip    Rept    9O-322/B4-Q3   on    B4O11B-2O    t,   0209-11    Ha 
violations  noted   Major    areas    Ini-peiteS    licensee    prel  Iminary 
site    activities    in    preparation    Far   const    of   neui    emergency 
diesel    generator    bldg 

WRELA.A   A   .     DUHR.J   f         Region     I,     Office    of    Director          84/03/07 
3pp          32623   074         34K   FichB    30-333, Bl/OS/li, 8103300073 

9402090043    IE    Info   Hotlco    B4-19,     "Tuo    Events     Involving    Unauth ori  led 
Entrim     into   PUfl   Reactor    Cavities     "    Svc     Hat    ant  1 
•JOHDAN,  E  1-        Division    oF    Emergency    Preparedness   i   Engineering 
Response    [Post   B3O103-)         S4/03/S1  Consolidated    Edisan   Co      of   New 

York.      Inc          lS3pp          22B23    SSI         24X    Fiche    50-000. 94/O3/H1, 0402090043 

0403090044    IE    Info   Notice    B4-BO.     "Svc    Life    of    Relays,    in    Safety-Rela tod 
Sifs    "    Svc    list    end 

JORDAN,  E  L       Division-  of   Emarnencii    Preparedness    &  Engineering 
Response    (Pott    B30103)          £4/03/31  Cnnsa 1 Idatid    Ed  It  an    Co      of    Nau 

York.     Inc          I35pp         32933    OO1          24X    Flche    50-000. 34/O3/21, H40a09O014 

R      Periodic    operating    report*   !•   related    correspondence 


B4-&SO9QQ30    Board    Notification    B4-O44    forwards    Part   21    rept    re 
TransameT  lea  Be  lava  1 .  Inc    turbocharger    thrust    bearing 
lubrication   defect   result  in j    In    engine   nonavailability 
EIBENHUT.D  0        Division    of    Licensing        04/02/29        PALLAD3NQ, 
(flLINSKY,     ROBERTS      Commi  *  t  i  onors         4pp        22541    243        24X 
Fiche    50-000,  84/02/21?.  9402090030 

840306Q33B   Advises   of    problem    compromising    integrity    of    design   revt«ui/ 
quality    invalidation    of    emergency    diesel    generators   mfg    by 
TranBamer 1 ca  Delaval.  Inc    Utt.1     involvement    In   ravliu 
represents    conflict    of    Interest 

BROWN,  H   H        Klrkpatricli,     Lo-chhart.    Hill,    Chr  Istopher   t.   Phi  1 1  ips 
BROWN.  H   K         Suffolk    County,     NY         84/O3/01          DEN  TON.  H   R          Dfflc*    of 
Nuclear    fl factor   Regulation.     Director         6pp         22919    OQB          24X 
FichB    30-322,84/03/01,940304.0338 

B4O314Q046   Fariiiaril*    "Qpand    Gulf    Component   Tracking   Bym,  "    "Bhovaham 
Componant    Tracking   Sys"    I<    "Tranaamerlca    Delavalilnc 
Dieiel    Generators    Oun-ars   Group    Program  Clan."    to   revolve 
concerns    ui/efflergencij    diesel    generators 

MU6ECER.W  J        Long    Island    Lighting   Co        B1/O3/02,       DENTON. H  R 
Office    of   Nuclear    Reactor    Regulation.    Director        2pp         226 2 i  062 
21X   Piehe    50-000,  84/03/03,  84O314004B 


— B1031400BO  "Grand  Gulf  Component  Tracking  Sys  " 
*  Long  Island  Lighting  Co.  B4/02/29  B79pp 
Fiche  50-000,84/03/02,3403110048 


22A26    064         21X 


B4Q3O20443  Forwards   monthly    status    rept    of    cffsite    emergency 
preparednes-i   far  OU    reviews    for    Jan    198<1   Changes    in  FEMA 
finding    dates  not    caused    bit    delay    due    to    uffsit*    emergancy 
p lanning    issues 

OIRCHS.  W   J        Office    of    the    Eie-cutive    Director     for   Operations 
64/02/31         PALLADIND      Commissioners         9pp          22493   OB3         3-1 X 
Flche    90-000.84/02/31.3403020443 

B403270119  Foruards   monthly    status    "Lilt   of    Active   Safety-Related 
Equipment  at  Qual  i-fi  cation  Level,  "    par   SER    Issue   9   T* 
dijnaml c    qua  1  if  l  cat 1  on 

MCCAFFHEV,  0   R        Long    Island    Lighting    Co         B4/03/13        DENTON, H  R 
Office    of   Nuclear   Reactor    Regulation,     Director         2pp         22774   062 
24X    Fiche    30-322.  B4/03/15,  B40327O1 19 

-- B4O3S70122    "Control    Dldg    Category     '    Equipment    Balance-of-P  lant 
Qual  i  Fication  Level,"   month  lij    st-atus   rept 

>      Stone   &  Webster    Engineering   Corp        84/O2/27        30pp         E2774  064 
34X    Fiche    30-322,  04/O3/  15.  H4D327O1 19 

S      Report  able    occurrences!     LERs    it  related    correspond-cnce 

B4O3010451    Informs   Commission    of   problems  u/emergenEy    dleael    generators 
mfg    bij    Transamer  i  ca    Delaval'  Inc 

DIHCKS.  W  J       Office    of    the   Eiecutlve  Director    for   Operations 
SECY-93-034        81/01/25         4pp          2343B   347         24X    Flth*    30-000, B4/01/3S. 
B403010451 

B403010207   F&ruiaioi    "Investigation    of   Types    AF    tt  At:  Piston    Skirts,"    per 
Tranaamerica  Delaval,  Inc    Owners   Group    program    commi tmonts 
Rept    evaluates    cracks    in   AF    pliton    slirti    in   Sfiorcham  5. 
Grana   Gulf   Nuclear   Pomer   Statton-s 

MUSELER^H   J       TDI    ITransamer lea   Delaval,     Inc    I    Owners    Group 
MUEELER-H    J        Long     Island    Lighting    Co         34/O2/27         DENTON, H   fl 
D-ffice    of    Nuclear   Reactor    Regulation,    Director        3pp        32434  090 
24X    Ficfte    30-000,84/03/37.6403010207 

— B403010446    "Investigatlpn    O.f    Types    AF   i   AE   Piston    Skirts     " 

f      Failure  An»lysi«    Associates        FAAA-84-2-14        84/02/2?         B3pp 
22434    093        24X   FUhe    50-000.04/02/27,5403010307 


— 3403140D71    "SKoreham    Component   Tracking    Sys    " 
*     Long    Island  Lighting    Co         S4/02/29,       S16pp 
FUhe    50-000,  84/03/02.B40314QQ48 


52627, 069        B4X 


—  0403HOO95    "Transamar  lea    Delaval,  Inc    Dieial    Qentratori    Qiunirs  Orotip 
Program  Plan    " 

*      TDI     ITransflmeriea   Delaval.     Inc    )    Diuners    Group         04/03/02 
261pp          226HB   223         34X    Fiche    5O-000,  B4/03/02,  8403140O4B 

9402090033   Board    Notification    B1-047    formardi    Transamcrlca    Delavili  Inr 
Owners    Group    piston    skirt    rept   !<    task    descriptions 
EIBENHUT.D  G        Division    oP    Licensing        01/03/07        PALLAD1NO, 
GILINSK-V,     ROBERTS     Commi  s  si  oners         4pp        22674   221         24X 
FichB     50-000,  B4/03/O7, 


8403190127    Intorim   deficiency    rept    re    fatlura    of    turb  ochargor    on 
emergency    -standby,    diesel    generator    Temporary    bypass    vulva 
around    turbocharger    prelube    drip    line   orifice    Installed 
W/Cert  1  Picate    of    Svc    Related    correspondence 

MCCAFFREY.  H  R        Long     Island    Lighting   Co        B4/03/Q9        HURLEY,  T  E 
Region     1,     Office    of    Director          4pp         22t69   292         24X 
Ficfio     30-323,  Q4/O3/O7,S403190127 

8403090035  Board    Notification    84-053    forwards    "Emergency    Distil 
Oe-nepjtor   Component    Tracking    Bijs,  "    Facility    component    data 
base    For    design  review   &    quality    rcvalldation    effort   of 
TransamsrUa    Delava  1    Ouners    Group    program   plan 
CISENHUT.D  0        Division    of    Licensing        84/03/12        PALL  AD  I  NO, 
GIL1NEKV,     ROBERTS      CommiBB  loners          4pp         673  IB    079         84  X 
Flche    50-33E,  B4/O3/12,  0-403090033 

—  040319-0385    "Emergency    Diesel    Generator   Component   Tracking    Bgi    " 
»      TDI     (Transamer  ica    Delaval,     Inc    )    OiunerB    Oroup         Q4/02/29, 
SISpp          22473   392          24X    FLchr    30-322,  Bfl/03/lS.  B4O2090O33 

B4O209003S   Doam    Not!  f  teat  i  on    B  4-031    foruards    "Trantamer  i  ca    Dilaval<lnc 
(TOI)    Diesel    Benoratori   Ouners,  Group   Program  Plan    " 
EIBENHUr.DG        Division   of    Licensing        B4/03/12        PALLADINO, 
OILIN5KV.     ROEERTS      Cofflmi  s  *  loners          3pp         226BB    214         E4X 
Ficha     30-OOO.  B4/03/12,  8403090038 


8403090021    Board    Notification   B4-039   discussel    MRC   &402IO   fc    16   mEBtl 
u/Transamerica    DalsvaUInc    Emergency   Diesel    OanerdtorB 
Quners    Group  Meeting    icheduled    on   8403D9    for    finalitatfon    of 
generic    prosram  plan    prior    to  MIC   revisw 

ETSENrllfT,  D  0        Division   of   Licensing        94/02/28        PALLflDIHO. 
OILIfJEKY,     ROBERTS      Coum*  1 1  toner*          5pp         22546   003         24X 
Fiche    50-000.34/02/23,  B402090021 

84O3D1021B  Forward!    taik    description*    For    16    knoiun   jiroblems    re 
Transamefica  Delaval.  Inc    eirergtncy    diesel    generators 
MUSELEB.W  0       TDI    (TraniamBr  lea    Delav-*!,     Ini    >    Owners   Group 
B4/Q3/3B         DENTOW.H   R         Qffit.    of   Nuclear    RuactoT    Reoulation, 
Director        43pp        22433    177        H4X  Fithe   50-000,94/03/2840403010216 


—  8403200143   "TTansamerlea    Delavjl     ITD1)    Diesel    Oenerator  »   Duintrs    Oroup 
Program   Plan    " 

*      TDI     (Traniamer  lea    Da  I  aval,     Inc    )    Duners   Oroup         S4/03/12 
361  pp          22608   217         24X    Fiche    30-3S2,  84/03/12,  B4OB09003B, 


81  02070039   Hoard    Nnti  f  Icati  on    B4-O92    Forward  i    meeting    lummarlet 
containing    transcripts    of    B4O21O  &    16  mtetlngi    betuien    NRC    t 
Transamer  its    Delaval.Inc     (TDI  )    Owners   Group    Distribution 
Hot    encl 

EISENHUT,  D  0        Division    of    Licensing        B4/03/1H        PALLADIND. 
OJLINBKY,     ROtTERTS      Comrnls  ti  on«r»          5pp         2270B    001          B4X 
Fiche    50-000.84/03/13,8402090039 


3403260233    Forwards    SUWHBTU     list    of    deflclencin     idrntlfUS    per 
IOCFR50   55(e),part    21    i,    potential    generic    llr   repts   for 
comments 
STAftDSTEeHI.ft        Division    of  Project   A  Ralideiifc   Programs         84/02/28 

Regiosi    1,    Office    of   Director        7pp        22734    065        24X 
Flcha    SO-OOO,  B4/02/2B.  B403260233 


— S-1030f>O536  Forwards    summary    of  840210  matting    U/Transawericd   Dilaval. 
Inc    Ouner*    Oroup    in   Deth-esda,  MD  re    pyoblsms   u/imtrgency 
diesel    generators 

CftRUSO, R        Licensing    Branch    2        B4/02/27        O'REILLY.J   P        NBC    -   No 
Detailed  Affiliation   Given         6pp        B270B   006        S4X 
Ftche    30-000,  B4/O3/1E.  S402090O39 
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— 8403060531   Transcript    of    B4O21O  meeting    ui/Ti-ansamerlca    Delaval,  Inc 
Quiners    Group    In   Betheida.MD   re    problems   y/emergoncy    diesel 
generators 

*  NRC    -  No   Detailed    Affiliation   Given        84/02/10        147pp 
22708   OIK         24X    Fiche    30-QOO, B4/03/12,  B4O209OO39 

— B403Q7O4Q1?  Summary    of   B40216  maeting   ui/Transamerica  Delaval,  Inc   Otuners 
Group    In   Wading   River. NY   re    program  plan    to    establish 
reliability    of    diesHl    generators    Agenda,  meeting    transcript  & 
attendance    list:    end 

MILLER, MA        Licensing    Branch    4        84/03/27  Licensing    Branch    4 

Bpp          2270B    161          24X    FichB    50-000.  B4/03/  13,  B-1O2O9O03'? 

— 8403070423  Transcript    of    84O21A   conference    in  Wading   River, NY  re 
Transamerlca   Delaval.Inc    diesel    generators   Pp    1-82 

*  Commissioners         Bfl/02/16         B4pp         327OH    169         34  X 
FichB    30-000,  B4/03/  12,  S402090039 

B4Q314Q030  Forwards    "Design   Review   of    Connecting    Rod    Bearing    Shells    for 
Transamerica   Delaval    Enterprise  Engines"    for   Shoreham   tt 
Grand   Gulf    diesal    generators 

MUBELER.W  J        Long    Island    Lighting    Co        B4/O3/12        DCNTON,  H  R 
Office    of   Nuclear   Reactor    Regulation!    Director        2pp        22632  O74 
24X   FichB    30-000,84/03/12,8403140030 

— 8403140086    "Design    Revleui   of   Connecting    Rod    Bearing    Shelli    for 
Transanierica   Delaval    Enterprise   Engines    " 

*  Failure    Analysis    Associates         PAD    7396,        84/03/12         91pp 
S2633   076        24X  Fiche    80-000,84/03/12.8403140030 

940 31 SO 133  Foruards    "Transamerica   D*laval,Inc    Diesel    Generator  Rocker 
Arm  Capscreu  Stress    Analysis    Rapt    "    Capscreu   design   adequate 
for   applicable    engine!    Si    ivc    condition! 

MUBELERiW  J        TDI    < Traniamer ica   Dilaval,     Inc    )    Owners    Group 
MUBELER,W   J         Long     Island    Lighting    Co         B4/O3/13         DENTON.  H   R 
Office    of  Nuclear   Reactor   Regulation,    Director        2pp        22637  270 
24X  Fiche    90-000,84/03/13,8403150133 

— B403130154    "Emergency    Dissel    Generator    Rocker   Arm  Capscreu    Stress 
Analysis."    prepared    for    Traniamerica    Delaval, Inc    Owners 
Oroup 

»      Stone   (<  Webster,     Inc         B4/03/31         27pp         2263?  372        24X 
Fiche    flO-000,B4/03/13, 8403130133 

B4031*702B3  PNO-1-B4-02S   an    840313, 1 icensee    found    crack    tn    emergency 
diesal    generator    103    engine    block    between    cylinders   4   fc    3 
Crack    being    Investigated    through    use    of    eddy    current    Insp 
techniques 

PETRONE.C   ,    ESELOROTH. P        Region    1,    Office    of   Director        84/03/14 
Ip         38673   27B         24X    Flche    50-322,04/03/14,8403170283 

8403200322  R»»ponds    to    B40214    Request*    for    Info    1    li  H  re    R-4    s»ri»s 
engine*    Ll*t    indicating    engine   number. model    t>    svc    number, 
customer   name   h  address,  rating, date    shipped    fc   date    started 
end 

MATHEUB.C   3        Transamerica   Delaval,     Inc         B4/03/16        EISENHUT.DC 
Division   of   Licensing         20pp        22671    17?        SIX   Fiche    30-000,84/03/16, 
8403200222, 

IM03230074   PNO-1-B4-026   on    840313, crack    di»covered    In    emergency 
diesel    generator    engine.  Ultrasonic    ti   eddy    current    exam 
indicated    crack    depth    of    i    inch    &    length    of    2    Inches   State 
of  NV   informed 

PETRONE,C   ,    ESELOROTH, P         Region    1,     Office    of   Director         84/03/20 
Ip        22724.343        24X   Fiche    SO-3HS,  84/03/20,  8403230094 

•B4O3270132  Forward!    "Emergency    Dleiel    Generator   Air   Start    Valve 
Capscreu  Dimension   &   Stress    Analysis,"    prepared    by    B&U    for 
Transamerica   Dtlavalilnc     (TDI)    Dleiel    Generator    Ounerc 
Oroup 

MUBELEfi,H  J        TDI    (Transamerica   Delaval,     Inc    )    Ouneri    Group 
MLHELER.U  J        Long    Island    Lighting    Co        84/03/23        DENTDN,  H  R 
Office    of   Nuclear   Reactor    Regulation,    Director        2pp        22774  001 
24*   Fiche    30-000> 04/03/33,8403270132 


8403300170  Requests    that    Transamerica    Delaval, Inc    diesel    review  program 
be    stopped    promptly    due     to    improper    role    of    utll     In 
directing   revtow  Neu    independent   review   should    be 
established,  in    consultation   u/Suffolk   County 

JONES, F    F         Suffolk    County,     NY         84/03/23         DENTON,  H  R         Office    of 
Nuclear    Reactor   Regulation.     Director        2pp        22B20  047        24X 
Fiche    30-322.04/03/23,9103300170 


T      Hearing    transcripts    an    non-antitrust  matters 


B403010244   Surrebuttal    testimony   of    DS  Mlletl    d  JH  Sorensen    on 
Contention    23   re    shadow     phenomenon   Related    correspondence 
MILETI.D   S    ,     SORENSDN.J    H         Suffolk    County.     NV         S4/O2/27         3Bpp 
23434    219         34X    Flcha    30-322, 04/O2/27,  B403O10244 

8403060212  Forwards    testimony    on  behalf   an   Governor   Cuomo    re 
Contentions    66   L,  67,  73   3r   97    D   Related    corraspondenca 
ZAHNLEUTER.R    J         Neu    Yort,     State    of         84/O3/01         LAURENSQN.  J   A    . 
KLINE,  J  R   ,    aHQN,F  J        Atomic    Safety    and   Licensing   Board   Panel         Ip 
22S17   231         21X    Fiche    5O-322. B4/03/O1.  B4030602I2 

— 8403060226  Testimony    of    WJ  Acquario.RD  Albertin   fc  RO  Knighton   re 
emergency    planning    Contention  67,     "Evacuation    of   Persons 
W/o   Access    to   Autoinob  1  les    "   Related    correspondence 
ACQUARIO.W   J    ,     ALHERTIN.R    U    ,     KNIGHTDN.  R   G         Neu   York,     Btate    of 
B4/03/OI         SOpp         22317    233         24X   Fiche    30-323, S4/O3/01.  B40306O212 

— B403060246  Testimony    of    HJ  Acquario.RD   Alftertin   fc  RO  Knlghton   re 
emergenci)    planning    Contention  73,     "Evacuation   of  Handicapped 
Persons  Not    in  Special    Facilities    "   Related    correspondence 
ACQUAR10.W   J    ,     ALDERTIN,R    D    .    KNIOHTON,R    G         Neu   York,     State    of 
84/03/01          13pp         32S17    2SS         24X   Flche    30-322. H4/03/O1,  8403O60S12 

— 8403060252  Testimony    of    TD  Gibbons    re   emergency    planning   Contention 
66   Di     "Agreements    for    Snoiu  Removal"   E<   emergency   planning 
Contention   97   B.     "Evacuation  During    Deep   Stiou   "   Certificate 
of   Bvc    end    Related    correspondence 

OIHHONS.T   D         Neu   York,     Stats    of         B4/O3/01          14pp         32317   29B 
34-X    Fiche    30-322,84/03/01,6403060212 

B4030602S4   Forwards   Suffolk    County    testimony    on    listed  Group    II 
contention*   Remaining    contentions   ulll    be   addressed    by 
cross-examination   Contention    31   withdrawn   Related 
correspondence 

LETSCHE,K  J        Kirkpatri  c  k,    Lockhart,    Hill,    Christopher    (.Phillips 
LETBCHE.K   J         Suffolk    County,     NY         B4/O3/02         LAURENSON,  J   A    , 
KLINE, J   R   ,    SHOMiF  J        Atomic    Safety    and   Licensing   Board   Panel         Ip 
22314   001        24X   Ficho    50-322,64/03/02,8403060234 

— 8403060259  Direct    testimony    of  PD  Herr    on   emergency   planning   Contention 
32   D  re    inadequacy    of    LILCQ   emergency    planning    lone  Related 
correspondence 

HERR,P    D        SuffoU    County,    NV        B4/03/02        21pp        53314   002        24X 
Fiche    50-322,  04/03/02.6403060234 

— 8403060266   Direct    testimony    of   KJ   Regensburg,  RA   Snoul   b    VR    Stile    on 
emergency    plannino    Contentions   30  Sc  95-38  re    notification    of 
public    Related    correspondence 

REOENBuURO,K  J  ,    SMO14.  fl    A   ,    STILE, V  R        Suffolk   County,    NY 
84/03/02        2Bpp        3S314    023       H4X   Fiche   30-322, 84/03/02,  B403O60234 

— 6403060370  Direct    testimony    of  KJ  Regensburg, RA  Snow  !.    VR   Stllfr   on 
emergency    planning    Contention  26   re   notification    of 
emergBncy    rasponse    personnel   Related    correspondence 
REGENSDURG,K   J  ,    BNQW.  R   A    ,    STILE,  V  R        Suffolk   County,    NY 
84/03/02        76pp        23314    031        24X  Fiche    30-333,34/03/02,8403060234 

— B40306O27B  Direct    testimony    of   KJ  Regennburp,  RA  Snoui  b   VR   Stile    an 
emergency    planning    Contentions   28,  29,  30,  31,33  It  34  re 
eammunicat iona    among    emergency   response    personnel   Related 
correspondence 

REOENBBURQ.K  J  ,    SNOW,  R    A    ,    STILE.V  H        Suffolk   County,    NY 
84/03/02        43pp        22314    127        24X   Flche   30-332,04/03/02,8103060334 


— S 403270 197    "Emergency    Ditiel    Generator   Air   Start    Valve    C»p»creui 
Dimension   h  Strets    Analysis, "   prepared    for   Trantamerica 
Dvlaval,  Inc    (TDI)    DlBsel    Oenerator   Ouneri    Oroup 

*      Stone   tr  Hebiter    Englnierlng    Corp        84/03/31         23pp         SS774  003 
B4X  Flch*   90-000,84/03/23,8403270132 

B4O3270134  flequestt   meeting    on    B4O41B    to    discuss    short-term   &    long- 
term   corrective   actions   d    Investigations    re    Traniamerica 
Delaval    diesel    generators    Lilt   of    suggested    meeting    topic* 
end 

KCOAUQHY,  J  P        TDI    (Transamerica    Delaval,     Inc    )    Owners    Oroup 
HCOAUOHY, J  P        Mississippi    Power    !>  Light   Co         84/03/83        DENTON, H  R 
Office    of  Nucltar    Reactor    Regulation,     Director         4pp         22769.133, 
24X   Fithe    30-000,84/03/23,3403270134 


— 340306028?  Direct    testimony    of  ^L  Montei  th,  RC  Roberts, P   rlcGulre, 
MJ  Turano.EJ  Michel    fc    PB   Herr   on   emergency    planning 
Contention  27   re   mobilization   of    emergency   response 
personnel    Related    correspondence 

MONTE!TH,J  L   ,    ROBERTS, R   C    ,    HCGUIRE,  P        Suffolk    County,    NY 
84/03/02         146pp         22514    172         34X    Flche    30-322,84/03/02, 
8403060234 

— B40306029S  Direct    testimony    of  JL  Monteith.RC   Roberts, P   McGulre, 
MJ  Turano   d  EJ  Michel    on    emergency    planning    Contention  66  ra 
removal    of    obstacles    from   roadway    i  provisions    for    fuel 
Related    correspondence 

MONTEITH.J  L    ,    RODEHT8,  R   C    ,    MCBU1RE.  P        Suffolk    County,    NY 
B4/03/02         32pp         SSS 1 4    318         34X    Fiche    30-322,84/03/02,8403060234 
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-B4O3Q6O301    Direct    testimony    of   RC    Roberts,  DA   Hoffman   &    M   Read    on 
smsrgencij    planning   Contention*    S4    T  t.   39   re   notification    to 
public    toy    US  Coast   Guard   Related    correspondent^ 
ROBERTS.fi    C    ,     HOFFMAN, D   A    ,     READ,  J   J         Suffolk    County.     NY 
B4/03/O2         13pp          22314    330         S4X    FichB    50-332. 84/03/02.  B40306O234 


-B4Q3070IB3   Ts»timonij    of    MC  Cordaro, CA  Daverio    &  ML   Miele    on  Phase    II 
emergency    planning    Contention    SI    re    preselected    dote 
samp  1  Ing    point! 

CQRDARO,M   C    ,    DAVERIQ.C    A    -    MIELE,  M  L        Long    Island    Lighting    Co 
B4/03/03         2lpp          32913    337         34X    Fiche    3O-322,  B4/O3/03,  81030701-17 


-B4O3OAQ3Q7    Direct    testimony    of    Pfl    Herr    i,   EJ   Michel    On   Contentions    67   8. 
24    I    re    evacuation   of   persons   w/o   -access    to   automobiles    & 
lack    of   agreement!    la/transfer    point    owners  Related 
correspondence 

HERR.P    D    •     MICHEL, E   J   ,     HERH,P    B         Suffolk    County,     NY          B4/O3/02 
49pp          32519   001         24X    Fiche    30-322.84/03/02,0403060234 

-B4O3OAO31O   Direct    testimony    of   D    Harr  i  i    d   11    Mayer    re   Content  i-ons    B4    0, 
24    K. 34   P. 73    &   79   Related    correspondence 

HARRIS,  D   .    MAYER. tt        Suffol*  County-    MY        B4/Q3/O2        33p p 
22313    033         24X   FJche    5O-323,  S4/O3/02.  B40aQii02S4 

-B<lO30tO314  Direct    testimony    oF  B  SaogeTi    on    emergency    planning 
Contention   73   A  re    evacuation   of    home  bound   Related 
Carres pondence 

SAEQERT.S         Suffolk    County.     NY         SAEGERT,  S         New    Yoi-k    Univ    ,     New 
York,     NY         B4/O3/02         9pp         22319   OB6         24)1    Flche    90-322154/03/02. 
8  •)  03060234 


-8403070190    Testimony     of    MC    Ccrdaro.NA   Hobbs.WF   R»ni,WG    Bch if fmach«r    t 
JA  HeismantlB    on    Phase    I!    emergency    planning    Cantlntloni 
S3,  SA.  37   &    99 

CaRDAKQ.M   C    ,     HOBBS;  N    A     ,     HENZ,  W   F         Long     Iiland    Lighting    Co 
84/O3/O2         3<7pp          32343    360         34X    Fiche    30-322,  B4/03/03,  84Q307O147 

-B4G307O193   Teitlmanu    of   MC    Cordaro, ED  Robinson   t<   JA  Weismantli    on 
Phase    II    emergency    planning    Contention   SB   re    notification    to 
special    facilities    ti    hearing    Impaired    person*    at    home 
C08DARd,M  C   .    ROBINSON,  E   D    .    WEIBMANTLE,  J  A        Long    Island   Lighting 
Co         64/03/02         70pp          32344   O37         24X   Fiche    30-322,84/03/02, 
8403070147 

-S40397017B  Testimony    of    MC   Cerdaro,  JA  Wtdmantl*   t  ED   Liebirman   on 
Phase    II    emergency    planning    Contention   66 

CORDARO,  M  C   ,    WEISMANTL£,J    A  ,     LIEBERMAN,  E  B        Long    Island   Lighting 
Co          B4/Q3/Q3         EBpp          23344112         24X   Flch»    SO-332.  B4/03/03, 
S40307O147 


— 3403060318  Direct    testimami    of  RT   Krelling    on    Contention   24  O  Related 
Cirresfiondence 

KREILING-R    T         Suffolk    County,     PJV         B4/03/O2         3pp         22313   O<?3 
24X    Flthe    50-32-2,  B4/03/02,  B4O30A0234 

— St030bQ3if  Direct    testimony    of   HC  Robert*    on   emergency    planning 
Contention   74  re    inappropriate    proiimit^    olP   proposed 
relocation   ctrs   Related    corrvspondence 

RDBEBTS-fi    C         SuFfol*    County,     NV         B4/O3/02         4pp.       22513    09H         24X 
Fiche    30-323!  B4/O3/02,  £403060234 

—  B403D&0352  Direct    testimonij    of  J*F   Cosgroye    It  JL  F»fc]er    on    Bmergency 

planning  Contention  24  5  re  lack  of  agreements  on  emergency 
response  training  oF  non-LILCO  pertonnel  Certificate  of  Bvc 
encl  neletti  corfetpondenee 

CaSGRQVE.P    F   ,     FMLER.J    L         Suffolk    County.     NY         B4/03/OS          16pp 
S2315    1O2        3flX  Flche    50-382,04/03/02.8403060234 

B4O307O147   Foruafds    lilted    tectinonles   on    emergtncij    planning*    litues 
Related    correspandence 

MCCLESKEV.K  E        Harmon   t,  Hfliss        MCCCE-SREVr  K   E        Long    HUnd   Lishtina 
Co         B4/03/02         LAUHENSON.J   A    ,     SHOfl.  F    J    ,     KLINE. J   H         Atomic    SaFety 
and    Licensing    DoariJ   Panel         Spp        22512   001         24X 
FichB    30-322,64/03/02,3403070147 

— 8403070150  Teistimontj    of  CA   ClausomMC   Cordaro    Ic  CA  Paverlo    on  Phase    II 
emarg-encij    planning   Contention   20    re  ualk    radio   6roao"  ca»t  ing 
at   night 

CLAWSQN,  C   A  ,    CDHDrtRO,  M  C    ,    DAVEfilO-C   A        Long    Island    Lighting    Co 
64YQ3/O2         49pp         3^542   006         24X    Flehe    30-3B3.  H-l/03/03.  B403070147 

— B403070I54   TeBtimony    of    CA  Claiuson'MC  Cordaro   It  CA  Daverio    on   Phase    II 
emergency   planning   Contentions   21    !•  21    C    re   Bpaniih 
translation   of    public    info 

CUAMSDH.C  A   .    CORDARO. II   C    i     DAVERIQ,  C  A        Long    I  Blind    Lighting    Co 
B4/03/02         4Bpp          233-42   054         24X    Flch*    50-322,  B4/03/OH.  84030701  47 

—  8403070158   Testimony;    of    MC  COTdaro^CA,  Daverio,  ED    Lieberman    A 

Jrt   Maixmanble   on   Phase    II    emergency    planning   Contention    22 

re    expansion   of    emergency    planning    lonu   boundari/ 

CORDARD.M   C    ,    DAVERIQ.C    A    .    LIEBERfMN,  E  B         Long    Island    Lighting 

CD         B4/03/03         oOpp          22543    103         54X   FUhe    30-322.  Bfl/03/02, 

B40307014? 

— 8403070160  Testimony    of   MC    ConfaTo.JA  Uelsmantle   !•   ED  Roblnnon    on 
Phase    II    emergency    planning   Contentions    24    F,  0.  I.  K,  L.  0,Pi  R. 
B  &  T   re    Itrs   of  jgreenun* 

CORDARQ,H  C    ,    HEISMANTLE,J  A  .    ROBINSON, E  D,       Long    Island   Lighting 
Co        B4/03/02        365pp        23542    1 7S        24X  Fith  *    50-322,  84/03/03, 
3403070147 


-B4030702Q1    Teatlmonv    of    MC    Cordaro.JA  Uelimantte   !<   EE9    Liebermin  on 
PAasa    II    amEroencij    planning   Contention  67 

CDRDARO,  M  C   ,    UEJSMANTLE,  J    A  ,     LIEBERHAN,  E,  B        Long    Island   Lighting 
Co          B4/03/03         EBpp          22344    142         24X   Fiche    30-322,64/03/02, 
S403070147 

-9403070204    Testimony    of    CA  Clauion.EP  noblnson   &  JA  Melsmantle    on 
Phase    JI    BfflBrgency    planning    Contention   73  A   re 
prsi-eglstratio-n   of    handicapped 
CLAMSDN,C    A  ,    COF1DARO,  M   C    ,     ROBINSON,  E  D        Long    Island    Lighting    Co 

H4/03/02         33pp          33344     171          24X    Ficlie    50-333,  B4/O3/02, 
8403070147 

-8403070207   Testimony    of    MC    Cordaro,  EB   Lieberman.ED   Robinson   t> 
JA  Wffismantle    on    Phase     II    emergency    planning    Contention    73  B 
re    notification   &    evacuation   of    handicapped    at    home 
CQRDARChM    C   ,    LIEBERMAN,  E   B   ,    ROBINSON,  E   D        Long    Island    Lighting 
Co         B4/03/02        33 pp         22944   206        24X  FichB    90-322.84/03/02, 
H4O3070147 

'S403070211    Te-stlmonij    of    HC    Cordaro,  JA  Uilsmantle   t,  ED  Roblnion   on 
Phase    tl    emergency    planning    Contention   74   re    location    of 
relocation    ctrs 

CORDARO, M    C    ,     WEISMANTLE,  J    A    ,     ROBINSON,  E   Q         Long    Island    Lighting 
Co        84/03/02        71pp         3334-1   241        34X   Fiche    50-322,84/03/02, 
B4O3070147 

-B4Q307O3I4   Testimony    of   MC    Cordaro, JA  Weiomantle   b  ED  Roblnton   on 
Phas«    II    emergency    planning    Contentions    73  re    capacity 
of    relocation  ctrs 

CQRDARO.M    C    .    WETSMAMTLE.  J    A   ,     ROOIN8ON.E   D         Long    Island    Lighting 
Co          E4/03/02         30pp  3B344   3O2         24X    Ficfte    30-322,84/03/02, 

B4Q3070147 

-8403070317   Testimonij    a  F   MC    Cordaro, CA  Daverio   t"  ML   Miele    on  Phase    II 
emergency    planning    Contention   77   re    thyroid    contamination 
equipment   at   relocation    ctrs 

CGFtDAfia.M  C    ,    DAVERia,  C    A   ,     MIELE,  M  L        Long    Island    Lighting   Co 
84/03/02        25pp        22544    341        24X   Fiche    30-323, B4/D3/02, B40307O147 

-B403 070220  Testimony    al    MC    Cordaro   t>  JA  Meiimantle    on    Phase    II 
emergency    planning    Contention  92   re    state    nmergencv    plan 
CDRDARD.rl   C    ,    WEISMANTLE,  J  A        Long    Island   Lighting    CD        04/03/02 
lOOpp         32543006         34X    Fiihe   30-332^4/03/02,8403070147 

-840307022S  Testimony    of    MC    Cordaro, NA  Hobb»,WF  Reni.WO    Bchiffmacher 
b   JA   Nelsmantle   on    Phase    II    emergency    planning   Contentions 
93,  94   &   95 

CDRDARO,  (1  C    ,    HOBBS.N   A    ,     RENI,  H  F        Long    Itland    Lighting    Co 
94/O3/OH         33pp          22543     119,        24X    Fich«    30-322,84/03/02,84030701-47 


-8403070163  Testimony    of    MC   Cori!aro,CA  Daverio. WA  Ho4b*,WF    Reni    fc 
MS  Schiffmacher   on  Phase    II    emergency   planning   Contentions 
24A.  C ,  D  t,  E 

CORDfiRO.M  C    ,    DAVERIO.C   A    ,    HOQBB,  M  A        Long    Island    Lighting    Co 
&4/03/Oa         3Bpp         33543   300         S4X    Fiche    50-325,84/03/03.0403070147 

-S403070171    TeBtiffloni)    of  MC   Cordaro.  JA  Met  »w*ntle,  EB  Llel>arm»n   t> 
RA  Varle^   on  Phase    II      emergency    planning    Contention    27, 
COflDARO.M  C    .    KEI6KANTLE,  J  A   ,    LIEJJERMAN.E  B        Long    1 1  land    Lighting 
Co,       8-1/03/03        aapp         22943  SSf,        34X  Fi  en*.  30-382. 64/03/03, 
B403070I47 

-B4030'7017B   Testimony    of   MC    Cordaro, CA  Daverlo.NA  Hdbbi    tt   HF  Seni 
on   Phase    II    emerg tacij    planning    Contention*    2S-32   t  34, 
CCBDARO.d  C   ,    DAVERIO.C  A   ,    HOBJJS,  N  A       Long    Uland  Lighting   Co 
B4/03/02        50pp        32S43  SS6        34K   Ficht   50-3E2, B4/OP/02,  S4030701 47 


-S40307O227   Testimony    of    MC    Cordaro, ED  Robinson  d  JA  Helsmantl"    on 

Phase    11    emergency    planning    Contentions   *?6  A  fc  96  C   re    loss 
of    -offsite    power 

CDRDARO,  M   C    ,     HOQINSPN,  E    D    4     UEI6MANTLE,  J   A  Long    Island    Lighting 

Co         34/O3/O2        1S-PP         E2543    133        24X   Flch*  80-338,  B4/03/OB, 
3403070147 

-8403070231    Testimonij    of    MC    CordaroML  Miele    li   JA  UeUmantlt    on  Ph«»t    M 
emergcncij    plannln-g    Contention  97  D   re    evacuation    In    severe 
snousborm   Prof    qualifications   of   LILCO  ultnissis    ti 
Certificate    of   Svc    encl 

CORDASD'M   C    ,    MIELE,  M    L    .     UEIBMANTLE,  J        Long    Island    Lighting  Co. 
B4./03/O2         160pp         2S543    169        H4X  Fiche    30-322,84/03/02, 
&4O3O70147 
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B4O314OO43  Forwards    testimony    of  JR    Sears    on    oehalf    of   NRC    staff   re 
emergency    preparedness    Contentions    26  A,  3d   C   &   96   D 

REPKA.D   A         Hearing    Branch    3         B4/O3/02         LAURENSON, J   A    .     SHPN,  F   J    . 
KLINE, J  R        Atomic    Safety    and    Licensing    Board    Panel         13pp 
£26331   001         34X    Fiche    30-322,  B4/'03/02,  3403140043 

B4O313OOB3   Motion    of    Governor    Cuomo    to    file    rebuttal     testimony    on 
Contention   63   re    evacuation    time    estimates    Related 
correspondence 

ZAHNLEUTER,  R   J        Neu   Vork,     State    of        84/03/OB  Atomic    Safetg    and 

Licensing    Board    Panel         7pp         32614    274        34X   Fiche    3O-322,  S4/03/OB, 
B4 03 130085 

--94O3130091    Rebuttal    testimony    of   DT   Hartgen   &  FJ  Bench    re    emergency 
planning    Contention  66    on    evacuation    time    estimates 


Certificate   of   Svc    sncl 

HARTOEN, D   T  ,    BEACH,  F   J        Neu  York,    State    of        84/O3/O8 

2H6J4    2BI         24X    Fiche    30-323,64/03/00,3403130083 


20pp 


B40307Q039  Board   Notification   84-032    forwards    meeting    summaries 
containing    transcripts    of   B40310  &    16  meetings    between    NRC    & 
Trantimerlca   Delaval,  Inc     (TDD    Dinners   Group    Distribution 
lift    and 

EISCNHUTiD  0  Division  of  Licensing  B4/03/12  PALLADINO 
Commissioners  3pp  2370B  001  24X  Fiehe  30-000,  B4/O3/13. 
340209003? 

—  B403OfiQ336  Forwards    summary    of   640310  meeting    ui/Transameri  ca   Delaval, 
Inc    Oiiineri   Group    in   Bethesda.MD   re    problems    w/emergency 
dleael    generators 

CrtRUSO.R        Licensing    Branch    2        B4/03/27        O'REILLY.  J  P        NRC   -   No 
Detailed   Affiliation   Given        6pp         22708   006        24X 
FicliB    50-000,84/03/19.8402090039 

— B4O3O60BS4   Transcript    of    840210  meeting    u/TrAntamerica    Delaval. Inc 
Owners   Group    in   BethesdaiMD   re    problems    iu/ emergency    dtesel 
j an  I  rat or i 

*  NRC   -  No    Detailed   Affiliation   Given        S4/O3/10        147pp 
672O1>008         24X    Fiche    30-OOQ, 84/03/13,  64O2O9O039 

— 8403070409  Summary    of    04O316   meeting    u/Tran*america   Delaval,  Inc   Dinners 
Oroup    in   Wading    River, NY   re    program  plan    to    establish 
reliability    of   dlesel    generators   Agenda, meeting    transcript  & 
attendance    list    encl 

1-fILLERiM  A        Licensing    Branch    4        84/03/37  Licensing    Branch    4 

fipp         3370S    161         24X   Fiche    30-000. B4/03/12, 8402070039 

— 840307O423  Transcript    of    B40316  conference    in   Wading    River, NY  re 
Traniamerica   Delaval.lnc    diesel    generators   Pp    1-02 

*  Commiss loners        84/02/16        64pp,       2270B    169        34X 
Fiche    30-000,  84/03/12,  S402090039 

64032602:24  Transcript    of    B40320   hearing    in   Hauppauge.NY   re    emergency 
planning    proceeding    Pp    3,690-4,069   Supporting    documentation 
one  1 

»      Atonic    Safety   and    Licensing    Board    Panel,       B4/Q3/20        440pp 
22796' 236         24X    Fiche    50-332, B4/03/20, 8403260224 


— B4O3220313   Testimony    of    GC    Minor    re    Contentions    B5   fr   B8   Certificate    of 
9vc    encl    Related    correspondent  e  * 

MINOR, G   C         Suffolk    County,     NY         B4/03/21          17pp         22719   289         24X 
Fiche    30-322,  B4/03/31.B40332O2aS 

B4O3230008    Testimony     of    RR    Doremus    on   Contentions    24   E,  24    F    2.24   F    3, 
24  H.61    C  &  69-71    re    school     emergency    plans 

DOREMUB, R   R         Long     Island    Lighting    CD         DSD    Oi2         84/03/51          3lpp 
22728   312         24X    Fiche    30-322,84/03/21,8403230008 

B40323QO16    Testimony     of   MC    Cordaro.CA   Daverlo.ML    Miele    EC   RJ   Hatti    on 
Contention   BB  re   dose   criteria    &   cost-tenef 1 t   analysis    for 
reentry    Related    cqrrespondenc E 

CORDARO.M   C    ,     DAVEfllQ.C    A    ,     MIELE,  M   L         Long    Island   Lighting    Co         05 B 
069         84/03/21          43pp         2272B    001         24X   Fiche    30-3-22,04/03/21, 
8403230016 

8403230020    Testimony    of    MC    Cordaro.  EB   Lleberman,  ML   Mlele.ED   Robinson 
tc   JA  Weismantle    re    Contentions    24   E.  24   F  S,  24  F  3,24  M.61    C 
6   68-71    re    schools    Related    correspondence 

CORDARO.M  C    ,    MIELE.M  L        Long    Island  Lighting   Co        LIFBERMAN.  E  D 
KLD  Associates,     Inc        DSB   063         B4/03/21        400pp        22723   001        H4X 
Fichu    50-392.84/03/21,6403230020 

0403230032   Testimony    of   MC    Cor  daro,  CA   Daverlo.ML  Miele, DS  Mileti    t 
RJ  Watts    re    Contentions   60,61,63   J.  64   on   protective  action 
recommendations    Related    correspondence 
CORDARD.  M  C    ,    DAVER10.C  A   ,     MIEUE.  M  L        Long    Island  Lighting   Co        DSB 

063  84/03/21          197PD         22735   OAI         24X   Fiche    50-332,84/03/21, 
8403230032 

B40323003B   Testimony    of  MC    CordarO-D  Glascr.ML  Miele. En  Robinson, 
JA   Weismantle   J<    J   Ycdvab    on    Contentioan    24   J.  N.  72   C,  D   &   16   0 
re    planning    for    special    facilities   Related    correspondence 
CORBARQ.M   C    .     GLASSER,  I)    ,     MIELE. »   L         Long     Island    Lighting    Co         DSD 

064  84/03/21          294pp         22733   O47         24X    Fiche    30-333,34/03/21. 
B40323003B 

B40323004B   Testimony    of  MC    CordarcuCA  Baverlo.ML  MielB.SW  Porter    on 
Contention  81    re    ingestion   pathway   Related    correspondence 
COHDAF1Q,  M   C    ,     BAVERIO.C    A    ,     MIELE,  M   L         Long    Island    Lighting    Co         BSQ 
067         84/03/21          200pp         22724    131         24X   Fiche    30-322,  B4/O3/21 , 
B40323004B 

B403230066   Testimony    of  MC    Cordaro.JA  Welsmatle   t,  EB   Liefierman   on 
Contention!   72  A  &   G  re   adequate    evacuation    time    e&timates 
Related    correspondence 

CORDARO.M  C    ,    WEIEMANTLE,  J  A    ,     LIEBERMAN,  E   0        Lono    Island    Lighting 
Co,        DSB    066         B4/03/21          IBpp          22726   257         24* 
Fiche    90-322,84/03/21,  B40323OO66 

B  4  0323  007  3    Testimony    of    MC    Cordaro.CA   Raverl  o.  ML   Miele   (•   RJ    Watts    an 
Contention   85  re    recovery    &  reentry    Related    correspondence 
CORDARO.M  C    ,    DAVERIB.C   A    ,    MIELE,  M  L        Long    Island   Lighting   Co        DSD 
060         04/03/21          44pp         22736    230         2flX    Flche    30-322,84/03/21, 
8403230073 


a403HKOZaB  Forward*    testimony    on  Group    II    B   Contention*    21   E.24  F  2   fc 
F  3,  Bf-   J,  24   N.  60,  61,63,  69,  70,  71,  72,85  &  80   Testimony    for 
Contflntions    11    h    15  will    be    filed    on   B40330  Related 
c  orr**pondenca 

LETBCHE,  K  d        Ulrkpatriek,    Lockhart,    Hill,    Christopher    (.Phillips 
LETSCHE.K  J        BuffoU    County,     NY        DBB   035        B4/03/2I 
LAUflErfSON,J  A    ,    KLINE.J  R    i     SHON,F   J        Atomic    Bafety   and   Licensing 
Bfrard    Panel         Ip        22719.  1S7        24X    Ficha    SO-32B, 84/03/21, S40322028B 

—0403230292  Testimony    of   OJ  Jeffers    t>  AR   Ro*si    re   Contention*   34  E, 
24   F.  61,  C,  69,  7O  t>   71    Related    correspondence 

JEFFERS.O   J   ,    ROSSI, A   R         Suffolk    County,     NY        84/03/21         16pp 
23719    138        34X   Fiche    50-322, B4/03/21,  B403220388 

— 8403230377   Te.timony    of   RW  Petrllak    v»    Contentions   24   £,24    N,61    C,  69, 
7O  fc    71    Related    correspondenc* 

PETRILAK.R   H        SuffoH    County,    NY        84/03/21,       36pp         22719    174 
24X   Flchl. 30-332,84/03/21,  8403230288 

— B403aaO302  Testimony    of   NJ  Muto  ».   JT   Smith    re   Contention*    24   E,  24   F, 
24,  N,  61,C,47,  70   d   71    Related    correspondence 

MUTO, N  J  ,    SMITHiJ   T        Suffolk    County,    NY        84/03/21         13pp 
83719,200        24X   Fiehe    30-322,84/03/21,8403220288 

— 840332O309  Testimony    of   FC   Finlayson.OC   Minor   t  EP   Rodford    re 
Contention   il    Related    correspondence 

FINLAYSON-F  C    ,    MINOR, 0    C    ,    RADFORD, E  P        Suffolk   County,    NY 
B4/03/'2t        33pp.       22719    313        34X   Fiche    30-323,  B4/03/21,  B403B2O2BB 


840326001S   Transcript    of   B40321    hearing    in   Hauppauge.NV  re   emergency 
planning    proceeding    Pp    4,070-4.268 

*      Atomic    Safety    and   Licensing    Hoard  Panel        84/03/21        SOOpp 
22749   001        24X  Fiche   50-322,84/03/21,0403260012 

84O336033B  Forwards    dirett    testimony    of  CV  Failla   re  Contention   SI  F  2 
Related    correspondence 

ZAHNLeUTGR,R   J        Neu  York,    State    of        DSD   O97        84/03/21 
LAURENSON.J  A   ,    KLINE,  J  R    ,     SHDN,  F  J        Atomic    Safety   and   Licensing 
Board    Panel         Ip        H2760    163        H4X   FichB    50-322,84/03/21,8403260330 

— B403260342  Direct    testimony    of   CV   Failla   re   Contention   24    F  2   on 
agreements   tii/bus    companies    in   event   of   radiological 
acci  dent 

TAILLA.C    V         New    York,     State-    of         84/03/21          13pp         23760    166         24X 
Fiche    30-322,81/03/21, B40326O33B 

B403260377   Forwards    util    testimony    on  Contention    IB  re   adequacy    of    zone 
Ei   route    info   Related    correspondence 

FALZONE.R  R        Hunton   &  Williams         FALZONE.  R   R        Long    Island   Lighting 
Co         DSB    096         84/03/22         LAURENSON,  J   A   ,     ULINEi  J   R    ,     BHON,  F   J 
Atomic    Safety    and    Licensing    Board    Panel         Ip        33760  001         34X 
Fiche    50-322,84/03/32,040326037? 

— B403260379  Testimony    of   CA  Clauson.MC   Cordaro   ti  CA  Daverio    on 
Contention    18  re    adequacy    of    zone   &  route    info   Certificate 
of   Svc    encl 

CLAWBDN.C   A   ,    CORDARO.M   C    .     DAVERIO,  C   A        Long    Island   Lighting   Co 
B4/03/33        33np         22760   002         34X  Fiche    90-322,  B4/03/22,  B403260377 


-8403S2O310  Te*timony    of    D   Harris    fc  H  Mayer    r*    Contentions    24   J, 24   N, 
60 .  63    tt  72  Related    corr *ipond»ne« 

HARfllS.D  ,    HAVER, M        Suffolk   County,    NY        B4/03/21         43pp 
22719   246        34X  Fiche    30-332, 84/03/21,  S4032202BB 


B403270196  Transcript    of  S40322    hearing    in  Hauppauge.NY   re   emergency 
planning    proceeding    Pp    4,269-4,311 

*      Atomic    Safety    and    Licensing    Board   Panel        B4/03/2S        320pp 
22773    182        24X  Fiche    30-332,64/03/32,8403270196, 
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0403290001     Trfln-scrlpt    of    B4O337    oral     argument     In    Bethesda.MD    Pp    1-1"?2 
*       Atomic    Safety    and    Licensing    Appeal    Panel          B4/03/27 

22803  OBB      24*  Fiche  so-asa, 04/03/27,  8403270001 


V      Operator    Eiaminationi 


34033701  It  Forwards    iupp 1 emental   nuclear    poorer    plant    eiperlence    tab  I  as 
for    operating    shift    positions   Expected    CL    date    IE    B40513>in 
response     to    addl    queitinns     in    DF    Schne 1 1, Un i On    Electric    CD. 
Itr 

rlOTAfla,  J   A         Long     Island    Lighting    Co         S4/Q3/22         DENTCM,  H    R         Office 
of    Muclsar   Reactor   Regulation,    Director        Spa         33713    197         S4X 
Fiche    50-323.  84/03/23.34032701  16. 


H4031SQ013  Forward*    response    to    request    for    addl    Info  re    Class    IE 
electrical    raceway    supports    D*»tgn    supports    have    sufficient 
margin    to   aisure    that    lo«s    of    single    support  mill    not    cause 
loss    of    safety    function 

SCHUVLEH. J   0         Pacific    Oat    &    Electric    Co         04/03/07         MART1N.J   B, 
Region    3.     Office    of    Director.       3pp        E2640  337        24 X 
Fichu    30-377,84/03/07.  B4031SOO13 

B40320021B  Forwards    Rev    2    to   Procedure   EP   DP-17,     "Malfunction    of  RHR 
Sy».  "    raqueitatf    bi|    ACRS  Subcommittee    on   Diablo   Canyon    during 
B4031O   meetinfl 

BCHUVLER,  vJ  0        Pacific    Oa  i    &    Electric    Co        B4/03/12        KNIOHTDN,  0  W, 
Licensing.    Branch    3          la          22699    337         24X    Fiche    30-273,  04/03/12. 
B403S002ia 


DOCKET   50-323   DIABLO    CANVON    NUCLEAR    POWER    PLANT,     UNIT   S 

A      Appl  lcatlon/constrk>c  tion    stage    documents    &.   correspondence 

B1O3090027    F01A   request    for    records    re    1977    Nuclear    Svt s    Corp     audit    Of 
Pullman   Power   Products 

REYNOLDS.  J         Center     For    Lam    In    the    Public     Interest         84/01/30 
Office    of    rtflinlnistratlDt.         2pp         32392   329         H4X 
Fiche    30-271, a4/OI/30.B4Q30<70037 

B403010S01    Forwards    Board    Mot!  f  i  cation   B4-032  which    provides    in  caffiBPo 
transcript    Of    NRC    B401S5   meeting    u/reclplent    &    C    Stokes 
Requests    specific    identification   of    names    Si    section*    in    rept 
to    be    withheld    from   public    disclosure   W/o    ant  1 
EISENHUT.D    5         Division    of    Litenilaj         64/02/14         DEVI  HE.  T 
Qnvernment    Accountability    Project          lp          2243B    333         24X 
Flcha    90-275,  34^02/14,6103010501 

B4020?DQ04  loard   Notification    B4-O37    forui^rds   Chairman  PallaiMno  9-10107 
Itr    transmit  tting    rept    on   matters    Ts    Qrt  Case   fitudi]    C    for 
plant    Rent    enclo    compare    draft  t    final    veniOTi    of    cjst    «tudij 
t<    include    comments    on    draft    version 

EISENHUT.  D   0         Division    of    Licencing         B 4/02/2 4         DUCK, 0   K    . 
MOORE,  T   8    .     JOHNSTON.  K   n        Atomic    Safettj    and   Llceniiuj   Appeal   Panel 
3pp          S2549   036         34X    Flch*    90-275,94/02/24,6402090004 

3402090017    Soard    MatifiCdtlon    Bfl-O3a    Foruarils   RJ  Hattson   640183  mama 
tn   DG  Eisa-nhut    providing    otatu*   update    of   NRC    actloni    re 
We-at  inghousa  ECCS  actiiitioTi    logic 

E16ENHUT.D  8        Division   of    Licensing        H4/02/27        PftLLADINO, 
QILINSHY,     ROBERTS      Comtniss  i  Qners         7pp         22346   007         a4X 
Fiche    50-OOO,  O4/02/27,  B40HOIJ'OOJ7 


—  B403SQQ220  Hav  2  to  PTocBfluro  EP  DP-17,  "Malfunction  of  RHR  a^s  " 
*  Pacific  Oai  &  Electrtc  Co  82/02/19  3pp  22679  33B  24X 
Flche  30-27B,  84/03/12,  84.03300218 

8402070041    Hoard    Notification    04-Q3O  providn   Coromlttlon    pollcg 
i  tot  emeu  t    b  prcposeii    rul  eina  it  Ing    on    environ    q.ualif  icattun* 
EI3ENHUT.OO        Division    of   Llc*n»ing        84/03/14  Atomic    6*fit<j    and 

Licensing    Board    Pane-1         lOpp         Z4X   Fiche   SO-000,  Q4/O3/14,  B402090041 

6403320035   Foruants    tables    providing    detailed    operating    e>perlenc*    for 
llc«n«eil    operating    personnel    ti    licensed   t   nonlicensid 
shift    technical    advl  sort 

BCHUVLER,  J  0  pacific  Oai  t>  ElBctrlc  Co  84/03/16  DENTON,  H  R 
Office  of  Nuclear  R  fat  tar  Regulation,  Director  3pp  2H71B  aOB 
24X  FicJie  50-273r84/O3/  16,  3403220033 

5403260  17i    Informs    of    plane    to    hav*    ihlft    adviion   u/qualif  lc«tloh«   Si 

tralnlno    recommandftd    bv    Neai  —  Term  OL  Util  Oroup    on    itaff 

prior    to    Blending    3M    pouier    Advisor*   will  fai    lubj    to    final 
Bt-an   folloulng    training 

BCHUVLERiJO        Pacific    6a  i    b    Electric   Co  84/03/23,       KNI8HTON.O  M. 

Llcanaina  Branch  3  lp  2275S  234  24X  FUhB  30-273,84/03/23, 
8403260176 

B4O3?7036a  Ftaqiiffstf    that    licence   nut    be   granted    until    alitgntiont   by 
Bdiployfld    of   plant    rvtalved 

HAVDENj  T        California.     State    of        B4/03/23        PALLADINO,  N 
Commissioners         lp         23789   OO1         84X  Fich»    30-273,94/03/23, 


E      MRC   Safatij   Evaluation   Report    <BER),    suppls    b   correipondence 


B40313Olfi5   Requests   addl    info    eipllcttlv    addres>lng    specific    stops 
in   3fa(FRBQO  4{b)p(e)Jor    (d>    re   determination    of    effect    of 
operation   6  maint   activities    on  BLO-2   archaeological 
site 

UNIQHTDH.S   W         Licensing    Branch    3         B4/02/27         BCHUVLCR.J    0         Pacific 
Oas    t,  ElectfU    Co        4pp         33i.4(.   345        P4X   Fiche    SO-27S,  B4/02/37, 
B403150I65 

B40309002B  Partial    response    to   FDIA  requost    for    rec-ords    re    1977  Nuclnar 
Svca   Corp   audit    of   Pullman   POUIBT    Products    Document*    entirely 
withheld    (ref    FOIA  Eianptlon    5)    rt?vleu    of   remalnl-ng 
documents    subj    to   recjueBt    in    progress 

F ELTON.  J  M        Division   of   Rule*   and    Bccoi-is        34/03/01        HEVNCUDS.  J 
Center    For  Lau    in   the   Public    Interest        Spo         22392  331         H4X 
Flcha    SO-2VS. 94/03/01,8403090026 

3403060409  Furlfter  relponse    to   FDIA  request    for   documents    re    9FR 
related    to   operation    of    facilities   Forwards    App    B    documents 
ftpp   A   tt   D   documents    available    in    PDF)  He  view    of   rB^alnlng 
documents    tubj    to    request    In    progress 

FELTONi  J  M        Bivision   of    Rulei    and   Record*         B1/OX/02        ffAHDEj  D   P 
Oovernment   Accountab  illtij    Project         4jip         225B3   073         SAX 
Fiche    50-279,  64/03/02,  Q4030S040S 

—  B31E230356  Formal-ds    responses    to-  Al  legation!    7,  9   t.    4Q,per    031130 
request 

GFEI3.T  P  Division  of  Saf*tij  Technology  B3/I2/Q9  KN10HTON.  0 
Office  of  Wucloar  Reattor  Regulation,  Director  I2pp  B28B3  111 
24K  Fiche  50-373,84/03/03,  H4030B040& 

— B4030304S2  Foryard*    input    ati   Allegations    3J    (,   82  Fuel    loading   addr»cifiif 
In   331109   Memorand-um  t,    arBer  CLI-SS-a?  No    ilgniflcant    safety 
concBrn*   matl    to    fuel    loaning    (<   precrl tlca  1  ity    testlno 
marrant    caneinuation   or    suspension   of  actlvltiBj 
BURNS, B        Office    of    tht    Euecutive   Legal    Dlractor        03/18/0"? 

G        Dffice   Df   WwelMi1    R«"tc.r   Regulation,    Dir.etor        3pp 
24X   Fiche    50-275,34/03/03,  94030Q040& 

B4030S0436  Foruardi    aafgty    evaluation*    for   AlUjations   a,  iO,  11,  14,  13. 
I6,17,27,2B,  29,  31.33,33,33,  36,  33,03    1,   86   Ucen»i,t   approach 
for   detei-mining    containment    stability    against    U 1  tine 
acceptable 

VOLLMER.n  H,       Divi»lotl    af    Eng  I  naBrina         B3/1B/07        C1BEHHUT.D  0, 
Division   of  Licensing         3lpp        33383    132        S4X 
Fiche    50-275,B4/03/02,B4030B0403 


B4030aQOB»  F01A  p«fl,UB*t    for    SER   l>   BBEH  21    (NUREO-0673t    re    operation    of 
facUitiat 

OAnDE.B.P        Oovernment   Accountability   Projtct        84/O1/09,  Office 

of    Adminlitr«ttofl         2pp         32384    074        24X   Fie  tit    30-873,  B4/01/09, 


940303009*1  Partial    retoor**    to    FOIA   request    for   SER   r*    operation    at 
facllllrlR*  roruiard<    docunerts    lilted    on   app    Documents    alto 
placed    In  PDR,Rivl«u   of    remaining    documents    continuing 
FELTDNiJ  H        Dlviaion    of    Rules    and    Records        84/O1/33        OARDE,  B   P, 
OovarnmBnt  Accountetj  i  I  i  tij    Project        Epp        223B4   076        24X 
riehe    BO-273.  04/01/23.  B4030a0096 

—  8403080103  Allegations    91    %    92  re   NfiC    concern    that    plant    ptrtonntl 
reluctant   to    come    formam1    oiy««fetij    concerns    alnet    candor 
enil4.ng*Ts    jojj» 

«      NRC   -No   Detailed    APfill*tlon    Oiven,       G4/01/23        2pp 
33994'  OS?        H4X   Fiche    30-H75,  84/01  /23,  84030B0096 

B4O306D9&4   Fonunrd*    SSER    17    re    utll    Application    for    OLt   Suppl    addrett*! 
NRC    Evaluation    ro    brealiiii*  ter    V    •uptritrut    issues   W/o    end 
K.NIOHTON.  OH        Licensing    Branch    3        B4/02/27        SCHUYLER-JO        Pacific 
Oa»   &  Elvctrlc    Co         4pp         SSASS  363        24  X   Fichi    SO-B7Si  H4/OB/27f 
B4030&0564 

B403070104    SAFETY  EVALUATION   REPORT  RELATED   TO   THE  OPERATION  OF  DIABLO 
CANYON  NUCLEAR   POWER   PLANT,  UNITS    1    AND   2   DocUt   Nat      30-273 
Anil   50-323  (Pacific   Oa«   And    Electric  Camp  an  g  ) 
«      D-lvltion  of   Lic.n*lng        NUHEG-0473  S17,      84/02/29       SSpp. 
Available  at   NRC.        *D    00.       22SA1    214        54X   Fiche    90-273.84/08/29, 
BIO  3  0701  04, 

B  4  02090030   Board    Notification    B4-033    updates    allegation    listed    In    &9ER 
SI    tt  Board   Notification   84-OQ3   Public    allegations    not 
previously   forwardfd   h  chara.c  terliations   of   allegations   from 
confidential    source*    encl 

EIBEMHUT.DO         Division    of    Llcinsing        B4/03/OS        PALLADINO. 
QILINSKY,    RODERia      Coirmi  »«  i  on»r»         llpp.       2E55t,061        24X 
Fieha-  SQ-273.  B1/-03/0-2.  B402O90030 
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— H3I2140347  Forwards    Nuclear    Svc   Corp    1977  audit   of   Pullman   Power 
Product*   work    scape   at    fac  1 1  ity,  in   response    to   B31O04    Itr    to 
Chairman  Palladino   Attention   called    to   ASLAB   B31024    denial 
of  Joint    Intervenor   631020   motion    to    reopen    record 
DIRCKS.  W  J,       Office    of    the    Executive    Director    for   Operations 
93/11/18         THOMAS,  H   M         House    of    Rep         4pp         22S36   080         24X 
Flche    30-273,84/03/02,  8402090030 

— 8312140351    Forwards    JR   Reynolds   B3O921    Itr    expressing    concern,  on   behalf 
of  Join*    Intervenor*    re    deficient    design   &   const    of 
facility   Nuclear    Svc    Corp    1977   audit    end 

THOMAS, H   H         House    of    Rrp          B3/10/04         PALLADINO, N         Commissioners 
4pp         22996   081          24  X    Fie  he    3O-S73,  B4/O3/02,  B40209Q030 

— 8403QB02B1    "Audit   Rapt   Pullman  Power   Products   Work    Scope    at    Dlablu 
C«nuon  Site   770923-0920    " 

WEBER,  J  ,    LARSEN.G  J   ,     NEWMAN,  T  C        Pacific    Qas    t,  Electric    Co 
77/09/20         42pp          22336    O9O         24X    Flche    SO-273.  H4/O3/O2,  8402090030 

— 8312.280099  Responds    to   831021    Itr    re   rept    of    1977   audit    of    Pullman 
Power   Products   Corp   Motion    filed    before    NRC    for   revocation 
or    In   alternative. continuation    of    *u*pension    of    low   power 
OL   for    facility    Matter    referred    to   NRC 

DIRCKS, W  J        Office    of    the    Executive   Director    for  Operations 
S3/11/1B        PANETTA, L  E        House    of   Rep         4pp        22336    133        24X 
Flche    80-273i  B4/03/02,  B40209O030 

— B31S2BD107   "Proposal    for    Independent    Internal    Audit   of    Pul Iman-Ksllogg 
Effort*  at  Diablo  Canyon   " 

*      Nuclear  Eervlces   Corp         77/07/30        21pp        22556    1G4        34 X 
Ft  che.    SO-273,  84/03/02,  B402090030 

— 8401040010  Forwards    all    1 trs    which    appeared    in    Bun   Lull    Oblspo 
Telegram-Tribune    between   831019-31    re    emergency    planning 
response   plnn    for    facility    Lack    of   public    confidence    In 
response   plan   discussed 

KRANZDORF.R        Affiliation   Not  A»slgned         83/11/04        PALLADINO.N 
Commissioners         17pp         22956.173        24X   Flche    30-273,84/03/02, 
B4O2090030 

B4030BO409  Further   response    to    FOIA  rectuest    for    documents    re    8EH 
related    to   operation    of    facilities   Forward*    App    B    documents 
App   A  &   B   documents    available    in  PDR  Review   of   remaining 
document*    subj    to    request    In    progress 

FELTON.  J,  M        Division    of    Rules    and    Records        84/O3/02,       GARDE,  B  P 
Government  Accountability    Project,       4pp         KB 38 3  073        24X 
Flche: 50-273, 84/03/02.  8403QB04O3 

— B4O30B0431   Forward*    SBER    Input   re   Allegation   68  Programmatic    breakdown 
in   Pullman   Power   Products    OA  program   not    Indicated    Installed 
hardware    safety    concerns   not    Identified, 

L1EBERMAN.J        Office    of    the    Executive   Legal    Director        B3/12/27 
E1BENHUT.D        Division    of   Licensing        4pp         22383    163        24X 
Fiche    30-275,  84/03/02,8403080403 

B4033003QO  SAFETY  EVALUATION  REPORT   RELATED   TO  THE  OPERATION   OF  DIABLO 
CANYON  NUCLEAR   POWER   PLANT.Unitt    1    AND  2   Docket   Nos      30-S73 
And    SO-323,     (Pacific    Gas    and    Electric    Company) 
»     Division  of  Llcen*lng        NUREO-0673  S22       84/03/31        400pp 
Available   at  NRC.       *11    00        22B43   001        24X   Flche    30-273,84/03/31, 
B 403300300 

F      Security*    medical, _  emergency   &  fire   protection  plant 

0403230114  Public   version    of   revised    emergency    plan    Implementing 
procedures, including    Procedure*   EP   OP-9   re    lo*s    of   reactor 
coolant   pump  u/o  reactor    trip   &  EP  0-2  re   establishment   of 
organiiatlon  W/Q4O1Q5  b  O322  memo* 

THOMBERO.R  C.  .  HCHUYLER,  J  0  Pacific  Oas  &  Electric  Co  84/01/03 
MARTIN.J.B  Region  5,  Office  of  Director  33pp  22B1 1  23i  H4X 
Fiche- 50-278. 04/01/09,84032801 14 

0403070333  Public   version    of    emergency    plan    Implementing    procedures, 
including   Procedure    EP   0-4   personnel    accountability   & 
•  tseirbly   h  EP   RB-12   r>   mid    tt    high-range    plant    vent    radiation 
monitor*   H/B 40208   Itr   d   JM  Felton    B40302   release   memo 
THDMBERO,  R,  C   ,    9CHUYLER.  J   0,       Pacific   Oas    t>  Electric   Co         84/01/23 
MARTIN, J  B       Region   9,    Dfflc*   of  Director        ISOpp       22969    189       24X 
FUhf 30-279,84/01/23,  8403070339 

O4030V0173   Forwards   Rev    11    to    physical    security    plan   Rev   withheld 
(ref    10CFR73.  21). 

flCHUYLER.J  0.       Pacific    Oa*   J.   Electric    Co         B4/02/O6        MARTIN.J  B 
R*gion    9.    Office   of    Director         lp.       22973   049        24X 
Fichai  90-279'  84/02/06,  8403090172 

B4Q3230176  Forwards    revised    State    of   CA  nuclear    power   plant    emergency 
r«*panse    plan 

MEDFORD, M  0        Southern  California    Edlion  Co.       84/02/16 
EIBENHUT.D  0,       Division    of   Licensing        3B3pp        22333  OOt.       24X 
Fich»: BO-000.  B4/OB/16,  840S23017& 


— B403020II7  Revised    State    of    CA  nuclear   pnujur    plant   emergency    response 
plan  , 

*      California,     State    of         B3/04/30         29Olpp         22333   003         24X 
Fiche    50-000,  SI/02/ 16-8402230176 

8402090006  Board   Notification   54-034    forward  4    R    Vollmer   B40206  memo   to 
D  Elsenhut   re    fife    research    results    concerning    fires    In 
Electrical    cabinets    In   control    room 

EI8ENHUT.DO  Division  of  Licensing  B4/02/23  PALLADIND 
Commissioners  lp  2257b  2O3  21X  Fiche  SO-OOO.  B4/02/H3, 
84O2O90006 

— 8403OS0316  Recommends    that    Info   re    fire    research    remits    concerning 
fires    In    electrical    cabinHts    in   control    room  be    submitted 
for    board    notification,  per   NRR   Ofc   Ltr    19,  dtd   S21QO1    Further 
evaluation   of    test   data    required 

VDLLMER,fi    H         Division    of    Engineering          H4/O2/06        EISEHHUT,  D   0 
Division    of   Licensing          lOpp         22976   2O4          34X 
Fiehe    50-000,  B4/O2/23,  B402090006 

84030G0403  Further    response    to  FOIA   request    for    documsrits   re    SER 
related    to   operation   of    facilities   Forward 4    Ajp    B    documents 
App   A  &    B   dacumentl   available    In  PDR  Revieui    of   remaining 
documents    subj    to   request    in   progress 

FELTON,  J  M        Division    of    Rules   and   Records         84/03/02        8ARDE.  B  P 
Government  Accountab  i  1 1  til   Project        4pp         23363  073       24X 
Fiche    90-273,  B4/O3/02,  B4030B0403 

— 8403080411   Forwards    response    to  Allegation    RV-83-A-0034,  per  GU 
Knighton  831123  note   Temporarily    exempting    licensee    from 
maintaining    physical    security   d   safeguards    contingency 
plans    did    not    increase    rial    of   radiological    sabotage 
MCCORKLEiG  W        Power   Reactor  Safeguards    Licensing  Branch 
B3/12/01        THOMAS, C   0        Standardi  lallon    It   Special   Projects   Branch 
4pp          22SS3   077         24X   Flche    30-273.  B4/03/Oa,  B403QB04QB 

— 84030B0417  Resubmlts   response    to  Allegation    RV-B3-A-0034,  per   GU 
Knighton  831103  memo   Temporarily    exempting     licensee    from 
maintaining    physical    security   b   safeguard*    contingency    plan? 
did    not    increase    rl»l    of   radiological    sabotage 
MCCORKLE.O  H        Power  Haactor  Safeguards    Licensing  Branch 
B3/I2/OS        THOMAS, C   O        Standard  1 lation    &   Special   Projects   Branch 
3pp          329B3   OBI         24X    Flche    50-273,84/03/02,8403080405 

— Q4030B0420  Forwards    response    to  Allegation    RV-83-A-0034,  per   OH  Knighton 
821122  note   Temporari lij    exempting    llcensae    from  maintaining 
physical    security    &   safeguards    contingency    plans    did    not 
Increase   risk    of   radiological    sabotage 

BURNETT.R   F        Division    of    Safeguards        B3/12/OB        ElSENHUTiDC 
Division   of   Licensing         3pp        S25B3  084         H4X  Flche    50-279, 
B4/03/02, B4030B0405 

B4032BD001    Forwards    safeguards    Info   re    changes    to   Rev   11    to    security 
plan    Info   withheld    (ref    10CFR7321) 

BCHUVLER,  J  0        Pacific   Gas   fc  Electric   Co         B4/03/19       MARTIN, J  B 
Region    3,    Office    of    Director        lp        22777-131        S4X 
Fiche    50-275.84/O3/I9.B4O328000I 

B403270a03   Discusses   Southern   California   Edison    submittal    of    1903 
reviled    Btate   of   CA   emergency    response    plan    on   behalf    of    all 
State    of   CA  plants,  incorporating    plan    into    Diablo   Canyon 
Addl    planning    info   will    not    be   developed    for    Humboldt   Dag 
BCHUYLER.J  0        Pacific   Oas   &  Electric   Co         B4/03/22       DENTON.  H  R- 
Offlce    of   Nuclear   Reactor   Regulation,    Director        lp        22772    137        24X 
Flche    90-000,84/03/22.3403270203 

B403290264   Advises    that   B4O111    rev   to    physical     security    plan   b   drawings 
consistent   in/provisions    of    10CFR90   54(p)    fc   acceptable 
SCHUSTER, M  D        Region    3,     Office   of    Director         84/03/23 
SCHUYLER.J  0        Pacific   Oa*   t.   Electric    Co.        lp        22800  01O        24X 
Fiche.  90-273,84/03/23.8403290264 


0.     Adjudlcatory    correspondence 


B4020900I2   Board   Notification   84-043   forward*    840202  petition   to    dafer 
decision   re    loui   pouter   OL,made    by   Oovt  Accountability   Project 
(CAP)    on    behalf    of   Ban  Luis    Dbispo   Mothers    for   Peace 
Diitributlon    list   &   *pp    encl 

EI9ENHUT.D   0         Division    of    Licensing         B4/O2/29         MOORE,  T   S    , 
JOHNSON.  W  II    ,    BUCKrJ  H        Atomic   Safety    and    Licensing  Appeal    Panel 
3pp        67218  074        24X  Fiche    50-273,  04/03^29,  B4020900I2 

8403070044  Motion    for    extension   until    840319    to    file   response    to   Joint 
Intervenors    B40E22  motion    to    reopen   record    on    const  QA 
Certificate    of   Svc    encl 

NORTON,  B        Pacific   Gai   &   Electric   Co        NOflTON,  D,       Norton.     Burkt, 
Berry    It   French        B4/OS/29  Atomic    Safety    *nd   Licensing    Appeal 

Panel         9pp        22S41    230        24X  Fieh*   50-27S,  84/02/29, 8403070044, 
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B4Q3140Q71    Forwards    e  tpurg-a  ted    transcript   of    QflOl  S3  meet  inj    between 
staff    !t   C   Stokes.  p*r   ASLAB   6-10223    ord*r   U/o    end 

RUTHERO,  J        tearing    Branch    2         B4/02/B9         HQCRE,  T   S   ,     BUCK, J    H    , 
JOHNSON:  W  R        Atomic    SaFttj    and   Licensing   Appeal    Panel        2op 
32634    184        24X   Fiche    BO-SI'S.  B4/02/2?,  640314007  1 

B4Q306O2tiO   Response    of    Governor    JJiukmcjian    to    util  040559    motion    for 

EI tons  ion  of    time   to    respond    to  Joint    Intervflnor  940222 

notion    to  reopen  !.  motion    of   0*ukmejlan   for    HIE  eitension 
of    time    to  reply  Certificate   of   Svc    end 

STftUHWASSER.  M        California,    Stall    of        84X03/01  Atomic    Safety    and 

Licensing    Appeal    Panel         Iff         22517    132         5**   Flche   3O-27B, 34/O3/OI , 
B4O306026Q 

8403090116   Suppl    I    to  S4Q214   notion    to  augment    or.  Iti   al  terjiat  1  v«,  to 
reopen   record  Provide!    add!    eip lanantion   of    allegation!    re 
deaign   I.    design   OA  deficiencies    from  transcript  of   B40129 
meeting    Certificate    of   SVE    one] 

REYNOLDS,  J   R         Joint    Intervenors    -   Diablo   Canyon         REVNOLDSi  J   R 
Center    for  Lau    in    ttie   Public    Interest        34/03/01  Atonic    SdPetu 

and    Licensing    Appeal    Panel          ISpJ)         22S59    1B2         24* 
Fi^he    50-375.  S4/03/01.,B4030SQUB 


—  Bfl03  12002?  Affidavit    of    JD    ShiPfer,H  Patterson.  JH   Oisclom  KC   Do  in 
JB    MoehiRC    Th  ornli  errnj  ,  RD    Etiler.RK   Rhode*    !.   EM   Burns    re 
J  Coaper    040123   affidavit   t<    Joint    Int«rvenor    840214  motion 
on   design   OA 

SHIFFER.J   D    ,     PATTERBQN.R     -     OILSCLON.  J   M         Pacific    Oas   b    Electric 
Co         B4/Q3/OH         234pp          S33B7    146        24X   Fiche    30-273,  84/O3/06. 
B4P31200Q4, 

B403130010  Summariies    fears    that    Commission  uiill    discard    terms    of    1991 
order   &  will    surrender   normal    requirement!    of  Atomic   Energy 
Act   bv    perm!  tt  ing,  facll  1  ty    to    go   critical    In  quality 
indeterminate    state 
CLEWETT,  J         Government    Accoutitao  1  1  1  ty    Project         DEVINE.  T   ,     CLEHETTj  J 

San   Lull    Qhlspo    Mothers     for    Peace         B4/O3/13         PALUADINO,  N    J   > 
GILINSK.Y.V   ,    ROBERTS,?        Commi  ssioners  8264B  32i>        H4X 

Ficfie    30-S73,B4/03/13,a40313001Q 


Order    eitending    time    until    840413    for   Commit  t  ion    to   act    to 
review   ALAD-75A 

CHILK.  9  J        Office    of    the    Secretary    of    the    Commlsilan        B4/03/13 
CommilslDH«IH          lp          22633:362         24X   Fiche    30-373,84/03/13. 
8403160014 


8403063179   Order    granting    applicant   3 1022-7  motion   for   eit«nllon    of    time 
to   84031?  to  respond    to    Joint    Intcrvenon    840332  notion    to- 
reopen   record   on   canst    QA 

TOMPKINS-B   A       Atomic   Safety    and   Licenllng    Appeal   Panel         B4/03/02 
2pp         33513348         34X   Fiche    30-273,84/03/03.8403060179 

(H0307O13B  Suapl    to   940222  notion   to    reopen   record    on    iisuei    of    const 
OA  A    Llcentre   qhapicttr   t   competence   Eerloiii    daubte  re    util 
compefcenct    ta  manage   project    raised    W/Certlflcate    of  Svn 
REVWDLDS.J  ft        Affiliation  Not  Assijjned        REYNOLDS. -J  fl        Center    for 
Lau    in    the   Public    Interest        84/03/03  Atomic    Safety    and    Licensing 

Board   Fan*!        23po        2253B  231        24X  Fiche    30-573,84/03/02, 
34030 70 IBB 

B4 03 HO  179  Request   for   ei tension   af    tijue    to  310315   ta  file  responiB    to 
Joint    [ntervonor   motion    to    au-gment    or    reopen    record 
'Certificate    of  Svc    encl 

RUTQEBO, J       Hearing    Branch  2        94/03/OS  Atomic   Safety    and 

Licen-aino   Appeal   Panel         4pp         22fi24    100         24X   Fiche   SO-275,  S4/O3/02, 
^403140179 


3403190011   Motion    For    leave    to    fil*   reply    to    util    answer    in    opposition 
to   motion   to    reopen    record    Certificate    of  8vc    encl 
REYNOLDS.  J   R         Joint     Intcrvenors    -    Diablo   C«h(jon         REYNOLDS.  J,  R 
C«nter    for  Law    in    the    Public     Interest        84/03/19  Atomic    Sufitg 

and   Llcentlng    Appeal    Panel         5pp        226i9  273        24X 
Fiche    30-275,04/03/15.  B4O3170D11 

— Q403I900i£i  Jleplij    to    util    answer    in    opposition   to   Q40214   motion   to 
augment   or,  In  -al  ternat  i  ve,  to   -reopen  record  Contentions    In 
opposition    cannot   withstand    scrutiny    Certificate    of   3vc 
encl 

flEVNDLDS.J   R        Joint    Intervenors    -  Diablo   Canyon        REYNOLD a.  J  R 
Center   for    Laui    in    the  Public    Interest        84/03/15.  Atomic    Safety 

and   Licensing   Appeal    Panel,       <?6pp        22ii5  270.       B4X 
Fiche    50-27S,  B4/03/ 1 3,  B4O3 19CO1 1 

— 94O31900'21    Statement    of   C    BtoliBs    rebutting    util    defenses    at    stlsmic 
design   review 

STOKEB,  C         Joint     Interve-non    -    Diablo    Canyon         64/03/14          2ipp. 
22663    309         24X    Fiche    SO-B73.  B4/03/1S,  B4O317001 1 


B40307OJ3a  Order   requiring    governor  response    to  Joint   Intervcti-or   840214 
motion    to  reopen  retard   on    Issue    af   deilgn    Oft   bij    04030E9 
SKOEMAKEIl.C  J       Atomic    Safety   and   Licencing    Appeal    Panel         H4/03/O£> 
California,     State    of          lp         23541    343         24X    Fiche    30-273.  B-l/OS/Oi, 
B40307C-IBQ 

84Q312QOO&  Ansuer    opposing   Joint    Intervenors   B40214    motion    to    augment 
OT   reopen   record   on    design   QA  Motion   should    be   denied    in 
entirety    Certificate    of   Svc    encl 

NGJ1TON.  B        Pacific   Gas   6  Electric    Co        NORTON,  G        Norton,     Burke, 
Berry   &   French        64/03/06  Atomic   Safety    and   Licensing    Appeal 

Panel        23pp        23954    189        24X  FicNe  30-375.  B4/03/06,  B403120QOib 

— S403120D10   Affidavit    of    FC    Preismel  stei-,  DJ   Curtis, HJ   Jacobson.tlE 
Lfrppkt,OH  Moori'FiO  Oman.LE   Shipley   t>  WH  White   re    design    QA 
mtEISMElSTER.f   ,     CUflTIS.D   J   ,     jnCGQSON,M   J         Pacific    Das    6    Electric 
Co         B4/03/03         lOlpp         23506   331         24K   Fiche    30-273.  B4/03/OA, 
B403120QU& 


B403190100   Ansuier   opposing    Joint    Intervenor   B40214  motion    to    augment 
or.  in   a]  ternat  ivE-,  to   reopen    record    on   design  QA    Issues 
Motion    failed    to    justify    either    augmentation   or    reopenlnfi 
record   Certificate    of    Svc    encl 

SUTBERO.J  ,    CHANDLER.  L    J         Hearing    Branch   2        KCOURREN,  H  J        Hoar  in} 
Branch    1        84/03/15  Atomic    Safety   and  Licencing   Appeal    Panel 

29pp         22667   SIS         24X    Flche    5O-275,  B4/O3/1  3,  B403190100- 

— B403170I02  Affidavit    of    JP    Knight   re  Joint    Intervenors    motion    to 
augment    or  .In  al  ternati  ve.  to   r top  en   record 

KNIOHT.JP        Division    of    Enflineerins        B4/03/13  Atomic    9a*»tv 

and    Licensing   Appeal    Panel         l*pp        226a7  244        24X 
Fiche    50-273,  B4/O3/ 1  5,  B403)  9O100 

— B403190IOA   Affidavit   of   H   HaTtiman   re  Joint    Intervenors    motion    to 
augment    or. In   al ternati ve. to   reopen   record 

HARTZMAN.M        Division    of    EtlD  Ineer  ing        84/03/13        22p  p         2St,67  21,0 
S4X    Fiche    30-279:84/03/13-3103190100 


-81031 2001  a  Affidavit   of    M  Treiler,R   Oman   b  H  Leppke   re   filitory    of 
antlte    engineering    imaSl    bare   piping   program    description 
TpESLER.M   ,     OMAN.R    ,     LEPPKE,  H        Pacific    Oas    b   EUetrie    Co 
S4/0^/0^         SBpp         S2SB7   070        2flK    FicHc    50-275,  B-l/Oa/OA,  B4O312O006 


"a4031<?ailO   Affidavit    of    SD   H#ynold»    re  Joint    Intervenors   B40214  motion 
to   augm«nt   or. in    alternative. to   r*open  record 

REYKPLDB,  S    D.        Rvgion    ]j     Office    of   Director         B4/03/1 3         Bpp 
22667   Sfl£        S4X   Fiche    S0-279i  84/03/1  Si  8403190100 


-8103120015  AFPldavlt   of   LB  Manc-oba    re   deslc-n   verification    (<   const   of 
small    b-ore   pip'    support    vi/1 

MWJUODA.L   13       Bechtel    Corp        Q4/03/04        i-pp        23567    120,       24 X 
FJCho    30-273,04/03/06^403150006 


-e4031<70114   Affidavit    of    TW   Bishop    r*  Joint    Intervenors    B40214   motion 
augment   or, in    alternative,  to   reopen  record 

QIBHOP.T  M        Region    3,     Office   of    Director        84/03XOB        4pp 
22667  290^        24X   Fl  ehe  '  SO-275,  S4/03/I3,  B4O3I90IOO 


-B403120017   Affidavit    of  A  Shuttermjin   re   design    QA  81  covei-up    of    hanger 
recalculdtlon 

SHOaTERf1AH,A       Bechtel    Corp        B4/03/04        4pp        02M7    134         34* 
Fiche    50-S73,  84/03/06,  B40312CO06 


-IB40312001B  Affidavit    of  RD   Etiler   re  design    OA  b  QC 
qualifications 

ET7LER.R   D       Pacific   Gas   J,  Electric    Co        84/03/06 
B2SB7    13B         24X   Fiche    30-275.  B4/03/0&,  B403120006 


4pp 


-B403190116  Affidavit    of    JR    Fair   re   Joint    Intirvenors   B40214   notion 
to  augment    or,  In    alternative,  to   reopen   record 
FAIRrJ  R        Division   of   Emorjentij   Preparedness   t  Englnierfng 
Response    (Post   830103)         84/03/OB.      6pp        22667.294        24  X 
Fith*    BO-373,  B4/O3/15,  940319O100 


Affidavit    of    CY    Li*ng    re    deficienclei    In  RHR    syi    deilgn 
LIAN*.  C,  V        Division    af    Systems    Integration    (post  B11003} 
64/03/15        30pp         22667;300        24X   Flehe   50-273,  S4/03/  13,  B403190100 


-B40312C-032  Affidavit    of   HD   Friend    re   dtiign    QA  ii   utll/Dechtel    contract 
FR!EKD,H   D         pacific    Oat    t   Electric   Co         B4/03/03        2pp 
23387    142        24^  Ficfte   50-275. B4/03/06,  3403120006 


-B4031(M)1B2  Affidavit    of    F   Ro*a   f«   RHR   s<js 

FOBflj F        Division    of    Sustems    Integration    (post  81 1003 K 
17pp         22A67  330        24X    Fiche    30-273,84/03/13,8403190100 


B4/03/19 


-B403120023  Affidavit    of    DJ  Curtis    re   design  OA  (<  iraall    tore    pipe 
support   group    drawing 

CURTIS.D  J       Brchtel    Corp        B4/03/09        2pp        223S7   144        24X 
Fiche    50-27D, 84/03/06,6403120006 


-8403190126  Affidavit    of    JL    Creus    re   Joint    Inttrvenors   B402M    nation 
ta    augment    or,  In    al terna tive-i  tflj  reopen  rtcord 
CREWS.  J  L        Region    5.     Dfflc*   of  Director        B4/03/14        9p  p 
22667   347        24X   Fleh«    30-S7&.  04/03/13,  B4031901QO 
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— 8403190130  Supplemental  affidavit    of   JL  Crews    on   add]    Info    re   Joint 

Intervenors   motion    on  OA   deficiencies 

CREWS. J  L        Region    3.  Office   of    Director        84/03/13         Ip 

22667   332         24X    Fiche  50-273, 84/03/13,  0403190100 

--9403190134   Affidavit    of    H   Bchlerllng    re   Joint    Intervenors    040214  motion 
to    augment    or.  in    al ternative, to    reopen    record    Unexecuted 
affidavit    of  PJ  Korrlll    encl 

SCHIERLINQ.H        Licensing    Branch    3        64/Q3/13        3pp        32667  353 
S4X  Ficha    50-275.34/03/13,8403190100 

64032:10033  Request    for    extension   of    time    until    8404O3  to    file   response 
to   Joint    Intervenors    motion    to   reopen   record    on    const    QA 
Certificate    of   Svc    encl 

CHANDLER. L  J        Hearing    Branch    2        B4/O3/16  Atomic    Bafetg    and 

Licensing   Appeal   Panel         4pp        22704  330        24X   Fiche    50-275,94/03/16. 
6403310033 

B40321O114  Forwards   PJ  Mori-ill    signed    t>   corrected    affidavit    as    addendum 
to   NRC   640315  response    to   Joint    Intervenors    motion    to 
augirant    or   reopen    design    QA   record   Related    correspondence 
CHANDLER,!.  J.       Hearing    Branch    S        84/03/16        MOORE.  T  S    ,    BUCK.  J  H 
Atomic    Safety   and    Licensing    Appeal    Panel         JOHNSON.  W  R        Atomic 
Ba.?«ty    and   Licensing    Board    Panel         2pp         22707    126        24X 
FiehB.  30-275,  04/03/16,84032101 14 


8403270006    Informs    that    12    add]    affidavits    in    support   of   Holders    for 
Peace    B4O301    petition   to    defer   licensing    submitted    to 
Region   V  Related    correspondence 

•      Government   Accountability    Project        DSQ    113        B4/03/23 
PALUADINO.N   J         Commissioners         Ip         2277O   O09         24X 
Fiche     30-273,84/03/23.0403270006 

6403270347    Telecopy    Hr    expressing   view   that   no    low    poiuer    license 
should    be    granted    until    all    safety    questions   &   allegations 
re  solved 

Q'CONNELL.J         California,     State    Of         DSH    142         84/03/23 
PALLADIND, N         Commits  loners          Ip         22709   003         24X 
Fiche    30-275,  B4/O3/33.  B403270347 

0403270332    Telecopy    Itr    urging    assurance    that   alleged    safety    hazard! 
checked    &    thoroughly    evaluated  before   granting    license 
BRDNZAN.B         California.     State    of         DSD    140         04/03/23         PALLADINO,  N 
Commissioners         Ip         22789   004         24X   Fiche    50-373,84/03/23. 
8403370352 

0403260375  Requests    opportunity    to    discuss   OL    Issuance  Commission 
should    not   vote   on    lou   power    tasting 

LEVY,  B    .     EHARPE.C         Affiliation   Not    Assigned         DSB   093         04/03/26 
PALLADINQ.N  ,    QILIN6KY,  V    ,    ROBERTS.  T  M        Commissi oners         Ip 
32760    138         2flX   Flche    50-375,84/03/26,8403260375 


— S403210119  Affidavit    of    PJ  Morrlll    as    addendum    to   NflC   840313  response 
to    Joint    Intervenors   motion    to    augment    or    reopen    design    QA 
record, Prof   qualifications    of  JP   Knight    also    end 
MORRILLrP    J.       Division    of    Resident. Reactor  Project  &   Engineering 
Programs        84/03/15  Atomic    Safety    and    Licensing    Board   Panel 

ISpp.       23707    1KB        34X   Flche   50-275,84/03/16.8403210114 

8403200133  Discusses    dispute    between    plant   workers   &   utll    re    slander 
suit    Identification    of    relevant    Issues, establishing 
accountability    for    Inaccurate    utll    statements    fr    fixing 
harduvre    from  QA   breakdown   not   yet    possible 

DEVINEiT        Government    Accountability    Project        DEV1NE,  T.       Ban   Uuis 
Qoitpo   Mothers    for   Peace         04/03/19        PALLADIND, N  J  ,     GILINSKY.V  , 
ROBEHT0.  T.       Commissioners         SOpp         22699  047        24X 
Fllho.:  30-275,  B4/03/I9,  8403200133 

B4O3210159  Decision   ALAB-763   affirming    LBP-B2-70    granting    authorization 
to    oparate    facility, w/1 isted    conditions 

SHOEMAKER, C   J        Atomic    Safety    and    Licensing    Appeal    Panel         DSB   031 
B4/O3/30        122pp        22710    144        24X   Flehe    50-273,84/03/20,8403210159 

8-403220106  Forwards  renewal  of  application  for  stay  to  permit 
completion  of  administrative  review  &  opportunity  for  court 
rev  leu  of  Joint  Intervenors  emergency  motion 

BEYNOLDS.J  R.       Center    for    Law    in    the   Public    Interest        REYNOLDS,  J  R 
Joint    Intervenors   -   Diablo   Canyon        OSB   044        84/03/HO 
PALLADINO.N  ,    QILINBKY, V   ,    ROBERTO, T       Commissioners       3pp, 
22713    304        B4X  Fiche    30-275,84/03/20,8403220106 

— 8403220110  Renewal    of   application    for    stay    to    permit   review   of   Joint 
Intarvenors    emergency    motion  Unexecuted    affidavit   of   M  Kaku 
b   Certificate   of   Eve    encl 

REYNOLDS,  J.R        Joint    Intervenort    -  Diablo   Canyon        REYNOLDS,  J  R 
Center   for  Lau  in   the   Public    Interest       04/03/20  Atomic   Safety 

and    Licensing   Appeal   Panel        23pp,      22713  306       24X 
Flehe- 30-275,  B4/03/20,  B403220106 

9403270298  Comments    on    request    for   meeting    to    discuss    issues    raised 
by    C    Stoke*    on    submission    by    util    l>    staff    re    design  OA 
Related    correspondence 

CHANDLER, L. J        Hearing    Branch    2        D8B    139        84/03/81         DEVINE, T 
Government  Accountability    Project        3pp        22789   033        24X 
Fie  he- 50-279,  84/03/21.  B4O3270298 

8403270004   Discusses    State    of    CA   emergency    response    plan   Plan 
Incorporated    Into   Diablo    Canyon    plan  Add]    planning    iiilll    not 
b*   par  formed   for  Humboldt   Bay   per   1980   legislation  Related 
correspondence 

BCrHJVLER,  J  0,       Pacific    Das   &   Electric    Co,       DSB    117        84/03/22 
DENTQN.H  R        Office    of   Nuclear   Reactor    Regulation,     Director         Ip. 
337691341        24X  Fiche' 30-000, B4/03/22,  B403270004 

8403360005  Request*    that    tow   power    test    license   not   be   granted. 
Di»cu»iion  before   licensing   vote   requested 

LEVY.  B. ,    SHARPEiC        Affiliation  Not   Assigned        DSB    079        B4/03/23 
PALLADINO.N   ,    A98ELBTINE,  J  K    ,    BERNTHAL,  F   J      Commissianers.       Ip 
23747:356        24X  Flch*    50-273,04/03/23.8403260003 

B403260364  Forward*    12  addl    affidavits    In    support    of   840301    petition    to 
daf«r   any    futher    licensing    decisions   until    completion    of 
comprehensive   reinsp.mgt    audit   l>  audit    of    design 
verification.  H/o   entl, 

DEVINErT.  ,    CL6UETT.  J        Government   Accountability    Project.       DEVINE,  T 
Ban   Luis   Oblspo  Hothers    for   Peace        DSB    101         84/03/23 
PALLADINOrN, J  ,    OILINBKY,V.    ROBERTS,  T.       Commissioners        9pp 
aa7M:069.       24X   Flchei  90-273,84/03/23,  8403260364 


S403S60370   Requests    that    Commission   not  vote   h  authorlration    to 
operate    not   be    given    to    facility 

LEVY.B    ,     SHARPE.C        Affiliation  Not   Anslgned,       OSB   092        84/03/26 
ASSELBTINE,  J  K   ,     BEHNTHAL,  F   J       Commissioners         Ip        22760    13A        24X 
Flcne    30-273.84/03/36,  B403260378 


H      Oaneral    correapandencg 


B403O10325   Responds    to   840112   request    that   NRC   deny    PO!,E   any    type    of  OL 
for   plant   Validity    of   allegations    re   design  it   const  being 
evaluated    Commission   ulll    not   recommend    that    low  power 
license    be    fully    reinstated    until    evaluation   complete 
DENTONiH  R        Office    nf  Nuclear  Reactor  Regulation,     Director 
04/03/13        KMUTSON, J  A        Affiliation   Not   Assigned        3pp        22443  202 
24X    Fiche    30-273,84/03/15,0403010325 

— 0403010532  Expresses    concern    that    plant    poie*    grave   danger    to    environ 
public    health    of   State    of   CA  t<   urges   NRC    to    deny    util    any 
type    of    DL   due    to   continuing   design    flays 

KNUTBQNi J  A        Affiliation   Not  Assigned        04/01/12       DIRCKB, W        NRC 
-  No    Detailed   Affiliation   Given        Ip        23443   B93        21X 
Flche    50-373,84/02/15.8403010523 


I      Financ  lal    information 


8403300051    Annual   Financial    Rept    19B3  W/B40326   Itr 

MIELKE.F  W  .    SHACKELFORD,  D    ,    CRANE,  P   A        Pacific   Oas  &  Electric   Co 
83/12/31          30pp         22776    23O         24X    Flche    SQ-OOO.  B3/ 12/31 ,  B4033BOOS1 

J      Insurance   &    indemnity    Information 

B403280033  Forwards    Endorsement   40    to   NELIA  PolUu   NF-220 

CRANE.P   A        Pacific    Cas    fc   Electric   Co        84/03/21        9ALTZMAN,  J  D 
Assistant    Director    for  State   &  Licensee  Relations        2pp        22777  044 
24X   Fiche*  30-273,  84/03/21 ,  8403280033 

0      Advisory    Committee    on   Reactor  Safeguards    reports   &  correspondence 

B4033B0307   Summary    of   ACRB  Subcommittee   on  Extreme   Eiternal    Phenome-na 
831O12   meeting    w/utl 1, Hast inghouse.  TERA  &  Unlv   of    Illinois 
In   Washington, DC   re    use    of    tan   effect  methodology    in  seismic 
design    analysis    at    Diablo    Canyon   Agenda    encl 

*      ACRB   -   Advisory    Committee    on  Reactor   Safeguards        83/11/23 
ACRB   -    Advisory   Committee    on    Reactor   Safeguards        16pp.       3200B  040 
B4X    Fiche:  30-273,  63/11/23.  B4032B0307 

0403290381    Notice    of    ACR3   840405-07  meetings    In   Wash ington,  DC  Agenda 
encl 

CKILK.B   J        Office    of   the    Secretary    of    the   Commission        DBD    198 
84/03/88        6pp        22014   OBI         24X   Fiche    30-275,84/03/28,8403290301 

Q      Inspection   reports,     IE   Bulletins   t<   correspondence 

8403060136  Forwards    IE    ln»p    Rapts  30-273/03-39  tt   30-323/03-37    on 
831209-22   &   notice    of   violation 

BISHOP, T  W        Division   of   Resident,  Reactor   Project   &  Enoineering 
Program*        84/02/O3        SCHUYLER.J  0        Pacific   Oas   h   Electric    Co        2pp 
B2S06    334        24X  Fiche   50-273,84/02/03,0403060130 
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—3403060146    IE    Insp    Jlepts     30-279/63-39   I.    50-323^83-2-7    on    831303-22 
Nancompliance    noted    failure     to    properly     implement    fire    loss 
prevention   procedures    &    suppls 

SCDWN.K    .     PDLICH,   f    ,     CANTER.  H   L         Region    5,     Office    of    Director 
81/01/24        IBpp         32304    33B         24X    Fiche    5O-273, B4/O2/03.  B4O306QL38 


B4 02-0 9 002 4    IE    Info   Notice    B4-O9,  Rev    1,     "tenons   Learned    From    Inapt    of 
Fire   Protection    Bafe   Shutdomti    Sy  s    "    Bvc    lilt    encl 
JDflDAN.E  L        Division    oP    Emerjeneij    Preparedness    fc  Engineering 
Response    (Post    B3O1O3.)         84XO3/O7  Consolidated    Edison    Co      of   Neu 

York.     Inc         liapp         22633    O4-7         24X   Flche    BO-OOO,  84/03/07.  B4020?OQ24 


B4Q3060207   Forwards     IE    Inap     Repts    30-275/B4-OI    &    30-323/34-01     on 
840IO3-06   !>   notice    of   violation 

HtSHQP.T  W       Division   of    Res itfent,  Reac tor    Project   &  Enoineerino 
Programs         B4/02/17         SCHuVLER.J   O         Pacific    Gas    b   EUttric    Co         2pp 
32317    145        24X   Fitfte    5O-273.  B4/Q2/  1  7.  B4O3060S07 


9 1 O2 090 033    IE    InFo   Notice    BA-1B.     "Stress   Corrosion   Cracking    In  PUR 
BIJS    "   Bvc    list    one  1 

JORDANiE   L        Division    DP    Emergency    Preparedness    &  Engineering 
Reiponse     (Pott    B3O103)  B4/Q3/O7  Consul Idated    Edison    Co       of    New 

Vorki     Inc  llBpp          2B3S4     186          24X    Flcho    SO-OOO, 04/03/07, B40209002B 


--84030.60223   IE    Insp    Rents    5Q-275/B4-OI    t.    3O-333/B4-OI    on    B40103-Di 
Nontompltance  noted    failure    to   perform    saPetg-related 
melding    activities    in   area    of  structural    steel    ujeldino 
activities 

BURI01N.  J   F    ,     KIliSCH,  D    F         Region    5,     Office    of    Director          B4/03Y17 
flpfl         22517    119         24K    Ftche    SQ-333.  B4/O2/17.  B4D3060207 

B40I190072    IE    Info   Notice    B4-13.     "Potential    Deficiency    In    Motor 
Operated  valve   Control   Circuits  &  Annunciation    "    Bvc    list 
end 

JORDrtNiE   L        Division   of    Emergency    Preparedness    St   Engineering 
RasponsB    <Poit    8301031          B4/O2/2B  Consolidated    Edison    Co-      at    Neu 

York,     Inc         llSpp         329O9    239         24X    Flche    30-000. 94/02/26,  B401 190072 

B4D3060131   Forwards    IE   Inap    Hepts  3O-275/83-37   fc    50-333/63-25    on 
331114-18   t    1128-1209 

BISHOP,  T  U       Division   of    Res  irfent.  Reac  tor   Project    &  Engineering 
Proflrams         84/02X29        SCHUYLER.J   D         Pacific    Gas    fe   ElettrlC    Co         3pp 
22306   273        24X   Flcfto    50-275.  84/O3/29,  B4030<bQ131 

--64030*0143  Notice   of  violation   from    insp    on    B3I114-1B  &    11S0-1S09 
CANTER,  H  L        HegJon    5.     Office   of    Director         B4/O2/29         2p  p 
22906   275        24X   Fiche    5'0-275i  84/02/21?,  B40306OI  31 

— S 403040 149   IE    Insp    Repts     50-375/B3-37    t.    50-333/83-25   an    331114-16    (. 
11  SB- 1209   Noncomp  llance     rioted    failure    to    »*5UT«    that    uelding 
inspectors  qualified   t    certified    per    procedural 
requirements 

HERNANDEZ, OH   ,     ROSS,  T    M    .     K1R8CH.D   F         Region    5,     Office    of 
Oil-actor        B4/02/Z9         49pp         22306   277         34X    Fiche    BO-273,  B4/02/29, 
B403040131 


B4O2090031    IE   Bulletin   84-O2,      "FailureH    of   QE   Tijpo   HFA  Re  lag*    in   Uie    tn 
Class    IE    Safety    Eij s    "    Svc     list    encl 

DEYQUMO,  R  C         Director's    DfFlca.     Office    of    Inspection   ard 
Enfarcenrnt        B4/O3/12  Consolidated   Edison   Co      of  Nay   Yorhi     Inc 

134pp         S2B23    O94          E4X    Flche    30-000,84/03/12,8402090031 

B402090043    IE    Info   Notice    B4-19-,     "Tuia   Events    Involving   Unauthori i id 
Entries    into    PWR   Reactor    Cavities    "    Svc    Hit    encl 
JORDAN,  E   L        Division    of    Emergency    Preparedness    Si  Engineering 
Response    (Post    B3O1O3)         B4/O3/21  Consolidated    Edison   Co      of    Niu 

Vork,     Inc         123pp.       22823    229         24X   Flche    SO-OOO.  B4/O3/S1.  8402090043 

840H090044    IE    InPo   Notice    84-20,     "Bvc    Life    of   Relays    in  Baf  •  ty-Re  lat*4 
Sys    "   Bvc    list    enc 1 

JORDAN,  E   L        Division    of    Emergent  ij    Preparedness    li  Engineering 
Response    (Post    B3O103)         B4/O3/2I  Consolidated    Edison   Co      of  Neu 

York,     Inr  135pp          B2933    OO 1          24X    Fiine    30-000. B4/03/H1,  840209004^ 

S4O3140344    Board    Notification    84-066    foru«rds   SECY-B4-104    ft    NRC    imp 
at    Nuclear   Svcs   Corp    audit    of    Pullman   Pouer   Products  at 
site,  including     draft     IE    In»p     Rept    30-27B/B3-37    t,   B4O229 
final   rept 

EIBENHUT,  D  0        Division    of   Licensing        B4/03/S8         DUCK,  J  H    , 
MOORE, T   9   ,     JOHNSON. U   R         Atomic    Safety    and    Llcentlng    Appeal   Panel. 
3pp         22?47   070        24X    Flche    30-275,84/03/26,8403140244 

— 3403200301    Provide t     info    to    Commissioners   re   circumstances    surround  I fl 
documentation    of    NRC    Insp    of    1977  Nuclear    Svc*   Corp    audit 
of   Pullman  Power    Products    Co 

DIRCKS,W  J        Office    op    the    Executive   Director    for  Operations 
04/03/02         134pp         22747   O73         21 X   Flche   90-275,84/03/28, 
B4O3140244 


B40aO?0007   IE    Info  Notice   B4-14,    "Highlights    of   Recent   Transport 
Regulatory  Revs    by    DDT  d  NRC    "   Svc    list    ene  I 

GRACE,  J  N       Division  of   OAi     Safeguard*    b    Inspection  Programs    (Post 
830103}        B4/03/02  Consol  idatafi   Edison   Co      of    Nau  York.     Inc 

130pp         225S2  329         24K    Fiche    SO-OOO.  B4/03/O2,  84O20TO007 

B402070008    IE    Info   Notice    64-16,     "Failure    of    Automatic    BpTlrUJflr    5ys 
Valves    to   Oparata    "    Svc    list    encl 

JDR:DAN.E  L       Division   of    Emergency   Pr*parednestt   t   Engineering 
Response    (Post    830103)         B4/O3/02  Consolidated    Edison    CD      of  New 

Vort-     Inc        12?pp        22553    D9B       24X  Flche    50-000.  B4/03/02,  840-2090003 

840207000?   IE   Info  Notice   84-15,     "deporting    of    Radiological    Releases    " 
Eve    list  encl 

JDRQAN.E  L       Division  of   Emergency   Preparedflen   &   Enainaertus 
Hesf-onse    CPoit    830103)         84/03/03  Consolidated    Edison    Co      of   Neu 

Vopfc,     Inc         119pp         23553   217         24X    Fiche    SO-OOO.  B4/O3/03,  840?090009 


B403090011    IE   Info  Notice   B4-17,     "Problems    H/Llo.uid   Wltrooen    Cooling 
Components  Delou  Nil    Ductilitu   Temp    "   Eve    list    encl 
JtTRDAN>£  L       Division  of   Emirgencu,    Preparedness    &  Engineer  inn 
Response    {Pott    930  J  03)         84/O3/OS  Consol  1  dated    Edison    Co      of  Neu 

York,     Inc         117pp         33533    33f>        34X    Fithe    i30-000,  Bfl/03/OSi  B10B07001  1 

B403070023  Board    Notification    B4-Q43   subraita    Info   re    eians   A 
(HB*tur«menls   by    Parameter,  Inc    of  radiographs   &    field   ualds    & 
delta    ferrlte  measurements    of    selected   uields    under  Contract 
NRc-03-aa-a49 

EISENHUT.DO        Division   at    Licensing        NJJC-OB-B2-24?        B4/03/OS 
PALLADINO,    GILlNSrtY,    (IDBERTS      Commi  ssionars         3pp        S2556    247        24X 
Fiche-  50-S7S.B4/03/05,  B402070022 

--84030B0193  Foruards    "Project    duality   plan    for   Providlnj    A»Hstance   t, 
Svcs    to   Support  NRC/IE  Reoion   W   Personnel     in    NDE  &   Rev!  nu 
of   Radiographs,  "   per   Tasl    Order    54  of  Contract 
NRC-05-S2-24'9 

LOFY.R  rt       Parameter,     Inc        NRC-05-82-E47        B3/11/23        KIRBCH.D 
Region  5,    Office   of  Director        lp        22356  2SO        24X 
Fiche    SO-27S.  B4/03/OJ,  8402070032 

—9403080199  "Project   Quality   Plan   for   Providing    Aitlttance    *  Svci    to 
Support  NRC/IE  Region    IV  Perionnel    In  NDE  b  Revleu   of 
Radiographs  at   Diablo    Canij  on,  Units    1    &  2    " 

FOLEV,  H   J   ,    LOFVi  R   A         Parameter,      Ine         NflC-O5-B2-24?         POP-1B4 
83/11/22  rfflC    -   No    Detailed   Affiliation   Given         EJpp 

22S56  23]       24X   Fiche    30-H7S,  B4/03/03,  B402090O23 


R      Periodic    operating    report!    It    related    correspondence 

8403020443   ForuardE    monthLg    status    rept    of    offslte    emergencg 
proparsdnBis    for    OL   r«vleus    for   Jan    1984   Change*    in  FEtIA 
Finding    dates    not    cauied    by    delay    due    to    offslte    emergency 
p-lannlng    Issues 

DIRCKS.W   J        OPFJte    of    th*    Eitcutive   Director    for    Operatloni, 
B4/O2/31         PALLADINO      -Commls s i onars        9pp        22492,083        24X 
Flche    SO-QQO.B4/02/21,  B4O3O2O443 

B4O3330139   Foriuarde    "Environ    Investigations   at   Diablo   Canijoni  19BiZ.  " 
WARIUCK.d   W        Pacific    Qai    !.    Elettric   Co        B4/oa/BB,  Record 

Barviees    Branch    (Document    Control    Des*)         Ip,       22732  341,       24X 
Flche   30-273.84/02/28,  S40323O13? 

— £403230141    "Environ    Investigations    at   Diablo   Canuon>1982   " 

CAYOT-R   F    .     DEHRENB.  D   W         Pacific    O«l    b  Electric    Co         B3/06/30 
7AOpp          22732    342          24X    Flthe:  50-B75,  B4/02/2B,  B403230  13V 

B      Reportable    occurrenc«»,     LERs    t>   ralated    correspondence 

84032&OS33  Foruiards    summary     list    of    deficiencies    Identified    per 
10CFR50   99(e)jpart    21    t,    potential    generic    Itr   reptt    for 
c  Dinmtnts 
STAROBTECWIi  R         Division    of    Project   t>  Resident   Program*         64/02/26, 

Raglan    I,     Office    of    Director         7pp        22756' 063         H4X 
Flche    30-000.84/02/20,8403340333 

8403190048  Final    deficiency    r«pt   re   malfunction   of   valve    operator  mfg- 
by    Limltorque    Initially    reported    on   830627  Eiistlng    icreui 
ulll    be   rtplacvd    on    affected    valves    prior    to    fuel    load,  Malnt 
procedure!    mod  1  PI ed 

SCMUVLER-J  0        PotiPic    (3*1    &    Electric    Co        84/03/01        MARTIN,  J  B. 
Region    9,    QFfica    of    Director,        tp         22641   014        24X 
Ficht    SO-3a3.B4/03/01-84O31SOO4B 

8403080405  Further    response    to    FQIA  renoest    for   document!    re    SER 
r«latft<f    to-   operation    of    facllltis-t   Forward »    App    B    documents. 
App    A   b  D    document*    available    In    PDR   Review   of   remaining 
document*    sub j    to    request     In    progress 

FELTQNiJ  H        Division    of    Rules)    and   Beeordi        64/03/02        OARDE.  B  P 
Government   Accountab  1 1  Iti)    Project        4pp        22383:073        24X 
Fi Che.  50-273,  64/03/O2,B403O804O5 
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— Bfl030a0421   Requests    assistance    In   addressing    improper    design   activltii 
r*    me    of   U-boIts    If   code    break    (cade    boundary)    design,  per 
affidavit   re   allegations 

BISHOP, T   H         Division    of    Res  tdent.  Reactor    Project    (.   EngineBring 
Prcmrams        B3/11/29        E1SENHUT.  D   O        Division    of   Licencing         13pp 
SB5B3   093        24X   Fiche    50-273,04/03/02,0403000403 

8403130131    PNO-v-84-013   on    B4O307.  BBchtel    laborer    suffered    heart 
attack    while   working    in    auxiliary    bldg    Medical    attention 
provided    to    individual    at    site    Individual    pronounced    dead 
irpor    arrival    at   Sierra    Vista    Hosp 

DODDS.R    T        Region    5,    Office    of   Director        84/03/07        lp         BB64O  218 
H4X    Fie  he    30-273,  84/O3/O7, 8403130121 

T.     Hearing    transcripts    on    non-antitrust   matters 

0402090032  Board    Notification   84-048    forwards    transcript    of    B4O1E3 
seating    re   allegations    concerning    small    bore    piping   Revieui  & 
(valuation    of   allegations    continuing 

EIBENHUT, D   0         Division    of    Licensing         84/03/13         PALLAD1NO, 
OILINSKY.    ROBERTS      Comml  ssioners        3pp         67217  046.       24X 
Flchi    50-273,84/03/13.8402090032 

— 6*03130136  Forward!    transcript   of   840135  meeting    re   allegations 
concerning    Small    bore    piping    Info    Biclsed    to    protect 
confidentiality    of    NRC    sources    b    preclude    compromising 
ongoing   insps 

BI8HOP,T  W        RBgion   5.     Office   of    Director         B4/02/23 
BTRUMHA89ER.  M        California,     State    of         lp         22643  004         24X 
Flche    50-273,  84/03/13,8402090032 

— H4Q313Q144  Forwards    transcript    of   640123  meeting   re   allegations 
concerning    small    bore    piping    Info    excised    to    protect 
conf identiality    of    NRC    sources   fr   preclude    compromising 
ongoing    inipi 

BEBHQPrT  U        Region    3,     Office    of    Director        B4/02/23        REYNOLDS.  J 
Canter    for   Law   in    the   Public    Interest         lp        22645  003        24X 
FSchB    30-273,  B4/03/13,  B40Z09003S 

— B-403130192  Forwards    transcript    of    B4012S  meeting    re   allegations 
concerning    small    bore    piping    Info    eicised    to    protect 
confidential itg    of   NRC    sources   l<    preclude    compromising 
ongoing   Insps 

BISHOP, T  W        Raglan    5.     Office    of    Director,       84/02/23        CRANE, P   A 
Pacific    Oas    &   Electric     Co          lp          22643   006         24X 
Fiche    30-273,84/03/13,  B403Q90032 

— 8403130139  Forwards    transcript   of   S40123  meeting    re   allegations 
concerning    small    bore    piping    Info    excised    to    protect 
confidentiality    of   NRC    sources    &    preclude    compromising 
ongoing   Insps 

BISHOP. T  M        Region    5,     Office   of   Director        84/02/23        NORTON 
Norton.    Burke,    Berry    t<   French         lp        28643  007        24X 
Flche,  30-273,  84/03/13,  8403090032 


8403260176    Inform*    of    plans    to    have    shift  advisors   w/qual  1  fi  ca  tlcma 

training    recommended    by    Near-Term   OL    Ut i 1  Group    on    staff 

prior    to    exceeding    37.  power    Advisors    mill  be    subj    to    final 
Etam   following    training 

SCHUYLER.J   0         Pacific    Sas    1    Electric    C0         34/03/53         KNIOHTQN.G 

Licensing    Branch    3         lp         2273B   S34         24X  Flche    30-275,  S4/O3/33j 
8403260176 


DOCKET    50-324    BRUNSWICK   STEAM   ELECTRIC    PLANT,     UNIT   3 
F      Security,    medical,     emergency    li   fire    protection   plans 

8403060567  Advises    that   NRC   will   not   review   emergency    plant    to    delete 
privacy    or    proprietary    info    unless    specifically    requested    by 
licensBBiper    B1O707   Generic    Ltr   01-27   W/o    request,  entire 
plan  mill    be   placed    In  PDR 

VASSALLO,  D    B         Operating    Reactors    Branch    2         84/02/10          UTLEY,  E   E 
Carolina   Power   t,  Light  Co        2pp        22552  263        24X 
Fiche    30-334i  84/03/10.  B403O60567 

B403020118  Summary    of   8402O2  meeting   w/util    In   Bethesda,  MB    re 
exemptions    from    lOCFRSO.App    R   requirements    t   plans 
concerning   alternate    shutdown   capability    to    constitute 
acceptable    level    of    fire    protection 

MACKAV. B        Operating    Reactors   Branch    2        04/02/21  Operating 

Reactors    Branch    S         3pp          22471    174         24X   Flche    30-321, 84/02/21 . 
04030301  IB 

8403020137  Notification   of    040315  meeting    u/utll    In  Bethesfla,  MD    to 
discuss    progress    rept    on    fire    protec  t  ion,  a  1  ternate    shutdown 
ays,  1OCFR. App   H   exemptions   &    overall    completion    schedule 
HACKAY.5   D        Operating  Reactors  Branch    2        84/02/22        VASSALLO,  D    D 
Operating   Reactors    Branch    S        Bpp        B2471    141        24X 
Fiche    50-334, 84/03/23,040302015? 

8403090Oi6  Forwards    order    confirming    licensee  commitment*    TB    emnrge-ncy 

rasponsfi    capability    Order    based   on  030415  &  1014   responses 
committing    to    specified    action  W/n   enc 1 

VABBALLO,  D   B         Operating     Reactors    Branch    3  34/02/22         UTLEy,  E   E 

Carolina   Power   t>  Light  Co         lp        22573  353  24X 
Fiche-  SO-324.  84/02/22,  8403090066 

0403140536   Forwards    order   confirming    licensee   commitments    on    ejnnrnericy 
response    capability 

VA58ALLO,D  u        Operating    Reactors   Branch    2        84/02/22        UTCEy,  E   E 
Carolina    Power   d   Light   Co         2pp         22636   353         2-1X 
Flche     BO-324.  84/03/22,  04O314O236 

— 840311023?  Order    confirming    licensee    commitment    on    emergency    response 
capability    per   Generic    Ltr    02-33    (Buppl    1    to  NURCG-0737> 
EIBENHUT.D  0        Division    of    Licensing        B4/02/22  Carolina    Power 

fc    Light    Co         3pp         3S636   333         24X    Fithe    50-324,84/03/22, 
B4031 40236 


-84Q31S0162  Excised    transcript    of   840125   closed    meeting    U/C    Stokes    re 
•allegations    concerning    small    bore    piping    Pp    t-220 
«      NRC   -  No   Detailed   Affiliation   Given        04/O1/25        319pp 
SZ645  008        E4X   Flche    50-273,84/03/13,8402070032 


U.     Conflresslonal/Eiecutive    Correspondence 


0-4033&0106  Provides    current    *tatus    of    facility    licensing    process    in 
rtsponie    to   840126    Itr.BlncB    640124    hearings, NRC    has 
continued    Inveitigat Ion,  insp    h   evaluation    of   allegations, 
which    ulll    be   resolved    prior    to    low    power    author i lati on, 
DENTOht,  H  R        Office    of   Nuclear   Reactor    Regulation,     Director 
B4/03/07       MCCAHTHY.L  T       California,    State   of       4pp,      S3761   336 
H4J(    Fleh»'  30-273,  04/03/09-  B4032i0106, 

— B4O3360111    Eipresset    concern    re    po»>ibUitij    that    facility    ivill    b* 
llcvnsad   u/a   meeting    safety,    std« 

hCCARTHY, L  T,       California,     Stati    of        B4/OI/56        PALLADINO, N 
Commiasiontrt         lp         B2761    337        24X   Flche, 30-273, 84/03/09, 
6403260106 


8403060140  Forwards"  payment    of    Class    III    &  Class    I    amend    ffffli    ppr 
BH1213   (-   830502   applications    re   raSlC-lOg  ical    effluent    T«ch 
bpecs    tt  App    R   exemption   ranueste,  rBspectively 

CUTTER, A   B        Carolina  Ponuer    I*  Light   Co        04/02/29        MILLER. W  O 
License   Fee   Management   Branch        lp        22S13  349        24X 
Flche: 30-334, 04/03/29,8403060140 

0403S6Q009  Summary    of   840216  meeting   u/utll    In   Detheida,  MD    r*    util 
progress    on   alternate   shutdown  capability    assessment    b  mods 
required    by    10CFR90,  App   R   Agenda    end 

MACKAV, B        Operating    Reactors   Branch    2        04/03/01  Operating 

Reactors    Branch   2        4pp         22763  2S3        24X   Fiche    30-33-1,84/03/01, 
8403260009 

0403160383  Advises    of   840316  meeting    in  Region    II    ofc    to    discuss    App    R 
requirements   &   results    of   recent  App    R    Insps   Attendance 
should    be    limited    lo    six    utl 1    employes* 

LEWIS. R    C        Division   of   Project  tc  Resident   Programs         84/03/OH 
LJTLEY.E   E        Carolina   Power   (.   Light  Co        ip        2266O   109        24X 
FichB    30-000,84/03/02.0403160283 


B 40 327 0367  Telecopy    Itr    expressing    con earns    re    lifting    of    suspended    low 
pouer    llcinie.  Commission    should1    carefully   weigh 
ASLAB   conclutioni   h   fulfill   rnsponilbl 11 tu    to  raqulra   safe 
plant   operation, 

THOMAS,  W  M.  Houi*  of  Rip.  D8B  143.  84/03/26  PALLADINO,  N 
Comniislonen.  2pp  2E7B9, 002  34X  Flche' 30-279, B4/03/S6, 
3403370367, 


V.     Qp*rator   Examinations 


B40333OQ3B  Foruards    tables    providing    detailed    operating    eiperlence    For 
llc«n*ed    operating    personnel    Si   licensed    b   nonllcensed 
•  hl-ft    technical    advisors 

BCHUYLER, J,  0,  Pacific  Oas  &  Electric  Co  84/03/16  DENTON, H  R 
d'flcf  of  Nuclear  Reactor  Regulation,  Director  3pp  &2718  208, 
24X  Flche!  30-273.  B4/03/16.  B4 03220035 


84032900B6  Forwards    IE    Insp   Repts   30-334/84-04  t   30-3a3/84-O'l    on 
840119-0213  No   violations    or    deviations    Identified 

VERRELLI.D  M        Division   of  Project   fc   Resident   Programs         B4/Q3/07 
UTLEYi  E   E        Carolina   POUIBT   S<   Light   Co        2pp        2S806  320         24X 
Flche     30-324,84/03/07,0403290036 

— 8403290092    IE    Insp   Repts    50-324/84-04   t.   50-325/04-04   on    840113-0215   No 
violations    or   deviations    identified  Major    areas    Inspected- 
survei  1  lance,  maint,  operational    safety   ver if  icatlon,  ESF    sgs 
uialkdown,  in-of f ice   LER    reviews   *   fire   protection 
MYERS, D  0   ,    OARNER.L  H    ,    PATTERSON,  C        Region   2,    Office    aP 
Director        84/03/06        llpp        22B06   330        24X   Fichu   50-334,  04/Q3./0/. 
0403290086 
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B4Q320C033  Rev    13   to  emergency    response    p  Ian,  Vol    Kill, Boo*    1    W/840313 

auVeR?L      "carolTna   Power    tc   Light    Co         B4/O3/I4          IBpp          226B3    167 
24X   Fiche   50-324.84/03/14,8403200033 

O      Advlsoru.  Committee   on  Reactor  Safeguards    reports    t  correspondence 


B40307Q137    Ap0llcation    supplementing    B2O316,  B30i23    li    090*    requests,     for 
amend    to    Licenses    DPR-uH   «.    DPR-71, consisting    of    Tech   Spec 
changes     for    Item  *?    re    Isolation   of   HPCI    b  RC1C    mod    CNUREO- 
0737,Action    Item    II    K    3    15)    t.  Generic   Ltr   B3-02 
HOWE. P    H         Carolina   Pouor    (.  Light   Co        B4/03/ZB        VA3SALLO, D  B 
Operating    Reactors    Branch    2        2pp        S2338  31i        24X 
Flcho    30-324.  B4/02/2B, 3403070137 


840227024.3  Responds    to    FOIA    request    For    JC    Mark    801204   memo     to   ACRB   re 
hydrogen  burn,  u/ignltars   J.    documents   concerning    ceneratlon. 
combustion  or    control    of    hydroo*n    in  reactor    accidents 
Forwards  App    A  documents   App    D   document*    in   PDR 

FELTON.  J  M         Division    of    Rules    and    Records         84/01/30         HIATT.  B   L 
Ohio   Cltliens    for   Responsible    Energy         7pp          22412   OS1         24X 
Fich*    50-000.34/01/30,8402270363 

— B402370314  Forwards    summary    of    Investigations    re    hydrogen    recombiners 
6  relay   failures    in  HPCI    sys 

ZUKOR.  D  J        ACRS  -  Advisory   Committee    on   Reactor   Safeguards 
BO/10/30        MOELLEB,  D  U        ACRS  -   Advisory    Committee  on   Rsactor 
Safeduardi         4pp         32412    OB6         34X   Fiche    5O-000. 04/01/30, 
B402370363 

F      Operating    license   stage    documents    !.  correspondence 

6403Q6OQ53   Forward*   correctad    Tech    Spec    Pages    3/4    3-42   &    3/4    6-2    to 
Amend    39  to  License   DPR-71    t  Amends    63   d  91    to   Liter.ies 
DPR-71    &   DPR-6S.  respectively 

VASSALLO.D   D         Operating    Reactors    Branch    2         84/02/10         UTLEV.  E   E 
Carolina  Pouer  S.  Light   Co        2pp         23528  305        HflX 
Fiche    50-334,04/02/10,  B403O&0053 

—  8403040056  CorrecteS   Tech    Spec   Panes   3/4   3-43  S.  3/4   t>-S   to    Amend    39    to 
License   DPR-71    !.   Amends    65   &   91     to   Licenses    CPR-71    tt   DPR-62, 
resp  ec  tive Ig 

•      HRC  -  Ho    Detailed    Affiliation  Given        B4/03/IO        3pp 
33329   307         24X   Fiche    50-324,64/02/10,3403060053 

8403060067  Forwards   request    for   ad  ill    info    re    util    B209O7   request    For 
license   amend    to   reflect   mi  see  1  Uneous    T>ch    Spec    revi 
Raspon&e  requested  uibhin    60   daije    of    Itr    receipt 

VA5SALLO,D   D         Operating    Reactors    Branch    s         34/02/10         UTLEY,  E   E 
Carolina   Pouier   &   Light    Co          4pp         2232B    399         24X 
Fiche    50-324,  B4/O3/10,  B403Qa0067 

B40'3060069  Foruarda  reijues't    for   ad-d  1    info    re    Inservica    testing   of    pump* 
tc  valves,  in    order   to    complete   review  ot    331012   sutmittal 
Reapunsa  ro-^ujsted  uiithin    <13   daijs    of    Itr    receipt 

VftBBALLO.DD         Operating    Reactors    Branch    2         94/O2/1&         UTLEY.EE 
Carolina   Power    &   Light    Co         3pp         22S2B    296         24X 
Fiche    50-334,  B4/03/10,  B403060069 

B4&3060073  Fortia-rfls  request    for   add  1    info    re    util    B3llai    request    for 
approval    ta    dispose   of  uiaste    lubricating    oils    containing 
trace    amounts    of    licensed    radioactive  natl    by    onslte 
combustion  Response   requested    uitMn  60    days 

VASSALLO.DD        Operating    Reactors    Branch    2        B4/02/1&        UTLEV.E   E 
Carolina   Pomer    &   Light    Co         3pp         22S2B    293         24X 
Fiche    30-324,34/03/15,8403060073 


— 0403070163  Proposed    Tach    Spec    changes   for    Item  9  ro    Imolation    of    HPCI 
«.   RCIC    mod    (NUREO-0737,  Action    Item   II    K  3    IS)    *•   0«nerle    Ltr 
B3-02 

••      Carolina    Pouifli-    E<    Light    Co         84/02/EB         31pp          22338   31B,        24X 
Fiche     SO-3B4,  Bfl/O2/2B, B403O701  37 

B4O30o014O    Foruards    payment    of    ClaiB    III    t>  Clan    I    amend    fen    for 
BE  1213   t>    930302   application*    re  radiological    •fflutnt    Tech 
Bpoce    Ic   App   R    exemption    requests,  respectivelg 

CUTTER. A    B        Carolina    Pouer   S.  Light   Co        84/02/H9        MILLER, MO. 
Licenoe    F«a   Management   Branch         lp        22313   349        24X 
Ficne    &0-334, B4/03/S9,BflO3060140 

a4030601t7    Adviaea    that    NUHEG-0737,  Action    Items    II    K   3  30   b    II   K   3.  31 
considered    camp  IB  to.  based    on   B4O104    telcan    betuieen   hRC   t.   OE 
Licensefl    need    only    identifg    ta  NRC   ref    on   docket    to  OE 
Topical     Rept    HEDO-3O54&    or    NEDO-2036&P 

ZIMHERHAN.  B  R         Carolina    Power   &  Light    Co        S4/OS/29        VAaBALLOi  D.  H. 
Operating    Ro-actoTB    Branch    3        2pp        2251B  334,       B4X 
Fiche    90-32-1,94/02/29!  B403060167 

B4030oO296    Forwards    POB1-BEAL    Intl.  Int,    "LOCA   b   Btismle    Analgsli, 
nrirtiHyicl    Steam  Electric    Plant,"    to    demonstrate   valve 
aperabi  1 1  tijj  in    respan»e    to   NRC  S312O1    request 
HOWE,  P    H         Carolina   Power    !.  Light  Co        B4/02/29        VARQA.  S   A 
Operating    Reactors    Branch     t         3pp        23912  001        24X 
Fiche     30-324.  64/03/29, 81O306O296 

--8403060304    "LDCA    !*   Seismic    Analysl s,  Brunsulek    Steam  Electric   Pi«nt     " 
»      Posl-Bflal    Valves    International        33SS3BL-001         81/O2/13,       470 pp 
22512    O06         2flX    Fiche     30-324,84/02/39,8403060296 

3^03140287    Foruards    evaluation    of   revised    operator    r»o.u<l  iflcatlon* 
prc-aram    RBV  meets    re-nuirements   specified    in    10CFR30   33,  App    A 
&    accep  table 

VASSftLLOrD  D         Operating    Reactors   Branch   2        B4/OB/29        UTLEV.  E   E 
Carolina    Pouer    &   Light   C-a         3pp        22633   360        24X 
Flcho    30-324,84/02/29.3403110287 

8403Q90292    Application    to    amend    Licenses   DPR-71    b  DPR-6B, nvis ing    T«ch 
Specs    re    accident    monitor  tng    instrumentation   per    NUREO-0737 
&    QeniJTic    Ltr    03-36 

HOME, P    U         Carolina    Power    &  Light   Co        84/03/03        VASSALLO,  D   D 
Operating    Reactors    Br-anch    2        7pp        E2371    192        H4X 
FUhe,SO-334,  B4/O3/O2,  64-03090232, 

— B40309O26O  Proposed    Tech    Specs   rt    limiting    condition*    for    opiratlon 
surv*l  1  lanca    req.u  1  r ements    for    accident   monitoring 
InBtr-UfflEntation    per    NUREO-O737   t  Generic    Ltr   H3-36 
t      Carolina   Pouer    t>   Light    Co        84/03/02        21pp         32971    199         24X 
Flch*     30-324,64/03/02,8403090202 


8403140340   Summary    of   93121 S    meeting    ui/GE    (c   Marfc     I    Oiuneri    Group     in 
BethGBtfa. MD    rt  Mark    I    containment    uetue 1 l-dryuel 1    vacuum 
breaker    design  methodolog  ij 

SIEGEL,BL         Operating    Reactors    Branch    2         B4/O2/31  Operating 

Reactors   Branch    S        31pp          22&3B    193         24X    Fiche    50-000.  B4 /02/21 , 
3403140340 


B403I30124  Summary   of  340202   meeting    u/u  1 1 1 ,  INEL,  Beth  te  1    5.  Southern 
Svcs   Co    in  BethesdaiMD  re    equipment    environ    qualifications 
Proposed   schedule   for    implementation  uil]    be    submitted    b<j 
340022    Agenda    (.  attendance    list  end 

GROTENHUrS,K        Operating    Reactors    Branch    2        B"1/02.AH2  Operating 

Realtors    Branch    2        3pp          93646   354         S4X   Ficht    50-33*,  S4/02/22, 
9403130124 

H4030603OO  Application    for    amend   to    License*   DPR-71    h  EPR-i2, revl s Ing 
Tech   Spec  4    1    3  a   to   clarify,    uiPien    reactivity    anomaly 
turveiltance    performed   Revs    supplement   It    supersede   changes 
in  831337   Itr 

HOWEjP   W       Carolina  Pouer   *.   Ligftt    Co        a-l/03/Ba        VAS9ALLG,  D  D 
Dperatlng  Reactors  Branch    S        3pp         32316  001         24X 
Flche    50-324,  B4/03/0H.  B40306O300 

—  B40306030a  Proposed   changes    to  Tech    Spec    4    I    2   a    to  ilarifu.   uifter. 
reactivity    inomalij    surveillance    performed 

*      Carolina    Power   ti   Light    Co         84/02/20         Sf  p         22516    O04         24X 
Fiche    SO-324,  B4/OH/2B,  ai030£0300 


B4Q3310Q41    Forwards    reiponie    to   840202  request    for    addl     info    rt 
NUREQ-O737,  Items    II    F    1    4,     "Containment   Pressure    Monitor 
ays,"    I  I    F    I    3,     "Containment    Water   Level    Monitor    Sys"    b 
tl    F    1    is,     "Containment    Hydrogen  Monitor   Syi,  " 

ZIMMERMAN,  E   R         Carolina    Poiuer   t.  Light   Co        B4/03/09        VAB9ALLD.  D,  B 
Operating    Reactors    Branch    2        30pp        22705   001         24X 
Flcho    30-324.  B4/03/09,  B403210061 

B4Q321O129    Responds    to    B4O3O3   re<iuest    re   TNI    Action    Item    II, K  3    IB 
concerning    automatic    depressuriiat ion   sys    (ADS)    logic    mods. 
High    dnjbJiell    preaaure    permissive    eliminated    b  manual    Inhibit 
switch  as     to    ADS    logic    added 

HDWE-P    W         Carolina    Pouier    fc  Light   Co        84/03/09        VABBALLO.D.B 
Op&ratlno    Reactor-s    branch    2         lp        227O7   335        24X 
Fiche    3O-324.  B4/O3/O9, B4O3310129 

B4O3130273    Generic    Ltr    B4-07    to    all    licensee*    of   BHRt   re    procedural 
guidance     for    pipe    replacement    at   BUR*   Bvc    list    end 
EIBENHUT.O   O         Dlviilori    ot   Licensing        B4/03/14  Commonuit*! th 

Edison    CD         HOpp         22323   334        24 X   Flche    50-000.84/03/14.8403190279 

9403300234    Notification    of    840321   meeting    u/util    In   Bethltda.MD    tg 
discu-»s    *tatui    of    fiattery    review   itudy 
OKOTENHLflS.H         Operating    Reactors   Branch    S        B4/O3/14        VftSHALLP.  D   B 

Operating    Reactors    Branch   2        lp        22B44   352        24 X 
Fiche     5O-324.  B4/O3/ 14, B4O3300334 
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B4O321O075  Forwards    addl    info    re   BUS    steady-state   analysis   methods. per 
NRC   B4O117   requBSt    Answers    provided    to    12   of    13   questions 
raited    by    NRC    OE   will    provide    input    to    Questions    4.  0   &    13 
Addl    responses   ulll    be    submitted    by    840521 

ZIMMERMAN'S    Ft         Carolina    Power   &   Light    Co         84/03/19         VASSALLO,  D    B 
Operating   Reactors    Branch    2        2pp         22705    133        24 X 
FiehB    30-324,84/03/15,8403210075 

— S40321QOBO  Amend    1    to    "Verification    of   Carolina   Power    !<  Light   Ret    BWR 
Thermal-Hydraulic    Methods   Using    F1BWR   Coda    " 
KUNITA.fi    K         Carolina    Power    4   Light    Co         NF-15B3    04-1    A01 
84/03/31         41pp          337 OS     124         24 X    Flche    50-324,84/03/15.8403210075 

B4O3300299  Notifies    that    Class    III    t.   Class    I    fees    for   review    of   830929 
application   re    feediuater    &  main    turbine    trip/bypass    sys 
being    refunded    due    to   withdrawal    of   application 

MILLER, U  Q        License   Fee    Management    Branch         84/03/15        JONES,  J  A 
Carolina    Power    &   Light    Co          2pp         S3B44    3O?         24 X 
FIchB    50-324,84/03/13,8403300299 


B402O90O2B    IE    Info   Notice   84-18.     "Stress    Corrosion    Cracking     in   PUR 
9ys    "    Svc    1  1st    encl  % 

JORDAN.  E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    [Post    B3Q1O3)         84/03/07  Co-niO  1  idated    Edison    Co      of   New 

Vork.     Inc  HBpp         23394     186         24X    Fiche    30-000,84/03/07.8402090028 

B403290006   Forwards     IE    Insp     Rept*    30-324/84-04   !•   30-3ES/B4-04    on 
940115-0313  No    violations    or    deviations    identified 
VERRELLI.D   M        Division   of   Project    &  Resident   Program!        B4/O3/07 
UTLEV,  E   E         Carolina    Pouer    (.   Light    Co          2pp         22S06   328         24X 
Fiche    50-331,84/03/07,0403290086 

—0403290093     IE    Insp    Repts    50-324/B4-01    &    50-323/84-04   on    B4O113-02L5   No 
violations   or    deviations    identified    Major    areas    Inspected 
surveillance,  mainti  operational    safetij    verification,  EBF  «y* 
ualkdouni  in-office  LER    reviews   J<    fire    protection 
MVERS,  D   O    ,     GARNER, L   H    ,     PATTERSON,  C          Region    2,     Office    of 
Director         B4/03/O6         lipp         B2806   330         24X    Fiche    50-33 4, 84/03/07. 
84032900B6 


34O3.290QS3  Respond!    to   840221    request    for   addl    info    re  control    of   heavy 
loads    Initial    load    testing    performed    For    head    strongback. 
dryar    separator    sling    &    spent    fuel    cask    yoke 

ZIMMERMAN,  S   R        Carolina    Power  &  Light    Co        84/O3/20        VASSALLO, D   B 
Operating   Reactors    Branch    2        2pp         22806  323        24X 
FUha.  90-324,  84/03/20.  B4032900B3 

O       Inspection   reports.     IE   Bulletins    &   correspondence 

S4Q3070307  Forwards    IE    Insp    Repts    50-324/B3-42  fc    50-323/83-42   on 
331215-840115  No   violations    or    deviations    noted 

VERFIELLI.D  M        Division    of   Project   t.  Resident   Programs         84/02/06 
UTLEY, E  E        Carolina   Power   &   Light   Co        Spp         22346   175        24 X 
Flch"    30-324,  B4/02/Oi,  S403070307 

— 9403070310    IE    Insp    Repts    30-324/Q3-4H   S.    50-325/B3-42   on    831215-840115 
No    violations    or    deviations    noted    Major    areas    inspected 
surveillance,  mainti  operational    safetij    verification,  ESF   sys 
uiftlkdoun,  LER   review,  Independent    insp    &   plant    transients 
MYERS,  D  D   ,    OARNEfi.L   W        Region   2,    Office    of    Director         BEMI8,  P  R 
Division    of   Project   &   Resident    Programs         84/02/03        Bpp 
22546    177         24X    Fiche    50-334,84/02/06,8403070307 

B4O3140291    Forwards    request    for   addl    info    on    IE   Bulletin    80-11    re 
masonry   wall    design    Response    requested    in   60   days 

VABeALLQ.D  B        Operating    Reactors    Branch    2        S4/02/2I         UTLEY,  E  E 
Carolina  Pouler   &  Light   Co         13pp         22635  336        24X 
Fiche    50-324,B4/02/21,B403140291 


8402090031    IE    Bulletin   84-02,     "Failures    at    GE  Type   MFA  Relays    in   Use    in 
Class    IE  Safety   Bys    "   Svc    list   end 

DEYOUNO.R   C        Director's   Office,    Office    of    Inspection   and 
Enforcement        H4/O3/12  Consolidated    Edison  Co      of  Neu    York,     Inc 

134pp          22B23   O94         24X    Ftche    SO-000,  84/O3/  12,  8402090031 

H4O2090O43    IE    InFo   Notice  84-19,    "Two    Everts    Involving   Unauthorized 
Entries    into  PWR   Reactor    Cavities    "    Svc    list    enc 1 
JORDAN,  E  L         Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post    B3O103)        B4/03/2I  Consolidated   Edison    Co      of   Neu 

York,     Inc  lS3pp         22Q23    229        24X    Fiche    50-000, 84/03/21.  84O2O90O43 

B402090Q44    IE    Inft,   Notice  84-20.    "3vc    Life    of   Relays    in  Bit  B  ty-Rolated 
Sys    "    Svc    list    end 

JORDAN.  E  L         Division   of   Emergency    Preparedness   &  Engineering 
Response     (Post    8301O3)         34/03/21  Consolidated    Edison    Co      of   Neui 

York,     Inc  133pp         22933    OO1         24X    Fiche    30-000,84/03/21,8402090044 

R      Perioific    operating    reports    !<  related    correspondence 

8403130333  Mn-nthli;    operating    repts    For    Feb    1984  M/B40303    Itr 
HARRIBDN.F    ,     DIETZ.C   R        Carolina  Pavie-r   t-  Light   Co        B4/02/29 
DEYDUNQ.R   C         Director's   Office,    Office    of    Inspection  and 
Enforcement          IBpp         2261-V    197         24X    Fiche    50-324,  B4/02/29, 
3403130333 

9      Reportable    occurrences.    LERs   !•  relate-d    correspondence 


0403O703QO  Informs   that   start   date   for  mid-cycle    Insp    in   response   to 
NRG   concerns   re    intergranular    stress    corrosion    cracking 
-thould    be   changed    to    841102 

HDWEj  P,  U        Carolina    Power    b  Light    Co        84/02/27        DENTONr  H   R        Office 
of    Nuclear   Reactor   Regulation.    Director         Ip         22333  353        24 X 
Ffch«. 50-324,  84/02/27.  B403070200 


8305060337  Forwards    technical    rept    "Air    In    Reactor   Hater   Cleanup    Sys 
Instrument    Sensing    Lines,  "    detailing    Q21216   transmitter 
malfunction    Engineering    evaluation    should    be   performed 
SALAH,  8        Reactor    Operations    Analysis    Branch        83/04/25 
SEYFRITiH  V        Reactor   Operations  Analysis    Branch         Ip        227B9  304 
24X    Flehe    30-324,83/04/23,8303060337 


B4O1WOQ72   IE    Info  Notice    B4-13,     "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits   b  Annunciation    "    Svc    list 
•  ncl. 

JDRDANiE  L        Division    of    Emergency    Preparedness   li  Engineering 
RBipnnse    (Post    B30103)         B4/02/2B  Consolidated    Edison    Co      of   Neu 

Yorkj     Inc          llSpp          22909    239         24X    Fiche.  50-000,  84/02/28,  8401 190072 

9403090007   IE    Info  Notice   B4-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DOT  &   NRC    "   Svc    list    encl 

ORACEjJ  N        Division   of   OA,    Safeguards    &    Inspection   Program*    (Post 
B3O103)        84/03/02  Consolidated    Ed  i  ton   Co      of   Neui  York,     Inc 

13Opp         82332   329         34X    Fiche    30-000, B4/03/02,  B4020V0007 


— 8309060342    "Air    in    Reactor    Water   Cleanup    Si|s    Instrument   Sensing   Lines, 
describing   821216   transmitter  malfunction 

»      Reactor  Operations   Analysis   Branch         B3/04/2S        4pp        227B9  303 
24X    Fiche    SO-324.  83/04/39,8305060337 

B403010135   Update-d    LER   80-1 1 3/O3L-1    or,    BOJ21 1,  primary    containment 
atmospheric    control    inerting    inlet    isolation   valve   3-CAC-V4B 
discovered    u/dual    open-close    position    indication  Caused    bv 
defective    limit   switch   W/840222   Itr 

ALLEN. M   T    ,     DIETZ,  C   R        Carolina   Pouer    Si   Light  Co        84/02/32 
O'REILLY, J    P         Region   2,     Office    of    Director         3pp         22436    001         24X 
Fiche    50-324,84/02/22,8403010135 


B4OHO90008   IE    Info  Notice    84-16,     "Failure   of   Automatic   Sprinkler   Sys 
V»ly«*   to  Opt rate, "   Svc    list   encl 

•JORDAN,  E  L        Division    of   Emergency    Preparedness    tt  Engineering 
flatponse    (Post   830103)         84/03/02  Consolidated    Ediion    Co      of  Neu 

York,     Inc.       122pp,       S2353    098        24X   Fiche    50-000, 84/03/02,  B402090008 

B402090009   IE    Info  Notice    84-15,     "Reporting    of   Radiological    Releases    " 
Svc    lilt   encl 

JOnDANiE  L,       Division    of    Emergency    Preparedn«ss    t  Engineering 
RiBponst    (Post   830103)         94/03/02  Consolidated    Edison    Co      of   Neu 

York,     Inc         119pp.       32933   217        S4X   Fiehe    5O-000, 84/03/02,  B402090009 

S4OSOTOO11    IE    Info  Notice   84-17-     "Problems    U/Llquld   Nitrogen    Cooling 
Components   Btloui  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN, E  L        Division   of    Emergency    Preparedness    b  Engineering 
Response    (Post   B30103)         84/03/09  Consolidated    Edison    Co      of  Neu 

York,     Int         117pp        B2S53336        24X   FI  che-  BO-000,  84/03/09,  840209001 1 

a4O2Q70024    IE    Info   Notice    84-09i Rev    1.     "Lessons    Learned    From    Insps    of 
Fire  Protection   Safe    Shutdown   Sys    "    Svc    list    encl 
JORDAN, E  L        Division   of    Emergency   Preparedness   fc  Engineering 
HB«pont«    (Post   930103),       84/03/07  Consolidated    Edison    Co      of  Neu 

Vrnrk-     Ine         llBpp        2Si35   049        24X   Fiche    30-000, 64/03/07,  840H090024 


B403010299   Updated    LER   82-1&3/03L-4    on    B21OIO, loss    of  4,  160-volt 

emergency    bus   E-3    occurred    Caused    bij    startup    output  !>  diesel 
generator    output   breakers    falling    to    close   when   unit 
auxiliary    transformer   opened    W/840232    Itr 

POULK,  R    M    ,     DIET7.  C   R        Carolina   Pouer    fc  Light   Co  B4/02/22 

O'REILLY, J    P         Region   2,     Office    Of    Director         4pp  22432    113         24X 
Fiche    30-324,84/02/22,8403010299 

B403090235  RO    2-83-1    on  B40124, ECCB  actuation    Instrument   E41-LB-N003 
found    Inoperable   Caused    by    instrument    venting    line    problem 
Investigation   b  evaluation    incomplete    Next   rept   will    be 
submitted    by   840316 

DIETZ, C    R         Carolina  Pouer    &   Light   Co         04/02/32        O'fiEILLY,J  P 
Region    2,    Office    of    Director         Ip        22372   292        24X 
Fiche    50-324, B4/02/S2, B40309023S 

B403010393  RO    2-SR-B4-3  on   8401 1O,  Co-ibO   concentration    in   bottom 
sediment    sample   exceeded    Tech    Spec     limit    Surface   water 
samples    in    Intake    b   discharge   canals    t.    ocean   shouied    no 
Co -60   activity    Sample    frequency    Increased 

DIETZ, C    R         Carolina   Power-   t   Light   Co         B4/O3/24        D'REILLY.J  F 
Hug  ion    2,    Office   of    Director        2pp         22434  048        24X 
Flche    30-32-4. 84/02/24, B403010393 
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B4O309OO23    RO   2-B4-2    on    34O1 2?.  ujhll »    placing    equipment    clearance    on 
encrgBnc^    dleatl    generator    4jBmergency    ac    but    E-4 
ina tf vert ent ly   rendered    Inoperable    Review  of    event 
incomplete   Not    rept    uill     be     iutmittJd    by   840309 

DIETZ.C    R        Carolina    Power    t   Ligfit    Co        34/03/33         O'REILLY,  JP 
RBOion    3,     Office    of    Director          If)         32375   353         24 X 
Flche    30-321.  84/02/28.  B4O3O90O23 


3403130301    FallDUiup    RD   2-SR-B4-2    in    Sept    19S2.CO-6D    detecterf     in 
button   sediments    collected    in    stilling   basin    Increase    in 
ra-d  loact  i  vity   probably    caused    by    increased  release*    aP   Co-60 
due    to   g-eneral    decontamination   Effort 

D1ETI.C    B        Carolina    Pouer    (,    Light    Co        B4/03/29         O'RElLLVrJ   P 
Region    2,     Office    of    Director         9pp         2360 B   047        S4K 
Fiche    30-334.  B4/03/29,  B4Q31303O1 


8403130(53    LED    B4-OQ2-OO    on    B401 29.  il  i  esel    generator    output    breaker    123- 
volt   dc    normal   tontral    power    breaker    inadvertently 
de-energ  i  led  Caustif    by    auxiliary   operator  not    adhering    to 
procedures  Breaker   projo-rlu,    labeled   H/840302    Itr 
PASTVAi  M    J   .     DIETZ.  C   R         Carolina   Power   I   Light   CD         34/O3/02 
O'REILLY.  JP         Region    2.     Office    at    Director          4pp         2260B    223         24X 
Fiche    50-334.  B4/03/02. 84O313O1 52 

B4O320Q324    Discuss**    failure    of    Battery   2A2    to    pass    required     capacity 
test     in    Dec    £983    Incident    maij     lead     to    further    chang«t     in 
Tech    Spec  s,  proceilwr  e   rev   or  mods    of    battery    electrical    *yi 
LA  IN  AS.  G  C       Assistant   Director    For   Operating    Reactors         B*/Q3/05 
RUBEWSTEIW.L   S         Division     of    Engineering        2pp         2270?    146         24X 
Flihe    50-324,  04/03/05r  8403200324 

3403150179   Forwards    updated    LEfi    82-123/03L-4 

DIETZ.C   R        Carolina   Pooler    i   Llsht    Co        B4/O3/07         O'REILLY,  J   P 
Region    2.     Office    of    Director          ID          22642   Q9O        34X 
Fiche    3D-324.  B4/O3/O7,  8403150179 

8403150161:   Forwards    updated    LER    BQ~ll3/03U-t 

DIETZ, C    R       Carolina    Power    t  Light   Co       B4/03/07        O'REILLV,  J  P 
.Region    2.     Office    of    Director         2pp         22642   3B5        24X 
Fiche    50-324,  84/03/07,  B4O3150186 


DOCKET    30-335   BRUNSWICK   STEAM   ELECTRIC   PLANT.     UNIT    1 
F      Security,    medical,     emergency    &   fire   protection    plant 

B4O3Q6O567    Advisee   that  NRC   will    not    revleu   emergency    plans    to    d*lata 
privacy    or    proprietary    info    unless    specifically    requested     by 
licensee,  per   8107O9  Generic    Ltr   Bl-27  W/o   request,  entire 
plan   will    be    placed    in  PDR 

VASSALLO,  D   B         Operating    Reactors    Branch    2         B1/02/1O         UTLEV<  E    E 
Carolina  Pauier   (<  Light  Co        3pp        32353  263        34X 
Fiche    30-334,84/02/10,0403060567 

8403020118    Summary   of   340203  meeting    u/util    in  De theida,  MD    r« 
etemptiont    from   10CFR30,  App    R   roqulremen ts   !>   plans 
cqncerning    alternate    shutdown    capability    to    constitute 
acceptable    level    of    (ire    protection 

MACKAV.B        Operating   Reactors   Branch   2        84/02/S1  Operating 

Reactors    Branch   2        3pp        22491    174        24X   Flche    30-324,04/03/21. 
B403020UB 

B403QH01S9  Notification   at    B4031S  meeting   u/util    in   BetheldA.rlD    to 
discuss    prngraia   rept   on    fire    protection, al tirnate    shutdoun 
•ays,  10CFR,  App   R   exemption!    &    overall    completion    schedule 
HACKAY.S  S        Operating   Reactors   Branch    2        84/02/22        VASSAt-LjQ.  D    B 
Dparating   Jteactori    Branch   a        2pp        22491    141        24X 
Fiche   30-334,84/02/22,0403020139 

B403090066  Forwards    order    confirming    licensee  commitments    re     emBrgdney 

response    capability   Order    based    on   830415  b  1014   responses 
committing    to    specified    action   M/o    end 

VABSrtULO, D   Q        Operating    Reactore   Branch    Z  B4/02/32        UTLEY,  E    E 

Car-olina   Power  !.  Lisht  Co         Ip        33573   333  24X 
Fiche    SO- 324j  84/02/22,  B403O9OQ66 

8403L4023fa  Forwards    order    confirming    licensee    commitments    on     am^r-gency 
response    capability 

yASSALLO,  »  Q        Operating    Reactors   Branch    2        84/02/22        UTLEV,  E    E 
Carolina   Poiuer   &  Light  Co        2pp        22636  333        34X 
Ficne   5O-32H, 84/02/22,  B403140236 


640-3130078   RO  2-84-01     Ft    E4  1-LS-NOO3    vent    line    protlem    Invea  t  i  gation 
i    evaluation   cnrnplBtBif   &    event    determined   not    reportatle 
per    10CFff30   73 

DIETZ.C    R         Carolina    Power    '.   Lijfc-t    Co        84/O3/09         O'REILLY,  J   P 
Region    2,     Office    of    Director          If          22614   304         24X 
Fiche    30-324,84/03/09-9403130078 

8403130406    Special    Rept    2-SR-84-4-  on    B40204,fire    barrier     limiting 
conditions   for    operation    initiates    to  permit    repair  of 
inoperable  Fire   Door    1OS   Distortion    of   door    upper    hinge 
pravented    door    from    latching    properly  Door  returns*   to    svc 
DIETZ.C    R         Carolina    Pokier    !c    Light    Co        B4/03/0?         D'REILLVi-JP 
Region   2,     Office    of    Director         Ip          22616   049         34X 
Fiche    50-324.84/03/09,8403130406 

8403150090    NPDES   roncomp  1  ianc  e    notification    on    840321  ,  dl  scover«d    one 
cooling    diatar    pump    bay    u/o    screens    Caused  by    repair   uork 
to    damageif  bearin-g    on   pump    scroen    3D  6  problems   ui/startino 
pufflp    DutjjB   icheduled    for   B4O310    to   replace  jiirmp 

FUflR.  B    J         Carolina    Power    ft    Light    Co        04/03/12        WAK1LD,  C          North 
Carolina,     State    of          Ip          22640   361         24X   Fiche    50-324,84/03/12, 
S4O313O09-O 

3403=10133   Updated    LER    83-01B/03L-1    on   B30930.  traverse    In-core    probe 
CTIP)    detector  C   mould    not    fully    retract   from    core,  render  i  ng 
TIP    C   guide   tube    primary    containment    isolation    ball    valve 
Inoperable  Caused    by   damaged    connector  W/83O3H    Itr 
PASTVA.M   J   ,    DIETZ.C    R         Carolina    Pouer   (<   Light   Co         84/03/14 
D'REILLY.JP         Region    3,     Office    Of    Director         2pp         22707     IB3        24X 
Fiche    30-324.  8-1/03/14,  B403210123 

8*03200273   LER   B4-003-OO    on    840214,  normal    pou,,r     supply    f.BIf,r    emergency 
Km   £-1    automatically   oj  tried    due    to    bus  undervoltage 
CQnilition    sensed    bv    bu*    degraded   voltage  relau   27Dy  Cause 
unlraun    H/B40315    Itr  y         "v.i-auaB 

K         C"Dlina   Pouler   1"   Light   CD         B4/03/13         3pp 
Fiche    30-324.04/03/13,8403200273 

8403200207  Forwards   ,r.H«ln.i.»    findings  of   inve<tic,at.on    r. 
«.n.t^!^        Failure    to   recc.9"i.«    or    correct  mechanical    seal 
F  B    *'"elmeW   &  "»•"«    °t   deficiencie. 


n.,n        Carolillfl   Po««'-    S   Lnht   Co       64/03/16  Record    Services 

Branch    CDocument  Control    Dest)        6pp.      33700  ool        34, 
FlChB    90-324,84/03/16,8403200207 

a<0327024i,  LEfl  B4-004-&0   an  a4O222.«hil,   t.stinj    primary    conUinment 
IsoUtiorx   <y.   of  reactor    lou  ^at-r    lev.l, 

"      KSI 


— 8403140339  Order   confirming    licensee    commitment    on    emergency     r-Bftpantv 
capability    per   Oenoric    Ltr    S2-33    (Suppl    1    to   NUREe-0737 t 
EIBENHUT.D   0         Division    of    Licensing          B4/02/22  Carolina     Pouinr 

tc  Light  Co         9pp        22636  355        24X  Fiche    50-324,  B4/02/22, 
D40314O23c> 

B40306014O  Foruards    payment    of   Class    111    fc  C!a»»    I    amend    f»«»     far 
B21313  i,  B3O503  applications    re   radiological    effluent    Tech 
Specs  &    App   K    eiemption   rsquestsr respectively 

CUTTER,  A  D        Carolina  Power    &  Light   Co        84/02/29        MILLER,  U    D, 
License    Fee   Management   Branch         Ip        22313  34<7        SHX 
Ficha    30-324,84/02/39,0403060140 

S4032t.OOB9  Summary    of   B40316  meeting   w/utll    In   Bethe»da,MD   re     utll 
progress    on   alternate    shutdown   capability    assessment  ti   mod  * 
required    by    10CFR5O, App   R   Agenda    end 

MftCHAV,S        Operating   Reactors   Branch    2        B4/03/01  Operating 

Reactors    Branch   2        4pp        2274,3  22B        24X   Fiche    30-324,  B4/O3/0 1 . 
340336003? 

B4031A02B3   Advises   of   Bfl0316  meeting    in  Region    II    ofc    to    dUcuis    App    R 
requirement!   A   results   of    recent   App   R    intp*    Attendance 
should    be    limited    to    sit    util    employees. 

LEWIS, R    C        Division   of   Project   fe  Resident   Programs        B4/O3/G2 
UTLEV.E  E        Carolina  Power   S.   Light   Co         Ip        22660    109        S4X 
Fiche   50-000,04/03/02,0403160283 

B4&32900B6   Forwards    IE    Inap    Repts    50-324/84-04   S.   30-3S5/04-O4    on 
B40113-0213  No    violation*    or    deviations    identified 

VERRELLI.D  M        Division    of   Project   b  Resident   Programs         B4/O3/O7 
UTLEY.E  E        Carolina   Power   I<   Light  Co        2pp        22B06'32B         2<1X 
Fiche    30-324.  B4/03/07,  B4032900B6 

--84032900^2    IE    Insp    Repti    30-334/04-04  J,   30-333/04-04   on    B4O11&-O213    Ho 
violation*    or   deviations    identified   Major    areas    Inspi-ctvd. 

Hurveillancn.maint,  operational    safety   VHr iPlcatlon,  E9F   »u» 
walkdoiiin,  in-offlce   LER    reviews    b    fire    protection, 

MVERS.D   O        Region   2,    Office   of   Director        BEMIS,  P  fi         Dtvlmion     af 
Project    t  Resident   Programs        B4/03/06         llpp        22806:330          a*X 
Fiche    5O-324. B4/03/07.  8403S90006 

B4D3200033  R«v    13   to    emergency    response   plan.Vol    XIII.Booli    1     W/a4O315 

fransmittal    form 

S?VES',L        Car°Hna   Power    tc  Light   Co        B4/03/14         IBpp         23433:  167 
S4X   Flche    SO-324,  84/03/14,8403200033 
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0-     Advisory   Committee    on   Reactor  Safeguards    reports    &  correspondence 

B40.327O263  Reipond*    to   FDIA   reque*t    for  JC  Hark    001H04  memo    to   ACRS  re 
hydrogen   burn   u/Ignlters    ft    documents   concerning    generation, 
combustion    or    control    of    hydrogen    In   reactor    accidents 
Forwards   App   A  document*    App    fl   documents    in   PDR 

FELTON.J  M        Division    of    Rule*   *nd   Record!         84/01/30        HI ATT, S  L 
Ohio    Cltlivni    for   Responsible   Energy         7pp        22412   091         24X 
Fiehs    30-000,  B4/01/30,  8402270263 

— S4O2370314  Forward*    summary    of    investigations    re    hydrogen    recombiners 
*    relay    failure*    In   HPCI    lyi 

ZUKORi  D  J        ACRS  -  Advisory   Committee    on   Reactor   Safeguard* 
80/10/30        MOELLER, P   M        ACRS  -   Advisory    Committee   on   Reactor 
Safeguard*        4pp         22412  OB 4        24X  Flctie    30-000,  84/01/3O, 
B408270263 

P.     Operating    lic*n*o    (tag*    document*    &  corre«pondence 

B40323O049  Application    for    amend    to   License    DPR-71. changing    Tech   Spec 
description    of   roactor    core    fuel    as*emblie». 

HOHE,  P.  H        Carolina   Power    ft   Light   Co        84/01/31        VAS8ALLO. D  B, 
Operating   Reactors    Branch    2        Zpp        22724   348        24X 
Flehe: 30-339,  84/01/31,8403230049 

— 8403230094  Propoied    Tech    Spec    change   re    description    of    reactor    core 
fa»l    aisanbllet 

»      Carolina   Power   &  Light    Co.       84/01/31.       3pp,       22724,330        24X 
Fiehf  90-329,  04/01/31,  9403230049 

B4O3040093  Forward*    corrected    Tech   Spec    Page*  3/4   3-48  &    3/4    6-2   to 

Anemf    S9  to  License   DPR-71    fc   Amends    63   t>  91  to   Licenses 
DPR-71    i<  DPfl-62,reipectlvelg 

VASSALLO, D  B        Operating    Reactor*    Branch    2.       84/02/10        UTLEY,  E  E 
Carolina  Power    b  Light   Co         2pp.       2253B  309        Z4X 
Plena.  90-324,  B4/02/1Q,  04O306O033 

— B403Q60056  Corrected    Tech    Spec   Page*    3/4  3-43   ft   3/4  6-2    to    Amend    39   to 
Llctnit   DPR-71  t,  Amends    69   &  71    to   License*   DPR-71   ft   DPR-62, 
respectively 

»      NKC  -  No   Detailed   Affiliation   Given.       04/02/10        3pp 
22326:307        24X   Flche    30-324,84/02/10,8403060093 

84O304Q067  Forward*   requ«*t    for    add!    info   re    utll    BB0907    request    for 
llcenaa   amend    to  reflect    miscellaneous    Tach    Spec   revs 
Re»pon»t   requested    ulthln    60   day*    of    Itr    receipt 

VA88ALLQ,  D,  B        DpiratlnB    Reactors    Branch    2        84/02/1O        UTLEV,  E  E. 
Carolina  Power   &  Light   Co         4pp.       H2S2B  299.       H4K 
Fiefi*    30-324.84/02/10,8403060067 

Q4Q30&O069  Forwards   request    for   addl    Info   re    inservlc*    testing    of   pumps 
li    valve*.  In    order    to    complete    revleu   of   831012   submlttal 
Reiponie  requeittd   ulthin   4S   days   of   Itr   receipt, 

VABBALLQ-D  B        Operating    Reactor*   Branch    2        84/02/10        UTLEY, E  E 
Carotin*   Pouer   &  Light   Co.       3pp        22328-296        24X 
Flch»: 90-324, 84/03/10,8403060069 

B4Q30&O073  Foruards   r>que*t    for    'ddl    Info   re    util    931131    request    for 
approval   to   dispose   of  uiasta   lubricating   oils   containing 
tr*c»    amounts    of    licensed    radioactive   matl    by    onsit* 
combUBtion  Revponsl    riquested    ulthin   60   day*. 

VASSfSLLO,  D  B        Op»ratinfl    Reactors    Branch   2        B4/02/13        UTLEV,  E  E, 
Carol  In*  Pouir  b  Light   Co.       3pp        22328-293        24X 
Flche.  90-324,  S4/02/4 3,  8403060073. 

B4O3140340  Summary    of   831213  meeting    WOE  ft   Mark    I    Owner «    Qroup    in 
Bttn-iidaitlD  r*   Mart    I    containment    ueturell-dryuell    vacuum 
breaker    deilgn   methodology. 

SIEOEL. B, U,      Operating  Reactors  Branch   2       84/02/81  Operating 

Rtactor*  Branch  2.      91pp        22639.198       24 X  Fiche' 30-000, 84/02/21, 
6403140340 

Q4D3190124  Bumnur^    of    8402O2  meeting    u/util,  INEL, Bechtel    fc   Southern 
Svc*  Co    in  BethetdaiMD  re   equipment   anvlron   qualif icatloni 
Propond   schtdula   for   implementation  will    be   submitted   bu 
B4O322.  Agenda  i  attendance    list   end, 

CRDTENHUlSjM        Operating    Reactor*    Branch    S        84/02/22  Operating 

R**Ctor»    Branch   2,       9pp.       22646,334        24 X  Flche-  30-324,  04/02/22, 
8403190184. 

0403060300  Application    for    amend    to   Licenie*    DPR-71    It  DPR-6B, rivlilng 
T-tch    Spec   4    1   2  a    to    clarify    when   reactivity    anomaly 
curve! llanci   performed   Rev*    tupplement   ft    supertede    changes 
In  831 22?  Itr. 

HOWe. P. H        Carolina   Power    ft   Light   Co.       94/02/88        VASBALLO, D  B 
Operating  Reactor*   Branch   2.      3pp       22916  001        24X 
FlchB.  50-324,  04/08/ZB,  B403060300 

—  B40306O3O2  Proposed    change*    to   Tech    Spec    4    1.  2,  a    to   clarify   uh»n 
reactivity   anomaly    lurveillance    performed 

*     Carolina  Pouer   fc  Light   Co.      84/02/28       2pp.      Z2B16.004       34 X 
Flch*'  90-324,84/02/20,8403060300, 


0403070137    Application    supplementing    BKO316, 830623   d   0906   requests    for 
amend    to    Licenses   DPR-62    (.   DPR-7I>  c  ons  1  itlng    of   T«cti  Spac 
changes    Por    Item  9   re    Isolation  of   HPCI    ft  RCIC  mod    (NUREQ- 
0737, Action    Item   II    K  3    13)    i  Generic   Ltr   83-02 

HOWEjP    M         Carolina    Power    &    Light    Co         B4/O2/BS         VAS9ALLO,  D   B 
Operating    Reactors   Branch    3        Sft>         S2S3B  316        24X 
Fiche    30-324,B4/02/aB.B403070157 

— '0403070162  Proposed    Tech    Spec    change*    for    Item  9  r«    isolation    of   HPCI 
ft  RCIC    mod    (NUREO-0737,  Action    I  tarn    II   K  3    13)    &  Generic    Ltr 
83-03 

*  Carolina   Pouer    &   Light    Co         B4/02/28         31pp         22938    310         24 X 
Fiche    30-324,04/02/29,8403070157 

040306O140  Forwards   payment    of   Clan    III    ft  Class    I    amend    fitl    for 
S212E3  h  8303O2  applications    re  radiological    effluent   Tech 
Specs    ft   App   R    exemption   requests,  retpectlvtly 

CUTTER, A   D        Carolina  Pouer    b  Light    Co        04/02/29       MILLER, M  0 
License   Fee   Management   Branch        lp         22313  34?        24 X 
Fich»;  30-324, 04/OS/29,  0403060140 

8403060167  Advises    that  NUREO-0737,  Ac  tion    Items    1 1   K  3  30  ft    II   K  3  31 
considered    complete,  bated    on   B401O4    telcon   betuieen  hRC   ft  OE 
Llcanaee    need    only    identify    to  NRC    ret   on    docket    to  GE 
Topical    Rept   NEDD-20S66  or  NEDO-20S&6P 

ZIMMERMAN,  S,  R        Carolina   Pouer  ft  Light  Co        04/02/29       VASSALLO,  D   B 
Operating    Reactors   Branch    2        2pp,       2S310  334,       24X 
Fiche    50-3S4,  84/02/29,0403060167 

B403060B96  Forward*   PQSI-SEAL    Intl.  Inc.     "LQCA  ft  Seismic   Analy»ls, 
Brunswick    Steam  Electric    Plant,"    to    domonstrate  valve 
Operabllitg< in   rPsponie    to  NRC  831201    requett 
HOWE,  P   M        Carolina   Power    ft  Light   Co         04/02/29        WROA>  S    A 
Operating    Reactors   Branch    1         Spp        33312  001        24 X 
Flche:  90-334,  S4/02/29,  0403060296 

— 8403060304    "LQCA  ft   Seismic    Analysi  s,  Brunswick   Steam  Electric  PUnt    " 

*  Poll-Seal    Valvej    International         3232S5L-001        84/02/19        470 pp 
3S512  OO6        H4X   Flche    30-324.04/02/39,8403060896 

8403130483  Application    to   amend    License    DPR-71,  revi»ino   Tech    Spec 
Sect! on    5  3    1    re    fuel    assenb 1  let,  c hang  ing    3  00  weight 
percent   number    to   2  99  weight   percent    to   reflect    enrichment 
level    uied    In   reload   analysis 

HOWE,  P    W        Carolina   Power   4  Light  Co        84/02/29        VAS8ALLO>D  B 
Operating   Reactors    Branch    S        If        32613  331        24X 
FIcha    30-3aS,  84/02/29,8403130432 

— 8403130463   Revised   Tech   Spac    Section    3   3    1, Pages   9-1   t>   9-4    changing 
3  00   weight   percent    to   2   9?  weight   percent    to   reflect 
enrichment    level    used    in    reload   analijils 

«      Carolina  Power   ft  Light   Co        84/O2/S9        2pp        B2613  332       24X 
Ficha    30-325,  S4/02/B9.  S4031304S2 

S4O31402B7  Forwards    evaluation    of   revised    operator   requallf icatloni 
program  Rev    meets   requirements   sp*clH0d    in    10CFR30  S3,  App    A 
ft   acceptable 

VABSALLO,  D,  0        Operating    Reactors   Branch   2        84/02/S9        UTLEV,  E  E 
Carolina   Power   tc  Light   Co        3pp        22639. 360        24X 
Fiche   30-324,  84/02/29,84031  40B87 

8403090392  Application    to  amend    Licenaet    DPR-71    t  DPR-6B.  reviling   Tech 
Spsct   re   accident   monitoring    instrirmen  tat  Ion   per  NUREO-0737 
ft  Generic   Ltr   83-36 

HOME.P    W        Carolina  Power   ft    Uight   Co         04/03/02        VASSALLO,  D  B 
Operating    Reactor*    Branch    2        7pp         2K371    192        S4X 
Fiche   30-324.  84/03/02.  8403070253. 

— B403090Z60  Proposed    Tech    Specs   re    limiting    condition*    for    operation   t< 
lurveillance   requirements    for  accident  monitoring 
instrumentation  per  NUREO-0737  ft  Generic   Ltr  B3-36 

*  Carolina  Power   ft  Light    Co,      84/03/02        21pp        22371    199.      24X 
Flche     90-324,  84/03/02,  B403090232, 

8403210061    Foruiards   reipotite    to   840203   request    for  addl    info    re 
NUREO-0737,  Item*    II    F    1    4,     "Containment    Pre»»ure  Monitor 
Sy«,  "    II    F    1.9,     "Containment    Mater   Level    Monitor   sys"   1 
II.  F.I    A,     "Containment   HUdrooen  Monl  tor   8yi,  " 

ZIMHERHAN.S   R        Carolinj)  Pouer   ft  Light    Co        B4/03/09        VAS8ALLQ.D  B 
Operating   Re«ctor*    Branch    3        20Pp        25705' 001        24X 
Flchi   BD-324,  84/03/09,8403210061 

S403S10129  Responds    to   B40202    request   re    TMI    Action    Item    II    K   3.  IB 
concerning    automatic    depressurliation    syi    (ADS)    logic    mods 
High    drywell    preisure   permissive    eliminated    h  manual    Inhibit 
suiltchea    to   ADS   logic    added 

HOUE.P   U        Carolina   Power    ft   Light   Co        EH/03/09        VASSALLO,  D  B 
Operating   Reactor*    Branch    2         lp,       25707  233,       24X 
Fichu- 90-324 . 84/03/09,840321 01 29 
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B-1O313Q273   Generic    Ltr    64-07    to    all     licensees    of    DURt    re    procedural 
guidance    for   pipe   replacement   at   BWRa   Svc    li»t   end 
ErSENHUT,  D   O         Division    of    Licensing         81/03/14  Commonwealth 

Edison   Co        20pp        23B23   334        24X   Fiche   30-000. 84/03/14,  8403150273 

8403300254   Notification  of   B40331    meeting   ui/util    In   Dethe*da,MD   to 
discuss    status   of    batten)    i-evleu   study 
ORDTENKUIS.il         Operatinu    Reactors    nraneh    a         B4/03/14         VASSflLLaPD    B 

Operating    Rsactori    Branch    2         lp         22B44    35S         S4X 
Fiche    30-324. 84/03/14,840330025* 

B40321Q073  Forwards   add)    Info   re   DUF!    s tea<Jy-*tate    analysis   methods,  par 
NRC  Q401I7   request   Answer!,   provided    to   12   of    18   question* 
rala-ed    by   NRC   QE  will   provide    input    to  Oueitlons   4,8  &    13 
Addl    responses    mill    be    submitted    by    B4O921 

Z1MMERKAN.S   R        Carotin*   Power   d  Light   Co.       B4/Q3/I5        VASBALUQ,  D   B 
Operating   Reactors   Dratlch    3        2pp        32703    122        34X 
Fiche    30-324,  B4./03/13.  8403310073 

— B40331QQBO   ftmenil    1    to   "Verlf  Ication   of   Carolina   Power   *   Llsht  Ref    BUR 
Thurmal-HijdraLlU   Methods   Using   F1BWR  Coda   " 
KUNlTA.fl   K        Carolina   Pouer   t.  Light   Co        NF-1583  Q4-1    A01 
B4/03/31         41jip         2E700    1B4         24*    Fiche , 30-324,  SI/03/ 15,  6403210073 


94OaOl70007    IE   Info   Notice   84-11.     "Highlights   of   Recent   Transport 
Regulatory   Flev«   6y    DDT   t<   NRC    "    Svc    list   end 

GRACE.  JN        Division   of    QAi     Safeguards   U   Inspection   Programs    (Po-it 
B3O1O3)         B4/O3/03  Consolidated    Edison    Co      of   Neiu    York.     Inc. 

130pp         ^2^^^   329         24X    Flche    3O-OOO,  84/03/02,  B403090007 

B4O2090QOB   IE   Info   Notice-   64-16,     "Failure   of   Automatic   Sprinkler   fiyi 
Valves    to  Operate    "    Svc    list    encl 

JDRDAfJj  E  L       Division    of   Emergency   Preparedness   Si  Engineering 
Reiponie    (Post   B3Q1O3)         84V03/O3  Consolidated   EdUon   Co     of   Neu 

York.     Inc         122pp          BS353    09B         24X    Fiche    SO-OOO,  B4/03/02,  B4020?OOOB 

84Oao9000?   IE   Info   Notice   B4-19.     "Rgportlng   of   Radiological    Rellatis   " 
Svc    list   end 

JORDAN.  E   L       Dtvlilon    at    Emergency   Preparedness   i  Engineering 
Response    4Po«t   8301O3>         B4/03/O2  Consolldat«d   Edison   Co      of   Htta 

Yorfcj      Inc         ll<7pp          23333    517         24X    Flche    50-000,  B4/03  /OB  i  B402090009 


B4OB090D11    IE   Info   Notice    B4-17,     "Problems   H/Limiii   Nitrogen   Coo  line 
ComponBTit*   BBloui  Nil    Ductility   Temp    "   Svc    list   end 
JDRDflHiE  L        Division   of    Emergency   Preparedness   &   Engineering 
Rasponae    (Post    830  1O3)         B4/O3/Q5  Consolidated   Edison   Co      nt   Niu 

York,     Inc         U7|>p          33353    336         24  X    Fiche    90-000.84/03/03,3402090011 


B4  03  300299   Notifies    that   Class    TEI   &   Class    I    feel    for  review   of  830929 
app  1  i  cat  tt>n  re    reeduiater   t<  main   turbine    tr-ip/bupass   sg> 
being   refunded    due   to  withdrawal    of    application 

MILLER.W  O       License   Fe«   Marageirent    Brancli        84/O3/19        JONES,  0   A 
Carolina    Power    &  Light    Co         ?pp         2SB44   3O9         34  X 
FUfiD    SO~3S4.S4/03/13rB40330029? 

B4032900B3   Respondi    to  340221    request   for   add!    info   rt   control   of   heavy 
lo^iEs    Initial    load    testing    pe-rf  armed   for   head    itron-gbacfc. 
ilrger   separator   tling   &   spent   fuel    cast   yoke 

ZIMMEHMAN.S  R        CflPolina   Power  4  Light   Co        84/03/2O        vASSAULO,  D   B 
Operating   Reactors   Branch   2        2pp,       SBa-Oib  339        24  X 
TichB    SO-334.fl4/03/BO,B403a1?OOa3 

Q      Inspection  reports.     IE  Bulletin*   t,   cor  respond  eric  e 

B10307O307    ForuardS    IE    Insp    Repts    90-324/83-12    h    30-339/93-43    nn 
B313I3-B10113  No   violations    or  deviations   not»d 

VERRELLI.D,  M         Civilian    of    Project    *  Raildent    Ppn<jrams         B4/02/O6 
UTLEY.  E   E        Carolina   Pouer   (,  Lloht   Co        Spp        23346   173        24X 
FlchH    90-33fl,B4/OS/Oi.p  8403070307 

—6403070310    !E    Insp   liepts    50-334/Q3-42  tt   30--3aH/B3-42  on   B31E13-B4O1  1  3 
Mo   violations   or   deviations   nottjd   Major  arras    inspected 
survBlllante,iiiaintj  operational    safety   ver  iFlca  t  ion,  E9F   sgi 
ualkdount  LER   revi  BIU,  ind  frpend  ent    In-ap    d  plant   transient* 
MYERB,  D  0   ,    OARWER.L  W        RegiDn   S,    Office   of   Director         BEMIB,P   It 
Division   of   Project  &  Resident  Programs        B4/02/03        Bpp 
23346    177        S4X   Fiche    SO-334,  64/02/06,  B10307O307 

Q4031'I0291   Forwards   re-queit    For   aidl    info   on    IE  Dulletin   80-11    re 
masoTiTi;   uall    design   Response   reiuesteii    ici   AO   daiji 

VASS/iY-LDiD   B        Operating    Reactar«   Dranch   2        B4/oa/21         UTLEV,  E  E 
Carnlina   Power  81  tight   CD         ISpp        23639  336        34X 
Flcha    50-334.  B4/02/ai.  8403140371 

8403D7O200    Informs    that   start   date    for   mld-c^clo    Insp   in   response    to 
NRC   concerns   re   intergranular    stress   corrasEon   cracking 
should   be   changed    to   B41102 

HQWE.P   W        Carolina   PDiirar   S,  Light   Co        04/O2/27        DENTOM-  H   R        Office 
of   Mjelear   Reactor   Regulation,    Director         lp        23338  333,       B4K 


9403070313   Forwariii   Rev   0   to    "Design   Flept    for   R*c  Ircu  lat  ion    Su«   Htld 
Overlay   Repain   at   Brunsmick    St«am   Electric   Pl*nt  Unit    1.  " 
in   reapDnsi    to   concern*   ral»*d   bij   NRC  r*   Oct    17B3 
lutergr  anular    stress    corrosion   era  Eking    imp 

HOWE.P   14       Carolina   Power   t   Light   Co        B4/02/27        DENTON.  H   R        Officft 
of   Nuclear  Reactor  Regulation!    Director,       3pp        22347>001         24)C 
Fiche   aO-SaSj  94/02/37,  9403070313 

—  840307031B  Rev  0   to   "Deii^n   Rept    for  R«circiil*tlon   Sue   Weld   Overlay 
Repairs   at   Brunswick   Steam  Electric   Plant   Unit    1    " 
CHARNLEY.O  E  r    9UKD.  H  J  ,    WEhWER,  T  J,      NUTECH  Engineer*,    Ins 
CPL-13-103   ROO       83/11/04        30pp        22547:004,       S4X 
Fiche   50-333,91/02/27,  8403070315 

S4tm<5O072   IE    Info  Notice   B4-l3i    "Potential    Dtf  U!«TIC.IJ   In   hlot-or 
Operated   Valve  Control   Circuit*   tt  Annunciation."  five    Hit 
end 

JOREAHj  E  L        Civilian   of    Emergency   Preparednrit   t   Engineering 
Response    (fast   B30103)        B4/02/2B  Caniol  idateit   Edison   Co      of   Neu 

York,     Inc         115pp,       3S<?09   237        24X   Fiche-  30-000,  84/O2/SB,  B401  1^0072 


640E09Q024    IE   Info   Notice   81-09.  Rev   1,    "Lesion*   Learned   From    In»ps    of 
Fir*   Protection   Bafe-   Shutdown   Sy«    "   Svc    list   encl 
JORDAN,  E   L       Division   of   Emergency   Preparedness   tt  Engineering 
Response    (Post   83O1O3)         B4/O3/07  Cotisol  Idated   Edison   Co      of   Hiu 

Vort,     Inc        llBpp.       22439   04?        24X   Fiche   90-000,  84/03/07,  3402090034 

84O209002B    IE   Infa   Notice    84-13.     "Stress   Corrosion   Cracking    In  PUR 
Biji    "   Svc    list    encl 

JDRDAN.E   L        Division    of    Emergency   Preparedness   ti   Engineering 
Response    (Post    B3O103)         B4/O3/07  Consolidated   Edison   Co      of   New 

York.     Inc         HBpp         23954    IBJ,        S4X   Fiche-  90-000,  84/03/07.  8402070023 

B403290oai>  Forwards    IE    Insp    Repts   SO-324/B4-04  t>   50-353/84-04   on 
B4QU3-oai3   ND   vlplationa    or    deviations    identified 
VERRELLI.D  M        Division   of   Project   fc  Resident   Programs        B4/03/O7, 
UTUEY.E  E        Carolina    Pouier   S,   Light   Co        2pp        23B06  328        34X 
Fiche    SO-3H4,ai/03/07,84O3B70OBA 


IE    Insp   Rept*    SO-  324/04-04   ti   30-323/B4-04  on   B4011TS-0313  No 
violations    or   -deviations    identified   Major   areas    inspected 
survel  llancei  maint,  aper  Ati  anal    safety   verification,  E8F   t<]t 
uialkdowni  in-of  f  ice    LER    revieuis   Ii   fire   protection 
MVER8.D  0   ,    GARNER,  L  W    ,     PATTERSON,  C        Region   2,    Office    of 
Director        84/03/06         1  top         2BB06  330        24X   Ficlie   90-324,  84/03/07, 
B4O32700B<!i 

B4Oa090031    IE  BuiietlTi   84-02,     "Failures   of   OE   Type   HFA  Relays   In  Uit    In 
Class    IE   Safety    Sys    "   Svc    list   encl 

BEYOUNO,  R   C        Director's    Office,    Office   of    Inspection   and 
Enforcement        B4/Q3/13  Consolidated   Edison   Co      of   Neu   York*     Ine 

134pp         22833    094          24X    F^lche    SO-OOO.  B4/O3/12,  840209O031 

B402O'?0043    IE    Info   NoticB    B1-19.     "Tuio  Events    Involving   Unauthorli  etf 
Entries    into   PUR   Reactor    Cavltiei    "   Svc    list   end 
JORDAN,  E   L        Division    of   Eirisraency   Preparedness   &  Engineering 
Response    (Post    B301Q3)         S4/O3/21  Consolidated   Edl*on   Co      of   Neu 

York,     Inc         123pp         22923    SB1)        24X   Fiche   30-000,  B4/O3/21,  B4OB090043 

B  4  020  90041    IE    Info   Kotlce   B4-2O,     "Svc   Life   of   Relay*    In   Safety-Related 
SIJB,  "  9vc    Hit    enc  1 

JORDAN.  E   L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Po«t   83O1O3)         B4/O3/31  Consolidated   Edlion   Co      of  Niu 

York,     Inc         135pp         22933   001         24  X   Fiche   30-000,  84/03/21,  B4OSO70044 

R      Periodic   operating    rapoT-t*    b   related   correspondence 

B403130333  Month  lv    operating    rsptj   for   Feb    1984   M/84D30S   Ur 
HAHRiaQN,F   ,    D1ETZ.C    R         Carolina   Pouer   t,  Light   Co 
DEYQUNft.  R  C        Director's    Office,    Office   of    Inspection   and 
Enforcement         IBpp         22il4    197        34X   Fiche-  30-334,  84/02/89, 
B40t3130333 

S      Raportable   occurrences,     LERs    Ii  related   correspondence 

8403240411   Forwards   Technical    Review  Rept   AEOD/T304,     "Cau»e    op 
Containment    Isolation   Valve   F043A   to   Close    " 
SALAH.S        Reactor    Oporattc-ns    Analysis   Branch,       83/03/S3 
BEYFRIT.  K  V        Ftenttor    Qpurationi   Analysis   Branch.       lp,       23775   309. 
24X   Fiche   5O-32S,  83/03/23,  8403860411 

—  8403260414   "Cause    of    Containment    Isolation  Valve   FO42ft    to   Clesa,  " 
rt-EDD/T304-ODIO    tBfhnica.1    Tevieu  rept 

*      RaaetoT    Oporations    AnalgiU   Branch        B3/03/23        4pp        22778:310 
24X   Fittie    30-323,33/03/2318403260411 
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B103O10133   Updated    LER    83-OS7/O3L-1     on    B31 1 19,  during    unit    pouier 
per formance. temp    recorder    TR-123B  printed    erratically   Caused 
b<t    dirty    electrical    contacts    In   control    board    timing    relay 
Contacts    cleaned   &   returned    to   svc    W/B40222    Itr 

PABTVAiM  J  i  DIETZ, C  R  Carolina  Power  &  Light  Co  84/02/83 
O'REILLY, J  P  Region  2,  Office  Of  Director  2pp  22433  340 
Fleho: 30-325,84/02/22,8103010133 


B4Q3Q10134   Act    receipt    of    B40210   &   B31 103    Itrs     re    changes     to    physical 
security    plan   Changes    consistent   u/prcivlst  ons     of   • 
10CFR50    S4(p)    t,   acceptable 

LEWIS. R    C      Division    of   Project  t,  Resident    Programs         94/03/27 
PARRIS.H   &         Tennessee   Valley    Authority         2p p          22433    31O          SIX 
Fiche    30-337.  B4/02/27,  0403010154 


S403O1Q202  Updated   LER    B3-063/O3L-1    on   B31203, reactor  mater    cleanup    ays 
CRUCS)    differential    flou    indicator    1-Q31-R613    shoiued 
err-onaous    indication   On   B31207, spurious   RUGS  alarm 
annunciated    Caused    by    air    In    censing    lines    W/B40222   Itr 
PASTVA.M   J    .     DIETZ, C    R         Carolina    Power    S>   Light    Co         B4/02/22 
0'REILLYiJ   P         Region    S,     Office    of    Director         3pp         22435    2BB         24X 
Fiche    30-323,84/03/23.8403010202 


8403060147    forwards    revised    effective    pages     to    KnoiviJle    Emergency    Ctr, 
Central    Emergency    Control    Ctr>Dlv    of  Nucle-ar   Power   Emergency 
Ctr   &   Muscle   Shoals    Emergency   Control    Ctr    emergency    plan 
Imploment ing    procedures   W/o   Muscle   Shoals    pages 

MILLS,  L    M         Tennessee   Valley    Authority         B4/O3/28         O'REILLV.J    P 
Region    2,     Office    of    Director         If)         33516    163         24X 
Fiche    SO-000.  B4/02/2H,  84O306Q147 


B403J3QO35  Updated   LER    B3-063/03L-1    on   B31K03. during    unit    power 
operation,  reactor   water    cleanup    sys    differential    flow 
indicator    1-031-R613    showed    erroneous    indication   Caused    by 
entrapped   air    tn    sensing    line   Air    removed    H/S403Q7    Itr 
PABTVA.M   J   ,     DIETZ, C    R         Carolina    Pouer    it   Light    Co         84/O2/22 
O'REILLY, J   P.        Region    2,     Office    Of    Director         3pp         22643    2B7 
Ficfi  »  '  50-323.  84/02/22,  84O31  50035 


8403010395  RO  2-8R-B4-3  on    B40110,  Co-60   concentration    In    bottom 
sediment    sample    eiceeded    Tech    Spec    limit   Surface   water 
iample-1    In    Intake   &    discharge    canals    &   ocean    shoued   no 
Co-fiO    activity,  Sample    frequency    increased 

DIETZ.C   R        Carolina    Pouier   &   Light   Co        84/03/34        O'REILLY,  J  P 
Region    2.    Office   of   Director        Hpp        82434   O48        24 X 
Flcho    30-324.84/02/24,  84O301O39S 


— B40306O163    Revised     list    of    effective    pages     to    Kno«ville    Emergency    Ctr 
emergency    plan    implementing    procedures 

*  Tennessee    Valley   Authority         84/02/06         8pp          29516     16:6          24X 
Fiche    50-OOQi  B4/O3/3B,  B403060147 

— 0403060187   Revised    list    of   effective   pages    to   Central    Emergency 
Control    Ctr    emergency    plan    Implementing    procedures 

*  Tennessee   Valley  Authority        84/02/06        Spp         22316    174         24 X 
Fiche    30-OOO,  B4/O2/2S,  B403060147 

— 0403060206   Revised    list    of    effective   pages    to   Dlv  of   Nuclear    Pouier 
Emergency    Ctr   emergency    plan   implementing    procedures 

*  Tennessee   Valley  Authority        84/02/06         4pp         22316    1B2         24X 
Fiche    50-000,  B4/O2/2S,  B4030601 47 


B 4 03090 2O 3  Special    Rapt    1-BR-B4-1    during    replacement   of    equipment 
hatch. f  Ire   barrier    limiting    condition    for    operation  7-day 
tin*    frame   eiceeded    Fire    watches   mill    bi   maintained   until 
work    completed 

DIETZtC    R         Carolina    Pouier    4.    Light    Co         04/02/87         Q'REILLY.J   P 
Region   2,    Office    of   Director         lp        22374   333        24X 
Fiche    BO-323, 84/02/27,  S4O3090203 


B403160345   Entends    invitation    to  attend    region   84O316  workshop    at 
regional    ofc    to    discuss    lOCFRSO.App   R   requ  i  rometits    ti  recenb 
results    of    insp    to    help    resolve   misunderstandings   associated 
ui/requ  Iremsnts 

LEWIS.fi    C         Division   of   Project  &  Resident    Programs         B4/03/02 
PARRIS.H   Q         Tennessee    Valley    Authority         2pp          22664)    083          34X 
Ficha    30-OOO, B4/03/02.  8403160343 


8403130301    Follouiup   RO   2-SR-84-2   in   Sept    19B2,  Co-60   detected    In 
bottom    sediments    collectad    In    stilling    basin    Increase    in 
radioactivity    probably    caused    by    increased    releases    of    Co-60 
due    to    general    decontamination   effort 

DIETZrC    R         Carolina    Power    fc    Light    Co         S4/O2/29         O'REILLY, J   P 
Region    2.     Office    of    Director         Iff         3260 B   047         24X 
Flehe    30-324.04/02/29,8403130301 

8403130323  LER   B4-002-OO  on    B40203, reactor    acram   occurred    due    to    high 
nectar   vessel    pressure   Caused    by    loss    of    electrohydraul  Ic 
control    sys    fluid    actuation    supply    pressure    to   valves 
cloiing  main  turbine   bypasi   valves   W/B40302   Itr 
PrtBTVA,  M  J  ,    DIETZ.C   R        Carolina   Pouier   t<   Light   Co        84/03/02 
O'REILLY, J  P        Region    2,     Office   of   Director        4pp        32614    136        24X 
Flche    30-323,84/03/02,8403130323 

8403130049  LER   B4-001-OO   on    8401 19, during    attempt    to    Initiate 
suppression    pool    coaling    using    Loop    A   of    RHR    svc    mater    sys, 
loop    pumps   A  &  C   tripped    on    low   suction    pressure    lockout 
Caused    by   air    in   haader   Air    ventad    W/840309    Itr 

PA8TVA, M  J   ,    DIETZ,  C   R        Carolina    Pouer   &   Light   Co        B4/03/0?        3pp 
S-259B'  333         E4X   Fiche,  30-323,  B4/03/09,  B40313004? 

B40319O30H  LER  84-003-00   on    B40219,  speed    control    of   HPC!    turbine   very 
erratic    Caused    by    malfunction    of    electronic,  speed 
controller  Controller    unit    replaced    &  HPC1    sys 
satisfactorily    tested    t,  returned    to    svc    W/B40314    Itr 
PASTVA,  M  J  ,    DIETZ.C   R.       Carolina   Pouier   t.  Light    Co        84/03/14        3pp 
S 2473-263         24X    Fiche    30-329, B4/03/14,  B403170302 

8403210107  Updated   LER    B2-119/03L-1    on  S21 12O, during    steady    state    plant 
of*ralion( APRM  F  declared    Inoperable   due    to    erratic    output 
signal     from    Input   LPRH  BB-B1C,  Caused    b(j    louse    connector 
CoiiTiector    corrected.  M/B40314    Itr 

ALLEN,  H    T,  ,    DIETZ,  C.  R        Carolina   Poujer   fc  Light   Co        B4/03/14 
O'REILLY, J  P.       Region    2,     Office    of    Director,       2pp        32707   274        24X 
Flch>:  30-329,84/03/14,  840321 0139. 


DOCKET   30-327  SEOUOYAH  NUCLEAR    PLANT,    UNIT    I 

F.     Security,    medical,     emergency    b   fire   protection   plan* 


8403170370  Rev  B   to   radiological    emergency    p  l-sn>  up  dat  Ing    DOE    agreement 
Itr    in    App    E   U/B10315    Itr 

MILLS,*.   M        Tennessee   Valley    Authority        B4/O3/O7        O'REILLYi  J   P 
Region    3.     Office    of    Director         6pp         33674    307         21X 
Fiche    30-3H7, B4/03/O7,  B403190370 

B403130377   Ac k    receipt    of   840119   Itr    transmitting    Rev  7    to    security 
personnel    training    &   qualification   plan  Changes    consistent 
ui/proviBiona    of    10CFR30   34(p)    It  acceptable    for    Inclusion    in 
plan 

LEWIB.fi  C  Division  of  Project  *<  Resident  Programs  B4/O3/O3. 
PARRIB,  H  fl  Tennessee  Valley  Authority  lp  22616  293  24  X 
Fiche  30-327,84/03/08,8403130377 

8403160033  Advises    that   B4O116    rev    to   physical    security    plan 
consistent    ui/provislons    of    10CFR3D   34(p)    d    acceptable 
LEWIS, R    C         Division   of   Project  S.  Resident    Programs         84/O3/13 
PARRIB,  H   0         Tennessee   Valley    Authority         2pp          S2633     137          34X 
Fiche    50-3317.  84/03/13.0403160033 

8403160137  Advises    that  840101    rev   to    physical    security    plan    consl-stant 
ul/provisions    of    10CFR90   5-4lp)    *i  acceptable 

LEWIS, R   C         Division    of  Project  t<  Hesident    Programs         B4/03/I3 
PARRIS.  H  0        Tennessee  Valley    Authority        Spp         326S3    331         24X 
Fiche    30-327.  84/03/13,  B403160139 

B403260277   Revised   Emergency   Plan    Implementing    Procedures    BQN-IPD 
"Implementing   Procedures    Indei"   (<  SQK   IP-3    "General 
Emergency    "    M/B40320    Itr 

NOBLESrL   M    ,     CHAWLEY.  D  E    .    MILLS,  L  M        Tennessee    Valley    Authority 
B4/03/16         D'FIEILLV.JP         Region    2.     Office    of    Director          <bpp 
22733,  02B         34X   Fiche    30-327,84/03/16,8403860277 


J      Insurance   &    indemnity    information 


8403060224    Forwards    Endorsement    40    to   NELIA   Policy    NF-H47 
DUCK,  J    R         Marsh    &    McLennan.      IiU         B4/OS/2B          BALTZMAiM,  J 
Director    for    State   &  Licensee   Relations        Spp         22S16    063 
FichB    30-337,04/03/28,  B4030602S4 


Assistant 
24X 


H+ODOAQ233  Rev  3    to   Procedure    1P-9,     "Muscle   Shoals   Emergency    Ctr 
Implementing   Procedures    Document    "    W/B40213    Itr 

MAXMELL.R        Tennessee   Valley    Authoritg.       B4/02/13        63pp         32318  023 
24X   Fiche   30-000,34/02/13,0403060239 


B403070173    Forwards    Endorsement    34    to    MAELU   Policy    MF-102.  c a rret ting 
policy    number    on  Endorsement    33  from  MF-77    to    MF-102 

DUCK,J   R        Marsh   t.  McLennan,     Inc        84/03/01         SALTZMAN,  J         Assistant 
Director    for    State    it  Licensee   Relations         la         22338  351         24X 
Fiche    50-327, B4/03/O1, B403O70173 


S4Q3Q60391   Rev  7   to   radiologlcat    emergency    plan,  W/B40239    Itr 

M1LLB, L   M        Tennessee   Valley    Authority         84/02/34.       O'REILLY.J  P 
Region    S,    Office    of    Director,       Spp        22311    336        24X 
Fiche    30-337,64/02/24.8403060391 
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P     Operating    litenss   stage    document*   8r  correspondenc  e 

0403030313  Forwards   addl    comra*nts   to  Guidelines   5a.7a   S<  71>   of   technical 
evaluation  rtpt    In  rotponse    to  NHC  S20-630   Itr   re   control    of 
heavu    Loads. fir   Generic    Ltr   81-07 

HILLS,  L  M        Tennessee   Vallenj    Authority        B4/02/SB       ADENSflM,  E 
Licensing   Branch   4         I1PP        22«<7   110        MX  Fleh*' 30-327,  B4/Q2/BB, 
0103030313 

9403140247    Infarmt   of   S40327  meeting    to  diicuss  propcied    responses 
ta  NRC    quEstlons   on  Rev   7    to    topical   Qfl   program. per 
B1O302    telcon  .„  ,,   „ 

LEWIB.ff   C         Region   a.    Office    at   Director         84/03/OB        PARHIS,HO 
Tennessee  ValUy  Authority         lp        226fiO   3(>l        SIX 
Fled*    50-000, 04/03/03,  B4O3K.0247 

3403290026  Forwards    listing    at   Cat»sDrll    IV  component*  not    to   be 
raplfltetf   or   T-elocated    by    end    of    second    refueling   rijcle,  per 
IQCFR30  49IHI   &   utll    631114    Itr   Request*    ertenilon  of 
campletion   date    to  June    I  9B3    for    d  ispni  Itlon  of    I6fi   Itefll 
MILLSjL.  M        T«nne»»eB  Valley    Authority        84/03/23       rtDEMSAM,  E 
Licemina   Brancn    4        ipp        22806  SIB        34X   Flehe   50-337.04/03/23. 
B403270Q26 

B4Q3a<?OO3B   Forwardl    revised    responses    to    B31133   ti   84Q10<7    Itri   re 
approval    of   proposed    license   amend    re   pott-accident 
sampling    far   faci 1 it(es,  TM1    Item   II    D  3 

KILLS.L   M        TcnnesBBO   Valley    Authority        H4/03/33       ADENSAM,  E 
Licaniinj  Branch    *        1ft        22606  237        24X   Flcha   SO-337,  B4/03/23. 
9403290030 


(3401190072    IE    Info   Notice    B4-13-     "Potential    Deficiency    In   Motor 
Operated   Valva    Control    Circuits   b  Annunciation    "   Bvc    Hit 
DUE  1 

JOFIfrAN.C  L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post    D301O3)         B4/02/2B  Consolidated   EdUon,  Co     ol  N., 

VOfk,     Inc          119-p-p          22-709    239         24X    Flche    30-000, 84/02/39,  fllOMWOn 

9403090007    IE    Info   Notice    04-14,     "Highllohts    of   Recent  Transport 
Regulatory    Revs    by    DOT   &    NRC    "   Bvc    list    encl 

QRACE.J   N        Division    of    OA,    Safeguards   «<    In*pectlon  PrnoMiM  (1-a.t 
B30103)        B4/03/-02  Consolidated   Edison   Co      of  N«u  v«rt,    Inc 

I30pp        2299H   3B9         B4X    Flche>  30-000-  B4/03/O2,  B402090007 

B40aO<!OOOB  IE    Info  Notice   B4-16,    'Tallure   of   Automatic  Sprint lir  Bnv 
Ualv«s   to  Operate   "    Bvc    list   encl 

JQHDAN.E  L         Dlvlttlan    of    Emergency    Preparedness   b  Englnierlng 
Hat poms   (Post   83O103J        B4/03/02  Consul tdated  Edlion  Co    tf 

Vor»j    Inc         laapp         23333   09B        24)1   Flehe    90-000, 64/03/03,  EMOM? 


Hi* 


8*02090009   IE    Info  Notice  01-15,    "Reporting   of  Radiological  Rilttiti   ' 
Bvc    list  end 

JORDAN,  E  L        Division    of   Emergencg   Prgparedneii  d  Engin**r  in) 
Reipanie   (Polt   B301O3)        04/03/02       '    Coniolldatid  EdUon  Co    of  HN 
York.     Inc.        119pp,        23853   217        24X   Flche    30-000,  B4/03/OS,  04MOWOM- 


Q40SOV0011    IE    Info    Notice    84-17,     "Problems   U/Llquld  Nltrogin   Ctohni 
Compontntt   Dvlow  Nil    Ductility  Temp   "   Bvc    list   encl. 
JORDAN,  E,  L        Division   af   Emergency   Prepartdness  ti  Gnglnitrlng 
Heaponin   (Poit  0301O3)        Q4/03/09  Coniolldated  Ed  lion  Co    of  KM 

Vort.    Inc         117pp         BHSSS   336        24X   Tlche    30-000*  84/03/03,  (HOMWvl! 


Inspection   reports,     IE   Bulletins    t  correipondence 


3403160217   Faruardi    IE    Imp    liepti    50-327/64-03  S.  30-338/B4-03  an 
B40106-0203  Ho   violation  i    or    deviations    noted 

VERflELLl,D  M        Division    of  Project   t.  Resident  Program!        B4/OB/I9 
PARRIS.  H   0        Tenn«a«eo   Vflltsij    Authority        3ff        22661   0?t,       24X 
Fichs    SO-3 


--3403160339    IE    Imp    Repti    30-337/B4-03   &    30-336/84-03   on    040106-0303   Ha 
violation*    or    deviation*   noted   ^9aJo^  areai    Inspected 
operation    safety    vef  I  f  1  eat  ion,  LEH   revleu  b   Independent    Imp 
effort,  ESP   sijl    op-arabiliby    verification  t  TME    action    plan 
FDRDiE    J    ,     OUTLETS   D         Region    S,     OffUe    of   Director         JUUCflW.C   ft 
Division  of  Project   b  Resident   Program)        B4/03/15        Spp 
32661    093        S4X    FUfte    50-327,64/02/13,6103160217 


moaO<?0024   IE    Info   Notlc*   Q4-09,Rev   I,    "Leiiant  Learned  Fro*   Imp*  tf 
Fire  Protection  H«f*    Bhutdouin  871   "   Bvc    lilt   encl, 
JCMDrtN,e  L         Division    of    Emsrgency    Prgparedneis   ti  Englimfln) 
RMponift    (I'oftt   630103)         Q4/03/07  Conioliilatad   Ed  it  on   Co     al  Htt 

Vorl,    Inc         UDpp         32633,049        84X   richa    30-OOQr  64/03/07i  BtDSVKXflt 

B40a0900SQ    1C    Info   Notice    B4-1Q,     "Btreii    Corrotlon  Cracking    In  I'M 
BysP  "  Bve    lift    and 

JORDAN, £L.       Division   of   Emergency   Preparerineis  tEnglemrlnj 
ne*poni»    IPoit    B3Q1Q3K       04/03/07  Consol  t  dated  Editor  Gt     of  Hut 

rorli    Inc         I18fp         22384    106        24  X   Ftche    SO-000,  B4/03/07,  D10MTOOM 

D40313000Q  Foruardi   R«v    1    to   "In»erv»co   Imp   Prooram  " 
nlLLB.L.H        Tvnnetsa*    V«lUg    Authority        B4/03/07 
Llcenilng   Brunch    t          lp         22997  001        24X   FUhe    90-327. 


B4O30f>0323    IE    Insp    Repts    50-279/34-01    «>   SO-3E3/84-OI    on   040103-06 
Honcamp  1  lance  notetf    failure    to  perform  -laf  ttg-rel*tcd 
ue-ldlng    actlvitlei    in  area   of    structural    tteel   kitldlng 


BUflDOIN,J  F 
4pp         32S17 


K1RBCH,  D  F 
49,        24X   Fic 


Region    9.    Office    of  Director 
r    30-333,04/02/17,3403060207 


6403070131    nek   receipt    of  040208   Itr    Informing   NHC  of  ittpi    tattn   to 
correct   violations    noted    In    IE    ln«p   Repti    90-327/B3-39  (• 
5tt-33B/63-27 

O'REILLY,  J  P        Region  S.     Of  Pica   of   Director        B4/02/27        PAf)fIIB,H  0 
Tann>s««e   Valleij   Authority         lp        2253B  S1H        24X 
Ficfie    50-327,04/02/27,04030701-51 


-D403070199  (lespondi    to  NRC    B4D110    Itr  re  violation*  noted    In   IE   Insp 
Repts    3Q-327/B3-B?  (<  90-32S/B3-29  Corrective  actioni 
Marh   Plan    10360   rrworted    per  critical    iijt,  itructurei    d 
compon-tnt t   requ I re>niBnt« 

MtLLS.L  H        TenTi(i»ee   Vallsy   Authority        B4/02/OB       O'fiEILLV,  JP 
Region   2,     Office    of    Director         6op         2233B   a?9        B4X 
Flehe   SO-327,  B4/O3/27.  B4030701  51 


-84Q3070J5&  Foruiard*    IE    Inip    Reptl    30-337/63-29  l<  30-32B/B3-B9  on 
B31106-1S05  &  rotiea   of    violation 

O'HEILLY-J  p       fiegfon  3,    Office   of  Director,      B4/OJ/IQ 
PARRIS.K  0        TennesiBB    Valley  Ai/thorltij        ?pp        2293B   305       24 X 
Flche   30-327,B4/Oa/27.fl403070131 


-B403070J59  Notice   of    violation   from   Insp  on   Q3llOt>-1203 

•      Region   2,    Office   of    Director        84/01/10        Spp        83339  307 
Fiche    30-337,  BVO?/27,  B403Q70IS1 


-B403070143    IE   (nap    Re-pts    90-327/83-29  &  SO-3SB/B3-29  on   B31106-1E09 
VitPlationi   noted;  failure    to    follow  Sys   Operating    Instruction 
14  3    for   high   crud    tanV    D    release    k   failure    to    inspect   uorfc 
per  M&AI-12  requirements 

FORD,  E  J    ,    BUTLGfi.S  D        (legion  2,    Office    of   Director        JULIAN,  C  A 
Division   of  Project  Sc  Resident   Programs        a*/01/09.       6pp- 
S353B   310,        24X    Flche    30-327,84/02/27. 6403070101 


--9403130100  Rev   1    to   Procedure  61-114   1,    "Iniervlce   Imp  Pr0)r«a  • 
LEHHCftOEFI.  H        Ti»nn»«»»e    Vallev    Authoring         B4/01/M,       4S3pp 
S2997  002,       24X    Flche:  30-387,  B4/03/07,  B40313008B 

B4020V003I    IE   Dullallii   H4-02.    "Failurei   of  OE  Type  HFARtlayi   in  Ui«  « 
Clait   1C  8af»tu.   BiJ«,  "   Bvc    lilt  incl 

DEyOUNQiFIC        Dlractar'i   Office.    Office   of    Inspection  and 
Enforcement        04/03/13  Consolidated  Edison  Co,    nf  N*u  Vgrh   Ini 

SBB^3  074         24-X   Fiche,  90-000,  H4/03/  IS,  B402090031 


D402090D43  1C    Info   Notice  B4-19,    "Two  EvonU    Involving  Unauthorl  nl 
Entrlti    Into   PUR   Raactor   Cavities    "   Bvc    lltt   encl 
JOHDANiE  L         Dlvlilnn    of    Emergency    Preparedness   i  Englnaerln) 
Kttaons*   (Poit  030103)        B4/03/21  Contol  Idated  Edison  Co    <l  Nr« 

Vork,    Inc         !B3pp         3SBS3   229        24X   Fleht;  30-000.  B4/03/BIJflWSOWS(l 


0403090014   IE    Info   Notlct  B4-20,    "Bvc   Lit*   at  Rilags   in  Baf  >  t 
Bijt,  "  Bvc   litt   and 

JORDAN,  E  L        Division   of   emergency   Praparedneis   l<  Englneir  ln| 
RB»pons»   {Post  830103)        B4/03/21,          Consol  Idated  Ed  It  on  Co    el  KH 
Yorli    Inc         ISSpp         32933'001        24X   Flch*.  90-000.64/03/Sl,  B10MWOH 

R      Periodic    operating    report*    It   related    corrt  (pondincl 

B4030a0002  Monthly    operating   repti   far  Jan   19B4,  H/B40E18   Itr 

HA80N.C   C        Ttnn»»««f   Voll.g   Authority       84/01/31       30pp       !!•(«  IP 
BIX  FUhe    3.0-327,  B4/01/31,  B403020002 

6403070H95  "NPDES   Discharge   Monltorinfl  Bept.Nov   19B3  -  Jan   Iffl*  ' 
»     Tennumi   ValUy   Authority       04/01/31,      79pp       aa346;O9J      vt 
Flche  Ot>-327,B4/Ol/31.B403070S95 

B103300184  Hontylu   operating   repts   for  Ftb    I9B4,  M/Q40315  Itr 
EDDIMOB.HO   -    MMQH,  C   C        Tenntss»«  ValUy  Authoi-ltg       B4/OJ/M 

sipp     aeeai  OIA      B*K  Fuhe  30-327.  B4/oa/B9,B403300is4. 
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9      Importable    occurrenc  as,     LERs    tc  related    correspondence 

8403080011    Forwards    response    to   Commissioner   Olllnsiiy   request    for    info 
on    frequency    of   periannel    errors    at    selected    operating 
plants   Summary    of    tabulated    events    re   operator    errors, 
personnel    errors    or    procedural    errors    provided    for   CYB3 
DISCK9,  U  J        Office    of    the   Executive   Director    for   Operations 
04/02/24         PALLADIND,     OILINSKY,     ROBERTS      CommUsi oners          17pp 
22584    142        24X  Fiche    50-000.  B4/02/34,  B4030B001 1 

84O302O147   LER   B4-010-OO   on    B4O12S,  high    radiation   alarm  actuated, 
causing    auiillary    bldg    Isolation    to    occur    Caused    bg 
electromagnetic    interference    High    radiation   alarm  reset    & 
monitor   returned    to    svc    W/B40227    Itr 

DUC/BIN, 0    .     MASON, C    C         Tennessee    Valley    Authority         B4/02/27         3pp 
2B441    337        24X  Flche    80-327,84/02/37,8403020147 

84O30300SO  LER   B4-009-00   on    340123, high    radiation   alarm   actuated, 
cam  ing    containment    ventilation    Isolation    to    occur   Caused    by 
root    valve    on   pressuriier    leaking    through    packing    Valve 
bact*eated   W/B40227    Itr 

DUflQ'IN.O   ,    HASON,C   C        Tennessee    Valley   Authority        84/02/27        3pp 
324<?0   014         S4X   Flche    30-327,  B4/02/27,  8403030000 

B40314O203  Forwards    "Operating    History    Dvervieu    for   Diesel    Generators 
in  Nuclear   Bvc> "   comparing    Transamerica   Delavali Inc 
generators   iii/generators   mfg    by   other  vendors 

HEBDON,  F  J        Program  Technology  Dranch        B4/D2/27        BERLINGER.C  H 
NRC    -  No   Detailed   Affiliation   Given         Ip        2263B.319        24X 
FIeh»   30-000,84/02/27,0403140203 

— 8403140203   "Operating    History    Overview    for    Diesel    Generators    in  Nuclear 
Bvc    " 

*      Director's   Office        B4/02/29        63pp,       2263B   320        24X 
Fiche    30-OQ0.B4/02/27,B403140203 

B4 03020344  LER   84-013-00   on    810130,  turbine    trip    followed    by    reactor 
trip    occurred   Caused    by    high-high    level    In    steam   generator 
4,  Unit   stabillied   at    347   F  W/B4022B    Itr 

KIRK.  0   B   E  ,    MASON,  C   C        Tennessee   Valley   Authority        B4/02/28        3pp 
22440' 097        24X  Flche    30-327,  B4/02/2B,  B403020244 


B40326Oli4   LER    B4-01B-00    or    810231,  fire    protection    deludge    valve    found 
Isolated   tii/o   continuous    tire   uatch    in  place   Caused    by 
spurious    signal    Shift    groups    rein  5  true  ted    to    estaal  ish    firs 
matches    W/840320   Itr 

KinK.O    Q    ,     MA30N.C    C         TcnneBsoe    Valley    Authority          B4/03/20         3pp 
22730   353         34X   Flche    50-327,  B4/Q3/20,  8403260164 

8403300073   LER    B4-017-00    on    840237,  high    radiation    alarm   actuated. 
causing    containment  ventilation    isolation    to   occur   Caused    by 
small    quantity    of   airborne    radiation   escaping   Radiation 
monitor    reset   W/B40327    Itr 

DUGCIN,  G    .     MASON.  C    C         Tennessee    Valley    Authority          B4/03/37         3pp 
22822   089         24X   Fiche    30-327,34/03/27,8403300073 


8303330539  Forwards    technical    review  rept,     "Flow  dockage    in    Essenti 
Raw  Cooling   Water   Sys    Due    to    Asiatic   Clam    Intrusion    " 
IMBRO.E        Reactor   Operations   Analysis   Dranch        B3/03/2B 
8EVFRIT,  K   V       Reactor   Operations   Analysis   Branch         Ip        32789   2B1 
24X    FiChE    30-327,84/03/28,8305230337 


8303230546    "Floui  Blockage    in   Essential   Raw  Cooling    Water   Bys    due    to 
Asiatic    Clam   Intrusion,"    technical    review  rept   Significant 
Infestations   of  aquatic    organisms    can  remain  undetected    In 
svc    water    sys   b  cause    floui  blockages   at    Inopportune    times. 
*      Reactor  Operations   Analysis  Dranch        83/03/2B        3pp        22789   282 
34X    Fiche    30-327.  84/03/26,  B40S230339 


DOCKET    SO-3B8   SEGUOYAH   NUCLEAR    PLANT,     UNIT   2 

F      Security,    medical.    em«rgiency   &  fire   protection    plans 

B4O3060233    Rev   S    to   Procedure    1P-9,     "Muscle    Shoals    Emergency    Ctr 
Imp lemantlng   Procedures    Document    "   W/B40213    Itr 

MAXWELL.R        Tennessee   Val ley    Author!  ty        B4/02/13        i3pp        223  IB  023 
24X    F£cho    30-000,84/02/13,8403060233 


84030b0391    Rev   7    to    radiological    emergency    plan   VI/B4O32?    Itr 

MILLS,  L   M        Tennessee  Valley   Authority        84/02/24        O'REILLY,  J   P 
Region    2,    Office   of   Director        3pp        22311    33o        2AX 
Fiche    30-327,84/02/24.9403060391 


B4031S01B1    Forwards    "Failure*    In   Upper  Head    Injection  8y*    "    Licenses 
tailing    action    to   resolve    setpoinfc    drift    on   Barton    level 
traniml tt»r»   No  AEOD   action    recommended 

ZUKOR,D  J        Reactor   Operations   Analysis    Branch        B4/02/2S 
SEYFRIT.K  V        Reactor   Operations   Analysis    Dranch         Ip        22i46  272 
24X  Ficht   30-000,  B4/02/2B,  B403I501B1 


B4030L0154   Act    receipt   of   840210  t<  B3I103   Itrs   re    changes    to   physical 
security    plan   Changes    consistent  u/provislons   of 
10CFH3O   34(p)    b  accept-able 

LEWIS,  R   C      Division    of   Project  &  Resident   Programs        84/02/27 
PARRIB,  H   S        Tennessee   Valley    Authority        2pp        22433  310        24X 
Flche    50-327,84/02/27,  8403010154 


—  6403150183   "Failures    In   Upper   Head    Injection   Sys,  "   AEDD    engineering 
•valuation  rept 

ZUKDR.A        Director's    Offlct        84/02/2B        Bpp        SS646  273        24X 
Fiche,  90-000,  84/02/28,  8403130181 

8403040276  LER   B4-012-00   on    S40201.hlgh    radiation   alarm  actuated, 
causing    containment    ventilation    Isolation    to    occur.  Caused    by 
voltage    spike   as   result    of    electromagnetic    interference 
Alarm   reset   t>  monitor    returned    to    svc   W/B40301    Itr 

DlfQOIN,  0  ,    MA30N,  C   C        Tennessee   valleu   Authority        B4/03/01         4pp 
22S19:046        24X  Flche    50-327,84/03/01,8403060276 

B403130O79  LER   84-014-00,  on    B40214,  high    radiation   alarm   actuated, 
coining    containment    ventilation   Isolation    to   occur   Caused    by 
valtag*    spike   resulting    in    electromagnetic    Interference, 
Alarm  reset   t  monitor   returned    to    svc    W/840309    Itr. 
DU00IN,  Q  ,    MASON,  C   C        Tennesse*   Valley   Authority        84/03/09        4pp 
22643:303.       24.X  Flche    BO-327,  B4/03/09,  H4031S0079 

84,03190121    LER  B4-016-00.  on   840225,  high    rndlatlon    alarm  actuated, 
causing   auxiliary    bldg    isolation    to    occur   Caused    by 
contaminated   vacuum   cleaner    removed    from   fuel    transfer    canal 
to    radwaste   ar*a  H/840316    Itr 

,    MASON,  C  C       Tennessee  Valley  Authority.      B4/03/16       3pp 
24X  Flche    30-327,  84/03/1A,  8403190121 


a4031<f(}365  LER  84-013-00,  on   040220,  hi  Bh   radiation  alarm  actuated. 
causing    auxiliary    bldg    Isolation  Caused    bij    voltage    splk*    due 
to   ultctromagnetlc    interference   breaker   actuation 
Independent   high   radiation    alarm  reset,  W/B40316    Itr 
DUOOIN,  0   ,    MASON.  C   C        Tennessee   Valley   Authority        B4/03/16        3pp 
32678,831        24  X  Flche'  30-327,  B4/03/16,  B40319034S. 

6403270319  Part   21    ript   ra    broken   contact   carrier    In    control    device    of 
7   3    kV-13   W,  500-730  MVA,  3    kV  330-3,000  (,  all    HKV   circuit 
»r«ak*rs.  Initially    reported    on  83O223  Addenda    to 
Installation  li  malnt    procedures    sent    to    affected    units 
DUVALL,  D  D        Ore-urn   Dover!    Corp.     (subs      of    Broun   Boveri    (c  Co    .    Ltd    > 
04/03/19  Record    Services    Branch    (Document   Control    Ditk  )         9pp 

32778:114.       24  X  Flche   30-000,  84/03/19,  B403270219 


8403060147   Forwards   revised    effective   pages    to   Knowllle  Emergency  Ctr, 
Central    Emergency    Control    Ctr.Div  of  Nuclear   Power    Emergency 
Ctr   fc  Muscle   Shoals   Ernei-goncy    Control   Ctr    emergency    plan 
implementing    procedures   W/o   Muscle   Shoals   pages 

MILLS,!,   M        Tennessee  Valley    Authority        84/02/23        O'REILLY, J   P 
Region    2.    Office   of    Director        Ip        22516    165        24X 
Fichu    90-000,  84/02/2B,  8403060147 

— a4030i.Oli3   Revised    list    of    effective   pages    to  Kno«ville   Emergency    Ctr 
emergency    plan    implementing    procedures 

*  Tennessee   Valley   Authority        84/02/06        Bpp         22316   166        24X 
Fiche    50-000,84/02/28.8403060147 

--84030601B9   Revised    list    of    effective    pages    to  Central   Emergency 
Control    Ctr    emergency    plan    Implementing    procedures 

*  Tennessee   Valley   Authority        B4/02/06        Bpp         23516    174        24X 
Fiche    50-000,84/02/2BpS403060147 

— B4030&0206   Revised    list    of    effective   pagei    to   Dlv   of  Nuclear  Pouier 
Emergency   Ctr    emergency    plan    implementing    procedures 
n      Tennessee  Valley   Authority        Qfl/02/06        4pp         22316    182        24X 
Fiche    30-000,84/02/20,8403060147 

B403160343  El  tend i    invitation    to   attend    region  B4O31&   workshop    at 
regional    ofc    to   discuss    lOCFRSO,App   R   requirements    tc  recent 
results    of    insp    to    help    resolve  misunderstandings    associated 
in/requirements 

LEHIB.R    C        Division   of    Project  t  Resident  Programs        84/03/02 
PARRIEiH  0        Tennessee   Valley    Authority        2pp        226W3  OS3        24X 
Fiche    30-000,84/03/02,8403160343 

B40319O37O  Rev  B   to   radiological    emergency    plan,  updating   DOE   agreement 
Itr   in  App   E  tf/840313   Itr 

MILLS,  L,M        Tennessee   Valley   Authority        B4/03/07        D'REILLY,J   P 
Region    2,     Office    Of    Director.        6pp         22474   207         E4X 
Fiehfl    30-327,04/03/07,8403190370 
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B3O3130377  fltl    receipt    of   840119   Itr    transmitting   flsv  7   to    security 
ner-so-nnel    training   &    qualification    plan  Changes   consistent 
u/prnvlslons    -of    10CFR90    Slip)    (.acceptable    for    inclusion     in 
plan 

LEWJ6-R  C  Division  of  Project  !<  Resident  Programs  84/O3/OB 
PAHRIE, H  O  Tennessee  Valley  Authority  if  32A16  293  34 X 
Fierce  30-327.  B4/03/OS.  B403I30377 


— 8403070135  Responds    to  NRC   040110    1  tr   re   violation*   noted    In    IE    Ini 
Septs     80-357/03-39    &    30-328/83-3°   Corrective    actions 
Work    Plan    10360   reworked    per   critical    sys, struc tures    & 
components    requl rernents 

HILLS, L   H         Tennessee   Valley    Authority         81/02/09         Q'RElLLY,J  P 
Region  2,     Office   of    Director        6pp        22538  299        ?4X 
Fich*    50-337.  04/02/27.  0103070131 


8403160033   Advises    that   84 Oil 6   rev    to   phuilcal    security    plan 
consistent  u/provi  s  i  ons    of    1OCFR50  54(pl    fr  aeceptaiili 
LEWIS, R  C        Division    of  Project  4  Resident   Programs        B4/03/1J 
FARIUS.H    C         Tentms.ee   Valley    Authority         2pp         25655    139         24X 
FithB    50-327.84/03/13.  B4C3liOQ33 


--B40307015i  Forwards    IE    Insp    Repts    50-327/83-29   J<   50-320/83-29   on 
B3HOA-1203    &   notice    of    violation 

O'REILLY.  J    F>         Reolon   B,     Office    uf    Director         BI/Ol/lO 
PAfiRIS.HO          Tennessee    Valley   Authority,        Bpp         22330    305         H4X 
Fiche    50-337,84/02/27,3103070131 


B4031i0139   Advises    that   B40101     rev    to    physical     SBCisrltij    plan    consistent 
u/proviEions    aF    1CCFH50   541  pi    &   acceptable 

LEWIS, R   C        Division    OF  Project  6   Resilient   Programs        34/03/13 
PARRIS,  H   0         Tennessee   Valley   Authority         2pp         23635    331          24X 
Fi<h»    30-357,  H4/03/13.  8403160139 

B40326027?  Revised   Emergency  Plan   Implementing   Procedures    80N-IPD 
"Implementing   Procedures    Indei"  &  SON   IP-5   "General 
Emergency    "   W/B4032O    UP 

NOBLES, L   H   .     CRAULEY.fl   E    ,     MILLS,  L   «         Tennessee    Valley    Authority 
84/03/16        D'REILLY.J  P        Region   2,    Office    of   Director        fipp 
23733   O2B         24X    Flclie    50-327,34/03/16,3403360277 


J      Insurance  &    indemnity    information 


6403060224    Forward!    Endorsement    4O    to   NSLIA   Policy    NF-247 

DUCK.J  R        Marsh   t  HcLennan,     me         B4/O2/28        SAkTZMAN,  J        Assistant 
Director    for  State   &  Liceniae  Relations        2pp        22516  062        24X 
Fie  fie    50-327,  84/03/28,  B4  0-30  4.0224 

B4030T0175   Forwards    End  of  semen  I   34    to   HAELU   Policy   MF-103,  correct  ing 
policy    number   on  Endorsement   33   from  MF-77    to   MF-102 
DUCH,J  R        Harsh  6  HcLennam     tne        34/03/01         SALTZMAN,  J        Assistant 
Director    for    State   &   Licensee   Relations          lp         23538   391          34X 
FlcfiB    30-327.  84/03/01.  B403070175 


P      Operating    llcanse    stage   documents    t*  corresponffence 


3103030313   Foriuards    addl    comments    to    Guideline*    9a,7a   d   7b    of    technical 
evaluation  rapt    In   response    to  NRC    B 20430    1 tr   re    contra)    a* 
heavy    loads. per   Oenerlc    Ltr   61-O7 

MILLS, L    M         Tennessee    Valley    Authoritu         B4/02/23         ABENSAM.E 
Llceniina   Branch    4         llpp        22439   190'        24X    Fiche    30-327.  B4/OS/2B. 
8403020313 

S40316O247    Informs    of    810337   muting    to    difcun    proposed    responses 
to    rvRC   questions    on  Rev  7    to    topical    QA   progr*mpper 
840302   t clean 

LEMIS.R   C        Region    2.    Office    of    Director        B4/O3/OB        PARRIS.Hfi 
Tennessee    Valley   Authority          lp         23460   361          24 X 
Fiche    90-000, 04/03/OS.  8403160217 


— 3403070139   Notice    Of    violation    from    Insp    on    831106-1203 

*      Region   2,     Office    of    Director        84/01/10        3pp,       28538*307        24X 
Fichu    30-327-81/02/27,6403070191 

—  94030701A3    IE    Insp    Repts    5O-327/B3-H7   l<    30-328/83-29    on    B3110&-I203 
Violations    noted    failure    to    follou  Sgs   Operating    Instruction 
14  3    for  high    crud    tank    B    release   &   failure    to    Impact   uork 
par  MijAI"l3   requirements 

FDRO,  E   J   ,     DUTLER.S    D         Region    2.     Office    of    Director         JULIAN,  C   A 
Division   °e    Project   Si  Resident   Programs        84/01/09        6pp 
2253B   310         24X    Fiche    50-327.84/02/27,8403070131 

B4O1190073    IE    Info  Notice  84-13,     "Potential    Deficiency    In   Motor 
Operated    Valve   Control    Circuits   ti  Annunciation,"   Bvc    Hit 
end 

JORDAN,  E  L        Division    of   Emergency    Preparedness    &  Engineering, 
Response    (Post   330103)         B4/02/2B  Consolidated    Edison   Co      of  Hiu 

York,     Inc        11 9pp        32909  239        24X   Fiche    SO-000,  B4/02/2B,  U4OI 19007? 

8402090007    IE    Info  Notice   84-11,     "Highlights    of   Recent   Transport 
Regulatory    Revs    oy    DOT   !i   NRC,"    Svc     list    end, 

GRACE,  J  N       Division   of   QA,     Safeguards   %    Inspection  Programs    IPolt 
930 1 03)         Q1/O3/02  Consolidated   Edison   Co      of   Neu   York,     Inc. 

I30pp         B2S52    329         24X    Fiche    SO-OOO,  B1/03/02,  B1020700O7 

B40E0900QB    IE    Info  Notice   94-1A,     "Failure    of   Automatic    Sprinkler   Bys 
Valves    to  Operate    "    Svc    list    encl 

•JORDAN,  E  L        Division   of   Emergency   PreparedneiB    &   Engineering 
Response    (Post    830103)         84/03/02  Consolidated    Edison   CD      of  Neu 

Yorl,     Inc        122pp        22393  099        24X   Fiche   50-000, 84/03/02.  B4OZ09000B 

B40S07D009    IE   Info   Notice   84-19,     "Reporting    of   Radiological    R»l*»i»i   " 
Svc    Hat    end 

JORDAN, E  L        Division   of    Emergency    Preparedness    tt  Engineering 
Response    (post   330103)        81/03/02  Consolidated    Edison    Co.     of  Neu 

Vorl.    Inc        H9pp        22533   217        24X   Fiche    SQ-OOQ.  B 4/0 3/02,  B4D 2090009 

B40209O011    IE   Info   Notice   34-17,     "Problems    U/Lliiuld    Nitrogin   Cooling 
Components  Qelou  Nil    Ductility    Temp    "    Bvc    list    encl 
JORDAN,  E  L.        Division   of   Emergency    Preparedness   &  Enginttring 
Response    (Post    B301O3)         84/03/O3  Consolidated    Edison   Co      of  Neu 

York.     Inc          I  17pp         22353    336         24X    Fiche    SO-OOOi  B4/03/OS,  B40S0900I1 


9403290-039  Forwards   revised    r&sponies    to   831123   (.  8401O?    ltr»    re 
approval    of    proposed    license    amend    re   post-accident 
sampling    for    facl 1 i 1 1  ft.  TM1     I  tern    II    B    3 

HILLS,  L  f,        Tennessee   Val  lei/    Authority        84/O3/23        A  DENS  A  H,  E 
Licensing    Branch    4         9pp          32BOfi   237         24*   FicJie    SO-327.  B4  /03/23, 
9403390033 


B40B09O024    IE   Info   Notice   04-09, Rev    1,     "Lessons   Learned    From    Inspi    of 
Fire   Protection  Safe   Shutdown   Sys    "    Svc    list    encl 
JORDAN,  E   L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Pott    B30103)         B4/03/07  Consclldatld    Edison    Co      cf   Niu 

Vor*,     Inc          liepp         22i35   049         24X    Fiche    50-000,84/03/07,8402090024 


Q      Inspectlpn  reports-     I£   Dulletins   fc    correipandence 


840314,0217   Forwards    IE    Insp   Reft*   30-327/B4-O3  ft   30-358/04-03   on 
040106-0203  No    violations-    or    deviations   noted 

VOIRELLI.D  rl        Division    c-f  Project  &   Resid*nt  Programs        B4/O2/IS 
P  ARRIS,  H   9        Tennessee  Valley    Authority        2pp        22i6l    091         24  X 
Fiche   SG-3 


—  040316023S    IE    Insp    Repts    30-327/B4-03  t  50-338/a4-l>3  on  B4010A-0305  Mo 
violations    or  deviations    noted    Major    areas    inspected 
operation    safety    verif  I  cation.  LEB   revieu  tr    independent    imp 
effort.  ESF   sijj   ojierablHti/    verification  &   TrII    action   plan 
FORO,  E   J    ,     SUTLER'S   D         Region    2j     Office    Of    Dlractor         JULIAN,  C    A 
Division  -of    Project    (.  Resident  Programs        B4/O2/J9        3pp 
32461    093         3«   Fiche    30-337,84/03/13,8403160217 

6403070151    Act    receipt   oF    810203   Itr    Informing   NRC    of   ttep-i    taken   to 
corrsct    violations   noted    in    IE  Insp    Rpptj    30-327/83-29   fc 
50-328/83-89 

O'RElLLV.j  p        Renton  3,     Office   of   Director         64/02/27        PAKRIS.H   O 
TEPinessee    Valley    Authority          lp         22538   29S         Z4X 
Flcha    50-327,64/02/37.8403070151 


S402090038    IE    Info   Notice    B4-18,     "Stress   Corrosion  Cracking    in   PUR 
Sijs    "    Svc    list    encl 

JORDAN,  E  L        Division  of    Emergency    Preparedness   &  Engineering 
Response    (Post    H30103)         84/03/07  Consolidated    Edison   Co      of   Htu 

Yort,     Inc         llfipp        225B4    IBi        24X   FUhe    50-000,  B1/03/07,  B4<5S09002a 

B4O3090031    IE  Bulletin,  84-03,     "Failures    of   OE  Type   HFA  Relays    in  Use    In 
Class    IE  Safety    Sys    "   Bvc    list   encl 

DEVOUNO.R   C        Director's   Office,    Office    of    Inspection    and 
Enforcement        G4-/03/12  Consolidated   Edison   Co      of   Niw  Yorkr     Inc 

I34pp         H2B23    074         24X    Fl  che;  30-OOO,  84/03/1B- 8408090031, 

9402090043    IE   Info    Notice    B4-19,     "Two   Events    Involving   Unauthorised 
Entries    Into  PUR    Reactor   Cavities    "    Bvc    list    end 
JORDAN,  E  L        Division   of   Emergency   Preparedness   *  Englnor  Ing 
Response    IPost   B30103)         84/03/21  Consolidated   Edison    Co      of  Ufa 

Vort,     Inc          !H3pp          32BB3    229         24X    Fiche    3O-000,  B4/03/Sli  B102O90043 

9403090044    IE    Info    Notice   84-20,     "Svc    Life    of   Relays    In   Safety-delate-) 
3ys    "    Svc    list    encl 

JORDAN, E  L        Division  af    Emergency    Preparedness   b   Engineering 
Response    (Past    B30103)         84/O3/21  Consolidated    Edison   Co.     of  N*u 

York,     Inc         I33pp        32933  001        24X   Fiehe    30-000i  84/03/21,  B4O2090044 
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R      Periodic    operating    reports    &    related    correspondence 


B4O302000S  Monthly    operating    repts    for   Jan    1984   W/H40215    Itr 

MABBN.C    C         Tennessee    Valley    Authority         S4/OI/31         3Opp          22412 
34X    Ficha    30-327,34/01/31,8403020002 


0312050633  Requests    rept   re    adequacy    of    diesel    generator    bldg 
Bipeditcd    oasis    as    input    to   Congress   re  Landsman   .concerns 
EISENHUT.  0   G         Division    of    Licensing         83/11/1H         VOILMER.  R 
Divlaion    of  Engineering         lp        23443  263        24X 
Fiche    5O-329, 03/13/14.  B4O3O1Q190 


Ba0307O293    "NPDES   Discharge    Monitoring    fiept.Nov    19B3   -    Jan    19B4    " 
»      Tennessee   Valley    Authority        B4/O1/31         79pp        22516   093        24X 
Ficfie    30-337,04/01/31,3403070295 

9403300134   Montyly    operating    repts    for    Feb    19S4    W/B4O313    Itr 

EDDINQS.M   0    ,     MASON, C    C          Tenneiaee    Valley    Authority         34/03/29 
SJpp          22B21    016         24X    Fictie    30-327,84/02/39,8103300154 

B      Renortabls    occurrences,    LERa    &  related    correspondence 

6403080011    Forwards   response    to   Commissioner    Gillnsky    request    for    info 
on    frequency    of    personnel    error*    at    selected    operating 
plants    Summary    of    tabulated    events    re   operator    errors, 
personnel    errors    or    procedural    errora    provided    for   CYB3 
DIRCKBi U  J        Office    of    the   E»ecutive   Director    For   Operation* 
B4/02/24        PALLAOIND      Commissioners         17pp        223B4    143        24X 
Fi.cne.SO-000.  S4/02/24,  B403QB0011 

B4031501B1    Forwards    "Failures    in  Upper  Head    Injection  Sys    "    Licensees 
taking    action    to   resolve    setpoint    drift    on    Barton    level 
tranioii tteri   No  AEQD   action    recommended 

ZUKORj D  J        Reactor    Operations   Analysis   Branch        B4/02/2B 
BE/FRIT, K  V        Reactor   Operations   Analysis    Branch         lp         22646  272 
24X  Ficho    SO-000,  S4/02/2B, B403130IB1 

— B40313Q183   "Failures    in   Upper   Head    Injection   Bya,  "    AEOD    engineering 
•valuation   r»pt 

ZUKOR.A        Director's   Office        B4/02/2B        Bpp        22646   273        24X 
Ft che    90-000,84/02/28,3403130131 

9403:270319  Part   Bl    rgpb   re    broken    contact    carrier    in    control    device    of 
7   5    W-1S   kV,  300-730   MVA.  3    kv"  330-3,000  ti   all    HKV   circuit 
braakart    Initially    reported    on   B30223  Addenda    to 
Installation  &  maint    procedures    sent    to   affected    units 
DUVALLi D  D        Drown    Dover!    Corp      (subs      of   Drown    Boveri    &  Co    ,    Ltd    ) 
04/03/19  Record    Service*    Branch    (Document    Control    Desk)         Bpp 

32772    114         24X   Fiche    30-000, 84/03/19,  8403270319 

8403300204  LER   84-003-00    an    B40E37i  vital    inverter    failed    Caused    by 
blown    fuse    due    to    incorrect    connection   which    caused 
containment    ventilation    liolatlon   Containment    ventilation 
Isolation   reset   *<    inventer    returned    to    svc    W/840327   Itr 
DUQOIN, 0  ,    MASONi  C   C        Tennessee    Valley   Authority        64/03/37.       3pp 
22319   324        21 X  Fiche    30-328,84/03/27,8403300204 


8312070032   Forwards    Structural    ti   Gsatechnical    Engineering    Branch 
assessment    of    "Flept    nf   Revise  of    Diesel    Generator   flldg    at 
Midland,"    dtd    B3103!    per    E    Adensam   !i   U   Paton    requests 
Meeting    &   passible    reopening    of    hearing    recommended 
LEAR,  0        Structural    t  Geotechnical    Engineering    Branch        S3/11/33 
VDLLMER.R    H         Division    of    Engineering         2pp          22443   268         SIX 
Ficha    30-329,  B3/I2/  14,  840301019B 


B31207QS9B   Discusses    ret  ommendation    for    euppl     to    Board    Notifications 
B3-165   i   83-133   re    dleasl     generator    bldg    CommBnts    & 
recommEndattons    of   J  Kane    &  F  Rlnaldi    on    task    group   rept    & 
reopening    of   hearing    provided 

HOQD-D  B        Licensing   Branch    4        B3/  11/32        EISENHUT,  D  0        Division 
of    Licensing         4pp         32445    H64         24X   Fiche    50-339,83/12/14. 


--B3120BO134   Recommends   PT   Kuo   B31114   memo    containing    four    corrected 
pages     to    rept    re    structural    adequacy    of    diesel     generator 
bldg    be    forwarded    to   Board   as    supplemental    notification    to 
BN   83-165 

HOOD,  D        Licensing    Branch    4        83/11/17        EISENHUT,  D        Assistant 
Director    for   Licensing         lp        2244S  261        24X    Fiche   30-329, 
83/12/14, 0403010198 

--B40301O204   Advises    that    info    re   plan    to   address    Landsman   concerns 
should    be    Issued    as   Board    Notification  83-109 
EIBENHUT.DG         Division    of    Licensing         83/O7/27         NOVAK,  T 
Assistant    Director    (or    Licensing          lp         22445    093         24X 
Fiche    SO-339.  83/12/14,  S40301O198 

--B4Q3Q1Q211    Advises    that   attached    correspondence    re    new   schedule    for 
review   of    Landsman   concerns    should   be    issued    as    Board 
Notification   B3-HS  W/o    end 

EISENHUT.  D   0         Division    of    Licensing         83/09/20         NDVAK,  T 
Assistant    Director    for    Licensing         lp        22445   09?        24X 
Fiche    90-339,83/12/14,8403010198 

—8403010217   Draft    rept,     "fievieui  of    Diesel    Generator    Dldg    at    Midland 
Plant    " 

MILLER, C   A  ,    CQBTANTINO.C    J  BrooKhaven  National    Laboratory 

93/09/23         25pp         S2443    100  24X    Fichu    50-329,  £33/12/14,  B403O1019B 

—8403010223  Advises    that    end    JP  Knight   830923  memo    to  RH  Vollmer   should 
be    issued    as    Board   Notification   B3-153  W/o    enc  1 
EIBENHUT-D  G        Division    of   Licensing        B3/1O/O5        NOVAK.  T 
Assistant    Director    for    Licensing          !p         22445     135         24X 
Fiche    90-359, B3/12/I4,  S4030IOI9B 


DOCKET    30-329   MIDLAND   PLANT,     UNIT    1 

A      Appl 1 cation/con*truc tl  an    stage    documents   &    correspondence 

EH03O10192  FDIA  ruq.u«it    for    reeordi    relevant    to    or    generatid    in 
connection  U/B31021    "Rept    on   Review   of   Diesel    Generator    Bldg 
at    Midland    " 

OAflDE.B   P        Oov»rnmont    Accountability   Project        B3/li/Ei  Office 

at    Administration        2pp         B2443  092        24X   Fichi    30-329,03/11/26, 
B40301O192 

S40301019B  Responds    to   FOIA   request    for   records    relevant    to    or 
generated    In   connection   W/B31031    "Rept    on   Review   of   Diesel 
Denerator   Bldg    *t   Midland    "    Forward*   App    B    document*  App    A 
documents   available    in   PDR 

FELTQN. J  M        Division    of    Rules   and    Records         83/12/14         QARDE, B   P 
Government   Accountability    Project        4pp        33443  092        24X 
Fiche:  30-389, B3/13/ 14,84030101 98 

— B31O3LO471   Foruiards    task    group    rept,     "Rept    on   ftevleui  of    Diatel 
0«n»r*tor    Bldg    at   Midland,"   act    1983  Large   addl    settlement* 
not   anticipated    More   accurate    program   to   monitor    crick* 
n*idf.d, 

KUOrP.       Structural    i<  Oeotechnical    Engineering    Branch         B3/10/21 
KNIOHT.J  P        Assistant    Director    for   Camp      fc   Structures   Engintering 
(Post    B30S01)        Zpp         33449    152        24X   Fi che, 30-339,  03/12/14, 
B40301019B 

--8310310475   "Rept   on   Reviau   of    Dlesil    Generator    Bldg    at    Midland    " 
TANiC   P       Structural   &  eeotechnical   Engineering   Branch        83/1O/31 
9£pp         22443    194.       24X    Fi  the:  80-329,  B3/  13/14,  84030101  9B 

— 8318010004  Forwards    corncted    Pagos    9,17,20   &   4    to   App    11    to   mpt   on 
rvvleu   of    dlesal    generator    bldg, 

KUO.P         Structural    &   Deotechnical    Engineering    Branch         83/11/14 
KWIOKT, JP        Assistant    Dirfctar    for   Comp      *<   Structures    Engineering 
(Poit    830201).       3pp         22449   236,       24X  Fiche    30-329,83/12/14, 
04030 1019B 


-8403010327   Forwards    "Review   of  Diesel    Generator    Bldg    at   Midland   Plant 
REICH,  H        Brookhaven  National    Laboratory        83/10/17        KUO,  P  T 
Structural    &  Geotechnlcal    Engineering   Branch          lp        52443    136        24X 
Fiche    30-329,  83/12/14,8403010198 

-B40301OH31  "Revieu  of  Diesel  Generator  Bldg  at  Midland  Plant  " 
MILLER, C  A  ,  COSTANT1NO.C  J  Brookhaven  National  Laboratory 
83/10/17  25pp  22443  137  24X  Fiche  30-329,03/12/14,8403010198 

'840301024S   Requests    that    enc 1    rapt   on   review   of    diesel    generator   bldg 
b   utll    analysis    requested    during    review  be    Issued    as    Board 
Notification   83-163 

EISENHUT, D   0         Division    Of    Licensing         B3/10/36         NOVAK,  T 
Assistant    Director    for    Licensing        6pp        32443    23O       S4X 
Fiche    50-329,B3/i3/14,840301019B 

-8403010273   Advises    that    supplemental    into    provided    in  PT  Kuo  B31114 
memo    to   iJP   Knight  will    be    transmitted    to   Midland    Board    »* 
suppl    to    Board   Notification   B3-163   Issue   ulll    be 
incorporated   as    Board   Notification  B3-16SA  W/o    end 
EISENHUT,  D  G        Division    of    Licensing        83/11/li        WDVAK,  T 
Assistant    Director    for    Licensing         lp        3244S   262        24X 
Fiche    30-339.83/12/14,8403010198 

-8403010282  Forwards    guidance    for   use    in   deciding    whether    to   recommend 
that    hearing    be   reopened    Hearing    should    be    reopened    based    on 
listed    reasons 

VOLLKER,R   H        Division    of    Engineering        33/11/33        EISENHUT,  D  G 
Division    of   Licensing        3pp        22443  370        24X   Fiche    50-329, 
B3/1H/14,  8403010198 

-B403010BB5   Advises    that   Vollmer   recommended    reopening   Midland    hearing 
on    dlesel    generator   bldg    structural    adequacy    issue.!  based    on 
task    group    rapt   Vollmer    memo   end    W/o   end 

ADENSAM.E        NRC   -  No   Detailed   Affiliation   Oivsn         B3/11/23 
EIBENHUT. D        NRC    -  No   Detailed    Affiliation  Given         lp         3S443  273 
24X  Fiche    90-399,03/13/14,8403010198 
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S40301O49B   AppeaEs    denial    oF    FO1A    request     for    T   Novak    notes    generated 
by    or    during    visit    to   Ol*n    Ellun, IL    to    discuss    OFc    of 
Special    Cases    findings   re    Facilities    from    Sept    19B2    to    Dec 
1983 

GARDE, B    P         Government   Ac c oun tabt 1 i ty    Project         B4/O1/17 
FELTW, J   M         Division    of    Rules    and    Record*          1*          22443   374         24X 
Fiche    50-337.04/01/17,6403010435 

B4O3Qi04Bt  Further   response    to    FOlrt   request    for    documents    re    evaluation 
or   review   of    design,  const ,  scfi  edul  ing,  c  ost    fs    licensing    of 
Facilities    from   1977   to    present  Kept    unava  i  1  at- 1  e    For 
Categories    1    f.   2  Panel    records    on    evaluations   placed    in   PDR 
FELTCW.  J   M         Division    of    Rules    and    Record*          B4/O1/24          ZACK,  A   li 
Harris.     Sott,     Denn    !.   Drller          2p  p          22532    232         24X 
Fiche    50-329, B4/O1 /34, B4030404B6 

6403060370  Notifies    oF    independent   design  t>    const    verification   program 
B4Q313   meeting    m/NflC    &    util     in    Bethesda.MD    to    discuss 
tfetails    of    completion   of    1 DYP 

LEY  IN,  H   A         TERA   Coi-p         84/02/24         EISENHUT. D   fl         Division    of 
Licensing         KEPPLER,  J   O         Region.   3,     OFFice    oF    Director          COOK,  J.  H 
Consumars    Pouer   Co         3pp          22511    312         34X    Fiche    3O-329,  B4/03/34, 
8403060370 

B4O3010296   Au  thoriies    util     ta    proceed    u/remedial     soils    lunrli    activities 
scheduled    for   Mar    1994.  per    B4O214    request     for    Work 
ftutnorl  (ation   Procedure    1-03950125 

HARRISON,  J   J         Region    3»     Office    of    Director         B4/O2/36         QUAHME, D   L 
Considers    Ptnuer   Co         2pp          2243?    104         24X    Fiche    50-339,34/03/28, 
B4Q301OB96 

B4O3010497    Re-sjionds    to    appeal     re    denial     of    F0IA   reqi»e»t    for    records    in 
possession   of    T  Novak    on   visit    to  Glen    Ellgn,IL    to   discuss 
findings   of   Ofc    of    Special    Case!    re    facilities   NRC    ha*    no 
records     sub j     lo    request 

DIRCKS,  W  J        Office    oF    the    Enecutlve   Director    for    Operations 
84/03/23         GARDE,  D   P         Government    Accountability    Project          Ip 
22443   273         2flX   Fiche    50-329,  64/02/28,  B4O30 10497 

B4O3080330   Lists    unresolved     items    t   aud i t    Finding    reptBi  I HC lud ing 
M5A-B3-10-03U   fc   M5A-B3-25-07F. respect i vely 

*       Consumers    Pouer    Co         B4/02/28  Stone    A    Webster,      Inc  Ip 

23S6Q    1?6         SAf    Fiche    30-329,34/02/20,3403080230 

640303024 1    Forward 3    BAOSSf     lilt    of    Dechtel     personnel     trained     to 
accomplish    status   assessment 

i       Consumers   Pouier    CD         84/02/2B  Stone    &    Uebiter,      Inc         3pp 

23561    0!3         24X    Fiche    50-329.  B-1/02/2B,  84030B0241 

S4030B024B    Foruiarils    proposed     list    oF    remedial     soils    uorfc     for    Mar     1*764    & 
supplemental    worlc    activity    list    for   Apr    I  <JS4   Revleu,  epmrne-nts 
1    author i latinn    raqucited 

OUAMHE.  D    L         Consumers    Power    Co         B4/O2/3B         HARRIEOW.J    J         R«g  Ion   3. 
Office    of    Director          I3p|i          33536    27i         24K    Fiche    50-329,34/02/28, 
B4 030B02 4 8 


—  B403140O2t    "Seismic    Margin  RevlBui,  Mi  seel  laneous   Subsystems    t 
Components    " 

UESLEY.D   A   ,    NflUVER,  R   D        Structural    Mechanics   A«ioei«t«s        BHA 
13701    03HOQ3   V10         84/02/59         200pp         22632    171          24X 
FlchB    BO-329,Bfl/Oa/01,fl-»031400ai 

B40313047O  Dlicusaes    sampling    inspa    of   const    training   records    for 
personnel    noted    in    Correspondence   CEC-73S2    Personnel    li«tod 
cleared    to    perform    status    asiesinent   enc  1    M/o    encl 

KAFIR,  J   E         Stone    (.    Webster,     Inc         B4/03/02          QUAMME-D    L          Con«Um«rs 
Power   Co          Ip         226  1  3   209         24X   Flche    3O-321?,  B4/03/02,  B403  130470 

S403I50003  Foruartfi    ivc    water    pump    structure    crack    survey    npt 
NflC    concurrence  oF    mods    to   crack    mapping    program  requested 
aaven  over*lr»   drawing*    encl    Aperture   card*    are   available    in 
PDR 

MDDNEY,  J,  A        Consumers   Poiuer   Co        Q4/03/05         HARRISDN-J   J        Reotcm   3. 
Office    of  Director         30pp        B2Q24    116        24X    Fiche    B0-329i  84/03/OS. 
8403130003 

B40313O3BB  Forwards    Honed    affidavit   fc  resums    for  RE   Horine    Assigned    to 
const    implementation   staff   at    plant 

KAflft.  J  E        Stone  t*   Hebster,     Inc        B  4/03/06,       HARRISON,  J    J        R>glon    3, 
Office    of   Director        9pp        22iOS   001        24X    Fiehe    50--339.  84  /03/Ob, 
B403I303GQ 

S4031304B2  Advises    that    listed    remedial    soil*    work    activities   pr«»entl^ 
scheduled    for  Apr    1984    identified    as   critical    uork 
activities   Appropriate    details   of    listed    activities 
requested    to    assist    NRG    in  review 

HAHRI80M,J  J        RBBion   3,    Office    of    Director         B4/03/04        flUAMME,  D  L 
ConsuniBrs   Pouer   C*          4pp         22613    193         34X    Fleh*    30-329.81/03/0(1, 
B4031304Q3 


Advlies    that  PBACK    eliminated    from    ueeklu    distribution   of 
sufflifliary    of    inspictar    training   &  personnel    form   printouts 
QUAHME,  D-  L        Consumers    Power   Co        S4/03/06         BARANDW,  8        Stont   fc 
Webster,     Inc        2pp         22669  302        34X  Ficht,  30-329,  B4/O3/OA, 
B4D3190098 

B403S3D114   Provides    addl    info    on   scope   of   uork    required    to    support 
turbine    roll    test    milestone   as    part    of    const    completion 
program    imp  lementd  tlon 

QUflHME,  D    L         Consumers    Power    Co         64/03/06          HARRISON,  J    J         Region    3, 
Office   of  Director         9pp        22730   337        H4X    Flene    3O-339,  B4  /03/Od, 
B403230114 

8403140033   Forward  5    "Plan    to   Conduct    Independent   Mgt    Appraisal    of 
Midland   Nuclear  Project,"    by    Cresap.  McCormicli    k  Pagit 
Appraisal    mill    eiamine    util    approach    for    completing    plant 
Certificate    of  Bvc    encl    Related    correspondence 

COOK,  J   W         Consumers    Power    Co         84/O3/07         KEPPLER,  J   0         R»glon    3. 
Office    of   Director         4pp        2S633    129        24X    Fiche    50-339,84/03/07, 
8403140032 


B4030302&O    Forwards    sunnanj    oF     siith    meeting    on    confirmed     items    !* 
findings    on   S-1020t    it    Qcchtel     Ann    At-boriMI    ofc     re     ite-ms 
Identified    in    independent    design   &   const    verification 
program    monthly    states    rept    dtd    B4O113 

LEVIN,  H    A         TERA   Corp         84/O2/2S         KEPPLEB,  J    Q         Region    3,     Office    of 
Director        COOK,  J  H        Consumers  Power   Co         E15ENHUT,D   S        Division   oF 
Licensing          14pp         225S7   O7B         34K    Fiche    50-339,34/03/23,6403030260 

6403 1 30341    Notifies    that    Oft    Fotlades    placed     on    controlled    d  1  itrituttgn 
of    fairing    plan   manual,  per    B40224   request 

QUAMME,  D   L         Consuners    Pouer    Co         S4/02/2B         BARANOW,  S         Stone    tt 
Webster,      [nc          Ip          23617    134         24X    Fiche    50-3E9,  B4/O2/HB,  B40313Q26J 


— B4O314003B    "Plan    to    Conduct    Independent   Kgt    Appr*ii*l    of   Midland 
Nut  1  ear   Pro  ject    " 

»      Cresap,     McCormick    t,  Paget        84/03/07         73pp         22633:133        24X 
Fiche    50-329,84/03/07,8403140032 

B403130193   Authorlte*    util    to   proceed    ui/Phai<t    I    const   completion 
activities    POT    listed    plant   modul*i.p«i-  S4O215  t,  0306 
requests   Partial    sys    approved    for    Phase    I    actlvltie*    located 
in    module   areas  also    listed 

HARBIBQN,  J   J        Region   3<    Office    of    Director         84/03/O8        QUAMME,  D  L 
Consumers   Power  Co         3pp         33601    36S        24X    Fiche   90-339.84/03/09, 
8403130153 


84Q322O179    Forward*    B40307    memo    providing    documentation    to    SSrW    For 
const    implementation   overview 

*  Consumer*   poue-r  Co        S4/O2/2Q  Stone    b  Mebsterj     Inc         4pp 
22717   024         24X   Fiche    50-329,34/02/29,3403320179 

3403080262  Forwards    uneMij    NSSS    subcontract    status    rept    for    uk    ending 
840217  W/o    encl 

*  consumers  Power  Co        B4/02/29  Stone    tt  Wetster,     Inc         Ip 
23537    112         21X   Fiche    30-339,84/03/27.84030302*2 

6403130139   Provides     list    of    documents     tent    to    SIM    on    B10229 

*  Consumers  Pouier    Co        84/O3/O1  Stone    5c  Htbiter,     Inc         Ip 
23617   323         24X    Fiche    50-329.  H4/03/01,  B403130189 


— 840>313016a  Submits    addl    Info    on   scope    of   iiicrk    requir*d    to    support 
turbine   roll    test    miles  tone,  per    840219    1  tr. Further 
definition    of   scope    for    seven  Q-llsttd    EIJS    8t   discrlptlon 
of    const    completion   program  process    provided 

QUAMMEi  D  L        Consumers   Pouier  Co         B4/03/O4        HAHBISON,  J    J       Region 
3,     Office    ot   Director         9pp        226O1    267         34X   Flche' 50-329, 
84/03/03,  8403130153 

8403ZDOO27   Requests    author! zat ion   to    procied    per   work   author  liation 
pra-cndures    to    ttcavate    Lag    Zones    V3   b   13,  Install    br*c> 
struts  E10,E11,U1O   b  Mil, install    temporary    support 
bracket    at   El    k  Ul    tt   remove    unacceptable    baclfill    t,   casing. 
KOQWEY,  J  A        Consumers    Pou*r   Co        B4/03/OB         HARRISON,  J.  J.       Region    3, 
Office   of   Director.        Ip         22699,233        24X    Fiehe   90-329,  B4/03/OB, 
8403200057 


94O3I4OO31    Foruards    Val    X    to    "SB  limit   Margin    Rtvieiu,  Hist  e  1  laneou» 
Subsijsteffls   t:  Component*    *' 

CQOK.J  »        ConBumers   Pouer    Co        94/O3/01         DENTDN, H  R         Division    of 
LlcenUnc        3pp        H2632    167        24>f  Ficne    30-329,  B4/O3/01 ,  B40314002  1 


B40319O180   Act;    receipt    of    840207   1 tr    indicating    dttlr*    to    diicuss 
likely    operation   dat*   Coit,  generating    opacity    *"   eitent    to 
uhich    casts    attributable    to   reasons    beyond    control    of 
1 ictnKBt    discusstd 

KEFPLER.J  &  Region  3,  Office  of  Director  84/03/09,  BARAK,  A  J 
Michigan.  State  OF.  3pp  33671  144  24X  Fiche,  30-329,  B4/03/O9, 
B4031901BO 
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— B4031901B6  Discusses    831O2B    1 tr    recommending    deferring    further 
Caseload    Forecast   Panel    meetings    Earliest    completion    date 
far   Unit   2  not    enpected    until    months    after    Second   Quarter 
1136  &   Unit    1    eipected    6-9   months    thereafter 

NOVAK. T   M         AsMstant    Director    far    Licensing          B3/12/2O         COOK.  J   W 
Consumer*    Pouer    Co          4pp          22671     116         24X    Fiche    5O-329.  B4/O3/09, 
84031 9QIBO 

— 3403190192  Notifies    that    util    seeking    ratemaking    treatment    for    plant 
Engineering    consultant*    hired    to    prepare    testimony    re 
operation   date,  cost    !>   generating    capacity 

BASAK.A  J        Michigan.    State    of         B4/O2/07        KEPPLER,  J   0        Region    3. 
Office    of   Director        2pp         22671    ISO        SIX    Fiche    9O-329.  B4/03/09, 
840-3190180 

S4Q3200O39   Requests    author!  lat  1  on    to    proceed    u/eKcavatlon    &    repair   af 
Froi«n   piping   &  excavation   &    installation    load    of 
r-ed«j*ionBd    B-17 

HOQNeYiJ   A        Consumers   Power    Co        84/03/09        HARRISON.J   J        Region   3, 
affict    of    Director,        Ip          3269B   313         24X    Flche    50-329,84/03/09, 
B403BQQO39 

8403320025  Forward*   840309    memo    re   Unresolved    Question*    47    &    4B  from 
Heno   DEB    330-B3  for   POCI    C-l    60.  Rev  7 

BEAUD01N.  D  E        Consumers    Pouer  Co        84/03/12        FOTIADEB,  0   R        Stone   t< 
Hibfter,     Inc         2pp          22717    180         H4X    Flche    90-327,84/03/12, 
8403220023 

B4Q2090Q41    Board   Notification   84-050   provides    Commission    policy 
•tat«fflfnt   &   proposed    rulemaking    on    environ    qualification* 
EiaENHUT.DO        Division    of   Licensing        84/03/14  Atomic    Safety    and 

Licensing   Hoard   Panel         lOpp        B4X   Fiche    50-000,04/03/14.8402090041 

B4O32000B4   Authoriies    listed    critical    remedial    soils    uorlt    activities 
for  Mar    1984 

HARRISON. J  J        Region   3.     Office    of    Director        84/03/14        OUAMME.  D  L 
Coniumer*   Pouer  Co,       2pp         326B3   294        24X   Fiche    90-329,84/03/14. 
8403200084 

040-3230202   Forward*    complete    responses    bo    tracked    info    Items    038,09?  t< 
tracked    recommendation    Item  O60  re    site   auditing 

*      Cnnumeri   Pouer    Co        84/03/14  Stone    b  Webster.     Inc         llpp 

22718' 090        24X  Fiehe    90-329,84/03/14,8403220202 

8403820082   Authoriies    listed    remedial    soils    uork    activity    for   Mar    19B4 
HARRIBONrJ  J        Region   3>     Office   of    Director         B4/03/15        QUAMME, D  L 
Consumer!    Power   Co         Spp,        22716    263         24X    Flche    30-339.  H4/03/1S, 
8403220082 

9403380113  Forward t    summary    of    Independent    design   !t   const    verification 
program   B40313  meeting    w/utll    t,  Oovt   Accountability   Project 
In   BethBBda.MD 

LEVIN- H  A,       TERA  Corp         84/03/19        KEPPLER,  J   8        Region    3.     Office    of 
Director        COOKi  J,  H,       Consumer*   Pouer   Co        EISENHUT,D  0,       Division   of 
Licencing         37pp         22716    226         24X    Fiche    30-327.  84/03/13,  B4032S01 13 

8403270009   Forwards    listing    of    QA  mgt   audit*    for    tracked    Info    Item 
092 

«      Conn/roar i   Pouer   Co        84/03/19  Stone   d   Uebiter,     Inc         2pp 

33767:333,       24X  Flche    90-329,84/03/13.3403270009 

B4O3270014   Forward i    summary    of    quality   verification    program   mgt   revieui 
83060!    meeting 

PALMER rB,       Consumer*    Power    Co.       94/03/19  Stone   d  Hebster.     Inc 

MpB.       S2770'029        24X   Fiche    30-329, B4/03/19,  8403270014 


8403320007   Bequests    author!  ifltion    to    proceed    u/iuork    author!  lotion 
Procedure    S023502OSi     "Eicavate   Around    Manhole    10    " 

OUAHME,  D   L         Consumeri    Power    CD         84/03/22         HARRISON,  J   J         Region   3, 
Office    of    Director          Ip         S8713   362         24X    Fichfl    50-329,84/03/23! 
B40322QO07 

F      Becurlty,    medical,     emergence)   &   flra    protection   plans 

B402090006    Board    Notification    84-034     forwards    R    Vollmer    B40aOA   memo    to 
D  Elsenhut   re    fire   research    result*    concerning    fires    in 
electrical    cabinets    in   control   room 

EISENHUT, D  O  Division  of  Licensing  B4/02/23  PALL AD I NO 
Commissioners  Ip  22376  203  24X  Flche  3O-000, B4/02/23, 
8402090006 

— B4O30S0316  Recommentls    that    Info  re    fire    research   results    concerning 
fires    in    electrical    cabinets    In   control    room  be    submitted 
for    board    notification,  per   NRR  OFc   Ltr    19,  dtd   821001    Further 
evaluation    of    test    data    required. 

VDLLMER.R   H        Division    nf    Engineering         G4/02/06        E18ENHUT.D  0 
Division    Qf   Licensing         lOpp        22376    204        24X 
Ficha    30-OOO,  S4/02/23.B402090006 

B403120103  Notifies    of   840323  uorkshop    on    fire    protection    safe   shutdown 
requirements    of    IOCFR30,  App    R    in   Rosemont,  IL    to   diicuss    IE 
Info   Notice    84-0?  &   provide    add!    shutdown   analyses  t7or   mod 
guidance   Agenda    encl 

SPESSARD.R  L        Division    of   Emergency    Preparedness   t>  Operational 
Support        Q4/O3/0&        COOK,  J  M        Consumers   Power  Co        3pp        3S5Ba  23 ^ 
24X    Fiche    9O-329,  04/03/06,8403120103 


0      Ad jud Icatorij    correspondence 


8403060093  Forwards    list   of   audit  repts    dtd    840130-0202  Certificate    c-r 
Svc    encl    Related   correspondence 

D RUNNER,  J   E         Consumers    Power    Co         94/O2/29         BECHOEFER.C    , 
HARBOUR,  J  .     COWAN- F  P        Atomic   Safety   «nd   Licensing   Hoard   Panel 
4pp         32316    334         S4X    Fiche    50-329.84/02/29,3403060093 

B403140119   Contention    on  Transamerlca    Delaval    diesel    generators   re 
Model    DSRV    12  Model    cannot    be   relied    upon    to    perform 
requisite    safety    function 

8TAMIRIS, B         Stamirll.     B         84/03/O4  Atomic    Safety    and    Licensing 

Board    Panel          3pp         22624    SOI         24X    Flche    90-329, G4/O3/04,  84031401 1? 

8403140075  Forwards   DG  Eisenhut   830B10    Itr    to   DP  Garde,  per   B30921 
commitment   W/o    encl 

HASSELL.  D   F         Hearing    Branch     1         34/03/05         BECHHQEFER,  C    . 
COWAN, F   P    ,    HARBOUR,  J       Atomic    Safety    and    Licensing    Board   Panel 
2pp         22633    OBI         24X    Fiche    90-329,34/03/09,8403140073 

8403140154   Fovuiards    lummarles    of  B20202-O5  meeting   b  audit  re    auxiliary 
building    undorp  inning,  B20316-19  meeting    t.  audit   re    soils 
remedial    action  &  831004-07   audit   b   meeting    re   HVAC   sy* 
HILCOVE.M  N        Hearing    Branch    3       84/03/03        HERNAQEI.L        apv«rnment 
Accountability    Project        2pp        326S1    361         24X   Fiehe   30-329,04/03/0^, 
B403140154 

8403130003  Forwards    tvc   water    pump    structure    crack    survey    rept 
Concurrence    on   modi    to   crack    mapping    program  requested 
Details    will    be   discussed    at    840404    meeting   Certificate 
of   Svc    end    Related    correspondence 

MOQNEY,  J  A        Consumers   Power    Co        84/03/05        HARRIBQN.J  J        Region   1, 
Office    of   Director        30pp,       22B24    116        34X   Flche   50-339,04/03/03, 
B4031 30003 


8403220100   Notifies    of    eighth    independent    design   &   const    verification 
program   B403Z8  meeting    u/utl 1> I»ham. Lincoln   &    Deale,Govt 
AccpuntBbllity    Project    t>   Midland    Daily    Neu*    to    diicusi 
*tatut   of  confirmtd    Item*   t<   finding* 

LEVIN.H   A        TERA  Corp         B4/03/20        KEPPLER, J   W        Region    3,     Office    of 
Director        EIBENHUT,  D  0        Divlfion    of   Licensing         COOK.  J  M 
C-DneunHH-t   Power  Co.       Spp         2271B' 179        24X   Fiche    90-329,  B4/O3/20, 
8403220100 

G403270197   Notifies    of    eighth    OCR   status    revieiu  meeting    on   B40328  u/ 
uttliBtiM   t<  SliM    in  Ann   Arbor. MI    to    discuss    confirmed    itemi    & 
fintflnps    of    Independent    deilon   const   verification    program 
Agenda   encl. 

LEVINiH.  A,       TERA  Corp         84/03/20,       EIBENHUT,  D,  0        Division    of 
Licencing        KEPPLER,  J.  0.       Region   3,    Office    of    Director         COOKi  -J  W 
CaniuiMri  Power  Co.      Spp,       22769   197       24X  Flche   30-329, 84/03/HOi 
B40327O199 

B4O3300Q90  Forwards   minutes    of    mgt   review   for    const    completion   plan 
(HJ»lttij   verification  program   B30429  meeting   Agenda   fc 
•upaorting   documentation   encl 

PALMER,  B.       Coniumer*    Paver    Co        84/03/20  Stone   ti  Mebiter.     Inc 

4(%pp,       22B2B'D26        24X   Flche    90-329.84/03/20,8403300090 


8403120039  Advises    that   entire    firuUne    eicavatlon   backfilled    after 
physical    connection*    made    to    restore    fire    sve    to   portions 
of    site    Svc    list   encl    Related    correspondence 

B RUNNER i  0  E        Carolina   Pouer    h  Light   Co        B4/03/07        BECHHDEFER.C   , 
COWANjF   P    ,    HARBOUR,  J        Atomic   Safety   and   Licensing   Board    Panel 
Spp,       329B9  271        B4X  Fiche,  30-329.  34/O3/07i  8403130039 

8403130114,   Order    revising    schedules    for    tubmltta)    of    proposed    findings 
Bi    conclusion!    on  QA/mgt   attitude    Is&ues    ASLD  may    Issue 
separate    partial    initial    decision   on   certain    Issues   not 
encompassed    by    proposed    findings    on    issues 

BECHHOEFER, C.       Atomic    Safety    and   Licensing    Board    Panel        84/03/12 
Epp        2H613  B93        24X  Fiche    30-329.  94/O3/12, B403130114, 

8403190166  Forwards    Bechtel    quality   action   rept    supporting    D  Leul* 
testimony    re    buried   control    room   pr&asuriiatlon    pipe 
Corratlon   caused    by    stray    welding    currents   not    item  of 
concern    Svc    list   encl    Related    corretpontfence 
BRUNNER,  J  E        Consumeri   Pouter   Co        B4/O3/12        BECHHDEFER.C    . 
HARBOUR,  J  t    COWAN,  F  P        Atomic   Safety   jint   Licensing   Board    Panel 
7pp        22669    1B4        24X  Fiche    50-329,  B4/O3/12,  84031<?0166 
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9403330031    Re^iiti    approval     For   r«l«»*    Q#    IMP    «»""«    * 
PIIWM    diipontton    rejardle.s    of    peniion    of   module    action 


H.g.on   3,     Office    of    Director        3p? 
Fltha    50-329   B4/03/  13.  6403330031 


23724333        2*X 


6403200011    Proposes    to   defer    response    to    Stamins   OL   cont  ention    re 
Transanerica  Ceiaval    Bieiel    generators    until    after   receiving 
Stanlrn    Itr    In   support    of     timeliness    of    contention   Proof 

fllLWEMTfi         Khan.    Lintol  n   t  Beale         OILDMEN,  B   P.         Consumer*    Pouar 
Cn        34/03/13        BECHHOEFER.C        Atomic    Safety    and   Llcenilna    Hoard 
Panel         3PP         22683   358         34  X   Fiche    5O-339,  B4/O3/1S-  B4Q3200Q1  I 

B4033QQ139   Addendum    Ho   Stamiri*    contention    on    Tronsamerica    DaUval.lnt 
•Jiesel    generators   addressing    late    filing.    factor!    of 
10CFH3   7(4 

STAH1RI5   B        Btamiris,     B         84/03/13  Commissioners         2pp 

23699    156        24X   Fiche    3O-329.  B4/Q3/15,  B403200139 

B403270030  Proposes   to  defer    response    to   Stamiris  840304    contention   re 
Transamerlca   Dalaval    diesel    generators    Proof    of   Svc    encJ 
GILOMEM.fl    R         Mham.    Lincoln    S.  Beale         &ILDHEN.  B   R         Con*umer*    Pouer 
Co        DSB    110        04/03/15         BECHHDEFER.C         Atomic    Safety    ami    Licensing 
Board   Panel         3pP         237*1'   3*0        34X   F'<:h*    30-329,  84/O3/19.  B4Q327QQ20 

B4032S0244   Order    setting    time    for   responses    to    D    Stamirn    B4O3Q4 
motion   ai    If   B4Q315   addendum   was   original    filing    date    Serve'd 
on  640333 

BECKHDEFEP..C        Atomic    Safety    and   Licensing    Board    Panel         DSB    05? 
B4/Q3/2I  Office    of    the    Eiecutlve   Legal    Director         Bpf. 

22719   049        24X   Fiche   50-329.84/03/21.8403320246 

6403230348   Orfler    eitending     time   until    940425    for    Commission     to    act    to 
ravteu  Director's   Deciilons    DD-63-16  !<  DD-B4-2  Served    an 


CH1L«.S   J        Office    of    the    Seeretarg    of    the   CpmmissiDn         DSB    15B 
94/03/27  Commissioners         Ip        33737    143         24X 

FichB   50-329.84/03/27,6403290348 


I      Financial    information 


0103190071    Annual   Financial    Kept    For    1983   H/840312    1 tr 

EELBY.J   D   .     FOLAHEE.J   H    .     PEBBV.  P   A        Consumer*    Pouer    Co         S3/1S/31 
OIAMBU5SD,A        Division   of    Licsnsing         34po         22446    136         24X 
Ficha   30-000.  B3/12/31.  B4O31 90071 


Fprwrd.    IE   Monthlg    Mating    Ropt.    M-329/84-03    I. 


S4Q3Q603B3 


IE  M.nlh.,   N«tln| 

i-T.s«1.a:s" 

• 


-B403060407  Forwards   .lnut»    •«»  Ftb    19S4   monthly    third-pTtg 


,     Office  of   Director        21pp        22507011, 
Fiche   50-329.  84/03/01.0403060383, 


~  B403060A15  Foruard.    Independent 


of    Und.rpinn  Inn    H*>ktV 


DetaiUd  Affiliation  Given       Upp 

FlchB    50-329.64/03/01.3403060383 


Cfl«.B 

22307  032,      34X 


—8403060430  Forward*    Independent   Asse.Binent    of   Und.rpinning 


e  i,  Webster,     Inc        84/01/17        CODK.fi        NRC   -  N,, 
Detailed  Affiliation   Given         ISpp        22307  043        SAX 
FlchB    50-339.  94/03/01.  B4030603B5 

B403060433  Forwards    Independent  Assessment    of   Underpinning    Me*  My   Rip 

LUCKSrA   B        Stone    i.   Weoster,     Inc         B4/O1/23         COOK,  R         NRC    -   No 
Datalled    Affiliation   Given         14pp         2HSO7   OSS         24X 
Fiche    30-329,64/03/01.  B40304O3B3 

-94O306042B  Foruiarda    Independent  Assessment    of   Underpinning    Weekly   R«P 
71     for    B40123-a0  ____ 

LUCKS.AS        Stone   i.   Webster.     Inc         B4/Q2/02         COOK,  R         NHC-No 
Detailed   Affiliation  Siven        16pp        22307  072        24X 
Fiche    30-329,  B4/03/01i  B4030603B5 

6403060442  Foruards   Const    Implementation   Overvieu;  LJaiklu   Rtpt    31    tar 
B40109-13  „       , 

KARR.J   E       Stone   t,  Mebater.     Inc        B4/01/1B        KEPPLER,  J  0         R«B*or> 
3,     Office   nf    Director         17pP         2SS07    100         SIX 
Fiche    50-329,  B4/03/01.  8403060305 


Inspection  reports,    IE   Bulletin*  t  correspondence 


6401230630   Partial    response    to   FOIA   requeit    for    IE   800103    rept    re 
review  of  matl    false   statement  at   faci  1  ities.  associated    t> 
sujportinj    records   to  rept   It  r>pts    prepared    in   response 
Forwards  App  A  docuraent5    Review  of   add!    records    in  progress 
FELTON.JM        Division   flF    Roles   and   Records         03/11/01         glNSLQUpR 
Walt   Street   Journal         Bpp          2190S   337         34  X   Fiche    50-329,  S3/1 1  /Ol. 
B-S01230630 


94O3D70229  Partial   retponi-e    to   FOIA  request    for    repts  re  NRC 
inviitlgatl  en  of   failure    of    reactor   vessel    holddoun   studs    on 
Unit    1    reactor   v*»»el   Forward!   App    A   6   B    tfocumencs 
FELTON.J   H        Division   of    Rules   and    Record*         B4/03/23         PLATO.  E 
Kohl.     Sue  re  it.    War  die,    Lynch.    Clark    6  Hampton         4pp         223ct4    149 
Fiche   30-329.84/03/23.8403070229 


—  B403070343   Foruardi    IE    In-sp    Reptt   SO-329/BO-ia    fc   30-330/BO-13    on 
B0030I-31    No  noncompl  lance    noted  Major   area*    inipected 
eiatn  of  procedures  &  representative  records.  06  servation*    b 
interviefs  u/personnel    U/o    encl 

FIORELLI.^       Rigian  3.     Chicago.    Office    at    the    Director        SO/Q5/19 
HOWELL.  SH        Consuiniri    Pome r   Co        2pp         22944     170         24X 
Fiche    30-329.  B4/02/23,  6403070329 

— &403070391   Responds    to  B3-09OI    Itr  t>   forward*    IE    Invei  t  igat  ion  Repti 
3D-3S9/80-13   t.   30-33Q/6-D-I4   H/o    end 

LEUIS.S  H        Region   3.    Office   of   Director         63/09/20.        MYERS,  T  F 
flaran,    Lucou,    Hiller,    Seuard,    Cooper   b   Bicker          Ip         25944   263 
24X   Flihe    50-339,84/02/23.6403070229 

B401190072  IE    Info  Notice  B4-I3.    "Potential    Defieiencv   in   Motor 
Operated  Valve  Control   Circuits  fc  Annimc¥ation   "   Svc    li*t 
cncl 

JORDfiN.E  L       Division  of   Eenergencu,   Preparednes-*   6  Engineer  ing 
Reiponn    (Post   B30103)         B4/02/2B  Coniolitfiled    Edison    Co       of   Ueu 

York,     Inc         115pp        B2909   237        24X   Fiche    50-OOO.  B4/02/BB,  B401 190072 


—  9403060414  Forwards   Const    Implementation   Overview  W«Btly   Rfpt    32    for 

B4Q116-20  „       , 

KARS.J  E       Stone   fc  Webster.     Inc        64/01/37        KEPPLER,  J  0        Region 
3,     Office    Of    Director         EOpp         22307    117         34X 
Fiche    50-329.B4/03/01-84030403B9 

—  8403060145  Foruards   Const    Implementation   Overview  Weekly    R»pt    33   for 

840123-37 

KARR.J   E        Stone    *   Webster.     Inc         84/02/01         KEPPLER.  J   0         Region 

3,    Office   of   Director,       I7pp        28507    137        24X 

Fiche    50-329,B4/03/01<64030403B5 

Bfl020<?OQQ7    IE   Info  Notice   B4-14.     "Highlights    of  Recent  Tranipcrt 
Regulatory   Revs  by    DDT  *  NRC    "  Bvc    list    encl 

ORAC6.J  H       Division   of   QA.    safeguards   &    Inspection   Programi    (Po»t 
0301  O3)        84/O3/02  Consolidated   Edison   Co      of   N«u   York.     Inc 

130pp         32332   329         B4X   Fiche    30-000.84/03/02,8402090007 

B40209OOOB    IE   Info  Notice  84-16.     "Failure    of    Automatic   Sprinkler    Bi(» 
Valves    to  Operate."   Svc    list    encl 

JORDAN.  E  L,       Divi*ion   of   Emeroencu.    Preparedne««   &   Engineering 
Response    (Post   830  103)        84/03/02  Consolidated    Edlion    Co      of   Ntu 

- 


York.     Inc        122pp        223S3  098 


Fiche    50-000.84/03/02,8402090003 


8402090009    IE    Info  Notice   B4-15,     "Reporting    of   Radialojlcal    Rel»««i    " 
Svc    Hit    encl 

JORDAN,  E   L       Diviilon    of   Emergency    Preparedness   fc   Enoineering 
fiBipnnse    (Post   930103)        84/03/02  Consolidated    Ed  lion   Co      of  Nv" 

Yorfc,     Inc         119pp.       83353  217        24X   Fiche    50-000184/03/0318402090009. 

B4030&028B   Author  iiet    utll    to    j«ck    Pier*    CT1    fc  CT1Z   a*    long    >i 
auxiliary    bltfg    differential    movement   controlled    according    to 
B401O6   agreement   documented    In    IE    Imp   Repts    50-327/84-01    t> 
30-330/84-01 

HARRISON.  JO        Region    3.     Office    Of    Director         84/03/02         QUAMME.  D,  L, 
Consumers   Pouer  Co        Ip        22519   160        24X   Fiche    50-329,94/03/02, 
B403O602BB 


8403130297  Advises   that  const    implementation   overvieu  performed 
sampling    inlp   of  const    training   records    for   personnel 
Risults   satisfactory 

XARH.J   E        Stoni   1.   Webster,      Inc        B4/02/29         QUAMME,  D   L         Coniumeri 
Pouer   Co         Ip        23617   233         24X  Flche   SO-329,  B4/O2/29,  B4Q3I3029-7 


840313O234    Forwards    RC  Bember  8402B3   memo    re    MPQAD    in*p    iv»lu*ti 
Ovarinsp    Audit  MSA-84-6 

VOKAL.  D  J        Consumer i   pouier  Co        84/03/02  Stone   &  Webifcer, 

Spp          22606034         B4XFichB  80-329,84/03/02.8403130234 
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8403070011    IE   Info  Notice  84-17,     "Problems   W/Liquld   Nitrogen    Cooling 
Components    Heloiu  Nil    Ductility   Tamp    "   Svc    Hit    encj 
•JORIJAH,  E.  L        Division   of   Emergency    Preparedness   &  Engineering 
He*pOn«e     (Post   030103)         84/O3/03  Consolidated    Edison    Co       of   Neu> 

York,     Fne          I17pp         22SS3    336         24X    Fictie    3O-OOO.  81/03/09.  S4O2Q9001 1 

8402090034    IE    Info  Notice   B4-O9i  Rev    1,     "Lessons   Learned    From    Insps    of 
Fire;  Protection  Safe   Shutdown    8ys    "   Svc    list    end 
JOB DAN i E  L        Division   of   Emergency    Preparedness   d  Engineering 
Response    (Post  aSQIOS)         B4/03/07  Consolidated   Edison    Co      of  Neu 

York.      Inc          118pp         23633    049         SIX    Fiche    30-000.  84/03/07.  S4QH090024 

B402O9002B    IE    Info  Notice  B4-1B,     "Stress    Corrosion  Cracking     in    PUR 
BY*    "   Svc    list    encl 

JQRDANifi   L        Division   of   Emergency    Preparedness    d  Engineering 
Reiponse    (Post   B30103)        84/03/0?  Consolidated    Edison    Co      of   New 

YorlT'     Inc.          llBpp         235S4    184         24X    Fiche    50-000.  B4/03/07.  S4Q5090028 


8      Reportable    occurrences.    LERs    &   retated    correspondence 

B4Q1230630   Partial    response    to    FOIA    request    For    IE    SQ01Q3    rept    re 
revieui   of  matl    false   statement    at    fad  1  Iti  es-  assoc  iated    & 
supporting   recordB    to   rept    ft    repts    prepared    in   response 
Forward  a   App   A   documents   Revieui   of    ailiJ  1    records    in    progress 
FELTON.J   M        Division    of    Rules    and    Records          S3/11/O1          HIN5LOW.  R 
Wall    Street    Journal         2pp          S19O3    337         24X    Flche    50-329.83/11/01, 
B401230630 

— 840123Q66O   PNO-79-039   on    79O3O5,  investigation   concluded     that    QA    prc-gram 
for    obtaining   proper    toil    compaction    of    facility    deficient 
excessive   settlement    observed    m/dlcsel    generator    bldg    fc 
incorrect    Info  re    soil    foundation    contained    in  FSAR 
SHGWMAKER.R   E   ,     HENDERSON.  J    B    >     THORNQURO,  H   D         Office    of 
Inspection   &  Enforcement.     Office    of    the   Director        77/O3/OS        2p  p 
21903    352         24*   Flche    50-3S9,  B3/ U/01 .  B4O1230630 


B40S09003I    IE   Bulletin  B4-02.     "Failures   of   OE  Type  HFA  Relays    In  Use    in 
Clan    IE    Safety   SU*    "   Svc    Hit   encl 

DEYQUNQ.R   C        Director'*    Office    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of  Neu    York.     Inc 

134pf>.        32BB3   094         24X    Flche    90-OOD,  84/O3/12,  B402090031 


8403070326  FOIA  request    for    repts    re    results    of    investigation    of    failed 
reactor   vessel    holddoun   studs    on    Unit    1    reactor  vessel 
PLATD.E  D       Kohl.    Secrest,    Marole,     Lynch.    Clart   C.   Kamptun         04/01/33 

KEPPLER.JQ        Regions,    Office    of    Director         3pp        S3S64    147        SIX 
FichB    3Q-32'7,fl4/01/23,B<)03070S24 


Submits    summary    of    Oeehtel    investigation   &  corrective 
action*    to   resolve    issue    of    nonconf orming    matl    supplied    by 
Tube'Ltne    Corp, In   response    to    IE  Bulletin   B3-0&  Final 
riipdnse    expected    by   840615 

CDOH.J  H        Consumer*   Power   Co        84/03/12        HEPPLER,  J  0        Region  3, 
attic*   of    Director        2pp         2H7J2  339        24X   Fiche   30-329,34/03/13, 
B4D322Q014 

840337017?  Submits   resolutions    to   concerns   addressed    In  8401 1O    Itr   re 
hanger    re  imp   program  Computer    lilting    of   hanger*    evaluated 
loilnit    commodity    list    to    determine    base   number    of    hangar* 
In    program    submitted 

QUAhHE,  D  L.       Consumers   Pouer    Co        S4/03/1S        KARR,  J  E        Stone    & 
Hlbiteri     Inc        2pp        BH770  291        24X  Fiche    SO-3S9, B4/03/19/ 
8403270 1 99 

B40SO90043    IE    info   Notice   B4-19,     "Tuo   Events    Involving  Unauthorized 
Entrlat    Into   PUR  Reactor   Cavities    "    Svc    list    encl 
JDRDANjE  L        Division   of   Emergency    Preparedness    ti  Engineering 
lt.Bip-c.nte    (Post   B30103)        84/03/21  Consolidated    Edison    Co      of  Nau 

Yuri,      Inc          133pp         B2B23    229         24X    Flehe    30-OOO, B4/O3/S1,  B402090O43 

6402O90044    IE    Info  Notice   84-20,     "Svc   Life    of   Belays    in   Safety-Related 
Syi    "   Svc    Hit    and 

JORDAN. E   L        Division  of   Emergency    Preparedne"   »<  Englneerlno 
RtijioniB    CPost  830103)         B4/03/2I  Consolidated    Edl»on    CD      of  Neu 

York.     Inc         133pp        22933   001        24X  Fl ehe. 50-000. 84/03/21,  8403090044 


B403010491    Informs   Commission    of/   problems    u/ emergency    diesel    generators 
mfg    ay    Transamerica   Delaval,  Inc 

DIRCH8, W  J       Office   of    the  Eiecutive    Director    for    Operations 
SECY-B3-034         84/01/25         4pp          S243B    347         34X   Fiche    30-000,  B4/Q1/23, 
8103010451 

SH03310032  Part  21    rapt   re    failure    of    auxiliary    Peedwater    pump    drive 
turbines.  Olmpel   NPS-4   TJ,T  valve,  to    close    Enci    1  tr    d  td   FJ402O3 
tent    to    listed    utili  GE  notified    at    affected    units    In  DUR 
plants 

THEROUX.R   R         Terry    Corp         04/02/22         UDODRUFF,  R   U         Director's 
Office,    Office    of    Inspection    and    Enforcement        6pp        227O&-327         24 X 
Fiche    HO-000- 84/02/22,  B40321O032 

B4030t0269    Interim  deficiency    rept    re    nonconservative    desi-gn    of 
embedments    In   concrete   using    shear    lugs    located    in    tension 
rones  Melt   rapt   ti  petted    by    840601 

COOK,  J  U       Consumers   Pouer  Co        B4/05/24        KEPPLER,  J  0        (f eg  ion   3, 
Office    of   Director        6pp        HS519   2O1         24X  Flehe   9O-3S9.  B4/O3/23, 
84030&Q269 

B403070329  Partial   rssponse    to    FOIA  request    for    repts   re   NRC 
Investigation   of    failure    of    reactor    vessel    holddoun    studs    on 
Unit    1    reactor   vessel   Forwards    App    A   t   B    documents 
FELTON.J  M        Division   of   Rules    and    Records        S4/02/H3        PLATO, E  D 
Kohl,    Becrest,    Ward  I  e,    Lynch.,     Clark    &  Hampton        6pp        3  25  A  4    149        24X 
Fiche   30-329,84/02/23,  8403070329 


R.    Periodic    operating    reports    E<   related    correspondence 

B403 0-7000 B  Forwards   monthly    rept    for   Jan    19B4,  per   ALAB-106,  Including 
B*ch-t*l    nonconf ormance   rept,  Btch tel    F80  nonconf ormanc e    rept, 
Bvehtel    nuility   action   requests,  Bechtel    mgt    corrective 
action   repti    &  Bechtel    OA    findings 

CGOK.J  W        Consumers   Poiuer   Co        B4/02/29        DEYOUNQ,  R  C        Director's 
Qffle»,    Office   of    Inspection    and   Enforcement        2S30pp         2B3H9   010 
24X   Fiche    S0-329r  84/02/23,8403070008 

9403220(H.3  Forwards   month Ig    status   rept    for   Feb    19S4   Monthly 
OCR/finding    status    revleui  meeting    scheduled    for   840328    In 
Ann    Arbor, rtl 

LEVIW, H  A        TEfiA  Corp        84/03/16        EISENHUT,DG        Division    of 
Llc«n»lnfl.       REPPLERrJO        Region   3,    Office    of   Director        COOK,  J  U 
ConiuitlfrM    Pouir  Co        3pp,       22713  BBS        24X  Ftchft    SO-329,  B4/03/16. 
84O3230013. 


—  B403070340  AcV    receipt    of    771314    Interim  rept   re   broken    anchor    bolt    in 

reactor   vessel    support    skirt    flange, 

FIORELLI.G        Region  3,    Chicago,     Office  of    ttie   Director         77/12/26 

HOWELL,B  H       Consumers   Pouier    Co         lopp        2S5i4    158        24JC 

Flche    50-339,84/02/33,8403070229 

—  B40307034S  Recommends   order    be    issued    to  utll    requiring    action    to 


correct   unacceptable   anchor    bolts    at    facility    Draft    Itr 

order    encl 

KEPPLER.J   0         Region   3.     Chicago.      Office    of    the    Director 

THOMPSON.  0        E>ecutive   Officer    for   Operations   Support 
22364    17S        24X  Flche   50-329,64/02/23,0403070239 


HO/Q6/27 
36pp 


—  B403070349  Forwards    deposition*    re    preservice    failure   of   reactor    ve&sel 
studs    utilized   at   Unit    1    Related     info    encl 
LEWIS,  5  H        Region   3,    Offlcs    of   Director        84/01/06 
BERKOVITZ.DM       Office   of    the    Oeneral    Counsel        S2pp         a2Si4    264 
24X   Flche    90-339,  84/02/23,  B4Q3O7Q229 


— 9403220022    "Midland    Independent   Design   &  Const   Verification   Program 
Monthly    Status  Rept  Number    10   for   Feb    1984    " 

DOUflHERTY.  FA        TERA  Corp         B4/03/IA        34pp        B2713  2BB        24X 
Fleh"'  SO-329,  84/03/16,  8403220013 

S403270O62   Forwards    "Const    Implementation   Overvleu    (CIO),"   Meekly   Rtpt 
3»    KIT   84030S-09 

KARR.J.  E        Stone  I   Mebcter,     Inc        84/03/16        KEPPLER,  J  0        Region  3, 
Office   vf   Director.       17pp         227A6  OBB        24X  Fiche   30-329.  B4/03/16, 
B4032700A2. 

B403330043   Forwarili   monthly    statu*    rept    for   Midland    project    for  Feb 
1904, 

WARWICK, fi.F        Raoion   3.    Office    of   Director        Q4/03/19        KEI'PLER,JO 
legion  3.    Office   of   Director         IP        22728,391        Z4X 
Flche.  30-329,  B4/03/ 19,  8403230043. 

--B403230044    Forward*    monthly    status   rept    for   Midland    project    for   Feb 
ITO4. 

COW,  R   J        Region   3,    Office    of   Director        84/03/13        MARNICK. R  F 
Region   3,    Office   of   Director        2pp        22728  332        34 X 
Ficht:  SO-329,  84/03/19,  8403230043 


B403060104    Interim  deficiency   rept    re    D&M    s.team  generator    •uilli-aru, 
feeduater   header   design   change   Unit    S   change*    should    be 
completed   by   B40829  Work    on   Unit    1    suspended    due    to    delays 
in   startup    dates 

CQOK.J  W        Consumers   Pouier   Co         84/02/24        KEPPLER,  J  0        Rejlcm    3. 
Office    of  Director        3pp        22917   O15,       24X  Flche    30-339,  B4V02/S4, 
8403060104 

B403040272    Interim  deficiency    rept    ro    r unconforming    electrical    raceuay 
sys.  Adverse    effect    of   deficiencies    on    safety    of   plant 
operation   unllkaly    Bechtel    reviaeff    final    Rept   MCAR   70  encl 
Next   rept  inill    be    submitted    by    B4O6O8 

CQDK.J   W       Consumers   Power  Co         64/03/24.       KEPPLER.JO,       Rejion   3, 
Office    of   Director        7pp,       a2&17-Oi&        24X  Flehe,  BO-329J  84/02/24, 
8403060272 

8403060411    Forward t    signed    affidavit    ft    reiume   of   1    Ziiak    a»slgned    to 
const    implementation   overview    staff 

KARR.J  E        Stone  i  Webster,     Inc         S4/Q2/B4        HARRISDN.J    J         Region    3, 
Office    of   Director        3pp        22511.347        24X  Fichu   SO-327,  84/02/E4, 
B4030604 1 1 
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34Q30BOQ36   Forwards    rept    on,    B4O210    eilt   meeting    u/Hechtel    b   NRC    re 
Indiscriminate    cable    substitutions 

«      Consumers    Puutr    Co         94/02/24  Stone    &   Webster   Engineering 

Corp          3pp         22S5?   513         24X    Fiche    30-329. 84/02/34. B403030026 

9403010207  Forwards    "Investigation    of    Tupas   ff  4  AE  Piston    SHrts,  "    per 
Transamer  i  ca    Delaval:Inc    Outliers  Group    program   ecfliinitnienti 
Rept    evaluates    cracks    In    AF    piston    skirts    in  Shored am  & 
Grand    Gulf   Nuclear    Power    Stations 

rtUBGLER,  H    J         TDI     (Transamer  ica   Dalaval,      Inc     I    rjuiners   Group 
B1/O2/27         DENTON, H   R         Office    of   Nuclear    Reactor    Regulation, 
Director         3pp         22434   09O         24X   Fichu    30-OQO,  B4/03/27,  B4030102Q7 

6403080245  Confirms    that    listing    of   open   none onforntance   repts, tortud    H 
ii>sue    date,  given    to   D  Broun    on   840221 

QUAKttE,  D   L         Consumers    Poiuer    Co         B4/02/27         BARANOH,  S         Stone    L 
Webster.     Inc         3pp         225i!    OO6         21*    Fiche    3O-3E7, B4/02/27, 
B4O3OB0243 

B403130Q74   Forwards    closed    MonconFortnanc  e    Identification    Rept  N1R-01S 
re    training    recnTi)    discrepancies   not    in   compliance 
ui/ requirement  3    of    FPO-2   OOO/Rev  7,     "Training    of   Const 
Personnel    " 

KARR.J   E         Stone    !t   Webster,      Inc         B-4/02/B7         QUAMME,  D   L         Consumer! 
Power    Co        3pp        23615  219        2«   Ficlie    30-327, 84/02/27,  B403I30074 

6402090021    Board   Notification   B4-039  diacu»*ei   NflC    B40210    U    16  meeting* 
u/Transamer-1  ca   Dclaval.Inc    Emergency    Diesel    Generators 
Dinners   Group   Meeting    scheduled    on   B4030B  tor    f  Jna  1  i  ratl  on    of 
generic:    program  plan   prior    to    MIC   review 

EISENHUT.D    Q         Division    oF    LU»nsing         81/O2/2S         PALLAOINO. 
GILIMSKV.     ROBERTS      Commi s si  oner*         Spf         22346   OO3         24 X 
Fichs    50-000,  H4/u2/28.B402Q(;C021 

B4030103IB  Forward!    task    descriptions    for    16    Inoun    problem*   re 
Tra-nsamer  ica    Delaval.Inc    emergency    dlesel    jenerjitarB 
HUBELER,  W    J         TDI     ( Tranearner  ica   Delaval.      Inc    }    Ownero    Croup 
81/02/38        DEHTOW,  H  R        Office    of   Nuclear   Reactor    Regulation, 
Director         4Spp         22435    177         24X    Fictve    50-OOO.  04/02/28,  B40301021B 

B403080L71    Foruards    requuitad    1  i  c-t   of    Items    determined   to    b»    ready    for 
revieui  t    closure    bu   NFIC    items    marked    l>ij    aiterlsl    revieuetf    bij 
Region    111    inspectors   !<   will    be  removed    from    Hit    uhen 
closBd    in    insp    rept 

COOK,  J  W  Consumers  Power  Cn  64/03/29  KGPPLER,  J  C  Region  3. 
Office  of  Director  14>pp  22559  E9fl  24X  FithB  SO-329-  B4/O2/2B, 
B4030S0171 


8403080230  FoTuards    closed    Canst    Implementation   Overview    Item  094  r» 
Mark    Technologia*    Corp    QA    I.    quality    program   plan   manual (, 
procedures   &    target    list 

KAFIR.  J    E        Btone    t,   Webmter,     Inc        04/02/29        OUAMME.  D  L        Conflumtri 
Pauinr    Co         3pp         22361     Ol  6          24X    Fiche    9D-329.  84/02/27.  S4O30Q02SO 

B403O302S9   Foruiarde    complete    response    to   Conit    Implemantatlon  Qvirvliu 
I  tern  057   re    trainer    evaluation 

*  Consumer's    Power    Co         B4/OE/S9  Stone    b  Uebstir.     Inc        4pp 
22937    113         24X    Fiche     SO-329.  B4/02/2?.  S4O3OB02S9 

G4031302IO   Foruiards    closed     QAR    RT-00021    which    provide!    complete 
response    to   Nonconf ormanc*    Identification   Rept   NIR-OOQ   re 
training    mairl* 

*  Consumers    Pouier    Co         B 4/02/29  Stone    ti  Hibiter.     Inc        ipp 
32605.057         24X    Fiche    5O-3S9i  84/02/29,  8403130210 

0403060333  Forward*    IE   Monthly    Meeting    Rspts    50-339/84-03  (< 
SO-330/BI-Oa    on   B4O20? 

WARNICK.R  F  Region  3,  Offlcn  of  Director  84/03/O1  COOH, J.  H 
Coniumam  Power  Ca  2pp  23507  004  24X  Fichu  90-329. 84/03/O1. 
340306O3B5 

— 0403060407  Foruiardfi    minutea    of  Feb    19S4   monthly    third-p»rtg    ainitnent 
masting    ro    underpinning    Si    remedial    soils   luork 

LUCKS.  A  5        Stona    tc  Mebster,     Inc        84/02/S1        HARRISON-J  J        Ftiglon 
3.    Office    of   Director         Slpp        22507  Oil         24 X 
FlchB     30-329,61/03/01.  B4O30i0385 

— B403O6041S   Forwards    Independent  Assessment    of   Underpinning    WteVIg   R*pt 
iB    for    B40101-O7 

LUCKS.  A  S        Stone    &   Webster,     Inc        84/02/12        CDOK,  R        NRC  -  No 
^stalked    Affiliation    Given  llpp         23307    032         24X 

Fiche    50-339.B4/O3/01.  8403060385 

— 8403G&O42O  Forwards    Independent   Assessment    of   Underpinning    Uetkly   Rtft 
i9    for    840108-14 

LUCKS,  A    S         Stone    5,    UBc.«t*r.      Inc         84/01/17         CDQK,  R         NRC    -   No 
Detailed    Affiliation   Given         15pp        22S07   043        24X 
Flcha    50-329,84/03/01,9403060383 

— B4030i0423   Foruard*    Independent   Assoasment    of   Underpinning    Uerklu,   Rrpl 
70    for    640113-31 

LUCKS.  A   B        Stone    t<   Uebsterr     Inc        G4/01/29        COOK.  R        NRC   -   No 
Detailed    Affiliation   Given         14pp        23307   09Q        24X 
FichB    50-3a-?j 


B1030801B7  Forwards    response    to    Tracked    Info    I  tern  O54   requettlng    HTC    OA 
manual. qual ity    plan   program  manualp procedures   4    target    list 
utlllied    at    sit*    It  ujaDtdoun    suiwnart«s    issuoif    to    date 
*      Consumers    Power    Co         84/02/28  Stone    It   Webster,      Inc          2pp 

22SS?    112         24 X   Fiche    30-329, &4/02/SB,  B1030BOIB7 


—  8403060423  Forwards    Independent   Assessment    of   Underpinning    Ucaklij    Rept 
71    for   ei01E2-28 

LUCKS.A    a        Stone    &.   Uebster.     Inc        B4/02/O2        COOK,  R         NRC   -   No 
Detailed    Affiliation    Divert          16pp         22507    072         24X 
Fiche    50-329,  84/03/01,  B4O3Oi03B3 


B4O30S0192  Ail  vi  eel    that   sampling    insp-s    of    eon  at    training    records    of 
personnel    complete-  Results   of    insp    iati.3fact.ory    b    MR-01B 
closed    Personnel    Hated    on    enils   cleared    to    [.Brf-orm  status 
as-BBlament   W/o   enc  t 

«ARR,  J  E        Stone    t  Webster,     Inc        B4/02/B8        QUAKME, D  L         Consumsri 
POIUBT    Co          Ip         22331   HOI          24K   Fiche    30-329,  B4/O2/28,  Bfl030BOI 93 

9403000235    Lists    audit    finding    repts.  Inc  lutllng    MSA-Q3-7-04F,  OIF   Si 
M01-i03-03-02 

»      Consumers   Power   Co        H4/02/2B  Stone    !.  Web  i  ter,     Inc          Ip 

22360    IS4         24X   Fiche    SO-329, B4/02/28,  B4030BOH33 


— 3403060442  Forwards    Conit     Implementation   Ovarvieu  Meekly    Rept   31    for 
H401O9-13 

KARft.  J   E        Btono    (<   Webster,     Inc        Q4/01/1H        KEPPLER.J   0        Region 
3.     Office    Of    Director  17pp         22507    100         24X 

Fiche    50-329,  BVO3/01 .  a-!O3O603B5 

— 8403O60444  ForunrdB    Const     Implementation   Overview  Weekly    Rept   32   For 
640116-20 

KARH, J   E        Stone    b   Webster,     tnc        84/01/27        KEPPLER.J   0        Region 
3,     Office    of    Director  2Opp         22507    117         24 X 

Fiche    30-32-7,84/03/01,  B403OAQ3B5 


(3403130173   Foruard  s    closed    canst    implementation   ov«rview,  I  tern   035   r-e 
dielectric    Isolation   spacers    far   golvanie    protection   of 
copper    pipe    to    galvanlied    steel    pipe    aupports    missing    in 
same    sre-ss 

KARR.J  E        Stone   ti  Webtter,     Inc        B4/02/as        QuVirlrlE.  D  L         Coniufflert 
Pouer   Co        29pp        2SW?    174        34X   Fiche    30-329,64/03/26,9403130173 

B402O9DQ2Q   Doard   Wotiflcation    B4-044    foruai-sls    Part    21    rept    re 
Traniamer ica  Del  aval. Inc    turbo  charger    thrust    bearing 
lubrication   defect   resulting    in    engine    nonavailability 
EISENHUT.D  0        Division    of   Licensing        01/02/29        PALLrtDIND 
CommiSfiionerB         4po         22511    2A3        24X    Flcfie    50-000,84/08/39, 
54020700 SO 

B4030S0221    Formards   Nonconf ormance    Identification  Rept  019   On   8402S2, 
field    deviatinn    diipoaition    list    not    revised    to   reflect 
changes    for  Specs   M-1A  b   C-304 

KAfiRrJ  E        Stone   !(  Webster,     Inc        64/02/39        OUAMrlE,  D  L         Consumer! 
Pouar  Co        2pp        32560022        24X    Fiche    30-327,84/02/29,8403080221 

8403090247   Foruarili    complete   res?on»e    to    Const    Implementation   Dvervlau 
Item  036   r»    tncons istenc I es   noted    durinj    evaluation  of 
training    for   POC1    C-l    50 

«      Consumers   Pouier   Co        B4/OE/29  Stone   *   Hebiter,     Inc         4pp 

22561    019         24X   FichB    30-329.  B4/02/29,  8503080317 


—  94,0306:0443  Foruards    Const    Implementation   Overview  Wteklg    R«pt   33   for 


KARR.J   E        Btone    &  Webster.     Inc         B4/02/01        KEPPLER.J   0.       Region 
3,     Office    of    Director          17pp        22507    137        24X 
Fiche    &O-329,  B4/O3/O1,  B4O3O603B5 

6403130195   Forwards    closed    const    Implementation    overview    Item  OB7  re 
training    cla-tsas 

KARR.J   E        Stone   &    Mettter,      Inc        B4/03/01         QUAMME,  D  L.       Consumer* 
Power   Co         9pp         S2617   3O7         24X   Flche'  30-329,  B4/03/01.  B40313O19B 


30eO22a    Interim    deficiency    rept    re    coordination    of    engineering    hold* 

restrictions    resulting    in    installation   of   unqualified 
Esmei    cables    Cables   uill     be    replaced    Interim   or    final    rept 
eipected    bg    84OS04 

CDDK,  J   W        Consumers    Pouer   Co        B4/03/OS        KEPPLER,  J  0,       Region  3. 
Office    of   Director         6pp         22:361    023        24X   Fiche.  3O-329,  B4/03/02, 


B403130O3O  Forwardl    closed    Audit   Finding    Repts   r15A-B3-29-OSF> 
MSA-as-as-lOF  Bi  H3A-S3-25-03F   tc  closed    Unresolved    Item  ft«pt« 

MSA-as-as-osu  b  hsA-aa-as-o7u 

VOKALf  D    J        Consumers   Pouier    Co        84/03/02  Stone   &  Webster, 

13pp         22603,094         24X   Fiche    90-329,  Q4/03/02,  8403130030. 
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8103130104   Forward  i   Nonconf  ormance  Identification   Rept  O2Q   re    unsigned 
Chang*    request    formi 

KARH-J.E         Stone    t,    Webster,      Inc  S4/O3/O2         QUAMME.D   L         Consumers 

Power    Co         2pp         22617   331         24X  Fiehe    30-329,84/03/02,8403130134 

B40313D292   Forwards   Audit    Rept   MSA-  8  3-39  W/o    end 

VOiKAL,  D   J        Consumers    Power    Co        84/03/02  Stone   &   Webster,     Inc 

Ip         23614    149         24X    Fiche    30-329,  84/03/02,  B40313O292 

B40313D3K1    Forward*   Const    Implementation   Overview  Hold  Point 
No  t  i  Pic*  t  Ion    Item  061    re    subcontract    document    contrail  far 
net  Ian,  Ricommindi    form   be    revised    to    provide    signature    tc 
date    space    for   recipient 

KAHfl,J  E        Stone   &  Webster.     Inc        B4/O3/02        QUAMME.D   L        Consumers 
Poutr    Co         2pp         22614    130         24X    Flche    30-3H9,  B4/O3/02.  8403130321 

B40314OQ4B   Forward!    "Grand    Gulf   Component   Tracking   Sys,  "    "Shoreham 
Comjonint   Tracking   Sys"    &    "Transamerica   Delavali  Inc 
DIviil   Oenerator*  Owners   Group  Program  Plan."   to  resolve 
concerni    w/emergency    dlesel    generators 

KUSELER.H   J        Long    Island    Lighting    Co        S4/03/02        DENTDN.  H  R 
Office    of   Nuclear  Reactor    Regulation.     Director        2pp        22626  062 
24X  FUha    30-000.84/03/02,8403140048 

—  B4Q3140093   "Transamerica    D«laval,Inc   Olesel    Generators    Owners   Group 
Program  Plan   " 

*      TDI    <Traniamerica    Delaval.     Inc    t    Owners   Group        B4/03/O2 
Stiff         22628  323        24X    Fi  che,  30-000,  84/03/02,  8403140048 

840313016)1    Forward!,  for    Info,  cloved    Quality    Action   Request   QAR-RT-QQ020 
used    to    track    const    implementation    overview  Nonconf  ormance 
Identification   Rept   N1R-007 

*      Coniuman   Power   Co        B4/O3/03  Stone   &   Webster,     Inc         lOpp 

23899'  298         24X   Flche    50-329.84/03/03,8403130161 

B4031303&2  Forwards    partial    response    to   Tracked    Action    Item   043. 
consisting    of    pre-  &   post-stop   work    order    activities.  DDR 
Implementation,  site-wide    distribution   plan    implementation 
ichedule   &  corrective   action    plan   W/o    enel* 

REICHEL.N    I        Consumers   Power    Co,       84/03/05,  Stone   4.   Webster,     Inc 

Ip,        2.2616   2i9         24X    Fieh»'  3O-329,  B4/03/O3,  8403130362 

8403130479  Forwards   Conit    Implementation    Overview.  Item  048   re 
Inconil  itemcy    between    spec    requirements    on    spacing    between 
anchor    bolt*    of    different    diameters   Bechtel    preparing    spec 
•Chang*    notice, 

KARR.  J.  E        Stone   b   Webstar.     Inc        84/03/03        KEPPLER.  J   0        NRC   -  Mo 
Detailed   Affiliation  Given.      QUAMME,  D  L  .    REICHEL.M  I        Consumer! 

Pouer   Co         3pp         22613,228,        24X    Flche    30-329.  B4/03/03,  8403130479, 

B40313023B  Forwards    Const    Implementation    Dvervlewi  Item  062   re    training 
classes    Status   assessment    performed    on    pip*    supports    by 
personnel    u/lncomplete   required    training 

KARR.  J.  E        Stone   fc  Wib*tar,     Inc,       04/03/06,       KEPPLER,  J,  0        Region   3, 
Dfflc*    of    Director        3pp         E26OA  037        S4X   Fi  che'  30-329,  84/03/06, 


H403  130354  Forwards    completed    response    to   Tracked    Action    Item  04B 
consisting    of   Spec    Change    Notice    14001    to   Spec    C~306  re 
grouted    anchor    bolts 

REICHEL.H    I        Consumers   Power    Co        64/03/06  Stone    b   Uebitsr-     Inc 

4ff          22616   330         24  X    Flche    30-329,  84/03/06,  B4O3130334 

8403130491    Request*    extension    to   S403D9   for    responding    to    Tracked 
Info    Il*mt   OBB  t>  099  tt  Tracked   Recommendation    Item  060 
REICHEL,N,  1,       Consumer!    Power   Co        84/03/06  Stone   &   Webster,     Inc 

Ip        22613    ISO.       24X  Flc  he'  30-329,  B4/O3/06,  8403130491 

B40S070033  Board   Notification   84-047   forwards    Transamerica    Delaval,  Inc 
Owners   Croup   piiton   skirt   r*pt  Si   task   descriptions 
EIBENHUT,  D.  0        Division    of   Llcenilng         34/03/07        PALL  AD  I  NO, 
OILINBKY,     ROBERTS      Commissioners        4pp         22674,  221        24X 
FJeh»;  90-000,  B4/03/07,  B402O90033 

S4031  30271    Inform   that  response   to  Nonconf  ormance   Insp   Rept   OOS 
satisfactory   Const    implementation    overview  Will    continue    to 
monitor    training    commitment!    u/emphaiis    on    lilted    areas, 
KARR.J.  E        Stone   t>  Webster,     Inc,       34/03/07        QUAMME.DL,       Consumers 
Power  Co        Ip       22614'  173       24X  Flche:  00-329,  84/03/07,  8403130271 

B403140122  Part   21    rept    re    status    update    concerning    abnormal    wear    on 
linear   converters.  Te>t    program  underway    Results    of 
Investigation    indicate    excessive   wear   caused    by    hunting    Of 
control    circuitry, 

DODBON,  J  P.       Pacific    Air    Products   Co        04/03/0?  Director's 

Office,     Office    of    Inspection    and    Enforcement        7pp        22624  '048        24  X 
Fich.    30-000,84/03/09,8403140132 


9403320072  Forwards    lilted    documentation   re   post-weld   heat   treat 
thermocouple!    Bechtel    In   contact  u/supplieri    to   obtain 
replacements    M/o   enc 1 

*      Consumers    Power   CD        B4/03/O9        SMITH,  A         Stone   &  Webster,     Inc 
Ip         22712   310         34X    Fiche    30-329,84/03/09,8403220072 

8402090038   Board    Notification    84-051     forwards     "Trantaraerica    Delavali  Inc 
(TDD    Diesel    Generator!   Owners   Group   Program   Plan    " 
EIBENHUT,  D   0         Division    of    Licensing         B4/O3/12         PALLADUJO, 
OILINBKV,     ROBERTS      CommUs  loners         3pp         22688   214         S4X 
FlehO    30-000,84/03/12,8402090038 

84OS09003?  Board    Nntificatlon   84-032    forwards    meeting    summaries 
containing    transcripts    of    840210  Si    16  meetings    between   NRC   t 
Transamerica   Delaval, Inc    <TDI)   Owners   Croup    Distribution 
list    enc) 

EI9ENHUT.DG        Division    of   Licensing        B4/03/12        PALLADINO, 
GILINBKV,     ROBERTS      CommUsionere         5pp         S27O8   001         24X 
FichB    30-000,  84/03/12, B402090039 

— B40306O936  Forwards    summary    of  840210  meeting    w/Transamerl ca   Belaval, 
Inc   Qwners   Oi-oup    in  BethestJa.MD  re   problems    w/emergencv 
dleiol    generators 

CARU5D.R         Llcenslna    Branch    2         04/02/27         O'REILLY.JP         NRC   -   No 
Detailed   Affiliation   Qlven        <bpp        33703   OOu-        24X 
Flche    50-OOO, 84/03/12, B402O90039 

— B4030603S4  Transcript   of   B40210  meeting   u/Tran»amer lea    Delaval,  Inc 
Owners   Group    in   Bethesda.MD  re    problems   u/emergencg    dleiel 
gsnerator! 

«      NRC    -   No    Detailed    Affiliation    Given         84/02/10         147pp 
22708    010         24X   Fiche    30-000,  B4/03/12,  B4OHO90039 

— 8403070409  Summary    of  840216  meeting  w/Transamer lea  Delaval,  Inc   Dinners 
Group    In  Wading   River, NY   re    program  plan    to    establish 
reliability    of   dlesel    generators   Agenda,  meeting    transcript   & 
attendance    Hit    encl 

MILLER, M  A        Licensing    Branch    4        34/02/37  Licensing    Branch    4 

Bpp         22708-161         24X   Fiche    30-000,84/03/12.8402090039 

— 8403070423  Transcript   of   940216  conference    in    Wading   Rivar.NV  Ft 
Transamerica   Delaval,  Inc    dlesel    generators    Pp    1-82 
*      Commissioners        B4/02/16        84pp        22708    169        24X 
FichB    30-000. B4/03/12, B402090039 

8403140030  Forwards    "Deiign   Review  of   Connecting    Rod    Bearing    Shall*    for 
Transamerica   Delaval    Enterprise   Engines"    for   Shored am  & 
Grand    Oulf    dleial    generators 

MUBELER.W  J        Long    Island   Lighting   Co        84/03/12        DENT  ON.  H  R 
Office    of  Nuclear  Reactor   Regulation,    Director        2pp        22632  074 
34X    Flche    30-000,84/03/12,8403140030 

B4031S01G3  Forwards    "Transamerica   Delaval, Inc    Diesel    Generator   Rocker 
Arm  Capscrew  Stresi    Analysis   Rept,"   Cap  screw   design  adequate 
for   applicable    engine!   tt    ivc    conditions 

MUBELER.W  J        TDI    (Transamerica  Delaval,     Inc    )    Owners   Group 
84/03/13        DENTON.H  R        Office   of  Nuclear   Raactor   Regulation. 
Director        2pp        22639  270        24X  Flche    30-000,84/03/13,8403130133 

8403270169  Forwards, for    Inf o, dual  1 ty   Action   Requests    (QARs)    RA-00134   & 
RA-00135    to    assign    action   C<    track    const    implementation 
overview    (CIO)    NIRs    019  &  020  on  KPQAD  QUAIL,    syi   CIO  will 
evaluate    !atl«factorl lg    closed   out   QARs    to    close    out  NIRs 
»      Consumers   Power   Co        B4/03/I4  Stone    fc  Web*ter,     Inc        6pp 

22771    13B        24X  Fiche   30-329. B4/03/14,  B403270169 

8403270023    Informs    that   all    Q   redline    drawings    1 ncorporeteo,  per   Hold 
Point  001. Rept   6 

*  Consumers   Power   Co        B4/03/13  Stone    &  Hebiter.     Inc        2pp 
22770   069         24X   Flche    3O-3S9,  B4/03/1  3,  B40327O023 

B403270029  Forwards   response    to  Tracked    Info    Item  033  re    training 
matrix    status    assessment   requirement* 

#  Consumers    Power   Co        B4/03/13  Stone    &  Webster,     Ine         llpp 
22769  328        24)1   Flche    30-329.64/03/19,8403270029 

8403270227   Forwards    open  Const    Implementation    Overview   Item  063  re 
•tatui    assessment    In   Module    12OD   on   B403I3    using    unmarked 
FSK  prints 

KARR.J   E        Stone   fe   Webster,     Inc        B4/Q3/13        KEPPLER,  J   0        NRC  -  No 
Detailed    Affiliation  Given        REICHEL,  N    I    ,     WELLS, R   A        Coniunir* 
Powar   Co        3pp        22772  OBI         24X   Flche    30-339,84/03/15.8403270227 

8403200222  Respond!    to   840214   Requests    for    Info    1    &  2  re    R-4    flries 

•ngines    List    Indicating    engine  numbai1, model    b    *vc    number. 

customer    name    !*  addreiii  rating,  date    (hipped    1    date    started 

encl 

MATHEWS.  C   8        Traniamerica    Delaval,     Inc        91/03/16,      EI8ENHUT.DO 

Division  of  Licensing       20pp       2H691   179       24X  Fiche  80-000,84/03/16. 

8403300222 
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B40-3320C67    Interim  deficiency    rept    re    Jou  allou    quenched    *    tempered 
bolting     1    5-lnches    i     greater    in    support    of    safetij-relat  ed 
ays   Current    status    of   Bechtel    jn-a  1 1    evaluation    end    Heit    rept 
uill    be    sent    t>y   B40727 

COOK.J  W  Consumers  Pauer  Co  94/03/16  KEPPLER, J  0  Region  3, 
Office  of  Director  IQpp  2E71a  ISO  24X  Fiche  SO-329,  04/03/16, 
9403220067 

84O322010B    Interim   dsficiencu.    rept    re    defective    capstan    springs     in 
mochamcal     shock    arresters    supplied    by    Pacific    Scientific 
Arresters    neing    evaluated    !<    tested   Noit   rept    by    B40E04 
CDOK.O    W         Consumer*    Pauier    CD         84/O3/16         KEPPLER, J   G         RBginn   3. 
Office    of    Director          17pp          22716    ISO         24X    Ficfie    5O-3E9,  94/03/16, 
3403230 IOB 

B4Q3270Q62  Forwards    "Const    Implementation  Overview    (CIO]..  "    Weekly  Rept 
39    for    91O3O5-Q9 

KARR,J   E         Stone    '.    HeBstflr-      Inc         B4/O3/16         KEPPLER,  J    &         Region    3. 
Office    of    Director          17pp          B376a    DBS         3-1)!    Fiche    90-339.84/03/16. 
9403370062 

840327O096  Forwards    canst    implementation    ovBrvlaui    for    Itemi    064.065  & 
06ft    re    CW-1    OO.     "E-SBries"    PGCI's,  Zflcli    Procedure    MQ-FP-7C    & 
lacli   -Procedure   MB-FP-18  Welding    insp    requirement!    deleted    t 
spec    change    notice    recommended 

KARR,  J   E         Stone   t,    Webster,      Inc         B4/O3/16         KEFFLER.-J    0         NRC    -   No 
Detailed    Affiliation   Given        REICH£L,N    1         Consumers   Power    Co 
aiMHHE.  D   L         Stone    <<   Wsbster-j     Inc          4pp         23766    396         34X 
Fiche    30-327,  S4/03/ 16,  S4O3270Q?6 

B4-03270O93  Forwards    Closed    Const    Implementation  Overview    Item  O5&/Ho  1  d 
Paint    Notification    re    Cnecklltt    MP-HI5-OQ8£-ODD1    Review    of 
items    re    impact   on    training    request-ed 

KARR.J   E         Stone    ti    Webster.      Inc         H4/O3/19         HEPPLER.O    O         NRC    -   Mo 
Detailed    Affiliation   Given          REICHEL.N    1    .     QUAMKE,  D   L         Consumers 
Pouier    Co         5pp         2276''   35B         S4X   FItfte    50-339.  B4/Q3/19,  3403270073 

8403370336  Forwards    DF  Ront    B4G315  memo    to   JT   Christy  &   attachments 
showing    planned  weekly   manhaur   allocations    for    PQCl   &   areas 
for    wits    of    B40323,3O   7,   O406   W/o    enc  1 

fiOUK.  D   F         Consumars    Power    Co         81/03/19         flAUM-OARTNER.  T         Stone   ii 
Webster-     Inc          lip         22771     347         2flJ[    Fichfl    50-329.84/03/17.8403270236 

&4a33000O6   Forwards    Closed    Const    Implementation    Dvervleiu     Item    052   re 
Criterion    XVIII    site    auditing 

HARR.J   E         Stone    !<   Webster.     I  n.c         B4/03/20         KEPPLER.  J   Q         NRC    -   No 
Detailed    AFFillatlon    Given         UUftHHE.  D   L    ,     RE1CHE1-.  N    1          Consumers 
Pauier    Co         3pp         S2B35    136         24X    Fiche    30-329,  S4/O3/2Q-,  B403300006 

B40330003S    Forwards    proposed    project    records    classification    code    list 
fr  mgt    polici|    for   revieu 

KARR.J    E         Stan*    ti   Webster    Engineering    Corp         H4/O3/EO-         QUAMME,  D   L 
Canaumers    Power   Co         8p  p          22B21    312         34X    Fiche    90-327.  81 /03/BO, 
B403300035 

9103270132   ForuJards    "Emerg  enci)    Diesel    Senerator    Air   Start   Valva 
Capscreui   Dimen-sion  fr   Stress    Analgsis."    prepared    by    BfcM    for 
Transamenca   D«laval. Inc     (TDI)    Diesel    Generator    Owners 
Group 

MUSELER.W    J         TDI     (Transamer i ca   Deiaval.      Inc     )     Owners    Group 
B1/03/23        OENTOH.H  R        Office   of   Huclear    Reactor   Regulation, 
Director         2pp         22774    001          24X    Fiche    50-000.84/03/23,0403370133 

8403370134   Requests   meeting    on    340418    CD    discusi    short-term    S>    long- 
term  corrective    actions    !.    In  vestlg  a  t  ions    re   Transanur  I  ca 
Del  aval    diesel    generators   Lilt  of    suggested    meeting    topics 
enc  1 

MCGftUGHY,  J  P  TDI  <Tr.ansam*r  I  ca  Del  aval,  tnc  )  Owners  Group 
S4/03/23  DEMTOfJ,  H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  1pp  2276S  133  34X  Fiche  50-000,  B4/O3/33,  S40327O134 


T      Hearing    transcripts   on    non-antitrust   matters 


B40SQ90037    Board    Notification    B4-052    foriuards   meeting   summaries 
contain  i  n.}    transcrlipti    of   6-10310  t/    16  meetlngi    between   NRC    &t 
Transamer 1 ca   De lava] . Inc    (TCI)    Owners   Qroup    Distribution 
list    end 

EISENHUT,D  G  Division  of  Licensing  BA/Q3/1S  PM.LADINO 
CommisaioneFB  5pp  22708  001  B4X  Ftche  30-000.  B4/03/ 1  3. 
840309003? 


-B403060'536  Forwards    summary    of  S4021O  meeting   u/Transamerica   D*Uval. 
Inc   Quners  firoup    In   BetfiBsda.HD   re    problems   u/emergencij 
dissel    generator* 

CABUBO, R        Licensing    Branch    2        84/OE/27        Q'fiEILLV.J   P         NRC  -   No 
Detailed    Affiliation    Given         6pp         H370S    006         24X 
Fiche    SO-OCO. B4/03/ IE.  9402070039 


-3403070407   Summary    of   840216   meeting   u/Transanier  ica   Delaval.  Ine    Cunen 
Croup    in   Wading    River. NV  re    program  plan    to    establish 
reliability    of   dlesel    generators    Agenda,  meet  ing    transcript   It 
attendance    lint    encl 

MILLER. n   A         Licensing    Branch    4         Q4/02/27  Licensing    Branch    4 

Bpp         2370B    161          24X    Fiche    SO-000, Q4/O3/ 12.  S402090O39 

-B4O3070423   Transcript    of    B4031&  conference    in   Wading   River.NY   r« 
Transamerica    Oelaval.lnc    diesel    generators   Pp    1-82 
*      CDfnmlSBionBrE         B4/OE/16         B4pp         S370B    169         24X 
Fiche    50-000,  Bfl/03/12,  S40209OO39 


DOCKET    30-330   MIDLAND   PLANT.     UNIT   2 

A      Application/construction    stage    documents    b    correspondence 

B40301O192  FQ1A    request    for   records   relevant    to    or    generate-d    In 
connection   u/831021    "Rept    on   Ravieu   of   Diesel    Generator    Bldg 
at   Midland    " 

OAROE.B  P        OowBrnment   Accountability   Project        S3/11/26  Office 

of   Administration         2pp         SHfl-VS  092        S4X   Fiche    30-329,83/11/34. 
B4O301O19S 

6103O1019B  Responds    to  FOIrt   request    for   records    relevant    to    or 
generated    in    connection  U/B31O21    "Rept    on   Revieu   of   Diesel 
Generator    Bldg    at    Midland    "    Forwards   App    B    documents   App    A 
documents    available    In  PDfl 

FELTONi  J  M        Division    of   Rules   and    Records        83/12/14        OARDEj H    P 
Oovernment   Accoun  tab!  11  tij   Project        4pp        22443  092        24X 
Fiche    30-329, H3/ 12/14, B403Q1O19B 

— 8310310471    Foruiaras    task    group    rept.     "fiept    on   Review  of    Dtes«l 
Generator    Dldg    at   Midland."    act    19B3   Large    addl    Gettlementa 
not  anticipated    More   accurate   program    to   monitor    cractn 
Tveadad 

KUO.F        Structural    (•  Oeatechnlcal    Engineering    Branch         93/10/21 
KNIGHT, J  P         Assistant    Director    for   Camp      &  Structures    Engineering 
(Post    6303011          2pp         22443    152         24X    Fiche    50-329,33/12/14. 
340301019-8 

— B31O31D475    "Rept    on   Revieui   of    Diesel    Generator    Bldg    at    Midland    " 

TAN.C  P        Structural   ft   Gsotechnical    Engineorlng    Dranch         B3/1O/3I 
fttpp         22-443    134         24X    Fiche    3O-327,  B3/12/14.  B4O301019B 

— B312010004   Forwards    corrected    Pages    9.17,20   b   4    to   App    It    to    rept    on 
revitiu  of    diesel    generator    bldg 

KLJO.P        Structural    t-  Geat ectinical    Engineering    Branch         83/11/14 
K.NIGHT.J    P        Assistant    Director    for   Comp      ti   Structures    Eng  Ine^sr  Ing 
(Poet    B30201)          3pp          22445   296         24X    Fiche    90-329,93/12/14. 
3403010190 

— 9312030628   Requests    rept    re    adequacy    of    dlescl    generator    bldg    on 
expedited    basis    as    input    to   Congress    re   Landsman    concerns 
EIEENHUT.  D   G          Division    of    Licensing         B3/11/1B         VOLLMER. R 
Division    c-f   Engineering         Ip         22445   263        24X 
Flchc    SO-329.S3/12/14,  S40301O19B 

— B31207OOS2    Foruards    Structural    t  Oeotechnical    Engineering    Branch 
assessment   o*    "Rept    of   Review  of    Diesel    Generator   Bldg    at 
Midland,"    dtd    B31021    per    E   Adensam  &  W  Paton   requests 
Meeting    &    possible    reopening    of    hearing    recommended 
LEAR.O        Structural    d   Qeotechnical    Engineering    Branch         83/11/22 
vOLLHER.n    H        Division    of    Engineering        2pp        22449   268        H4X 
Fiche    30-329.93/12/14, B4O301019B 

— B312070E9H    Discusses    rec oramendat ion    for    suppl    to   Doard    Not  1 Flc * tl  on! 
93-163  6   83-153   re    dlesal    generator    bldg    Comments   fc 
recommendations    of    J  Kane    !<   F  Rinaldi    on    task    group    ript    fc 
reopening    of    hearing    provided 

HODDi D  S        Llcanalng    Dranch    4        93/11/22        EISENHUT. D    0        Division 
of  Licensing         flpp        BB44-5   264        21X   Fiehe    30-329.  B3/ 12/ 14. 
0403010  I ?S 

— B3120EJ0134    Rec ommends   PT   Kuo   831114   memu    containing    four   corr«ct»il 
pages    to    rept    re    structural    adequacy    of    difiel    gener«bor 
bldg    be    forwarded    to   Board    as   supplemental    notification    to 
BN  93" I -63 

HOOD, D         Licensing    Branch    4         B3/ 11/17         EISENHUT, D         Atll itant 
Director    for    Licensing         Ip         22443   261         24X   Fiche    30-389, 
B3/13/14.  B4O3O1019B 

— 8403010204    Advises    that    info    re    plan    to   address   Landsman   concerns 
should    be    Issued    as    Board    Notification   B3-109 
EISENHUT, D  fl         Division    of   Licensing        83/07/27        NOVAK, T 
Assistant    Director    for   Licensing         Ip        22443   098        24X 
Fiche    30-329,93/12/14,8403010198 


-B  403040  554   Transcript   of    810310  mee  t  ing   ui/Transamer  lea    Delaval.Inc 
Oiunen    Group    in   Hethes d a, MD  re    problems    m/emergency    diesel 
generators 

»      NRC    -  No  Detailed  Affiliation   Civen        04/02/10        I47pp 
67201    009         S4X   Flctie    50-000,64/03/12.84020900-39 
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— B4Q301Q2I1    Advises    that    attached    correspondence    re    new    schedule    for 
revteui    at   Landsman    concerns    should    be    issued    as    Board 
Notification   83-142  W/o    end 

EIBENHUT.DO         Division    of    Licensing          03/09/20         NDVAK.  T 
Assistant    Director    for    Licensing         Ip         22443  079        24X 
Flcha    30-329.83/13/14,8403010198 


8403010497    Responds    to    appeal    re    denial    of    FDIA    request    for    records    in 
possession    of    T   No vat    on    visit    to    Glen   Ellyn.  IL    to    discuss 
findings    of    Ofc    of    Special    Cases    re    facilities    NRC    has    no 
records    subj    to  request 

DIRCK5.W   J         Office    of    the    Executive    Director    for    Operations 
84/02/36         GARDE, B    P         Government    Accountability    Project          Ip 
22443   373         34X   Fiche    50-329, 84/O2/28,  84O3Q10497 


-B4Q301OB17  Draft    rept.     "Review  of    Dl 
Plant    " 

MILLER. C   A    ,     CQ9TANTINO,C    J 
B3/O9Y23         23pp         22445     100 


itor   Bldg    at    Midland 


Brookhaven    National    Laboratory 

24X    Fiche    30-329, B3/12/14,  B40301019B 


-B40301O223  Advises    that    end    JP  Knight    B30?23  memo    to   RH   Vollmer    should 
bl    Issued   as    Board   Notification   83-153  W/o    encl 
EISeNHUT, D   0         Division     of    Licensing          83/10/05         NOVAK, T 
Al-tlstant    Director    for    Licensing         Ip         E2443    123        24X 
FichB    30-389,93/12/14,8403010190 


0403000230   Lists    unresolved     items    &    audit    findi 
MSA-B3-1O-O3U   t,   MSA-B3-35-07F, respec t ively 
*       Consumers    Poiuer    Co         B4/Q2/2S  Stone    &    Uebste 

22560    136         24X   Fiche    50-329.34/02/23,8403080230 


epts.  inc  1  iid  ing 
c         IP 


6403080241    Forwards    B40327     11 
accomplish    status   assessment 

*      Consumers    Poiuer   Co        S4/02/28  Stone   fe  Webster. 

22561    013         34X   Fichu    50-329. S4/02/2B.  B4Q30B0241 


f    Qcchtel    personnel    trained    to 

3PP 


— 9403010327  Forwards    "Review    of   Diesel    Generator    Bldg   at    Midland   Plant 
REICH, M        Brookhaven   National    Laboratory         B3/10/17        KUO.  P   T 
Structural    &  Qeotochntcal    Engineering    Branch         Ip        2H445    126        21X 
FithB    80-329,83/12/14,0403010190 

— S403010B31  "Revieu  of  Diesel  Generator  Bldg  at  Midland  Plant  " 
MILLER, C  A  ,  COSTANTINO.C  J  Brookhaven  National  Laboratory 
83/10X17  23pp  23413  127  84X  Fiche  5O-329, B3/13/ 14,  S40301O19B 

— H403010243  Requests    that    encl    rept    on   review   of    diesel    generator    oldg 
Si  ufcil    analysis    requested    during    review   be    issued   as    Board 
Notification   83-165 

EISENHUT.D  Q        Division    of    Licensing         B3/1Q/26        NOVAK, T 
Assistant   Director    for    Licensing        6pp         32443  230        34X 
Fl Che- 30-329,  83/12/14,8403010198 

— 0403010273  Advises    that    supplemental    info    provided    in   PT  Kuo   B31114 
memo    to   JP  Knight    will    be    transmitted    to    Midland    Hoard    as 
luppl    to  Board   Notification   83-145    Issue    mill    be 
incorporated    as    Board    Not  1 flcatlan   B3-163A  W/o    encl 
EISENHUT.DO        Division    of    Licensing         83/11/16        NOVAK. T 
AisiiUnt   Dlractor    for    Licensing         Ip         22143   262        24X 
Flche     30-329,03/12/14,8403010198 


B4O30B024B   Forwards    proposed    list    of    remedial     soils    work    for    Mar     19S4   * 
supplemental    work    activity    list    For   Apr    I9B4  Revieu, comments 
t,   authorl  lat  ion  requested 

OUYlMME.  D   L         Consumers    Poiuer    Co         84/03/28         HARRISON,  J   J         Region    3, 
Office    of    Director          13pp         22556   276        24X    Fiche    30-329,84/02/26. 
B4030BQ34B 

0403080360  Forwards    summary    of    sixth    meeting    on    confirmed    Items   & 
findings    on   B403O1    at   Qechtel    Ann  Arbor, MI    ofc    re    items 
identified    in    Independent    design   I/   tonst   verification 
program  monthly    status   rept    d td    040113 

LEVIN. H   A         TERA   Corp         B1/02/3B         KEPPLER,  J   0         Region    3,     Office    of 
Director        COOK,  J  W        Consumers   Power   Co        EISENHUT,  D  G        Division   of 
Licensing          14pp         23537    07B         24X   Fiche    50-329, B4/O3/2B, 84030B026O 

8403130261    Notifies    that    GR    Fotiades    placed    on    controlled    distribution 
of    training    plan   manual, per    B403S4   request 

QUAMMEi  D   L         Consumers    Power    Co         S4/03/20         BARANDW,  S         Stone    & 
Webster,     Inc          Ip         22617    134         H4X    Flche    50-329,  B4/O2/28,  B40313O261 

84O3220179    Forwards    B4O307   memo    providing    documentation    to   96W   for 
const    implementation    overview 

»      Consumers    Power    Co         84/02/28  Stone    &   Webster,     Inc         4pp 

23717   024         24X   Fiche    50-329,84/02/38,6403230179 


— B403010HBa  norwards    guidance    for    use    In    deciding   whether    to    recommend 
that    hearing    be    reopened    Hearing    should    be    reopened    based    on 
11s  tad    reasons 

VIK.LHER.R   H        Division    oP    Engineering         B3/11/23        EISENHUT.D  G 
Division   of   Licensino         3pp        33445   37O        24X   Fiche    30-329. 
B3/I2/11. 8103010198 

— 5403010283  AdvUes    that   Vollmer   recommended    reopening    Midland    hearing 
on    dl«»»l    generator    bldg    structural    adequacy    issue,  based    on 
talk    group   rept   Vollmer    memo   encl    W/o    encl 

ADEN8AM-E        NRC    -   No   Detailed    Affiliation    Given        B3/11/S3 
EIBENHUT.D        NRC    -   No    Detailed    Affiliation   Given        Ip         22443  273 
K4X    Fiche    50-329,  B3/12/ 14, B40301019B 

B4O301Q4BB    Appeals    denial    of    FDIA  request    for    T   Novak   notes    Generated 
bu    or    during    visit    to   Olen    Ellyn, IL    to    discuss    Ofc    of 
Bpeclal    Ceses    findings    re    facilities    from    Sept    19B3   to    Dec 
1983 

OrtnDEiB.P        Government   Accountability    Project        84/01/17 
FELTON,  J,  rt        Division    of    Rules    and    Records         Ip         32443   274        24X 
Fiche    30-339,04/01/1.7.8403010488 

B4OPOi04BA   Further   response    to    FDIA   request    for    documents    re    evaluation 
or    revt»i4i  of    design,  const,  schedul  Ing.  cost    d    licensing    of 
facllltiai    from    1977    to    present   Rept    unavailable    for 
Categories    1    &  Z  Panel    records    on    evaluations    placed    in    PDR 
FELTON,  J    M        Division    of    Rules   and    Records         04/01/24         ZACK.  A  M 
BarrKi     Sott.     Denn    fc  DriXer         2pp         S2332    232        24X 
Fith*   SO-329,  81/01/24,8103060136 

6403060370    Notifies    of    Independent  design    4.    const    verification    program 
B40313  meeting    w/NRC   &   util     in   Betnesda. MD    to    discuss 
d*t*il>    of    completion    of    IDVP 

LEVIH.HA        TERA  Corp         B4/OH/24        EISENHUT, D  0        Division    of 

Licencing        KEPPLER.  J  0        Region  3.    Office    of    Director         COOK,  J  W 

dtmsum-rf   Pou«r   Co        3pp         22311  312        24X    Fiche    50-329,04/02/24, 
B -1030603  70 

B403010296    Authorlies    util     to    proceed    uj/r»(nedial    soils   work    activities 
scheduled    for   Mar    19B4.  per    B40214   request    for    Word 
Authorluition   Procedure    1OB9SOI23 

HflflftlSQNrJ  J        Region   3,     Office   of    Director         B4/02/HB        OUAMME,  D  L 
Consumers   Power   Co        2pp         B2432    104        24X    Fiche    30-329-84/02/28, 
S40301OZ76, 


0403080262  Forwards   weekly    NSSS   subcontract    status    rept    for    ink    ending 
S40217   W/o    encl 

fl       Consumers    Power    Co         81/02/39  Stone    t.   Webster,     Inc          Ip 

33557    112         24X    Flche    50-339, 84/02/29,  B4030BO262 

8403130189    Provides    list    of    documents    sent    to    S!-U    on   B40229 

»      Consumers    Pouier   Co        B4/O3/01  Stone   (.  Webster,     Inc         Ip 

23617   323         24X    Fiche    50-329,84/03/01,8403130189 

B4O3140021    Forwards   Vo 1    X    to    "Seismic    Margin   Review, Miscel laneous 
Subsystems   &   Components    " 

COOK,J   W         Consumers    Powei     Co         84/03/OI          DENTDN.  H   R         Division    of 
Licensing         3pp         22632    167         24X    Fiche    50-329, B4/03/O1 ,  8403140021 

— B403110036    "Seismic    Margin    Review, Mitce 1 laneous    Subsystems    fc 
Components    " 

WESLEY,  D   A    .     NARVER.  R    B         Structural    Mechanics    Associates         BMA 
13701    OSR003   V10         H4/02/29         200pp         33632    171         24X 
Fiche    30-339,64/03/01.8403140021 

B4O313047O   Discusses    sampling    insps    of    const    training   records    for 
personnel    noted    in  Correspondence   CSC-7382   Personnel    listed 
cleared    to   perform   status    assessment   encl    U/o   encl 

KARR.J   E         Stone    !>   Webster,      Inc         84/03/02         OUAMME,  D   L         Consumers 
Power    Co          Ip         22613   309         24X   Fiche    30-329, S4/O3/03.  B40313047O 

8403130003   Forwards    svc   uiater    pump    structure   craci    survey    rept 
NRC    concurrence    of   mods    to   crack    mapping    program  requested 
Seven   oversiiH    drawings    encl    Aperture   cards    are    available    in 

MOONEY.J   A         Consumers    Power    Co         84/03/03         HARRISDN.J   J         Region   3. 
Office    of    Director         30pp         22B34    116         24X    Fiche    50-329,64/03/03, 
B403 130003 

B4031303B8   Forwards    signed    affidavit   t>  resume    for   RE  Horine    assigned    t 
const    implementation    staff   at   plant  ' 

KARR-J  E  Stone  b  Webster,  Inc  84/03/06  HARRISDN.J  J  Region  3, 
Office  of  Director  9pp  32605  001  24X  Fiche  30-329,  B4/03/O6,  | 
B4031303B8  ', 

8403130462   Ac-visas    that    listed    remedial    soils   word    activities   er  esuntli, 
scheduled    for   Apr    1984    identified    as    critical    work 
activities   Appropriate   details    of    listed   activities 
requested    to    assist   NRC    in  review 

HARR1SON.J   J         Region   3,     Office    of    Director         84/03/06         OUAMME,  D   L, 
Consumers   Power   Co        4pp        32613    193        24X    Fiche    50-329,  84 '03/06, 
B4031304B2 
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B4Q319Q09a  Advises    that  PEACH    eliminated    from  ueeklij    distribution   of 
summary    of   inspector    training    fc  personnel    form   printouts 
•QUAHMEi  D    L         Consigners   Power    Co         B4/03-/Q6         BARANQH,  9         Stone   & 
W&astsr..     Inc         Sfip         22A&9   3O3         24X    Plche    30-339.  B4/Q3/Ofi, 


8903200084    Authoriies    listed    critical    remedial    lolli   work    actlvltio 
foT    Mar    19S4 

HARRISON,  J  J        Region    3,     Office    Df   Director        84/03/14        dUAtfrlEiDL 
Consumers   Pauer  Co         2>p         32693   294        24X   Fiche    30-329,34/03/14, 
8403200094 


8403331H14  Provides    addl    Info   on    icope    of   work    req.ulrBd    to    support 
turbine   roll    test  milestone   as   fart    of    conit   completion 
program   implements!  1  on 

CHMHME.  D   L         Consumer!   Power   Co         34/03/Oi.        HARRISONrJ    J         Region    3. 
Office    of   Director         9pp         23730   337         3AX   Fiche    5O-329- H4/03/OA, 
8403330114 

B/4Q3140032   Forwards    "Plan    to    Conduct     Independent    Mijt    Appraisal    Df 
Midland    Nuclear   Project,"    bi|    Cresap  ,  HcCornil  c  k    (<    Paget 
Appraisal   will    eiamlnn    utU    approach    For   completing    plant 
Certificate   of    Svc    ent  1    Helaletf  corr-e'tpondence 

CDOK,  J    W        Consumers    Power   Co         84/Q3i"O7         KEPPt-ER.J   0         Region   3j 
Office    of   Director         4pp         22633    129         ZA*   Flcha    30-329,134/03/07- 
B403 140033 

— B4Q3140039  "Plan    to  Conduct    Independent   Mgt   Appraisal    of   Midland 
Nuclear   Project    " 

*      Cresap,     (IcCofmick    t,    Paget         34/O3/07         73 ff          22433    133         34X 
Flctitt    30-339,  84/03/07.8103140032 

3403130133  rtuthoriiBJ    uU  I    to    proceed    ui/Ph-ase    I    ton*t    eomplttien 
activities    for    llstttf    pUnt    modulus,  per   B4Q313  b  03:06 
requests  Partial    sij-s    approved    for  Phase    I    activities    located 
Sn  module   area*  alto    listed 

HWRI6UM,  J  J        Region   3,     Office   of    Director        84/O3/08        OUAHME,  0  L 
Consumers   Poiuer   Co        3pp        22601   363        E4X   Flch*    SO-329, 04/03/oa, 
8403130153 


3403230303   Forwards    complete    response!    to    tracked    Info    Itvmi    090,0191 
tract 0d    recomnnrndat Ion    Item  060  re    lite   auditing 
*      Con«umers    Power    Co         B4/03/14  Stone    S,  Websttr,     Inc         llpp 

SS71B    090         54X    Ficho     50-359,84/03/14,8403220205 

0403330092  Authorliei    Listed    remedial    mill    work    activity    par   ti*r  IWi 
HARRIEOM,  J   J        Region    3,     OffiC*   of   Director        84/03/13        QIMHMCi  D  L 
CDnnumers   Pouier   Co         2pp         82716  263        24K   Flche    SO-329,  B4/O3/I9. 
3403330082 

3403320113   Foruardf    gunmary    of    Independent    detign   &  conit   verlflcttton 
pr»jrera    G40313  meeting    tu/util    d  Oovt   Accountability  Project 
In    nethtsda,  HO 

L£VIN,  H    A          TERrt    Corp  84/03/13         KEPPLER,  J   0         Region    3,     OfMt«   of 

Director        COOK.J    W         Con»umer»  Pouier   Co        EISENHUT.D  0,       Civilian  »( 
Licensing         37pp         22716    226        24X   Flehe    30-339, 84/03/1 3,  B4032aOEU 

0403270009   Forwards    listing    at   OA  mgt   audits    for    tracked    Info    It«« 
093 

HI      consumeri    Power    Co         B4/O3/13  Stona   fc   W«biter,     Inc         Sff 

S276*  333        24X  Fiche    3O-3S9,  84/03/13,  B403H70009 

H403370014   Forwardi    « umm^ry    o*    quality    verification   program   mgt   rtvU" 
830601    meeting. 

PA(.Men,B         ConBUiier*    Poiuer    Co        B4/03/I9  Ston*  l<  Wen«t*rr     Ine 

14pp         2277O  027        24X    Fiche    50-329,  04/03/19-  0403270014, 


— B403130169  Bubmlti    addl    Info    oa  scope    of  work    requirtif    to    mpport 
turbine   roll    teit  miles  tone, per  84O213    Itr   Further 
definition   of    icope    for    inven   Q-l  1-sted    »IJH    It    description 
af   const    completion   program   proces-t    provided 

aUAHHE.  0   L         Consumers    Power   Co         B4/03/06         HAHRI6DN,J,  J         Region 
3,    Office    of  Director.       *PP        326OJ    Hi7        24X   Ff  ctiv '  S-Q-3B1), 
B4/03/OBiB4o3J30153 

8403200027  Requatts   ^utfiori  ifltton   tu    proceed    per  wort:    autnnrliation 
procadurei    to    eicavstf   Lag    Zones   Y3   fr    13, Install    brace 
struts   GlO.eii.WlO  A   Wll, Install    tomporarn    lupp-art 
.  britelst   at  El    fe  Wl    t    remove    unacceptable    backfill    &   casing 
HOOKEY,  J   A        Consumer*    Pou«r    Co         B4/O3/O8         HARRISON,  J    J         R«uion    3. 
Office    of  Director         lp        2S69?  233        24X  Flche   30-327,  B4/03/OB, 
8403200027 

B4031901BO  Ack   receipt   af   910207  Itr    Indicating    desire    to    dltcusi 
likely    operation   date  Coi  ti  generating    capacity   S.    eitent    to 

uhlch   costs   attributable    to    reaiona    beyond   control    of 
lie  en see    discussed 

KEPPLER.J  0       Region  3.    Dfflc*    Df   Director        6+/03/O9        BrtBAK,  ft  J 

Michigan.    State   of        2pp        2BA7I    144         24X   Flche   80-339,54/03/0-?, 

84 03 1901 BO 


8403220IOO  Notifies    of    eighth    Independent   design    t*   const   v»riflt»tHn 
program    [340338  meeting    ui/uti  1,  Iiham,  Lincoln   &   D*ale,OoVt 
Accountabl  1  i tg    project    t<    Midland    Dally   Neuis    to    dlscusc 
status    af    confirmed    1  teiis    f    findings 

UEVCfJ'H    ft          TERA    CoTp  B4/O3/20         KEPPLER,  J   U         Region    3,     Offle*   fl' 

Director         EIEENHUr,  D  O         Division    of  Licensing        COOK,  J  W. 
Consumer*   Power   Co         5pp         22713   179        24X   Flche    50-339,84/03/20. 
0403220100 

6403270139   Notifies    of    eighth    OCR   status    revieu   meeting    on  940330  vf 
utll,B!<U   I,  Bt-H    In    Ann    ArbanKI    to   dlscun    confirmed    items    h 
findings    af    JndapBndert    design  const   verification   program 
Agenda    end 

LEVIN,  H  rt         TE«A  Corp         B4/03/20        EISENHUT.  D   0        Dlvi*lon    of 
Licensing         KEPPLEfi,  J   9         Region   3,     Office    of    Director,       caOK.JW 
Contu^iers    Pauer    Co         5pp.       E27i9    197        24X   Flche   90-329,04/03/20. 
0403370139 

B4O3300090  Fo-rumrda   minutes    of    ngt   review   far    const    completion   plan 
quality    verification    pragram   830429  meBtlng    Agenda   It 
supporting    documentation    enc  1 

PALMER,  B         Consumers    Power    Co        B4/O3/SO  Stone   tWtbit«f,     Ine, 

4App        2SS22  O26        24X   Piche    So- 339,  84/03/30,  8403300090 


— B403190IB6   l>Ucu»sij)    S3102B    Itr  recommend  1  ng    deferring    further 
Caseload  Forecast   Panel    meetings    Earliest   completion    date 
for   Unit  2  not  tipexted    until   months    after  Second   Quarter 
19Q4,  tt  Unit    i    Eipected   <b-?  months    thereafter 

NDVAH.T  M        Asslscant   Director    for   Lltenilng        B3/I3/HO        COOK,  J  W 
Consumer*   Pc-user   Co        4pp        22671    146        24*  Flcne    30-3B9.  B4/03/09. 
84031 901 SO 

--3403190172  Notifies    tfiat    utll    »nekiiij    ratemaklng    treatment    for    plant 
Engineering   consultants    hired   to   prepare    tistlmony    re 
operation   date<cost  it   generating    capacity 

BARflH-A   J       Michigan,    State    of        04/O2/O7        KEPPLER,  J  0         Recian   3. 
Office    of   Director        Sf  p         02671    ISO        24X   Flche    50-329,04/03/09, 
84031 90 ISO 

H403200O39  RBiiiie*t5    author  I  fation    to    proceed    w/e»cavation    fc   repair    of 
froien   plplns  I.  excavation   b    Jnstallatjon    load    of 
redeiijned    E-17 

MODHEV.J  A        Consumors   Pnuer   Co        B+/O3/O7        HABfllBON.  J   J        Region    3, 
Office    D*  Director        lp        23698  315        24X   Flche    50-329.04/03/07. 
3403200039 

BW3aa0025  Formsrif*   B40303  memo    re  Unresolved    Qjestlona    47   li   A3    from 
Memo   OEa  330-83   For   PQC1    C-l    iO,  Rev   7 

OEftiVtOlH,  D  E        Consumer!    Power  Co        04/O3/1B       FOTIADES,  0,  U        8ton*    fc 
Webster,     Inc         2pp         22717    IBO        S4X   Fl  cfi«.  30-329,  B4/O3/1H, 
P4D3220035 

B402090041    Board  Notifltation   B4-O90   provUes   Commission    policy 
statement   b  propasid   rol emak ing    on    environ    qualifications 
ElseHHUT.DO       Division   of    Licenilng         BVQ3/14  Atomic    S*fetiJ    and 

Llcenslnfl   Board  Panel         lOpp        24X    Flch*    50-000,  B4/03/ 1 +r B403090041 


B403220007  lie  quests    author  1  i4t ion    to    proceed    u/uork    *uthnrii* t Ion 
Procedure   30-33503OS,     "Eicavat*  Around   Manhole    10    " 

Ol/AMHE.  D  L        Consumers    Power    Co        B4/03/2H        HARRISON,  J  J,       R*(lon  3, 
Office    of   Diractor         lp         3S713  36S        B4X   Fichf    50-329,84/03/32, 
04033H0007 

F      Security,     medical,     -emergency   b   fire   protection    plans 

6402090006    Board    Notification    B4-034    forward*    ft   Vollmer   B4QSO&  nt»»  I* 
0  Elsonhut   re    fir*    research    results    concerning    fires    In 
electrical    cabinets     in    control    room 

EISENHUT,  D  O  Division  of  Licensing,  04/02/23  PALLADINO 
Commissioners  IP  22076  303  24X  Ftch*  80-000, 84/02/83, 
340209000* 

— 8403000316    Recommends    that    info   re    fire   research    results   coneernini 
fires    in    electrical    -caBinets    in    control    room   be    lubmlttid 
faT    lioarit    notification,  per    NRB   Ofe   Ltr    19>  dtd    821001    Furth.fr 
•valuation    of    t«st    data    required 

VOLLflER.R    H        Division    of    Engineering        B4/O2/O6       ElflENHUT.D'O 
Division    of   Licensing          lOpp        KS376   204        24X 
Flch*    30-OOO.  84/03/23,  0402090006 

3403180103  Notifies   of   840323  uorVshop   on   firs   protection   s*f»  thuttf«> 
reD.utreme'nti    af    lOCFRSOiApp    ft    in  Rojemont,  1L    to    dlicut*    IE 
Info   Nnticc    84-07  &    provide    addl    shutdown  analv*et   It/or   nod 
guidance.  Agenda    encl 

BPESSftRD, R   L         Division    of    Emergency   Prep«redn*»s    Sc  Operat ional 
Support         04/O3/O&         CDDH, J    M,       Consumers   Fou»r    Co.      3pp        225B9  «' 
24X  Ftche    30-389,54/03/06^8403120103 
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0     Ad  judl  catory    correspondence 

8403O60093  Forwards    list    of    audit   repts    dtd    B40130-O2O2  Certificate    of 
Svc    encl    Related    correspondence 

HFIUNNER.J   E         Consumers    Power    Co         64/02/29         uECHOEFER-C    , 
HARBOUR. J   -    COWAN;  F  P        Atomic:    Safety    and    Licensing    Board    Panel 
4pp         22316   334         S4X    Fiche    50-329,  B4/O2/29,  S403060093 

B403140119  Contention    on    Transaroer ica   Delaval    diesel    generator*    re 
Model    DSRV    12  Model    cannot    be    relied    upon    to   perform 
requisite    safety    function 

3TAM1RIS,B        StamirU.     B        B4/O3/O4  Atomic    Safety    and    Licensing 

Board    Panel         3pp          22634    201          B4X    Flehe    50-329.  B4/Q3/04,  84031401 19 

B4Q3140075  Forwards    DO  Elsenhut   B30S1O    Itr    to    HP   Oarde, per    B30921 
commitment   H/o    end 

HAS6ELL,  D   F         Hearing    Branch     1         B4/O3/O3         BECHHDEFER,  C    , 
CDWANiF  P   j    HARBOUR. J        Atomic    Safety   and   Licensing   Board    Panel 
Spp         S2633   OS!         24X    Fiche    30-329,  B4/03/OS, 9403140075 

B403140194   Forwards    summaries    of   B20202-Q5  meeting   b   audit    re   auiillary 
building    underpinning,  030316-19  meeting    b  audit   re    soda 
remedial    action  &  S31004-07   audit   i  meeting    re    HVAC    sys 
UILCOVE.MN        Hearing    Branch    2        B4/03/05        HERNABEI,  L         Government 
Accountability   Project        2pp        22621    361         SIX   Fiche   30-329, 84/03/03, 
B4031401S4 

a403130Q03  Forwards    *vc    water    pump    structure    cracli    survey    rept 
Concurrence    on   mod*    to    crack   mapping    program  requested 
Dltalls   will    be    discussed    at    640404   meeting    Certificate 
of  Svc    end    Related    correspondence 
MOGNEY,J  A,       Consumers   Power    Co        84/03/03        HARRISON.  J   J        Region  3. 


Office   of  Director 
0403 150003 


30pp 


22B24    116         2flX    Fiche    30-329.84/03/09. 


B4O3120039  Advises    that    entire    fireline    eicavation    backfilled    after 
physical    connections    made    to    restore    fire    svc    to   portions 
of   lite   Svc    list    encl    Related    correspondence 

BRUNNER.J  E        Carolina   Power    i  Light  Co        84/03/07        BECHHOEFER,  C    . 
COHAM.  F  P   i    HARBOUR,  J        Atomic   Safety   and    Licensing   Board    Panel 
3pp        S2SB9   371        24X   Flche    50-329, 04/03/07, B403120039 

S4O3130114  Order   revising    schedules    for    submlttal    of   propoted    findings 
&   conclusions    on  QA/mgt    attitude    issues   ASLD    may    issue 
separate    partial    initial    decision    on    certain    Issues    not 
encompassed    by    proposed    findings    on    Issues 

BECHHOEFERiC        Atomic    Safety    and    Licensing    Board    Panel         64/03/12 
Spp        22615   295        S4X   Flche    30-329,84/03/13,8403130114 

0403190166  Forwards   Bechtel    quality    action    rept    supporting    D    Lewis 
tti Uniting    re    buried    control    room   preasuri lati on    pipe 
Carrotlon   caused    by    stray    welding    currents    not    Item  of 
concern,  Svc    list    encl    Related    correspondence 

BBUNNER.J  £        Consumers    Power   Co        84/03/12        BECHHOEFERiC    , 
H  ARBOUR,  J   ,    COWAN.  F  P        Atomic    Safety    and    Licensing   Hoard    Panel 
7pp        22669    184        24X   Fiche    50-329,84/03/12,8403190166 

B403230Q31    Requests    approval    for   release    of    insp    activity    per   NRC 
rauork    disposition    regardless    of    position    of   module   action 
Item  Related    correspondence 

QUAMME,  D  L        Consumers    Power    Co        DSD   072        B4/03/13        HARRISON, J  J 
Raglon   3,    Office   of   Director        3pp         22724    339        24 X 
Rich!    50-329,  84/03/J3.  8403230031 


B4032B0348   Order    eitending     time    until    B40425    for    Commission    to    act    to 
review    Director's    Decisions    DD-B3-16   &   DD-B4-2   Served    on 
84032B 

CHILH.  B    J         Office    of    the    Secretary    of    the    Commission         OSB    136 
64/O3/27  Commissioners          lp         927Q7    143         24X 

Flche    5O-339,  B4/03/S7,  8403360348 


I      Financial    informatu 


B403 190071    Annual    Financial    Rept    For    I9B3   W/840312    Itr 

SELBV'J    D         Consumers    Power    Co         63/12/31         34pp         22666    136         34 X 
Flche    30-000.03/12/31, S403190071 

0      Inspection   reports.     IE  Bulletins   &   correspondence 

B401 23063 O   Partial    retpunte    to    FOIA  request    for    IE   BOO) 03   rapt   re 
review    at  matl    false    statement  at    fad  litles,  associated    b 
supporting    records    to    rept   &   repta    prepared    in   response. 
Forwards    App   A   docuinents   Review  of   aridl    records    in   progress 
FELTON,  -J   M         Division    Of    Rules   and    Records         B3/11/01         WINSLOW-ft 
Wall    Street   Journal         2pp         21903  337        24X  Flche    30-329,83/11/01, 
B401230A30 

B40307O229    Partial    response    to   FOIA  request    for   repts  re   NflC 
Investigation    of   failure    af    reactor   vessel    holdd<>wn  studs    on 
Unit    1    reactor   vessel    Forwards  App   A  t  D   documents 

FELTuM.  J    M         Division    Of    Rules   and    Records         84/02/23         PLATO,  E   D 
Kohl.     Secrest,    War  die,     Lynch,    Clark   b  Hampton        6pp        22364    14?       24X 
Flcho    HO-329, 84/02/23,  0403070S29 

— 84Q3O7Q343  Forwards    IE    tnsp   Repts    SO-329/SQ-12  t,    50-330/80-13  on 
B00301-31    No   noncomp 1 iance    noted   Major   areas    Inspected 
exam   of    procedures    &    representative   records,  observati  on*    d 
interviews   u/personnel    N/o    end 

FIOfiELLI.O         Region    3,     Chicago,     Office    of    the    Director         BO/05/1? 
HQUE(-L,S   H         Consumors    Power   Co         2pp         22964    170        24X 
FUhO    30-329,  B4/02/23,  B403070S29 

— S403070351    Responds    to   630901    Itr   (.    foriuards    IE   Investigation    Repta 
50-329780-13    t,   30-330/SO-14    U/o    encl 

LEWIS, S   H        Region    3,     Office   of   Director        83/09/20        MYERS, T  F 
Oardn,     LKCOU,    Miller,     Sem.ird,    Cooper  !<  Decker        Ip        22364    263 
24X    Flche    30-329,  04/O2/23,  B4030702S9 

Q401190O72    IE    Info  Notice    B4-13,    "Potential    Deficiency    In  Motor 
Operated    Valve   Control    Circuits  t>  Annunciation    "   Svc    list 
enc  1 

JORDAN, E   L        Division    af    Emergency   Preparedness  &   Engineering 
Response    (Post   830103)         S4/O2/2S  Consolidated    Edison   Co      of   New 

York,     Ine         115pP        22909239        24X  Fi  che    50-000,  04/02/2S,  040J  J90072 

B403130397   Advises    that    const    implementation   overview  performed 
sampling    Insp    of   const    training   records    for   personnel 
Results    satisfactory 

KARR.J  £         Stone   t-  Webster,     Inc        B4/02/S9        OUAMME.D  L        Consumers 
Power    Co          lp         22617    333         24X   Fiche    30-329,04/02/29,6403130297 

B403060385  Forwards    IE  Monthly    Meeting   Repts    SO-329/S4-09  t. 
30-330/04-09  an   B40307 

WARNICH,R-F  Region  3,  Office  of  Director  04/03/01  COOK,  J  W 
Consumers  Power  Co  2pp  2S307  004  24X  Flche  5O-32?- B4X03/01, 
B4030603B5 


84D3200011    Propose!    to    defer    response    to   Stamirli   DU   contention    re 
Transameflca   Delaval    dlesel    generators    until    after   receiving 
Btamlrls    Itr    In    support    of    timelines*    of    contention  Proof 
of  Sve   enel 

OILOMEN,  D   R         latiam,    Lincoln    t>  Beale        CILOMENi  fl   R        consumers   Power 
Co        B4/03/19        BECHHOEFERiC        Atomic    Safety    «nd   Licensing    Board 
Panel        3pp        226B3  358        S4X   Fiche    30-329,  B4/03/13,  B403200O1  1 

8403200137  Addendum   to   Stamiris    contention    on    Traniamerica   Delav'I'  Inc 
dlesel    generators    addressing    late    filing    factors    of 
1QCFR3  714, 

STAM1RIB,  B        Stamlris,    B         84/03/15  Commi  ssioners         2pp 

6        24X  Fiche    50-329,  S4/O3/15,  B403200139 


3403270020  Proposes    to   defer    re*pon*e    to    Stamiris    040304    contention    re 
Transamirica   Dvlaval    dlisel    generators   Proof   of    Svc    encl 
QILOMEN,  B  R         Kh*m,    Lincoln   ft  Beale        OlLOMENi  B  R        Consumers   Power 
CD        DSB    110        B4/03/1S        BECHHOEFER,  C        Atomic    Safety    and    Licensing 
Board   Panll,       3pp         22766   360        24  X   Flche    30-389,  B4/03X  13.  B403370020 

S403820246  Order    setting    time    for   responses    to   B   Btamlrls    840304 
motion   as    if   840313   addendum  was    original    filing    dat*    served 
on   840322: 

BECHHOEFER,  C        Atomic   Safety    and    Licencing    Board   Panel         DSB    039 
B4/O3/21.  Offlci    of    the    Executive   Legal    Director        2PP 

33719  049.       24  X   Fiche    50-3H9,  B4/03/21,  0403220246 


— B40306O398    IE  Monthly   Meeting    Repts    SO-327/B4-03  It    SO-33O/B4-O3  or 
B40309  Major    topics   discussed   cracl   mapping, EPA    jacking 
loads   &   US  Testing   audit    corrective   action   gtatu* 
GARDNER,  R   N  ,    HARRISON,  J  J        Region  3,    Office   of    Director 
84/02/29        Spp        28507    006        24X  Flche   50-329, 84/03/01,  B4030603B3 

B402090007    IE    Info.   Notice   S4-I4.     "Highlights    of  Recent  Transport 
Regulatory    Revs   by    DOT   &    NRC    "   five    list    encl 

GRACE,  iJ  N        Division   of    QA,     Safeguards   !<   Inspection  Programs    {post 
B30103)         B4/03/02  Consolidated   Edison   Co      of  Neui  York,     Inc 

!30pp          22352329         24X    Flche    30-000.  04/03/O2,  S403090007 

B402090OOB    IE    Info   Notice    84-16,     "Failure   of   Automatic  Sprinkler   8ys 
Valves    to    Operate    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness   b  Enjinesr ing 
Response    (Post   830103)         04/03/02  Consolidated   Edlion   Co      of  New 

York,     In!          122pp        22353    098        24X  Flche   30-000,  B4/03/02,  B40209000B 

6402090009    IE    Info   Notice    Ht-15,     "Reporting    of   Radiological    Releases    " 
Bvc    list    encl 

JORDAN, E  L        Division   of    Emergency   Preparedness   &  Enoin»erlnu 
Response    [Post   B30103)         91/03/02  Consol itfated   Edison  Co      of  N«u 

Vork,     Ine          I19pp        22353    B17        24X   FJche    SO-000,  S4/03/02-  64080-90009 
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a4O30«02eS   Au  thorite*    util     to     jack    Piers    CT1    &    C712   as    long     as 
auiiliary    bldg    d»f  ferent  (a  1     movement    controlled    according     to 
BflOlOi   agreement    documented     in    IE    !nap    Repts    3Q-329/B4-01     I. 
SO-33Q/B4-Q  ! 

HARRISON,  J   J         Region    3,     Office    a  f    Director         B4/O3/O3         QUAMMEiD 
CannumerE    Power    Co          Ip         23519    lifl         24X    Fiifie    30-329.  64/03/02, 


640313025*   FDruiartfa    f!C    ffembei-  B4O223    memo    re    MPQAD    Insp    evaluation   & 
Overman    Audit    MSA-Bfl-o. 

VGKAL,  D    J         Consumers    Power  Co         &4/03/Q2  Stone   6    Heoster,      Inc 

3pp         22606   OS4         aiX    FIclE  30-329,  B4/03/O2,  B4031302S4 

B4Q2Q9QQ11     IE    Info    Notice    84-17,     "Problems    W/LIquid    Nitrogen    Coaling 
Components    Delau   Nil    Ductility    Temp     "    Svc     list    end 
JORDAN,  E   L        Division    of   Emergency    Preparedness    !<   Engineer  ITO 
Response    (Post    B3Q103)         O4/O3/03  Conso  1  idatniJ   Editon    Cn      of  N»u 

York,      Ire          H7pp          22333    33*         3-JX    Flche    30-000,84/03/08,0-40209001! 

0402090024    IE    Info   Notice    84-O9,  J!ev    I,     "Lessons   Learned   From    Itiapa   of 
Fire   Protection  Safe   Shutdown   S<js    "    Sue    list    enc  1 
•JORDAN.  E   L        Division   of    Emergency   Preparedness   t   Engineering 
Response     (Post   Q3O1O3)          B4/O3/O7  Con>3D  1  idatod    Edison    CD       of   New 

Yocti     Ific          llBpp          2Sc35    049         31X    Flche    30-OODj  84/03/07,  B4O2O90034 


8402090020    IE    Info    Notice    B"i-18,     "Str-ess    Corrosion    Cracking     In    PHR 
Sijs    "   Svc    list    encl 

JORDAN,  G  L        Division   of    Emergency   Preparedness   t   Engineering 
Response    (Post   830103)          94/03/07  Conso  1  i  dated    Edison    CD       of   Ne\a 

Vort.     Ine          USpp         22584     1B6         24X    Fiche    5O-000,  B4/03/07.  3402090023 

8402070031    IE   Bulletin    B4-O2,     "Failure?    of   GE   Type  UFA  Relays    In    Use    id 
Class    IE  Safetij    Sys    "   Svc    Hat    encl 

DCYOUMSpK  C        Director's    Office,     Office    of    Inspection   and 
Enforcement        B4/03/12  Consolidated    Edison   Co      of   Neiu   York,     Inc 

134pp         23023    094         34X   Fiche    30-000.  B4/03/  I  Z.  B402090031 

8403220016  Submits    summary    of    Bcehtel     Investigation  &   corrective 
actions    to   resolve    issue    of    no  neon  forming    inatl    supplied    liij 
Tube-Line  Corp,  in   response    to    IE    Bulletin   B3-06  Final 
response*    eip-scted    By    B4061S 

CDOK.J   N        Consumers    Pauer    Co        B4/O3/13        HEPPLER,  J  0        Region    3, 
Office    of   Director        2pp         23712   339        24X   Ficho   30-33?,  B4/03/1  2, 


B40337011??   Submits    reBolutlons    to   loncerns    addres&ad    In    940110    Itr    re 
hanger    relnsp   program  Computer    listing    of    hangers   evaluated 
against    commodity    list    to    determine    base    number    of    hangers 
in    program  submitted 

QUAMHC.  D    L         Consumer    Power    Co         B4/O3/IS         KrtRR,  J   E         Stona    & 
Webster,     Inc         2pp          32770   291         24X   Fiche    30-339,  D4/03/iSj 
H4032701?? 

B4O209Q043    IE    Info    Notice    B"-I9,     "Tuo    Events     Involving    Unauth  ori  led 
Entries    Into  pun   Reactor    Cavities    "    Svc    list    end 
JORDAN.  E    L         Division    oF    Emergency    Preparedne««    U   Engineering 
Reiponae     (Post    B3O1O3)          01/03/31  Consolidated    Edison    Co       of    Neui 

York,     Inc          123pp         32033    229         21*    Fiche    30-000,94/03/31,8402090013 

B402070044    IE    Info   Notice    B4-20.     "Sv(    Life    of    Relaiji     in   Sa  fe  ty-HelateiJ 
BIJB    "   Bvi    1  1st   encl 

JDflDAN,  E  L        Division   of    Emar-gcncy    PreparedneiB   *   Enflln-eoring 
Response     (Post    B301O3J         a4/O3/2l  Consolidated    Edison    Co       of    Neu> 

York,     Inc         I33pp         22933  OO1         24X   Flcne    50-000,84/03/21,6403090044 

R      Periodic    operating    rsports    !i   related    correepondence 

94030S0443  Fortuarda   month  Itj    status    rept    of    offsite    emargency 
preparedneig    par   CL    reviews    for   Jan    1*?34   Changes    in   FEMA 
finding    date*   not   caused    by    delay    due    to   offiite   emergency 
planning    issues 

DIF1CK5.  W  J        Office    of    the    Executive   DtrectPT    for  Operations 
B4/03/21         PALLftDINO      Corami  sal  oners         9pp          33492   OB3         E4X 
Fiche    30-000,  B4/02/?1.84030'aO')43 

B40307000B  Forwards   monthly    rept    for    Jan    19B4,per   ALAB-lObi  including 
Dechtal    none  onf  ormanc  e  rep  t,  Deehte  1    FSO   noneonf  ormanc  e    rept, 
Oecntel    quality   at:  lion  reqiie  stsi  Cecntel    mgt    corrective 
action    rept-s   &•  Beehtel    QA    findings 

CDOK*  J    W         Consumers    Poiuar   Co         84/02/25         DEYOUNO.  R   C          Director'! 
Office,     Office    of    Inspection    and   Enforcement        S33Dpp         22S27  01O 
24X  FichB   50-329.81/02/25.0403070000 

B4O3220013  Foriuanjs  monthlu    status    rept    for    Feb    1984  Monthly 
OCR/finding    status    review  meeting    ichedut-ed    For   B4032S    in 
Ann  Arbor.  Ml 

LEVIN.H    A        TEflA   Corp         B4/03/16         £I3ENHUT,  D   0         Division    of 
ticansinj        KEPPLER.  J  &        riegion  3,    Office    of   Director         COO«.  J  H 
Consumers    Pouer    Co         3pp         3B713   2B5         24X    Flehe    50-329.  B4/O3/16, 
340322001  3 


— B40-322Q032    "Midland     Independent    Design    t    Const    Verification    PragriB 
Wonthly   Status    Rept   Number    IO   tor   Feb    19B4    " 

OnuOHERTV.  F    rt          TCRA    Corp          B4/03/16         34pp          32713   2B8         H4X 
Flcho    50-32?,  B4/03/  16.  B4O3220O13 

B4O32700ii2  Fpriuarda    "Const    Imp  lementation   Dvervieu    (CIO),"   Weelily   Ripl 
39    for    B40305-09 

KARR,  J    E         Stone    tr    Webater.      Inc         B4/03/16         KEPPLEB,  J   O         Region   3, 
Office    of    Director  17pp  22766    OBB         24X    Fiche    HO-329, 84/O3/16, 

8403270062 


onthly    statu*    rept    for   Midland    project    for   Fib 

HEPPLER, J  0 


6403230043   Forwards 
1-SB4 

WARN1CK.R    F         Hoglon    3,     Office    of    Director         B4/03/19 
Hngion    3.     Office    of    Director          Ip         2272B   351          24X 
Fiche    90-339,84/03/19,0403230043 


—  8003230046  Forwards    monthly    status    Tept    for    Midland    projiCt    for  fl» 

19B4 

CDOJt.  n   J        RDQlion    3-    Office    of    Director        B4/03/13        WARNICK.BF 

Region   3,     Office    at   Director        2pp        2272B   352        24X 

Ficho    90-329,34/03/19,8403330043 

B      Reportable    occurreticea,     LERs    &  related    correspondence 

8401330630  Partial    response    to   TOIA   request    for    IE   B00103  rspt    r* 
revieu   of  tnat]     Falso    statement   at    fact  1  1  ties,  asaoc  iated    b 
supporting    records    to    rept    6   repta    prepared    in    response 
Foriiiards  fipp   A    dotuments    Review  of    addl    records    in    progress 
FELTON.  J   H         Division    of    ttules    and    Recordi         B3/11/01         UIHBLDU,R, 
Mall    Street    Journal          2pp  21903    337         24X    Flche    80-329,33/11/01, 

B401230630 

—  8*01230660   PND-79-039    or>    79O305,  investigation    concluded    that    QA  froyr 

for    obtaining    proper    aoil     compaction    of    facility    deficient 
eicesalve    settlement    observed   u/diesel    generator    bldg    t 
Incorrect    info    re    soil     foundation    contained    in   FBAfl 
BHEUHAKEn.R    E    ,     HENDERSON,  J   0    •     THORNBLffiQ.  H    D         Office    of 
Inspection  t,    Enforcement,     Office    of    the   Director        79/03/06        2p-p 
S1903    3S2         24X    Fiche     50-329,  B3/1  1  /Ol  ,  B401230630 

B403010451    Informs    Commission    of   problems   u/emergencu   diesel    genn-itcrt 
mfg    by    TransamoT  i  ca    Delaval.  Inc 

DIWCKS-W  J        Office    of    the    Executive   Director    for   Operation! 
SECY-B3-034        84/01/23         4p  p        2243B  347        24X    Flcho   30-000.84/01/33. 
84CI3O104S1 

3103210032  Part    31    rept    re     failure    of    auiiliary    foeduiater    pump    driv* 
turbines,  Olirpal    WPS-4    T*"T    valve,  to    close   Encl    Itr    dtd    B40203 
sent    to    listed    utils    GE    notified    at    affected    unit*    in   BUR 
plants 

THEROUX.H  R         Tarry    Corp          B4/02/22        WOODRUFF,  «    W        Director'* 
Office.     Office    of    Inspection,    and   Enforcement         6pp        22706   327        24» 
Flche    30-000,  B4/OH/E2.  S4O321  0032 

3403060269    Interim    deficlcticy    rept   re    nonconservative    deiign    of 
ant  edroentii    In    concrete    using    shear    lugs    located    in    tension 
tones   Neit    rept    expected     by    B4060I 

COdKiJ   W        Consumers    Power    Co        84/02/24        HEPPLER,  d  0        R«Dlo"  3- 
Office    of   Director         fcpp          22513  201         24X   Ficlie    30-339,84/02/23. 
B*10  3  060269 

3403070329  Partial    response    to   FOIA   request    for   repts   re   NRC 
investigation    of    failure    of    reactor    vessel    holddoun   studi    on 
Unit    1    reactor    vessel    Forwards  App    A  &   B   documents 
FELTQN,  J  M        Division    of    Rules   and   Records        64/02/23        PLATO,  E  D 
Kohl,     Setrest,     Wardlo,    Lynch.    Clark    S.  Hampton        6pp        B2S64,  149       ai 
Fiene    SO-329,  B4/O3/23,  B4O3O70229 

—  B403O7034S  Recomraend-s    order    be    issued    to    util    requiring    action    to 


correct  unacceptable    anchor    bolts    at    facility    Draft    Itr 
order    encl 

KEPPLER.J   Q        Region  3,     Chicago,    Office    of    the    Director 
THOMPSON,  0        Eiecuttve    Officer    for   Operation*    Support, 
22364     172         34X    Flche     5O-329,  B4/O2/33,  B4O307O229 


BO/O6/!' 
3App 


0403O6O104    Interim    deficiency    rept   re    D8.W   steam    generator    auxillirv 
feeduater   header    desic-n    change  Unit   2   changa»    should    be 
tompJeted   by    840239   Wort    on    Unit    1    susponded    due    to   dtlays 
in    startup    dates 

COOK,  JM        Consumers    Po^er    Co        B4/02/24        KEPPLER,  J  0        Region  3. 
Office    of  Director         3pp         32517   013        24X   FichB    50-329,  B4/OB/24. 
8403060104 

040304,0272    Interim   deficiency     rept    re    noneonf  ormlrifl    electrical    ratftf<V 
sys    Adverse    effect    of    deficiencies    on    tafetij    of    plant 
operation  unlikely    Dech*el    revised    final    Rept   MCAR   70   end 
Next    rept  mill    be    submitted    by   84060B 

COOK,  J   W        Consumers    Ponier    Co        B4/02/24        KEPPLER,  J  0        Region  3, 
Office    of  Director         7pp         2251?  066        24X    Fiche    50-329,94/02/24. 
E4Q3060272 


DOCKETED  ITEMS 


191 


B4O3060411    Forwards    signed    affidavit    (.   resume    of    Z   Ziiak    assigned    to 
con  it    implementation    overview    staff 

KiARR.J   E         Stone    &   Webster.      Inc         84/O2/24         HARRISON,0    •J         Region    3. 
Office    of   Director          3pp         22311    347         24X    Fiche    50-339.  B4/02/24, 
0403060411 


H4O3080321    Foruidrds   Nonconf armance    Identification    Rept   O19    On    S40222, 
field     deviation    disposition    list    not    revised     to    reflect 
changes    for   Specs   M-1A  b  C-304 

KARR, J   E         StDna   &    Webster.      Inc         B4/O2/39          flUAMHE,  D   L         Consumers 
Power    Co         2pp         22960   022         34X   Fiche    50-327    B4/O2/29,  B4030S0391 


B403OBOO26   Forwards    rept    on    B40210    exit   meeting    w/Oechtel    &    NRC   re 
indiscriminate    cable    substitutions 

*      Consumers   Power    Co        B4/02/24  Stone   &  Webster   Engineering 

Corp         3pp         33339   243         24X    Fiche    30-329,84/02/24,8403080026 

B40301O207  Forwards    "Investigation    of    Types   AF  i.  AE  Piston    Skirts,"    per 
Transamerica   Delaval. Inc    Owners   Group    program   commitments 
Rapt    evaluates    cracks    in   AF    piston    skirts    In   Shoreham   & 
Orand   Oulf   Nuclear   Power    Stations 

MUSELERiW  -J        TDI    (Transamer tea   Delaval,     Inc    )    Dinners    Group 
04YQ2/37        DENTON.H  R        Office    of   Nuclear   Raactor   Regulation, 
Director         3pp         33434    09O         24X   Fichp    3Q-QOO, B4/02/S7,  8403OIOH07 

H403060436  Forwards   Figures    B-0  b  8-9    inadvertently    omitted    from  840208 
response    to   NRC  840104-06   audit   questions    re   auiillary    bldg 
underpinning 

MDONEY.J  A        Consumers   Power    Co        84/O2/27        HARRISON,  J  J        Region   3, 
Office    of   Director         6pp          2251S    194         24X    Fiche    30-330.  B4/02/27, 
B4 03060426 

3403080245  Confirm*    that    listing    of    open   nonconf ormanee    repts, sorted    by 
isiua   date,  given    to    D  flrouin    on  B40231 

flUAMME.  D  L,       Consumers    Power    Co        B4/02/27        BARANOW.  8        Stone   b 
Mobster.     Inc        3pp        22561    006        24X  Fiche    50-329,84/02/27, 
B4O3 080243 

8403)30074  Forwards    closed    Nanconf ormance    Identification    Rept   NIR-01S 
rn    training    record    discrepancies    not    In   compliance 
ui/requirements    of   FPG-2   QOQ/Rev   7,     "Training    of   Const 
Personnel    '' 

KARR.  J  E        Stone  &  Webster.     Inc        84/02/37        QUAMME.  D   L        Consumers 
.Power    Co         3pp         22613    219         24X    Fiche    30-339,  B4/02/37,  8403130074 

B402090021    Beard   Notification    B4-039    discusses    NRC   840210   ti    16  meetings 
u/Transamerlca   Delaval, Inc    Emergency    Diesel    Generators 
0«in«r*  Group    Meeting    scheduled   on   B4030B    for    flnaliiatton    of 
geitorlc    program   plan    prior    to   NRC    review 

EIBEHHUT,  DO         Division    of    Licensing         B4/03/2B         PALLADINO, 
GILINSKV,    ROBERTS      Commissioners         Spp        22346   003        24X 
FichB-  30-000,  B4/02/2Bi  B40H090021 

8403010218  Forwards    task    descriptions    for    16    known   problems    re 
Transamerlca   Delavalilnc    emergency    diesal    generators 
MUSELER.W  J        TDI    (Transamer i Ci   Delaval.     Inc    )    Owners   Group 
B4YOS/2B        DENTUN.H  R        Office   of   Nuclear   Reactor  Regulation, 
Director        43pp        22433    177        24X   Fiche    30-000, B4/03/2B.  B40301021B 

H4O308O171    Forward*    requested    list    of    Items    determined    to    be    ready    for 
review  fc  closure   by    NRC    Items   marked    by    asterisk    reviewed    by 
Region    III    Inspectors    d  will    be   removed    from    list   when 
claietf    In    imp    rept 

CGOK-J  W  Consumers  Power  Co  84/02/23  KEPPLER, J  G  Region  3, 
QfPlce  of  Director  I6pp  32359  398  H4X  Fiche  30-329,04/02/28, 
B4Q308017I 

8403080167  Forwards   response    to   Tracked    Info    I  tern  034  requesting    MTC   GA 
manual, quail ty    plan   program  manual, procedures   &    target    lift 
utilized   at    site  &   walkdown    summaries    Issued    to    date 
*      Consumer*   Power   Co        84/O2/28  Stone    &  Webster,     Inc        3pp 

aa93?-H2        34X  Flehe    30-329,84/02/28,8403080187 

94030301 92  Advises    that    sampling    in*ps    of    const    training    records    of 
personnel    complete   Results    of    imp    satisfactory    d  NIR-018 
cloud.  Personnel    listed    on    enels    cleared    to    perform   status 
a«-t*s»m*nt   W/o    and 

KARR,  J.  E        Btone   &   Webster,     Inc        B4/02/2S        0  It  A  MI-IE,  D  L        Consumers 
Power    Co         lp         22939    201          24X   Fiche    30-339,  84/02/28,  84030B01 92 

Q403QB0239  Lists    audit    finding    repts. inc lud Ing    MBA-B3-7-04F.  OIF  b 
MO 1 -403-03-02 

»      Consumer*  Power   Co        84/02/20  Stone    &  Webster,     Inc         lp 

83360' 124        24X  Ficha.  30-329, 84/02/28.  S4030S023S 

8403130173  Forward*    closed    const    implementation    overview,  tt*m  03S  re 
dtelactrlc    isolation    spacers    for    galvanic    protection   of 
capper    pipe    to    galvanized    steel    pipe    support*   missing    in 
some    areas 

KAHR.  J   E        Stone   l>  Webster,     Inc        B4/03/2B        QUAMME.  D  L        Consumers 
Pouar    Co         29pp.        22399    194         24X    Flch*    30-329,  B4/02/2B,  B4O3130173 

8403090020  Board   Notification    84-044    forwards    Part   SI    rept    re 
Tntisamtrici   Delaval.Inc    turbocharger    thrust    bearing 
lubrication    defect   resulting    In   engine   nonavailability 
EIBENHUT.D  8        Division    of    Licensing        B4/02/29        PALLADINO 
Cojiuitiii  inner*        4pp        3HS41    263        24X  Flche    30-000,  84/03/39, 
B402070020 


B403080347    Forwards    complete    response    to   Const     Imp lemantat ii 
Item   O56    re     inconsistencies    noted    during    eva  J  if  a  t  \  on    of 
training     for   FQCI    C-l    50 

*       Consumers   Pnuer    Co         34/03/29  Stone    tt    Webster.     Inc 

32361    019         24X    Ficha    50-329,  B4/O2/29,  04O30B0247 


4rp 


8403OB0230  Forwards   closed   Const    Implementation    Overview    Item  O54  re 
Mark    Technologies   Corp    OA   (<    quality    program    plan   manuals, 
procedupea    t.   target    list 

KARR.J    E         Stone    t.   Webster,      Inc         Q4/02/S9          GUAMME,  D   L         Consumers 
Pouier    Co         3pp         23361    016         24X    Fiche    50-329,  9-V/02/H9,  B4030B023O 

B403DS0359  Forwards    complete   response    to   Const    Implementation   Qverviaiu 
Item  OS7   re    trainer    evaluation 

<      Consumers   power   Co        84/02/39  Stone    &   Webster,     Inc        4pp 

2S557    113        34X    Fiche   30-329.  B4/03/29,  S40308O3S9 


B403130210  Forwards    closed   OAR   RT-00021   uhich    provides   tqmplete 
response    to   Nonconf  ormance    Identification   Rept    NIR-OGB  re 
training    matri* 

«      Consumers   Power  Co        84/03/29  Stone    &    Websteri     Inc         6pp 

32605    037         34X    Fiche    30-329,  B4/02/29,  B40313021O 


84030603B5   Forwards    IE   Monthly    Meeting   Repts  80-329/34-05   & 
30-33O/B4-05   on    B40309 

WAF1NICK,  F!   F         Region    3,     Office   of    Director          B1/03/01         COOK,  J   W 

Consumers    Power    Co         2pp         23307   004         24X  Fiche    BO-339-  B4/03/O1, 


— B4O306O407   Forwards    minutes    of  Fe6    I9B4   monthly    tlilrd-party    assessment 
meeting    re    underpinning    &   remedial    soils    uiorfc 

LUCKS, A   S         Stone    &   Webster,     Inc         84/03/21          HARRISON,  J   J         Region 
3,    Office    of   Director        21pp        22307  Oil         34X 
FUlm    50-329,04/03/01.8403060385 

— B40306O413  Forwards    Independent  Assessment    pf    Underpinning    Weekly    Rept 
6B    for    840101-07 

LUCKS' A   3         Stone    &   Webster.     Inc         B4/02/I2         COOK,  R         NRC    -   No 
Detailed    Affiliation  Qiven        llpp        23507   032        34 X 
Fiche    30-339,34/03/01,6403060385 

— Q4O306Q420   Forwards    Independent  Assessment    of    Underpinning    Meetly    Refit 

69  for    840108-14 

LUCKS,  A  3        Btone   t>  Uebslor,    Inc        B4/01/17         CDOK,  R        NRC   -   No 
Detailed   Affiliation  Given        13pp        22507    O43        24X 
Fichu    80-329, B4/03/01 ,  04030603B5 

— B4O306Q423  Forwards    Independent  Assessment    o-F    Underpinning    Weekly    Rept 

70  for   840115-H1 

LUCKB.A  8        Stone   *c  Webster.     Inc        B4/O1/3S         COOK,  R        NRC   -   No 
Detailed    Affiliation   Given         14pp         323O7    OSB         24X 
FlchB    50-339,84/03/01,8403060383 

— S40306O42B  Fomiards    Independent  Assessment    of    Underpinning    Weekly    Rept 

71  for   840122-HB 

LUCKS,  A   B         Stone   &   Webster.     Inc         B4/O2/02         COOK,  R         NRC   -   No 
Da tail  Ed   Affiliation  Given        16pp        32307   O72        34X 
Fiche    30-329, 84/03/01,  B4030603BS 

— 8403060442  Forwards   Const    Implementation  Over  view  Weekly   Rept   31    for 
8401 O9- 13 

KARR.  J  E        Btone   (.  Webster,     Inc        B4/01/1B         KEPPLCR,  J  C        Region 
3,    Office    of   Director         17pp        22307    100        24X 
Fiche    50-329,34/03/01.8403060385 

— H4O3O60444  Forwards   Const    Implementation  Ovorvletu  Weekly   Rept   32  for 
840116-20 

KARRr  J   E         Stone    fc   Webster.     Inc         B4/O1/27          KEPPLER,  J   O        Region 
3.     Office    of   Director         20pp         22307    117         24X 
Fiche    30-339104/03/01,8403060383 

— 8403060443  Forwards   Const    Implementation  Overview  Weekly   Rept   33  for 
840123-27 

KAAR.O  E        Btone   t  Webster,     Inc        84/03/01,        KEPPLER,  J  G        Region 
3,    Office    of   Director         17pp        35507    137        34X 
Fichu-  30-329,84/03/01,8403060385 


B40313Q195  Forwards,   closed    const    implementation    over^ 
training    classes 

KARR.J  E        Stone    t  Webster,     Inc        94/03/01         QUAMHL, 
Pouier    Co         5pp         33617   3O7         34X   FlchB    50-329,84/03 


DOCKETED  ITEMS 


10B0322    Interim   deficiency    rep*    i-e    coordination   of    engineering    holds 
restrictions   resulting    In    installation    of     unqualified 
SB)    cables   Cablet   uill    be    replaced    Interim   or    final    rept 

ipected    bij    840S04 

JDK.J   W         Consumer*    Punier   CQ         B4/O3/03         KEPPLEfi, J   0         Renton   3, 
tice    of    Director         6pp         23561    O25         24X    FJche    30-329,34/03/03. 
103080222 

1130090  Forwards  closed    ftud  i  t  Finding   Repts  flSA-B3-S3-02Fi 
sft-Ba-35-lOF  t,  HSA-B3-aS-03r   t>  closed   Unresolved    I  tern   Repts 
5A-H3-23-OW  *•   MSrt -93-25-07*; 

fl^AL.D    J         Consumers    Power    Co        84/O3VO2  Stone    Si   Webiter,      Inc 

2pp         226QB    094        24X   Fiche    30-329,  84/03/02,  B4O31  30050 


6403130371    Informs   that    rasponae    t<,   Nonccnf  ni-mance    Imp    R«pt    003 
tmtiiFsctoiM,    Const    Iroplementst  ioh    ovorvJen.  uij  ]    continue    to 
monitor    training    commitments    u/emphasis    on    lilted    areas 

J  tOI"b*£"Tl     InC         B4«>3'«        OIMMME.D  L         Consum 

175        24X  tiche    50-3S9,  B4VO3/07.  6403130271 


i««         «. 
linear    converters    Test    program  underway   Remits    of 

investigation    Indicate    excessive    uieai-    caused    bj    hunting    of 
control    circuitry 


PatJfir    Air    Product,    C0 


S4/Q3/09 


7pp 


Dii-eetor'm 


31301B4   Forward*   Nonconf  ormance     Identification   Re.pt   OHO   re    unsigned 
hange    request    forms 

ARR.J  E       Stone  S  H«Siter<     Inc.       B4/03/02        QUAMME.  »   L        Consumers 
ouier   Co         2pp,        E2617   334         24X    Fictie    SO-329,  a4/Q3/02,  B40313O1B4 

13130293   Forwards   Audit   Flppt    M5A^a3-37   H/o    enc  1 

/OH^LiD  J        Consumers  Pouer    Co        04/03/02  Etone   t  Webster,     Inc 

p         aaeU    149        54*    Fichs   30-32^-  B4/O3/02.  B4Q3130292 

J3130321   Forwards  Canst    Implementation   Overview  HB  l  tf  Point 

Jotiflcatloo    Item  Oil   r*    subconiti-a'Ct    document    eontrot,  for 

attlon  flecofflJnemjB    form  bl   revlaea    tc-   provide    sign^turo    & 

date  space    -For   recipient 

iftflR.J    E         BtoTiE   6    HabEtsr,      Inc         8^/03/02         QUAMME.  D   L         ConflumsfS 

'ounr   Co         Ew         22614    130         24X   Flche,  50-3E9.  B4/03/02,  8403130331 

03140040  Forwards   "Grand    Gulf   Component    Tracking   tjijsi  "    "Shoreham 

Compnnent   Trading    Sgi"    E<   "Tranaamerita    Qelflval.lnc 

oicssl    Oensratora  Qujners   Group  Program   Planj  "    to    leaolva 

concBPn*  uj/emergBncy   iiflssl    generators 

MUSECEfl.W  J       Long    Island  Ljjhling    Co        84/O3/O2        DENT  ON,  H  H 

OfflcfJ    of    Nuclear  Reactor  Regulation,    Director        3pp        32626  CW>3 

34X   Flche    3O-000.  34/03/02-  B40314004B 

B403I40095   "Traniairerlca  Delaval.Inc   Diesel    Generators   Dinner*    Group 
Program  Plan    " 

*      TD1    (Transamerica    Delaval.     Inc    )    Qiuncrs   Hroup        afl^OS/oa 
261pp         226SS   323         34X   Ftche    SQ-OOO,  B^/03/02.  BqoSl  40049 

103130161    Forwards,  for    Info,  closed    OuaHty    Action    Request    aAR-ST-00020 
usul   to    track    const    imp  lament  a  H  on   -overview  Nonconf  ortnance 
Identification   flapt    Mlfl-OO? 

>      Confi/mers    Pouer    Co         34/03/05  Stone    &   Uebateri      Inc          lOap 

33311   299         34X   Fiche    30-329,  84/03/O5,  9-103l3£Hi)l 

4O3I30342  FoTuards    partial    response    to  Tracked    Action   Item  043, 
coniisUng  of    (ire-  J-  post-stop   work    ortfer   ac  tivi  t  i  ear  DDR 
implementat  ion.  si  te-widfl   distribution   plan    implementation 
schedule  ft   corrective   action    plan    H/o   encls 

REICHEU.  N    I        Consumers   Pouer  Co        B4/03/05  Stone    tt   WebsfceT.     Inc 

lp         22616   S&9        24X   Fiche    80-339.31/03/05,9403130342 

14-03130479  Forwards   Conit    Imp  1  etnentatton   Qvervieur  t  tem  049  re 
Inconsl  stency   betyeen    spec    requirementi   on    spacing    betueen 
anchor  bolts   of  dlFfors-rit   diameters   Dechtel    preparing    spec 

HEPPLER,  J  0 
ICKEL.N    I          C 
9j  84/03/03,  8403130479 


notice 

KARft,  J  E        Stone  4.  Webster.  Inc        B4/03/03 
Detailed    Affiliation   &Lven         QU^MME.D   L    .     REICKEL.N    I          Consumers 
Pai.tr   CD         3ff        S2613   23B         SflX    Flch 


NRG   -  No 


540313023S   Forwards    Const    Implementation    Overview.  I  tern   063 
classei    Status   assessment    performed    on   pipe    supports   bij 
(jersannji   u/jncump  I  ete   rxjulreil    training 
KftRR.J  E        Stone  fc   Webater,     I  nt        64/03/Ofc        HEPPLER,  J   Q        Region  3, 
OPflee   of   Director        3pp        22606  037        BIX   Pi  che-  50-3E7,  B4  /03/oi, 


training 


B4O3130354  ForujariJ-s    completed    response   to    Tracked   Action    [ten  04Q 
consisting    of   Sp«c    Change  Notice    14001    to   Spec   C-30S  re 
grdutet   anchor  bolts 

REICKEL.N    1         Consumers   Pouier    Co         B4/03/06  3  ton*    E.   WebttaT,     Ire 

4pp         23A16   330         SIX   Fk(he    50-339,64/03/00,0403130354 


Bfl03320072   Forwards    11. ted    documentation   r.  poit-ueid  heat    treat 
thermocouples    Bechtel    in    contact    w/suppl inn    to    obtain 
replaceraents  M/o   enc 1 

*,       Co";"™r>,~tllJ'"1    C°         B4/Q3/09         SMITH. A         Bt«ne    t,    W.bitor,      Inc 
In         JJ271S  310        24*   Fie  he    50-339.  B4/03/O9.  9403230O72 

840ao9003B  Suarc-   notification   04-Ogi    forwards    "Transamsr lea    Detav.l.Inc 
(TDI>    Diesel    Generator!   Owners   Oi-oiip   Program  Plan  " 
nI?fS«'  °  S,-  Division   of    Licensing         B4/03/12        PALLADIND. 
GIl-INSKY,     ROBERTS      Commissioners        Spp         32683   Hl4        H4X 
Fit  h,a,  SO-GOO,  91/03/12,  BflOa090039 

8102090039  Board   Kc-tif  i  cat  ion   B4-032    foruflrd.   neettnj.    sunmariei 
cnntaining    transcript*    of    B40210  4    la   meetings    between    MRC    (. 
Traneanertcfl   Delaval.tnc    (Toil    Owners    Oroup    Distribution 
1  l  Kt    end 

6IBENHUT.DO        Division    of   Liceniing        S4/03/1H        PALtADIND, 
Q1LINSKY,    ftODERrs     Cammi sslonen        Spp         33708  OOl        24X 
Fiche    50-000.811/03/13,8402090039, 

—3403000534  Forwards    summary    of  B4O21O  meetlcig    w/Transjuneri  ca    Dilaval, 
Inc    Diners  Orouo    in   GethBsda.MQ   re    problems    ui/imergencu 
dlBsel    ganerators 

CAHUSO.R        Licensing    Branch   2        64/02/27        O'REILLY, d   P         NHC   -   Mo 
Detailed    Affiliation    Olvnn         6pp         2B70S   006         34X 
Fiche    50-000,  84/03/13,  840209003'! 

— B4D30603S4  Transcript    of  840210   meeting    u/Transamerica    Del.val.Inc 
Ouners   Group    In   Qethesda,  MD   re   problems   ui/BmeToencu    dlestl 
generator-t 

*      NRC    -  rfo  Detailed    Affiliation   Given        Q4/O2YIO         147op 
S370H   012        24X  Fict,a    SO-000,  B1/03/1B.  B4Q3090O3-? 

-8403070409   Bu^ary    of    H40216   meeting   u/TrantamBrica    Dil«v«l,lnc   Ou-ners 
Oroup    tn   Wading   diver,  NV   re    program   plan    to    establish 
i-eliabUtiu.    of    diesel    oftieratoi-^    Agenda. must  1  ng    tranici-ipt   «, 
attendance    list    end  r 

MILLER.M  A        Uieeniing    Brancti   4        94/oa/2>  Licensing    Branch    4 

Bpp         52708   141         24x   Fiche    50-000.04/03/12,3402070037 

— BA03070423  TPanicript    of   B40H16    tortf«r«nte    In    Hading   Riv«r,NV   re 
rransamericj    DalavaLinc    diesel    gensraUrs.pp    1-Q2 
»      CommlssionBrs         B4/02/16        S4pp        2S70Q    169        H4X 
Fiche    30-000,  64/03/13,3402090039 

3403140030  Forwards   "Oeslgn   Review  of    Connecting    RoB    B.«rlnf    BhiUi    for 

Transamerica    Delaval    Enterprise    EnBinB1"    for    Bhdrtham   i, 

MUBELER.H  J        Long    Island   Lighting   Co        94/03/12        DENTON,  H    Ft 
Office    of  Nutlear  Reattor   Regulation.    Director        2pn         23633' 074 
31X   Fiche   30~OOO.D4/03/12,B40314Q030 


Rocker 


B403130491    Requests    eitenslcn    to  84030"?    for    responding    to   Tracked 
Info   Item.*  Q5B  it  099  tc  Tracked   Re-commendation    Item  060 
REICHEI-iM   I        Consumers  Pouer   Co        B4/03/06  Stone   &  W»-bitsr. 

if         22il3    160         2flX    Flche    50-339.  B4/03/OS.,  B403I30471 


9103130133  Forwards    "Transflmer  li*   Delavol.mc    Dle.el    «,ne 
Arm  capacreu.  Stres,    Analyst,    R,pt   "    Cap.cr.1.  d.ilgi.   .Slw.t 
for   applicable   engines    t.    svc    tondltton*  ^ 

S^ft^?;"  J^    TDI    ^Ttw-erit*   Delaval,     i«e    )    PUMM   orDUp 
04/03/13        DENTON.H  R        Dfflc.    of  HucU.r  Reactor  HMU?,«Sn. 
Dlrettor        2pp        22639270        B4X   Flche    50-000,  84/03/L3,  B403130133 


t!TrS'f0rt.inf°;arUtly   ^*l»"«-«l«t.t.    (OAR.) 
to  aisijn   action    t    tracti    con»t    Imp  1  trim  tut  ion 
(Clot   «lHs   <M9  «-    02O  on  MPOAD   QUAIL  "U   CIO  Hj  11 
,at|9f  actorllg   closed;   out    OAR,    to    close   out  (JIR. 


Inc 


B403090033  Board  Notification  B4-047    foriuardi    Transaffl»rlca   Delaval.Inc 
Ouners    Group    piston   shirt    rept  b   ta&k    description* 
EIBENHUr.D  0       Divi*ian  of  Licenainj        B4/03/O7,       PALLADINflj 
OILINSKV,     ROSERTS      Comml  s  sloners         Iff         22674    521         24  X 
Fiche    30-000,  04/03/0?,  04*2090033 


94O327O227    Forwards    open    Const     Implementation    Over-view    Item    063   re 
status    assessment    In   Module    12OD    on    6-! 03 13    using    unmarked 
FSK   prints 

KAHR.J    E         Stone    &    Webster.      Inc         84/03/13         KGPPLER,  J    8         NRC    -    Mo 
REICHEL.N    I     ,     WELL9.R    A         Consumers 
34X    Fichu    30-329,  B4/03/13,  B403270227 


Detailed    Affiliation   Oivan 
Power    Co         3pp          22772   081 


84O3200222   Responds    to   B40214    Requests    for    Info    1    t<  2  re    R-4    aeries 
engines    Ll*t    Indicating    engine   number. model    &    avc    number, 
customer    name    &  address, rat  Ing. data    shipped    &   date    started 
and 

MATHEWB.C    S         Transamer 1 ca    Dolaval,     Inc          84/O3/16         GISENHUT.D   Q 
Division    of    Licensing          20pP          22691     179         34X    Fiche    30-OOO, B4/O3/16. 
B403HOOB32 

8403220067    Interim   deficiency    rept    re    low   alloy    quenched    &    tempered 
bolting    1    S-inchei    ti   greater    in   support    of    saf ety-relatod 
<Yi   Current    status    of   Dechtel    mat!    evaluation    oncl    Neit    rept 
will    be    aunt    hu   840727 

COOK,  J  W  Consumers  Power  Co  84/03/16  KEPPLER,  J  Q  Region  3, 
Office  of  Director  lOpp  22716  130  24 X  Fiche  30-329,  B4/O3/16. 
0403220067 

B403H201Q8    Interim   deficiency    rept   re    defective    capstan    springs    in 
mechanical    shock    arresters    supplied    by    Pacific    Scientific 
Arreitors    being    evaluated    &    tested    Nent    rept    t>v    S40304 
CODK,  J,  W        Consumers    Power-   Co        34/03/16        KEPPLER,  0  0,       Region   3, 
Office    of    Director         t?pp         23716    ISO        24 X   Fiche    50-329,  B4/03/16, 
04033201 OS 

B403270062  Forwards    "Const    Implementation  Overview    (CIOJ'"   Weekly    Rapt 
3t   for    840308-09 

KARRiJ   E        Stone   &   Webster,     Inc        B4/03/16        KEPPLER,  J   0        Region   3. 
Office    of   Director         17pp         22766  OBB        B4X   Fiche    30-339-04/03/16. 
8403270062 

S403370096  Forwards    const    implementation   overview    for    Items    064,063   & 
066   re   CW-1    OOi     "E-Beriea"   POCI's.Zack    Procedure    MD-FP-7C    b 
lack   Procedure   MD-FP-10  Welding    insp    requirements    deleted    & 
spec    change    notice    recommended 

KARR.J   E.       Stone   fc  Webster,     Inc        84/03/16        KEPPLER,  J  0        NRC   -  No 
Detailed   Affiliation   Given        REICHEL,  N    I         Consumers   power    Ca 
OUAMMEiD  L        Stone    &   Webster,     Inc         4pp         33766   356        24X 
Flcho    30-329,84/03/16,3403270076 

8403270093  Forwards    Closed    Const    Implementation   Overviow    Item  OSi/Hold 
Point   Notification    re   Checklist  MP-MIS-QOBE-0001    Review    of 
items   re    Impact    on    training    requested 

KARR.J   E        Stone   &   Webster,     Inc         84/03/19        KEPPLER,  J  0        NRC   -  No 
Detailed   Affiliation   Given        REICHEL.N    I    <     QUAMME, D  L        Consumers 
Power  Co        3pp        22769   3HB        S4X    Fiche    30-329,  SI/03/19,  S403H70093 

B403370236  Forwards    Dr  Rent:    940313   memo    to   JT   Christy   &   attachments 
I  homing    planned   weekly   manhour   allocations    For   PQC1    &   areas 
for  uik«   of  840323,30  &  0406  U/o   end 

RONK, D  F  Consumers  Power  Co  B4/03/19  BAUMGARTNER,  T  Stone  & 
W"btt»r,  Inc  lp  22771  347  34X  Fiche  50-327,84/03/19,0403270236 

8403300006  Forward*    Closed    Const    Implementation    Overview    Item  093  re 
Criterion    XVIII    site    auditing 

KARR.J  E        Stone  &   Webster,     Inc        84/03/20        KEPPLER,  J   0        NRC   -   No 
Detailed    Affiliation   Oiven        QUAMME, D  L   ,     REICHEL.N   I         Consumer* 
POWdr    Co         3pp         S2B22    126         34X    TichB    3O-329, B4/03/20, B40 3300006 

B40330003S  Forwards    proposed    project    records    classification    coda    list 
Ic  mgt   polity    far   review, 

KARR, J   E        Bton*   &  Hnbiter    Engineering    Corp         B4/03/20        flUAMME,  D  L 
Consumers   Power  Co        8pp,       33B31    313        24X    Fiche    S0-32?r B4/03/20. 
8403300033 


T      Hearing    transcripts    on   non-antitrust  matters 


B402090039   Board   Notification   B4-03H    foruiards    meeting   summaries 
containing    tranacrlpta    nf    B4O310   t.    16   meetings    between   NRC    & 
Transamerlca   DelovaLInc    (TDD   Owners  Group    Di  atribut  ion 
list    enc 1 

EISENHUT,  D  G  Dtviaion  of  Licensing  B4/03/12  PALLADINO 
Commlasloners  5pp  2370B  001  24X  Fiche  30-000,  B4/03/12r 
0402090039 


DOCKET    50-331    DUANE   ARNOLD    ENERGY   CENTER 

F      Security,     medical,     emergency    (t    fire    protection    plans 

B403200121    Revised    emergency    plan    implementing    procedures,  inc  luding 
Rev    1     to   EPIP    S   4,     "Activation   !<   Operation    of    Offslte 
Relocation   Ic  Assembly   Area"    t  Rev  23   to   rev   control    sheet 
W/B40126    Itr   ti   transmi  ttal/ac  Ji   memo   dtd   B40I39 

YOUNG, K  .  WILSON, D  L  louia  Electric  Light  E.  Power  Co  B3/11/17 
DENTBN. H  Office  of  Nuclear  Reactor  Regulation,  Director  13pp 
22699  023  24X  Fiche  50-331 , B3/1 1/17,  B4032001H1 

8403300051    Revised    emergency    plan    implementing    procedures,  Inc luding   Rev 

6  to   EPIP   2  2   re    technical    support    ctr   act! Vfltlon, HBV  2   to 
EPIP   6    1    re   malnt    of    emergency   preparedness   &  Rev  2  to   EPIP 

7  1    re    coordinator    duties    M/0401SS    Itr 

WILSBN.  D  L        Iowa   Electric    Light   &  Power   Co        84/01/10        DENTON, H  R 
Office    of   Nuclear  Reactor   Regulation.    Director        93pp        226B3  251 
24X   Ficho    30-331.  B4/01/ 10,  8403200051 

8403200047   Revised    emerjency    plan    implementing    procedures,  tncl udlng   Rev 
4    to   EPIP    1    i    re    emergency    action    level    determination   b   Rev 
6    to   El' IP    1    S  re   notification    of   emergency    response 
organization   W/B40126    Itr 

WILSON,  D   L         loiua    Electric    Llflht    &   Power    Co         B4/OI/li         DENTONi  H   R 
Office    of  Nuclear   Reactor    Regulation,    Director        60pp        32693  213 
24X   Fiche   SO-331,  B4/01/16, B403200017 

B4032001B3  Revised    emergency    implementing   procedures, including   Rev   1    to 
Procedure   EPIP  2   5,     "Control    Room  Emergency   Response 
Operation"    !.  Hov   S    to  Procedure  EPIP   3  3a,     "Manual    Dose 
Injections    "   W/B40312   Itr 

WILSON,  D  L  Iowa  Electric  Light  b  Poiuer  Co  B4/02/OB  DENTON.  H 
Office  of  Nuclear  Reactor  Regulation,  Director  6Bpp  22697  144 
34X  richc  90-331,  B4/03/09, B4033001B3 

B403060550  Advises    that  NRC   will    not   review   emergency  plans    to   delete 
privacy    or   proprietary    Info   unleas    specifically    requested    by 
licensee, per  B10709  Generic    Ltr  Bl-27  W/o   request. entl re 
plan   ulll    be   placed    In  PDF! 

vASBALLO. D  D        Operating    Reactors   Branch   2        B4/03/IO        LIU.L        Iowa 
Electric    Light    U   Power   Co         Spp         2255S   293         24X 
Fiche    30-331,84/02/10,8403060930 

B40306O136  Forwards    changes    to    security   plan   Changes   withheld    (ref 
10CrR73  SI} 

MCOAUGHV,R  W        Iowa   Electric    Light  t  Poiuer   Co        B4/02/27 
KEPPLER,  J  0        Region   3,    Office   of   Director        lp        22316  DBS        24X 
Flclie    50-331,04/02/37,  B403060136 

B403120037  Extend!    Invitation    to  attend   regional    workshop    on    fire 
protection    safe   shutdown    requirements    of    10CFR50. App  R   t    IE 
Info   Notice   94-09   on   940333    In  Ro*omont, IL  Proposed  agenda 
end    for    review 

8PES8ARD,fl   L        Division   of   Engineering        94/03/06       LIU,  L        louia 
Electric    Light   &  Power   Co        3pp        22SBB  044        24 X 
Fiche    30-331,  B4/03/06,  9403120037 


B40327013B  Forwards    "Emergency    Diesel    Generator    Air    Start    Valve 
C*p*creu  Dimension   &  Stress    Analysis,"    prepared    by    3(,W    for 
Tr'nsamerfca   Delaval,  Inc    (TDH    Diesel    generator   Owner* 
Oroup. 

MUBELER.W  J        TDI    (Transamepica   Delaval,     Inc    )    Ouiner»    Oroup, 
B4/03/23.       DENTON,  H  R        Office    of   Nuclear    Reactor    Regulation. 
Director,       2pp        23774   001         24X   Fiche    30-000,  B4/O3/23,  B40327O132 

B403B70134  Requeits   meeting    on    840418    to    discuss    short-term    &    long- 
term   corrective   actions    EC    investigations    re    Tvansamepica 
Delaval    ditset    generators    List   of    suggested    meeting    topics 
•  tic  I 

MCOAUOHY.JP  TDI  < Traniflmer lea  Delaval,  Inc  )  Owners  Group 
84/03/23  DENTDN,  H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  22769  133  34X  Fiche  30-000,84/03/23,8403270134 


B40313014S  Ack    receipt    of   840227   Itr    transmi t tin)   changes    to    aecurlby 
plan   Changes   consistent   w/provisions    of    10CFR30  341p)    ti 
acceptable 

AXELSDN.H  L        Region   3,    Office   of   Director        84/03/09        LIU.L        loiua 
Electric    Light   &  Power   Co        2pp        22608   171        24X 
riehe    30-331,84/03/09,8403130143 

840313047B   Ack   receipt    of   B 402 22   Itr   re    procedure   distribution    for 
radiation  protection   procedures   Controlled    distribution    of 
emergency   plan  Si   implementing    procedures    acceptable 
PAPERIELLO.C   J        Region   3,    Office    of   Director        B4/03/OB 
MINECK.  D  L        louia   Electric   Light   i  Power   Co        lp        22613  332        24X 
Fiehe    30-331, 84/03/09.  B403I3047B 

— 9403130488  Discusses    revised    procedures    to    simplify   distribution  of 
radiation   protection   procedures    from   controlled    copy    to 
uncontrolled    copy    for    Info    only 

MINECK.D.L        lama    Electric    Light   b  Power   Co        B4/02/32 
KEPPLER, J  «        Region  3,    Office    of   Director         lp        3S613   853        34X 
PichH    30-331,84/03/08,  B403I3047B 


194 


DOCKETED  ITEMS 


04O3I'?02'J6    Foruairds    IE   Safeguards    Insp    Rept    30-331/83-19    on    831230- 
B4O119   &    notice    of    violation   i   proposed    Imposition    of    civil 
penalty    Notice    withheld!    IruF    10CFR73   21) 

KEPPLER,  J    O         Region   3,     Office   of    Director         04/03/13         LIU.L         Ionia 
Electric    Light    (,  Pouer    Co          4pp         324,72   281         SAX 
Fiche    30-331,84/03/13,84031-70236 

--B103190231?    IE    Safeguards    Inap    Rept    50-331/83-19    on   831S20-B4Q1 19 
Nnncomp 1  lance  noted    Failure    to    provide   adequate   vital    area 
barrier    fa    security    plan    criteria    nnt   met    for   vital 
equipment    Details    withheld     (ref    10CFR73   21) 

PinTLE.fr   L    ,     MADEDA.T   J    ,     CREED.  J   R        Region   3.     Office    of   Director 
84/02/01          2pp         33(1,72    3S3        24X   Fiche    90-331,84/03/13,8103190236 


-f      Insurance   «.    indemnity    information 


B4O326006E    Forwards    End orsemants   63   &   63    to   NELIA   Polity    NF-214   h 
Endorsements   31   &   flS    to  MAELU  Policy   MF-72 

SHEA.  K  H        Neuman   b  Holtiinger        34/03/14        SALTZMAN,  J  D        Assistant 
Director    Far   Stats   &  Licensee  Relations        5pp        2273O  240        34 X 
Fichu    30-331.04/03/14.8403360062 


P      Oparatlng    license    stage    documents    t  correspondence 


0403090263  Forwards    supp 1 emental    response    to   Generic   Ltr    B3-S8, 
"Required   Actions   Baaed    on   Generic    Implication!   of   Salem 
ATW8  Events    "   Activities   may    be  rescheduled    during    ne*t 
update    of    integrated    plan    for   mads 

MCQAUGHYiR   W         loua    Electric    Light    b   Power    Co         84/02/29         DEN  TON,  H 
Office   of   Nuclear   Reactor   Regulation.    Director        2B4pp         33973  304 
34X   Fiche    50-331,84/02/29,8403090262 

—3103090277   Rev   0   to    Procedure    1410   8,     "Post-Scram   ReviBU    " 

BEDLACK,  M   S         Illinois    Power   Co         84/02/23         6pp         22573    222         34  X 
Fiche    30-331,64/02/39,0103090262 

8403130144   Forwards    response    to    MIC    840207    request    for   addl     info    re 
plant-unique  analysis    rept    for  Mark    I    torus    mods 

MCQAUGHY.R   W         loya    Electric    Light    !c   Power    Co         H4/O3/03         DENTQN,  H 
Office    of  Nuclear   Reactor   Regulation.    Director        24pp         226O1    276 
54X   Fiche   30-331,  B4/03/02.  S403130144 

B4030900BB  Application    to   amend   License   DPR-49, chang Ing    Tsch    Spacs    to 
incorporate   addl   MAPLHOR    limits 

MCOAUQHY,  R   W         Iowa   Electric    Light    b   Pouar    Co         84/03/09 
DENTON, H  R       OFfice   of   Nuclear  Reactor   Regulation.    Director        2pp 
52373   337         H4X   Fiche    50-331,84/03/03,8403090088 


B40320O192    "Offsite    Doae   Assessment   Manual    For   Gaseous  EC  Liquid 
Effluents    "    W/840313    Itr 

MCGAUGHY.R    H         loua    Electric    Light    fa   Pouier   Co         B3/03/31         DENTON,  H 
Office    of   Nucluar  Reactor    Regulation,    Director        112pp        22700  034 
34X   Fiche    30-331,  B3/03/31 ,  840320OJ 92 

B40B140537   Forwards    eierrptlon    from    leakage   test  requirements    of 
10CFR30,App    J, Section    SO    9*Ko),pBT    utll    7808E9   request 
Exemption    for    core    spray    Isolation   valvnt   &  RCIC  b  HPC1 
cnndensate    return    isolation    valves    denied   SER   also   end 
EISENHUT.D  G        Division  of   Licensing        94/01/17        LIU.L        Ionia 
Electric    Light  1  Pouer   Co         2pp        2S262  234        24 X 
Ficlie    30-331,  84/01/17.3403140527 

— 8403110336  Eismptinn    from    leakage    test   requirements  of    10CFRSO,  App   J, 
Battlon    90    34(o)    la    leak    tight    Integrity   of  primary    reactor 
containment    b  sijs    b  comptments    which    penetrate   cnntalnment 
EISEWHUTiD   0       Liviaion    of   Ltcenfling        84/01/17  Joua    Electric 

Light    i<    Power   CD         &pp         E2262    236        34X   Fiche    30-331,84/01/17, 
B4O21403B7 


B103060030  FoTuard'    request    for  addl    info  re  Marfc    I    containment    long- 
t»r«   program,  plant-unique    analysis   rept    loads    evaluation 
R»sponse    requested    within    49   days    of    Itr   receipt  Meeting   or 
conference    call    rtconm ended    no   later   than   B40221 

VASaALLO.D   D        Operating   Reactors    Branch   2       04/02/07       LIU,  L        Iowa 
Electric    Light   l<   Pdiuur    Co          6pp         22528   310        24 X 
Fiche    30-331,94/03/07,8403060030 


--5403090093  Proposed   Tech    Spec    changes    extending   MAPLHQR    limit* 

«      iQua  Electric    Light   t>  Power    Co        64/03/05        Hop         22S7B  329 
24X    Fiche    30-331,  B4/03/03,  84030900BB 

8403150007  poruiards    draft    summary    of    status    of    equipment    qualification 
program, inc lud ing    respanse    summflMj    of    technical    evaluation 
rept, ace ident    description   fa    equipment    identification    summary 
J*   qualification  rept 

MCQAUuHY,  R  W        loua   Electric    Light   t  Pouer   Co        84/03/08 
DENTON,  H  R        Office    of  Nuclear  R«actor   Regulation,    Dlractor        lOipp 
23641    034         24X   Fiche    30-331,84/03/08,6403130087 

8403190300  Foriuards   revised    Page  3  2-23,  Table   3  2-0   of   840314   Amend    93 
to  Llconse   DPR-49,  mak ing    admini*trat ive   changes    to   Tach 
Spocs 

MCOAUQHV.fi  W        loua   Electric    Light    fa  Power   Co        84/03/12        DENTON,  H 
Office    of  Nuclear   Raactor   Regulation,    Director         lp        22673    Ibt,        24 X 
Flcno    30-331,84/03/12,0403190300 

-- -B403190306  Revised    Page   3   2-23  to   Tech   Specs, reflecting    administrative 
changes 

«      Inua  Electric    Light   t.  Power   Co        04/03/12        tp        22673    167        24X 
Flcha    80-331. 04/03/13,  8403190300 

8403150273  Generic  Ltr   64-07    to   all    licensees    of   DMRs  re    proctdur*! 
guidance    far   pipe   replacement   at    BWfis   Svc    list    encl 
EISENHUT,  DO        Division    of   Licensing        B4/O3/14  Commonwealth 

Edison   Co        aopp        328S3  334        H4X    Fiche    30-000,84/03/14.8403180273 


94O3140340  Summary    oF  B31213    meeting   u/GE  t.  Mark    1   Qiunars   Group    in 
aethesda.MD  re  Mark    I    containment   wetwell-drywell    vacuum 
treat er    design  method ologij 

SIEQ^L.D   L        Operating   Reactors    Branch   2       04/02/21  Operating 

Heactors    Branth   2        Slpp         22635    19B       24X  Fiehe    50-000.  B4/02/21, 
B40314Q34O 


8403300279  Requests   remittance    of    fee    for   action    on   70OB29  application 
re    exemption    from   certain   App    J   test   requirements 
MILLER.  U  0       License   Fee   Management   Drench        84/03/19        ARNOLD,!} 
loua   Electric   Light   &  Pouer   Co        lp        22044   330        24X 
Fiche   90-331,84/03/15,8403300279 


B4O314O313   Responds    *o    840123    I tr    concuirinj  u/NRC   detsrmination   of 
NSHC    fo«-    amend   request  RTS-1S5  ftddl    amend   requests 
raqflivai]    from    licensee   after   630506  published    In  PR  include 
HTB-134.nTS-183   fc   RTS-74 
VflSSALLO,  D   B         Operating    Reactor*    Branch    2        84/02/23        HOUVENACLE,  T 

loua,    State    of        Spp        2K633  303        24X  Fiche   50-331,84/02/83, 
0403140313 

3403020106   Application    for    amend   to   License  DPR-49,  connecting 
typographical    errort,  clar  i  Fy  ing    existing    te>t   t,  updating    old 
ref  s 

MCOAUGHY,  R   W        Iowa    Electric    Light  b  Power  Co        84/03/27        DENTON,  H 
Office    of   Nuclear   Reactor    Regulation,    Director        2pp        22442  333 
34X    Piche    50-331,  84/02/27,  040302-0103 


— 8403020111    Propoivid    Tech    Specs   correcting    typographical    errors, 
clarifying    e listing    tei  t    !>   updating   old   refs 

»      loua    Electric    Light    S.  Power   Co       84/02/27       73pp        22442  337 
24X  Fiche    50-331.64/02/27,6403020108 

B403D90233   Notifies    that  Class    Iv  father    than  Class    III    fe*   appropriate 
tor    review  of   840127  application    For  amend    to  Llcenii 
DPR-49,  changing  Toch   Specs    re  NUREQ-0737  b  min   staffing 
requirements, 

DIGOSrR    H        License   Fee  Nanagemant  Branch        B4/02/29       ARNOLD.  D 
louia   Electric   Lignt   t  Pouer   Co        lp        B2SB7' 337       24X 
Fiche   50-331,84/02/39,8403030233, 


B403330004   Application    for    rev    to  License   DPR-46, chana Ino    Tith   Specs    re 
primary    containment    leakage    test    requirement* 
MCQAUSHY.R  U        Iowa   Electric    Light    t>  Power   Co        84/O3/16 
DENTON,  H  R        Office    of   Nuclear  Reactor   Regulation.     Director        4pp 
227H8   OBB        S4X   Fiche    50-331i  84/03/16, B403230004 

—0403330007  Proposed    Tech    Spec    Change   RTS-1 1HQ, ehang ing    primary 
containment    leakage    test   requirements 

»      loua  Electric    Light   «.  Payer   Co        84/03/li        19pp         82723.092 
24X    Fiche    SO-331 ,  B4/03/ 16,  B4Q323OQ04 

8403260208  Corrects    erroneous    statement    from   B30423  i'«*pon»«    to   Oaniric 
Ltr   83-02,     "NUREG-0737  Tech   Specs,  "    re   Action    Item    II.  E   4.  It 
"Dedicated   Hydrogen   Penetration    "   Purge/rapreiiurliatlan    «\|* 
used    as    backup    for    combustible   gas    control. 

MCOAUQHY.R  H        Iowa   Electric    Light   6  Power   Co        B4/O3/20        DENTON, H 
Office    of  Nuclear   Reactor   Regulation,    Director         lp.       22796:166        24X 
Fiche    30-331.  S4/03/20i  B40326O209 

0,     Inspection   reports,     IE   Bulletins   b   correspondence 

8403140319  Forwards    request    for   addl    Info    identified    by    Franklin 
Research   Ctr  re    IE   Bulletin   BO-1 1    concerning    masonru   wall 
design, in  response    to    licensee   821010   submittal 

VASBALLO,  D  B        Operating    Reactors    Branch   2        84/02/22.       LIU,  L.       louia. 
Electric    Light   (.  Power   Co        ipp        22639  EB3        24X 
Fiehe    30-331,94/02/22,8403140319 
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B403120130   Forwards     IE    Insp    Rept    30-331/84-02    on    840103-31    &    notice 
of    violation 

NORELIUS.C    E         Rogion    3.     Office    of    Director          04/O3/23         LIU.L         Ionia 
Electric    Light    !<   Poiuer    Co          2pp         325BB   20i         S4X 
Fiche    30-331. B4/O3/23.  B4Q3I20130 


B402O9Q044    IE    Info   Notice   B4-20,    "Svc   Life    of   Relays    In  Safety-Related 
Sys    "    Svc     Hat    oncl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   fc  Engineering 
Response    (Post    B301O3'         84/03/21  Consolidated    Edison    Co      of   Neu 

York.     Inc          I35pp         23933    001         24X   Fiche    SO-000, B4/O3/21 ,  8403090044 


--B403120I23   Notice    of    violation    from    inBp    on    B4O1O3-31 

NORELIUS.C   E         Region    3-     Office    of    Director         B4/Q2/23          Ip 
323BB    SOB         34 X    Fiche    50-331 , 84/03/23. B4O313012Q 

— B40312Q133    IE    Insp    Rept    5O-331/B4-02    on    B40IO3-31    Noncomp 1 iance 
noted    failure    to    folloui    procedures    re   connecting    volt 
ohmmeter   at    step    1    I    instead    of    step    4   7, causing    PS   4344    to 
jumper    closed   &  PSV-4401    to    open 

CLARDY.L   3    .     WALKER,  R    D         Region    3.     Office    of    Director          B4/O2/21 
9pp          22389   209         24X    Fiche    50-331.84/02/23,8403120120 

B403330t05   Forwards    inservice    Insp/test    results    during    Apr   &   Jul    1983 
outages   Procedure   revised    to    resolve    inconsistency    re 
responsibility    for    reporting    insp    results 
MC8AUQHY.R  M        loua   Electric    Light    ti  Power    Co        B4/02/27 
KEPPLER.J   0         Region    3i     OfflO    of    Director         7pp          22730    319         24X 
FichB. 30-331,  84/02/27.  S4O3230103 

B4Q1190072    IE    Info  Notice    84-13,     "Potential    Deficiency    In    Motor 
Operated    Valve    Control    Circuit*   b   Annunciation."    Svc    list 
•  ncl, 

JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         84/02/20  Consolidated    Edison    Co      of    New 

York,     Inc         »13pp         22909   239        24X   Fiche    30-000, 84/03/28, B401 190073 

B402090007    IE    Info   Notice   84-14,     "Highlights    of    Recent   Transport 
Regulatory    Rev*    bij    DOT   It   NRC    "    E-vc    list    end 

ORACE,  J  N        Division    of    OA>     Safeguards    ti    Inspection  Programs    (Post 
930103)         84/03/02  Consolidated    Edison    Co      of   Neui  York,     Inc 

ISOpp          22333    329         24X    Fiche    30-000, H4/03/02, B40209OO07, 

B 4 020 9 000 8    IE    Info  Notice   84-16.     "Failure    of    Automatic    Sprinkler   Sys 
Valvas    to   Operate    "    Svc    Hit    encl 

JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   B30103)         S4/O3/Q3  Consolidated    Edison    Co      of   New 

York,     Inc          132pp,        33333098         SAX    Fi  che    90-000. 84/03/02,  B40209OOOB 

B4Q2090009    IE    Info   Notice    B4-19,     "Reporting    of   Radiological    Releases    " 
Bvc    list    encl 

•JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Retponse    (Post    830103)         84/03/02,  Consolidated   Edison    Co      of   NBIU 

York,     Ine         119pp.       22333   S17        24X   Fiche    30-000,84/03/03,8402090009 


R      Periodic    operating    reports    ti    related    correspondent! 


B4O3120042    "Annual    Rept    of    Facility    Changes. Tests, Eiperlments    (.   Safety 
!,    Relief    Valve    Failures    &    Challenges,  1963    "    W/B-10301    Itr 
MINECK, D   L         louia    Electric    Light    t,   Power    Co         83/13/31         KEPPLER.J   G 

Region    3,     Office    of    Pirector         73pp         22591    149         24X 
Fiche    90-331.  B3/12/31 ,  S403120O42 


8403220017   Monthly    operating    rept    for   Feb    19B4   U/Q4O313    Itr 
PUTNAM. K   3    ,     MINECK. D   L         Iowa   Electric    Lioht   !i   Pouier    Co 
7pp         22712   333         34X   Fiche    50-331.84/02/29,8403320017 


Reportable   occurrences,     LERs   &  related    correspondence 


B4Q3060143   LER   S4-OO9-QO    on    B40131. during    performance    of    LPC I 
surveillance   test,RHR   sijs    discharge    piping    pressure  dropped 
to   0  psig   Caused   by    equipment   maladjustment   Position 
indication    on    tuio   valves    in    question  adjusted   W/840301    Itr 
KEITH,  W   R    ,     MINECK,  D   1-         Ionia    Electric    Light    b   Pouer   Co         84/03/01 
3pp        22313  346        24X  Fiche    30-331,84/03/01.8403060145 

S40312QQ91    LER  04-010-00   on    B40204,  steam    leak    detection   high 
differential    temp. HPCI    isolation    trip    signal    annunciators 
alarmed    &    Inboard   HPCI    steam   supply    isolation  valve  cycled 
closed    Caused   by    electrical    spike    In  HPCI    W/B403Q5    Itr 
SMITH,  J   C    ,     MINECK. D   I.         Iowa    Electric    Light   it   Pouier   Co         04/03/03 
3pp         223SB   246         24X    Fiche    50-331,84/03/05,8403120091 

84O31S0139  LER  84-011-00   on    B40203,  auto-l solation   of   control    bldg 
ventilation   tt    initiation   of    intake    standby    filter   unit    D 
occured    due    tn    low    inlet    air    temp   Caused   by    Inadequate 
circulation    through    nonsafety-related    coils   W/B40306   Itr 
HAMGL.D   B   .    MINECK,  D  L         louia   Electric    Light  t-  Power  Co        B4/03/06 
3pp         22590    139         34X   Fiche    30-331,84/03/06,8403120139 

B403160031    EN-84-011    notice    of    violation   t   proposed    imposition   of   civil 
penalty    in   amount    of    *20,  000    to   be    issued    Action   based    on 
failure    to   control    access    to    vital    area 

R08ANO.  R    ,    AXELftAD.J        Director's   Office,    Office    of    Inspection   and 
Enforcement        84/03/08        Ip        23653  019        34X  Fiche   30-331,84/03/08, 
8403160051 


84O2090011    IE    Info   Notice   84-17,     "Problems   U/Llquid   Nitrogen    Cooling 
Components    Deloiu  Nil    Ductility    Temp    "    Svc    Hat    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    ti  Engineering 
Ftetponae    (Post   830103)         84/03/03  Consolidated    Edison    Co      of  Neu 

York,     Inc         "7pp         22353   336        24X   Fiche    30-000,84/03/03,8403090011 

B4O209O024    IE    Info   Notice    84-09, Rev    1,     "Lessons    Learned    From    Imps    of 
Flra    Protection   Safe    Shutdown   Sys    "    Svc    Hit    encl, 
JORDAN, E. L        Division   of    Emergency    Preparedness    b   Engineering 
Response    (Post    B30103).       84/03/07  Consolidated    Edison    Co      of   Naui 

York,     Inc         IlBpp         33639   049        34X    Fiche    50-000,84/03/07,8402090024 

B402090028    IE    Info   Notice    B4-18,     "Btret*    Corrosion    Cracking    In  PUR 
S\|«    "    Bvc    list    *ncl 

JORDAN, E, L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         84/O3/O7  Consolidated   EdUon    Co      of   New 

Yorki     Inc         llflpp         223B4    1B6        24X   Fieh»    30-OOO, 84/03/07. 940209003B 

B4O207O031    IE   Bullfltin   84-02,     "Failures    of   OE    Type   HFA  Relays    in   Us*    in 
Class    IE   Safety    Sys    "    Svc    list   encl 

DEVOUNO, R.  C        Director'*    Office,     Office    of    Inspection   and 
•Enforcement        84/03/12  Consolidated   Edison    Co      of    Neu    York,     Inc 

134pp         23833.094        24X   Fiche    30-OOO, B4/03/1H,  B403090031 

B40319O23&  Forwards    IE  Bafeguard*    Insp    Rept    3O-331/B3-19    on    B31330- 
840117   !<  notice    of    violation   tt  proposed    Imposition    of    civil 
penalty    Notice;   withheld    <r*f    10CFR73  21) 

KEPPLER,JO,       Region    3,    Office   of    Director         B4/03/13        LIU,  L        louia 
Electric    Light    l>  Power    Co         4pp         32672-281         34X 
FUh».  30-331-  B4/03/13,  S40319023A 

— B403190239    IE  Safeguards    Insp    Rept    30-331/83-19    on   831230-840119, 
Noncampllance   noted- fal lure    to    provide   adequate   vital    area 
barrier   &    security    plan    criteria    not   met    for    vital 
equipment   DstaiU    withheld    (r»f    1OCFR73   21) 

PIRTLE,  0  L.  ,    MADEDA.T   J    ,     CREED,  J.  R        Region    3,     Office    of   Director 
B4/02/01.       Spf         22i72   283,       24X   Fiche    30-331,84/03/13,8403190236 

B4QB090043    IE    Info  Notice    04-19,     "Two    Events    Involving   Unauthori red 
Entrlti   Into  PUR  Reactor   Cavities    "   Svc    Hit   end 
JORDAN, E  L.       Division    of    Emergency    Prvparedn*«s    &   Engineering 
Rt)*ponie    (Post    B30103).       84/03/21  Consolidated    Edison    Co      of   New 

Vork,     Ine         133pp.       S2B23   S39        24X   Fiche    50-000, B4/03/S1, 8402090043 


DOCKET    30-333    JAMC8   A      FITZPATRICK   NUCLEAR   POWER   PLANT 
F      Security,    medical,     emergency    &   fire   protection   plans 


B4O3060043  Advises    that  NRC   wi  J 1    not   revieu   emergency   plans    to   delete 
privacy    or   proprietary    Info    unless    specifically   requested    by 
licensee, per  810709   Generic    Ltr  81-27  W/o   request, entire 
plan   will    be   placed    in  PDR 

VABSALLO.D  D        Operating    Reactors   Branch   2        S4/O2/10        OAYNE,  J  P 
Pouier   Authority   of    the   State    of  Neu  York        3pp        22328   316        24X 
FichB    50-333,84/02/10.8403060049 

84O3140246  Forwards    comments    on    detailed    control    room  design    revieui 
program    plan  per  Sup  pi    1    to   NUREO-0737   specific    areas    of 
plan   not    described    in    enough    detail    to   provide  assurance 
that    applicable   requirements    mill    be  met 

VASSALLO.D  Q  Operating  Reactors  Branch  a  84/02/32  BAYNE,  J  P, 
Power  Authority  of  the  State  of  New  York  lOpp  23636  343  34X 
Fiche  30-333,84/02/22.8403140246 

B403070313  Forwards    IE    Insp    Rept   SO-333/84-01    on   940101-31    No 
violations    observed 

BTAR0STECKI.R        Division    of   Project   &  Resident   Programs        B4/02/33 
MCNEILL, C  A        Pouer   Authority    of    the  State    of   New  York        Spp 
H2346    IBS        24X  Fiche    30-333,  84/O2/23. B403070313 

—8403070316    IE   Insp    Rept    30-333/B4-01   on  3401O1-31    No  violations    noted 
Major    area*    inspected    licensee   action   on   previous    insp 
findings, LER    r«vieni,  operational    safety   verification, 
surveillance    observations   ti    fire   protection   program 
DOERFLEIN.L  T        Region    1,    Office    of   Director        COLLINS,  B   J 
Division   of  Project   &  Resident  Programs        B4/03/21         llpp 
23946    1B7        34X  Fiche    30-333, B4/O2/33, 0403070313 

B403020327  Requests    that    completion   date    of    emergency    operations 
facility    be    extended    from  850201    to  8S063B, per   830413  &   0824 
Itrs   t<  NUREG-0737,  Buppl    t    Completion  dat*    does   not    cover 
safety    parameter   display    sys    Installation 

BAYNE,  0  P        Power   Authority    of    the   State    of  New  York        84/02/29 
VASSALLO, D  Q        Operating    Reactors   Branch   2        2pp        22439,203        24X 
Fiche    30-333,84/02/39,8403020337 
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040319O243   Notification    of   B4041B  workshop    in    King    of   Prussia, PA    to 
discuss    lessons    learned    frnm    recent    App    R    flra    protection 
safe    shutdown    insp    &    topics    described    in    IE    Info   Notice 
84-09   Agenda    for    workshop     end 

MURLEY,  T   E        Region    1.     Office    of    Director         04/03/09        O'TDOLE.J   D 
Consolidated    Edison   Co      of    New   York,     !nc         DALTROFF, 8   L 
Philadelphia  Electric    Co        HUKILL, H  D       Oeneral   Public    Utilities   - 
QPU   Service   Cnrp         33pp         22672   062        24X   FichB    30-000,84/03/09, 
B403 190243 


8403270103   Requests    eitflnsion    to   B4OS31    for    completion   of    third 
annual    emergency    preparedness    eierc  ise,  based    on 
interpretation   of    Section     IV   F.App    E    to    10CFR5Q 

BAYNE,J   P         Power    AuUority    of    the    State    of    New   York         64/03/21 
VASEALLQ,  D   B        Operating    Reactors    Branch    3         2pp         22771    121         24X 
FichB    90-333,  84/03/21,8403270103 


0403260171    Withdraws    830313    application    to    amend    License    DPR -3?. 
changing    Tech  Spec    Table    3  7-1    re    process    piping    penetrating 
primary    containment,  as    complete   update    of   Table    3  7-1    mill 
be    submitted    by   64062? 

BAVNE,J   P         Pouier    Authority    of    the    State    of    New   York         B4/O3/20 
VASSAU-0,D   U         Operating    Reactors    Branch    2         2pp         22730    339         24X 
Ficho    50-333,  B4/03/20.8403260171 

0      Inspection   reports,     IE  Bulletins   &    correspondence 

B403070312   Forwards    IE    Insp    Rent    30-333/04-01    on    8401O1-31    No 
violations    observed 

STARDSTECKI.R         Division    Df    Project    I.   Resident    Proorams          84/03/33 
MCNE1LL.C   A         Pouier    Authority    of    tho    State    of    New   York          2pp 
23546    IBS        24X    Fichs    30-333. B4/O2/23, B4O3Q70312 


P     Operating    license    stage   documents   li  correspondence 


8403120024   Submits    progress    rept    for    drawing    update    program,  includ ing 
schedule    for   balance    of   update  work    t  description  of   program 
for    continued  maiot   of    as-built    drawings,  per   830408  request 
DAYNE, J   P        Pouor    Authority    Df    thu    State    of    New   York         04/02/1O 
Region    1,     Office    of    Director         4pp         32586   275        24X 
Fiche   50-333.64/02/10,6403120024 


8403140304    Informs    that    add  1    info   necessary    to   review  B30S13  request 
for    amend   to  License    DPR-39, changing   Tech   Specs   re   process 
piping    penetrating    primary    containment    Info   should    be 
submitted  within  f>O   days    of    Itr  receipt 

VASSALLO.D   u        Operating    Reactors    Branch    2        81/02/21         BAYNE,  J   P 
Pouier   Authority    at    the    State    of   New   Yor*         2pp         23635   315         24X 
Ficha    50-333.84/03/21,  B403140304 

B403140340  Summary    of    B3121 5  meeting   w/OE  b  Marl    I   Owners   Group    in 
Bethesda.MD  re  Mark    I    containment    uietuell-dryuel  I   vacuum 
breaker    design   methodology 

BIEGEL,  D   L        Operating   Reactors    Branch    2        B4/02/21  Operating 

Reactors    Branch   2         31pp          23633    199        24X    Fiche    30-000,84/02/21, 
B403140340 


6403020331   Advise)    that    uti  1    will    continue   to   operate  vent  t   purge 
valves    for    Inspecting    RCPB,  in    response    to    NRC    B4O113    Itr 
Vant   &   purgo   valve    data    enel 

DAYNE.  J   P        Power    AutKorl  ty    of   tne    State    of    New   York         94/03/24 
VASSALLOiD   B        Operating    Reactors    Branch   2         4pp         2243?   030        24X 
Fiche    50-333,04/02/34,8403020351 


B -103 09 0240  Summary    of   840216   meeting    lu/Northeast   Nuclear   Energy   Co, 
Boston  Edison  Co. Vermont    Vankee  Nuclear  Power   Co  b  Teletfyne 
Engineering   Svcs    in   Waltham.MA  re    addl   Mark    I    torus 
structural   analysis    List    of   attendees   end 

SHEA,J  J       Operating    Reactors   Branch   5       64/03/07       CHUKHFIELD,  0 
Operating  Reactors    Branch    5        4pp        22572  298       24X 
Fiche    50-000, 84/03/07. 8403090240 


B4033QQ366   Informs    of    review    of   data   I  evaluations   re   crack    in   heat 
affected    zone   of    rec  irculati  on  ays   weld  Continued   operation 
accep tab) e 

VASSALLO.D   D        Operating    Reactors    Branch    2        B4/03/12        BAYNE,  J   P 
Power   Authority    of    the   State    of    New   York         Spp         B2844   334         24X 
Ficha    50-333,  B4/O3/1S,  8403300266 


— 8403070316    IE    Insp    Kept    50-333/84-O1    on    B401O1-31    No   violation*    noted 
Major   areas    inspected    licensee    action    on    previous    Insp 
findings,  LER   revi  eui,  operat  ional    safety   verification, 
surveillance   observations    &    firo    protection   program 
DOERFLEIN.L  T        Region    1.    Office    of   Director        COLLINS.  S    J 
Division   of  Project   t<   Resident    Programs        84/02/21         llpp 
32346    107         2flX    Fiche    5O-333,  B4/02/B3, B403070312 

B40303O331   Advises    that   util    will    continue    to   operate  vent   &    pura« 
valves    for    Inspecting   RCPB, in   response    to   NRC   040113   Itr 
Vent  &  purge  valve   data    encl 

DAYNE,  J   P         Pouier    Authority    of    the    State    of    New   York         84/02/21 
VASBALLOiD  D        Operating    Reactors   Branch    2        4pp        22439  030        24X 
Fiche    50-333.84/02/24,8403020351 

84O119Q072    IE    Info  Notice   84-13,    "Potential    Deficiency    in    Motor 
Operated   Valve   Control    Circuits   d  Annunciation    "   Bvc    list 
encl 

JORDAN,  E  L       Division   of    Emergency   Preparedness   &  Engineering 
Response    (Pott    830103)          04/02/28  Consolidated    Edison    Co       of    N*w 

York,     Inc        113pp        22909   239        24X   Fiche    30-000,84/02/29,3401190075 

B402090007    IE    Info   Notice   84-14,     "Highlights    of   Recent  Transport 
Regulatory   Revs   by    DOT   b   NRC    "   Svc    li»t    cnc 1 

GRACE. J  N        Division    oP   QA,     Safeguards   &    Inspection  Program!    (Post 
030103)        B4/03/02  Consolidated    Edison   Co      of   Ntu   York.     Inc 

130pp        22532  339        24X   Fiche    30-000, 04/03/O2, B4020TO007 

B40209000B   IE    Info  Notice   34-16,     "Failure    of   Automatic   Sprinkler    By« 
Valves    to  Operate    "    Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness    b  Engineering 
Response    (Post   8301O3)         04/03/O2  Consolidated    Ed  1  son    Co      of   New 

York.     Inc          122pp         22353   O90         24X    Fiche    90-000,  B4/03/02,  84,02090008 

0402090009    IE   Info  Notice   04-15,     "Reporting    of   Radiological    Releases    " 
Bvc    list   cnc 1 

JORDAN,  E  L       Division   of    Emergency    Preparedness    Si  Engineering 
Response    (Post  B30103)         04/03/02  Consolidated   Edison    Co      of   New 

York,     Inc         119pp         22333    217         24X    Fiche    50-000,04/03/02.8108090009 

B402090011     IE    Info   Notice    84-17,     "Problems    M/Llquld    NUrogan    Cooling 
Components    Gelouj  Nil    Ductility    Temp    "   Svc    list    encl 
JORDAN, E  L        Division    of    Emergency    Preparedness   b  Engineering 
Response    (Post   B30103)         B4/O3/D3  Consolidated   Edison    Co      of   NBUI 

York,     Inc        117pp        22353   336        24X   Fiche    90-000-84/03/03,8402090011 


B4031S0275  Generic    Ltr   84-O7    to  all    licensees    of   DURs  re   procedural 
guidance    for   pipe    replacement   at    QUIti   Svc    list    encl 
EISENHUTiD   0        Division   af    Licensing         84/03/14  Commonwealth 

Edison  CD        20pp        326S3   354       24X   Fiche    50-000,04/03/14,9403130273 

94033D02SO   Notification    of    840330   meeting    u/util     In   Bethesda.MD    to 
distuss    environ   qualification   of    equipment 

ABELSON.H  I        Operating  Reactors    Branch   2        B4/03/14       VA3SALLO,  D  D 
Operating    Reactors    Branch    S        2p  p         22B44    394         24X 
Fiche    30-333,84/03/14,8403300250 

0403300252   Notification    of    B40323   meeting    u/utll     In   Dethesda,MD    to 
discuss    licensee    exemption    request   re   staffing    rule 
ABEL90N.H   I        Op&rating  Reactors    Branch  2       84/03/14       VASBALLO,  D  D 
Operating  Reactors   Branch    S        If        22B44  336        24X 
Fiche    30-333,  B4/03/U,  8403300253 

B403200094  Forward*   response    to  request   for    Info   re    licensed    matl 
disposal    procedures,  per    10CFR30   30B  (•  util    030B08   Itr  Oil 
burn  rate  t*  stack1    volumetric    flou  rate    for   mai   tt  average 
boiler   operation   presented    in  Table    1 

BA.YNE.  J  P       Pou»r   Authority    of    the  State   of  New  Yorlt        04/03/13 
VASSftLLO.D   B        Dparating    Reactors    Branch    2         4pp         22683   301         B4X 
Fiche    30-333,  B4/03/I3.B403200094 

— 0403200096  Revised    "Proposed   Disposal  Procedures    for  Radloactlvely 
Contaminated  Fuel    Oil    " 

*     Power  Autharitt;    of   the   State   of  New  Yorl        B4/02/21!        6pp 
22633  303       24X  Fiche   30-333,84/03/15,8403200094 


B402090024    IE    Info  Notice-    84-09,  Rev    1,     "Lessons   Learned    From    Insps    of 
Fire  Protection   Safe   Shutdown   Sys    "    Svc    list   encl 
JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/D7  Consolidated    Edison    Co      of   Niu 

York,     Inc          110pp         22633   049         24X    Fiche    50-000.84/03/07.8405090034 

0403090020    IE   Info  Notice   B4-1B,     "Stress   Corrosion   Cracking     In  PHR 
Bya    "   Svc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness    h  Engineering 
Response    (Post   B30103>        84/03/07  Consolidatad   Edison    Co      of   Naw 

York,     Inc         110pp        22384    1S6        24X   Fiche    90-000i  84/03/07,  0402090028 

0403130466  Advises    that   during    pre Indue t ion    heating    itresi    improvement 
ultrasonic    insp. f law    Identified    in    heat   affected    lone    of    one 
weld    in   ret irculation    pump    suction    line   Evaluation    concluded 
flaw  acceptable    far    one    fuel    cycle    u/a    repair 

DAYNEiJ  P        Power   Authority    of    the    State    of   New  York        B4/O3/09, 
VASSAULO,  D  B        Operating    Reactors    Branch   S        2pp        2S613'234        24X 
fiche   SO-333,84/03/09.0103130466 

0402090031    IE  Bulletin   84-02,     "Failures    of   QE  Type   UFA  Relays    in   Utt    In 
Class    IE  Safety   Sys    "    Svc    list   encl 

DEYOUN8.R  C        Director's    Office,     Office   of    Inspection   and 
Enforcement        84/03/12  Consolidated    Edison   Co      of   New   York,     Inc 

134pp        23823  094        24X    Fiche    30-000,04/03/13,0402090031 
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340332007?   Ac  H    receipt    of    840228    Itr    informing    NHC    of    steps     talen    to 
correct    violations    noted     in     IE    Insp    Rept    50-333/63-20 
9TARDBTECKI.R        Division    of    Project    t,  Resident   Programs         81/03/15 
MCNEILL.C    A         Power    Authority    of    the    State    of    Neiu   York          lp 
22716    334         24X   Fiche    9O-333,  64/O3/ 1  3,  B4Q3220079 

— 84O32200BI    Responds    to    NRC    S40117    1 tr    re    violations    noted     in    IE    Imp 
Rept    50-333/B3-28   Corrective   actions    review   of    safety- 
related   uork    for    period    of    time    from   start    at    commercial 
operation    to    780131    mill    be    completed    by    B40909 

MCNEILL.C   A        Poiuer   Authority    of    the    State    of    Neu  York         04/O2/2B 
STAROSTECKI, R         Division    of    Project   5i    Resident    Programs          2pp 
22716   335         24X    Fiche    5O-333, B4/O3/13.  0403320079 


3403200231    LER    84-O06-OQ    en    840213. reactor    water    indicating    switch 
found    out    oF    Tech    Spec     limits   Caused    by    eicessive    internal 
mechanical    friction    Surveillance    of    equipment  mill    be 
performed    t<   manufacturer    contacted    U/840314    Itr 

KEITH.H   N   .     MCNEILL.C    A         Power    Authority    of    the    State    of    Neu   York 
B4/03/14         4pp         23676    117         24X   Fiche    50-333.  B4/03/14.  8403200231 

84O329O246   LER   84-003-00    on    840225,  pr  icnary    containment   atmosphere 
monitoring    instrumentation   analyzers   A  &  a    out    of    svc    for 
5    h    Caused    by    iero   point    calibr  &   sample    flou  vacuum  pump 
problems    Sys    mods     implemented    H/B4032A    Itr 

KEITH, H    N    ,     MCNEILL.C    A         Power   Authority    of    the   State    at    Neu   York 
84/03/26         3pp         22BOO    If  5         24X    Fiche    50-333,84/03/26.8403290246 


B4Q209OO43    IE    Info   Notice   84-19,     "Tuin    Events    Involving   Unauthorl  iei( 
Entries    into   PUR   Reactor    Cavities    "    Svc    list    anc 1 
JORDAN. E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response     (Pott    330103)          B4/03/21  Consolidated    Edison    Co       of    Netu 

Yorkr     Inc          123pp         22823    229         24X    Fiche    3O-000, 84/03/21.  B402090Q43 

8402090044    IE    Info    Notice    84-2O,     "Svc    Life    of    Relays    in    Safety-Related 
8ys    "    Svc    list    encl 

JORDAN. E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post    B30103)         84/03/21  Consolidated   Edison    Co      of   Neui 

York,     Inc         139pp        23933   001        24X   Fiche    3O-000, S4/03/21.  B4Q2090044 

R      Periodic    operating    reports    &    related    correspondence 

B403010413    "Personnel    Radiation   Monitoring    Rept    for    1983    "    W/B40201 
Itr 

MCNEILL.C   A        Power   Authority    of    the   State    oP   Neu   York         83/12/31 
COLLINS, D        Radiological    Asseaiment   Branch         2pp         22434   034        24 X 
Fiche    30-333.  B3/12/31,  84O3O1O413 

B403010430    "Personnel    Radiation   Eiposure    Summary    Fur    19B3    "    W/B402Q1 
Itr 

MCNEILL.C  A  Power  Authority  of  the  Btate  of  Neu  York  83/12/31 
HAYNESrR  C  Region  1.  Office  of  Director  7pp  22434  OSO  24X 
Fiche  90-333, B3/12/31 . B403010420 

B403130137    "Effluent   (-  Waste    Disposal    Semiannual    Rept   Jul-Dac    19B3    " 
M/B40227    Itr 

MCNEILL.C   A        Power    Authority    of    the    State    of    Neui  Vork         83/12/31 
HURLEY, T  E        Region    1,    Office    of    Director         S9pp         22601    062        24X 
Fiche    30-333,  B3/12/31 ,  B403I3O137 

0403130330  Monthly    operating    ropt    for   Feb    1984   W/B4030B    Itr 

COOK,  J    ,    MCNEILL.C   A        Power    Authority    of    the    Btate   of    Neu    York 
B4/02/S9          llpp          32616   S5B         24X    Fiche    50-333,  B4/02/E9,  B4O3130350 

8.     Reportable    occurrences,     LERs    &   related    correspondence 

B403010365  LER   84-001-00, on    8401  IB, dur Ing    surveillance    testing    for 
inoperative    B    side    suppression   pool    cooling    &    spray 
isolation   valve, RHR    svc    water    pump    C    failed    Caused    by    worn 
Imptlltr    collet   Valve    repaired   H/B40202    Itr, 

LIBEND.R   ,    MCNEILLrC   A        Power   Authority    of    the    State    of   Neu  York 
B4/02/02        MURLEY.T        Region    1,    Office    of    Director        3pp.       22433  Ol 5 
24X  Flche    50-333,84/02/02,0403010365 

3403010241    Updated   LER    B3-06O/03X-1    on   831 130. Incorrect   motor    actuator 
installed    on   RHR    suppression    pool    outboard    isolation   valve 
during    maint    activities   Cause    not    stated    Replacement 
actuator    Installed    on    840119   W/B402O3    Itr 

BAKER,  R    ,    MCNEILL.C   A        Power   Authority    of    the   Btate    of    NIUI  York 
B4/O2/03        MURLEV, T   E        Region    1.     Office    of    Director        3pp 
32434' 211         24 X   Fiche    30-333, 84/O2/03. B403010241 

B4 03 26033 3  Forwards    summary    list   of    deficiencies    Identified    per 
IOCFR50   33(e),part    SI    h   potential    g&norie    Itr    repti    for 
comment* 
STAftOBTECKI.R        Division    of    Project    fc  Resident   Program*         B4/02/2B 

Raglan    1.     Office    of    Director,       7pp         32756   063        24X 
Fiche: 90-000, B4/02/2B,  8403260233 

B403060193  LER   B4-QO4-00   on    040B10j dc    ground    occurred    on    station 
battery    A. During    ground    isolation    procedure.de    control    power 
to   RCIC    Inverter   momentarily    interrupted    Cauied    by    procedure 
not    stating    manual    reti-t    required.  W/B40229    Itr 

LINDBEY.D.J   ,    MCNEILL.C   A        Power    Authority    of    the    State    of    Neu  York 
B4/02/29.       Spp.       22317-357        S4X    Fiche.  50-333, 84/02/29.  S403060193 


DOCKET    90-334    BEAVER    VALLEY   POWER   STATION,     UNIT    I 

F      Security,    medical,     emergency    tt  fire   protection   plans 

S403200D4O  Emergency  Preparedness  Plan  EPP/IP  1  2, Attachment s  &  &  7 
MILLER.  D  J  Duquesne  Light  Co  84/03/O2  6pp  3269B  316  24X 
Fiche  50-334r  84/03/02,  B403200040 

8403190243  Notification    of    840418  workshop    in   King    of  Prussia, PA   to 
discuss    lessons    learned    From   recent   App   R    fire    protection 
safe    shutdown    Insp    V    topics    described    in    IE    Info  Notice 
B4-09   Agenda    for    uorkshop     end 

MUHLEV.T   E         Region    1.     Office    of    Director         B4/03/O9        Q'TQDLE.J   D 
Consolidated   Edison   Co      of   Neu  York,     Inc        KANOA.  D    K        Oene-ral    Public 
Utilities   -  GPU  Service    Corp        WODLEVER.  E  J        Duquesne   Uight  Co 
3Spp         22672   062         24X    Flche    5O-000.  84/03/09,  B403170243 

B4O32OO233  Revised    emergency    plan    implementing    proced ures.  inc  luding 
Procedure  GPP/IP  3  2    re    personnel    accoimtab  i  I  i  ty.  Procedure 
EPP/IP   3  4   re   emergancy    respiratory    protection   !<  Procedure 
EPP/IP    3    9    re    traffic     t.    access    control    W/B4O227    Itr 

SIEEER.J   D         Duquesne    Light    Co         84/03/09         241pp         22690    308         24X 
Fiche    50-334,84/03/09,  B403200233 

B403S1O097   Forwards    IE     Insp    Rapt    50-334/84-03    on    840131-0203    No 
violations   noted 
MARTIN,  T   T        Division    of    F.ng  Ineerlng   tt   Technical   Programs        84/03/07 

CAREY.  J   J         Duquesne    Light    Co         2pp         22705   357         24X 
Fiche    5O-334,  84/O3/O9.  H103210097 

—8403B10105    IE    Insp    Rept    SO-334/84-03   on   B40131-O203   No    violations 
noted    Major   areas    inspected    emergency    preparedness   of    areas 
described    in    IE   Inap    Procedures   83203,  B2204, 82209,82206, 
S2209, S2210   b   B2211 
SM1TH.R  H   ,    WOLTNER.E        Region    1,    Office    Df   Director        CROCKER.H  W 

Division    of  Engineering    t-   Technical    Programs        84/03/OB        4pp 
22705    359         24X   Fichf    50-334,84/03/09,8403210097 

8403260166   Forwards    IE     Insp    Rept    50-334/84-04    on   840301-29   No. 
violations    found 

STAROBTECKI.R        Division    of    Project   (.Resident   Programs         B4/03/12 
CAREY.J   J         Duquesne    t-isht    Co         2pp         22757    320         »4X 
Ftche    50-334.84/03/12,3403260166 

—8403260173    IE    Insp    Rept    30-334/B4-04    on    840201-29   No    significant    Safety 
issues    identified    Major    areas    inspected    plant   operations, 
housefceep  ing,  fire    protection,  radiological    c  on  trols,  physical 
security   d   surveillance    program 
TRDSKDSK1.W  M  ,    JOHNSON,  D   ,     TRIPP.L        Region    1,    Office   of   Director 

B4/03/12         I4pp         32757    322         24X   Fiche    30-334.84/03/12, 
B403260166 

8403270213   Provides    follauup    to    840228    tele  on    re    Gup  pi     1     to    NUREQ-0737. 
"Development   of  Emergency    Operating   Procedures,"    from 
generic   Uestinghouse    emergency   response    guidelines 
Development   will    continue    as    described, 

CAFiEY.J  J  Duquesne  Light  Co  84/03/14  VAROA,  S  A  Operating 
Reactors  Branch  1  3pp  22770  270  24X  Fiche  50-334.  B4/O3/14. 
8403270213 

B4032BOO17  Foruardl   Rev    1     to   physical    security    plamPart    Ii     "Base 
Plan    "    Rev  uithhald    (ref    10CFR73   21    t.  2  790) 

CAREY.J  J  Duquesne  Light  Co  B4/O3/13  MURLEYi  T  E  Realon  1. 
Office  of  Director  2pp  B2777  082  24X  Flche  5O-334.  B4/03/1 3, 
B4032B0017 

P      Operating    license    staga    documents   tt  cor  respondent  o 


8403090025  LER  04-003-00  on   B4O207>uihil«  HPCI    intentionallu   out  of 
ivc    for   malnt    &  mod, RCIC    s^s    declared    Inoperable    Caused    by 
perionnvl    error   Perionnel    counseled    &    training    program 
Implemented    W/B40303    Itr 

KEITH,  H  N   /    MCNEILL.C   A        Pouivr  Authority    of    the    State    of    N«u  Vork 
84/03/09        Spp         22976    181         24 X   Flche    50-333,84/03/03.8403090025 


B4030703B7  Forwards   AmeniS    76    to  License   DPR-66  tt    safety    evaluation 
Amend    changes   Tich   Specs    by    adding    sli    hydraulic    snubbers    to 
•  urvalllance    Hat,  Table    3    7-4a 

TAM.P        Operating   Reactors    Branch    1        84/02/27        CAREY,  J  J        Duo,ueane 
Light   Co        3p(i        22367   O32        24X   Fiche    30-334,  S4/02/27,  B4030703Q7. 
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B4O3U703B'?   Amend    74     to    License    DPR-66.  changing    Tech    Specs     by    adding    six 
hydraulic    sntiboera    to    surveillance    llit-TaBle   3  7'4a 
UARSA.H    ft         Operating    Reactori    Branch     1          B4/O2/S7         4p  p 
035         24X    FUlif    30-334.,  H4/OB/27,  6103070397 


—  B403070391    Safety     evaluation    supporting   Amend    76    to    License    DPR-66 
»     Office   of   Nuclear    Reactor  Regulation.     Director        B4/02/27        3pp 
32367039         24X    Fiche    5O-334,  94/02/27,  84Q307O3S? 

BIO  3090  153   Notifies    that    goal     For    completion     nF    technical    review*    t 
implement*!  ion   of    MUREG-O737    items,  excluding   Supp-1    Lit.    Sept 
19B4  All   req,uir-ed    documents    must    be    provided   &  Tech   Spec*    in 
p  late    to  meet    goal 

VARGA.S   A         Operating    Reactors    Branch     I          B4/O3/O2         CAREY,  J   J 
Duquasne   Light    Co          3pp          23584   33B         24X    Flche    50-334.34/03/02' 
•B4Q309Q153 

3403160061   Summary    of   B40301    me-eSlng    Ejj/util    re    upgrading    core    eilt 
thermocouples    (TM1    Action    Item   II    F  2)    Liat    of    attendees 
end 

TAM,  P   E        Operating    Reactors    Branch    1         94X03/O7  Operating 

Reactors   Branch    J         App         2B6623IO        SAX   Flche    50-334,84/03/07. 
B40314006I 

3403360294  Forwards   requent    for    afldl    Info    re    B21H21    request    for   relief 
from  ASME  Code,  Sec  1  1  on   XI    inservlce    testing    r»qui  rements   fur 
pomps  ti  valves    Re  5  pome   requested   within    43    days    of    Itr 
ret  alp  t 

VARCA.S  A        Operating   Reactors    Branch    1         B1/Q3/OB        CAflEV.  J  J 
Dunuesne   Light    Co        6pp         22761    337        21X    Fiche    30-334.64/03/08. 
8403260294 

1403200325  Forward  a    comments    on    proposed    Tech    Spec    changes    per   H3O714 
&   0923    Itrs    flddl    info    on    bypasses    to    block    trip    Instruments 
requested 

VARGA,  B,  A         Operating    Reactors    Branch     L         34/03/13         CAREVrJ-J 
Duquasne  Light    Co         17c-p         22BO?  3O5        34X    Fiche    SO-334.  84/03/1  3. 
3403230325 


Inspection   reports,     IE  Bulletins    ft   eorreup  and  once 


401190073   IE   Info   Motile    B4-13,     "Potential    Deficiency    in   Mator 
Operated   Valve   Control    Circuits  V  Annime  lat  1  on    "    Svc    list 
end 

Jan  DAN  i  E  L        Division   of   Emergency    Preparedness    b   Engineering 
Response    (Post   830-103)         B4/OH/S9  Consolidated    Edison   Co      of  New 

York,     Inc          l!3pp          2E9O9    237         24X   Fiche    30-000, B4/O2/2B,  B4O1 190072 

103070345  ACh    receipt    of    B4O2I4    >tr    informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Ins?    Rept  SO- 33 4 /B 3-27 
ETAROSTECKI.fl        Division    of    Projett   &  Resident   Program*         34/02/20 
CAREYrJ  J        Duquesne   Light   Co         If         H3S4S, BB8        24 X 
Fiche    90-334,  a4/02/SB.B40307O343 


—  Q4D3120173   Responds    to    NRC   B4O10&    1  tr    re    violations    notad     In    IE 

Enforcement   Conference   nept    SO-334/B3-27  Corrective   actions 

operations    personnel    responsibility    review   program 

instituted 

CAREY.J   J         Duqueine    Light    Co         B4/O2/Oi         MWRLEY,  T    E         RBgion    1, 

Office    of    Director        6pp        22370    163        24X  Fiche   SO-334,  B4/03/OS, 

84031S017O 

B4Q2090024    IE    Info   Notice   B4-O9-Rev    1,     "Lessons   Learnad   From    Insp»    of 
Fire    Protection  Safe    Shutdown   8yc    "    Svc    list   end 
JORDAN.  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Past  930100)         84/03/07  Coniol  ld»ted   Edison    Co      of  Mau 

Vavkj     Inc          HBpp         S2633    049         24X    Fl  che,  SO-ODD,  94/03/07,  8402090024 

8402090029    IE    Info   Notice    B4-1B,     "Btret*    Corrosion   Cracking    in   PUR 
Sys     "    Svc    list    end 

JPRDAN.E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Poit  B30103)         S4/03/07  Consolidated   Ediion    Co      of   Neu 

York.     Inc         UGpP        22384    166        24  X    Flche    SO-OQO,  B4/03/07,  B40S09002B 

B403B10097  Fopuiarn*    IE    Insp    fiept  30-334/84-03    on    840131-0303   No 
violations   noted 
nARTlN.T  T        Division   at   Enolneerlng    Si  Technical    Programs         84/03/09 

CAREY,  J  J        Duqiieine   Light   Co        3pp         22703-  337        E4X 
Fit  he;  50-334,  B4/03/09,  B403aJOO97 

—  94O3310I05   IE    ln*p    Rept    90-334/84-03    on   840131-O203  No    violation! 

noted  Major    areas    Inspected    emergency    preparedness   of    areas 
described    in    IE   In«p   Procedures    B2203.  82204,  B2H03,  822  Oi, 
B3a09,a2210   &   B3211 
BMITH.R  H   ,     WOLTNER.E        Region    1,    Office   of   Director        CROCKER,  H  H 

Division    of  Engineering   %  Technical   Program!.       84/03/00,       4pp 
22703  339        24X   Fiche-  50-334,  H4/O3/09.  8403E10097, 

Q40S07O031    IE  Bulletin   B4-02,    "Failures   of  OE  Typ*  HFA  Relaus    in  U«e   In 
Claia    IE   Safety   Sg»    "   Svc    list    encl 

DEVOUNOrR  C         Director'*    Office,    Office    of    Inspection   and 
Enforcement        84/O3/12  Coniolldated    Edison   Co      of   N*u   York,     Inc 

134pp        23B23  094        24X   Flche    SO-OQO-  B4/03/12,  84020«TO031 

B4033A0166  Foriuerd*    IE    In*p    Rept    SO-334/Q4-04   on    840201-29  No 
violations   found 

STAROSTECKI.R        Division    of  Project   «.  Resident   Programs.       84/03/12 
CAREY,  J  J       Duquesne   Light   Co        Bpp        32737-320        S4X 
Flche    50-3 


—  Q403360173   IE    Insp   Kept    30-334/84-04   on   B402O1-E?  No    stsntfleant    saf 
Issues    identified   Major    areas    inspected    plant    operations. 
hnu*ekeiplng,ifire   protect!  on,  radlolog  leal    t  on  trails  physical 
security   l<   aurvf  1  1  Iflnc  e    program 
TRD3KOSKI,W  H  ,    JOHNSON,  D  ,    TRIPP.L       Region   1,    Qffic*   of   Director 

84/03/12          14pp         22737   322,       34X    Flche    30-334,84/03^12, 
B403S60166 


-8403070344   Responds    to  NRC   84O116    Itr   re   violations   noted    in    IE    Insp 
Rapt    30-334/83-39   Corrective   act  ions. vat ves    TV-CC-107A,  B    &  C 
added    to   valve    tabla    for    stroke    testing    ft   procedures    For 
testing  &   calibr    of    relays    revised 

CAREY, J  J        Duquesne   Light    Co        B4/O2/14         StARQBTECKl . R         Division 
of  Project  A    Resident   Programs        4pp         22546  289        24 X 
FichB    50-334,  B4/02/2B,  84Q3O70342 

102090007   IE    Jnfo  Notice   84-14,     "HighllghU    of   Recent   Transport 
Regulatory    Revs    by    DOT   *.    NHC     "    Sve     list    end 

GRACE,  J,  N        Division    of   OA,     Safeguards    ti    Inspection   Programs    (Post 
830103}        B4/03/QO  Consolidated    Ediion   Co      of  Neu  York.     Inc 

130pp         32532   339         24X   Fiche    3O-OQO. B4/O3/02, B4020TO007 

10 30 9 000 B    IE    Info    Notice    B4-1A.     "Failure    of    Automatic    Sprinkler    S(J» 
valves    to  Operate    "    Sve    list    end 

JORDAN,  E  L        Division    of   Emergency;   Preparedness    h  Engineering 
Response    (Pott   830103)         84/O3/02  Consolidated    Edison   Co      of   Niu 

York,     Inc         ISSyf         23553   QtB        34X   Flche    5O-OOO,  B4/O3/02, 840209000B 

02090007   IE    Info    Notice    a-)-15,    "Reporting    oF   Radiolnaical    R«l»«tet    " 
Svc    li»t  encl 

JORDAN,  E  L        Division    of    Emii-gencif    Preparedness    h  Eng ineer  Ing 
Rffsponse    (Post   830103)         S4/Q3/O2  Consolidated    Edison   Co      of   Neu 

York.     Inc         1 19pp         22353  S17        24X   Fiche   50-OOO, 84/03/02, 84020?O009 

02090011    IE    Info  NotUe   B4-17,     "Problem.    M/Liquld    Nitrogen    Cooling 
Components  Delou  Nil    Ductility   Temp    "   Eve    lilt    encl 
JDRDANiEL        Division    of    Emer-gancy    Preparedness    A   Engineartnj 
Response    (Post   8301031.       B4/O3/Q3  Contolldated    Edlsan    Co      of    Meu 

Yorlr     Inc         I17pp          33533    33i         94X    Flche    SQ-QQOj 04/03/03,  94Q2Q90O1 1 

03120170  Ack    receipt    of   84O2O&    Itr    informina    NRC    of   slept    taken    to 
correct   violation*    noteo    In    IE    Imp    Repts    30-334/63-17   I. 
30-334/B3-23   it    IE  Enforc emon t    Conference    Rept    30-334/83-27 
BTAROSTECKIiR        Division    of    Project    &  Resident    Programs         04/03/05 
CAREYiJ   J        Duaueine    Light    CD        2pp         a399O' 16O        24X 
'Iche  50-331.84/03/03,8403120170 


B40329O053  Foruiards    IE    Insp    Rept   30-334/B4-D3   on   B4011&-EO  h   notice    of 
violation 
HARTIN'T  T        Divition  of-   Engineering    &   Technical    Programs         84/03/13 

CAREY- 0  J        Duquesne   Light   Co        2pp         23606-372        24X 
Fiche    SO-334.Q4/03/i3,B403290093 

—04033-70037  Notice    of    violation    from    Insp    on   B40116-2O 

*      Region    1,    Office    of    Director        B4/O3/13         Ip        S2BO6    374.       B4X 
Flche    50-334.04/03/13,8403290053, 

— 840329O062   IE    Insp   Rept    30-334/B4-O2   on    B4011&-20  violation    noted, 
lo-yr    inservicv    Insp    plan    In    use    not    distributed    In 
controlled    manner   or    reviewed    or    Approved    by    author! ltd 
personnel 

ORAY.E  H  ,    MCBREARTY.R    A   ,     DURR,  J  P        Region    1,    Office,    of    Director 
B4/02/2B        spp,       22B06   27S        34X   Flche    30-334, 04/03/13,  B403B90033 

B402090043   IE    Info  Notice   34-19,     "Tuo   Events    Involving   Unauthorlied 
Entrlflfl    Into   PWR  Reactor    Cavities    "    Bvc    list    encl. 
JORDANjEL        Division    of    Emergency    Preparedneit    fc   Engineering 
Retp-anie    (Post    030103)         B4/03/21  Consolidated   Edison    Co,     of   Neu 

York,      Inc         I23pp        28823  229        24X   Flche-  SO-OOO,  84/O3/S1 ,  8402070043 

B40209QQ44   IE  Info  Notice  84-20,    "Svc   Life  of  Relays   in  9«fet«-Rel*tid 
Sys    "    Svc    list    encl 

JORDAN. E  L        Division    of    Emergency    Preparedness    l<  Englneerlnfl 
Re*pon»»    (Post    830103)         04/03/21  Cant ol idated    Edison    Co.     of  Neu 

York.     Inc        133pp       23933001       24X  Fiche.  30-000, B4/O3/31,  B40aOW044 

R     Periodic   operating   reports  &  related    correspondence 

8403360160  Annual    rept   of    challenges    to   preisurilar    safety    h   PORv* 

No   challenges    occured    during    19Q3   M/B402&3   Itr 

CAREY, JJ        Duque^ne   Light    Co        03/13/31.       MUflLEY, T  E        Region    1, 

Office    of    Director        2pp         32700-343        24X   Flchn: 80-334.  B3/12/31, 

8403260160 


DOCKETED  ITEMS 


S4O301O126   NPDES    discharge    monitoring     rept    for    Jan    19B4    H/84O224    Itr 
FEITKNECHT.C         Duquesne    Light    Co         H4/Q1/31          REID,  R   W         Operating 
Rffflctors    Branch    4         16pp          25435   324         24X    Flche    5O-334,  B4/O1/31, 
8403010126 

B403Q200B6  Monthly    operating   rept    for    Jan    1984   W/8402O9    Itr 
HOLTZ.J   J   ,     CAREY,J   J         Duquesne    Light    Co         B4/O1/31          12pp 
22441     199         SIX   Flche    50-334,  B4/OI/31.  84030200B6 

S4Q3070S69  Forwards   annual    rept   of    personnel    receiving   greater   than 
100  mrem  fa  aisoclated   mrem   eipoiure    by    work    function   for 
CYB3, 

CAREY.J    J         Ductuoano    Light    Co         B4/OS/13         HURLEY,  T   E         Region    1. 
Office    of    Director          lp          22341    272         BAH    Fiche     30-334,  H4/02/1S, 
04G30702A9 

— B403D7036&  Annual    rept   of    personnel    receiving    ureater    than    100  mrem 
aiiociatBd   mrem   «posure    by   work    function    for    CYB3 
*      Duquesne   Light   Co        83/12/31         lp        22541    373        24X 
Flche    50-334,  84/02/15,  B4O3070269 

S403O70243  Forwards    "Effluent   &  Waste    Disposal    Semiannual    Wept, 
Jul-Dec    19B3    "    Ventilation  vent   radiation  monitor 
RM-VS-101A/B   declared    inoperable    on   831130 

CAREY,  J  J        Duqueina   Light   Co        B4/OE/22  Region    1,    Office    of 

Director         Epp         2233i   020         24X    Fictie    SO-334,  84/02/22,  B4Q3O70243, 

— B4O3070244    "Effluent   t.  Waste   Disposal    Semiannual    fieptiJul-Dec    19B3   " 
«      Duqueine   Light   Co        83/12/31         59pp        23536  022        24X 
Fichu    30-334,84/02/22,8403070243 

B4033001B1    Monthly    operating    rept    for   Feb    19B4   W/84O30B    Itr 
HOLTZ.J  L   .    CAREY.J  J        Duquetne   Light   Co        84/O2/29        3p p 
23830.333        84 X  Fiche   50-334,04/02/39,8403300191 


8403270319   Part  31    rept   re    broken    contact   carrier    In   control    dev 
7    5    kV-15    kV,  500-750   MVA,  5    kV    350-3,000   t.   all     HKV   circuit 
breakers    Initially    reported    on   330223  Addenda    to 
installation   &  malnt   procedure?    sent   to   affected   units 
DUVALL.  D    D         Brown    Boveri    Corp        (subs      of    Broun   Hover  i    &    Co    , 
Q4/O3/19  Record    Services    Branch    (Document    Control    Desk  ) 

28772    114          24X    Flche    50-000,  84/03/19,  8403370H19 


V      Operator   Ciamlnations 


8403060297   Lists    concerns    re   operator    license    e  i  am  review   proceg! 
Proper    security    measures    can    be    taken    to   prevent 
dissemination   of    questions    to    license  applicants   during 
e»am   Requests.   NRC    reconsiSer    neui    guidance,  per    NUReQ-102i 
CAREY, J   J          Duquesne   Light   Co         84/02/24         DENTON,  H   R         Office 
Nuclear   Reactor   Regulation,     Director        2pp        25311    L34        24X 
FichB    90-334,84/03/24,0403060397 


DOCKET   50-333    ST      LUCIE   PLANT,     UNIT    1 

F      Security,     medical,     emergency    &    fire   protection   plans 


8403090280  Public   version    of  Rev    13   to  radiological    emergency    p]j 
B40124    Itr    &   JM  Felton    B4Q307    release  memo 

WILLIAMS,  J   W        Florida   Power    t,  Light  Co        B4/01/04        O'REILLY.. 
Region   3.     Office    o-f    Director        327pp        22593  001        24X 
Ficho    30-333, B4/01/04,B403090aaO 


8403060340   Revised    emergency    implementing    plan   procedures,  incl  uiJl 
Procedures    2-O03O1-10  re    blackout    operation,  3-O030M3  re 
total    loss    of    ac    p  tuner,  S-O120012    re   LQCrt   b   2-1010030   re 
loss   af    instrument    air   H/S40229    Itr 

SAQER.D   rt    ,     WETHY.C    N         Florida   Power   t,   Light    Co        B4/01/23 
BB519   094          24X   Fiche    30-335.  84/O1/23.  H403040340 


B403190S76  Foruards    corrected    forwarding    Itr    dtd   B 4 0222  (,    page    to 
"BamLantiual    Effluent   ReptiSecond    Half    1983,"    du*    to 
typographical    errors 

CAREY, J  J        Duqueine   Light  Co        04/03/05  Region    1,    Office   of 

Director,       lp        22673  240        24X  Fieha.  SO-334,  84/03/03,  8403 190H7A 


Q403070140  Fortiiardo    IE    Insp    Repts   3O-335/84-03  &    50-3B9/84-04    on 
B4011Q-20   No  violation*    or    deviations  noted 

DANCE, H  C  Division  of  Project  &  Resident  Programs  84/03/13. 
WILLIAMS,  J  H  Florida  Power  b  Light  Co  2pp  22538  283  24X 
FichB  50-335,  H4/02/ 13,  S4O30701  4O 


— 8403190319  Corrected    Itr    forwarding    "Semiannual    Effluent   Rept, Second 
Half    1983    " 

CAREY, J  J        Duquesna   Light   Co        S4/O2/23  Region    1,    Office   of 

Director         lp         22673' 243         84X    FichB    50-334,94/03/05.8403190876 

— 84O3190324  Corrected    "Effluent   t"   Waste    Dlipoial    Semiannual    Rept, 
Second   Half    19B3    " 

*      Duqueine   Light    Co        83/12/31         lp        22673  243        24X 
Fiche    50-334,84/03/05,B403190274 

S.     Rtportable    occurrvncei,    LERs   i-  related    correi pondence 

B4O33i0013  Dlicutiet    lot*    of    RHR   for   approx    S   h    on    BOOS21    Caused   by 
uald    in    atachtng    lin*    to    common   header   of   RHR    pumps 
Safety    tigniftcance   minimal    No   further  AEOD  action   planned. 
LANN1NO, W  D        Director'*   Office        BO/OB/04  Director '»    Office 

lp.       22763  331        24X   Flche,  HO-334,  BO/OB/04,  B40326O013 

8403010016  Further   response    to   FOIA  request    for    16    categariei    of 
documents. Forward*   WJ  Dlrcks    811219    Itr  re   810606    sabotage 
•  vent   1    special    rept    to   Commonui**  1th    af   PA    Info    partially 
withhold    <ref   FOIA  Exemption   3) 

FELTDN.J.M,       Division   of   Rules   and    Record*        B4/'O1/04        BHOLLY,  B  C 
Union   of  Concerned    Scientist*        2pp         22479   076        24X 
Flche' 30-334,84/01/04,8403010016 


--B403070143     IE    Insp     Repto    SO-335/H4-03   it   50-389/B4-04    an    B4O1 13- 
vlolationn    or   deviations   noted    Major   areas    Inspected 
emergency    preparedness    to   assess   on-shift   projnpt   emergency 
classification  E<    protective    action  recommendation* 
DECKER, T   R        Region  2,     Office    at   Director        JENKINS,  G  R         Dlv 
of  Emergency   Preparedness   b    Materials  Safety        B4/O2/1Q        4pp 
22538   287         34X   Fiche    50-335,  S-]/02/13,  B403070140 


B403190386  Rev    12  to    Emergency    Plan    Implementing    Procedure    310O02 
"Natural    Emergencies    "    W/B40307   Itr 

HILLIAMS.J   W        Florida   Power   ft   Light  Co        B4/OS/S9,      O'HEILLY,i 
Region   H,    Office    of    Director         13pp        22673  270        2« 
Flcho   50-333,  B4/02/29,  B4031903H(b 


B403060112  Forward*    "Safety    ParamBter   Display    Bys   Paramo-tBr    Salec 
Evaluation    t<    Implementation   Plan,"    per  Generic    Ltr  B2-33, 
"Buppl    1    to    NUREO-O737  HequiremBnts    for  Emergency  Response 
Capability    lh 

WILLIAMS.J   W        Florida  Pouer   &  Light  Co        84/03/01        E18ENHUT, 
Division   of    Licensing         lp        22318  332       24 X  Flche   50-335,  84/03 
B403060113 


— 8403060116    "Safety    Parana  tor    Display   Sys  Parameter  Selection   Ev 
&   Imple/nen tation    Plan    " 

*     Florida    Pouier    &   Light   Co        84/03/01        lOpp        22518   323 
FUhe    50-335,84/03/01,  8403060113 


— H4O301003B  Responds    to  811021    h   1104   reque«ts    far    Info   re    B1O606 
sabotage   event   at    facll  ity.  Detail*   uilthheld 
Cref    10CFR73,  21) 

DIRCKSiH,  J  Office  of  thi  Executive  Director  for  Operations 
SI/12/19,  TAYLOR, FR  P«nn*ylvanla,  Commonine-al th  of,  Spp 
23479.  080.  S4X  Fichf  SO-334,  B4/01/O4,  S40301001A 

-- B4O301006I    "Raiponie    to   Apparent   Act   of  Sabotage    at  Beaver    Valley.Unlt 

1,"    Info  partially    deleted    <r»f    10CFRS  790(d)    h 

10CFR73.  21) 

*      NRC   -  No   Detailed   Affiliation   Olven        64/O1/04        6pp 

HH479;  1U        24 X   Flche-  3O-334iB4/01/O4,  8403010016 

B4O3OiO134  RO  on  B40ai5,hlgh    radiation   alarms   w/normal   activttu    pre**nt 
received    conitantly    for   Channel*    7  fc  9   of    special 
partlculate    iodine, noble    gas   monitor  Cause    could    not   be 
determined  Vendor   will    assist    in    Investigation 

LACEY, M,  6,       Duquesne   Light    Co        B4/OS/29  Record   Servlcas    Branch 

(Decum»nt  Control    Desk).       2pp        22517,002        24X   Fichu- 30-334. 
94/03/29, 8403060134 


B4031&02S4  Notifies    of   B4O316  uorkahop    to  discuss    10CFR50,App   R 
requiremBnts    &    Insp    results    to   resolve   misunderstandings    re 
fire   protection  Att«nde-ea    should    be    limited    to    til   due    to 
siie   of    conference    room 

LEWIS,  R  C  Division  of  Project  (.  Resident  Programs  84/O3/OH. 
WILLIAMS,  J  H  Florida  Power  &  Light  Co  In  22660  259  84X 
Flche  30-000, 84/03/O2,  B403160H54 


8403290181    Exprenes    dpprtc tfltion    for   cooperation    throughout    lO-m 
period    of    planning    &    developing    Federal    full    field   exercise 
E>ercl»e    provided    planning    focus    &   field    experience  for  I 

computing   radiological    emergency  response   planning 
D'REILLY,J   P         Region  Z,     Office    of   Director        B4/03/15        ADOMAT 
Florida   Power   t.  Light  Co         Epp         22B02  208        24X  i 

Flche    HO-339, 94/03/1 3,  B4O3S901S1  i 


8403290109  Ack    rscelpt    of    B40309    Itr    informing   NRC  of   step*    taken 
correct   violations    noted     in    IE    Insp   Rept!    SO-33S/B3-43  fc  i 

SO-3S9/B3-71  ' 

DANCE, H  C  Division  of  Project  t*  Resident  Program*  84/03/17, 
WILLIAMS,  J  W  Florida  Pouier  b  Light  Co  lp  £2807  001  24X 
Fiche  30-333,34/03/19,  B4O3290109 
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DOCKETED  ITEMS 


—3103390132    l£    Insp    Repts     50-333/83— 13   &    SO-3B9/B3-71    on    B3121 1-B401 10 
Violation    identified    failure    to    maintain    control    room 
procedures    in    areas     of     admin  1  stra  t  ion.  op  era  t  ion.  emergenc  i|    d 
off-normal 

BIHH>H    £        Region    5'     Office    of    Director          EL  ROD.  B         Division    of 
Project   !.   Resident    Programs         B4/O3/09         4pp          22B07    007         24-X 
Fiche     50-335,84/03/19.  B4033901O9 

0103270247    Notifies    that    one    presauri  I  er    level     transmitter    Li/radiant 
energg    *h  I  eld,  ui  11    be    separated)  per    App    R.Sectlon 
III    0   S    F   Fire    detector    uill    als-a    tie     Installed    at    each    pump 
In    intake    cooling    water    pump    area 

WILLIAMS, J  W         Florida    Power    &   Light    Co          B4/O3/21         EISENHUT,  D   Q 
Division    of   Licensing  Ip          22773    113         24X    Flche    50-333.04/03/31, 

B40327O247 


H      Qeneral     correspondence 


B403120211    Forwards    Amend    63    to    License    DPR-67   &    Safety    evaluation 
Amend    revise*   Tech    Specs    to    change    shutdown   margin 
requirements, moderator    temp    coefficient    limits    ti   deletes 
flux    peaking  augumentation    curve    for   Cycle    6 

MILLER,  J   R         Operating    Reactors    Branch    3         B4/O-3/O1         WILLIAM9,J   U 
Florida    Pouer    d   Light   Co         3pp         22619    333         24* 
Fiche    50-335,94/03/01,8403130214 

—  B4Q312O217   Amend    63    to   License    DPR-67,  revl s Ing    Tech    Specs    to    Change 

shutdown  margin   requiremen Is,  moderate    temp    coefficient 

limits   !.   deleting    flui    peaking   augmentation    curve    for   Cycle 

6 

KILLER. JR         Operating    Reactors    Branch    3         B4/03/O1          H4pp 

22619    256         24X    Fiche    3O-333, B4/O3/01 ,  P40312O214 

—  9403120219  Safety    evaluation    supporting    Amend    £3   to   License    DPfl-67 

*      Office    of    Nuclear   Reactor    Regulation,     Director        84/03/01 
30pp         22619    2BO         24X    Fiche    50-333,  84/03/01 ,  B4Q31S0214 


B1033SO149    Responds    to    B4O20B    Itr    requesting    assistance    in    raspondlng 
to    J   Pa-skavitch    Itr    requesting     latest    EIH    on    concentrations 
of   Sr-9O.Ci-137  ti    1-131    near    plants    Two    annual    repts    end 
U/o    rapt* 

DIRCKBiU    J        Office    of    the    Enecutive    Director     for    Operations 
B4/O3/O7         CHILESrL         Senate-        4pp          22HO?   316         3«JX 
Fiche    30-000,  B4/03/07,  B4035B0149 


B40319Q1SO  Notifies    of  B4O402-06  meeting    J.   p reimp lementation    audit   at 
Turkey    Point    to  discuss    confirmatory    items    identified    in 
safety    evaluation    of   detailed    control    room    design    review* 
for    facilities 

VARGA.B  A       Operating   Reactors    Branch    1         B4/O3/07        WILLIAM, J   H 
Florida   Pouer  t.  Light  Co        t>pp        226B1    311         24X 
Flche    30-000,  B4/03/07,  B4Q3190190, 


— B4032SQ156  Forwards    constituent    J    Pas-fcavitch     Itr    reo.uestinB    latest    E1S 
on    concentrations    of   Sr-9O,Cs-137   &   1-131    n«ar    plants 
Comments  ti  vieus    requested 

CHILES, L        Senate         B4/02/QB         HAMMERER.  C         Office    of    Congressional 
Affairs         8pp          23309   32O         24K    Fiche    5O-QOO.  B4/O3/07,  84Q32BO141? 


J      Insurance  &   Indemnity    Information 


B1O313QOcic.  ASvtses    that  request    to   revise   Tech    Specs    to    provide 
requirements    for   overtime    limits   fc   reporting    &P    relief    & 
safety    valve   failures  uill    be    submitted    per   Oeneric   Ltr 
B3-16    (riUREQ-0737)     by    B40B1S 

UILLIflMBiJ  W        Florida  Power    (.   Light  Co        84/03/09        MILLER, J  R 
Operatlnu  Reactors    Branch    3         Ip         S26O1    253        34X 
Ficha    30-33S,B4/03/OB,B4031300tA 


8403060234    Forwards    Endorsement    53    to    NELIA    Policy    NF-337 

DUCH,  J   «         Harsh    &    McLennan,      Inc          84/02/2B         -SALTZMAM,  J          Assistant 
Director    Far  Sfate   &   Licensee    Relations         2pp        22S17  313        24X 
Fiche    5O-335.B4/Oa/2a,B103O6O23* 

P     Operating    license    stage    documents  &    correspondence 

B40U30296   Application    to   amend    License   DFR-67.  deletini)    radioloalcal 
effluent    Tech   Specs    from   App    D, environ   protection   plan 
WILLIAMS.,  J  W         Florida    Pouer    t    Light    Co          B4/01/1O         EIBEWHUT.QG 
Division    c-f   Licensing          5pp          21001     135         24X    Fiche    30-333,  B4/Q1/1O. 
9401130296 

B402210294   Foruarda    request    for    addl    info    re    reactor    coolant    pump 
seized    rotor  &    IQSS    of   all    nan  emergency    dc    power   accidents 
Apparent    conflicts    found     in    clarifying    info    U/o    end 
MILLER,  J   ft       Operating    Reactors    Branch   3        B4/03/13        W1LLIAMB.J  M 
Florida   Power  t,   Light    Co         Ip         22323  360        24X    Flche    30-335. 
84/02/13,  B402210294 

6403060077    Forwards    Amends    63   &    5    to   Licenses    DPR-67    t"    NPF-16, 
respectively  1    saFety    evaluation   Amends    change    personnel 
titles    6   revise    shift    technical    advisor    function 

SELLS,  D    E        Operating    Reactors    Branch    3         34/02/54         UILLI AMS,  J   U 
Florida    Pouer   fe   Light    Co         2pp          32547   O2O         24X 
Fiche    50-333,  B4/-O2/34,  B403060077 

— B4O3O6OOSO   Amends    62    S.    5    to    Licenses    DPR-67    &    NPF-16,  respe  ctively. 
changing    personnel     titles    &    re-vising    shift    technical     advisor 
f uncti  nns 

MILLER. JH        Operating    Reactors    Branch    3        B4/02/24         12pp 
22349    022         34X    Fiche    30-333.94/02/24.0403060077 

— B4Q3O60527   Safety    evaluation    supporting    Amends    62   d   g    to    Licenses 
DPR-fi7   4,  NPF-lfi,  v*spectively 

«      Office   of   Nuclear   Reactor   Regulation,     Director        34/02/24        2pp 
2S549    O34         34X    Fiche     SO-335,  B4/O3/24.  B403060O77 

B40305O334    Requests    requal i f i cat  ton    of    electrical    equipment    at   higher 
beta    doses  Completion    of    action   with  in  £O   days    or    aubntttal 
of    proposed   completion   date    within    15  days   requested 

MILLER, J    R        Operating    Reactors    Branch    3         B4/O3/H7         HILLIflMS.J   H, 
Florida    Pnuer  4   Light    Co        2pp         S250I    333        24X 
Fiche    50-335.  34/02/27,8103090334 

B4Q30AO16S   (Jotifiea    that    administrative    program  fc   prciCBDurt-i    noui    In 
effect   will    be    reviewed    to    confirm    implementation    of 
recommended    guidelines    in    NUT AC    rapt, per   Generic    Ltr    B3-SB 
WILLIAMS, J  C        Florida   Pouer    &   Light    Co        S4/O3/O1        EIEENHUT,  D   0, 
Division    of   Licensing          Ip          23518   33b         24 X    Fiche    50-000,84/03/01, 


G      Inspection   reports,     IE  Bulletins    b  correspondence 

B403070034   Provides    status    of    efforts    In    development    of    Instrvic*    Imp 
organiiation  manual    !c  plans    for    Issuance,  par    IE    Insp   Rept 
30-333/B3-Oa  Manual    should    be    In    effect    bu    B4O315 

HILLIAMB.J  W        Florida   Power    &   Light  Co        83/12/21         D'REILLY, J  P 
Region    2-    Office   of    Director        3pp        22541    278        24X 
FicJia    30-33B,a3/12/21,B403070034 

B403070140  Focuiards    IE    Insp    Repta    50-335/B1-03  t<    50-3B9/84-04    on 
B4011S-SO  No  violations   or    deviations   notad 

DANCE, H  C        Division   of  Project  i   Resident   Programs        B4/03/13 
WILLIAMS, J  M        Florida  Power   &  Light  Co        2pp         2233B   2BS        HflX 
Fiche    30-333,  04/02/13,  B403O70140 

— B40307O14H    IE    Insp    Repts    SO-33B/B4-O3   b    3O-3B9/B4-04    on    B4O11B-20   No 
violations   or   deviations    noted    Major    areas    inspected 
e<nerg«ncy    preparedness    to    aseess:    on-shlft   prompt    emerfltncy 
classification  I*   protective   action  recommendations 

DECKER, T  R        Region   2,     Office   op   Director        JENKINS,  0   R         Division 
of  Emergency    Preparedness    &  Materials   Bafetg         B4/02/IO        4>p 
2253B    287        24X    Fiche    BO-33B,  B4/02/13,  B40307O14O 

8403160306  Forwards    IE    Insp    Rept«    50-335/B4-04   &    30-3B9/B4-03   on 
B40E01-03  No  violations    or    deviations   noted 

DANCE,  H   C        Division   of   Project  &   Resident   Programs,       B4/02/H1 
WILLIAMS, J   U         Florid*   Pouer    fc    Light    Co         2pp          E263S    233         B4X 
Fiche    SO-33S,B4/Oa/21.B4O31c,02Oi 

— B403140210    IE    Insp    Repts    30-335/84-04   ft.    3O-3B9/B4-OB    on    B40BOI-03   No 
violations   or   deviations    noted   Major    areas    inspected    malnt   & 
siirvel  1  lance    observation,  p  lant    operations,  pr*op»rational 
testing, procedures   b    low   power    testing 

URUO.H  E        Region   B,    Office    of   Director        JAPE, F        Division    of 
Engineering   &  Operational    Programs        B4/02/13        4pp         SH633  Z3S, 
24X  Flche    30-333,84/02/21,8403160206 

B403160264    Forwards     IE    Insp    Rept»    3O-333/B3-4B    !<    30-3S9/B3-70    on 
B31101-1210  No    violations    or    dtvlatione    noted 

DrtNCE.H    C        Division   of   Project  t<   Resident   Programs.       S4/02/24 
M1LLIAMS,  J   U         Florida   Pouier    b   Light   Co         2pp          82660   333.        SAX 
Fiche    SO-333,B-1/02/H4.B-1O3160264 

— B40316026B    IE    Insp    Repts    30-33S/B3-42  ii   30-3B-?/B3~70  on    B31111-1210  No 
violations   or   deviations    noted,  Major    areas    inspected:  main*  (t 
surveillance    observation,  plant    operations, LERs    &    IE    info 
notlc  es 

BIBB.JH  E        Region   2,    Office    of    Director        ELRQD.  B  A        Division   oF 
Project   (t  Resident   Programs        Bfl/02/23         lOpp         22660.337,       24X 
Fichu    50-339PB4/02/24, 8403160264 

H40119007ff   IE    Info   Notice  S4-t3,     "Potential    D»ficiency    in   Motor 
Operated    Valve    Control    Circuits  V   Annunciation    "    9vc    Hit 
enc  1 

JORDAN.  E  L        Division    of    Em«roenci;   Preparedness   fc  Engineering 
Response    (Post    B3O103)         B4/02/2B  Consolidated    Edison    Co.     of   N«u 

York,     Inc         HSpp         23909237        2-4X  Fi  che    30-OOO,  84/02/80,  B4O1 19007B 
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B403120240  Forwards   request    for    addl    info    re    util    responses    to    IE 
Bulletin  80-11,     "Masonry    Wall    Design,"    in    order    to   complete 
review  Response   requested    by    84O409   Technical    evaluation 
repts   also    encl 

MILLER, J   R         Operating    Reactors    Branch    3         B4/02/29         UILLIAM9.J   W 
Florida    Power    tc   Light    Co         7pp         22619    20 B         SIX 
Fichu. 30-339,84/02/29,8403120210 

— 8403120244    "Use   of   Joint    Reinforcement    in    Black    Masonry    Walls," 
technical    rept 

HAMID.A  A   .    HARRIS,  H  Q        Dreiel    Unlv    .    Philadelphia,     PA 
BECICA,  I.J        Franklin    Institute/Franklin   Research   Center 
84/03/31          12pp         23617    213         H4X    Fiche    30-333, 81/02/2?- B40312024O 


8403290107   Ac k    receipt    of    B40309    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Repts    50-333/83-43    b 
30-3B9/B3-71 

DANCE.H  C  Division  of  Project  &  Resident  Programs  84/03/19 
WILLIAMS, J  W  Florida  Pouer  <•  Light  Co  lp  22B07  O01  24X 
Flche  50-335.84/03/19,8*03390109 

-- -8403290114  Responds    to  NRC   B40302   Itr  re  violations  noted    in    IE   Insp 
Repts    90-333/B3-43   «.   50-389/83-71    Corrective    actions    all 
indexes    reviewed    against   master   copies  &   procedures    in 
control    room   verified   against    Indexes 

WILLIAMS,  J   U         Florida    Power   t   Light    Co         B4/03/09         O'REILLY,  J    P 
Region   2,    Office    of   Director        2pp        33B07  002        24 X 
Flche    30-333,54/03/19.0403290109 


-B4031202S2    "Evaluation   of    Arching    Theory    in   Unrelnfnrced   Masonry   Walls 
In  Nuclear   Power   Plants    " 

HAMID,  A.  A.  -    HARRIS,  H  0        Drexel    Unlv    ,    Philadelphia.     PA        CON,  V 
Franklin    Institute/Franklin   Research    Center        B3/Q6/30        3pp 
B2619'227        24X  Fiche    80-333,84/02/39,9403120240 


-8403390124   Forwards     IE    Intp    Repts    30-333/83-13   &    30-3B9/33-71    on 
831211-840110   &   notice    of   violation 

DANCE, H  C  Division  of  Project  &  Resident  Programs  84/02/10 
WILLIAMS, J  W  Florida  Pouer  &  Light  Co  2pp  22807  O04  24X 
FlchB  50-333,  B4/03/19i  8103290109 


8403290317  Forward*    IE    Insp    Repts    30-333/84-O3  J.    50-3B9/84-07   on 
840BO&-10  No   violation*    or    deviation*   noted 

DANCE,  H,  C        Division    of   Project  &  Resident    Programs        S4/QS./B9 
WILLIAMS,  J  W        Florida   Power    &  Light   Co        2pp         22802  032        24X 
FlchB    30-335, B4/OS/29,  B403290317 

— S40329O320    IE    Insp    Repts    30-333/84-05  &   30-3B9/B4-07  on   B4020A-10  No 
violations    or    deviations   noted   Major    areas    Inspected    health 
phyilcs    instrumentation, action    on   NUREC-0737    items, ALARA 
activities    Si   follouup    an    previous    items 

HRAY,  J,  R.       Region   2,    Office    of   Director         QARR,  K   P        Division   of 
Engineering    S(  Operational    Programs        84/02/22        Bpp         22B02. 034 
24X   FlchB    30-335,  B4/02/29,  B403290317 

B403090007    IE    Info  Notice    B4-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs   bg    DOT  it  NRC    "   Bvc    Hit    enc  1 

GRACE, J  H        Division    of   QA,     Safeguards    &    Inspection  Programs    (Post 
830103)         84/03/02  Consolidated    Edison    Co      of   NEIU  York,     Inc 

130pp.       22352  329        24X  Flche    30-OOO.  84/03/02,  B1O2090007 

B40209000B    IE    Info   Notice   84-16.     "Failure    of   Automatic    Sprinkler   By* 
Valvan    to   Operate    "    Svc    list    end 

JORDAN  i  E  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Post    B301O3)         B4/03/O2  Consolidated    Edison    Co      of   New 

York,      Inc          122pp          22333098         24X    Fl  che    90-000,  B4/03/02,  B40209000B 

B402090009    IE    Info  Notice    B4-I3,     "Reporting    of   Radiological    Releases    " 
Gvc    Hit  incl 

JDRDAN>  E  L,       Division   of   Emergency    Preparedness    Si   Engineering 
Response    (Pott   830103)         84/03/02  Consolidated    Edison    Co      of   Neu 

YorX.     Ine         119pp        S2353'B17        24X   Fiche    50-000, 84/03/02.  B402090009 


— 8403290126  Notice    off    violation   from   insp    on  03121 1-B4O1 1O 

*      Region    2,     Office    of    Director         B4/02/1O         lp         2HB07    OO6         24X 
Fiche    50-333,84/03/19,8403290109 

—8403290132    IE    Tnsp    Repts    5O-333/83-43   h   SO-3B9/B3-71    an    S3121 1-B4O1 1O 
Violation    identified    failure    to   maintain   control    room 
procedures    in   areas    of    administration- operation,  Emergency    b 
off-normal 

BIDQ.H  E       Region    H.    Office   of  Director        ELRDD,  8        Division  of 
Project   &   Resident    Programs         04/02/08         4pp         22B07'  OO7         24 X 
Flche    30-335,  B4/03/19.  8403290109 

B4Q2090043    IE    ItlPo    Notice   84-19,    "Tiiio  Events    Involving  Unauthorl  isi) 
Entries    into  PHR   Reactor    Cavities    "   Svc    list   encl 
JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post    S3O103)         84/03/21  Cdnsol Idated    Edison    CD      of    Neu 

York,     Inc         123pp         22Q23  229       24X  Fiche   50-000,84/03/21,8403090043 

8402090044    IE    Info   Nntice   B4-2O,    "Svc   Life   of  Relays    in   Safe ty-Hela ted 
Sys    "    Svc    list    and 

JORDAN.  E  L       Division   of   Emergency    Preparedness  &  Engineering 
Response    (Post    B301O3),       84/03/21  Consolidated    Edison    Co      af  Neu 

York,     Inc          13Spp          22933   001         24X   Fiche    30-000,  B4/03/21 ,  B402090044 

R      Periodic   operating    reports   &  related   correspondence 

8403020033  Monthlu    operating   repts    for  Jan    19B4  M/H40213    Itr 
GRANT.  N,  W  ,    HILLIAMS,  J  W        Florida   Pouer  t,  Light   Co        84/01/31 
19pp,       22442  235         24X  Fiche    50-000,84/01/31,8403020033 


B403390174   Forwards    IE    Insp    Repts   30-333/84-02  S.   30-389/84-03  on 
B401 1 1-0210  No   violations    or    deviations    noted. 

DANCE, H. C        Division    of   Project  ti   Resident    Programs        84/03/02 
WILLIAMS,  J  H        Florida   Pouer    tc  Light   Co        2pp         22803  076.       24X 
Flche: 30-335.84/03/02,8403290174, 


8403300173  Forwards    monthly    operating    repts    for  Feb    19B4   (t   corrected 
Page    1    of   St  Lucle    Unit  2  monthly    operating   rept    for 
Jan   1984 

MILLIAMB.J  H        Florida   Pouer   &  Light  Co        84/03/13  Office    of 

Resource   Management,     Director        lp        22B19  263        24X 
Fiche    30-000,84/03/13,8403300173 


— 84032901BO    IE    Insp    Rept*    30-333/84-02  &   30-3B7/B4-03   on   840111-0210  No 
violations    or   deviations   noted    Major    areas    Inspected    malnt 
obiorvation,  survel  1  lance    observation,  plant    operations    b    Till 
Action    Item    HI    B    4   2.  B    follouup 
FEIERAHENDiC    ,    BIBD.H  E        Region    2,    Office    of   Director,       ELRDD,  8  A 

Division    of   Project    &  Resident   Programs.       84/01/02        2pp 
H2B03'07B.       24X  Fiche- 30-333, 84/03/02,  840329O174 


— S403300183  Monthly    operating    repts    for   Feb    19B4 
QRANT.N.U        Florida   Power    8,  Light   Co        84/03/13 
24X    Fiche    3O-OOO,  81/03/15,  B403300173 


16pp          22B19   264 


8      Reportable    occurrences,    LER»   &  related    correspondence 


B40S090011    IE    Info  Notice   B4-17,     "Problems   U/Llquld    Nitrogen    Cooling 
Component!   BelouNll    Ductility    Temp    "    Svc    list    encl. 
JORDAN,  E  L        Divitlon    of   Em»rgency    Preparedness    !<  Engineering 
R«iponf*    (Post   830103)         84/03/05  Consolidated    Edison    Co      of   Neu 

York.     Ine,       117pp         22383   33i        34X  Fiche    80-000, 84/03/03,  B4Q2090011 


8104220046  Poruarda    brief    description   of   801130   event  at    facility 
Licensees   of   operating   C~E  PHR a    should    be    Informed    of 
concern   re    inadequacy    in   reactor   protection   sys    test 
procedures 

MICHELSDN,C        Director's    Office        81/04/15        JORDAN,  E   L        Director' 
Office        3pp        2S789  297        B4X  FUhe   50-335,81/04/15,8104220046 


B4 030900 24    IE    Info   Notice   84-09, Rev    1>     "Lessons    Learned    From    Insps    of 
Fire   Protection  Bafe    Shutdown   Bys. "    Bve    ll»t    and 
JORDAN,  E  L        Division   of   Emergency    Preparedness   h   Engineering 
Ritpont*    (Pott   830103).       84/03/07.  Consolidated    Edison    Co,     of   N«iu 

York.     Inc         UBpp        22635:049        24X   Fich»' 30-000, 64/03/07,8402090024 

S40S090028    IE    Info   Notice   84-18.     "Stress    Corrosion  Cracking    In  PUR 
By»,  "   Bvc   list   encl. 

JORDANrE.L,       Division    of    Emergency    Preparedness    b  Engineering 
R«*pon*e    (Post    830103)         B4/03/07  Consolidated    Edison    Co.     of  Neu 

York,     Inc         HBpp         32384-  186.       24X   Flche    50-000,84/03/07,8402090028 

B4OS070031    IE   Bulletin   B4-OK,     "Failures    of   OE   Type   HFA  Relays    In  Use    in 
Class    IE  Safety   By*    "    Bvc    list   encl 

DEVOUNO.R   C        Director'!    Office,    Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   Neu   York,     Inc 

134pp.       22823-094.       24X    Flche,  30-000,  B4/O3/ 12,  B402090031 


8210120303  Discunes    licensee   actions    re   B11219   dual   MSIV   closures    t< 
pressurlzer    fafntij    valve   actuations   Cause   unidentified 
Proper    corrective    action    Implemented 

CINTULA.T  C        Roattor  Operations   Analysis    Branch        BS/09/24 
8EYFRIT,K  V        Reactor  Operations   Analysis    Branch        tpp        22789  3O9 
24X   Flehe   50-333,  B2/09/24,  B210120303 

B4O3220070  Updated    LER   SI-039/03L-1.  on  810B02,  during    power    operation, 
PORV  block   valve    M VI 4 03  would    not   close  Caused    fay    loose 
electrical    connection    on   valve    limit   twitch   Connection 
tightened    during    Oct    1981    refueling   U/B40319   Itr 
ROTELLA,T,  B  ,    HILL-IAMB,  J   H        Florida  Pouer   4.  Liflht   Co        84/03/19 
2pp         22712   304          24X   Flche    30-333.84/03/19,8403220070 


202 


DOCKETED  ITEMS 


V      Operator  Eiaminatlons 


P      operating    license    stage    documents    (j  correspondent  e 


B403QB0164  Forwards   request    for    site   visits    to   conduct  operator 
licensing    eiams   requested     In   Generic  Ltr   B3-40 

WILLIAMS.J   U        Florida   Power    (.   Light   Co         84/03/01         EI6ENHUT,  D   0 
Division   of    licensing         5pp         22559   393        SIX    Fiche   50-333,64/03/01, 
B4O3QBQ164 


DOCKET    50-336    MILLSTDNE   NUCLEAR   POWER   STATION,     UNIT   S 
F      Security,    medical-     emergency   t,   fire   protection   plans 

8403260195   Rev   41    to    emergency    plan    implementing    procedure    Index    d   ftav 
1    to    Procedure   EP  IP    1305A,     "Meteorological    Touer   Emergency 
Operations    Facility    Computer    Terminal   Operation    " 
H/S40309    Itr 

COUNSIL.U   6    ,    SEARS. C   F         Northeast   Nuclear    Energy    Co       (subs      of 
Northeast  Utilities!        COUN51L,  W   0       Northeast  Utilities        Q4/02/13 
EIEENHUT.D    8        Division    of    LlceriainB         14pp         23756   171         24X 
FleJie    50-343,94/03/15,6403260195 

B4O32A0143   Forwards    general     position    statement    on   Reg   Guide    1    97.  Rev   3 
re    justification    of    significant   generic    deviations,  per 
NUREG-O737,  Buppl     1 

caUNSIL.U  S   .    SEARS. C  F        Northeast  Nuclear   Energy  CD      (subs      of 
Northeast   Utilities)        CQUNS1L,  H  G       Connecticut  Vanfcee  Atomic   Pooler 
Co         S4/Oa/a<?         MILLER.  J   R        Operating   Reactors   Branch    3 
CRUTCHFIELD,  D         Operating    Reactors   Branch    5         3pp        2275B    163        24X 
FicJiB    50-000,  94/03/29, B403260143 

— 940326Q1S1    General    position   statement  on  Reg    Guide    1  97. Rev  a  re 
instrumentation   for  assessing   plant  ti  environ  conditions 
during    It    foil  owing    accidents 

HI      Northeast   Nuclear  Energy   Cn      (subs      of  Northeast  Utilities)        • 
Connecticut  YanVee    Atomic   POUIET  CD        »     Northeast  Utilities 
B4/O2/27         67pp         2275B    16S         34X   Fiche    50-000,94/03/37.8103260143 

84031501Ot  Forwards  FEHA  final    eiercise  rept    for   B203I9   joint   eierciso 
of    state  !(    Igcal    radiological    emergency   preparedness  plans 
fur    facility   Rept   af   931O05   Biereise  ulll    be    forwarded 
MARTIN. T  r        Division  of    Engineering  t>  Technical   Programs        84/03/09 

CQUNSIL.H  Q       Northeast    Nuclear   Energy  Co      (subs      of  Northeast 
Utilities)         2pp         2264O     142         21X   Fiche    30-336.94/03/09.0403130106 

B10319Q243   Notification   of    B4041B   workshop    in   King    of   Prussia, PA   to 
discuss    lessons    learned    from  recent  App  R    Fire   protection 
safe    shutdown    insp    &    tuples   de-4-cribed    in    IE    Info   Notice 
94-09   Agenda    Par    workshop    end 

HUnLEV.  T  E        Region    1.    Office   of   Director        84/03/09       O'TQQLE,  J  0 
ConsolidatEiJ  Edison    Co      of  New  York.    Inc        KANOA,  n  K       General   Public 
Utilities    -   GPU   Service    Corp         WOOLEVEH,  E   J         Dunuesne    Light   Co 
33pp         224.7B   01,3         24X   Fi  cho    50-000.54/03/09,9403190243 

B40326O146  Forwards   revised    procedures   for   corporate   organlialion   for 
nuclear    incidents  procedure  manual,  Inc  luding  Procedure   CON  I 
re    table   of    contents    t  CONI    I   05  re   corporate   emergency 
operations    c  tr    operations    U/o    en-cl 

CQUNSIC-H   G   .    SEARS. C   F         Connecticut   Yankee    Atomic   Row or    Co 
CQUNSlt-'U   0        Northeast    Nuclear    Energy   Co      (sub!      of   Northeast 
Utilities)        81/03/09       EISENHUT.D  0       Division  of  Licensing        2pp 
2S750    330         24X   Fiche   50-000,84/03/09.8403260146 

840-3220136  PruvidBB  results    of   reevaluatlon   of   performance  assessment, 
per    util    S3 1219    Iti     addressing     topics   discussed    at   831139 
SALP  mgt  meeting   Category    1    ^atlng  ulll   be   assigned   to 
refueling   area    for    Klllttone   2  Eiplaina  Categorij   2  ratings 
MURLEY.TE        Region     1,    Office    of    Director         04/03/16        CQUNHlt.WQ 
Northeast  Nuclear  Energy    Co      (nubs      uf  Northeast  Utilities)        4pp 
22716    047         24K   Ficne   50-000.84/03/16,9403220136 

B4D3S70O08   Informs    that  util   will    provide    info   re   planned    deviations 
from   Suppl     1    to    NUREC-0737   by    340501    Delay    has    no    ffffeet    on 
schedules    far    Implementation   of    Buppl    1    to  NUftEO-0737 
COUNBIL.W  G   .    SEARS, C  F        Connecticut  Yankee  Atomic  Power   Co 
COUN6IL.W  G       Nor tli  east  Nuclear-  Energy  Co      (subs      of  Northeast 
Utilities)        94/03/16        EIEENKUT,  D  0       Division   of  Licensing,      Epp 
32770   Oil        24X  Plena  50-000.  B4/03/16,  9403270008 

8403300034  Advise!   that  B31314  Rev   IB  to   security   pian  !.  B40110  Rev  2 
to    training   &  qualification   plan   consistent   u/provislons   of 
10CFR30   34<p!    f   acceptable 
MflRTINi T  T       Division  of    Enginaering   b  Technical   Programs        B4/03/26 

CDUW81L.M  G       Northeast    Nuclear  Energy  Co      (SUOB      of  Northeast 
Utilities)        3pp        3EB22    014        24X  Flthe   50-245, B4/03/26,  B4Q330Q084 


8403080344  F01A  request    for    documents    re    proposed   NSHC   determination 
on    license   amends    far  Millstone  2  t<   entry     into   operational 
mode    for   conducting    final    tests    of    pressurlzer    safety    valvti 
at   Trojan 

ADA TO,  H         Union    of    Concerned    Scientist*         S4/O3/03         FELTDN, J   M 
Division   of  Rules   anO   Records        Ip        S25B3   03B        S4X 
Ficlie    90-000.  84/03/03,  9403QB034A 

B403060434   Forujards    Amends    93    t>   92    to    Licenses    DPR-S1    &   DPFI-63, 
respectively   Amends    change   Tech   Specs    to    comply   iJ/final    rule 
an    licensed   operator    staffing 
CRUTCHFIELD.D        Operatino    Reactors    Branch     3         H4/Q3/li         CQUN9IL. W   O 

Northeast  Nuclear   Energy    Co      (Bubs      of  Northeast  Utilities)         3pp 
33511     193        24X   Fiche    50-213,  B4/O3/16.  B403060434 

--Q403060439  Amends   95  &  92   to   Licenses   DPR-21    ti   DPR-63,  re*ptctlv«ly, 
changing    Tech   Spues    to    comply   D/ final    rule    on    licensed 
operator   staffing 

CRUTCHFIELD.D       Operating    Reactors   Branch    S        84/02/16         I4pp 
22311     196        31X    Fiche    30-243,  B4/OH/16.  8403060484 

B403010335  Submits    info  re   NUKEG-0737,  Items    1 1    E    1    3.     "Safety    Qradi 
Auxiliary   Foeduater   Sgs    Initiation   ti  Flou    Indication"    fc 
II    K  3  3,    "Reporting    of   Safety   6  Relief   Valve  Failures    & 
Challenges,"  per   util    B31330    Itr   d  Generic    Ltr   82-16 
CQUNSIUW  0       Northeast   Nuclear  Energy   Co       «uhs      of  NortliUait 
Utilities)        CQUNB1L.W  fl        Northeast  Utilities        B4/02/21 
MILLER,  J  R,      Operating    Reactors   Branch   3        3pp        33434    IBB        H4X 
Ficho    30-336,84/02/21,8403010233 

8403050105  Advises    that   operabillty    testing    of    RCS  vent    valves  ulll    bt 
performed   per  requirements    of   ASHE.  Sect! on    XI, Subsection 
IUV-3410.  for   Category    D  valves. per   NUREO-O737,  I  torn    II    B    1 
CQUNBIL.H  0       Connecticut    Yankee   Atomic    Power   Co        COUNSIL, U  0 
Northeast  Nuclear   Energy   Co      (subs      of   Novthealt  Utilities) 
COUNBIL.U  0       Northeast  Utilities        B4/OS/31        MILLER,  J   R        Operating 
Reactors   Branch   3        CRUTCHFIELD.D        Operating   Reactors    Branch    3 
Spp        SS-ias  043       24X  Fiche    30-000,  84/03/31 ,  B4030H0109 

8403070237  Advlsas    thnt   GE   Cask    1F-300  mill    OB    utillied    for    disposal    of 
thermal    shield   Three    shipment!    to   Darniuel  1,  BC   disposal    ilt» 
in   spent    fuel   railroad    transportation   cask    planned 
COUNSIL. U  0   ,    QPEKA, J  F        Northeast   Nuclear    Energy    Co      (subs      of 
Northeast  Utilities)        COUN8IL.W  0        Northeast  Utilities,       G4/OB/24 
MILLER.  J  R       Operating   Reactors   Qranch   3        Zpp        32373   K3<?,       24X 
TichB   50-336,  (14/02/24,8403090357 

84030^0273  Notifies    that   submittal    date    for    STB   addrosfllng    NUREO-0737 
itnms.per   Oonerlc   Ltr   Q3- 37, rescheduled    for    B40309 
COUN8IL,H  0       Connecticut   Yaniae   Atomic    Poiuor   Co        COUNSIL.  M  0, 
Northeast  Nuclear   Energy   Co      (subs      of   Northeast  Utilities) 
COUNBIL.H  G       Northeast  Utilities,       84/03/21        ElBENHUT.  D  0 
Division    Of   Licensing         2pp         E237S    176         34X    Fiche    00-336, B4/02/24. 
B40309027H 

B4030703O4  Provides    responses    to   throe   open    items    from  NRC/BNL  Yankee 
Atomic   Electric   Co   t>   consultants   Mark    I    containmnnt   program 
plant-unique  analysis   rept   B40216   review   mooting 

CELtA.N  8        Teledyne   Engineering    Services         B4/03/30        SIEQEL. D        NRC 
-  No  Detailed   Affiliation   Oivon        -)pp        23346   171,       24 X 
Fiche   30-000.  84/09/28,  B403070304 

B403130027    Informs   that  Amends    34.  IS   (.  87    to   Licenses  DPR-fil,  DPR-21    fc 
DPR-63. respectively,  Inadvertently    eliminated    reportinp 
requirements    for   exceeding    radiological    limiting    condition* 
far    operation  Corrective    act  tons    Identified 

CQUN9IL.U  0       Northeast   Nuclear   tnergy    Co       (subt      of   Northeast 
Utilities)        CQUNBIUW  G        Connecticut   Yankee   Atomic   Pouir    Co 
COUN8IL.W  0       Northeast  Utilities        84/03/01        MILLER- J.  R        Operating 
Reactors   Branch  3        CRUTCHrlELD.  D        Operating   Reactors    Branch    0. 
4pp,       2261S    107        24X   Piche- 50-000, 81/03/O1 , B4031300H7 

B4030B0347  Partial    response    to   POIA  request    for   documents    rt    propond 
NBHC   determinations    far   Millstone   2  h   sntru    into   operational 
mode    for   conducting    Final    tests   of    pretcurlter    safety    v*lv*» 
at   Trajan  rorwards   App   Q    dotuments 

FELTON.J  M       Division   of   Rules   and    Racords        B4/03/O2        ADATO,  M 
Union   of  Concerned    Scientists        4pp        22383  039        H4X 
Fiche   50-000,  B4/03/02.  B1030S0347 

—8318330361   Evaluates    util    831102   aroumenti    to    support   validity    of 
previous  LOCA  analyses    for    removal    of    thermal    shield    from 
care    barrel   Reanalysis    of    small    break    LOCA«   not  required 
Restart  approved    subj    to    confirmation    of    peak    clad    temp- 
HOUSTON.R   W       Assistant    Director    for   Reactor   Safety.       93/12/13 
LAINA8.0  C        Assistant   Director    for   Operatinfl   Reactors.       2pp. 
22583   06.0       24K  Fiche    SO-000,  81/03/03,  BH030Q0347. 
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—  8403060392  Returns    request    for   publication    in   FR    of  notice    of 
consideration    of    Issuance    of   amend    to   OL   &   proposed    NEHC 
determination   re    Tech    Spec    changes   resulting    from  Cycle    6 
refueling    considerations    Revs    requested    W/o    enc  1 
ROTHSCHILD,  M    U         Office    of     the    Ejecutive    Legal    Director          83 


CLARK.  R    A         Operating    Reactors    Branch    3 
Fiche    SO-OOO.  B4/03/O2,  B4030BO347 


lp 


225B3    039 


B4O3140222  Notifies    that   Class    III    fee    appropriate    for   revieui   of   B31O12 
proponed1    Tech    Spec    changes    re   mod    of    pressuriier    level    band 
DIQGS.R   M        Licenue    Fee    Management    Branch         84/03/07        CQUNSIL,  W  0 
Northeast   Nuclear   Energy    Co      (subs      of   Northeast    Utilities)         lp 
S2637   330         S4X    Fiche    3O-336,  64/O3/07.  8403140222 

B-4Q336Q2QO   Comments    on    Issue    3    of   NUREQ-OBS3.      "NRC    Policy    &    Planning 
Outdance,  19B4    "   Seven    themes    identified   represent    important 
objective  i    for    industry 

COUN8IL.W  0        Northeast   Utilities        04/03/12        DIRCKB,  W    J        Office   of 
the    Executive   Director    for   Operations        4pp         22796  204         24  X 
Fiche    BO-000,  94/03/12,  S40326020O 

B4O3240145  Submits    details    of    folloaiup   actions    an   Amend    90    to  License 
DPR-iS  Adequate    justification   provided    to    demonstrate 
applicability    of    current    large    break   LOCA   evaluation    for 
operation   ui/o   thermal    shield 

CDUNSIL,  W  0.       Northeast   Nuclear   Energy    Co      (subs      of  Northeast 
Utilities)          COUN5IL,W   0         Northeast    Utilities          B4/O3/13 
MILLER,  J  R        Operating    Reactors    Branch    3        2pp        32730   350        24X 
Flche-50-334iB4/03/13,B4032fi014S 

BaO3270001    Forwards   response    to   NRC    concerns    re    B40104  application    to 
amend    Tech   Specs.  revising    pressure-temp    limits    &  mai   heat-up 
rate    far   RCS  &   reactor    vessel    matl    radiation    specimen 
withdrawal    schedule 

CDUNSILiW  0        Northeast   Nuclear   Energy    Co      (subs      of  Northeast 
Utilities)         CQUNSIL,  W  G        Northeast  Utilities        B4/03/16 
MILLER,  d   R        Operating    Reactors   Branch    3        lOpp         22769    232        H4X 
F  1  ch  •    30-336,  04/03/  1  61  0403270081  , 


6402070011     IE    Info   Notice    B4-17,     "Problems    W/Llquld    Mitrogen    Cooling 
Components    Below   Nil    Ductility    Temp    "    Eve     list    encl 
JORDAN,  E  (.        Division   of    Emergency   Preparedness  &  Engineering 
Response    (Post   330103)        84/O3/03  Consolidated    Edison   Co      of  New 

York,     Inc          117pp         22353    336         24X    Fiche    30-OOO.  B4/03/05,  B402O9O01 1 

S402Q90024    IE    Info   Notice    81-09.  Rev    1,     "Lessons    Learned    From     Inaps    of 
Fire  Protection  Safe   Shutdown    Sys    "   Svc    list   encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post    B301O3)         94/03/O7  Consolidated    Edison    Cn      nf    Nem 

York,     Inc          HSpp         32639    O41?         34X    Fiche    50-000.  84/03/07,  0402090024 

8403070028    IE    Info   Notice    B4-iB,     "Stress    Corrosion   Cracking     in   PWR 
Sys    "    Svc     list    encl 

JORDAN.  E   U         Division    of    Emergency    Preparedness    fc   Engineering 
Response     (Post    830103}         B4/03/O7  Consolidated    Edison    Co      of    NBUJ 

York.     Inc         llSpp         223B4    186         24X    Fiche    30-000,  84/03/07,  S402O90028 

0402090031     IE    Bulletin    84-02.      "Failures    of   OE   Type    HFA  Relays     In   Use    In 
Class    IE  Safety   Sys    "    Svc    list    encl 

DEYOUNB.R   C         Director's    OfFlce,     Office    of    Inspection    and 
Enforcement        04/03/12  Consolidated   Edison   Co      of  Neu   York,     Inc 

134pp         32823   074         24X    Flche     SO-OOO, B4/03/12.  8402O90031 

B403220136  Provides   results    of   reevaluation   of   performance   assessment, 
per   util    83121?   Itr    addressing    topics   discussed   at  B31129 
SALP  mg  t   meeting   Category    1    rating   will    be   assigned    to 
refueling   area    for   Millstone    S  Explains   Category   2   ratings 
HURLEY, T   E         Region    1,     Office    of    Director         84/03/16        COUNBIL,  W   G 
Northeast   Nuclear   Energy    Co       (sub!      of   Northeast  Utilities)        4pp 
22716    047         24X   Flche    80-000,84/03/16,8403920136 

8403090043    IE    Info  Notice   84-19,     "Two  Events    Involving  Unauthorl  ted 
Entries    into  PWR  Reactor    Cavities    "    Eve    list   end 
JORDAN,  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post    830103)          84/03/51  Consolidated    Edison    Co      of    Neiu 

York,     Inc          123pp         22823   SSI         24X    Flche    90-000,84/03/21.8402090043 


8403310070  For ward  a    Amends    96   t,  93    to   Licenses   DPR-21    &   DPR-63, 
respectively    Amends    consist    of    changes    to   Section   6  of 
Teen    Specs    re   nuclear   review    board,  reorgani  lac-Ion   &  8T8 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3        S4/03/I9        CQUNSIL,  W  0 

Northeast   Nuclear   Energy    Co.     (subs      of  Northeast    Utilities)        6pp 
23703   089         24X   Fiche    50-243. 84/03/19, 8403210070 

— B4O32 10079   Amends    96   h   93    to    Licenses    DPR-21    I>    DPR-63.  resp  actively, 
consisting    of    changes    to   Section    6  of   Tech    Specs    re    nuclear 
review   board,  reorganl  zat  Ion   tt  STB 

CRUTCHF1ELD,  D        Operating    Reactors   Branch    3        84/03/19         23pp 
SH703   093        24X   Fich»    30-243, 84/03/19, 0403210070 

B4Q329O230  Forwards   Class    III    fee    for    831012  Tech    Spec    change    request, 
in    response    to   NRC    840307   request 

CDUM9IL,W. 0        Northeast   Nuclear   Energy    Co,     (subs      of  Northeast 
Utilities)        CDUNBIL.W  0        Northeast  Utilities         B4/03/2S 
niOOa.fi    M        License   Fee    Management   Branch.       lp         S2BOO   237        34X 
Fiche.   30-336, S4/O3/22,  8403290230 


Q       Inspection    reports,     IE   Bulletins    &   correspondence 


0402090044    IE    Info  Notice   04-20.     "Svc    Life   of   Relays    in  Safety-Related 
Sya    "   Svc    list    encl 

JORDAN, E  L        Division    of   Emergency   Preparedness   (<  Engineering 
Response    (Post   8301O3)        84/03/21  Consolidated   Ellison   Ca      of   NBU 

York,     Inc         135pp        22933  001         S4X   Fiche    30-000,04/03/21,0402090044 

B403300144   Responds    to    IE  Bulletin   83-OB,     "Electrical    Circuit    Breakers 
W/Undervol tage   Trip    Feature    In  Use    in  Safety-Related 
Applications   Other    Than  Reactor  Trip   Sys    "   Haddam  Meek 
facility    uses   31    Uestinghous e-type   DB   breakers 
COUNBIL.W  0        Northeast   Nuclear  Energy    Co      (subs      of  Northeast 
Utilities)        COUNBIL.W  0        Connecticut   Yankee  Atomic  Pouier    Co 
COUNSIL.U  0        Northeast   Utilities        04/03/21        HURLEY,  T  E        Region    1, 
Office    of    Director         4pp         22B20   OiB         24X    Fiche    50-000.34/03/21, 
8403300144 

8403300086   flc k    receipt    of    8403S4    Itr    Informing   WRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp    Repts    50-S45/83-20   & 
30-336/83-20 
MARTIN,  T  T        Division    of    Engineering   (<  Technical    Programs         84/03/23 

COUNBIL.W  J        Northeast    Nuclear   Energy    Co      (subs      of  Northeast 
Utilities)         2pp         S3BSS    017          24X   fiche    30-245, B4/03/H3,  B403300OB6 


B4O3O3O392  Forward*    request    for    addl    info    re    IE   Bulletin    BO-11, 
"Masonry   Malt    Da&lgn    "    Info    required    within   60    day*   of 
Itr    receipt 

MILLER, J  R,  Operating  Reactors  Branch  3  B4/O2/24,  COUNSIL, W  0 
Narth»fltt  Nuclear  Energu  Co  (subs  of  Northeast  Utilities)  7pp 
SBSlf  243  E4X  Fiche  90-336,84/02/24,8403090332 

S4O1190072    IE    Info  Notice   04-13.     "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits   b  Annunciation    "    Svc    list 
•  ncl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   It   Engineering 
RffBpans*    (Post   B301O3)         84/D2/20  Consolidated    Edison    Co      of   New 

York.     Inc.       llSpp         SS909   239.       34X   Fiche    90-000,  B4/02/2B,  B401 190072 

B4O209O007    IE    Info   Notice   S4-14,     "Highlights    of    Recent  Transport 
Regulatory   Revi    by    DOT  b   NRC    "    Svc    list    ancl 

OPACE, J,  N        Division    of   QAr     Safeguards    i    Inspaction  Program!    (Post 
S30103t         84/03/02  Consolidated    Edison    Co      of   Neu  York,     Inc 

130pp,       33392.329        24X   Fiche    50-000,84/03/02,  B402090007 

B4O207OOOB    IE    Info   Notice   84-16,     "Failure    of    Automatic   Sprinkler   Sys 
Valves    to   Operate,  "    Svc    list    end 

JORDAN, E   L        Division   of    Emergency   Preparednesi   t   Engineering 
Ratponie    (Post    B30103)         B4/03/O2  Consolidated    Edison    Co      of   Neu 

York.     Ine         122pp         22333   09B        24X   Fiche    SO-OOO.  84/03/OS,  8102090008 

B4Q2Q9QOQ9    IE    Info  Notice   84-13.     "Reporting    of    Radiological    Releases." 
Bvc    Hit    encl 

JOftDAN,  E  L        Division    of   Emergency    Preparedness    (c  Engineering 
Retpnni.    (Post   B30103)         84/03/02  Consolidated    Edison    Co      of  Neu 

York*     Inc         119pp         22333217        24X   Fi che    30-000.  04/03/02,  B4QE090009 


--8403300092  Responds    bo  NRC   B40I25   Itr  re   violations    noterf    in    IE   Insp 
Rents    30-243/B3-HO  d   50-336/83-3S  Corrective    actions 
Procedure   CP   S09A  rewritten    to    include  method    of   determining 
hi    &   hl-hl    alarm   setpnints 

COUN9IL,W  0        Northeast   Nuclear   Fnergy   Co      (subs 
Utilities)        COUNSIL.W   0        Northeast   Utilities 
HURLEY, T  E        Region    1,    OfFlce   of   Director        2pp 
Fiche    SO-243,B4/03/23,  84033000Bi 


of   Northeast 
84/03/34 
32B23   019        24X 


R      Periodic    operating    reports    &   related    correspondence 


1    t,   2 


8403230022    "Haddam  Neck   Plant    &  Millstone   Station   Unit; 
Annual    fiept, 1983   "   W/840301     Itr 

COUNSIL.W  0   ,    SEARS.C  F        Northeast   Nuclear   Energy   Co      (subs      of 
Northeast   Utilities)        COUHBIL,  W  0        Connecticut  Yankee   Atomic   Foyer 
Co         83/12/31         HURLEY,  T,  E         Region    1,     Office    of   Director         348pp 
22727   001         24X   FIchB    50-000.  B3/I2/31, B403E300B2 


S403020133  Monthly   operating    rept   for   Jan    I9B4  M/840B13   Itr 

OIB80N.J  .    MRQCZKA,  E  J        Northeast   Nuclear  Energy   Co      (subs      of 
Northeast   Utilities)        MROC2KA,  E  J        Northeast   Utilities        84/01/31 
app         2S441    331         24X   Flche    30-336. 84/01/31,  8403020133 

040312013S  Forward t    "Semiannual    Radioactive   Effluents  Release   Rept, 
Jul-Dec    19B3   "   Offslte    dose    estimates   not    included    due    to 
estimate    delays   Complete    rept    mill    be   resubmi tted    by   840430 
COUNBIL.W  fi   ,    OPEKA.J  F        Northeast   Nuclear   Energy   Co      Uubs      of 
Northeast  Utilities)        COUNSIL,  W  0        Northeast   Utilities,       S4/02/2B 
HURLEY,  T  E        Region    1-    Office    of   Director        lp        22590  O94        S4X 
Fiche    30-243,84/02/28.8403120133 
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— 0103120138    "Semiannual    HatHodctivfl    Effluents    Release   Rep  t,  Jul-D»c 
19B3    " 

«      No.rfn.ait   Nuclear    Energy    CD       <  sun*       of    Nortfi-eait   UUlltlta) 
B3/12/31         42pp         Sas-JO   097         SAX    Ficne    50-245.  B4/O3/2B,  B403130133 


B4O3I90263   Rev    1    to    corporate    emergency   response    plan   W/&4O313    1  tr 

STEWART.  14   L         Virginia    Electric    Si   Pouer    CD         B4/OH/Z4          O'HElLLYjJ   P 

Region    2,     Office    of    Director          IQSpp         S2A70    139         24 X 
Fiche    90-000.  B4/02/24,B4031<?0363 


84033000BO   Monthly    operating    ref,fc    for    Feb     I9B4    W/S403I3    Itr 

GIBSON,  J   .     nRtJCZKrt.E   J         Northeast    Nuclear   Enorjy    Co      <iubi       of 
Northeast   Utiliti«I)         HKQCZKA,E   J         Northeast   Utilities         34/02/27 
App         22821     175         24*   Fiche    50-336.  B4/02/29.  B40330Q080 

S      Reportable    oc  currsnces..     LERs    (.   related    correspondence 


840305O19Q    Forwards    Amends    91     t<    D&    to    Licenses    NPF-4   *    NPF-7. 
respectively   &    safety    evaluation    Am e no 5    revise    Tech    Specs    to 
reflect    addition  EC    Installation    of    neuj    fire    protection    syi 
U/a    end 

ENQLE.l-    D         Operating    Reactors    Branch    3         S4/OB/23         STEWART,*!   L 
Virginia    Electric   &   Power    Co         lp         2KS20    1 B4        24 X 


B2111S0074i  Discusses    events    involving    losi    oF   electrical    inserters 
including    attendant    inverters    to   vital     instrument    busts 
RecomroBnflat  ions  pro-vided    by   Nuclear    Safety   Analysis   Ctr   are 
e«celle-nt    in   helping    to    reduce    Instrument    Failures 
ASHE.F         Reactor   Operations   Analysis    Branch         B2/1O/EI         5EVFRIT.  K    V 

Reactor   Operations    Analysis    Branch        Spp        2.B773  223        24X 
Fiche    50-OOO,93/iO/31. 8211I50O76 


S403Q803A4   Forwards    "Control    Kaon  Design    Rovleui  Program   plan    fnr   North 
Anna   b   Gurry   Power    Stations."    in   retpotiSB    to   Sup  pi    [    to 
NLJF1E9-0737  Review   expected    to    be    completed    by    650830 

STEWART. W   L         Virginia    Electric    t,   Power    Co          B1/03/01  DENTONn  H    R 

Office    of   Nuclear   Reactor   Regulation,    Director        EISENHUT. D  O 
Division    of  Licensing        2pp         23557   293        24X   Fich*    3O-000.  S4/O3/Q:!  i 
3403080264 


S4O323Q17I  Forward*    Technical   Review  Hept  AEGD-'Taifl,     -Improper   Bile 
of    Inlet  Piping   to   Pnmarg    Safety  Valvei    " 
IMBflO.  E        Reactor   Operations    Analysis   Branch         B3/O5/Sfl 
•9EVFR1T.H  V        Reactor  Operations   Analysis    Branch         lp        E27S9  297 
34X   Fiche    50-OOO.  G3/O5/24,  B1O3230I71 

—  S4O3330175    "Improper    Sue    of     Inl*t    Piping     to   PrimariJ    Saf*ty    Vulves, 
technical    ipvieu   rept  Aeduced   diameter    inlet    piping   do**-    not 
reprasent    safety    concern 

BMBRO.E   V         Director's    Office         B3/05/24         Spp         2275S   293         24X 
Flthe    50-OOO.  83/05/24.6403230171 

840321003-2   Part    31    rept    re    failure    of    auxiliary     feeiiLiat&r    pump    drive 
turbines,  Ciirpal   NPS-4  TtT  valve,  to    close    Erse  1    1  tr    dtd   B40203 
lent    to    listed    utlls    GE    noiifjefl    o(    affected    units    in   BUR 


THERQUX.R   R         Terry    Corp         84/02/22         UOODRUFF.R   U         Bifector's 
OPFlre.    Office    of    Inspection    and   Enforcement        6pp        32706   327 
FichB    30-OQO,  94/02/32,  8fl0321OO32 


24X. 


8403010219   LER   34-003-00   on   840123,  during    Tupe    B   t.   C    conta  iniBHnt 
penetration    lacal    leak   rate    te-it,-  combined    lealage   ratps 
eice&ded    Tech    Spec    3   6    i    a   b     limits    Causfltf    by    mechanical 
deficiencies    Isolation  valves    repaired   1-1/340227    Itr 
FQSTER.E  R   ,    HROCZKA.E  J        Northeast  Nuclear   Energy   Co      (subs      of 
Northeast   Utilities)         MSOCZKA.E   J         Northeast    Utilities         04/02/27 
3pf>         23436   Ql<?        2^X   Flche    50-336,  B4/O2/27,  34O3OI0219 

S403200113   LEH    84-006-00   on    340213,12    of    ]6    (.ritnacy    (taUnt     loop    HTD« 
eice»deii   Tech    Spec    limit    of   B   t  oc    less   during    respose-    time 
testing    Caused    by    time    constant    for    element.  ihitallat  ion    in 
•thermouell    I.    sensor    thermoyell    mismatch    W/840314    Itr 

BRt^MHA[^,S   .     HERBERT.  R   J    ,     HROCZHfl.  E   J        Horthaast   Huclsar    Energu    CD 
(subs       OF   Northeast    Uttliti**)         B4/03/14         3pp         22i97    Ill         g4X 
Fiche   30-336,  B4/03/  !4,  B-1O320O1  13 


—  3403080269-   "Control    Room  Design   Review   Program   Plan    for    North    Anita 
Burry   Poiuer    Stations.  "    in    response    to    Buppl    1    to   MJREO-O737 
"      Virginia    Electric    fc  Pouer   Co        S1/Q3/D1         lllpp         S39D7    H99 
24X    Flche    SO-000,  Bfl/03/01  ,  3403080364 

B403DB0091    Suhmlti   ailill    info    in   order    to    conduct    detailed    reviiu   of 
Pmergency    response    procedures    generation   package,  per   B40J25 
request    Items    1    t,  3   mill    be    addraiised    by    Q40330    Itim  3 
should    b«    afldrt43DiJ    by    West  inghouse    Owners    Oroup 

BTEWA.RT.1J  L        Virginia    Electric    l<  Pouier    Co        H4/O3/Oa         DCNTdN.H  R. 
Office   of   Nuclear   Reactor   Regulation,     Director         EIBENHUT,  D.  O, 
Division    of   Licensing        2PP         32559    I*?1?         24X    Flche   3O-000,  B4/O3/OK, 
94030600"?  1 

8403160276  Extends    invitation    to    attend   B4.Q314i  uiorkihop    at    ngloniil 
pfc    to   discuss    iOCFfiBD,  App    R    f  enulremtnts    tt   rm-ulti   of    itiftpt 
to   help    resolve    misunderstand  i  njs    aascn:iated    u/i-equlremen  t» 
LEWIB.H  C        Division   of    Project    d   Roaident    Proorami.         84/O3/OH 
STEWART.  H  L        Virginia    Electric    li   Powsr    Co         lp         HB66O   OBO,       a4,X 
Ftche    90-O 


B403260273   Forwards    corrected    Tech    Spec    pages    for   Amend*    51    b   35    to 
Licensus  (JPF-fl   fc  NPF-7,  reap  ect  ively.  coverino    ailal    power 

distribution  monitoring    »ysi  penetration    fire    barriers    &    ftrd 

detection    instrumentation 

ENOLE.L   B        Operating    Reactors    Branch    3        04/03/06        SIEUART,  W    L 

Viroinie   Electric   h   Poiusr   Co         lp        2S7il    343        24X 

Fiche    30-338.34/03/06,  640:3  Si  02  73 

—  a4032i02Bl    Corrected    Tech    Spec    pages    to    Amends    31    t,   3»    to    Licensas 
HPF-4   b   NPF-7,  respoctivelyi  covering   flirial    power    din  tr  Ibut  ion 
monitoring    sys,  penetration    tire    barriar-i    d    flr«    detection 
inatrunifntat  Jon 

»      Operating    Reactors    Branch    3        81/O3/0&         15pp         837&1-3.44         24X 
Flche    30-333,34/03/06,6403240273 


DOCKET   50-33B   flOHTH   AKMA   POWER   STATION.     UNIT    1 

F  ^Security,    modlcal,     emergency    t,  fire    pratsctlun    plant 

B403070239   ForUards   BALP   Rep^tS    50-260/93-33.  SO-B81  /B3-3S,  SO-33B/B3-33   I. 
30-339/B3-33    for   Oct    1-333   -   Aua    19B3   Eva]  u-atlnn    will    be 
discussed   at   B31SQB   meeting    at  NortJi    flnna    iitu 
^TPU«?  u  ,     [>lvision    Df  Toject   &  Resident    Fragrant        83/11/33 
bitWfiRI.W   L         Virginia   Electric    6   Pouer   Co         Spp         22534   227         3flK 
Fiche   3Q-000,93/ll/S5,B40a07023? 

—  B403070246   SALP   Repts    5O-2BO/B3-33.  3O-2B1  /B3-as,  30-339/93-33   fc 
50-339/63-33    for    0«    lfB2   -   Aua    !9B3   RellabU    performance 
u/imjiravemfn.t   In   mast   previously   noted   areas    of   ueaknesi 


?**iSr-?'     Ottlte    of    Director 
itln    50-000,83/11/25.8403070239 


a3/n/23         42pp 


Eieraptum   encl 


5TEWAST-W 


64030604^ 
"ntrol   r 


ilUn« 


U    »'    *pp    R    to 
«»Ppr.,«IOB    sys    in 


Section 


D1:lsto"    of   Licensing        34/02/23 

°r  C°      "" 


B4O3I9O032    Informs    that    local    emergency    operations    factutiai    *t    North 
Anna    d  Surrij   Power    Stations    utll    be    functional,  Bicept    for 
data    comnunliCHtions    &   display,  by    H30731,pBr    NUREO-O7a7r  Supp  I 

STEHAUT,  W  L        Virginia    Electric   &    Pouev   Co        34/03/lt,        DENTON-  H  B 
Office   of   Nuclear   Feacto-r    Regijlatton.     Director         EIBCNHUT,  D,  0 
Dlvlflion    of    Licensing        Spp         H2666    173        2431    Fie  ha-  130-OOOJ  81/O3/1  4, 
B403170052 

B403290230  Act   receipt   of    B-IO306    Ur    informing   NRC    of    ittpi    t«k«n    to 
correct   violations    noted    in    IE    Insp    Repts    30-33B/B3-31    tc 
~- 


LEH1B.R  C        Clvislon    of    Project   &   Reildunt    PTagrama         04/03/16. 
STEHftRT.W  U        Virginia    Electric    &   Poiuir   Co         lp         3SB02    O32        S4X 
Fiche    HO-338.B4/03/  16.  8-03290^50  P  *** 

--8403290260  Responds    to    NRC    B4O2Q7    Itr    re    vUUHr>ns    nottd     In    IE    Imp 
Bepts    50-33B/B3-31    &    30-a3WB3-3l    Corrective    «c  tloni;  ui.l  1  P 

classified  at  fire  barrier  &  cubicles  recl*«ilflld  af 
seperate  Fire  areat  Procedure  riviied  to  include  l»»p 
STEHAFIT.H  L  Virginia  Electric  t.  Power  Co  H4/03/OA 


Bop. 
P 


S  .     Dl»J*l?n.'"^r''ii5l!    f  R"ld'"* 
.H  L        Vlrolnla    Electric    fc  Pouer    Co 

Ftcha    50-33B,a4/03/lA,a-l03E70250 


B4/OB/O7, 


B103H703BO  Notice   of  violation   from   imp    on   B3iaO6-Q4;01OS 
1      Region   2,    QPfice    of    Director         84/03/07        Bop. 
Fichn    50-333,84/03/16,  B4032V02SO  P 
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— B403290B91     IE    Jnsp    Repts    50-333/03-31    S,    50-339/0'3-3t    on    831206-B4O103 
Noncomplianee    noted    failure    to    maintain    procedure!    re    insp 
of  wall   &   failure    to    inspect   fire    Carriers 

LUEHM AN,  .J  0        Reoion   S,    Office   of   Director        ELROD.  5        Division   of 
Project    tc   Resident    Programs         B4/O3/O6         9pp         SSBOS    040         24X 
Fiche    50-330, 84/03/16, B4O329O230 

B4032901B4  Forwards   FEMA   final    rapt    for   B3O618   emergency    eieretsB 
DANCEi  H   C        Division   of   Project  t"   Resident   Programs        04/03/19 
STEWART.W  L        Virginia   Electric   fc  Power   Co         lp         32003   174        24X 
FiChe   30-338,84/03/19.8403290164 


J      Insurance   &   indemnity    Information 


B403140047  Endorsement   49   to   NELIA  Policy   NF-240 

»     Nuclear   Energy   Liability    Insurance  Association        B4/03/01         lp 
22634    Ii4        24X   Fich«   3Q-33B,  B4/03/01. 8403140047 

P      Operating    license    stage   documents   &  correspondence 

B4030B0179  Fourth   partial    response    to   FOIA  request    for   si«    categories 
of   documents   re    facilities   Forwards    App   A   documents  App    D 
document   entirely   withheld    (ref  FOIA  E<emptlon    3t    Review   of 
addl   documtntc   lubj    to  request  continuing 
FELTDN.J  M        Division   of   Rules   and   Records        04/02/13        ANDERSON,  S   I 

Qarveu.,    Schubart.    Adam*   &   Barer        7pp        S25B3   226       SIX 
Fiche    30-000, B4/02/13.  8403000179 

B403070O01    Notifies    that  Clan    III   &   Class    I    fees    tubmitted    a/820603 
application   for   amend   mill    be   refunded- based    on   840123 
withdrawal    of   application 

KILLER,  M  0        License   Fee   Management   Branch        B4/02/24        STEWARTi  W  L. 
Virginia   Electric   (.  Power   Co        ip         23362  343        24X 
Flctie   30-338,84/02/24-8403070001 

8403020193  Forwards   addl    info    to   complete   review   of   Topical    Rept 
VEP-FRD-41,     "VEPCO  Reactor   Sys   Transient  Analysis    Using 
RETRAN  Computer  Code,"    In   response    to   NRC   Nov    19B2   informal 
requeit 

STEMART.W  L        Virginia  Electric   t>   Pouier   Co        84/02/27        DENTON.H  R 
Office   of  Nuclear   Reactor   Regulation,    Director        E1BENHUT,  D,  O 
Division   of   Licensing         I6pp        22443   237        24X   Fiche   30-000, 01/02/27, 
8403020193 

B4030302B9   Submit*   raview   of   post-accident   sampling    syi,  I  tern    II.  B  3  Ten 
of    11    criteria   met   Remaining    criterion   re   procedure   for 
estimating    extent   of   core   damage   based    on   radlonuclide 
evaluation,  acceptable   on    interim   basis 

MILLER, J  R        Qperatin)   Reactors   Branch    3        B4/02/B7       STEWART,  W  L 
Virginia   Electric   &   Power   Co,       6pp         22S2B   001        SIX 
Fiche.  30-000,  B4/02/B7,  S403030229 

B403020D01   Requests    interim   approval    of    inservice    insp   d   testing 
requirements    for   pumps   &   valves   Approval   would    increase 
scape   of    insp   &   testing   (c   enhance   safety    Implementation   of 
reviled    iniervtce    testing    program*    expected    by   640313 
STEWART,  W  U        Virginia   Electric   b  Power   Co        84/02/28        DENTON,  H  R 
Office   of   Nuclear   Reactor   Regulation,     Director        MILLER,  J  R 
Operating   Reactor*   Branch   3        2pp        22442' 189        24X 
Fiche-  30-339,  84/02/28,  8403020001 

B403020042  Forward*   revs    to    Inservite    testing    program   for    pump*   & 
valvts,clarify'ing    previous    subml  ttals 

BTEWART.W  L        Virginia   Electric   t.  Power   Co        84/02/28        DENTDN,  H  R 
Office    of  Nuclear  Reactor   Regulation,     Director        MILLER, J  R 
Operating   Reactors   Dranch   3        ISpp        82442   272        24 X 
Fiche- 30-33B.  B4/02/2B,  B403020042 

04030B019B  Forward*   Amends    31    t>   35   to   Licenses   NPF-4   «•  NPF-7. 
reipectlvely   &   safety    evaluation   Amend*   revise   Tech    Spec*    to 
reflect   addition   b   Installation   of   neui   fire    protection    s(|s 
W/o   encl 

ENQLE,  I-   B        Operating   Reactors  Branch    3        84/02/28        STEWART,  W,  L 
Virginia  Electric   &   Power   Co,       tp        22S2B   184,       24X 
Fiche, SO-33S-  84/02/29,  B4030S019B 


— 04032102O6   Amends    52    1   36    to    Licenses   NPF-4    t   NPF-7,  respec tive ly, 
clarifying    testing    requ irementa    in    Tech    Spec    Table    3   fi- 1    re 
containment    isolation   valves 

MILLER, J   R        Operating    Reactors    Branch    3         B4/03/06         9PP 
23709    195        2-tX    Fiche    3O-33B,  B4/O3/06.  B40321O2O3 

B40322030B   Forwards    Amend    S3    to    License   NPF-4   &    safety    evaluation   Amend 
revises    Tech    Spec    Ta-ole    4    3-2   by    removing    requirement    for 
surveillance   in  Mode    4   for   auilliarg   feedwater   pump 
actuation   signals 

ENOLE.L   B        Operating    Reactors    Branch    3        B4/03/0&        STEWART,  W  L 
Virginia   Electric   &   Pouter   Co        2pp        22723  266       24X 
Fiche    50-338,  B4/03/Oi.S4032202Q0 

— 04Q32SO212  Amend   33    to  License  NPF-4,  revis  ing   Tech   Spec   Table   4  3-2  by 
removing   requirement   For   surveillance    in  Mode   4    for 
auilliary    feeduater    pump   actuation   signals 

MILLER,  J  R         Operating    Reactors    Branch   3        04/O3/06         3p  p 
22723   26B        24X    Fiche    SO-33B, B4/03/06, B403220SOB 

— B4Q3330213  Safety    evaluation   supporting   Amend   93   to  License   NPF-4 

*  Office   of   Nuclear  Reactor  Regulation,    Director       B4/03/OA       2pp 
22723   273        24X    Fithe    50-330,  B4/03/06, 040322020B 

3403260273  Foruardf   corrected   Tech   Spec   pages   far  Amends   31    I>  33   to 
Liceoaas   NPF-4  d  NPF-7,  respectively,  covering   aiifll    pouier 
distrlbutmn  monltortnj   sys, penetration   fire   barrier!   &   fire 
detection   Instrumen  tat  ion 

ENGLE,  L   D        OperaUng   Reactors   Branch   3       B4/03/06       BTEWART,  H  L 
Virginia   Electric   &   Pouer   Co        lp        22761   343       24X 
Fiche    30-33H. B4/03/Oi, 8403260373 

— 84Q3B60231   Corrected   Tech   Spec   pages   to   Amends   51   &  35   to   License* 
NPF-4   fr  NPF-7,  respectively,  covering   aiial    power   distribution 
monitoring   sys,  penelrat  ion   fire   barriers   &   fire   detection 
instrumentation 

N     Operating   Reactors   Dranch   3        04/03/06        ISpp        22761    344       21 X 
Ficho   SO-33B,  04/03/O(b,  S4O3360373 

040313029B  Provides    implementation    Itr   rept   for   reactor   vessel    level 
instrumentation   sys,  per  NRC   040116   Itr   (.   TMI   Action   Item 
II   F  2  Requests  NRC    approve   use   of   installed   reactor  vessel 
level    instrumentation    based    en   previous   acceptance 
STEWART, M  L        Virginia   Electric   d  Power   Co        04/03/07       DENTON.H  R 
Office   of   Nuclear   Reactor   Regulation,    Director       EIBeNHUT,  0  O 
Division   of   Licensing        3pp        22607  360       24X   Fiche   50-338,  84/03/07, 
0403130298 

B4Q3190J77   Application    for   amend    to  Licenses   NPF-4  t.   NPF-7,  c  hang  ing 
Tech   Specs   to   delete    requirements    for  mln  b  mai    temp   limits 
for   A 36  ti  A572   beams    In   steam  generator   supports   & 
deter ml  nation   of   Beam   temps 

STEWART, W  L        Virginia   Electric   fc  Power   Co        84/03/13        DENTON, H  R 
Office   of   Nuclear   Reactor   Regulation.    Director        MILLER, J   R 
Operating   Reactor*   Branch   3        3np        S267S  237       24X 
Fiche   30-330,64/03/15- 8403190377 

— 0403190381   Proposed    Tech   Specs   deleting   requirements   for   min  &  max    temp 
limits    for   A36  &  A572   beams   in   steam   generator   supports   & 
determination   of   beam   temps   Request    for   removal    of   steam 
generator   support    heaters    d   insulating    tent   encl 

»      Virginia   Electric    t,  Power  Co        S4/03/1S       30pp        22673  210       24X 
Fiche    30-338,81/03/15,0403190377 

8403220028  Application    for   amend   to  Licenses  NPF-4  b  rPf-7,  revising 
Tech   Specs    to   reflect    neui  LER   sys.per   10CFRSO,  73  &   immediate 
notification   requirements,  per    10CFR50  72 

STEWART,  H  L        Virginia   Electric   t<  Power  Co        B4/03/16,      DENTON,  H  R 
Office   of   Nuclear  Reactor   Regulation-    Director       MILLER,  J  R 
Operating   Reactors   Branch   3        4pp        22713   128       24 K 
Flehe    30-33B- 84/03/16.  B-403BS002B 

— 0403220032  Proposed    Tech   Spacs   reflectins   ney  LER   sys   !<   immediate 
notification   requirements 

*  Virginia   Electric   *  Power  Co        04/03/16       83pp        S2713    132       24X 
Fiche   30-330,  84/03/16, 9403S20028 


8403120176  Advises    that    11    61/,   permit   responsibility    transferred    to  Old 
Dominion   Electric   Cooperative   on   83122)1,  per   840131    Itr 
Requests   NPDES  permit   t  401    certificate   dtd   730311    be 
modified    to   reflect    tnnifer   U/o    stated    encl 

TAYLORiJ  A.       Vlrfllnia   Electric   t.   Power   Co        84/03/01        BURTON.R  M 
Virginia,    Commonwealth   of,         lp        B2390  203.       24X 
Fiche- 30-338,  B4/O3/01.64O3120176 

8403210203  Forwards   Amends    32   ti   36    to   Licenses   NPF-4   tt  NPF-7, 
respectively   Amends    clarify    testing   requirements    in   Tech 
Spec  Table  3  6-1  re   containment  isolation  valvei. 
ENOLE.L   a        Operating   Reactors   Branch   Q        04/03/06        STEWART, W  L 
Virginia   Electric    fc  Power   Co        3pp        22709    192        24X 
Pi  c  he : 30-338,  B4/O3/0&,  84032 1 0203 


B403220077  Requests   eiemption    from   10CFR5O  44(c)    (3>    (Hi) 
requirements,  Operabi  1  itij    of    reactor   vessel   head   vents   should 
be   verified   during   proposed    outages   &  procedures   &   training 
Implemented   ui/revlsed    emergency   operating   procedures 
STEWART.W  L        Virginia   Electric   b  Power  Co        84/03/16        DENTON.H  R 
Office   of  Nuclear   Reactor   Regulation,    Director        MILLER. J  R 
Operating   Reactors   Dranch   3        2pp        22712  311        24X 
Fiche   SO-338,  04/03/16,0403320077 

B40327020B  Forwards   voucher   cheek   for   required    license   amend    fee» 
omitted    from  040319    1  ti- 

STEWART.W  L        Virginia   Electric   fc  Pouer  Co        84/03/23        DENTON.H  R 
Office   of  Nuclear   Reactor   Regulation,    Director       MILLER. J   R 
Operating   Reactors   Branch   3        lp        22772  084        24X 
Fiche    30-338,01/03/23,8403270208 
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34O3300O2B    Forwards    response    to   8-10116   request    for    add)    info    re    core 
oiit    thermocouple    tCETC)   fc   subcooling   margin  monitoring   sys, 
per    B4013Q    commitment    CETC    addl    info    defefrei!    until    after 
B4OBQ1   ttue    to    sys   rep  1  acemflnt,  per   Heg  Guide    1   97 

STEUART. H    L        Virginia    Electric   1,    Pouer  Co        B4/03/23        DENTON,  H  R 
Office    of    Nuclear    Reactor   Regulation,    Director        EISENHUT,  D  0 
Division    of   Licensing         4pp         2S821    307        34X   Flche    50-338,84/03/23, 
8403300023 

3103300005    Informs   that    independent    testing    lab   conducting   overvoltage 
tests   on   motor   control    ctr   contactor   coils   Current   schedule 
for   completing    tests    ii  Maij    1184   Resolution  &  related 
schedule   mill    be   submitted    by   Jul    1964 

STEHART.M   U        Virginia    Electric   k    Power  Co        84/O3/26        DENTON,  H  R 
Office   of   Nuclear   Reactor  Regulation,    Director       MILLER,  J  R 
Operating    Reactors    Branch    3         lp         22332    laS        24X 
Ficfte    50-338,84/03/26,  B403300OQ5 


Q      Inspection  reports,     IE  Bulletins    t  correspondence 


8403270289  Forwards    IE    Insp    Repts    90-333/B4-O1    t,    SO-339/B4-01    on 
340106-0203  No   violation*    or    deviations    identified 
DANCE, H   C        Division   of   Project   &  Resident   Programs        94/03/05 
STEWART. U  U       Virginia   Electric   b  Power   Co        2pp        22800  04Q        24 X 
FichH    30-338.84/03/03,6403390209 

—0403290294    IE   Insp    Kepts    50-333/34-01    t    50-337/84-01    on    040106-0203   No 
violations   or   deviations    identified   Major   areas    impacted 
onalte   areas   of   surveillance  &  maint   activi ties, previous 
insp    findings   Si   Identified    items   i   safety    sys   ualkdoums 
BRANCH,  K  W   ,    LUEHHAN,J   0         Region    S,     Office    of    Director         ELflQD.  8 


Division   of  Project  I,  Resident   Proof-am*        04/03/02 
22600   OSO        24X   Fichu    30-338,  B4/03/05,  0403290289 


lOpp 


0402090024    IE    Info   Notice    04-09,  Rev    1,     "Lessons    Learned    From    Imps    Of 
Fire  Protection  Safe   Shutdown  Sys    "   Svc    list   end 
JORDAN,  E  L       Division   of   Emergency   Preparedness   &  Engineering 
Response    (Poit  830103)        84/03/07  Consolidated   Edison   Co      of  Neui 

York,     Inc        llBpp        22635049       24X   Flche   30-000,  B4/O3/07.  8402070024 


B4O307023-?    Forwards    SALP   Repts    50-330/03-33,30-001/03-35,30-330/03-33  !. 
30-339/83-33   for  Oc  t    1902   -   Aug   1 9B3  Evaluation  mill   be 
discussed    at    B3120B    meeting    at  Narth   Anna    site 
LEWIS,  R   C        Division   of  Project  t>  Resident  Programs       03/11/23 
STEWART.  W   L         Virginia    Electric   S.   Power   Co        2pp        22536  237        34X 
Fichu    50-OOO,  33/11/25.  B403070339 

— S403Q70246   SALP   Repts    50-230/83-33.50-201/03-35.50-338/93-33   !. 
50-339/83-33   for   Oc  t   1933   -  Au$    1983  Reliable   performance 
u/imp rovament   in   most   previously   noted   areas   of  weakness 
demon strat-ed 

*      Region   3,    Office    of    Director         83/11/S5        42pp        23534   229        24X 
FlchB    90-OOO,B3/11/25,B403070239 

0403070279   Distutses   SALP   evaluation    Issuance   of   5ALP  rept   approved   No 
major   ueakness.es   Identified   during   assessment   period  at 
North   Anna   One  major   weakness   identified    in  area   of 
radiological    control!   at   Surry 
O'HEILLY.  J   P         Region    2,    Office    Of    Director        84/03/16        STEUART,  M  L 

Virginia   Electric   1   Power  Co       Hop       23541   286       24X 
Fiche   30-000.84/02/16,6403070279 

340117.0072   IE    Info  Notice  84-13,    "Potential   Deficiency   in  Motor 
Operated   Valve  Control   Circuits  !x  Annunciation   "   Svc   list 
end 

JORDAN.  E   L        Division   of   Emergencij   Preparedneis   6  Engineering 
Response    (Post  93O103)        B4/02/2B  Consolidated  Eoison   Co     of  Nau 

York,     Inc          USpp         22907    239        34X   Flche    30-000,94/02/38,8401190072 

8403020001   Requests    interim   approval    of   inservice   Insp  6   testing 
requirements    for   pumps   t  valves  Approval   mould    increase 
scape   of    insp   &  testing   &   enhance    safetg    Implementation   of 
reviled    Inservice    testing    programs    eipecteri   bij   840315 
STEWART, g  L        Virginia  Electric  &  Power  Co       84/05/58       DEHTON,  H  R 
Office    of    Nuclear    Reactor    Regulation,    Director        MILLER, J  R 
Operating   Heactors    Branch   3       2pp        22443   153       S4X 
Fiche    30-333,84/02/38.8403020001 


8402090028   IE   Info  Notice   84-18,    "Stress   Corrosion  Cracking    In   PUR 
Bys   "   gvc    1  lit   encl 

JORDAN, E  L       Division   of   Emergency   Preparedness   b  Engineering 
Response    (Post  0301031        B4/03/07  Consolidated   Edison   CD      of   Neu 

York,    Ine        llBpp        23384   186       24X   Flche   80-000, 84/03/07,  B40Z090Q2B 

8402090031   IE  Bulletin  84-02,    "Failures  of  OE  Tups  HFA  Relays   In  UIB   In 
Class   IE  Safety   Sys    "   Svc    list   encl 

DEYQUNS.R  C        Director's   Office.    Office   of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   Neui   York,     Inc 

134pp         22323094         24X    Flcht    50-000, 34/03/12, B40S090031 

0403270250  Ac k   receipt   of   840306   1  tr    informing   NRC   of   steps    taken   to 
correct   violations   noted    in    IE   Insp    Repts    50-33B/B3-31    tc 
30-339/83-31 

LEWIS.B   C        Division   of   Project   t.   Resident   Programs        84/O3/16 
STEWART, M  L       Virginia   Electric   &   Pouer  Co        lp        22B02, 032,       24 X 
Flche    50-338,64/03/16,3403290250 

—8403290260  Responds    to  NRC   B4Q207   1  tr   re   violations   noted    In   IE   Insp 
Repts    50-330/B3-31    S.    30-339/B3-31    Corrective    actions    Uall 
classified   as   fire   barrier   &  cubicles   reclaisifled   as 
seperitc   fire  areas   Procedure   revised    to    include   Insp. 
STEWART.W  L       Virginia   Electric   &  Power   Co        B4/03/06 

O'flEILLY,  J  F>         Region    S,     Office    of    Director         3pp         22003.033         Z4X 
Flche    50-339,  B4/O3/ 16,  8403290250 

— 3403290369  Forwards    IE   Insp   Rapts   50-33B/B3-31   t   50-339/B3-31    on 
931306-B4010D   t.   notice    of    violation 

LEWIS,  R  C       Division   of   Project   t,   Resident   Programs        34/02/07 
STEWART,  W  L       Virginia   Electric   t>  Pou»r   Co        2pp        23802   036        24X 
Fiche   50-330,84/03/16.0403290250 

—8403990280  Notice   of   violation   from   Insp   on   B31206-840105 

*     Region   2,    office   of   Director        84/02/07        2pp        23802   03B        24 X 
Fiche   50-338,34/03/16,3403290250 


B40S090007    IE   Info   Notice  84-14,    "Highlights   of  Recent  Transport 
Regulatory   Revs  tij-   DOT  Si  NfiC   "  6vc    list   encl 

GRACE:,  J  n        Division   of  QA,    Safeguards  Ei   Inspection  Program*   (Post 
B301O3)          B4/O3/03  Consolidated   Edison   Co      of   Neu  York,     Inc 

130pp         22552   339        24X   FlcJie   50-OOO,  84/03/02,  B402070007 


IE   Info   Notice  H4-16.    "Failure   of  Automatic  Bprlnller  Sys 
Valves    to   Operate1    "   Bvc    lltt   encl 

JDHDAN,  E   L       Division   of   Emergency   Preparedness  &  Engineering 
Reiponse     (Post   B30I03)         B4/03/02  Consol  Idatid    Edison    Co      of   Neu 

York,     InE          122pp         2S533    090        21X    Flche    50-000,  B4/O3/02,  B40209000B 

9402090009    IE   Info  Notice   B4-15,    "Reporting   of  Radiological   Releases    " 
Bvc    list    encl 

JORDAN.  E   L       Division   of  Emirgencv   P^epa^»l^nnI   &  Engineering 
Response    (Post  630102*        84/03/02  Consolidated   Edison   Co     of  Neu 

York,     Inc         1  19pp        22553   317       24X  Fichu   50-000,64/03/02,3402090009 

8403140154   Responds   to    IE  Bulletin   83-08  re   electrical   circuit  breakers 
u/undervoLtage   trip    Feature    in  use   in   saf  ely-related 
applications   other    than   trip   si)S    Only   reactor   trip 
breakers    contain   subj    trip    attachments 
BTEHftRT.W  L        Virginia  Electric   It  Power  Co       84/03/03       O'REILLYiJ  P 

Region   3,    Office   of   Director       2op       22S06  DOS       24X 
FichB    50-000,64/03/02,  B4031601S4 


--B403390291    IE    Insp    nepts    50-33B/B3-31    t,    30-339/83-31    on    B31206-B40105 
Noncomp 1  lance  noted   failure   to   maintain   procedures  re    Insp 
of   wall   &   failure    to   inspect   fire   barriers 

LUEHHAN-J  0       Region   2,    Office   of   Director        ELROD,  B        Division   of 
Project   b  Resident   Programs        34/02/06        9pp        22802, 040,       24 X 
Fishe    50-33S,  B4/O3/ 16,  8403290230 

B402090043    IE    Info   Notice    B4-19,     "Tuo    Events    Involving    Unauthorlivd 
Entries    into  PUR  Reactor   Cavities    "   Bvc    list   cncl 
JORDAN, E  L       Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        84/03/21  Consolidated   Edlton   Co      of  Neu 

York,     Inc        123pp        23623   229        24X   Flehe   50-000,  B4/03/21,  8402090043 

B402090044   IE   Info  Notice   84-20.    "Svc   Li  fa   of   ft»laut   In   Safety-Related 
Stjs   "   Svc    list   encl 

JORDAN, E  L       Division   of   Emergency   Preparedness   fc  Engineering 
Response    (Post  830103)        84/03/21  Consolidated   Edison   CD      of   Ne.U 

York,     Inc        l33pp        23933  001,       24X   Ficha   30-QOO,  34/03/21.  B402090044 

B403270D21    Informs   that   due    to   addl    review   required   r»  mail    supplied   by 
Ray   Miller, Inc,  uti 1    unable    to   respond   to    IE  Bulletin  83-O7 
until   B40406 

STEUART, W  L       Virginia   Electric   S.   Pouer   Co        04/03/22        DEYOUNO.R.C 
Director's  Officer    Office    of    Inspection   and   Enforcement.       tp. 
22770  068       34 X  FUhe   SO-000,  84/03/22,  8403270021. 


8403090011    IE    Info   Notice  04-17,    "Problems  M/Liquid  Nitrontn   Cooling 
Components   Belt)u  Nil    Ductility  Temp   "  Svc    list   encl 
JORDAN, E   L        Division   of   Emergency  Preparedness   t<  Engineering 
Response    (Post  B30103)        84/03/05  Consolidated   Edison   Co     of  Neu 

York.    Inc         1 17pp        22S83   336       H4X  Flclie   30-000,  84/03/05,  040209001 1 


B403290197  Resubmits   840303   response    ta    IE  Bulletin   B3-OB,     "Electrical 
Circuit   Breakers   W/Undervol tage  Trip   Feature    in  Use    In 
Safety-Related   Applications          "   Affirmation    ln«dvert*ntlu 
omitted    from  B40302   Itr   encl 
STEHAHT.W  L      Virginia  Electric  fc  Power  Co       84/03/29       O'REILLY.  J  P. 

Region   3,    Office   of   Director        2pp        22306  006        24X 
FichE   SO-000,  84/03/29,  8403290137 
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Periodic    operating    reports    t>   related    correspondence 


F      Securltyi    medical,     emergency   fc  fire   protection    plant 


9403030122  Monthly    operating    repts    for   Jan    1934    W/340214    Itr 

LEEiJ  N   .    STEWART.W  U        Virginia    Electric    &   Power   Co        B4/O1/31 
HALLERi  N  M        NRC   -  No   Detailed   Affiliation   Given         23pp         22442  066 
34X   FlChe    30-338,  84/01/31,  8403020132 

B4O330003S  Monthly    operating    repts    for  Feb    1984    W/B40314    Itr 

LEE.J  N    ,    BTEWART.W  L        Virginia   Electric    &   Pau/er    Co        B4/O2/29 
HALLER.N  tl        Office    of   Resource   Management,     Director         l&pp 
2SB21    270         24X    Flche    50-338.84/03/29,8403300033 


Reportable    occurrences!     LERt    &  related    correspondence 


B3O3S7QOS1    Forward*    technical    review   rept.     "BloEkinfl    of    Automatic 
Safety    Injection    (SI)    Signals    "   LERs    should    bt    included    in 
forthcoming    power    reactor    events    issue    to    alert    other 
Meetinghouse   PUR    operator* 

CHIRAMAL,  M        Reactor   Operations   Analysis    Branch         B3/O4/23 
SEVRUTiK  V        Reactor   Operations    Analysis    Branch         Ip         32  73  7  292 
34X  Flehe    30-000,03/04/23,0303270051 


B4O3Q70239  Forwards   SALP  Repts    50-280/83-33-  30-281  /S3-33,  90-33B/B3-33  «• 
30-339/03-33    for    DC t    19B2   -   Aug    1983   Evaluation    will    be 
discussed    at   B31S03  meeting    at  North   Anna    iltn* 
LEWIS, R   C        Division    of   Project  &  Resident  Programs        83/11/23 
STEWART, U   L         Virginia    Electric    &   Power    Co         2pp         22336   3S7         24X 
Fiche    30-000,03/11/23.8403070239 

--8403070246   SALP    Rept*    30-230/03-33.30-231/03-33.30-338/93-33   I. 
30-339/83-33    for    Det    1962   -  Aug    1983  Reliable    performance 
Li/improvement    in   most    previously    noted    area*    of    ueakneis 
demon st rated 

»      Region    Z,     Office    Of    Director         S3/11/23         IKpp         23336   889        24X 
Fiche    SO-OOO.  83/11723,8403070839 

84Q306O462  Grants   Q31O31    request   for    exemption   from  requirements    of  App 
R    to    10CFR30,  Section    III    C  3   b   re    installing    fixed    ftre 
suppression    sys    in    control    room  Exemption    end 

MILLER, 0  R        Operating   Reactor*  Branch   3        84/02/33       STEWART,  H  L 
Virginia   Electric    h  Power    Co        Ip        22349*331         24X 
Fiche    30-33B,B4/02/23,B403060462 


— 83O927003&    "Blocking    of   Automatic    Safety    Injection    (SI)    Signal," 
technical    review  rept 

»      Director'*    Office         63/04/23         4pp          22789   273         24X 
Flcha    30-000,83/04/29.8303270031 

B403BB033S  Forwards    preliminary    results    of   natural    circulation 
analyses    for   Blllll    transient    at   McQulre    b   800609    natural 
circulation    low  power    test   at   North    Anna 

CHAflLTON.TR        EObQ,     Inc         83/09/22        LITTENEKER.P    E        Energy,     Dept 
of,     Idaho   Operations    Office        29pp         22807,239.       24X 
FicJie    50-000,83/07/22,8403280332 

84O3Q60133   Updated   LER   83-061/O3X-1    on   B3Q921,both    high    head    safety 
injection    pumps   removed    from    svc    Caused    by    maint    ti    high 
thrust    bearing    vibrations    First   pump    tested    satisfactorily 

&    returned    to    svc    H/B4O229    Itr 

HARRELL.E  M        VlroinU   Electric   !.  Pouier    Co        84/02/39        4pp 

33313-397        24X  Flche    30-338,84/02/29,8403060193 


— B4030&046&  Exemption    from   requirements    of   App   R    to    10CFRBO.  Section 
III    O  3  b   T-B    installing    fixed    fire    suppression    >ys    In 
control    room. 

EIBENHUT,  D  0        Division    of   Licensing        B4/OS/23  Virginia 

Electric    J<   Pouier   Co         4pp         22549   333         24X   Flche   50-33B,  B4/03/23, 
Q403D6046S 

B40319QS63  Rev    1    to   corporate    emergency   response    plan  H/B4031S   Itr 
STEWART.WL        Vlrginl a   El ee trie   t  Power   Co        91/O2/B4         103pp 
33670    133         24X    Flch*    30-000, 84/OS/24,  840319O2t3 

040303O190  Forwards   Amends    31    t,  33   tn   Licenses   NPF-4  t.  NPF-7, 
respectively   is    safety    evaluation   Amends   raviie    Tech   Bpecs    to 
reflect    addition  d    installation   of   new   fire    prot»ctlon    sy« 
W/o   encl 

ENOLE.L   B        Operating    Reactors  Branch   3,       84/02/28       8TEHARTi W  L 
Virginia   Electric    t   Pouter    Co        Ip        23328    104        24 X 
Flche    30-338,84/02/38,8403030198 


B403-090213  NPDES   noncompl lance    notification    re   84O213   oil    spill    Caused 
by     lube    oil    associated   w/overf lou   of    bearing    cooling    tower 
ma  to up    reservoir   Oil    contained   by    floating    boom   *•  removod 
uJ/*b>orbent   metis 

TAYLOR,  J  A        Virginia   Electric   &  Power    Co        B4/O2/29        VOLTAOQIO,  T 
Environmental    Protection    Agency,       7pp         22373  078        24X 
Fiehe    30-338,84/02/29.0403090213 

D403140010  LER   84-OO3-00   on    840309.  turbine    trip-reactor    trip    occurred 
dun    to    spurious    electro-hydraulic    control    fluid    reservoir 
law    level    turbine    trip    signal    Caused    by    pump    vibration    due 
to    unloader   malfunction   Unloaders    readjusted    W/B403Q7    Itr 
MARRELLiE  W.       Virginia   Electric   &   Pouer   Co        84/03/07        3pp 
22632    141        24X  Fiche    30-338, 04/03/07,  8403140010 

B4O319O396  Forwards    completed    Oil    Spill    Questionnaire   VA-B4-093    for 
84O213   occurrence 

TAYLBR.J  A        Virginia   Electric   fc  Power    Co        B4/O3/07        VOLTAOOIO,  T 
Environmental    Protection    Agency        7pp         S267S    193        24X 
Flcha    30-338,84/03/07,8403190396 

B4O319O080  NPDEB   noncompl lance    notification  on    840214, lubricating    oil 

•  pitied    into   Lake   Anna, Caused    by    crack    Dn  Intake    screen    of 

drive   chain    lubricant   reservoir   Completed  spill 
dUBBtlonnalre    VA-B4-092   encl 

TAYLdR.J.A        Virginia   Electric   *  Fow»r    Co  84/03/08        VOLTAOOIO,  T 
Environmental    Protection    Agency        7pp        B2668   334        24X 
Flche    30-338,84/03/08,8403190080 

8403140122  Part   21    rept   rs    status   update    concerning    abnormal    uiear    an 
linear    converters.  Test    program  underway   Results    of 
Investigation    Indicate    excessive    wear    caused    by    hunting    of 

control   circuitry 

DODSON,  J  P.       Pacific    Air    Product*    Co        84/03/09  Director's 

Office.    Office    of    Inspection   and    Enforcement        7pp         22A24.06B        24 X 

Fi ch». 80-000, 84/03/09, 84031401B2. 


DOCKET   30-339  NORTH  ANNA  POWER    STATION,    UNIT   2 

A,     Application/construction    stage   documents    &    correspondence 


8403080264   Forward i    "Control    Room  Design  Revieui  Program  Plan    For    North 
Anna   b    Burry   power   Stations, "    In   response    to  Sup  pi    1    to 
NUREG-O737  Review   expected    to   be   completed    by   890B30 
STEWART,W  L        Virginia   Electric  L  Power   CD        B4/03/01        DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation.    Director         app        22937  299 
24X   Fiche   90-OOO.  84/03/01,  84030B0264 

— B4O30SQ269   "Control    Room   Design  Revieui  Program   Plan   (or    North   Anna   t 
Burry    Pouier   Station*,"    In   response    to   Suppl    1     to   NUKEG-0737 
«      Virginia   Electric   h  Power  Co        84/03/O1         Hipp        E2337  299 
24X   Fiche    30-000,  B4/03/01,  B403080264 

8403080091    Submits    addl    Info    In   order    to   conduct   detailed    revlaul   of 
emergency   response   procedures    generation   package,  per  B4Q129 
request    Items    1    b   2   will    be    addressed    by   840930    I  tern  3 
should    be  addressed    bu.    Ueatinghouie  Owners   Oroup 

STEWART. W  L        Virginia   Electric   &  Power   Co,       B4/03/02        DENTDN.H  R 
Office    Qf  Nuclear   Reactor   Regulation,    Director         2pp        22559    199 
24 X   Fiche- 30-000. B4/03/02, S4030B0091 

8403t6027&  Extend*    Invitation    to   attend   840316  workshop   at   regional 
ofc    to    discuss    IDCFRBOjApp    R    requirements    &  results   of    Insps 
to    help    resolve   misunderstandings   associated   ui/r«{ulrement s 
LEWIS, R   C       Division   of  Project  fc  Resident  Programs       64/03/02 
STEWART. WL        Virginia  Electric   t  Power   Co        lp         2S660' OBO        24X 
Flche    90-000,  B4/03/Oa,  8403U0276 

8403360273  Foruiardi    corrected    Tech   Spec    pages    far    A-mands    31    !>  33   to 
Licenses   NPF-4  h  NPF-7, respectively,  covering    anlal    pnuer 
distribution  monitoring   sys,  penetration   fire  barriers  it   fire 
detection    Instrumentation 

ENOLE,  L    B        Operating  Reactors   Branch   3        84/03/06        STEWART,  W  L, 
Virginia  Electric  b  Pauer  Co       lp       22761   343       24 X 
Fiche    30-338,04/03/06,  6403260273 

— 8403260281    Corrected    Tech    Bpic   page*    to  Amends    31    tc  33    to    Licenses 
NPF-4    fc  NPF-7-  respectively,  covering    axial    poui«r    distribution 
monitoring    sys,  penetration    fire    barriers    &   fire    detection 
Instrumentation 

*      Operating    Reactors   Branch  3        B4/03/OA.       ISpp.       23761    344        24X 
Flche    SO-33B.B4/03/06.  8403260273 


84O30SO179  Fourth    partial    response    to   FOIA  request    for    six    categories 
of    documents   re    facilities    Forwards    App    A    documents    App    B 
document    entirely    withheld    <ref  FOIA  Exemption    3).  Review    of 
•  tfdl    documents    subj    to   request    continuing 
FELTONi  J  H        Division    of   Rules   and   Records        84/02/13        ANDERBdN.  8    I 

Qarvcy,     Schubert,     Adams    It   Darer         7pp,       S2983   226        24 X 
FtChe- 30-000.84/03/13.  8403080179 


B4Q3L90032    Informs    that    local    emergency    operations    facilities   at   North 
Anna   b   Surry   Pouer   Stations   uill    be    functional,  except    for 
data    communications    tc   display,  bg   B30731,per    NURE8-0737,  Suppl 
1, 

STEWART,  W  L        Virginia    Electric  h  Pauier  Co         84/03/14        DENTON.  H  R 
Office    of   Nuclear    Reactor   Regulation.    Director        2pp        22666'  173 
24X   Flcne.  30-000.  84/03/14,8403190092 
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3403S9039O   Ac  k    receipt    Of    B4O3O6    Itr     informing    WF1C    of    »ttp»     taken    to 
correct   violatlani    noted     In    IE    Imp    Rent*    SO-33B/B3-31    A 
30-33 ?/83-31 

LEWIS, R   C        Division    of    Project   &   Reildint   Program         64/03/16 
BTEWARTiU   L         Virginia   Electric    &    Power    Co          lp          258O2    O32         24X 
Flchi    30-33a,B4/03/16iB40329025Q 

~B10aa90260    Respond:!    to    NRC   B40207     Itr   re    violation*    noteS     in     IE    Imp 
Repts    80-338/83-31    b   9Q-339/B3-31    Corrective   action*   wall 
clanlfled   ai    fire    barrier    !<  cubicle*    ree  l«i*  if  lad   ai 
seperate    Fire    areai.ProeiifurH   reviled    to    Include    imp 
STEWART, W  L        Virginia    Elietrtc    fc  Pouer   Co        B4/O3/0& 

O'REILLYid   P.        Region    S,     Office    of    Director         3ppL        22902    O33         SIX 
FUhe- 50-338434/03/16,8403270230 


B4O30SOO71    Inform*  NRG    that    tubmlttal    data    for    low  pr»*»ure    turbine 
disc    cracking   r-tpt    delayed   until    840330   due    to   del  eg    In 
Southuieit   Reieorcfi    receipt    of    dlnectcd    diic. 

STEWART,  H  L        Virginia  Electric   b   Power   Co        84/03/02        DENTON.  H  R 
Office    of   Nuclear   Reactor   Regulation,     Director        MILLER,  J    R 
Operating    Reactor*    Branch    3         lp        B296O  Q24.       24 K 
Fiehl    BO-339. 84/03/02,8403030071 

B4032103O3  Forward »    Amandi    S3   &  36    to  Llcente*    NPF-4  1<  NPF-7. 
reipictlvelij  Amende   clarify    teitlnfl   requirement*    In  Tech 
Spec   Table   3  6-1   ri   containment    Itolatlon    valve* 

ENQLE.L  B        Op.ratitij  Reactor*   Branch    3        64/03/06,       STEWART,  W.  L 
Virginia  Electric    b  Power   Co        3pp         22709    172        24* 
Fie  hi'  SO-338,  B4/03/06,  8403310203 


-84O3a?QEt?   Forwards     IE    Imp    Rest*     50-338/83-31    t.    90-339/83-31     on 
831206-840109   t<  notice    of    violation 

LEWIS, R    C,       OtvUion  af    Project    b   Retldenl    Projrami        B4/OZ/07 
STEWART,  W  L        Virginia    ElictrU    &   Pouir  Co        Bpp        22303   <33f>       24X 
Fiche    90-33B.  a«/03/)6.  B403290B90 


— 84O3H1O206  Amindi    32  *  34   to   Ltconiet    NPF-4  b  NPF-7,  reip'C  tlvelij. 
cUrlfijlnj    t»*tlng    r«quir»mBnt«    in   Tech    Sptc   Table   3   6-1    re 
containment    liolation  valvel 

MILLER. J  R        Operating    Reactor*    Branch   3        B4/03/06        9pp. 
22709    l^S        E4X   Flch*   90-338^4/03/06.8403210203, 


— B403390ZBO  Notlca   of    violation    from    imp    on    9312D6-G40103 

*      Region   B,     Office    of    Director         B4./02/07,        2pp         E2BOB*  03B        24X 
FlChe    30-33fl,a4/03/'16,  S403290Z30 

—84033^0391     IE    tnlp    Rtpti     90-33B/83-31    t,   30-33?/B3-31     on    831206-B4O105 
Noncanplia-nc t-  noted    failure    to    maintain   procedure*   re    Imp 
of   UAH    &    failure    to    Itiipect    fire    barrier* 

LUEHMAN,  J  0        Rsgion   S.     DFfi-ct    of    Director        fl4/02/0i         9pp 
23902    040        24X  Flche    50-338,84/03/16,  S4Q3S90230 

P      Operating    llcenie    itage    documents   Ic   torroipon-d enct 

B403070D01    Motlfla*    that  Clan    111    &  Clan    I    Feet    submitted    id/B20oOa 
application    for  amend   ui 1 1    be    ref unrild.  bai*d    on   B4O123 
uithdr^uial    of    application. 

MILLER, W  0        Ucenia   Fee    Man«ginant    Branch         B4/OS/S4        STEWART,  W  L 
Virginia   Electric    b   Power    Co        lp         BSS4B' 343        24X 
FlchB    50-338,84/02/24,8403070001 

B4^3020195  Foruardc   addl    info    to    compl*ta   nvieu    of  Topical    Rept 
VEP-PFO-4I.     "VEPCO   Reactar   Sg i   TratnUnt   Anal(jii»  Uiing 
flETRftN    Computer  dado."    In   respon**    to  NRC    1982    informel 
request 

STEWART,  W  L        VlrBlnla   Electric:   1<  Pouier   Co.       B4/QB/27        DENTDN.H  FI 
Off let    of   Nuclear    Reactor   Regulation.    Dlrtctar         i&pp        22443  297 
24X   Tlche    SO-000, 64/02/27, 84&3020i?5 

B4030S02E9  Bubmitf    r»vleui    af    poit-«c cident    **mplina    lui, Item    II    D  a  Ton 
of    11    criteria   met    Remaining    criterion   re    procedure    for 
titlnating    rxtent    op    core    damage;   bated    on   radlonucl  life 
•valuation. accept it le    on    Interim  batl*. 

MILLER, J  R        Operating   Reactori   Branch   3        B4/02/B7        BTfUART.H  L 
Vlrglni«  Electric    fe  Pouer   Co        6pp        SB52B1 001         24X 
Flch*    50-OOO,  B4/OB/S7,  04.03030289 

B403020001    R»quR«ti    interim   approval    of    iniervlci    Intp   t    teifclng 
requlrfltnenti    for    jiump-i    b   valve*.  Approval    uoull    tncrtate 
icopv   of    Imp   &    tvctlng    h   enhance    lafetg    Imp limentation    of 
revised    intvrvici    testing    programi    eipected    tij    B40315 
STEWART,  H  i.        ViTginia   Electric   ti   Pouer   Co        84/O2/S8        DENTON,  H  R 
Office    of    Nuclear  Reactor   Regulation,    Director        3|>p        S2442    19S 
24X   Flcb*    SO-33B,  94/02/38.84030200-01 

84030-2O04S   ForuiTiS*   revi    to    Iniervict    teitlng    program  for    pump*  It 
valve*, clarifying   pr«vlou*   iubmltta.li 

8TEMART.M.L        Virginia   Electric   i.   Pouer    Co        S4/O2/2B        DENTBN.H  R 
Office    of    Nuclear  Reactor   Regulation,    Director        t1ILLER,J  R 
Dpcrating    Reactori    Branch    3         ISpp        22442   872        21X 
Flchfl.BO~33B.84/'02/B8.B40302004a 

8403Q3019S  ForwaTd*   Amenifi    51    t,  33    to  Ljceniei    NPF-4   &  NPP-7, 
r«ipectlv«ly   t,    tafetg    »v«luitltin    Amend*    revlte   Tick   Spec*    to 
r«Plect    addition  ft    Intt*llatlDn   of    neu    Pir»    protection    eui 
M/a    encl 

ENOLE.L   B        Operating    Reactors   Branch    3        B4/OH/EB        BTEWART, W  L 
Virginia    Electric   &  Pouer   Co        lp         22929    1&4,       S4X 
Ftche   50-338rB4/02/aB,  8403030196, 

B4031B0176  fldvitti    that    H.  a?    p»rmlt    ri»pon« 1 b 11 Itg    tranifei-rid    to   Old 
Dominion  Electric  Cooperative   on   331B21,p»r   B40131    Itr 
R»i)iiBit»  NPDEB   permit   b  4O1   certlflc«ti   dtd   72O211   b* 
modified    to   reflect    tranifer   W/o    itated    encl 

TAVLOR,  J  A,       Virginia   Electric   t   Power    Co.       B4/O3/01.       BURTON. R.  M 
Virginia.    Commonueal th    ofj          If         22990.  BOS        S4X 
Fiche- 30-336^84/03/01.8403120176 


B4O3 260873  Forward i    corrected    Tech    Spec    p*g*t    for   Amend*    51    t  39   to 
Licen*ei  NPF~4   1<  NPF-7.re>pactIvely,  covering    ailal    pouer 
d  ictrlbutldi)  monitoring    «YI.  penetration    fire    barrlerm   ti   fire 
da  beet  Ion    ln»t rumen tat  ion, 

ENOLE.L  B        Operating    Reactori   Branch   3        B4/03/O6,       STEWART, U  L 
Virginia  Electric    b  Pouer    CD        lp        22761 '343        24 X 
Fichu    30-33B,  84/03/06,  B403S60273 

— 5403260231   Corrected   Ttch  Spec   page*   to  Amend*  91   b  33  to   Llce.ni>* 
NPF-4  Ic  NPF-7, respectively,  covering    atial    power    dimtrlbutton 
monitor  1  no   *y*.  penetration    fire    barriitr*   l>    fire    detection 
ln*trum<nt«tian 

«     Operating   Reactori  Branch  3       B4/03/O6       19pp       22761:344       24 X 
Fiche   SO-33S.  B4/03/06,  3403260373 

840313029B  Provide*    implementation    Itr    rept    for   reactor   venel    level 
Initrunentatlon   lyi,  per   NRC    840116   Itr   fc  TMI    Action    Item 
II    F  a, Reiuetti  NRC    approve    u«e   of    ln*t«lled    reactor   veiiel 
lavel    Inttrumentatlon  baled    on  pr*vioui  acceptance. 
STEMABT.W  L,      Virginia  Electric  I  Power  Co.      84/03/07,      DENTQNi  H  R 
Off  lev   af    Mucleer    Reactor    Regulation.    Director,       EIBENHUT,  D   0. 
Divliion    of  Licencing        3pp         22607.360,       24X   Fiche- 50-338,94/03/07, 
9403130293 

8403190201    Application    for    amend    bo    Licanie    NPF-7, changing    Tech    Bpec* 
to   delete   Surveillance  Requirement  4  a  1.  1   2   c,6  re 
tlLraulatid    Ion   of   dietet   giner*tar  u/offiite   power 
unavatlabla,  per  Qenerlc   Ltr    B3-30 

BTEMART-U  L        Virginia   Electric   ».   Powir  Co        B4/O3/13        DENTON.H.R. 
Offico   of    Nuclear   Reactor   Regulation'    Director        MILLER, J   R, 
Operating    Reactori    Branch    3        3pp        22671.123        24X 
Flehe    90-339,84/03/15,8403190201 

— Q4OG190204   Propoied    Tech    Spec    chvnge*   reflecting    deletion    of 
Surveillance   Requirement    481,  1.2.C.6   re    ilmulattd    Ion    of 
dleiel    genirator   u/off*ite    pouer   unavailable. 

«      Virginia    Electric   t<  Pouitr  Co        B4/O3/1B        9pp        22671 '127.       24 X 
Fiche   30-339,  B4/03/19,  S403190201 

3403190377   Application    for   amend   to   Llcin***   NPF-4    b  HPF-7, changing 
Tech   Bpeci    to    delete   requirement*    for   min  b   mei    temp    limit* 
for   A36  h  AS7E   beam    in    iteam   generator    tupport*    b 
determination   of   b»am  tempi 

STEWART, W  L        Virginia  Elictrtc   b  Pouer  Co        B4/O3/19        DENTON.H.R, 
Office    of   Nuclear    Reactor    Regulation,    Director        MILLERiJ.R, 
Operating    Reactor*    Branch    3        3pp,       aBe,7S.a37,       24X 
Fiche    30-330,84/03/19, 8403190377. 

— 04  03  If  0391    Prop  Died    Tech   Bpeo   deleting    retirement*   for    win  ti  IMI    temp 
limit*    for  A36  h  A972   beam*    In    itiram   generator    tupporti    Ic 
determination  of    b*am   tempi.  Request    for   removal    of    ttiam 
ginerator  i  up  port   heater*   It   in*uKtlng    tent  encl 

*  Virginia   Electric   b  Power  Co.       84/03/19.       30pp.      22679.240        24X 
Fiche'  3O-33B,  B4/03/19,  S4O3190377 

B4O322Q02B  Application   for    amend    to   Llcen***   NPF-4   h  WF-7i reviling 
Tech  Spec*   to  reflect  neu  LEFt   *u«,  par   10CFRBO,  73  i   Immediate 
notification  requirement*,  per   IOC  FR  SO.  72, 

STEHART.U.L.       Virginia   Electric   I.  Pouet-   Co.       B4/03/16.       DENTON.H.R. 
Office  of  Nuclear  Reactor  ReguUtlon,    Director       MILLER, -J.R, 
Operating   fleactori    Branch    3.       4pp.       227 13.  1  SB        SAX 
Fiche    90-338,84/03/16,8403280029. 

— 8403920032  Proposed   Tech   Spec*  reflecting  new  LER   iiji  b   Immediebe 
notification  requirimenti. 

*  Virginia  Electric   h  pouer  Co       84/O3/16,      99pp,      22713:132,      24X 
Fithi'  30-338,  84/03/16,  8403220028. 


DOCKETED  ITEMS 


209 


9403220077  Requeitt    eiemptlon    from    10CFR5Q   44(c)     <3) 

requirement*   Operability    of    rue  tor    vessel    head    vent*    thould 

bi    verified    during    propoud    outage*    &  procedure!    &    training 

Implemented    u/r«vind    emergency    operating    procedure* 

STEWART, W  L        Virginia   Electric   I>  Poiuer    Co        84/03/14        DENTON,  H  R 

Office    of  Nuclear  Reactor   Regulation,    Director        MILLER. J   R 

Operating   Reactor*    Branch    3        2pp        22712   311         24X 

Fiehe.  90-338,84/03/16,  B403220077 

84O327O20B  Forward*   voucher    chick    for    required    license   amend    Pen 
omitted   From  B4O319   Itr 

STEWART,  W  L        Virginia  Electric   fc  Power   Co        84/03/23        DENTON,  H  ft 
Office    of   Nuclear   Reactor    Regulation,    Director        MILLER, J   R 
Operating    Reactor*    Branch    3.       Ip.       227 7 2  OS 4        SAX 
Ft c h • .  30-339,  64/03/23,  8403270208 

Q4Q327O24B  Forward I    fa*    for    B4O319   propo*ed    Tech    Spec    change. 

STEWART.  H.  L        Virginia   Electric    Si  Power   Co        84/03/23        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation'    Director        MILLER, J   R 
Operating   Reactor*    Branch    3         Ip        22771    311        24X 
Fit-he.  30-339,  B4/O3/23,  B403270Z46, 

84O33OG02B  Forward*    reiponn    to   840116  requeit    for    addl    Info    re   corn 
•  ill:    thermocouple    (CETC)   fc  mbcoollng  margin  monitoring   tyii 
par   840130  commitment  CETC  addl    info  deferred   until   after 
B40B01    due   to    lyi    rep lacement,  per   Reg   Ouide    1    97. 

BTEUART. H  L        Virginia   Electric   &   Pouler   Co        B4/O3/23        DENTON,  H  R 
Office    of   Nuclei?   Reactor   Regulation,    Director        EISEh4HUTtD.fi 
Division   of  Licentlng        4pp         22921.307        24X   Flehe    90-338,84/03/33, 
B 403300028. 

Q4033O0008    Inform*    that    independent    tatting    lab    conducting    overvoltag* 
taita    on   motor    control    ctr    contactor    coili    Current    ichedule 
for    completing    teiti    IB   May    19B4   Resolution   &   related 
•chedule   will    be    lubmltted    by    Jul    19B4 

BTEWART, W  L,       Virginia  Electric   &   Power    Co         B4/O3/26        DENTON. H  R 
Office    of   Nuclear   Reactor   Regulation,    Director        MILLER.  J.  R 
Operating  Reactor*  Branch   3.       Ip       22B22- 123       Z4X 
Ficha: 90-338.  B4/O3/26,  B4 0330 0005 

O     Inipnctlon  report*.    IE  Bulletini  t>  correspondence 

84C-3O7O239  Forward*   9ALP  Rept*    90-280/83-33,50-281/83-38.30-338/83-33  fc 
SQ-339/B3-33   for   Get    1982   -  Aug    1983  Evaluation   will    be 
dlseumsed    at   831 SOB   meeting    at  North    Anna    site 

LEWIS, R.C.       DivlBlon    of   Project  fc   Resident    Program*        B3/11/29 
BTEMARTiM  L.       Virginia   Electric   h  Power   Co         2pp         22936  227        24 X 
Fich»: 90-000,  B3/1 1/29,  8403070239. 

— 3403070246  SALP  Rept*    BO-2BO/B3-33, 90-281/83-39,  90-33B/B3-33  lc 
SQ-339/83-33   for   Oc t    1<7B2  -  Aug    I9S3  Reliable    performance 
hi/improvement    In   mo*t   previously    noted    areai    of   ueafcne** 
demonstrated. 

*      Region   3,    Office    of   Director        83/11/29        42pp.       22936.229.       24X 
Fl  che:  90-000,  83/11  /29,  B403O7023? 

S40-307OS79  Dl*cui*e»   BALP    evaluation    Ittuanca    of   SALP   rept    approved   No 
major    weaknaite*    Identified    during    «»it»im«nt    period   at      , 
North   Anna. One  major  wealtneit   identified    In  area   of 
radiological   control*  at  flurry 
Q'HEILLY, J  P       Region  2,    Office  of  Director.      54/02/1 A       STEWART,  H  L 

Virginia  Electric    It  Power   Co        2pp.       22941-286        24X 
Flch«: 80-000, 84/03/14,940307027? 

B40117O07&   IE    Info   Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated  Valve  Control  Circuit*  &  Annunciation   "   Bvc    lilt 

•  TICl. 

JORDAN.  E.L.       Dlviiion    of    Emergency    Prepar*dnet*    l<  Engineering 
Ftecpnnie    (Po«t  B30103).      Q4/02/2Q.          Coniolidated   Ed  it  on   Co,    of  Ntui 
Yorl.     Inc.       119pp.       22909.  B39        24X   Flche.  SO-000, 84/02/28.  B40119007S 

8403030001    Requetti    interim   approval    of    Intervice    Imp    &    tetting 
fBttuirenentt   for  pump*,  b  valvei  Approval   mould   Increaie 

•  cope    of    Imp   Ir  t«*tlng    lc    enhance    tafetv    Implementation    of 
revived   Iniervlce   teitlng    program*   expected   bij  840319. 

BTEHAHT,  W  L.       Virginia  Electric   fc  Power   Co         B4/O2/28.       DENTDN.H  R 
Office)   of  Nuclear  Reactor  Regulation!    Director.      NILLERfJ.  R. 
Operating  Reactor*  Branch   3.      app       22442   19S.      24X 
Ftche: 90-33fli 84/03/28,  B4030200O1, 

B402090OO7   IE   Info  Notice  B4-14,    "Highlight*   of  Recent  Transport 
R*flUlatoru   Rev*   by    DOT  t  NRC. "  8vc    lilt    end 

BRACE,  J.  N.      Civilian   of  a  A.    Safeguard*   Ii   Inspection  Program*    (Poit 
BSO103).       B4/03/02  Consolidated   Ediion    Co.     of    Neu   York-     Inc 

130pp.       22992:329.       24X   Flehei 90-QOO,  B4/03/O2, B40209O007, 

B40ao<TOOOB   IE  Info  Notice  84-14,    "Failure   of   Automatic  Sprinkler  B«i 
V»lv»*    to  Operate.  "   Bvc   ll*t   end. 

JDflDAN.E.  L,      Division   of  Emergency   Preparedne**  I.  Engineering 
R»»p«n»e   (Poit  B30103).      Q4/03/02.  Coniolidated   Ediion   Co.    of  Neui 

Vork.     Inc.       122pp.      32993.096       24X  Fiehe.  50-000.  B4/03/O2. B4O209000B 


B403O90009   IE    Info  Notice   84-19,    "Reporting    of   Radiological    Releases    " 
Bvc    Hit   enc  1 

JORDAN,  E  L        Dlvlilon   of    Emtrgencg   PrBpar«ifn»i*   d  Enjlnoering 
Ratponn   (Post  B30103)       B4/03/02,          Caniolldat*d   Ediion  Co     of  Msu 

York,      Inc          119pp         55993   217        24 X    Ftche    90-000,  B4/O3/OS,  B4O2O9000? 

B4031&0194  Rojpondt    to    IE  Bulletin  83 -OB  re    electrical    circuit   breaksra 
y/unde'rvoltaga   trip    feature    In  uie    in   *af e t g-relited 
application*    other    than    trip    iiji   Only   nactor    trip 
breaker*   contain   lubj    trip   attachment! 
STEWART.W  L        Virginia  Electric   &  Pouier   Co        S4/O3/O2        Q'REILLY.J  P 

Region   2.     Office    of   Director        Sap        2 EG 04   OOB        24X 
Ficha    50-000,  B4/03/02,  B4031i0154 

8402090011    IE    Info  Notice   B4-17,    "Problem*  W/Llquid   Nitrogen   Cooling 
Component*    Delou  Nil    Ductility  Temp    "   Bvc     Hit   encl 
JDRDANi  E  L        Dlvltlon   of    Emergencv  Priparednen   t  Engineering 
Reiponie    (Po*t  830103)        84/03/09  Cnn*n  1  tdated   Edison    Co      of  He  ID 

Vorfc.     Inc         117pp        22833  336       24X  Fiche    30-000,84/03/09,8402090011 

B4032903B9  Forward*    IE   In*p    R«pt»   SO-33B/B4-O1    (.  90-339/94-01    on 
840106-0203  No   violation*    or    deviations    Identified 
DANCE.  H   C        Division   of  Project  fc  RBiident   Program*        B4/03/OS 
STEWART,  H  L       Virginia  Electric  &  Poiuir  Co.      2pp       22800,048,      24X 
Flche    90-33B.  B4/03/09,  8403290339 

— 8403290294    IE   Inlp   Rept*    90-33B/B4-01   &  90-339/84-01    on  840106-0209   No 
violation*    or   deviation*    identified   Major    area*    Inspected, 
onslte  aria*    at    lurvclllance  b  malnt   activities,  prevlou* 
imp    finding*  &   identified    item*   &  cafitij    »g»   ualkdoun* 
BRANCH.M  H    ,    LUEHHAN,  d   0.       Region   2,    Office   of   Director        El-ROD,  3 
Dlviilan    of   Project   &  Resident   Program         84/03/02,        lOpp 
22BOO   090        24X  Flehe'  90-33B,  84/03/08,  8403290889 

8408090024    IE   Info  Notice  84-09.  Rev    1,     "Liisons   L  tamed    From    Imps   oF 
Fire    Protection  Safe   Shutdown  Sv*    "   Svc    Hmt   encl 
JORDANj  E  L        Division   of   Emergency   Preparednm  h  Engineering 
Responvi    (Po»t   830103)        84/03/07  Consolidated   Ed  i  ton   Co      at  N*ui 

York,     Inc         HBpp        23639   049       24X   Fiche    SO-000,  B4/03/07,  8402090024 

8402090038   IE    Info  Notice  84-18,    "Stre*«   Corro.lon  Cracking    in  PMR 
Bgt.  "  Svc   1  i«t  encl 

JORDAN.  E  L        Divlilon   of   Emergency   Prepjrednest  It  Engineering 
Rfliponie    (Poit   B30103).       84/03/07  Consolidated   Ediion   Co      of  Naui 

Yorfc.     Inc.       118pp.       SB984    186       34X   Fiche    SO-000,  B4/03/07,  8402090038 

B402090031    IE   Bulletin  84-02,     "Pel lures   of  flE    Type  HFA  Relays    in   Use    in 
Class    IE  Safety   By*    "   Svc    Hit   incl 

DEYDUHO,  R  C         Director'*    Office,    Offlo   of    Inspection    and 
Enforcement         B4/Q3/12  Consol idetBrf   Edlion  Co      of    Mviii   York,     Inc 

134pp.       22823  094        24 X  Flch*' 90-000,  B4/03/12,  B402090031 

8403270250  Acl    receipt   pf   840306  1 tr    Informing   NRC   of   steps    taken    to 
correct    violation*    noted    in    IE   Imp   Repti    OQ-33B/B3-31    b 
30-339XB3-31. 

LEHIS.R.C        DlvUlon   of   Project  &  Resident    Program*        B4/03/16 
BTEWART,  W  L.       Virginia   Electric  h  Power   Co,        Ip        22B02  032        24X 
Flche' 30-338,  34/03/16,8403290230 

— 8403290260  Responds    to   NRC   B40207    1 tr   re  violations   noted    in    IE   Imp 
P»pt«    90-33B/B3-31   &   90-339/83-31    Corrective   action*    u*ll 
classified    a*    fire    barrier    h  cubicle*   reclatiif led  a* 
laperato    fire   an**  Procedure  reviled    to    Include    Imp 
BTEWART.W.L       Virginia   Electric   b  Power   Co,      84/03/06 
O'REILLY,  J  P        Region  2,    Office    of  Director        3pp.       22B02, 033        24X 
Fiche- 90-338, 04/03/14,  8403390290 

— 8403290269  Forward*    IE    Imp   Rept*    90-338/93-31   t  90-339/83-31    on 
831306-B40109  lc  notice    of    violation 

LEHia, R.C.       DivUlon   of   Project  h  Resident   Programs         84/O3/O7 
BTEWARTiU.L        Virginia   Electric   fc  Power    Co.      2pp,      23802,036        24X 
F  t  c  h  • .  90-338,  B4/03/ 14,  8403290390 

— B403290280  Notice   of   violation   from    Imp    an   B31S06-B4O109, 

•      Region    2,    Office    of    Director.       B4/02/O7        2pp        92802  Q3B        24 X 
Flchn.  90-33B,  B4/03/16,  B403290290. 

—B403270291    IE    Imp    Rept*    90-33B/83-31   J<  9O-339/B3-31    on  831306-B40103 
Noncampllance  noted,  failure   to  maintain   procedun*   r»   imp 
of  wall   t   failure   to   Inspect  fire  barrier* 

LUEHrtAN,  J  0.      Region  S,    Offict   of  Director       ELRDD,  S,      Division  of 
Project   l>   Resident   Program*.      84/02/06        9pp        32302:   040        24X 
Flche,    90-33B,  84/03/16,  8403290230 

8402070043   IE    Info  Notice   84-19,    "Two  Event*    Involving  Unauthorized 

Entries    Into  PUR  Reactor   Cavities   "   Bvc   list  encl 
JORDAN.  E  L.       Division   of    Emergency   Prepared!)***   b  Engineering 
Response    (Poit  830103).       84/03/21.  Consolidated   Ediion   Co      of  New 

York<     Inc.       123pp.       22B23'229       24X   Fiche.  90-000-84/03/21,  8402090043 
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3405090044    IE    Info  Notice   84-2O,    "Sve   Life   of   RelJKji   in   Safety-Related 
Siji    "   Bvc    li*t    enel 

JORDAN.  E   L        Division  of   Emergency   FT«par»<In,*Bt   &  Engineering 
Reiponi*    CPDtt   930103)         64/03/21  Conio 1  Ida  ted  Ediion   Co      of  Haw 

York,      Inc          139pp         2H933    OD1         H4X    FUhe    SQ-QOO. B4/O3/21, 8403090044 

B4O32700B1    Inform*   that    due    to   iddl    review   required    re   mat!    tupplled   by 
RJIJ   Miller,  Ittc,  utll    unable    to  rtiponri   to   IE   Bulletin   B3-O7 
until   940406 

STEWART.  W  L        Virginia   Electric    fc  Pouar   Co        84/03/32.      DEYQUNO, R   C 
Director'*   Office.    Office    of    Inspection   and    Enforcement         lp 
22770- OiB         24 X    Flch«    30-000,64/03/32,3403270031 


6403070247  Advise*   that   utll   uill    adopt   all   applicable   provision* 
*i»oclated    u/Q  h   Tupe   A   t»it    detailed    In  fiov   1    to  BN-TOP-l. 
"Tffitlng  Criteria   far    Integrated   Laakage  Rate   Teitlng    of 
Primary   Containment   Structure!   for   Nuclear   Plantl    " 

JENB.  W  H        Detroit   Edlion   Co        B4/O3/OS       YOUNOBLQOD,  B   J        Llcan*lng 
Branch    1         lp        22372  201        S4X   Fiche   90-341, 84/03X03,  0403090347 

B4031300Q-8  For ward t  Certificate   of   Svc   for   Amend   93   to  amended   fc 
lubitltuted    application   for    HeeniHi 

HATHAWAV.O   H        Detroit   Edison   Ca         84/03/09  Office    of    Nuclear 

Reactor    Regulation.     Director.       3pp         22613    166         24X 
Fiche    90-341,64/03/09,8403130000 


84032*0187    Reiubmlti    B40302    re»ponie    to    IE   Bulletin    B3-08.     "Electrical 
Circuit   Breaker!  W/Uniftrvol  tage   Trip   F«atur«    in   Un   in 
B«f ety-R elated   Application!        ."    Affirmation    Inadvertently 
omitted    from  840302    1 br   enc 1 
STEHAHT,  U   L         Virginia    Electric    *   Potuar    Co         84/03/29.       Q'REILLY.J   P 

Region   2,    Office   of   Director       Spp        22BO4   OO6.       24X 
Flche    30-000..  84/03/H'?iB4032l?OI57 

,      Periodic    operating   r»port«    &  related   correipondence 

8403030122   Monthly    operatlnc    rept*    for   Jan    19B4   H/840214    Itr 

LEE,  J  N   ,    STEWART.  H  L        Virginia   Electric   t<   Pouer   Co        B4/01/3I 
HALLER. N  M       NRC  -  No   Detailed   Affiliation  Oiven,      23pp        SB44a-044> 
24*    Flche    30-339-84/01/31,6403020122 

B403300033   Monthly    operating    repti    for  Fib    1-784   U/B40314   Ur 

LE6.J  N   ,    BTEHART,W  I.        Virginia   Electric   !.   Power   Co        84/02/29 
HALLERr N   H        Office   of   Retource  M»n«gem»ntj    Director        Ifcpp 
22921    270         24 X    Flclie    30-333,  B4/O2/29,  &403300OSS 


Ripartahl*   occurrsnc n.    t-ERt  b  related    cam tpondence 


8403130044  Foru*rdi  Amend    94   to   amended   b   lubitituted   application 
for    llceniei'    contiiting    nf   Amend   34   to  FSAR 

LANOORAFiL  C        LiBoeuf,    Lamb,    Lei  by   t>  MacFtae        LANDSflAF.  L   C        Detroit 
Ediion   Co        B4/03/O9       DENTON, H        Office   of   Nuclear  RaactOT 
fUgutationj    Director        lp        B2iIO   Io6        24 X   Pictll' 90-341.  B4/03/09. 
B4O313O044 

— S4O3130031   Amtnd   94   to   amended   t>   lubititutad   application   for   llceniei. 
cantliting   of   Amend    94   to   FSAR 
»     Duquone  Light  Ca       84/O2/S2       lp       2261O  169       S4X 

Fiche    30-341,  S4/O3/09.  B403130O44 

B403E00185  Affirmi   rniolution   of  TMI    Action  Plan   Item   II    K  3   31   re 
imall   br>ah    LOCA  analydt  No    further   action   ntcdiary 
JEN3.U   H       Detroit   Edlion  Co        04/03/14        YOUNOBLOOD.  B.  J        Llcenting 
Branch    1        Sff        aa&Bft  338        24X  Flche.  30-341,  B4/03/14,  840320O1B3, 

B403210048  Requtit*   lnuance   of   proof   ti  review  verilon  of   Ttch   Spec* 
Retourcei   to   mpport   vffort   available   !t   Impact   of   obtaining 
addL   teit  data  minimal 

JEN3.M   H       Detroit   Ediion  Co        S4/O3/14        VOUNOBLOOD,  B   J        Llceming 
Branch    1         lp        22706  333,       24X   Flchl   90-341, 34/03/14-  8403S10048 


9403280332   Faruiardc   prel iminarij   results   of   natural    circulation 
analviee    for  Blltll    tr*nil*nt  at   >HcOulre   l<  8O04O3   natural 
circulatlan    lou   pouer   teet    at  North   Anna 

CHARLTDN.T  R        £01.0.     Inc        S3/O9/22        L1TTEHEKER,  P  E        Energy,     Drpt 
of.    Idaho   Operation!   Office        2<?pp        33307  £9?        Z4X 
Ffch*    30-000.83/09/32.  B4O3Sa0332 

3403090213  WPDE3  nancamp  1  land   notification   re   340213  oil    tjtil  1    Cauitd 
hy    lube   oil    asioclated   ui/overflou   of   buring    cooling   tout-f 
mak*ifp    r-*i>rvolr   Oil    contained   6ij    floating   boom  &   removed 
w/abiorbont   natlc 

TAYLOR.  J.  A         Virginia    Electric   &   Power  Co         64/02/29         VOLTACQIQ.T 
EnvironmintBl   Pratectlon   Agency        7pp        2S373   078.      24K 
Fiche   30-333.84/02/29.8403090213 

34D319039&  Forward*   compl*ted    Oil   Spill   Que»tlonnaire  VA-B4-093   for 
B40B13   occurrence 

TAYLOR. J. A       Vlraini*  Electric   !<  Pouer  CD        B4/03/O7        VOLTAOOIOiT 
Environmental   Pratiction   Agency.       7pp        2267B    193        2flX 
Fich*   30-33S.  04/03/07.  a 403 1^0390. 

3403190DBO  KPDES  none amp  1 1  ante    notification  on   840314, lubricating   oil 

tpill»i    into  Lake   Anna   Caueid   hu   crack   on  Intake   screen   of 

drive    chain    lubricant  ri!ervolr  Completed  iplll 
Que-i tionnaire  VA-34-09H   enc  1 

TAYLOR.  J  A         Virginia    Electric    fa   Power   Co  84/O3/OB         VOLTA0010.T 
EnvlroniuBntal   Protection   Agency        7pp        2 2643   334        24X 
Flche    30-333,84/03/00, B4Q31900BO 


30-341    ENRICO  FEHMI    ATOMIC   POWER   PLANT.     UNIT   2 
.     App  1  Icat lon/con-t tructlon   itaje   do-cumentt   &  correspondent* 

3403140340  Bunwwrg    of   831213  netting   u/SE  &   Marl    I   Dunert  Oroup    in 
Bethiida.llD1  re  Hart    I   containment  uetwil  1-drgiuell    vacuum 
breaker   dnign  methodology 

SIEG£L.B.L        Operating   Reactor!   Branch   2        54/03/21  Operating 

Reactor.   Branch   2        31pp        22i35   I9fl        24X  Flelie   30-QOO,  84/OB/Kl, 
8403 140340, 

3403020 Ii4   Submit!   Ttqjuett    for   adtfl    info  re    pattulated   failure   of  HPCI 
•team    lint   u/o   iiolatlor, 

yOUNOBLOOD,  B.  J       Llceniino   Branch    t        84/02/22.       JEMS,  W        Detroit 
Ed  tun   Co.       3pp.      2Z491-13B        H4X   Fl  Che- 30-341,  94/03/22,  8403030164 

HO302012E   fleipand*    to  840103  Oenerlt   Ltr  84-01   ri   MRC   u»i   of   termi 
important   to   tafety   t,   taf  »t^-r»l»t»d.  Bubj   ulll    be   dlicuieed 
further   through   ittiring    committee  i   chairman   of   Util    Sifety 
Cla»*Jf icatlon  Qroup 

JENBjW  H        Detroit   EiTlion   Co       S4/OS/S4.       TAYLOR,  J  M.       Director'! 
Office,    Office   of    Inipectlon   and   Enforcement.       lp        22443-  Oe3,       24  X 
Fich«'  90-34 1,84/02/24.  8403020181 


8403210074  Fomnrdi   "Environ  Qualification   of   Safety-Related    Mechanical 
Equipment   for  Harih   Environ."   per   631201   meeting 

JENS,  H   M       Detroit   Edlion  Co.      B4/O3/14,       YDUNOBLOQD,  D   J        Llceming 
Branch    1         lp        32706   140        E4X   Fiche   30-341.84/03/14,8403310074 

-- -8403210078   "Environ   Qualification   of  Safety-Related  Mach«nlc*l 
Equipment    for   Harih   Environ   " 

«      Detroit   Edl«on   Co        94/O3/31         ISOpp        22706   141,       24 3( 
Fi  che.  90-341,  84/03/14,  8403B10074 

B40323001G  Foruardi  revlied   NRC   liceniad    operator   training 
requali f Icat Ion   progrjm. admlnlitratl ve   guldi.  incorporating 
addreited   coinminti    contained    In   831S1?   Itr 

JENS.U  H       Detroit  Edlion  Co       34/03/14       YDUNOBLOOD,  B  J.      Hc*nilng 
Branch    1        lp        3Z7Zb   178        24 X   Flche,  80-341.84/03/14.  B403E30O1B 

— B403230021    NRC   licenied   operator   training   requallf icatlon   program, 
admin  istra  tor   gui  d* 

*      Detroit   Ediion   Co.       B4/O1/31         30pp.       22726   179        24 X 
Flche    50-341.  B4/O3/14,  S403S3001B 

0403260237  Diicuitei    WV  Lip  ton    qualification   rev  leu, per    840119  reiponie 
to   req.u««t   for   addl    Info   Lipton   qualified   «•   radiation 
protection   manager,  per   Reg   Oulda   1    8 

VOUNOBLOOD,  D  J       Liciniing  Branch   i       84/03/14       JENS,  W,      Detroit 
Ediion   Co        2pp        22808.210,       S4X  Fiehe'  30-341.  84/03/14.  B4O32B0237 

B403270043   Inform*   that   ultrasonic    teit   eiami    of   blend   radii    area  h 
magnetic   particle   exam  conducted   bij   venel    mfg    to   determine 
degree   of   conformance   to   NUREO-Q619  No   recordable 
Indication!    found  utilizing   either    technique 

JENS.H  H       Detroit   Edlion   Co        B4/O3/21.      YOUNOBLOOD.  B.  J.       Llctniing 
Branch    1        lp        22769.318        24X   Flche;  90-341. 94/03/81,  8403270043 

8403300138  Forward!   Certificate   of   Bvc    indicating   appropriate   parties 
fervid   Hi/Amend   34   to   amended    i  Bubitltuted    application   for 
lleeniei 

HATHAWAY,  0   H.      Di  trait   Edlion   Co,       84/03/96  Office   of    NucUar 

Reactor   FteguUtlanr    Director.      3pp        22820.349        34X 
Flche' 90-341,84/03/26,0403300130 

F     Stcurlty.    nedlcal.     inergenctj   h   fire   protection   plant 

8403120049  Extend!  invitation   to  attend  regional  worlihop   on    fire 
protection  iafi   ihutdown  requiremint*   of  lOCFR30,App  R  on 
fl 4 0323  in  Roaemont.  IL  Propoied  agenda  encl    for  review 
BPESSARDiR  L       Dlvliion  of  Emergency  Preparednen  fc  Operational 
Support        84/03/06        MELLB,  D.  A        Detroit   Edlion  Co.      3pp,       33389:292 
24X   Flche.  30-341.84/03/06,8403120049. 
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B 4-0 3 2800 49  Rasponds    to   B40217    Inquiry    re    planti   not    considered    for    imp 
of    vent    holder   crack*    in    torus    Insp    inapplicable    because 
Farml   ti   Hops   Craek    still    In    const    stage 

DENTON.HR.       Office    of   Nuclear  Reactor   Regulation.    Director 
64/03/12        WEBTOvE«,A  T        Monron  County.     HI         Ip         S2B12  398        24X 
Fich«; 30-000, 84/O3/12,  0403280043 

— B40328Q034  Requests    explanation  as    to   why    facility    not    considered    for 
intp    for    cracks    in   vent    header    similar    to    crack    found    at 
Hatch. 

MEBTOVER.A,  J        Monroa   County,    MI        B4/O2/17  Office    of   Nuclear 

Reactor  Regulation.    Director        2pp,       22812  3S9        24 X 
FicNe. 30-000,  84/03/12.  B4032BO043 

K      Utility   Final    Safety    Analysis  Report    (FSAFl)    d   amends 

B4O3130044  Forward*   Amend    94    to   amended1   fc    substituted    application 
for   licenfef>    convicting    of   Amend   04  to  FSAR 

LANDQRAF,  L  C        LaBoeuf.    Lamb,    Leibg    tt  MacRae.       LANDCfiAF, L   C,       Ditroit 
Edison  Co        B4/03/09        DENTON. H        Office    of    Nuclear   Reactor 
RaguUtlom    Director         Ip.       82610    16B        34X   Fiehe.  90-341,  B4/O3/09. 
B403130044. 

—0403130031   Amend    94    to   amended   b    *ub*tltut*d    application    for    license!' 
consisting    of  Amend    94    to    FSAR. 

*     Duquesne  Uioht   Co.      S4/02/S2        IP       22410,14-?       24X 
Fiehe.  30-341,  B4/O3/09,  B403130044 

— -8403130060  Amend   94   to  FSAR   Twenty-eight   overt  lie   drawing*   end, 
Drawings  available   In  PDR 

«      Detroit  EdUon   CO        84/O3/31         ?B?pp         226 1O.  17O        24 X 
Fiehe    80-341,84/03/09,8403130044 


8403090009    IE    Info   Notice   B4-13,    "Reporting    of   Radiological    Releases    " 
Bvc    list    ancl 

JORDAN, E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post  B30103)        84/03/02  Consolidated  EdUon    Co      of  New 

York-     Ine          119pp         22333   217         E4X    Flcho    30-000,  S4/0 3/02,  S40H0900O9 

B403O900H    IE    Info  Notice   84-17,    "Problemi   W/Liquld   Nitrogen    Cooling 
Components   Beloui  Nil    Ductility   Temp    "    Svc    list   end 
JORDAN,  E  L        Division   of   Emergency    Prepnredn«»s  &  Engineering 
Response    (Post  830103)        S4/O3/03,  Consolidated   Edison    Co      of  New 

York,     Inc          117pp         32353    336         S4X    Fiehe    SO-000,  84/03/OS,  840209OOJ  1 

B4032SQ101?   Forward*  IE    Insp    Rept   SO- 34 1/ 83-30   on    831201-840131    &   notice 
of   violation 

KNOP.R    C         Region  3.     Office    of   Director         34/03/03        WELLS. D   A 
Detroit   Edison  Co        3pp        22716   197        24 X   Flche    30-341,  B4/03/OS, 
8403320109 

— 8403320111   Notice    of   violation   from    inip    on  83I201-B40131 
KNQP.R  C        Region  3,    Office    of    Director        84/03/03        Spy 
3X716    199        24X  Flche    30-341,  84/O3/OS.  B403220109 

—8403230114    IE   Insp   Rept   90-341/83-30   on  831201-840131    Noneompl lance 
Identified   HPCI    lUi    test   procedure   not   reviewed    for 
completeness   ti  adequacy    h  RCIC    BIJI    did   not    incorporate   all 
valve    timing    requirements    In  FSAR 

BYRON,  P  H  ,    PARKEft-M  E   ,    KONW-IN.  J  E        Region  3,    Office    of 
Director        84/03/02        ISpp        23716  SOI        S4X  Fiehe  SO-341, 84/03/05, 
B403220109 

8402070024    IE    Info  Notice   84-09, Riv    1,     "Leisons   Learned    From    Insps   of 
Fir*   Protection  Baft  Shutdown   By*.    "    Svc    Hit   end 
JORDAN, E  L        Division    of   Emergency    Praparednett   &  Engineering 
Reiponie    (Poit   830103)        84 /O 3/07  Coniolldated    Edison   Co      of  N«u 

York,     Inc        llSpp,       22633   049        24X    Flche   30-000,34/03/07,9402090024 


0,      Inflection   reports,     IE  Bulletins    h   correspondence 

8401190072    IE    Info   Notice   S4-13,     "Potential    Deficiency    in   Motor 
Operated    Valve;   Control    Circuits   &  Annunciation,"    Bvc    list 
•net. 

JORDAN. E, L        Division    of    Emergency    Preparedness   &  Engineering 
R««pon*e    <Post   830103).       B4/02/2B  Coniolldated    Ed  lion    Co      of  Niu 

York,     Inc.       113pp.       32709:239.       24X    Flche    30-000, 84/O2/SB,  B401190072 

84O3O60170  Ack   receipt    of   B40217   Ur    informing    NRC    of    *tep«    taken   to 
correct   noncompllanc*   noted    In    IE    Insp    Rept    30-341/83-29 
KNOP.R    C.       Region   3,    Office    of   Director.       84/03/01         WELLS,  D.  A 
Detroit   Edison  Co.        Ip,       S291B  337        24X   Flche: 90-341,  84/03/01, 
B403060170 

-~B4030&D173  Resubmlti  840123  r no on IB   to  NRG   8313S2   itr  re   noncompllance 
noted    In   IE  Insp   Rept   90-341/83-27. 

HELLS.  D.  A        Detroit   Edison   Co,       B4/02/17        KNOP,  R   C.       Region   3, 
Office    of   Director         Ip.       22918.338        24 X   Fichf    30-341, B4/03/01, 
8403060170. 

— 9403060177  Responds    to   NRC   831823    Itr   re    nancoinpl  lane  *    noted    In    IE    Insp 
Htpt    90-34I/B3-37  Corrective   action*. Plant    Operation   Manual 
13.000   r*vl**d,  damaged    unistrut    scr«ppod    t    satellite 
storage   areas   marked   d   roped    off 

WELLS.  D,  A,  i    ALESBI,  T.  A        Detroit   Edison   Co.       84/01/23.       KNOP,  R   C 
Region  3,    Office   of  Director       9pp       22918:339.      24 X 
Flche. 30-341,  84/03/01.  B403060170 

B4031VO309  Forward!    IE    In*p    Rept   90-341/84-03    an  840131    ti  0201-02.  No 
no-ncampllance   noted, 
PAPERIELLO.C,  J.       R«glon   3,    Office    of   Director.       B4/O3/O1         HELLS,  D  A, 

Detroit   Erf  it  on  Co,       2pp.       32673-168        34X   Flche,  30-341,  84/03/01, 
S4  03 190307. 

— B403190313    IE    Insp    Rept    90-341/84-03   on   840131    fc  0201-02  No 
noncomplltnce  noted.  Major   arias    impacted:  preoperational 
radiological   environ  monitoring   program. Including  mot 
controls  li  program   implementation  fc  re/iultt 

OE8TMANN,  M.  J.  ,    BLAWINBKI,  W.  J.  .    SCHUMACHER,  M.  C        R«gion3,    Office    of 
Director.       B4/02/29,       9pp         22673:170,       24X   Fiehe.  9O-341, 84/03/01, 
B4O31 90309. 

S4D3090007   1C   Info  Notice  84-14,    "Highlight*   of   Rec.nt  Transport 
RBoulatorv   R«vi   by    DOT  li   NRC.  "   Svc    Hit    encl, 

GRACE,  J, N.       Di vlilon    of   QAi     Safeguards   &    Inspection  Programs    (Foil 
Q3O103).      B4/03/02,  Contolldated   Edison  Co.    of  N«u   York,    Inc 

ISOpp,       22993;  329.       24X  Fiehe:  90-000,  B4/03/02,  84O2090O07 

B4O5O9DOOB    IE    Info  Notice   B4-16,     "Failure    of    Automatic    Sprinkler   Syi 
Valves    to   Operate."    Svc    list    encl, 

JORDAN, E. L,       Division    of   Emergency   Preparedness   li  Engineering 
Rempon**    (Post   830103),       84/O3/02,  Can*olldat*d    Edison    Co,     of  Niu 

York.     Inc.       123pp,       22993:098.       S4X   Fiehe:  30-000,84/03/02,  B4O2090QOB 


8402090028    IE    Info  Notice   84-1B.    "Streii   Corrosion   Crocking    In  PUR 
8us    "    Svc    list   encl 

JORDAN.  E  L        Division    of   Emergency    Praparednen   tt  Engineering 
Response    (Post   830103)         B4/03/07  Consolidated    Edison    Co,     of  Noui 

York'     Inc         HBpp        22384    186       24X  Fiehe    30-000,  B4/03/07,  B402070O2B 

8402090031    IE  Bulletin   84-02.     "Failure*    of   OE  Type  HFA  Relays    ln\  U*B    in 
Class    IE  Safety   Syi    "   Bvc    list   encl 

DEYOUNO,  R  c        Director's   Office,    Office    of    Inspection   and 
Enforcement        84/03/12  Consul  tdat-ed   Edlton   Co,     of  Neu   York.    Inc. 

134pP        22823  094        S4X  Flehs;  30-000.  84/03/12,  840E090031 

B4032601S7  Ruponds    to    IE  Bulletin   B3-OB   re    failures   k  problems   u/ 
possible    improper   operation   of   circuit    breaker!   u/ 
undervoltage    trip    attachments   Field    mod   requests    issued    to 
remove    undervoltafle    device    from  breakers 

HELLS,  D  A        Detroit   Edison  Co        B4/03/14        KEPPLER,  J  G        Region  3, 
Office,    of  Director        4pp        22738    143        24X  Ftche   30-341,84/03/14, 
84O3260127 

8403300033  Foruards    IE    Insp    Rapt   90-341/84-01    on  840114-O317    No 
noncompliance   noted 

BTREETER,JF        Region   3.    Office   of    Director.       84/03/19        HELL8,  D  A 
Detroit   Edi»on   Co        Ip        22BB1   233        24X  Fiehe    30-341,  B4/03/13, 
8403300093 

— 8403300037   IE    Insp    Rept   30-341/84-0-1    on  840114-0217  No    none omp  1  lane*   or 
deviation!  noted   Major  areas   impacted  previous   Insp 
find  ings,  preoperational    test   program,  procedure   review  (c 
verification! result   review  &   test    witnessing 
DUfONT.8,0  ,    LANKBBUflViR   D.  ,    REYES,  L.  A        Region  3,    Office    of 
Oil-actor,       84/03/19        10pp.      2SS21    B34        84 X  Flch*   90-341,84/03/19. 
8403300053 

840S090043    IE    Info  Notice   84-19,     "Tyo    Ev«nt«    Involvinj  Unauthort led 
Entrl*«    into  PHR  Reactor   Cavities."    Svc    list   end 
JORDAN,  E,  L        Division    of   Emergency    preparedness   tt  Engineering 
Response    (Pott   B30103)         84/03/21,  Consolidated    Edison    Co      of  New 

Yorki     Inc         123pp        22823   329.      24X    Flche' 90-000,  B4/03/B1,  8402090043 

8402090044    IE    Info  Notice   84-20,     "Svc    Life    of   Relayi    in  S«f« ty-Ralated 
By*   "   Svc   Hit  and 

JORDAN, E.L        Division   of   Emergency    Pre/paredneis   (•  Engineering 
Response    (Poit   830103).       84/03/21  Consolidated   EtfUon   Co      of  Neui 

York,     Inc,       133pp,       82933   001,       24X   Fiche,  90-000,84/03/21,  B402090044 

R,    Periodic    operating    reports    >i  related    correspondence 

84030S0443  Forward!   monthly    status   rept    of    offsite    emergencu 
preparedness    for  OL  revlius    for  Jan    1934, Changes    In  FEMA 
finding    dates   not    caused    by    delay    duo    to   offtlt*    emergency 
planning    Issues, 

DIRCKB,  H,  J       Office  of   the  Executive   Director   for  Operations 
B4/02/21        PALLADINO     Commlll loner*.       9pp        22492  OB3        24X 
Fleh*    30-000,  B4/02/2(,S403020443. 


212 


DOCKETED  ITEMS 


S      ReportaBle    occurrencsi,     LERi    t  relate-d    correspondence 

B4Q312QQO9    Interim   deficiency    rept.  Item  35   re    defective    spot   urldi   & 
Power-Strut    support    mat!     Initially    reported    an   BHO211 
Evaluation    far    spot    ue)d    membsn    far   overload    condltioni 
continuing   Addl    ute    o-f  numbers   diicont inued 

HELLS, D.    A         Detroit    Ediion    Co         S4/O2/B3         KEPPLER, J   0         Region   3, 
OFFic*    of   Director         Spp          2S3B8   03?         24X    FiChB    50-341, 84/02/23, 
840313000? 

HflO312Q16O  Deficiency  rept,  Item    113   re    linear    indications    In    »earo  of 

ASTM   A500  OR    0    tube  iteel     Initially    reported     In   840124 
telccn    Further   evaluation   pending    completion    of   vjtual    imp 

of    elnctrical    caoll  tray    iuppo-rti 

WELLS,  D   A         Detroit  Editor)    Co         Bfl/02/23         KEPPLER,  J   0         Region    3. 

Office    oF  Director  2pp         22590-142        24*   Fithe  30-341  •  84/02/33, 
9403130160 

B4O31Z0133   Dtficinncg    rspt,  Item    115  re    posilble    Impingement    of 
Biientlai    piping    during    pipt    break    Initially   reported    on 
640124    Sueep    path*   &    jet    impingement    lone*    will    be 
reeva  luat'il    tc  pipe    break    locationi    reasinxeil 

HELLS.  &   A         Detroit    Ediion    Co         H4/03/23         KEPPLER, .J   B         Rtgion    3, 
Of  Cite    of   Director         2pp          22  3  86   348         24  X    Flch*    30-341,  B4/02/23, 
8403180133 

B40312QQAB   Interim   deficiency    rept.  Item  lib    re    potential    fur    freezing 
of    buri»d   fin    protection    cyi    piping    to   HHR   bldg    Initially 
reported    on   840131   Hater    will    be    pasted    through    lint   once 
per-    •(lift   during    freezing    weather 

HELLS.  D    A         Detroit    EJiion    Co         34/02/29         KEPPLER,  J  •&         Region    3. 
Office    of   Director          Ip         22390   234         24X    Fiche    50-341,  B4/03/E7, 
fl 4 031 BO 068 

B403190079    Interim   deficiency    rept. Item    114    T»    ponlble 
overpretturiiatlon   of    north   RHR  MX    (PIS  El  1 -01-BOQ1A) 
Initially    reported   an  84O124   Leakage    abiervRd    coming    through 
Insulation    in  HX   shell    flange  No    piping    damage    found 
HELLS.D    A         Detroit    Edlion    CD         B4/03/O7         KEPPLER,  J   O         Region    3, 
Office    of   Director        2pp         23&6B  341        24 X    Fiche    SO-34 1 , B4/03/O7, 
B403190079 


B4O3060341   Foruiardl    IE    In*p    Rapt  30-344/B3-34    on   631 128-1230.  Ho 
noncomp \ i^nc v    ldvnti£i*d 

BISHOP,  T.  M        ReflUn   3.    Office   of    Director        B3/O2/07        WITHERS,  B.  D 
Portland   General   Electric    Co        2pp        22319,073        24X 
Fiche,  30-344,  B4/02/07,  B40306O341 

— B403O60344   IE    Imp    Kept    30-344/B3-34   on  331158-1330,  No    none  amp  1 lance 
or    deviations    Identified   Major   area*    Impected    plant 
operations  security,  mainti  *urv*lllance    totting, cold    weather 
preparation  E>  plant   review    board 

JOHNSTON,  0  u   ,    RICHARDS,  8  A   ,    DQDD8,  R  T        Region    9,    Office    of 
Director         84/02/03         4pp          22317   073         24X    Fich*; 30-344, 84/02/07, 
8403060341 

8403180379  Foruiardi    rept   of    r*»ult«    of   in-progrei*    audit    for    facility 
detailed    control   room  dei  Ign    review   per  8uppl    1    to 
NUREfl-0737  conducted   on  831212-14 

MILLER,  J   R         Operating   Raactort    Branch    3,        B 4/02/29,        WITHERS,  B.  D 
Portland  Central   Electric    Co.      73 pp        22619  OOB        24X 
Fiche    30-344.  B4/02/29,  8403120379 

B4D3190378  Revtied    emergency    plan    implementing    procedure*,  including 
Procedure   EP-1   re    emergency    claiilf icatlon,  EP-7   re 
operation   of   technical   *uppart  ctr   b  EP  B,  6  re 
communication!    itaff   H/S40314    Itr. 

*      Portland   General   Electric    Co        84/03/03        CLARK,  R,  A        Office   of 
Nuclear  Reactor   Regulation,    Director,       72pp         22671:001         24X 
Fleh«    30-344.84/03/05,  B40319037B 

940-3260302  Foruardi    (lemptlon    from   10CFR30  4B  &   App    R   to    10CFR9O  re 
fire    protection    for   reactor    coolant    pump    lubricating    oil. 
Eumptlon   conditioned    on    Implementing    fire   protection 
improvement!    bg    plant    itartup 

MILLER,  J,  R        Operating   Reactor*    Branch    3        84/03/03        WITHERS,  B  D 
Portland   General   Electric    Co        Ip        22799.349        24X 
Fiche    30-344.  84/03/03,  840326O30H 

—8403260304  Forward*    eiemptlon    from    lOCFRSO.  App    R    fire    protection 
requirement*    for   FR    publication 

*      Dlvl*ion   of  Licensing         84/03/03  Docketing   tt  Service* 

Branch,       2pp        22799,  330.       24X   Fiche,  30-344.  84/03/03,  8403260302. 


T      Hearing    tranicp-i pts    on  nim-antl tru« t   matt«ra 


B402090037    Board    (Jot  i  *  1  cat  ton    84-O32    foruarili    meeting    lummarlei 
containing    tranicrlpts    of    &40210  &    16  meetings   betueen   NRC   & 
Transannrlca   Dilaval,  Inc     (TDD    Duinen  Group    Di*trlbution 
Hit    encl 

EISENHUT,D  D  Dlvlilon  of  Llcen*lltg  84/O3/I2  PALLADINO 
CoramUsionen  3pp  22700  001  24X  Fiche  3O-000,  B4/O3/12, 
B40209D039 


V      Operator  Examination* 


94030901Q8  Foruardi    updated    info   re    operator    licencing   eiairu    Suboilttal 
tncludu    eittmatt    of   need    for  operator    lic«r«ing    ex  ami    Far 
remainder   of  FY84    &  FVBS    through  FYB7. 

JENS.M  H        Detroit   Edlion   Co        84/03/03        YDUN8BLO.OD.il        Lle»n*ing 
Branch    I         2pp         ?2373    30H         24X   Fiche    50-341 , 84/03/03,  8403070108 

B4031 50021    Forwards    individual    operating    ihift    etperltncB    itatu*.  per 
DF  Echnall    raquett   Ut i 1   uill    use    (hi  ft  advliort    to    latiify 
hot    participation    «iperi*nce    requirvmenbi   Licensed    clasiroom 
training    (•   eiam  conducted! 

JENS.W   H         Detroit    Edlion    Co         B4/O3/0?         DEMTON,  H   R         Office    Of 
Nuclear   Reactor  Regulation.     Director        E2pp        22A43  043        24X 
Fiche    SO-34 1,  84/03/09.8403130081 


— B4032i030a  Exemption   from    10CFRDO  18  fc  App   R    to   10CFBSO  requirement*  re 
fir*   protection   for   reactor   coolant   pump    lubricating    oil. 
EIBEWHUT,  DO        Divlilon    of    Llcinilng        84/03/O3  Portland 

Otneral    Electric   Co        4pp         22739-352        B4X   Fiche   3O-344,  B4/03/03, 
0403340302 

Q403290240  Advlte*    th.it   840112    rev   to   phuilcal    tecurltu    plan 
conilatent  u/pravlilan*    of    1OCFR30,  34(p)    &   acceptabla 
SCHUSTER, H  D        Region   3.    Office    of    Director        34/03/22        WITHERS,  B   D. 

Portland    Oenera.1    Electric    Co        2op        S2BOO,  233.       24X 
Flcna:  30-344,  84/03/S2.  840329O24O 


D     Ad judicatoru,    corr«iponderice 


0403220247  R«*aonte    to   Coalition   For   Safe  Power   S<   State    of   OR    B40309 
contention!  Certificate   of    Bvc    tncl 

JOHNSON,  R  M  Portland  General  Electric  Co  D9B  034,  B4/03/20. 
Atomic  Safety  «nd  Llctnilng  Board  Panel  46pp  22719' 091  34 X 
Fich*. 30-344,  84/03/20,  8403220247 

0403300272  Forward »   notlcei    of    appearance    in   proceeding    of    H   Axelrad 
BA  Ooldberg   Certificate    of   Bvc    encl, 

AXELRAD,M       Portland  Qeneral   Elite  trie  Co       AXELRAD,  H       Ntuman  tc 
Koltiingtr        DBB  219,       84/03/29        4pp,       22B24. 033        24 X 
F  Iche-  50-344.  B4/03/29,  8403300272 


B40323001B  Foruardi   revised    NRC    1  Itemed   operator    training 
requalif  lea  t  Ion  program,  adminittra  tlve   guide.  Incorporat  inj 
addrsasad   conwinti    contained    in  B312I9   Itr 

JEN9.M    H        Diferolt   Ediion    Co         B4/O3/14         VDUNODLOOD,  D    J         Licensing 
Branch     1          Ip         22726'  178         24X   Fiche    SQ-341.  B4/03/14,  S40323QCHB 

— Q403230D2I  NRC    licent»d    operator    training    requal If ic*tion    program, 
adnlnistrato-r   guide 

*      Detroit   E*iion   Co        &4/01/31         30pp.       22?2&   179.       24X 
Fiche    30-341,  84/03/14,8403230018 


H      General   comipondtnce 


84030603B4   Advlm    that   corrmpondence  h   pleading*    ihould    be    directed 
to  RM  Johnion   at    lilted    addreci 

JOHNSON,  R.H        Portland   General   Electric   Co,       84/02/2?.       8CHAEFER,  K 
NRC  -  No  Detailed   Affiliation  Given,      tp       22916-131       24X 
Fich*.:  30-344,  84/02/89,  8403060384. 


J      Insurant*  Si    indemnity    Information 


30-344   TROJAN  NUCLEAR   PLANT 
r      S»curitg,    medieat,    «jnerg«ncu.    I.    fire    prottction    plant 

84031303BI    Ac k    r«c»ipt   of   831129  Itr    tr^nimitting    changei    to    lectirltu 
plan  Changii   coniittent  u/pTovi*ioni   of    iOCFRSO, 34(pJ   & 
acceptable 
SCHUSTER.  M  D        Region    3,    Office   of   Director.       B4/01/20        HITHERB.B.D 

Portland    General    Electric    Co        2pp        22&16.27&        24X 
Fiche    30-344,  B4/01 /SO,  B4031303B1. 


a 403 200 197  Forward »   lilting    of   preiint   level*   of   property    iniuranc*  d 
ic-urc**   of   iniuranci   for   facility.  Info  repretenti  m*x   amount 
of    in*urance    coverage  available    for   nuclear    generating 
plants. 

WITHERS,  B   D        Portland   Oenera.1   Electric   Co        B4/03/li.       MILUES.J.  R. 
Operating   Reactor*  Branch   3,      2pp.      22t99'3SA       24X 
Fiche    30-344.  B4/03/16,B403200197 

B4033BQ022  Foruardi   Endortemint  S    to   NELIA  Pol  lev    EB-37, 

MIECHMANN,  8M  Portland  Oeneral  Electric  Co.  64/03/20.  BALTIMAN,  J, 
An  tit ant  Director  far  8t*t*  h  Llceniee  Relation*  3pp.  22777' OB4. 
S4X  FUhe.  90-344,  B4/03/20,  8103280022 
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84033B0041    Forward*   Endoriement    34    to   MAELU  Pol  leg    MF-B6   !<   Endonements 
64   t,   A3    to    NELIA   Policy    NF-223 

WIECHMANN,  B  M      Portland  eenerai  Electric  GO      04/03/20      SALTIMAN,  j 

Office    at    Btate    Program.     Director         4pp          22777   006         24 X 
Fiche.  30-344,  84/O3/20,  8403280041 

P.     Operating    llcente    stage    document*   &   corre»pondence 

B403010117  Partial    response    to    FOIA  reque»t    for    document*    by    named 
Individual!    r*   rapt*, analy*e*, *tudle«,  procedure*   d   lu*    far 
mea*ur«inent    of  RCS    leakage   App    B    document*    placid    in  PDR 
App    A   document*    alreadg    available    In  PDR   Search    continuing 
FELTDN,  J  M        Division   of   Rule*   and    Record*        84/01/29        MADDEN,  T  J 
Kaua,    Scholer,    Fler<n«n,    Hays    bHandlir        7pp        28490,026        24 X 
Fiche. 90-000,04/01/29,840301011? 


--040301O173  Rev   6   to   Procedure   PPT-1-3 
Leakage  Evaluation.  " 

LAMOUREAUX.T,  H        Portland    General    Electric    Co 
93431.184        24X   Flchi    90-000,84/01/83.3403010117 


"Periodic   Operating    Tut   RCS 
7B/06/11?        9pp 


—8403010933   Discusses    RCS    leak    rat*    calculatl on*,  per  820904    tilcon  Modi 

to  RC8LK7   computer    program   permit    leak    rite  calculation*    for 

prenure*    between    1,900   fc   2,100   pilg   U/temp  between   260   F  & 
270  F  Plant    data    end, 

MORRILL,  P  J.      Region  3,    Of  pic*   op  Director  82/09/03 

WOODflUFF.R   W        Reactor   Engineering    Branch  17pp.       22481.362        24 X 
Fl Che;  30-000,  84/01/23,  8403010117 


6403050226  Notifie*    that    lnuance   of   FR  notice   mill    be  deluged   until 
supplemental    info   received    for   B40127    license    change 
application    Inuence    of    amend    unnece*»*rg    to   remove  reactor 
venal    surveillance    capiul*    X 

MILLER,  J  R       Op  or* tins  Reactor.   Branch    3        B4/02/S9       WITHERS,  B    D 
Portland   General    Electric    Co,       lp        92927  399        24X 
Flche   90-344,84/03/29,  B403Q3022i 

84030603B2  Notifies    that  monthly  milk    (ample   could   not   be    obtained 
during   Feb    19S4, because    dalr«   animal*    (goati)    at  Location 
17A  not   producing    milk   Monthly   milt    sample    expected   to    be 
attainable    for   Mar    1994 

WITHERS, B    D         Portland    G.ntrnl    Electric    Co         B4/03/02         MILLER,  J   R 
Operating    Reactors    Branch    3         lp         225 IB    IB?         34 X 
FlchB'  30-344,  84/03/02,  B403060383 

84030B0347  Partial    re-aponie    to   FOIA  request    for   documtnti    re    proposed 
NBHC   df terminatloni    for    Klllftone  2  d  entry    Into   operational 
made    for    conducting    final    t«tti   of   preiiurlier   *afetg   valve* 
at   Trojan  Forward*    App    B   document*. 

FELTDN.J  M       Dlvlllon    of   Rule*   and   Record*        84/03/02        ADATO,  M 
Union   of   Concerned    Sciantllt*        4pp        22383  039        RAX 
Fiche    30-000,84/03/02.8403080347. 

— B307180403   Initial    NSMC    determination  i.  noticing    action    re    utll    830524 
application   to  amend    License  NPF-1, clarlfglng    purpose    of 
auxtllarg   ho  lit   h    tatting    of  holit  &  manipulator   cram 
TRAMMELL-C        NRC   -   No   Detailed   Affiliation  Civen        B3/06/27        2pp 
22383  043        24X   Flche    90-000,84/03/02,8403080347 


8403080344   FOIA  reque*t    fop    document*    r*    proposed   NBHC   determination 
on    llcenie   amend*    for   Mlllctone  a  ti   entrg    Into    operational 
mode    for    conducting    final    teat*    of    pre**urlier    lafetg    valve* 
at   Trojan. 

ADATO,  M        Union   of   Concerned    Scientlitt        94/02/02.       FELTON,  J  M 
Dlvlilon   of  Rule*    and   Record*         lp        22 Sa 3.  038        S4X 
Ficha   90-000,84/02/02,8403030344 


-83071B0414  Req.uett*    FR    publication   of   notice   of    cant idirat ion   of 
iiauance   of   amend    to   License  NPF-1   d   propoied    N9HC 
determination  b   opportunltg    for   hearing   re  830324  requeit    to 
heat    up    to  hat   itjndbg    made 

CLARK,  R  A       Operating   Reactor*   Branch   3        B3/07/06       KREUTZERiP   M 
Operating   Reactor*    Brcmh   3        3pp        225B3  043        24 X 
Fiche    30-000,  B4/03/OB,  8403080347 


B4 030 SO 223  Further   reiponie    to   FOIA   requeit    for    record*    of   named 
individual*,  including   rept*,analij»ac,*tudieiite*t 
calculation*. procedure*   &    practice*    for   meaaurement  of   RCS 
leakage   Forward*   App    C    document*.  Search    continuing. 
FELTON- J.M        DivUlon   of   Rulot   and    Record*        84/02/07        MADDEN,  T  J 
Kage,    Scholar,    Flarnam    Haul    ti  Handler        3pp         23496  234        24X 
Flch«' 30-000, B4/02/07.  8403030223 

--8403030S90  Forward »    plant-ipeclf Ic    data   card*    for    facilltlet   re  reactor 
coolant   laakage   calculation*, par  B 10902  requeit. Addl   data 
cardi   for   ramainlng   plant*  ulll    ba   **nt   shortly 

CREW3.J  L        Dlvliion   of   Retident,    Reactor   Project*  d   Engineering 
Inspection       Bl/09/16,      BAER.R.L       Division   of  Resident   8<  Regional 
Raactor   Inipeetlon       2pp.      22494  268       24X  Fich«  SO-000- B4/02/07, 
8403030233 

B4O3080179  Fourth   partial   (*«pon»e   to  FOIA  request   for   «i*   categoriei 
of   document*  re   fac 11 itiet.  Forwards  App  A  document*  App   B 
document    entirely    withheld    (ref  FOIA  Exemption    3)    Revleu   of 
addl    document*    aubj    to   requait   continuing 
FELTON,  J  M.       Division   of    Rulei   and   Record*.       B4/02/13        ANDERSON!  B    I 

Oarvtu,    Schubert,     Adams    t>   Oarer.       7pp        22983  226.       24X 
Flche.  90-000,  84/02/13,  040300017*? 

— -8009090737  Forward*    airworthiness    alert    re    corrosive  &   abravlve 
characteristic*   of  volcanic   «*h   uhich   ha»   fallen   In  Pacific 
Northueit.  Questions  re   ash   amount,  chemistry   ti   itie 
distribution  ulll   be   foruarded   to   licensee*.  U/o   encl 
JACKSON, R   E.       Oeotclencei    Branch        80/06/13.       VOLLMER.R   H 
Dlvlllon  of  Engineering,      2pp.      22383.930.      24 X 
Fl eh e i  90-000,  84/02/13,  84030801 79. 

8403010112  Orants   831133  h    1330  requests    that   Nuclear  Energy    Svc*,  Ine 
rack    design   drawing*    be   withheld    from  public    disclosure 
(ref   10CFR2,  790). 

MILLER,  J.  R       Operating  Reactors  Branch   3.      84/02/21.      WITHERS,  B.  D 
Portland  0»n«ral   Electric   Co,      3pp       22479-378.      24X 
Fiche-:  30-344,  64/02/21,3403010112 

8403060447  Forward!   rev   to    830314   order, changing    completion    date* 
for  NUREO-0737,  Item    It. F.I    1,     "Noble  Oa*   Effluent   Monitor*" 
I,   II. F.  1.2,    "Iodine  Monitor*,"   from  831831   to   startup    for 
fuel    Cycle  7. 

MILLER,  J  R,      Operating  Reactor*  Branch   3       84/03/21.      WITHERS,  B.  D, 
Portland   Oeneral   EUctric   Co       3pp       22932:023.      24X 
FUhet:  30-344,  B4/03/21,  B403060447 

~ B403040449  Rev    to   B3O314    order   extending    completion  data    for    Items 
II.  F.  1.1  l>  II  F.I   2   from  831231    to   startup   for   1904 
refueling    outage. 

EIBENHUT,  D,  0       Division   of   Licentino.      84/02/21  Portland 

General  Electric   Co.      4pp.      23992:026,      24X  Ftehe'90-344,  B4/OS/21, 
B403040447. 


8403260071   Forwards    letcnologg    queitlon*   re  MPPS-3   tlti,  accepted   MRC 
reiearch    proposal    on    lubductlon   lone   undertaken  tg   U3QS   ti 
current  safetg   »v»luatlon   of  Trojan 

MILLER,  J  R        Operating    Reactor*  Branch   3,       84/03/09       WITHERS,  B  E) 
Portland   General   Electric    Co        2pp        22759   300        24 X 
Fiehe   30-000,84/03/03,8403260071 

— 8403260077  Forward*    r«que*t    for  addl    Info   re  WPPS-3  «ite    leiimologyi 
ba«Bd    on   review  of   FaAR 

JACKBON.R  E        Oeoici »nc«»    Br*nch        B3/04/HB        KNICHTQN^O  M 
Lican«lng   Branch    3        9pp        22799  302        H4X  Fichu    30-000, B4/03/O3, 
8403260071 

— 8403260083  Forward*    draft   BER    input   re   WPP8-3  lite   geology    & 
seismology  Opon    items    Include  possibility    of    large 
eartjiquatt   on    lubdjuctlon  ,ione  beneath    *lte  t<  ponib  1 1  itij    of 
unrecognized    lout  angle    thrust    fault*    In    lite   vlclnltg 
KNIGHT,  J  P        Militant    Director    for  Comp,     fc  Structure*   Engineering 
(Post  830201)        S3/11/O1        NOVAK, T  M        Aiclitant  Director    for 
Llcen*Ing,        IBpp          2H739   311         24X   FlehB    90-OOO, 84/O3/03, 
B403260071 

— B4032&OOSB   "Northucit   US   Sub  duct  ion   Zon*   Beiimlc    Risk   Aiienment,  " 
proposal    to   U808   ret e arch    program    for  NRC, 

HEATQN.T  H       California    Institute    of   Tachnology,    Paiadena,    CA 
B4/03/3&       20pp         22799  329        24X  Flche    90-000,  B4/03/OS,  B403260071 

S403190323   Inform*   that  requested    info  re    core   e>lt    thermocouplB*   d 
*ubcooling   margin  monitor*    per  NUREO-0737  &  Generic  Ltr 
32-28  will    be   provided    bv    B41S31 

WITHERS, B  D       Portland   Central  Electric   Co       B4/03/12       EIBENHUT,  D  0 
Division   of  Llcenilng.        lp        22673  239        24 X  Fiche   30-344,  B4/03/12, 
B403190323 

B403300168  Ra«pondi    to    B4O103   Generic   Ltr  84-01    re   NRC   uie    of    term* 
important    to   safetg    4>  »nf etg-related  Recommendi    that  NRC 
refrain   from  any  rule   change*   or  other  regulatory  proce** 
Present   rule*   b  definitions    adequate 

WITHERS.B.D.      Portland    Oeneral   Electric   Co.       84/03/87        EISENHUT.  D  0 
Division   of  Licensing         Bpp        32821   099        24X  Flche   30-344,84/03/27, 
0403300148 


Inspection   report*,     IE   Bulletin*   &   correspondence 


8403060341   Forward*    IE    Inmp    Rept  90-344/83-34   on  831128-1230   No 

noncomp 1  lance   identified 

BISHOP, T  W.      Region    S,    Offlet    of   Director.      83/02/07,       HITHEfiS.B   D 

Portland   Oeneral    Eleeti-Ic    Co.      2pp.      B2319  073.       24X 

Flche!  90-344,  64/02/07,8403060341 


214 


DOCKETED  ITEMS 


— 8403060344    IE    Imp    Rept    50-344/83-34    on    83112B-1230   No    noncomp 1 iancc 
or   deviation*    identified    Major    area*    tnipected    plant 
opera lioni, security,  maint, iiirvell  lance    tilting, cold   weather 
preparation    b  plant:  review  board 

JOHNSTON,  0   u    ,     RICHARDS, B   A   4     DQDDS,  P.    T         Region    9,     Office    af 
Director        64/02/03        4pp         22St9  O79        24.X  Fl  che:  DO-344,  B4/02/O7. 
9403040341. 

9403000409  FOIA   requeit    for    rept*    of    imp    cirritd    out   untfer    Condition   3 
of   Nuclear   Energy   Liability    policies   for-    facilltl** 
CiALSQYAS.C   D        Affiliation    Not    Aulgned        84/02/07  Region    9, 

Office    of   Director.       4pp         K2S47  341.       »4X    Flche    SO-OOOi  B4/G2/07. 
8403080408 


B4O2O90Q44    IE    Info  Notice   B1-20,     "Svc   Life   of   Relag»    In   Baf et«-Relat»d 
Siji    "   Svc    Hit    encl 

JORDAN.  E  L        Divlilon    of   Emergency    Preparedneu  t»   Engineering 
Response    fPoit   030103)        84/03/21  Cottioll  dated   Edlton    Co      of  New 

York,    Inc         ISSpp        22933  001        24 X   Flche    SO-000,  94/03/21,  8403090044 

R      Periodic    operating    report*    b   rel*tad    correipondence 

84030120030  Monthly   operating    npt   for   Jan    19B4,  W/040B03    Itr 

NICHQLSONrW   Q  ,    YUNDT. C   P        Portland    General    Electric    Co         84/01/31 
3pp         22442    001         24 X    Flche    SO-344,  84701/31,  9403030090 


8403090419  Recpond*    to  FOIA    request    for   rapt*    of    Imp    carried    out   undet- 
Condition  S    to   Nucliar   Energy    Liability    pollciet    far 
faelntlei.NfiC   doei    not    have  rept! 
FELTQN. J  H        Dlvillon   of    Rule*    and   Recordi         B 4/02/22        CAL60YA8,  C   D 

Affiliation    Nat   Aillgned  Ip         22367   349-         24 X 

Flehe    50-000,94/03/33.  8403050417 


B4033Q01O6  Month lg   operating    rept   far   Feb    1984    W/B4O316    Itr 

PETERSON,  L  B  ,    YUNDT,  C   P        Portland   Qenaral    Electric    Co         B4/02/29 

3pp      aaasi  aie      S4X  Fich«  50-344,04/02/29-3403300104 

B      Reporteble    occurrence!,    LERi   &  related    correspondence 


H4Q-3Q60436  Provide!    luppl    to   MRC   B31H19   Itr    granting    relief    from 
certain    Inservice    Imp    requirement*    of   Section    XI   of    A8HE 
Boiler    b  Prenure  Viiiel    Code    Detail*    of    reactur   v*nel 
cladding    Irjifverttntly    omitted    from    B3121V    Itr 

MILLER -J  Ft        Operating   Rtactgn   Branch    3        84/02/24        WITHERS,  B,  D 
Portland   Qmwa)    Electric    Co        2pp        B2SSO  001         24X 
Flch»    30-344, 84/02/24.  H403Qfi045i 


B30 5270051   Foruiardc    technical    review  rept,     "Blocking    of   Automatic 
Safety    Injection    (SI)    Slgnali    "  LEFtt    ihould    be    Included    In 
forthcoming    pouer    reactor    ev*ntt    titu*    to   alart    other 
Hff«tlnghou»t  PHR   operator! 

CHIRAMAL.  M        R«ictor    Operation!  Analytli   Branch        83/04/29, 
BEVFRIT.K   V       Reactor   Dperatlont   Analijilt    Branch         Ip        28789,272. 
S4X  Flche    90-OOO,  83/O4/23i  830B270031 


B40U9OQ-72   IE    Info  Mattel   84-13.     "Potential    Deflclaney    In   Motor 
Operated   V*lve  Control   Circuit!  &  Annunciation."   five    lilt 
»nc  1. 

JDRDANi  E  L        Dlviiion   of    Emeri-ency    Pr«parodn«i«.    &  Engineering 
Reipnnie    (Po»t   B301O3).       B4/Q2/aB.  Coniol  ld*ted    Ed  i  ion    Co.    of  Neui 

York,     Inc         119pp        229O9   H39        &4X   Fiehe    SO-OOOr  B4/O3/ae,  8401190072 

8402090007    IE    Info    Notle*    34-14,     "Hlghllghti    of   Recent    Traniport 
Regulctoru    Rev>    by    DOT  b  NHC    "   Svc    Hit    encl. 

OR  ACE.  J  N.       DivHion   of   art,    aafaguarii*   k    [nmpeetlon   Praor»m»    (Poit 
B30IO3).      34/03  /O2  Coniol  i*nt«d    Ed  lion   Co      af  Ham  Vark,     Inc 

130JP         B2532:329        34X    Fiche   9O-OOO,  84/03/02,  8402Q°OOO7 

B40S09000B    IE    Info   Notice    84-16,     "Failure    af   Automatic    Sprinkler  Sg* 
Valve  i    to    Operate    "   five    ll*t    encl. 

JORDAN.  E  L        Division    of   Emergancij    Preparadnci*    &  Engineering 
RltponiB    (Po«t  ff301O3)         84/O3/OS  Cnniol  IdatBd    Edlion    Co.     of  K»u 

York.     Inc         laSfp         22333.078        24X   Fit  he   SO-OOO.  B4/O3/O2,  8402090008 


34020")  OOOf    IE    Info   Notice    84-19.     "Reporting    of   Radiological    Releatu    " 
Svc    Hat    encl 

JDRDAN.E   L        Dlvltlon    of    Emvrgency    Priptredneci   &  Engineering 
Reiponie    (Po*t    830103)         B4/03/O2  Conkolldated    Edison  Co      of  Neui 

York,     Inc         119p|»        B2SB3-ai7        B4X   Flche    30-000.  84/03/OZ.  B4OB090009 


— B30927005A    "BlflcVlng    of   Automatic    Bafetg    Injection    (81)    Signal," 
technical    revieu  rept 

«      Director'!  Office        83/04/25.       4pp.       227B9i2«?3        S4X 
Fleh*   SO-000,  B3X04/SD,  830B2700BJ, 

B403230L78  Fnruardi    Technical    Rivl*ui  Rept  AEOD/T313,     "Capped 
Containment  Pr§i»ur»    Seniins   Llnaa, "    &  proposed    IE    Info 
notice    Itiue  adequetelu   raiolved 

RUQIN.S  D        Reactor   Operation*    An«lg«li   Branch         Q3/O9/11 
3EYFFUT,K   V        Reactor   Operationi   Analijili    Branch         Ip         22759.2BA. 
24X   Flche    30-000.  B3/OB/1 1,  8403230178. 

—  3403230181    "Capped   Containment  Pr*iiure   Benilng   Llnei.  "    technical 
revleu  rapt   Condition   cauted    by    proctdural    Inadequacy. 
RUQIN.B  D.       Director'i   Office.       B3/03/I1         ipp        22759  2B7        84X 
FUhn   90-000,83/03/11,8103230170 

B403Q10U7   Partial   reiponie    to   FOIA    requeit    for    docunienti    bij    named 
Individual*   re    re^ti.  analytet,  itudlet,  procedure!    t,  tyt    for 
tneaiuremirnt   of  RCS   laakage    App    B    documintf    placid    in  PDR 
App  A   docunenti   alreadg    available    in   PDR.  Search    continuing. 
FELTON.  J  II        Dlviiion   of   Bull*,   and   Record!         B4/O1/2S        MADDEN.  T  J 
Kaue.     Scholer,    Flerman,    H«IJ»    Si  Handler        7pp         224BO  026.       K4X 
Ft  Che    90-000,84/01/23,8403010117. 


9402070011    IE   Info  Notice    84-17,     "Problem   H/Llq.uld    Nitrogen   Cooling 
Component*   Belou  Nil    Ductility   Temp    "   Svc    Hit    end 
JDRDAM.E   L        Divltton    af   Ecnergincg    FTeperadneit    ti  Engineer  Ing 
Rename    (Po*t    B301O3)         84/O3/OS  Conio  1  Idated    Edlion  CD      of  Nau 

York.     Inc         1 17pp.       22593: 336        24X   Flche;  8O-OQO-  84/03/03.  8402090011 


B4O3010G93   LED  64-002-00   on   B40127.  train  B    lafetg    injection    pump    all 
cooler    Inipectetf   h   found    packed   u/*edlm«nt   Ceu**d    by 
throttled   vilv*    In   cooler    dlichar-ge    line    Bvc   water    *ld*    of 
cooler    flushed   14/840227    Itr 

BAIR,O  .     VUNDT.C   P        Portland    oentral   Electric   Co        84/02/27        4pp 
2H433.003        24X  Ficht    50-344,  B4/OZ/27.  B4.O30103SS 


B402090024    IE   Info  Notice   B4-09rRev    1.     "L»tioni   Learned  From    ln»pt    of 
Fire  Protection  Safe    Slvutitaun   Sijt    "   Bvc    Hit    encl. 
JORDAN. C  L        Divlilon    of    Emergency   Preparednen    i  Engtre-nrlng 
Re»[ionie    CPoit   830103)         84/03/07  Conio  1  Idated    Ed  it  on   Co      of   H»a 

Vort,     Inc         HBpp        22433- O49        24X   Fi e he. 30-OOQ. B4/O3/O7, B402090024. 

8402090028    IE    Info  Notice   84-18.     "Btr«*»    Corro*lan   Crecklng    in    PWR 
Bgs    "    Bvc    Hit    ennl. 

JORDAN, E  L        DivUion    of    Emirgencu    Preparedne««   4  Engineering 
Riipont*    (Poit   830103)         64/03/07  Coniolldatid    Edtian   Co      af  Neui 

Yorkr     Inc         118pp        72584. ISA        Z4X  Flehe:  50-000,84/03/07. 8+02090038 


8403260316  LER  S4-O03-00  on  840218,  during   piriodtc   turvel llinct   te«t, 
containment   atmotphere    lampling   valve  BV-B443    failed    to 
open  Operator    removed   wrong    fuie,  cauilnp    ihort   circuit   d 
reactor    trip  Miring    mill    be   relocated. M/B4031&    Itr 

BAIP.,0,  ,    YUNDT.C    P        Portland    Oeneral   EUctric   Co        B4./03/1&        4pp 
22736.  197,       24X  Flche'  50-344,84/03/16,6403260216, 


DOCKET  SO-346  DAVI9-BE88E  NUCLEAR  POWER  STATION-    IWIT    1 
F     Security,    medical,    emergincy   b  fire  protection   plan* 


B403B00141    Oi«cutie«    evaluation    of    0ALP    for   8tpt    1^82  -  Aug    1783, 
foruardrif   tv  NHC  931130    Itr- 

WITHERS, B   D.       Portland   Q»ji«ral    Electric    Co.       84/C3/07        MARTIN.J,  B 
Region    a,    Office   Of    Director         If,       224.99-341        24 X 
Flche-  30-344,  B4/03/O7,  8403200141 

8402090031    IE  Bulletin   84-OS,     "Falliirei    of  QE    Tgpe  HFA  R.lau.    In  Uie    In 
Clan    IE  Safety   8g*    "    Svc    Hit    tncl. 

DEVoUNff,R  C.       Director'!    Office.    Office    at    Inipettion   and 
Enforcement        B4/03/12  Coniolldatetf   Ediion   Co      of   Ntu  YoU,     Inc 

134pp.       22B23'094        24X  Rich*:  9O-OOO,  84/03/  12r  8408090031 

S402090043   IE   Info  Notice  B4-19.    "Two  Ev*nt*    Involving  Unauthoriied 
Entrlei    Into   PHR  Reactor   Cavltiei.    "    Svc    Hit   encl 
JORDAN.  E,  L       DfvUion  of  Emergencij   Preparednee*   b  Engineering 
Heiponio    <p0,t  8301O3)        fl4./03/ai,  Coniolidated    Ediion    Co.     of   New 

York,     Inc         123pp.       22B23   229        Z4X   Fi  che- BO-OOO,  84/O3/21i  8402090043 


8403190243  Forward!   order    confirming    commi tmanti    to    iMplexent 
poit-TMI-related    ttemt   »et    forth    In    Suppl    1    to   MURE 0-0737. 
"flmu lr«m»nti    for  Emergencg    Retpon**   Capabl lltg,  "    baied    on 
util    S21S17  reiponie    to   Qenerlc   Ltr    B2-33. 

STOLZiJ  F.      Operating  Reactort  Branch  4.      B4/02/21       CRDUSE.R  P 
Toledo  Edlton   Co         Ip        22649.001.       24 X   Fie  he-  30-346,  B4/02/B1, 
B4031 90243 

— B40313O24-6  Foruardi    order    confirming    llcentee   commitment*   re   emergencg 
respon*e    capability    for    traninlttal    to  Dfc    of    FR    for 
pub  Heat  Ion, 

*     Operating  Reecton  Branch  4.      84/02/21.  Docketing   i  Service* 

Branch.       2pp        2E649.002        24X   Fiche.  B0-344r  B4/Qa/21,  B403150243. 

— 8403130830  Order   eonf Irmtng    llc*n*ee  co»mlt«ient»   on  emergency  rviponte 
capabl 1 itg, per    requlrtnentc    i»t    forth    in   Suppl    1    to 
NUREO-0737,    "Requlrtmentt   for  Em»rgtncg  Reiponie 
GapablHtg    " 

EI3ENKUT, D  e        Dlviilon    of    Licencing        84/02/21.  Toledo   Ediion 

Co        &pp        2264*?!  003        H4X    Flthe-  30-346.84/02/21.8403130243 
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8403130296  Rev    II    to   Admini strative   Procedure    AD    1BH7    12.     "Protective 
Action   Guidelines."    W/B40303    Itr 

MURRAV.T.D,        Toledo    Edison    Co         B4/OK/24         29pp          22611,130         24 X 
FlehB   90-346,  64/02/24,  B403130E96 

8403260396  Notification   of   040321   meeting   u/utll    in   Bethesda,  MD   to 
r»vte>u    status    for   resolution    of    Fir*    protection 
deficiencies 

DE   AOAZIO.  A        "pirating   Reactors    Branch   1        64/02/28        STOLZ.J  F 
Operating    Reactors    Branch    4        2pp.       22779   392        24 X 
Ficha   30-346, B4/02 /SB. B403260396 

8403090107  Forwards    "Abnormal    Translnnt   Operating    Quldcllnes,  Part    ! 
Procedural    Ouldillnei, "    "         Part    11-Vol    1    Fund amen tali    of 
Raactor    Control         "    fc   "         Part    II-Vol    2        , »    per   830419 
•  cJitdule    for    completing    Buppl    1    to  NUREQ-0737   requirements 
CRQUBE. R, P,       Toledo    EdUon   Co.       84/03/01         EISENHUTiD  0        Division    of 
Licensing         39pp         22323    221          24X    Fiche    90-346164/03/01.8403030107 

— EM0309Q11O  Procedure    74-1 129931-00,     "Abnormal    Transient   Operating 
Ouldellnaii Part    I    Procedural    Quidellnes    " 

*  Babcoctt    h  Vllcax    Co.       82/10/12        86pp        22523' 336        24X 
Flche-  90-346,  84/O3/O1, B403090107 

— B4O3Q90114   Procedure   74-1123931-00.1     "Abnormal    Trantiant   Operating 
Guidelines, Part    tl-Vol    1    Fundament*!    of    Reactor    Control    for 
Abnormal   Transient*   " 

*  Babcock   h  Mllco*    Co.       62/07/06        249pp        22323-342.       24 X 
Ficha"  00-346,  B4/03/O1,  6403030107. 

— B4O309011B  Procadure    74-1 123931-OO.     "Abnormal    Transient    Operating 
Guidelines, Part    II-Vol    3   Dl»cu»*lon   of   Salected    Transients    " 

*  Babtock    tt  Hlleon    Co.       82/07/O6        23Opp        22924  227        24 X 
Flcha. 30-346-  34/03/01,8403030107 

B4Q312O1QO  Extend!    Invitation    to   attend    84O323   regional    workshop    In 
HtuMionti  IL  re   10CFR90,  App   R   safe   ihutdoum   requirement* 
Uorkihop   ulll    cover    subj*    described    in    IE    Info   Notice    84-09 
h    provide   addl    guidance    In    safe    *hutdouin   analyse* 
BPEBBARD.R   L        Division    of   Engineering         84/03/06        GROUSE- R. P 
To] •do   Edit on   Co.       3pp        32368   166        24 X   Flche.9O-346.S4/03/06. 
B403I2Q1QO, 

B4Q319O311    Revi    to    emergency    plan   supporting    procedures,  eontitting    of 
H«v  204   to   "Emirgencu  Plan  Supporting   Procedurei  Rtv  indei" 
d   Rav   13    to  Adminl*tr«tlve    Memorandum  38-13.     "Fir*t  Aid 
Raaponie. "   W/B40309    trantmittal    ti   receipt    form 
*      Toledo  Ediion   Co.       B4/O3/07.       4pp        S2673    179        24 X 
Flchn' SO-346, 84/03/09.  B403190311 

B 4033600 19  Forward*    IE  Safaguardi    Imp   Rtpt    90-346/B4-03    on    840221-24   & 
notice    of   violation   Notice    of    violation   &    imp    rept    details 
withheld    (ref   10CFR73  51) 

AXEL90N,  H,  U.       Rtglon   3.    Of  flea   of   Director.       B4/03/16        GROUSE,  R  P 
Toltdo   Etfitqn  Co.       2pp.       82747,332        S4X    Fiche' 90-346, B4/03/16, 
840326001?. 

— B4D3B60DS3   IE  Bafeguard*   Imp   Rept   9O-346/B4-03  on  840221-24. 
Noruomp lianci  noted. Intruiion  alarmi   did   not  meet   cacurltj 
plan    criteria    in   vital    ti   protected    area*   Dutalls   uithheld 
<r«f    10CFR73  21). 

PIRTLE.O.L.,    CREED, J  R        Region   3.    Office    of   Director         84/03/13 
Spp,       82747:394        24 X   Flehe.  90-346.  84/03/16,  84032AOO19, 

B4O323O009  Ack   receipt   of  840221   order   confirming   commitment!    to 
implement    poit-TMI-relate<j    Iteini    In   Suppl    1    to   NUREO-0737 
!»•   energKncu  r»tpont«   c*p*hilltg   itatui   for   completing   each 
bail*  requirement   tubmltttd 

CROU3E,  R.P.       Toltdo   Editon   Co.       84/03/20        E18ENHUT,  D.  O        DlvUlon   of 
Llceming        4pp        S273O'  133        24X   Flch*.  9O-346i  84/03/20.  S40323000? 

S4O33?0167  Temporary    Chang*    T-7BO3    to   Emargancy    Plan    Implementing 
Procedure  El    1300.  OB.     "Radiological    Teiting    Lab    Eo.ulpmont 
Lilt. "  Htv  37  to  revi*»d    Index   b  840320   tranimlttal    Itr 
and 

OUROELi R.  R.  ,    MURRAY>T.D.       Toledo   Edl*on  Co,       84/03/20        7pp 
228&3:34e.       24X  Fiehe. 90-346.  84/03/20.  84O3290167 


J      Insurance  tt   indennitu    Information 


8403360197  Forward t   Endorttmtnt    48    to   NELIA  Policy    NF-236,  Endoritmtnti 
69    tt   72    to   NELIA  Policy    NF-208iEndoritment    99   to   MAELU 
Policy   MF-77  &   Endonxntnt   67    to   NELIA  Policy    NF-S30. 
ODLDEN.  H  P       Harth   li  McLennan.    Inc.      84/03/12,      8ALTZMAN.  J. 
A>«l*tant   Director    for   State    tt  Llcemae   Relationi        6pp.       2E75l'Q33, 
34X  Flchl. 90-000.  84/03/12,  840326O197 


84O33O017B   Submit*    Hit    of    iniurers.  pol icy   numbers   t<   coverage    linlti, 
In    responie    to    10CFR90    94(u)(4)    re    reporting    of    property 
insurance    coverage    for    Facility 

CROUBE,  R   P        Toledo    Edison  Co        B4/03/36        STOLZ.J  F        Operating 
Reactan    Branch    4          lp          22619-362         24X   Fiche    90-346,  B4/03/26, 
B40330017B 


H      Antitrust   correipondence 


B4030SOW4  Rttponds    to  Antitrust  Dlv  rvqueit    for   NRG    Impolltlan   of 
civil    penalties   re   alleged    uillful    failure    to   comply    fully 
u/Antitru*t   LlcenlB    Condition   3  Commiiilon   bellevei 
imposition   of   civil    penalties    Inappropriate 

PALLADINO.N   J         Commlislotiers         B4/01/31         CUTLER,  M  S    ,     MCCRATK.  J   P 
Justice.    D«pt      of.    Attorney    General,    Office    of        Epp        2253B,  1B7 
S4X    Ficha    SO-OOO.B4/01/31  -  B403090194 

P      Operating    license    stago    decumcnti   tt  correipondence 

B403010117  Partial    response    to   FDIA   request    for    document*    by    named 
individual!    re   repts.  anal  y*»i  studied  procedures  $,   *yg    for 
meacurement   of   RCS    leakage    App   B   documanti   placed    in  FDR 
App    A   documents   already    available    In  PDR  Search   continuing 
FELTON.J  M        Divl*lon    of   Hules   and   Records        S4/Q1/2S        MADDEN,!  J 
Kaye,    Scholar,    Flerman,     Hays    b  Handler        7pp        22460  036        24X 
FlchH    30-000,64/01/29.8403010117 

— 8311190481   Foruards    result*    of  review   of   RCS    laal   rate    test    procedures 
&  calculatlonal    methods    used    in    1978  at    tuo   randomly 
(elected   BHR    plants,  par    830920  request  Deficiencies 
discovered    during    trial    uie    period    corrected 
DEYOUNO.R   C.       Diractor'i    Office,    Office    of    Inspection   and 
Enforciffient        B3/11/O7        DIRCKB,  W  J.       Office   of    the   Eiecutive 
Director    for   Operatlant         22pp        22482  020        24 X 
Fiche    90-000,84/01/2-9,8403010117 

B403Q5DO93   Summary   of    840EO3  meeting    u/util    at    sit*   re  review    of 
NUREO-0737    items   Aganda,  a ttendance    list  b   handout*    *ncl 
VIBBINO,  OB        Operating    Reactors   Branch   4        S4/OB/23  Operating 

Reactors    Branch   4.       24pp         22337  332        24X  Flehe:  30-346,  B4/02/S3, 
8403090093 

8403190263  Forward*   mod    of    order   confirming    licensee    comml tments    on 
poit-THI-related    Issues    Proposed    Imp  lamentation   ichedule 
for    Items    II, F    1    1    h    II    F    1    2  acceptable 

STOLZ.J.F  Operating  Reactors  Branch  4  84/08/87  GROUSE,  R  P 
Toledo  Edison  Co  Spp  22647  340  24X  Fiche  90-346,84/02/27. 
8403190263 

— 8403190293  Mod    of   order    confirming    licensee   commitments    on    post-TMI- 
ralflted    issues   Order    revised    to   e it end    completion  date    for 
Items    II   F,  1    1    t.    II    F    1    2    from  631231    to   640331, 

EIBENHUT.  0  0.       Division    of   Ltcenilna        84/02/27  Toledo  Edlton 

CO         7pp,        32649-342          24X    Ftche    30-346,84/03/27,8403190263 

8403130133  Forward!   application   for   amend    to  Llcente   NPF-3,  changing 
Tech    Spec   Tables  3  3-1O   It    4.3-10   to   delete   containment 
reclrculating    sys    from   poet-accident  monitoring   requirement 
CROUSE,R.P,      Toledo   Edi«on  Co       B4/02/2B       8TOL7,  j  F       Operating 
Reactors    Branch   4.       lp         22606  164        24X  Fiche'  30-346,  H4/02/2B, 
8403130133 

— 8403130143  Application    for   amend    to  License  NPF-3, changing    Tech   Spec 
Tables    3  3-10  d  4   3-LO    to    delete    containment   reelreulatlng 
*yi   from  pott-aecitftnt   monitoring  requirement 

*  Toledo   Edison   Co         B4/02/2B        4pp        22609.165,      24 X 
Ftche    90-344,,  34/03/28- B403130133 

— 8403130194  Propoied    change*    to  Tech   Spec    Table*   3  3-10   fc  4   3-10 
to    delete    containment    r aclrculatlng    lys    from  pott-accident 
monitoring   requirement. 

*  Toledo  Edison   Co         84/02/26.       2pp        22606    169,      24X 
Fiche.  90-346,  B4/02/2B,  8403130133 

B4031304S9  Respond*    to    B309O6    Itr  re    Instrumentation    to   detect 
Inadequate    core    cooling*  Datalled    analuili    of   measurement 
error*    for    coolant    Inventory    in   hot    legs   fc  reactor  vessel 
provided 

CROUSE,R.P  Toledo  £dl«on  Co  84/03/09  STOUZ.J  F  Operating 
Reactors  Branch  4  4pp  S2613  127  24 X  Fiche  90-346.  B4/03/09. 
8403130429 

B4031900BS  Foruards    "BfcW    177  Fuel   Assembly   Owners   Oroup   Safe    End    Talk 
Force   Rept   on   Oan*ric    Investigation    of   HPI/HU  Nome 
Cracking,"    summarizing    utll    Involvement    In   cracking   program 
CROUBE.R.P.       Toledo    Edison  Co        84/03/09        BTOLZ,  J  F.       Operating 
Reactor*    Branch    4        2pp.       22639  099        24X   Fiche   90-346,  94/03/09. 
8403190039 
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8403200046  Application    to   amend    LUensa   NPF-3,  revl  sing    Tech    Spoci   Tt 
radiological    plant    ef f luents. off si t«    dona    calculation 
manual    b   proem    control    manual 

CRQUSE.R  P  Toledo  Edlion  Co  B4/03/13  STOLZ, J  F,  Operating 
Reactors  Branch  4  3pp  23464  O7B  24X  Flche  30-346,  B4/O3/13, 
3903200044 


— 34O32Q0092  Proposed    Tech    Spnc*  re    rad  lolcfl ical    plant 
dose    calculation    manual    tc   prc.ee"    control    manual 
*      Toledo    Edison    Co        B4/03/I3        £ipp         326BA  003 
Fitht    30-346,  S4/i>3/13.e403E00046 


iff  lue-nts,  of fsite 


B402O900Q7    IE    Info   Notice  B4-14.    "Highlights    nf   Recant  Transport 
Regulatory  R»vs    bg    DOT   b   NRC    "   Bvc    list   enel 

ORACE.J   N        Diviiion    of  QA,    Safeguards    t.   Inspection  Program    (Post 
030103)        S4/Q3/OB  Consolidated    Edison  Co      of  N*u  York.     Inc. 

13Qpp         22932   32"?         24X   Fiche    90-OQO,  B4/03/O2.  S4020900O7 

9402090003   IE    Info  Notice   B4-16,    "Failure    of   Automatic  Sprinkler   Sys 
Valves    to  Operate   "    Svc    lilt    end 

JORDAN. E  L        DivUion   of   Emergency    Preparednes*   fc  Engineering 
Response    <Po*t   a30103)        B4/03/02  Consolidated    Edlion    Co      of   Neu 

York,     Inc          I22pp         22333   01B        24X    Fichu    30-000, 84/03/02,  8403090008 


— 8403300058    "Solid    Raduiatte   Process    Control    Program.  Davl.s-B«  IBB   Nuclear 
POLIBF   Btatlon   " 

*  Toledo    Edison    CD        84/03/31         3pp        33654    130        24X 
Flcht    30-346,94/03/13.8403200046 

— 3403200063    "Qffslbi    Dose    Calculation    Manual    for   Davii-Besi»  Nuclear 
FouBr    Station    " 

*  Toledo    Ediaon    Co         84/03/31          136pp          226B4    135         24X 
Fiche    30-346,  B4/03/13.,  84O3200Q46 

B4O330O149  Forwards    Application    for   amtnt    to   Lle*niB   NPF-3.  T  evis  ino 
Tech    Sp-uct    to   rtflict   things*    in   pot  fc-acc  idant    sampling    sys 
J.   post-accident    ini trumintat i on   for    in-cor*    th  urmocoup.lt.  p  «r 
NUREO-O737    k   Osneric    Ltr    83-37 

CRQUBE, H  P  Toledo  Ediion  Co  BD/O3/22  STOLZ, J  F  OpBrating 
Reactors  Branch  4  3pp  22B21  002  24X  Flchj)  30-344.  B4/03/2S, 
B4Q33QQ149 


B402O90009    IE     Info    Notice   H4-tS,     "R«portlng    of    Rfld  lol apical     Rtl»«««t    " 
Bvc     lilt    tnc 1 

JORDAN. E  L        Division   of   Emergsticg    Preparidnes*   &  Engineering 
R«*oonie    {Post  B30103K       64/03/02  Consolidated    Ed i ton    Co.     of   Neu 

York.     Inc         119pp        22SB3  217        24X    Fiche    30-000.04/03/03.9402090009 

B402090011    IE    Info   Notice  84-17-    "Problama   H/Liquld   Nitrogen    Cooling 
Componinti    Below  Ni 1    Ductility  Temp    "   Bvc    lilt    and 
JORDAN. E  L        Division   of    Emergency   Pr»paredn«ai    t  Engineering 
Rtiponia    (Pott  B301D3)         B4/03/05  Consolid*t«d    Edison   Co      of  Ntu 

York,     Int         H7pp        2SS33  33i       24X    Fiche    BO-OOO.  04/03/03,  B40207OOI1 

B402090D24    IE    Enfo   Notice  84-09. RBV    lj     "Letsons   Learned   From    Insps    of 
FIro   Protection   Safe   Shutdown   Sy«    "    Bvc    list    encl 
JDRDAN.E  L        Division   of   Emergancii   Preparxtnes-s   fc  Eng inner Ino, 
Rttponse    (Po»t  330103]         B4/O3/07  Coniolldated    Edison    Co.     of  Nau 

York,     Inc         HBpp        22633   047        24X    Fiche   BO-000,  84/03/07,  B40B09O024 


— 34033001SA  Application   for    arntnd    tu   License   NPF-3,  nvi  s  ing    T«e*i   Spacs 
to    reflect    chanoBi    In    past-accident    (Jinipltng    sy*   ir  post- 
icciJant    instruntittat  lore    for    in-core    thf  rnocouple   b   rtactor 
coolant   hot    leg    level 

CROU9EPR    P         TolBtfo   Edison    Co         84/O3/23         7pp         22B21    004.        24X 
Fithff    50-346,84/03/22.8403300147 

—  B4O3300LSB  Proposed    Tech    Spec  ii  con->  i  »tlng    of    clhangel    to  Sictlon  6  8   4   & 
Tables   4   3-1O  &    3  3-10    re    poit-acc idant    monitoring 
ins trurrnntation    lurvel  1  lance  requirements 
*      Toledo  Edioon    Co        84/O3/22        3pp        2-S821    Oil        24X 
Fiche    30-346,  B4/03/22,  B4O3300U9 

B4D33O01&3   Buomitl    Jdifl     info    In    mpport    of    831203    requnt    for    aitmptlon 
from  rBquinmentB    of    IOCFR30    34tmJ(iil)    TS    liconsed 
operator    itjffing.p*r   84O313    telcon    ui/NRC    Rasponslbil  ltl«s 
of    senior   reactor    operator   changed 

GROUSE,  H   P        Toledo    Edison   Co        84/03/23        STOLZ i  J  F        Derating 
Reactors    Branch    4          La          EBBE!    091          H4X   Fich»    30-344.  B4/O3/23, 
81O3300163 

0      Inspection    report),     IE  BullEtin*   &    correspondence 

8403050223  Further    reiponie    to   FOIA  rtq,UBst    for   records    of    named 
individuals  i  including    rip  tsi  analusvsi  stud  IBS,  test 
calculationti proc tdurei   &   practices    for   measurement   of    RCS 
leakage    Foriirardt    App    C   docum*nts   Search    canttnutng 

FELTOM,  J  H        Division   of    flutes   and   .Records        84/02/07        MADDEN. T  J 
Kayo,    Scholar,     Fierman,    Hags    A  Hand  1  rr        3>p         2S4<?6  S34         24X 
FiChB    30-000. B4/0S/O7iB4Q3030233 

— B403D30S56   Notlflei    that    Independent   mnnurem«titi    of    idmtlfi*iJ   & 
unidtntified   RCS   leak    rates    For   all    PWRi    in   Region    III 
performed    per  Pro-cedUTSs   61727B   &   6.17SBB    Insp    findings 
summar 1 i«d 

NDRELIUSjC  E  Division  of  Engineering  BB/03/OB  JORDAN. E  L 
Division  of  Engineering  S.  Quality  Assurance  (Pre  B30103)  Spp 
S249t  270  24X  Ficfi«  30-OOO,  B4/OB/O7,  B403O90323 

8401170D72    IE    Info  Notice   84-13,    "Potential    Deficiency    in  Motor 
QperafcBd   Valve   Control   Circuits   t<  Annuni iatlon, "    Svc    lilt 
encl 

JDRDAHi  E  L        Division   of    EmBrgrncu,    Preparadneat   t  Englnnrtns 
Response    (Post  830103)         B4/02/2B  Consolidated    Edison    Co.     of  Nsu 

York,     Inc         llSpp        £2709    £39        24X    Fiche    SO-000,  B4/O2/E8.  8401 1"?0073 


840SO900tB   IE    Info-  Notice   B4-13>    "Str«tt    Corrosion   Cracking    in   PUR 
Bye    "   Bvc    1  let    and 

JQHDAN.E  L        Division   of    Emergency   Preparadnt**   &  Engineering 
Response    (Past   B301O3)         B4/O3/O7  Consolidated    Edison    Co      of   N«u 

York.     Inc         118pp        S29B4    10i        24X    Fiche    90-000, 84/03/07,  8402090039 

B402090031   IE  Bullitin  84-03,    "Fiilura*  of  QE  Type  UFA  Relay*   in  Use   in 
Class    IE  Safety    Syi. "   Bvc    list  encl 

DEYOUNO,  R  C        Director's    Office,     Office    of    Inspection    and 
Enforcement        B4/03/12  Consolidated   Edlaon   Co.     of    Nay    York,     Inc, 

134pp         28933   094         24X   Fiche' 50-000,  B4/03/1B,  B40BOTOO31, 

8403200008  For mar dt   retponie    to    IE   Bulletin  83-07   re    apparently 
fraudulent    product!    sold    by    Ray   Millar, Inc    Bin    Rico 
Industrial.  Inc    flanges    installed    in    notisaf a tu-ralated    boric 
acid    storage    tanks 

CRdUBE.R  P        Tolado   Edison  Co,       84/03/12        HEPPLER,  J  9        Region  3, 
Office   of  Dirtctor        4pp        2SiB5  203        24 X    Fie  he. 50-346,  B4/D3/1Z, 
B4O32QOOOB 

B403B40019  Forwards    IE  Bafgguards    ln«p   Rept   30-346/Ba-03   on    B4O221-24   tt 
natic*    of  violation    Notice   of   violation  tc    insp    rept   details 
itflthhtld    <ref   1OCFR73  SI) 

AXELBDN.U  L        Rogion  3j    Offict   of   Diractor        34/03/16        GROUSE. R   P 
Toledo   Edison  Co        8pp.       BS747.3SB        24X  Fleh»: 90-346, 84/03/1A, 
B403260O1?. 

— B403StOO23    IE  Safeguards    Imp   Rapt    50-346/Q4-03   on   B4O221-K4 
Nonconpllanci   noted    intrusion   alarms    did    not   m»*t   security 
plan   criteria    in    vital    fc  protected   *r*as    DabalU    withheld 
(r*f    10CFR73   31) 

PIRTLE.O  L   ,    CREED, J  R        Region   3,    Offie*   of   Director         84/03/19. 
2pp        23747  334        24X   Fich"    SO-346,  84/03/16,  B403260O19 

B4020-J0043   IE    Info  Notice   84-19,     "Two   Events    Involving  Unauthor  i  lid 
Entrtis    Into   PUR  Roactor   Cavities    "    Svc    lilt   *ncl 
JORDAN,  E  C       Division   of  Emergancy   Preparadneis  fa  Engineering 
R**ponae    (Post  630103).       84/O3/21  Contolidated    Edison    Co,     of   New 

York,     Inc         123pp        22823,229        S4X   Fiche    BO-OOO, B4/03/H1,  B402090043 

B402O90044   IE    Info  Notice  84-2O.    "Svc  Llf*   of   Ralays   In   Safety-Related 
8ij«.  "   Bvc    list   and 

JORDAN,  £  L        Division   of   Emergency    Preparedness   &  Engineering 
Rtsponii-    (Post  830103)         34/O3/S1.  Contolld*ttd    Edison    Co.     of  New 

Yort.     Inc.        139pp        32933  001.       S4X   Fiche'  BO-OOO,  B4/03/21,  B402090044. 


8403090067  Forwards    addendum    to    IE    Insp    Rept    80-346/03-02. in clud ing 
confirmatory    measurtmanti    program   data.    Involving    comparison 
of    grott    beta  analyses   on    split  if    liquid    sample    Info    closes 
Open    Item   90-346/83-02-0) 

PAPERIELLO.C    J,       Region  3,    Office    of   Director        84/02/29 
GRQUEE,  H  p        Toledo   Edlion   Co.       Ip-       2249O.  IBO        24X 
Ficha    30-34 A,  B4/OE/29.  8403030067 


R      Periodic   oparating    reports    fc  related    correspondence 

8403090231  Rtv   1   tn  monthly   oparating   rtpt   f«r  Bept   19B3  U/B4022B  Itr. 
BARSOUfi.B   -    HURRAY.  T,  D        Tol  ado   Ed ison   Co        B3/09/3Q,       MALLER.N. 
Offlcf  flf  Resource   Management.    Director       2pp.      22972 '202.       24 X 
Fiehe   90-346,83/09/30,8403090291 


— 3403090069  Atfdendun    to    IE    Insp  Rept    3O-34A/B3-O2  re   cunt Irmatory 
measurements   program  data    Involving    comparison    of    gross 
beta    analysis   on    spiked    liquid    sample 

«      Rtglon    3,     Office    of    Director          B4/03/S9          Ip         22490     1B1          B4X 
Flchr    30-346,  B4/02/=9,  8403030067 


8403020078  Monthlu   operating   rapt    for   d»n    1984,  U/B40B09  Itr. 

aARSDUR.B,.     MURRAY,  TD.       Tol  edo   Ed  i  son   Co        84/01/31        HALLER.N. 
Division  of   Data  Automation   l<  nanagimant   Information.      6pp. 
22441   329        34X   Fiche    SO-346-.  84/O1 /31,  B40302007B 
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21: 


840319010"?   "NPDE8  Dlicharge    Monitoring    Rept    for   Fob    1984    "   W/840313 
Itr 

MURRAY,  T    D         Toltdo    Edl*on    Co         B4/02/29          lOpp         23666    293         24X 
Fiehe    90-346,  B4/02/29,  B403190109 

8403170213  Haiteuater    rept    for   F«b    19B4  H/840313    Itr 

MUflRAYrT  D,       Tolfdo    Edilon  Co        04/02/29        9pp        22671    111         24X 
Fi  chn- 30-346i  84/02/29,  B403190213 

8403300104   Monthly    operating    rept   for   Fib    19B4   U/B403O9    Itr 

SARSOUfi-B, ,  MURRAY,  TO  Toledo  Ediion  Co  S4/02/29  HALLER,  N 
OffUl  of  Relource  Management,  Director  6pp  2262O  338  24X 
Fiehe  80-346.84/02/29,8403300184 

B      Reportable    occurrence*,     LERi   h  related    carre*pondence 

H403210093  Part   21    rapt   re    nonconf ormanca    of   metal    hoie    aiiambllai 
for    A8ME, Section    III, Clan    2  b  3   ivc.Statu*    of   none  on forming 
It «it I    thlpped    enel    All    customer*   notified 

LALIKOB, J.M.       Titefle>    Corp        83/12/16  Director'!   Offlct,    Office 

of    Inipection  and   Enforcement       4pp       B27O4.324.      24X 
Flche    30-000,  83/12/16.  B403210099 

B4011&0290  RivUtd   LER   83-040/O3X-1 • on  H307H3, aui 1 1 l«ry    feed    pump    1-1 
failed    to   reipond    to    ipeed    change    ilgnaU    from   automatic    fc 
manual    control.  Cau*ed    by    dtilgn   deficiency    In    clutch 
macnanltm  Nttu  deilgn    flip    clutch    inctalled.  M/B31229   Itr 
THOMPSON,  T.,    MURRAY,  T  D        Toledo   Edlton  Co        83/12/27.       KEPPLER,  J  0. 
fleglon  3.    attic*  at   Director       4pp        21814' 197       24X 
Fiche    30-346,83/12/27.  840116029O 


B40314O210  Public   ver*ion    of   Rev  4    to   Emergency   Plan    Implementing 
Procedure   QD-EIP-lll,     "Corporate  Activation   1  Notification 
Procedure*    "   U/B31023    Itr    Si  JM  Felton  S40312  releaie  memo 
CLAYTON,  F  L   .    MCOOWAN,  J    U        Alabama  Power  Co        83/10/29        82pp 
22638    237         24X   Fiche    9O-34S, 83/10/Q3. 8403140210 

B403090303  Public   venion    of    duty   ro»ter    for  Fir*t   Quarter    1984. 
reflecting    nuclear    generation    dept    on   call    emergency 
poiition*   h   public    info    site    coordination   poiition  W/ 
JH  Faltan  releaie   memo 

GIBSON,  M   a         Alabama    Power    Co         83/12/22         4pp         22984    342         24X 
Ficha   90-343,83/12/22.8403090303 

B4032S0198  Public   vert  Ion    of    1984  emergency    on-call    coverage    (chedule*, 
a*   part    of   Emergency   Plan    Implementing   Procedure  OO-E1P-111 
W/840106    Itr  h  JM  Felton    releaie   memo 

ROBERTS. R   G        Alabama   Power   Co        83/12/29        19pp        223 OB   228        24X 
Flche    30-343,83/12/29,  B4032B019B 

B4O32S0109  Public   veriian    of    temporary    change    notice*   for    emergency 
plan    implementing    procedure*, including   Procedure   00-EIP-1Q1 
re   nuclear    generation    dept    corporate   emergency    operation,  M/ 
840126    Itr   &  JM  Felton  640322  raleate   memo 
OIHBON, M  0   ,    MUDD,  C   H        Alabama  Power  Co        84/01/26       20pp 
22812  001        24X  Flche    9O-348,  B4/01/26,  B4032S0109 

B40E130400  Forward*    IE  Safeguard*    Imp    Rept*   90-348/84-02  fc 
90-364/84-02  on  840116-20  No  violation*  noted 

VERRELLI,  D  M        Civilian    of   Project  h  Reildent   Program*        84/02/08, 
MCDONALD, R  P        Alabama  Pouer   Co        2pp        22203.291        24X 
Fiehe    90-348,84/02/08,8402130400 


8403210032  Part  21    rept   re    failure    oF   auxiliary    feeduater    pump    drive 
turblnei.Oimpel  NPB-4  T&T  valve,  to   data  Encl    Itr   dtd   B40203 
tant    to    lilted    utlli    BE  notified    of   affacted    unite    in   BUR 
plants. 

THEROUX.R  R       Tarru   Corp        04/02/22       WOODRUFF, R  M       Director'i 
Office,    Office   of   Inipaction  and   Enforeeniunt       6pp       22706  327       24X 

Fltlur  90-000,  84/02/22.  8403210032, 


—8402130404    IE  Safeguards    Intp   Rept*    50-348/84-02  S.   50-364/84-02  on 
840116-20,  No   viol  at  lorn    noted,  Major  area*    Impacted    lecurlty 
organiiation,  teitin?   &    malnt  h  phyiical    barrlerf   Detalli 
withheld    <ref    10CFR2  790  (.  73  21 1 

MOORE,  D  E       Region  Z,    Office  of  Director       KCOUIRE,  D  R       DlvltUn 
of  Emergency  Preparidneis  fc  Haterial*  Safety       84/02/02        lp 
22203   293        24 X   Fiche-  90-348,  84/02/OB,  8402130400 


B40307O296  Folloiuup    Part   21    rept  re    defective    mechanical    inubber 
capitan    iprlngi    lupplied    bu    Pacific    Scientific   Affected 
utiH    lilted   PurchaiOFt    have    been    notified   &   advited    to    uark 
directly   in/Pacific    Scientific    In    dltpoiltlon 

HOVIiL.       NFS    Induitrlei,     Inc        B4/02/24        DEYOUNO,  R   C        Director's 
Dffiet,    Office    of    Inipectlon    and   Enforcement        2pp        22936    279        24X 
Fie  ha: 90-000,  84/02/24,8403070296 

B4O3I3O279  PNO-I I I-G4-021: on   840302,  MB W   cluiure    tripped    reactor   Came 
unknown. Safety    valve    ituck    open   following    praiture 
reduction   Incident   reiponte   ctr   in   itandbu   mode, 

JACKIM,!.,    BDVDiD.       Region   3,    Office   of   Director        B4/O3/02        lp, 
SS6O7, 139.       24X  Flche:  90-346, 84/03/02,  B403130279 


8403160142  Forward*    IE    ln»j>    Reptl   30-348/84-01    &   90-364/84-01    on 
84011B-1?  No  violation*    or    deviation*    Identified 

VERRELLI. D  M        Dlvliion    of  Project   fc  Reildent  Program*        64/02/13 
MCDONALD,  R   P        Alabama  Pouar   Co        2pp        22699  329       24X 
Fiche    30-348,84/02/19,8403160142 

—8403160146    IE    Imp   Repts    SO-348/B4-01   fc  90-364/B4-01   on   B4011B-19  No 
violation*  or  deviations   noted   Major  areai   Impected 
•meroency    preparednei*    area    of   protective   action 
dec  1* lonmaklng 

CLINE,  W        Region  2,    Office    of  Director.       JENKINS,  0,  n        Civilian    of 
Emergency    Preparednet*    EC  Material!   Safety        B4/02/19        4pp. 
22693   327        24X  Fiche:  30-348,  84/02/19,  8403160142, 


B40313O380  Confirmatory    action    Itr    re   84.0302   unusual    event    following 
n actor   trip  Prior   to  reitart.  transient  will   be  reviewed   b 
effect   of   transient    on   Steam  Oenerator   2  ulll    be    *i*e>«ad 
Cauie  of  MSIV  cloiure  will    be   determined 

KEPPLER, J  0.       Region   3,    Office   of    Director        84/03/03        CRDUSE.  R   P 
Toledo   EdUon   Co.       2pp.       22616. SSI.       24X   Flche.  90-346.  84/03/03, 
8403130350 

a*03l3O336  PNO-1 11-84-021 A,  on   840303.  MSIV  replaced    k   iteam   generator   Z 
refilled    following    84O302   reactor    trip, Oenerator    iiolated 
during    refilling    to    protect    agalnit   relaaie    of    radioactivity 
In   avent   of   iteam  generator   tube   failure 

JACK  I U,  I   ,    BDYDi  D,      Region  3,    Office   of  Director.      84/03/03.      2pp 
22607-243        S4X  Ftehe: 90-346, B4/03/09, 8403130336 

9403110341   Aefc  raealpt   of   B40306  Itr   informing   NRC   of   ttapi    taken   to 
addrvti    Item   contained    in  B 4 0303  confirmatory   action   Itr 
KEPPLEH,  J.  0.      Region  3,    Office  of  Director.      84/03/14.      CROUSE,R  P 
Tolexfo   Ed  lion   Co.       lp.       22679-033,       24X   Fiehe:  90-346,  B4/03/14. 
840-3190341. 

— B4O3190349  Reipond*   to  NRC  840303  confirmatory   action   Itr   n  840302 
pla>nt    trip    due    to    failure    of  main    (team   lafetu    valve    to 
fully    clo*e. 

CHOUSE,  fl  P.  Toledo  Edlton  Co.  84/03/O6,  KEPPLER,  J.  O,  Regions, 
Of Pic*  of  Director  lOpp,  22679:034  24X  Flche: 90-346, 84/03/14' 
64.O3 190341. 


DOCKET   30-34B  JOSEPH  M.    FARLEY  NUCLEAR  PLANT,    UNIT    1 
F     Baeurlty,    medical,    emergency   It  fire   protection   plan* 

B4O3140212  Public   verilon   of   Rev  2S   to  Emergency   Plan   Implementing 
Procedure  FNP-0-EIP-OOB,     "Bvc    Bldg    Telephone    Directoru    " 
M/B30706   Itr  1>  OM  Felton  840312  releate  memo. 
HUDBPETH,  J.  B.      Alabama  Power   Co.      B3/O7/01        77pp,      2263B   137. 
Fleh»i90-34fl,  03/07/01,  B403140212. 


8403290019  Forward*    IE    Inmp    Rept*   90-348/84-04   t   50-364/84-04   on 
840131-0202  No  violation*    or    deviation*   noted 

VERRELLI.D  M        Dlvltlon    of   Project   b  Reildent  Program*        84/02/29. 
MCDONALD,  R   P        Alabama.  Power   Co        2pp        22B06.S09.      24X 
Flche-  90-348,  S4/02/29,  B1O3290D19 

--8403290027    IE   ln*p   Rept»    90-348/84-04  b   30-364/84-04  on  840131-0202,  No 
violation!    or   deviation*    noted    Major   area*    Invpected 
emergency    e»  ere  lie, 

DECKER, T  R.       Region   2.     Office   of   Director        JENKINS,  0  fi        Division 
of   Emergency   preparednai*    ti  Material*   Safety.       84/02/27        7pp 
22806   211        24X   Fiehe:  SO-34S.84/02/29.  B403290019 

B403DB0077   Foruerd*   addl    faet    for  application*    for   flr«    protection 
revleu*    h  approval*. 

CLAYTON, F  L        Alabama   Power   Co        84/03/01,       MILLER, W  Q        Llcinte  Fee 
Management   Branch.       lp.        22899.297,       34X  Flche   90-34B.B4/03/01, 
8403080077 

B403160394   Notlfle*    of    fire    protection  uorkihop    on  840316    in   Region    II 
ufc    to    diicui*    o.uattlona    re    App  R   requirement*   t<  reiult*    of 
recent    App    R    Inipi. 

LEWIB.R   C.      Diviilon  of   Project  b  Reiident  Program*       S4/03/02 
MCDONALD,  R   P        Alabama  Pouter    Co        lp        22660.192        24X 
Flche'  30-34B,  84/03/02,  S403160394. 

B4032B0329  Forward*   comment*   on   detailed   control   room  deiign   review 
program  plan, per  831031    tubmittal   Plan   doei   not   comply 
fully    u/Buppl    1    to  NUREO-0737   requirement*.  Recommend* 
meeting    In  Mar    or   Apr    19B4. 

VARCA.8  A  Operating  Redactor*  Branch  1  84/03/09.  CLAYTON.F  L 
Alabama  Power  Co  17pp.  22807  2SB  24X  Fiche- 90-348,  B4/03/O9, 
B403280329 
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8403270076  Ack   receipt   cf   B40308   Itr    Informing   NRC   of   step!    taken   to 
correct  violations   noted    In    IE  Imp    Repti    30-348/84-03  & 
30-369/64-03 

VERRELLI.D  M        Division    at   Project    *<  Resident   Program*        B4/Q3/14 
MCD-ONALD.R  P        Alabama   Pouitr   Ca        If        32906  311         24X 
Flch*    30-348,  8<J/03/I4,a40329007a 

—640-3390103    IE    tnsp   Rtpts    30-348/04-03   fc    50-364  /  84 -0-3   on   H4O111-02O5 
Violation   found    failure    to    implement   procedures    for   control 
of   ma lut    activities 

BRADFORD,  H   H   j     RULAND,  U   H         «eoion   2,    Office    of    Director 
CANTRELL.F  S        Division   of   Project  &  Resident    Programs,       84/03/15 
Gpp         22306   317         B4X    Flchi    30-349,84/03/14,8103290078 


J      Insurance    t   indemnity    information 


-8403010152  Rev   1    to    Instrument   Maint   Procedure    FNP-1-IMP-2O2  1,    "<* 
Control    Tank    LBval    LT-119    " 

THOMAS,  J        Alabama  Power    Co        7S /OS/03        22j>p        824 BO    ISA        24X 
Fiche    30~OOO,B4/OI/25.  B403010117 

-3403010156  Rev  a   to    Instrument  Maint   Procedure   FNP-1-IMP-2O1    38, 
"Pra*surUer   Relief   Tank    Level    LT-47O    " 

THOMAS,  J        Alabama  Power    Co        7S/OB/Q2        26pp        HB4BO    17 B        24X 
Fiihs    30-000,84/01X35,8403010117 

-B4O30101A3  Rev  1    to    Initrumint   Maint   Procedure    FNP-l-IMP-224  S. 
"Reactor   Coolant   Drain   Tank    Level,  LT-1003    "    Related    Info 

BltC  1 

BHIPMAN.W  B        Alabama    Power    Ca         HO/Q1/23        62pp        22190    204        ! 
FichB    SO-OOQ..  B4/O1/2S,  B4O3OI0117 


S4030i044B   Foriuardi    Emdorleflient    58    to    NELld    Policy    NF-23B 
DUCK.  J  R        Marsh    t  McLennan.     Inc        94/O2/2S        BALTZWAN,  J 
Director    for  Stat*   S.  Licensee    Relation*        2pp.       E23IB  330 
FicJiS    30-34H,  B4/02/2B,  64030404  4B 


Asil stant 
24  * 


B4O3140044   Forwards    Endorsement    4    to   NELIA   Certificate    N-13    correcting 
name    of    i mured   on   Entfor t emeu t s  2  &   3 

DUCK.JR        Marsh    &   KcLennan.     Inc        64/03/03        BALT2MAN, J        Asilstant 
Director    for   State    b   Llt<n««»    Relations         2pp         £2634     162         24 X 
Flche    50-34a-S4/03/03,S403140044 

6403280033   Foruardi    Endorsement!    47   t    5-O    to    HAELU   Polity    MF-93   t 
Endonenenti    99  &  40   to  NELIA   Pallcu    WF-233 

DUCH,  J  R        Har*h   b   McLinnan,     Inc        B4/03/2O        SALTZHAH,  J        Asilitant 
Director    for   State    k  Llcinsse  Rp-latlont        5pp        22777   001         24 X 
Fiche'  50-34B,  84/03/20.  B403ZBOOH 

P      Oper-atlng    license    itage    documents  Si    correspondence 

B4<H1E05?4  Forwards  Aminds   37  fc  27    to  Licenses  HPF-2  fc  NPF-8, 
respectlvelu   b  SER   Amend*    allou  operation  u/iliflhtly 
poaitiviy  moderator    temp    coefficient   at    lou    pouiar    levels   & 
Increased   hot    channel    factor    Jim  it   Aelou   full    power 
REEVESjE  A       Operating   Reactors   Branch    1        S3/12/30       CLAVTONrF,  i. 
A  lab  ana    PQUHT   CP        Hpp        E179A.274        24X  Fiche   Sfr-BIBj 33/12/30. 
6401120594 


B4C-3Q2O13A    Respond*    to    ut  1 1     B3O113   request    for    enemptlon    from    10CFR20 
re    protection    factor*    for    resp ii-ator«   Exemption   would   allow 
credit    tor   radloiodlnt    protect  ion    factor  while    employing   MSA 
466820  OhR-1    canister  Rtvleiu   continuing 

VAROA.  S  A        Dp  era  tinj   Reactors   Branch    1        84/02/17        CLAYTOJ4.F  L 
Alabama   Power    Ca        3pp         2ff471    130        24X  Fiche' 30-348,  B4/02/17, 
B4Q3O20136 

B403010310  Notification   of    Q40H2B  mnottng    u/irtll     In   Bethesda.HD  to 
revleui  change*    to    Homing    amend    schedule*    for    1984, 
REEVES, E        Operating   Reacturs   Branch    1         84/02/22        VAHQA.  B  A 
Oparatlns    Reactors    Branch    1         2pp         S2479    197        24X 
Fiche.     50-348,84/02/22,8403010210 

840307033?  Notification   of    cancellation    o-f  640989   meeting    u/utll    In 
BebheidaiKD   to    discuss    proposed    changes    to    licensing    amend 
schedules    for    19B4 

REEVES, E        Operating    Reactor*    Branch    1,       B4/O2/22        VAROA,  B.  A 
Operating   Reactors    Branch     I         Kpp         225o4   143        24 X 
Fiche    90-340,84/02/22,040307035? 

B403D20440  Notification  of    84O3QB  meeting    u/utll     In   Bethe«da,MD  to 
dlccuis    proposed    changes    to    licensing    amend    schedule*    for 
17B4. 

HEEVEBiE        Operating    Reactors   Branch    1         84/02/28        VAROA,  S.  A 
Operating   Reactors   Branch    1         4pp         23491    goo        24X 
Fiche    30-343,  04/03/38,04030204-10 


-8401120597  Amends   37   fc  27    to   Licenses   NPF-2   J.  MPF-S,  reipec  1  1  vely, 
allowing    operation   ui/«lightlij    positive  moderator    temp 
coefficient    at    low  power    luveli    b    incraasetf    hot    channel 
factor    limit    tie  lou   full    pou*r 

VAROA,  S  A        aperatlna   Reaccari    Branch    1         B3/12/30        iBpp 
21796    27fi         24)!   Fiche    SO-34B.  B3/12/3O,  B401  120594 

3401120*00  Safety    evaluation   supporting    Amends   37   tc  27    to    Licenses 
KPF-2   t  NPF-B,  respective^ 

*      Office    ot   MucUar   Reactor  Regulation.    Director        B3/12/30        4pp 
294        24X  Fiche   90-348.63/12/30,3401120574 


B403D1D117   Partial    response    to   F01A   raqueit    for    documents    fy    nemed 
individuals   re    rfrpts.  analysi  t,  studio»<procedur«s   &    sus    far 
niituremtnt   of  flCB   leakage  App  B   documents    placed    In  PDR 
App   A   documenti    tlnadij    available    in  PDR   Search    continuing. 
FELTONpJ.  M        Division    of  Rules  *n<j    Records        B4/01/23        MADDEM,  T  J 
KBIJI,    Scholar.    Flarmanj    Hayt    t<  Handler        7pp.       224  BO  D2A        24X 
Fiche    30-000,  a4/OI/23,B40301CH17 

—  SO  11  07052  2   Summarltes  risulti    of    independent    evaluatloni    of    primary 

iijs    leak    rate    d    some    considered    eitanslon*   Eltenilon   of 
specific    evaluations    to   all    PUR    facilities   r  rcommeniled 
Draft   pro-cedurB    re   evaluAtloni   will    be    submitted    by   BOO?  15 
JORDAN.  E  L        Division    of  Rtactar    Operations    Inspections         BO/08/21 

HOSELEY,  N  C        Division   of   Reactor   Optratfoni    Inspections         llpp 
22490   266         24X   Fie  lit    50-000,34/01/25.8403010117 

—  9403O10129   Table   of    "Prei  suri  i  er   Deilon   Dat*    "    Related    Info   and 

«     Alabama   Power    Ca        84/01/79        46pp        22430   O33        24X 
Fiche'  30-000,  B4/0  1  /25.  84030  1  01  17 


3403070379  Forward!   Amend    43    to   Licence  NPF-2    b   -safety    evaluation  Amend 
consists   of    administrative    changes    to   safttij-rclated 
inubber.  Tab  1  e   3  7~4a    re    .addition    of    steam  generator 
hydraulic    snubbers 

REEVES,  £  A        Oaer'tlng    Rxctors    Branch    1         B4/O2/2?        CLAYTON,  F  L 
Alabama   Pouer   Co        3pp         22567  043        24X   Fiche    30-34H, B4/02/29, 
8403070379 

— 84O307O3a2  Amend    43    to   Llcante  NPF-S, contis tino    of    administrative 
changes    to    safety-related    snubberi  Table   3    7-<4a   re    addition 
of    tteam   generator    hydraulic    snubbers 

VAROA, S  A        Operating    Reactors    Branch    4        B4/02/29        42p  p 
22347    016         34X    Fl c he:  3O-34B, H4/02/29, B403070379 

— B4O3O703B4  Bafet^j    evaluation    supporting    Ammd    43   to   Llcenss   NPF-2 

*      Office    of   Nuclear    Reactor  Regulation-    Director        84/02/29       2pp 
223A7   OSB         24 X   Fiche    50-34B,  84/02/29, B4O307O377 

S403070235  Foruards    "An*lij*iB    of   Capsule   U   From  Alabama  Power    Co   JM 
Farley    Unit    1    Reactor  Vessel    Radiation    Surveillance 
Program    " 

CLAYTON,  F  L        Alabama   Poiuer    Co        94/93/01         VAROA,  S   A        Of  Pice    of 
Nuclear    Reactor  Regul ition,     Director         2pp         22 JAB  ZO1        S4X 
Fiche    SO-34B,  84/03/01,  B403O90235 

—  B40301O259   "Analy*li   of   Capsule  U  From  Alabama    Poiuer  Co   JM    FarUg   Unit 
1    Reactor    Vessel    Radiation    Burvelllance   Program   " 
BDOOS.R   S    ,     YANICHKO,  B  E   .    CHEWEV, C    A        U«ltlnghou*e   Electric   Corp 

HCAP- 10474         84 /OE/39         90pp          225iB    204         Z4X 
Fiche    50-349,84/03/01,840309029$ 


-8403010137  RBV  2  to   Surve i I  tance    Test   Procedure   FNP-1-3TP-9  O,     "RCS 
Leakag*  T*'t   "  Related    Info    tncl 

POGLE,D  L        Al*b*na  Pouer   Ca        79/03/23        82pp.       £2430.079        21 X 
Flch e.SO-OOO,  B4/0 1/25.  B4030101 1 7 

-3403010141   R«v  2  to    Instrument  rl*lnt  Procedure  FNP-l-IMP-202  B,     "Vol 
Control   Tank    Level    LT-i 12,  "   Related    info    end. 

MCGRACBEN.  K,  M       Alabama   Power   Co        7B/O3/O7        B4pp        22480,101 
24X  Flehe.  SO-OOO.  84/01  /B&r  840301OII7 

-B40301014o  Rev  2   fcu    Instrunent  halnt  Procedure   FNP-1-lMP-aOl    22. 
"Pres»oriier    Level    Control, LC-4S9F- " 

«      Alabama  Pouer  Co        7B/Ot/17.       30po        224BO    123.       24X 
Flchf    9-0-000484/01/25,6403010117 


8403130031    Supplemental    application    for    amend    to    Lictn»»t    NPF-2  Ic 
NPF-B,     uhanginii  T»ch   Specs    3/4  7.7   &    3/4   7  8  re    control    room 
emergency    ventilation   igi    b   penetration    roan    filtration 
cijsi  respectively   &   Deleting    3/4  9,  14    re    bypass    piping 
CLAYTON, F  L        Alabama   Power   Co        B4/O3/O1         VAROA-B   A        Office   of 
Nuclear   Reacto-r  R*gulatton,     Director         Bpp         22619   001        24X 
Fiche    SO-34S, 84/O3/O1.  H403130031. 


--8403130038  Proposed    Tech    Specs  3/4  7-71.   3/4    7-8  re    contro 
em*i-giincy    ventilation,    tys    (<    p«n»trjtton  room    filtration 
r«-6)iB(  t  ive  ly 

*      AUbema  Pouer   Co.       S4/03/01         14pp.       2S615'  009.       24X 
Fiche    50-34B, B4/03/O1 ,  0403130031, 


DOCKETED  ITEMS 


219 


B4O3130439  Application    for    amend    to   Licenses   NPF-2   t  NPF-B.makino    Tech 
Bp-ec*    admlni*trative   changes   NSHC    determination   requested 
CLAYTON.  F   L         Alabama    Pouier    Co         S4/O3/01          VARQA,  8   A         Office    of 
Nucla-ar   Reactor  Regulation,     Director        2pp        23613  336        24X 
Flch*    30-348,  84/03/01,  B40313O439 

— 6403(30463  Proposed    Tich    Spec*,  provi ding    administrative    change* 
*      Alabama    Poiirer    Co         B4/03/01          lOpp         23613   336         B4X 
F£ehe' 30-343,84/03/01,8403130493 

B4O308QO81    Forward*    correction*    to    Tech    Spec    pages    for   moderator    temp 
coefficient    at    lou   pouiar    level*   submitted    B31O13  uililch 
contained    typographical    error" 

CLAYTON.F  L        Alaiiama   Pouer    Co        B4/03/02        VARQA,  S  A        Office    of 
Nuclear   Reactor   Regulation!     Director         lp         2253?  230         24 X 
FichB, 3Q-34B,  B4/03/02,  B4030SQOB1 

— 84O30B.OQB6  Corrected    Teeh    Sptc    paoei    for   moderator    temp    coefficient   at 
low  power   level* 

«      Alabama   Pouier   Co        B4/03/OS        4pp         22999  239        34X 
Flctie    90-348i  84/03/02,  S4O30BOOB1 

B403QBO14B  Forwards   re«pon*e    to   NRG   B401O4   roque*t    far   addl     Info   re 
irtil    031230  application    for    change    to    diets]    generator/river 
water    Tich   Spec* 

CLAYTON. F.L        Alabama   Power    Co        84/03/OB        VAROA,  B  A        Operating 
Reacton   Branch    1         Bpp         S2339" 2B3        24 X   Fiche,  9Q-34BJ  B4/03/O2. 
8403030148 


84O32B0037   Application    for    amend    to   Licenses   NPF-3  d  WF-B,  c  hangi  ng 
Tech   Specs   3  6    1    7   &   4   6    1    72  re    containment   venting   Valve* 
will    be    used    for    saf ety-re  1  a  ted   application*   of    containment 
pressure   &  radiological    central 

CLAYTON,  F   L         Alabama   POUJBT    Co         B4/O3/23         VARQA,  S   A         NRC    -   No 
Detailed    Affiliation   Given         2pp        33777  019        24X 
Flehe    50-348,  B4/03/23,  HflQ32BOO37 


— H4032BO044   Proposed    changes     to   Tech    Specs    361    7   &   4   6    1 
containment   venting 

»      Alabama   Pouer    Co         81/03/23         4pp         23777   017         S4X 
FichH    30-34B.  84/03/23.8403280037 


8403300077    Forwards    suppl     to    840319    hydroitatic    testing    relief   request 
ry    replacement   of    feeduiater    to   iteam  generator   nonle 
reducers    Amend    include!    melding   necessary    to   complete 
realignment    of    feeduater    Line   C 

CLAYTON. F   L         Alabama   Pouor    Co         84/03/26         VAROA,  8   ft         Office    at 
Nuclear    Reactor  Regulation.     Director        3pp        33822  084        34K 
Fiche   SO-34B,  84/03/26,  B103300077 


0      Inspection   reports,     IE    Bulletins   t   correspondence 


8402130400   Forward*    IE  Safeguard*    Imp   ReptB    30-340/34-02  b 
SO-364/S4-02    on    S40116-2O    No    violation*    noted 

VERRELLI,D  M        Divl*ion    oP    Project   &  Fleiident  Programs        84/02/03 
MCDONALD,  R   P        Alabama   Pouar    Co        Spp        22203  291        24 X 
Fiche    30-348,64/02/03!  B403130400 


8403D9O1BB  Application    for    amend    to   Licenses    NPF-2  &  NPF-B, r evit ing 
Tech    Specs    re    meteorological    monitoring    instrumentation 
Cnanoe    includes    air    temp    difference    to    conform  ui/STS 
CLAYTON. FL        Alabama   Power    CO        84/03/02        VARSA,  8  A         Of  flee    of 
NuclMP    Reactor   Regulation.     Director        2pp        22339    143-       24X 
Flch»-30-34B,  B4/09/02,  B4O308015B 


— B 402 130 404    IE  Safeguards    Imp   Repts    9O-348/B4-02  I.   50-364/B4-02   on 
84011&-2O  No  violations    noted   Major    areai    intpected   security 
organization,  test  Ing   b   malnt  !.  phgtical    barriers    Detail* 
withhold     (ref    10CFR2   79O    fr    73   31) 

MOORE,  D   E,        Region    2,     Office    of    Director         MCQUIRE.  D   R         Division 
of   Emergency    Preparedness    fc  Material*   Safety        B4/02/02        lp 
33203    293         24X    Fiche    3O-34B,  B4/02/OB,  B402130400 


— B4030flOI93  Propoi»<J    chanoes    to  Tech    Specs    re   meteorological    monitoring 
instrumentation   Change    Includes    air    temp    difference    to 
conform  u/BTS 

»      Alabama   Pouer   Co        G4/03/02        Sop         32359    147        24X 
FletiB    90-34S,  B4/03/02,  B40300013B 


B403160142   Focuiard*     IE    Imp     Rapts    30-348/04-01    t,   30-364/81-01     on 
B4011B-19  No   violation*    or    deviation*    Identified 

VERHELLI.D  M        Division    of    Project   &  Resident  Proorama        84/03/19 
MCDONALD,  Ji   P        Alabama  Pouier    Co        3pp        33639  329        24X 
Fiche    90-34QrB4/02/13,B403160143 


B403210J*?3  Request*    Identification   of    any    potential    problems    In 
completing   NUREO-0737    items    by   Bept    19B4  Re*pon«e    requestnd 
uithln    30  days    of    Itr   receipt 

VAROA,B.A.       Opsratlng    Reactor*   Branch    1         B4/O3/OH        CLAVTON.FL 
Alab-BKlJ    Pouer   Co        8pp         22707,176        24 X  FIcha'  90-34B,  84/03/02, 
B40351O193 

B 4030 90272   Inform*    of    delay    in    responding    to    B40317   requast    for   addl 
info    r«    iodine    filter   i-Bipiratory    protection   exemption 
request   Reprlori ti latlon    of    request    to    10CFR20,App    A, 
footnote    tc>    to  A-month    interv'l   requB*t«d 

CLAYTON.F  L        Alabama   Poyer    Co        B4/03/OS        VrtHUA, U, A        Offlca    of 
Mucl**r   Reactor  Regulation,     Director         lp         22337  274         24X 
FleJl*    90-348,  B4/O3/03,  84030B0272, 


— B403160146    IE    Insp    Rept*    SO-34B/84-D1    ti    90-3A4/B4-01    on    B4O11B-17   No 
violations    or    deviations    noted    Major   areas    inspected 
emergency    preparedness    area    of   protective   action 
dec  1  *  1 onmaVlng 

CLINE.W        Region   2,    Dffice-    of  Director        JENKINS,  0  R        Division   of 
Emergency   Preparedness    Sc    Materials   Safety        B4/02/13        4pp 
22i3S    327         34X    Fiche    3O-34S,  B4/02/1  3,  0403160143 

3401190072    IE    Info   Notice    81-13,    "Potential    Deficiency    in   Motor 
Operated    Valve  Control    Circuit*   li  Annunciation    "   Svc    list 
end 

JORDAN.  E   L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (P0*t   830103)        Q4/O2/2B  Conaol  idataS   Edison   Co      of   Neui 

York,     Inc         113pp        22709    23-9        24 X   Fiche    30-000,  B4/02/2B,  B401 190072 


8403260326  For ward  I    corrected    Tech    Spec    page*    re    reactor    trip    *y* 
Instrumentation    *etpoint»    contained    In    Amends   37  fc   27    fro 
Llc«n»es   NPF-2  fc  NPF-8,  respectively, Issued    on   831230 
REEVES.  E  A        Operating   Reactors   Branch    1         04/03/00        CLAYTON, F   L 
Alabama   Power    CD.       2pp         22779,296,       24X   Ftchl    50-34B,  04/03/08, 
3403260326 

— Q403B60329  Corrected    Tech    Spec    pages    to    Amends    37  It  27    to    Licenses 
NPF-3   t>  NPF-B, respectively, ri    reactor    trip    tu« 
inwtrumBntation    aetpolnts 

»      NHC   -  No   Detailed    Affiliation   Oiven        B4/03/08        4pp 
2277S.29B.       24X   Fich»    30-348, B4/03/OB,  8403260326 

3403230134  Request!   relief    from   hydrostatic    Casting    of   feedmater 
redue*rs    during    current   refueling    outage   Reducers    replaced 
after    ultrasonic    exams    found    cracks    In   ueld    areas, 
FUaiooTiphlc    Ic  viiual    exams    performed    per    IE  Bulletin    79-13 
CLAYTON,  F, L        Alabama   Pouer    Co.       84/03/19.       VAROA,  S.  A        Office    of 
NucLBar    Reactor  ReguUtlonr     Director        4pp.       22730 •  207         24X 
Fiche    30-340,04/03/19,8403230134 


8403060123    Forwards    lummary    of    identified    technical    evaluation   rept 
deficiencies   re   environ    qualification    of    safety-related 
electrical    equipment,  defined    by    IE  Bulletin   79-01B  fc 
NUREQ-OS88, reipecblvely    Enc  1     withhold     trcf    10CFR2   7 TO) 
CLAYTON. F  L        Alabama   Pouor    Co        B4/02/29        VAROA, 5  A        Office   of 
Nuclear    Reactor  Regulation*     Director        4pp        22919  036        24X 
Ficlie    30-34Bi  84/03/29,  B403060123 

B403290019   Forwards    IE    In*p    Rspts    90-34B/B4-04  6   90-364/B4-04    on 
840131-0202  No   violation*    or    deviations    noted 

VERRELL1.D  M        Dlvl»lan   of    Project   &  Resident   Programs        B4/03/29 
MCDONALD. R   P        Alabama  Power    Co        2pp        22G06  207        24X 
Fiche    30-34B,  84/03/29,  B403290019 

— 3403290037    IE    Imp    Rept*     SO-34B/B4-04   &    90-364/84-04    on    840131-0203    No 
violations    or   deviations    noted    Major    area*    Inspected 
emergency    exercise 

DECKER, T  R        Region  2,     Office   of   Director        JENKINS.Q  R        Division 
of   Emergency   Preparedne**    &  Material*    Safety        04/02/27        7pp 
23B06    211          24X    Fiche    SO-34B,  B4/02/29,  B403290019 


640326,0287  Application    to   amend   LlceniBs    NPF-2   ti  NPF-B,  eonsliting    of 
corrected    Teeh   Spec*    Incorporating    potltlvi   moderator    t«mp 
coiCPftitnt   at    low   power    level*  h    Increased    enthalpy   hot 
ch*nn»l    factor    limit    below    full    power,  p*r   831013   submittal 
CLAYTON, F  L        Al'bfma   Pouer    Co.       84/03/22        VAROA, a. A        Office    of 
Mucleac    Reactor  Regulation.     Director         lp         22796  072        24X 
Flchf>.  90-348,  B4/03/22.  H403260227. 

—8403260234  Corrected    proposed    Tech    SpBCi. Incorporating    moderator    temp 
coefficient    >t    lou   power    level*   fc    increa*«d    enthalpy    hot 
channel   factor   limit   belou   full   power 

<•     Alabama  Power  Co       B4/03/22        10pp.      22756' 073       24X 
Fiche;.  90-34B,  Q4/ 03/22,  8403260227 


8402090007    IE    Info   Notice  84-14,     "Highlight*    of   Recent  Transport 
Regulatory   Rev*    by    DOT  b    MRC    "  Svc    list    end 

GRACE, J  N        Dlvi*lon   of  OA.     Safeguards   b    Inspection  Programs    (Post 
S30103)         B4/03/02  Consolidated   Editon   Co      of  New  York.     Inc 

130pp        S3932  339        24X  Fich*    30-000,  B4/03/02,  S40209O007 

840209000B    IE    Info   Notice  84-16,     "Failure    of  Automatic   Sprinkler   Bus 
Valves    to   Operate    "    Bvc    ll*t    end 

JORDAN, E    L        Division   of    Emergency   Preparedness   V  Engineering 
Response    (Pott   B30103)         B4/O3/03  Consolidated   Edison   Co      of   Neu 

York,     Inc         123pp.       223S3' 09B        24X   Fiche   50-000,  B4/03/02,  B40209QDQ8 
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8403090097    IE    Info  Notice   64-19,     "Reporting    of  Radiological    Releaifti    " 
5vc    list    cnel 

JORErtN.  E  L        Divlilon   at    Emergency    Prtpar»iin»»-i    &  Engineering 
Response    (Poit   830103)         84/03/03  ContD  llrfa  ttfl   Edison    Co      of   NflUJ 

York.     Inc          lltpp          S35S3    317         24X    Fiche    90-OOOi 64/03/O2,  B402090009 


— B403H90089   Foruardi    IE    Jn*p    R»pt»    90-349/B4-O3   fc    50-364/B4-03    on 
B4O1 11-O209  4  notice   of    violation 

VERF1ELLI.D.  M       DlvUioti   of   Project   &  Rmldent   Program!        84/02/19 
MCDONALD.  R   P        Alabama    Pouier   Co        Spp        22BQ6. 314        24X 
Fiche    30-348.84/03/14,8403390078 


8403090Q1I    IE    Info  Notice  84-17,     "Problem  H/Liquid   Nitrogen    Cooling 
Components   Below  Nil    Ductility    Temp    "    Svc    Hit    tncl. 
JORDAN, E  L        Division   at    Emergency   Preparedneis    &  Engineering 
Response    (Pott   B30103)         B4/O3/OS  Con*al idated   Ed i  ion    Co      of    Neu 

Ynri,     Inc         117pp         32383    336        H4X  Fi  che- 9»-OOOr  B4/03/O3,  8402090-011 

6403190059  Heipondi    to  B402O?  req.ue»t    For   adJl    Info   re    IE   Bulletin 
00-11    concerning   raaionry   wall*. Bloc*    ualli    qualified    bg 
frnergy    balance   methodi    lilted 

CLAYTON.F  L        Alabama  Pouor   Co        04/03/03.       VAHOA, 8  A        Off  leu    of 
Nuclear   Reactor  Regulation!     Director.       3pp         22641    161         24X 
Flefur  30-348, B4/O3/O9.B403130033 

6403140357  Ac k    receipt    of   B4QB28    Itr    Informing   NRC    of    itepi    taken    to 
correct   violation!    noted    In    IE    Imp    Rept*    30-34B/H3-33    b 
30-364/83-31 

LEHISjR   C        Dlvtilon   of  Project  1<  RaildBnt    Program        84/03/03 
MCDONALD,  H.P         Alabama    Power    Co.        Ip          226 6 O   BBO         24 X 
Fichu    50-348,84/03/05,8403160237 


— B403290096  Noticl    of    violation   from    ln»p    on   B40111-0205. 

*      Regions,    Offica   of    Director,       84/02/15        Ip        22806-  314.       E4X 

Flch«    30-348^4/03/14,0403270078 

--B403290103    IE    Imp    Rept»    30-34B/B4-03   fc    50-364/84-03   on    840111-0305 
Violation   found    failure    to    imp  lament    procedure*    for   control 
of    maint  act ivltiei 

HRALFORD.H   H   ,     RULAND,  W    H         Region    2-     Office    of    Director. 
CANTRELL.  F  S        Dlvlilon    of   Project   &  Re*ld»nt   Program*         84/02/15 
Bap         22006:317        24 X   Fiche    BO-34B,  B4/03/14.  B40329O078. 

B40323O134  Requeit*    relief    from   hgdroitatlc    toting    of    feedwater 
reduceri   during   current    rBfueling    outag*.  Reducer!   riplaced 
after    ultraionie    tiamt    found    cracks    In   uild    areai 
RadlagrapMc    &  vivual    i>ami    performed   per    IE   Bulletin  77-13 
CLAYTON, F.L        Al*b«ma  Power   Co,      84/03/19        VAROA,  S  A        Office    of 
Nuclear   Retctor  Regulation!    Director        4pp         22730,207        24X 
Fichu,  30-34S.  84/03/  If,  B403230134 


~a403IfiO'263  Rttpondi    to   NRC   S4O203    Jtr    re  violation*   noted    in    IE    Imp 
Repti    30-34S/B3-33    l>    5O-364/B3-31    Corrtctive    nction* 
personnel    eounatlid    on    impor t*nC-»   of    adhering    to    procedure* 
CLAVTON.F  L        Alabama  Power   Co        04/02/28        LEMIS.R  C         Rtjlon    2. 
Office   of   Director        4pp         224 frO  201         24 X   Fieh.    5O-34Bi  64/03/05, 
84031&O297 

— B403160S72   Foruardl     IE    Imp    Flepts    SO-348/B3-33    fc    50-364/83-31    on 
831112-B40J1O  t>  notice    of    violation 

LEWIS,  R  c        Division    of   Project   b  Raildant    Programc        B4/0-2/O3 
MCDONALD,  R   P        Alabama   Pouer  Co        8pp         22-660   2B9        B4X 
Fichu    90-348,84/03/05,  B4O31fi0237 

~ 040316OS77  Notice    of    violation   from    Imp    on   831211-B401 1O 

*      Region    2.     QfPlt»    of    Director         84/Q3/03         Zpp          32&60    237         24X 
Flche    30-348,  84/03/03,  S4031602S7 

—8403160234    IE    In»p    B«ptB    30-34B/B3-33   &    3O-364/83-31    on    B3121 1-84O1 10 
Moncomp  I  lane*    noted    failure    to    follow   proc«di>rei    I> 
ftilute    to    aitabll-ih    corr«cttvi    mtaturtc    to    Iniure    «vc 
water   valve   MOV   336   remained    optn    to    njpply    Train    B 
BRADFOSD, g  H    ,    RULAND, U  H        Region  2.     Office    Df   Director 
CANTRELL.F  S        Divi»ion    of    Prnjtct  &  Ritldent   Projrami         B4/O1/30 
lOpp         22660   2B9        24 K   Fiche   80-349,  B4/03/03,  8401160237 

9402070034    IE   Info   Nat let    84-09. Rev    1,     "L«»«on«   Learnid    From    Jn»p»    of 
Fire    Prottction   Safe  Shutdown    5yi    "    Bvc    list    incl 
JORDAN.  E   L        Division    of   Emirgencij    Prepareanei*   &  Engineering 
Reiponte    (Poit  6-3O103)         84/03/07  Cotitolidatad    Edlion    Co.    oF   NBU 

Yort,     Inc          HBpp         22A35   04?         24X    Flch«    50-000,  B4/03/07.  B402O70024 

B40207002G    IE    Info   Notice   34-lfl,     "Stres*   Corrotion   Cracking    In  PUS 
BUS    "    Svc    I  let    incl 

JORDAN,  E  t        Dlvliion   of    Emergency    PrBpar«dn«»*    tc  Engineirinj 
Response    [Pn*t  B3O1O3I         B4/03/07  Coniol Ida t»d   Etfisor    Co.    of   Niu 

York.     Inc          llSpp         223B4    ISA         24X    Fleh»    30-000,  B4/03/O7, 840209OO2B 

9403290319  Rupondt    to    IE    Q-ulMtin  B3-O7.     "Apparentlij   Fraudulent 
Product*   Sold    by  flay  Mi  1 1  ir,  Inc    "   Ritult*    of   revleui   ihoued 
anlg    W««t injhoutE    lupplltd    enuipment    utllittng    Ray   Mllltr 
component*    Lilt   of   30  vendor*    contacted    enc  I 

CUWTON.F  L        Alabama   Pouer    Co        94/O3/O9        O'REILLY,  J  P.       Region   S. 
Office    of   Director        3pp        22603067        34  X    FicJie    30-348,  84  /O3/09, 
040359031^ 

34O2090O31     IE    Bulletin   04-O2.     "Flllum    of    CE    T(jp*    MFA   Rilaui    In    Us«    in 
Cla^l    IE  Bafetij   EIJJ    "   Bvc    Hat    encl 

DEVOUNO.fl  C        Director'.    Office    Office    of    Inipictlon   and 
Enforcement        S4/03/12  Coniolidattd    Edi*on   Co-      a*   New   York,     Inc 

134pj>,       22B23  0?4.       24X  Fich*   50-000,  B4/O3/ 12,  B402090031 

M0329007B  Acl    receipt    of  B4030B    Itr    Informing    NRC    of    itepi    taken    to 
correct   violations   noted    in    IE    Insji    R(pts    3>0-34B/B4-03   Si 
30-364 /B4-03 

VERRELLI,  D  W        Dlviilort   of   Project  t  Be»idBTit  ProBrami        84/03/14 
MCDONALD,  R  P        Alabama  Potnir   Co        Ip.       22BO6    311.       24 X 
Fiche:  50-348, ?4/03/ 1 4.  6400390076 

-B4032900B4  Rupondi    to  HRC    B4O219    Itr   r«    violation*   noted    in    IE    Imp 
Repti    30-348/B4-03   tc  30-364/B4-O3  CorrtcUve   action! 
responilbl«    penorn»l    Jmtruct*d    to    implement    procedure*    for 
control    of  malnt   activities 

CLAYTON,  F.L        Alabama   Pomr  Co        B4/O3/08        VERAELL1,  D  M,       Region 
2,    Office    of    Director        Spp        23606  312        24 X   Flche:  30-3*8, 
84/03/1  4,  840327007 B, 


B40209O043   IE   Inro  Notice  H4-19,     "Tuo  Events    Involving    Unauthorlied 
Entrtei    Into  PWR  Rf actor    Cavitlei    "   Bvc    lift    encl. 
JORDAN, E  L        Divl*ion   of    Emergency   Preparednati    li  Engineering 
Reiponit    1Po*t   030103)         B4/03/21.  Coniolldated    Edlion    Co      of  Neu 

York,     Int         J23pp        22B23   S29        24X  Fiche- SO-OOO, 84/O3/21.  B402O90043 

B40209O044    IE    Into  Notice  34-80,     "Bvc   Life    of   Hel*v«    In  Saf •  tij-fltlated 
Bu*    "    Bvc    Hit    encl 

JORDAN,  E  L        Diviiion  of    Emergencij   Praparednen    d  Englnterlng 
Rtiponn    fPoit   830103)        04/03/21  Coniollda tad    Ediion    Co      of  Neu 

York.     Inc.       I33pp        32933-001        2»X  Fiehe    50-OOO,  B4/O3/21,  8402070044, 

R      Periodic    operating   report!   l>  related    correspondence 

B4033OO172  Honthiv   operating    rept   for   Feb    1984   W/B40314    Itr 

HAlRatDN-W  0    ,     CLAYTON,  F.L        Alabama   Power   Co        84/02/29.       Bpp, 
22B20   313        24X  Flchi    90-34B.  B4/02/2?,  S403300172, 

S      Riportable   occurrtnceii     LERt   b  related    corr*»pondence 

8403260233  Foruardi    lumrairy    Hit    of    def ic 1 »nci«i    identified    per 
10CFRSO   39Ie),Part   21    b   potential    generic    Itr   re-pti    For 
comment i 
STARDSTECKI.R        Diviiion    of   Project   tt  Resident   Proflrami         B4/O2/20. 

Region    1.    Office    of    Director,       7pp        22736   068        24X 
Flche :30-OOO.  84/03/28,0403260233. 

B40307O263  PNO-II-84-020  on  840301 ,  radl oagraph Ic   tuti   confirmad 
feiduater   notzle  crack    indication*    on  all    three    iteam 
generatori  Component   rep lacementi    under    active 
cont ld«r«tion    IE  li  NRR    informed 

BLAKJE,  J  J  .    BUTCHER, R    C        Region  S,    Office    oP   Director        B4/03/02 
2pp         22947'  SIB        24X  Fiche    50-349,04/03/02,3403070263 

B403090243  LER   B4-002-00  on   840210i  reector    tripped    from  approx    1OX 
power    due    to    Intermediate   range   high    flui    ilgnal    Caused    by 
overly    contirvatlve    trip    tetpolnt*   Nfui   trip    letpointc 
Inputed   W/8403O6   Itr, 

HAIRSTQN.  H  0   ,    CLAYTON,  F.  L,       Alabama    Power  CD        84/03/06        3pp. 
22573   KSO        24X  Fiche- 30-348, 84/03/06, 8403090243 

B403150084  LER   84-OO3-00   on   84021B,  d* teniloninj    of    reactor   veinl    head 
ttudt    begun  u/RCB   boron   concentration   greatir    than   T*cti    Spec 
limit!    Ceuied    bij  misinterpretation   of    Tech    Bpeci.  Personnel 
councBl«il,U/a4030?   Itr 

HAIR8TON,M  0   ,     CLAYTON.  F   L        Alabama    Power   Co        B4/03/09,       Spp 
2264B'  339.       Z4X  Flche-  SO-34B,  B4/03/0?,  B4031900B4. 

B40326O017  Foruardi   LERt   B4-006-00.  S4-OO7-OO.  B4-004-00  fc   B4-OO3-00. 
C LAY TON, F  L        Alabama    Power   Co        34/O3/21  Record   Service!   Branch 

(Document   Control    Deik).       Spp        2274B-  340.       24X   Flchai  30-348, 
B4/03/81 , 840326001 7 

— 340326O032  LER   B4- 007-00*  on  B4O2201,  during    traubl iihoatlng,  automatic 
actuation  portion   of  dieiel   bldg    cardoi   fire   tupreition 
tijt    divined    tnopirable   Ciuted    by    ulrlng    error.  Miring    error 
corrected 

HAIRBTW  U   0        Alabama    Power   Co        B4/O3/21         llpp.       2=748,330.       24X 
FUhe.  SO-34B,  B4/03/21,  B40324Q017 

— B403B6O040  LEfl    84-004-00:  on   B4O229,  during    planned    malnt    on    HSIVi, 
lurface    Indicatloni    in    operator    lide    packing    bland    area 
discovered   an  three   of   fix   thaffei   Inve*tig»tion  ongoing.  All 
•  In    e-hafti   will   be  replaced 

HAIRBTOH,U   0,       Alabama    Pouer   Co         84/03/21.       Bpp        22748   392.       Z4X 
FUhe    90-34B.  04/03/21,8403260017. 


DOCKETED  ITEMS 


221 


— £403260046  LER  84-003-00    on   84O229,  -during    planned   ultrasonic    eiam   af 
feadwatar   piping.  Indication*    found    in    feeduater   reducer    to 
steam   generator   nonle   uieldi  Repairs   ulll    ba    completed 
during    currant   outage 

HAlfiBTPWiW   0        Alabama    Power    Co         84/03/21          3pp         22748    334.        24X 
Fiche.    30-348,94/03/21,8403260017 

9403260026  LER  84-006-00  an    B40223,  w/uni  t    in  Hade  6,  both    containment 
personnel    airlocl    do  on    opened    »tmultaneoui  ly    for   30  s 
Came    undetermined    Inner    door    immedlatgly   closed 

HAIftBTONi  H  0       Alabama  Paiutr   Co        B4/03/21        2pp        2274B   340        24 X 
Fiche.  30-348,  84/03/21,  7003260017 


B40209O041    Board   Notification    B4-03O    provide*    Commission    policy 
statement   &    propoiad    rulimaklng   -on   environ   qualifications 
EISENHUT, D   G        Division    flF   Licendng         84/03/14  Atomic    Safety   and 

Licenilng   Board   Panel         lOpp         24X   Fiche   3-0-000.  84/03/1  4,  8402090041 

8403370172   Inform*    that    840H01     Is   current    canst    completion   date, par 
810B11    request   far    quarterly    update*   Posi  1  b-fl  i  tij    of 
advancing    data    being    revi eued. per    util    B31227    Itr    Bvt    list 
encl 

KEMPEH, J   S         Philadelphia    Electric    CD         34/03/23         eiSEWHUT, D   O 
Division    of    Lieensinj]          3pp          22771     3O9         24X    Fiche    30-332.84/03/32, 
B4Q327O172 


DOCKET    30-382   LIMERICK   OENERATINO   STATION,     UNIT    1 

A      Apnllcatlnn/conitruction    *tage    documents   J,    correspondence 

B 40 3 O1? 0003  Respond*    to   FOIA  request    for   const    completion    dates    for 
nuclear    plant*   currently    under  <on*t  b   analyses    containing 
estimate!    bated   on    inclusion    of   Caseload  Forecast  Panel 
meetings .  Forward*  App   Ar  B    &  C   document* 
FELTONrJ   H       Dlvlllon   of    Rulei  and    Records        83/10/31 
RDSEMBAUM,  D  M       Technical   Analyil*  Carp        i?pp       23193   292,      Z4X 
Fiche    90-000,83/10/31,8403090003 

— 8403090183  Handwritten  note*   b  calculatloni    re    const  activities    &    fuel 
load    preparation. 

*      NRC    -  No  Detailed   Affiliation   Olven,       79/07/24        Bpp 
22173'057        24X  Fichu    30-000,  83/10/31 ,  B4Q2Q9O003 


C      Utility   Environments 1    Report    (ER),     amend*    *•   correspondence 

840302023-7  Forwards    Rev    17    to    environ   rept  -    DL   -itage 

BRADLEY,  E  J        Philadelphia    Electric    Co        84/02/27        DEN TOM i H  R 
Office    of  Nuclear   Reactor   Regulation,     Director         2p p        B2493  O26 
24X   Fiche    50-352.  84/02/39,  B40302QS57 


— 8403030270  Rev   17    to    environ   rapt   -   DL    itage 

*      Philadelphia   Electric    Co        84/02/29        SOpp 
Fiche    50-333,  84/02/29,8403020237 


B40319D03A   Forwards   Affidavit    of  Svc    re    distribution    of    Rev    29    to  FEAR 
tc   Rev    17    to    environ    rtsptiper    DO  Clsenhut    810706    request 
BRADLEY,  E  J        Philadelphia   electric    Co        B4/Q3/12        DENTONiH  A 
Office    of  Nuclear   Reactor    Regulation,     Director         3pp        22 A 43  27O 
24X  Fiche   SO-33?,  B4/03/ 12,  S403150D3A 


8401240507  Forwards   addl    Info    re  itress~ai«isted    corrosion    cracking    of 
primary    sy*   comments   &  potential   main   cooling    tower    failure 
mode*    h   consequences,  In   response    to  ACRB  B31018    Itr 
KEMPER.J  8        Philadelphia    Electric   Co        B4/01/1B        BCHWENCER.A 
Llcen*tng    Branch   2        3pp.       2190B   149        B4X   Fiche    30-332,64/01/18. 
B4 01 240207 

— B4O124OBI1    "Rept  on   Effect*    of  Postulated   Failure   of  Cooling    Toiutr    " 
M/thT»a    flvarsiie    drawino*   Aperture    card*   are    available    in 
PDS. 

*      Philadelphia   Electric    Co        P-2BI/2        B3/12/31         13pp 
2190B    131        24X  Fiehe-  30-392,  B4/01/IB,  8401240207 

8403030104    Forwards  magnetic    tap*   containing    hour    by    hour 
meteorological    data    far  Oct    19B3  -  Jan    1984, per    B31013    Itr 
Data    from   primary   meteorological    tower   &   latetlfte    tower    & 
tape    Format*    described 

KEHPERrJ   8,       Philadelphia   Electric    Co        84/02/27        SCHWENCER.A 
Llcen«lng    Branch  2       3pp        22443,240        24X  Flehe   30-332,  B4/OK/27, 
B403O201O4, 

B4O3D20297   Forwards   application    for   amend    to  CPPR-1Q6  h  CPPR-107    l»lled 
In  Category   A), Rev   17   to    environ   rapt  -  OL    itage    (filed    In 
Categarv    C)    d  Rev  29   to  FSAR    (filed    in   Category    K), 
BRADLEV.E    J       Philadelphia  Electric    Co.       84/02/29        DENTON.H  R 
Office    of    Nuclear  Reactor   Regulation,     Director        2pp        22493  026 
24X  Flerie    30-332,84/03/29,8403020237 

—3403020266   Application   for   amend    to   CPPR-106   &  CPPR-107.  Certificate    or 
Bvc   »nc  1 

KEMPERrO  S       Philadelphia   Electric    Co        B4/02/27        6pp          22499  Q2S 
24X   Fliche:  30-332,  84/02/29.  B403020237 


D     NRC    Draft/Final    Environmental    Stattments,     suppli    &  carreipondrnce 

3403160026  Motlfleg    th«t   Natl    Ctr    for   Devices    tr  Radiological    Health    ha 
no    comment   re    postulated    plant  accidents    described    in    DE8 
(MUREO-0974) 

vILLFORTHrJ  C        Food    t.  Drug    Administration        84/02/10        SCHUEN-CERiA 
Licanilng   Dranch    3         Ip         22^34  31t>        E4X   Fieha-  50-332,  B4/O2/1O, 
8403160026 

E     NRC  Safety    Evaluation  Report    (SEft>.     mppls    &    cnrrespDndence 

840301Q144   Forwards    draft   FPER    pagei    containing    Info    to  close    BER 
Open    Issue    IS    re    electrical    cable    l<   cable    traij    &    fire   areas 
having    high    conee-ntratlons    of    callos    Info    in   draft    FPER 
ulll    be    Incorporated    Into    RBV    3   scheduled    far   Mar    1984 
BOYER.V   8        Philadelphia   EUctric    Co        Q4/02/l£>        SCHUEHCER.A 
Licensing   Branch    S        ff-p         EB435  313        24 X    Flche    5O-332,  B4/02/1A, 
B40301O144 

8403030161    Forward*    "Structural    3te« 1    Survlvabll 1 tg    Evaluation, "    In 
respqme    to    840209   request    for   addl    Info    (RA1    2SO  £6>, 
per  SER    Open    Item    14 

KEMPER.J  B        Philadelphia    Electric    Co        B4/03/29        BCHWEHCER-ft 
Lleansino    Branch    2         3pp          22433   037         24X    FieJi*    50-352,84/02/2-?, 
8403090161 

— 8403030163   "Structural    86«al    Burv Ivabl 1 Ity    Evaluation    "    Rev    1    to 
"Comparlion    of  Philadelphia    EUctric    Co   ffeat    Dalance 
Model    ui/NUPEO/CR-3192"    enel 

«     Philadelphia   Electric    Co        84/02/2-4        372p  p         22483  04O,       24X 
Ficht    30-3S2JB4/02<'29,B403030161 


B40313026S  Forward*   request    for   addl    info    r*    itandbg    gai    treatment: 
Info  needed    to   evaluate   FSAR,  Section   6   3,fi«v   SB. 
BCHWENCER.A       Licanilng   Branch  2.      84/02/27.      BAUER, E  0. 
Philadelphia   Electric    Co,       4pp.       S2&48  342        24X 
Fiche.  SO-3 3-8,  84/02/2?,  B4031S0262 


B403B60249  Fqruardt    "UHB  Extreme   Mind    Hazard    Analifsli,"    in    reifonst    to 
83DBOB    Itr   r«    B8ER    Open     Issue    S 

KEMPERrJ  S        Philadelphia    Electric    Co        84/03/22        BCHWENCER.A 
Lictnilnff  Branch  2       Zpp        22733  O01        24X  FlehB   30-332,  S4/O3/S2, 
0403360249 


840316016?  Notification  of   840314,13  t,    16  meetings   w/utll     in 
Philadelphia, PA  fc  Kontgomery    County.  PA,  respectively,  to 
dficuti   NRC  audit  of   environ   qualification   file*   &  installed 
equipment, 

SINTNERjL  L       LUtnilnj  Branch   1.      84/03/03       BCHWENCER.A,       Licensing 
Branch    S.       4pp        22662-237        24X    Fiche   30-332r  B4/03/03,  B4031iOlB? 


—840324.0253   "UHS  Extreme    Win*    Haiard    Analysis    " 

BITOWF.T  B    i     PARRV,  O.  W         NUS   Corp         NUS-4S07        84/03/31 
B2733    004        H4X   Flehe    50-332,34/03/22, B403240249 


F      Security,    mrdlcal.     emergencij    fc    Fire   protection    plant 


134pp 


B4031AO193   Advlies   of   errors   mada    in  uind    direction    frequencies    for 
CRACS   calculation.  Ravised   calculation*   for  severe  •ccldent 
risk    aisesinant   expected    to    change   predicted    latent   cancer 
fatalities. 

KEMPEB.  J.  S        Phtladalphia    Electric   Co        B4/03/13.       SCHWENCERjA 
Licanilng    Branch  2,       2pp        22639   244.       24X  FUhe    50-332,84/03/13. 
H403140192. 


9403070361    public  varilon    of   reviled    einargencv    pl'n    implementing 
procedural) including   Procedure  EP-301   re    technical    tupport 
ctr  ac tlvatl anr EP-310   re    dot*   asiasffflent    team  ti    EP-22B   re 
field    survey    group    W/S31312,  840S13    Itn    t,  B4030S  m»mo 
DALTfiaFF.SL.       Philadelphia    Electric    Co        B3-/11/30        MUR4.EV.  T  E 
Rag  Ion    1,    Office   of    Director.       BCHUEMCER,A        Licensing    Branch    2 
163jp         32964    061         24X   Fich  ».  30-33S,  83/U/30,  B403070361 , 


0403190197   Forward*  Rev  C    to  Anchor/Darling    Valve   Co   Drawing    93-14182, 
corretpondenee  re  HPCt.RCIC  1  rtictor  water   cleanup 
containment    isolation  valve   cloiure  capabilities   t  Rev  23    to 
H*tl  Requlittlon  B03I-P-104r  par  840202  telcon. 
KEKPEA.J.S       Philadelphia   Electric  Co.      84/03/13.      BCHUEMCER./i. 
LI  tenting   Branch  2       134pp       22670  001.      24X  rich*  3O-332,  B4/03/13, 
8403190197. 


84,030903.90   Public   version    of   R»v  0    to    emergency    plan    implementing 
procaduresi  Including    Procedure  EP-110   re    per*ann»l    <isiernl>lu> 
EP-221    ro    personnel    ijoejoietry    &   EP-20B   re    security    team 
activation  U/B31212    Itr   &    JM   Pel  tan    ralaase   memo 

DALTROFF.BL        Ph  1  l*U*lp)i  la    Electric    Co.       B3/1I/3O        SCHWENCER,  A 
Ucin*lnD    Branch    2.       BOpp,        2B39H    062        24X  FUha    30-332,  B3/11/3O, 
8403090290 


222 


DOCKETED  ITEMS 


5403010144    Foru/jrds    draft   FFER    page!    containing    info    to    clou    SEF1 
Open    Jisue    15  re   electrical    eat)  It   tc  cable    tray  fc   fire    areas 
having    high   concentrations    of   cabins    Info    In   draft  FPER 
will    be    Incorporated    into  flev  S   scheduled    for  Mar    1961 
DOVER. V    S        Philadelphia    Electric    Co         B4/O2/16         8CHWEHCER, A 
Licensing    Branch    3         9pp         32433   313         24X    Flche    30-332,84/02/16, 
B 4030 1O 144 


S403Q20163  Response   opposing    new  contention    proposed    by    Air    ti  Mater 
Pollution  Patrol    re    discharge    of    asbestos    fibers  Contention 
lacks    basti   b  specificity    required    by    10CFR8   714(b) 
Certificate    o-f   Bvc    encl 

WETTERHAHN, M  J        Philadelphia   Electric   Co        WETTERHAHN, M  J        Conni 
Wetterhahn        B4/O2/29  Atomic    Safety   and    Licensing    Board   Panel 

llpp         22442   006         24X   FlchB     30-332.34/02/29,0403020163 


8402090006    Board    Notification    84-034    forward!    R    Vollmer    84Q206  memo    to 
D   Elaenhut  re    fire   reiearch    results   concerning    fires   In 
electrical    cabinet*    In    control    room 

eiBENHUT.D  Q  Division  of  Licensing  S4/02/23  PALLftDINO 
GcflimlasinnErs  Ip  S2S76  203  84X  FlchB  50-000,  B4/02/S3, 
0402090006 

— S4030BQ316  Recommends    that    info   re    fire    research    results    concerning 
fires    In   electrical    cabinets    in    control    room   be    submitted 
far    board    notification, per    NRR  Dfc   Ltr    19j  dtd   821O01    Furthir 
evaluation  of    teit   data    required 

VOLLMER, R  H        DlvUion    of   Engineering.       84/02/O6        EI8ENHUT,  D  Q 
Division    of   Licensing          lOpp         22576   2O4         24X 
Fiche    30-000,  84/02/23.8402090006 

9403190243  Notification   of   B4041B  workshop    in   King    at  Prussia, PA    to 
discuss    leisons    learned    from    recent   App   R    fire   protection 
safe    shutdown    imp    S,    topics    describee?    In    IE    Info  Notice 
84-09   Agenda    for  workshop    encl 

MUWLEr,  T  E        Region    1,    Office   of  Director        B4/03/09        O'TODLE.J  D 
Consolidated    Edison   Co      of  Neu  Vort,     Inc.       FIEDLER, P  D        General 
Public    Utilities   -   (JPU  Service  Corp.       33pp        22672*  062        24X 
Flche    50-000,94/03/09,8403190243 

8403290144    Forward*    IE    Imp    Rept    30-333/64-03    On    B40Z06-0'9   No 
violations  noted 
MARTIN, T   T       Division   of  Engineering  4   Technical    Programs        S4/03/13 

KEHPER,  J  S        Philadelphia    Electric   Co        Sfs>        32906  096        24X 
Fiche    30-332,  B4/O3/13,  B40329OI44 

--04Q3290ISO    IE    Imp    Rept    50-352/84-QB   on   840306-09   No   violation*    noted 
Major    ariai    Inspected    ons 1 te/of f si te    safety    eomni ttee 
actlvl tgr operational    staff    training   6   fuel    receipt  & 
storage   program* 

PRELL,  J   A    .     BTSSETT.P    ,     OLIVEIRA.W        Region    li     Office    of    Director 
84/03/07        Bpp.         22-306   093         24X   Fich«    30-352,84/03/13,8403290144 

B1033I0020   For  war  dt   revponie    to  tf!C   B40306  b  OB   requests    for    addl    info 
re    (FfflBrgencij   action   l*vffl  i,  i  p-eclf  ical  lij,  £  ontainment 
radiation    levels    Draft    changes   to    emergency    plan   uill    be 
incorporated   as    stated    In    *nc 1 

DAUTRGFF,  5   L         Philadelphia    Electric   Co         04/03/16         BCHUENCER,  A 
Licensing    DrancJi    a        B&pp         237QB  29S        34X   Fiche    50-393,34/03/16, 
8403310028 


Q      Ad judicatnrij    corre-spond enee 


3403010271    Forward)    reply    to   applicant  &   staff   response    to  City   of 
Philadelphia    ls*uel 

SMOLENi  H        Philadelphia,    PA        B4/02/28  Docteting  t,   Servlcit 

Qrancfi         Ip        32-133307        24 X   Fiche    50-353,34/03/28.6403010271 

— B40301Q275  Reply    to   applicant  4  staff   responses    to  Cl  tij    of    Philadelphia 
I-SSUB*   re    emergency    response   plan   State   plan   does  not 
contain  &   Is   not    based    upon    standardlted    protective   action 
guidance    for   e»posure    from    feeifstuffs  &  mater 
SMOLGNrH        Philadelphia,    PA        B4/O2/28  Atomic   Safety    and 

Licensing   Board   Panel         43pp        2243?  SOB        24 X 
Fiche-    50-353,  81/02/23.8403010271 

B4 0302009 9  Foruard*   aniuer    to    CItg    of   Philadelphia    interr ogatoriei    on 
lyi    interaction,  designated    Dlicoverg   BB  W/e ic tption   of    three 
1  isted    docgmfiiiti,  documentary    matl    responsive    to   request    uii  11 
be  made    available    far    intp    Related    corraipondenci 
WETTERHAHM.H  J        Conner  tt  U> ttirJialm        04/02/29        BUSH.rtW 
Philadelphia,    PA        6pp         2Z443  04B        S4X  Flche    50-332,  B4/02/29, 
B 4 03020 099 

— B403030105  Anstu«r«  City    of   Philadelphia    interrogatories    on    sys 
interaction   contention   Certificate   of   Svc    encl.  Related 
correspc-nilBnee 

BOYER,  V   s       PMladelfMa  Electric    Co        B4/02/S7,       bSff         23443  094 
34X    Flch«    50-352,  B4/OZ/29,  B403020099, 

B4Q3D20125  Transmlttal   of    mat!    supporting   applicant   B4O22S   revised 
testinonij    re   ability   at    safety-related    structures    to 
withstand    offecti    of   postulated   detonation    from  pipeline 
ruptures  Certificate  of    Svc    encl    Related    correspondence. 
WETTERHAHN, M  J       Philadelphia    Electric    Co        WETTER HAHN  -  H  J        Conner   & 
Wetterhahn.      84/02/39        4pp         3S44S    143        24X   Flehe   50-393, B4/02/29, 
840302 01 23 


B403060129  Foriiiardi   Certificate-   of    Svc    for   reply    to   applicant   b   staff 
reipantei    to   Cltij   of   Philadelphia    issues 

8MOLEN.H        Philadelphia,    PA        84/02/29  Docketing   t,   Services 

Branch        3pp        2BD06  327        24-X  Flche    30-332,  84/02/29,  84030iO129 

B4030600B1   Response   opposing    Friends    of   the   Earth    B40224   motion   to 
strike    applicant    EC   staff    structural    analysis    testimony 
Motion    falls    to   establish    testimony    as    unreliable 
Certificate    of   Bvc    end    Related    corrospondencB 

WETTERHAHN, M        Philadelphia   Electric    Co        HETTERHAHN,  M        Conner   b 
Wetterhahn        84/03/01  Atomic    Safety    and    Licensing    Board    Panel 

6pp        22316  339        24X  Fiche    30-352,  fl4-/0a/01 ,  8403060081 

8403060248  Amiiuer   to   neu  contentions    proposed    by    Friends    of    the   Earth 
on  oiislte    storage   of   unlrradlated    fuel    !>   tr«n*mittal    of 
related    correspondence   Proposed    lata    contentions    should    be 
denied    Certificate    of  Svc    encl 

WETTERHAHN.M  O        Philadelphia    Electric   Co        HETTERHAHN,  M   J        Conner  & 
Netttrhahn        B4/O3/01  Atonic    Safety   and   Licensing    Board    Panel 

33pp        22517  079        24X  Fiche    30-335,84/03/01,8403060240 

S40314011B  Forward  a   cross-* lamination   plans    for    structural    analyils 
hearing    on    blast    overpressures, par   ASLB  B401KO   order   W/o 
ancl 

VOCLER-B  H        Hearing    Branch    2.      B4/03/01        BRENNER,  U   ,     COLE.fi  F   , 
MORRje,P  A        Atomic    BefetV    and  Licensing   Board    Panel         2pp 
2B623   33Q        24X  Fiche    30-392,  84/03/01,  B4031401 IB 

8403060097  Memorandum  &  order    denying    intervenor   Lewis  B31224   motions 
based    on  neuly    roceived    info    LBiuis    discovery    rights  not 
abridged   per  Contention    1-62   M/Certi f Icate    of   Bvc 

BRENNER, L    ,    COLE' R  F   ,    MORRIS. P  A        Atomic    Safety    and   Licensing    Board 
Panel        94/03/02  Lemi**    M        llpp        22306  262        24X 

Fieh*    SO-3S2,S4/O3/02,  Q403060097 

8103070143  Response   opposlnu    Air  i   Water   Pollution   Patrol    840821 
request    for   extension    of    discovery    period    for   Contention 
VI-1   Certificate    of  Svc    encl    Related   correspondence 

HETTERHAHN.H  J        Philadelphia    Electric    Co        HETTERHAHN,  M  J        Conner   d 
Uettevhahn        84/O3/02  Air    and    Uater  Pollution   Patrol         7pp 

22336  291        24X  Fiehe    BO-3Sa,  B4/O3/02. 8403070142 

6403070236  Response    to  Air    t<   Uater    Pollution   Patrol    motion    to    compel 
discovery   Applicant   denies    that  answer    to    Interrogatory 
evasive   Related   correspondence 

WETTERHAHN,  M  J        Philadelphia    Electric   Co        HETTEHHAHN,  M  J        Conner   «. 
Wetterhahn        34/03/02  Atomic    Safety   and   Licensing    Board    Panel 

Gpp         23S3&   217,        34X   FlchB    SO-332,  B4/03/02,  B403070236 

— 84Q307023B  Response   opposing    Air    t  Water   Pollution   Patrol    request    for 
depositions    re  Contention   VI-1    No   reason   given  uhy 
depositions    necessary   H/Certif icate    of   Bvc 

WETTERHAHN, M  J        Philadelphia  Electric   Co        HETTEHHAHN. M   J        Conner 
&  Wvbterhahn        84/03/02  Atomic    Safety    and    Licensing    Board 

Panel        6pp        22336  221         24 X  Fiche    30-3S2,  84/03/02.  0403070336 

8403140033  Responne    opposing    Friends    of    the   Earth    840223   application    to 
file    contention   based    on   neui   matter   re    fuel    storage 
Certificate    of    Svc    encl 

WILCOVE.M  M        Hearing    Branch    S        84/03/02  Atomic   Safety    and 

Licensing   Board   P*nel         14pp        22633,833        24X   Fiche   50-392- B4/03/02, 
B4031400B3 

8403140113  Response    to  Limerick    Ecology    Action   t.  City    of    Philadelphia 
contentions    filed    on  S4O214   re   environ   assessment   of   «evere 
accidents   as    set    forth    In   DES, Suppl    1    Certificate   of   Svc 
encl 

VOOLEft, B   H    ,     HDPODON, A   P         Hearing    Branch    2         84/03/03  Atomic 

Safety    and    Licensing    Board    Panel,        17pp        22623,340        24X 
Fichu    30-332,  84/03/03,  B4031401 13 

8403120001    Notice   of   withdrawal    of    of  flits-    emirgency    planning    li*ue    re 
evacuation    time    eitlmete    itudij   Applicant   840224 
representation    addresses    Issues   W/Certlf Icate    of   Svc 
FERKIN, Z   G        Pennsylvania,     Commonwealth    of,         B4/03/OS        3pp 
225BB.  036         24X   Flehe    30-332,  H4/O3/03,  B4031E0001 

B403140103  Respond*    opposing    Ait-  fc   Water   Pollution  Patrol    (AMPP)    840213 
motion    filing    n*">    info   contention,  AWPP    falls    to   meet    std< 
for    late-filed    contentions    Certificate   of   Bvc    end 
WRIGHT. N  A        Hearing    Branch    2        94/03/09  Atomic   Safety    and 

Licensing   Board   Panel        8pp         22623.330        24X   Flche   50-392,84/03/09, 
B403140103 
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0403130411    Forward*    notice    of    change    of   address    Si    firm  name    Certificate 
of   Svc    encl 

8UOARMAN.fi   J        Sugarman   &   Denuorth        SUOARMAN, R   J        Dol-Auar* 
Unlimited,     Inc        S4/03/07  Docketing    ti   Services    Branch         6pp 

22616    319         24X   Fiche    9O-3S2. 04/03/O7,  B40313041 1 

840314O110  Findings    of    fact   &    conclusion*    of    lau    in    form    of    partial 
initial    decision   on   Air   ti   Water  Pollution   Patrol    Contention 
V-4   re    carburetor    icing    Certificate    of   Svc    encl 

HODODON, A  P        Hearing    Branch    2        B4/03/07        2Spp        32624  078        24X 
Flche    30-332,84/03/07.8403140110 

B403130024  Reply    findings    of    fact   t    conclusion*    of    lain  re 
Contention   V-4    in   response    to   Air   (.  Water   Pollution  Patrol 
(A WPP)    B40224   proposed    finding*   A WPP   finding*    should   be 
rejected   Certificate    of   Svc    encl 

WETTERHAHNiM  J   ,    NICHOLS, N  N        Philadelphia   Electric   Co 
WETTEHHAHN.  M  J        Conner   Si   Wetterhahn        84/03/12        9pp         22641    282 
24X   Fiche   30-332,  S4/03/I2i  8403130024 

B4Q3190007  Responses    to   util    Interrogatories    on  Contention    1-42 
Certificate    of   Svc    encl    Related    correspondence 

*      Philadelphia.    PA,       84/03/12  Philadelphia   Electric   Co        13pp 

32669  337        24X  Flche    30-9S2, B4/03/12,  8403190007 

0403140010  Forwards   affidavit    of   LB  Pyrih    Ic  PS  Stan«bury    re 
hypothetical    accident*    Involving    unlrradlated    fuel    to   be 
stored    at   plant   No    credible    potential    for   violating 
regulations    identified   Related   correspondence 

WETTERHAHN,  M  J        Philadelphia   Electric    Co,       WETTERHAHN,  M,  J        Conner   t< 
Uetterhahn        84/03/13         Ip        22662    164        24X   Flche    SO-352. 84/03/13, 
B403160010 

— S403I60187  Affidavit    of    LB   Pyrih    re    *torage    of    unirradiated    fuel    No 
potential    for   violating    provisions    of    10CFR20   as    result    of 
credible   accident*    affecting   new   fuel    assemblies    stored    at 
plant   Certificate    of  Svc    encl 

PYRIH, L  B        Philadelphia   Electric    Co        34/03/13        S2pp         22662    169 
24X   Flche    90-332,  S4/03/13,  8403160010 

— 0403160188  Affidavit    of   PS  Stansbury   re    calculation  of    exposure   rates 
in   various    assumed    configurations    of    specified    quantities 
of  U   enriched    to    1    BOY.    in    Isotope    \J-33S 

STANSHURY.P   8         Qeneral    Electric    Co         B4/03/12         <?pp         22663    1S6 
24X  Fiche    30-392, S4/03/13. 8403160010 

B4O3190132  Appeal    opposing    dismissal    of  Anthony/Friends    of    the   Earth 
contention   on   util    application    to    store   nuclear    fuel 
outdoors   Ic  ASLB    denial    of    immediate    stay    on   moving    fuel 
ANTHONV,  R   L        Anthony,    R    L        ANTHONY,  R   L        Friend*    of    the   Earth 
04/03/13  Atomic    Safety    and  Licensing    Appeal    Panel         Ip 

226i<4'3Q6        24X  Fiche.  50-332,  84/03/13,  8403190132 

— B403190138  Application    to    file   contention    re    util    application    to    store 

fuel    outdoors   Fuel    storage    i*   hajard    to    community    due  to 

queitlon   of  whether   bldg«    can  withstand    overpressures  fc 
Impacts    from   offsite    accident*. 

ANTHONY.R   L        Anthony,     R   L        ANTHONY,  R  L        Friends    of  the   Earth 
84/02/23            Atomic    Safety    and    Licensing    Board    Panel         Ip 
22666   307        24X   Fiche,  30-332, S4/03/13, B403190132 

8403190160  Affidavit    of  N  Ketilach    re    possibility    of    radiological 
releases    from   fuel    assemblies    In    chipping    container*    in 
Violation   of  NRC   regulation*    Certificate   of   Svc    end 
KETZLACH-N        Uranium  Fuel    Licensing    Branch        B4/03/13        9pp 
BS66B.  33B,       3.4X  Flche    SO-332,  84/03/13,  B403 190 160 

B4OS190173  Forward*   NO   Rotiney    S40313  memo    to   0  Lear    re  result*    of 
B40306    conference    call    from   applicant. 

VOOLER,B   H        Hearing    Branch    2        84/03/13        BRENNER, L  ,    MORRIS, P  A   , 
COLE,  R   F        Atomic    Safety    and    Licencing    Board   Panel         4pp         22671    138 
S4X  Flche    30-332,84/03/13,8403190173 

8403200090  Forwards   840313    Itr    documenting    discovery    of    error*    in 
predicted    consequences   reported    In    severe    accident    rick 
at*eitment  Consideration   of   admlisiblll ty   of   contentions 
tkould    proceed    as    scheduled. Related    correspondence 

WETTERHAHNi  M  J        Conner   Ic   Wetterhahn        WETTERHAHN.  M  J        Philadelphia 
Electric    Co.       84/03/13        BRENNER,  L    ,    MORRIS,  P    A,,    COLE,  R   F        Atomic 
Safety    and   Licensing    Board    Panel.       3pp        226B3, 29B        24X 
Flchei  30-332,  B4/03/13.  8403200090 

B40 32001 44  Forwards    listed    addl    info    re  HPCI    isolation  valve*. per  NRC 

Equipment   Qualification   Branch   S40202  telcon    request   W/o 
encl. Related    correspondence 

KEMPER.J  8        Philadelphia    Electric    Co  B4/O3/13        BCHWENCER.A 

Licensing    Branch    2        2pj>         32699'  139  24X   Flche    90-392,84/03/13, 
8403200144, 


B40319003Q  Motion    for    new   contention   ojusd    on    IE   Notice    H4-17   Tt 
problem*   u/li^uld    nitrogen   eoollna    component*    beloynil 
ductility    tamp    Facility    dssian   deficient   because    liquid 
nitrogen   can   cool    vital    componants    beloui    temp. 

LEWIS, N    I        Leui*.     M        B4/oa/14  Atomic    Safety    and    Lic»n«lng    Board 

Panel          4pp         92666    339          24X    Fichu    BO-3S2,  B4/03/  1  4,  S4O3I90O38 

B403190040  Order    directing    parties    to    hold    settlement    conference*    For 
onaite    emergency    planning    confcentiona   Courtesy 
notification   encl 

BRENNER,  L  Atomic  Safety  and  Licensing  Board  Panel  04/03/13 
Office  of  the  Executive  Legal  Director  Spp  22666  340  B4X 
Fichu  30-332,  84/O3/1  S,  S40317OO40 

B40319O140   Supplemental     info    on    LlmorlcS:    EcoUJBU    Action    of-fUte 
emergency    planning    Ccntentionn   3,4.13,17,30    &   2B    requested 
at   ore-hear  ing    conference    Cui-tlf  icate    of   Svc    end 

*      Limerick    Ecology    Action         S4/O3/15  Atomic    Safety    and   Licensing 

Hoard   Panel        34pp         22466   316        24X    Fiche    SO-35H,  84/03/1 5, 
B403190140 

B4031901S3   OrdBV   confirming    mliCBllanequs    oral    rulings   made    at 
hearing    held   during    ujk    of    B4030S   Testimony    fc   hearing 
schedules    listed   Courtecy    notification    "ncl, 

BRENNER,  L  Atomic  Safety  and  Llc»n,*inB  Board  Panel  B4/O3/13 
Office  of  the  Executive  Legal  Director,  Bjip.  28668,  34&  24X 
FlchB  SO-3S2,04/O3/1S,  S403190133 

B40320001S    Foruards    revised    radiological    emergency    rsiponie    plan    far 
Pennhurit   Mental    Retardation    Ctr    to   ABLB,  in terv»nor»   t<   City 
of  Philadelphia  U/o    >ncl    Related    correjponditnce 

BELBER,  A    L        Pinnsy  1  Vanl  a  .     Commonwealth    of.          B4/03/1S         nREMNEft-L   , 
MORRIS, P    A   ,    COLE.R    F        Atomic    Safety    and    Licensing    Board    Pans! 
2pp        2269B:344        34*    Flche    9O-3M.  B4/03/  13,  B403J2OOQ1  8 

B403200060  Foruards    "Protective    Order    on    SUM   Security   Plan    Info"    & 
"Affidavit    of  Non-Disc  1  oBUi-e "    re    itorage    of     Irraiflsted    Fuel 
Certificate    of   Svc    enc 1    Related   correspondence, 

HETTERHAHN,  M  J        Conner   &   Uetterhahn         WETTERHAHN.  ti  J         PhitadBlpMa 
Electric    Co        S4/03/16         DRENNER. L    ,    COLE, R   F    ,    MORRIS,  P    A         Atomic 
Safety    and    Licensing    Board    Panel          14pp         22664  342        24X 
Fiche    30-39a,B4/O3/16.B403200060 

S403200070   Memorandum    d    order    on    Frt'ndi    of    the    Earth    contentions    b 
Limerick    Ecolojg    Action    petition    re    Part    7D    application    to 
atora   neu    fuel 

BRENNER,  L,-    HORRIB,  P   A         Atomic    Safntu    And   Licensing   Qoard.    Panel 
84/03/16        3Opp,       2E6S5- 106         24X    Fi Che . 30-335, 64/03/16,  8403300070 

8403200110   R»qUiits    that    encl    AS   Jofts   B40311     Itr    re    atijeetoi    piping    tin 
Bsrvarf    to    parties    in    proceeding 

LANE,  V,  H        Atomic    Safety    and    Lionflng    Board    Panel,       B4/O3/16 
CLEMENTS, ML        Office    of    the    Secretary    of    the   Commission         Bjip< 
2269-7'043        24X  Flche    30-333,  04/O3/1A.  S4O32OO1  in 

8403210067  Forward*    Commission    statement    of    policy    re   challenge    to 
elimination    of    financial    q.ua  11  Pica tlon    review    requ treminti 
Related    correspondence 

WRIGHT,  N  A        Hearing    Branch    B        B4/O3/1*,       BRENNEW, L   ,     MORRIS, P   A    , 
COLE,  R   F        Atomic    Safety    and    Licensing    Board    Panel         4pP         23703  035 
H4X   Fiche-3O-332.  B4/03/U,  B4O321O067 

8403210096  Forwards    Transportation  Certification    Branch   8 403 IS   memo 
ti   Certificate    of   Compliance    mm  tic-nod    in  840313   affidavit 
of   N  Keti  lacli,  Related    correspondence 

WRIGHT,  N  A        Hearing    Branch    B        B4/O3/I6.        BRENNER.  L   ,    MORRIS,  P    A   . 
COLE,  R   F        Atomic    Safety    antf    Licensing    Board    Pjnel         7pp          2270&  001 
24X   FichB'SO-393,  84 /03/1&,  8403210096, 

S40321012S  Foriiiards    Delaware    River    Basin   Commission   Aug    tV80    final 
environ   a*«B-ssm«nt    for    NeshaminiJ    Mater    Supply    Byt    &   000823 
negative    d *c lerati on.  per    ABLAB   B4031S   telcon    request   W/o 
encl    Related    correspondence 

HDDODON.A   P        Hearing    Branch    2        B4/O3/16        H.OHL.C    N    ,    EOLES,  0   -J    . 
QOTCHV, fi   L        Atomic    Safaty    and   Licensing    Board    Panel         2pp 
23707-362        24X  Ficha    SO-332, B4/03/1 i, B4O3B101HB 

8403330334  Memcirandujn  &   order    an   Friend*    of    the    Earth    contentions    V 
Limerick    Ecology  Action    petition    based    on    10CFR70 
application    to    stoi-B    new    fuel    Served    on    Q4O327 

BRENNERiL   ,    MORRIBj P    A         Atonic    Safety    and    Licensing    Hoard    PJinel 
DSB    147        84/03/16  Friend*    of    the    Earth         30pp         227B7    174         24X 

Fiche    50-352rB4/Q3/16,  B4032BQ3S4 

8403910093  Answer    to   Limerick    Ecology    Action    (LEW)    *upp]Bmen lal    info 
on   LEA   offalta    emergency    planning    contentions    Proposed 
contentions    *hould    be    denied    Corti  f icate    of    Svc    encl 
CONNER.T  B         Philadelphia    Electric    Co.       CONNER. T   B         Conner    & 
Wetterhahn         B4/03/17         17pp.       227O3  3»2        SIX    FIclie    30-3S2i  B4/03/ 19, 
84032I009H 
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9403310103   nation    to   delete    specific    Instance!    in   support    n f   Contention 
VI-1    advanced    by   Air   i  Water   pollution  Patrol    at   unrtlated 
to  welding   or   voiding   QA   activities    Certificate   of    Svc    enc  1 
HETTERHAKN,  M  J        Philadelphia   Elsetric   Co        WETTERHMWJ,  M   J        Conner   & 
Wetterhahn        B4/OC3/ 1  f  Atomic    Safety   ana   Licensing   Board   Final 

lOop         33706    11B         Z4X   Fiche    30-332. 04/03/19, B4Q3210103 


B40327O071    inform*    that    feasibility   of   B40B01   ai    current    const 
completion  dab*  ulll    bo   reviewed    for   possible   advancement 
Related    corrospondence 

KEMPER.J  B       Philadelphia   Electric   Co        D8H    108        84/03/22 
EI6ENHUT, »  0        Division   of   Licensing        2pp        25766   164        24X 
FichB    30-332,84/03/82,8403270071 


B4032101A7  PoruavdB   Coromi si  ion    "Statement    of   Policy    on  Environ 
Qualification"    &   proposed    rule,     "Environ   Qua! if  teat  Ian    of 
Electric    Eqo Ipmenti Removal    of   B2Q630  Deadllni    "   Related 
corresponolence. 

HQDQDQN,A  P  Hearing  Branch  2  DSB  017  84/O3/19  BRENNER, L 
COLE.R  F  .  MORRIS. P  ft  Atomic  Safety  and  Licensing  Board  Panel 
llpp  227(0  133  24X  Flch*  50-352,  84/03/1*).  B403210167 


84O33703QI    Informs    that   monthly    repts   for   Nov   19B3  -  Fen    1984   re 
Contract   NHC-O3-B3-O92   being    sent   by   express   mall   Related 
c  orrospondence 

F1UTBERQ,  J       Hearing    Branch   2         DSB    139       04/03/22       ELLIOTT,  C  H 
Bran   fc   Posulstillo        2pp.       BETS'?  033       54 X  Flehe   30-392.94/03/83, 
3403270301 


B4G3220226  Forwards   request    for   rec otisi-d Brat i on   of   asbestos    contention 
Sc   notion   req.ulrir.g    further    depositions    re   Contention  Vl-I 
ROMANO. F   R         ASr    and    Water    .Pollution   Patrol          DSB    046         B4/O3/19 
BRENNER,  L    ,     MORRIS,  P    ,     COLE,  R         Atomic    Safety    and    Licensing    Bn*rd 
Panel          In         22719    OO7         24X    Fit  he    50-332.  B4/O3/ 19,  B403220S26 


6103280353   Fnrsiiardm    reft,    "UHS   Eitreme   Hind   Haiard   Anal ij ilt.  "   H/o   mcl 
Related    c  orr« apond  enc  e 

KEHPER,  J   S        Philadelphia    Electric   Co       DSB    160        84/031*22 
BCHWENCER.A         Licensing    Branch    2         Ip         227B7    173         24X 
Ficha*  SO-392.  04/05X22,  8403280353 


-a4Q33a022'9   Flen.iiest   far   ret  on  si  deration   at    asbestos   contention   Board 
did    not    adequately    addreii.    haiard    to   pub  lie 
ROMAND.  F  R         Air    and    Hater    Pollution    Patrol         B4/03/19 
giiENNER.L  .    MORRIS,  P   ,    COLE.fi        Atomic   Safety   and  Licensing    Board 
Panel         2pp         2S719    OOB         H4X    Flch»    30-333, B4/03/ 11, 


B403Z&O34'?   Motion    tt>   dismiis   particular   onsltt   imergencu    planning 
contentions    for   which    discovery   not   provided    or   no 
litlgable   basil    shoun   Certificate   of  Svc   gncl 

CONNER,  T   B        Philadelphia   Elactrlc   Co       CONKER,!  B        Conner   tt 
Wetterhahn        DSB  O94        B  A./ 03/23  Atomic   Safety   and   Licensing   Board 

Panel         16pp         2276O  243        24X   Flche   30-332-  84/03/23,  B4032A0349. 


-8403230234;  Motion   to    require    further    depositions   re  Contention   Vl-I 
concerning   76O6O1    broomitick    deficient    uelding   affair 
RDNA.NO-F        Air   and    Water   Pollution   Patrol         84/03/19        BnE^WER,  L   , 
CuLE.R         Atomic    Sdfetu    and    Licensing    Board    Panel         3(1  p,       B2719   O1D 
24X    Flche    30-332.94/03/19,8403220226 


B4O3300122  R»spbnse    to   Limsrich    Ecology   Action    (LtA)    supplement*!    info 
an   LEA   offsiti    amBrganc^    planning    contintians   Certificate 
of   Svc    end 

FERKIN,  Z    0         Ptnnsylvanla.     Commonunal th    of,          DSB    2O3         84/03/83 
7pp         22850  303        24X   Flche    SO)-35B.  84/03/33.  B40330O122 


9403270065   Protective    order    on    &M1   sscurity    plan    info   Served   on   B40326 
BREMt4ER,L        Atonic    Safety    and   Licencing    Baari)   Panel        DSD    123 
84/03/19  Limerick   Ecology    Action        3pp        23766    149        24K 

Fiche   30-332.34/03/19,8403270065 

— B4O3B7QQ411?  Affidavit   on   nond  i  sclo^ufe   for   CW   Elliott 

ELLIOTT,  C  W       Li  marie  I    Ecology   Action        B4/D3/I6        4p|i        22746   192 
34X    Ficne    30-392,  B4/O3/11?,  Bfl0327OO69 

B4O329O37a  Requost    for    reconsideration   of   Air   t.   Natel-  Pollution   Patrol 
asbefito-s   content  ion 

ROMANO,  F  R        Air   and   Mater   Pollution  Patrol         DSD    1B6        B4/O3/19 
Atomic    Safety   and    Liontlng    Board    Panel         Epp        SSBlt    148        24X 
Fiche    30-352,  B4/Q3/11?.  340329037B 


8403290393   Forwards    re*pon*e    to    applicant  motion    to   delete   specific 
instances   in    support    of  Contention   Vl-I   as   unrelated   to 
UBlding    or  welding-related    QA   activities   Certificate   of 
Svc    enc  1 

ROMANO,  F   R        Air   and    Water   Pollution  Patrol        DSB   301        B4/03/S3 
Atomic    Safety    and    Licensing    Board   Pantl        tp        22814  3Bi        24X 
FichB    30-352,  B4./03/2S',  B4O329O393 

— 8403390397  Response    to  applicant   motion   to   delete   specific    instanctl 
in   support    of    Contention   VI-I   advanced   by   Air   h  Water 
Pollution   Patrol    as   unrelated    to   uelding   or   welding-related 
<9A   activities 

RDHfiWQ,  F  R         Atr    and   Water   Pollution  Patrol        84/03/24  Atomic 

Safety    and    Llcvnslng   Board,    Panel         llpp        22S14   327        24X 
Fichfl    30-352.  84/03/23.  B4O3H'?O393 


840327O017   Eupplempnta 1    reiponsei    to    info   requests    at  Citu   Pf 
Philadelphia   Ralated    correspondence 

aQYEFt.V  S        Philadelphia   Electric   Co        DSB    112.      94/03/31         ISpp 
22770   056         24X    Fiche    50-352,84/03/21,8403370017 


B4O327Q027   Notice    of    A5LB   constitution  L  Brenner,  chairman   b   RF  Cole   t> 
PA   Morrl »,  mcrnbcrs   Served,    on   B40326 

COTTER,  G  P        Atomic    Bafetij    and   Licensing   Doard   Panel        DBB    129. 
H4/03/26        2pp         22769337         24X   Flche' 30-332,  B4/03/26,  B4032700a7, 


B4Q3330336   FarudroB   complaint   of   util    vs   South   Coventry    Touinghlp    filed 
on   810309,  memorandum   of    1 au    in   opposition    to   petition    for 
Preliminary    Injunction  B4-01645  t   order   of   court   dissolving 
Injunction  against    Township   Rtlate-d    corretpondcnce 

Limerick    EcologiJ   Action        DSD    143        B4/03/21        DRENHER.  L 
A   .    COLE.R   F        Atomic    Saffity   and   Licensing   Hoard   Panel 
32pp.       22797   065        S4X   Fiche    50-333, B4/O3/21- 84032B0336 

B4 032300 03  Order   Qelegating    autharitu    to    exercise   revleui   functions 
over   Part   7O   isaues   raised    in   proceeding    to   Appeal    Hoard 
Served    on  B4032S 

CHILH.S   J        Offl-ce    of    the   Secretary   of    the   Commtetlon        DSD   O7O 
94/03/33  Atomic   Ssffty    and   Licensing    Appeal   Panel        2(ip 

2272t-   339         24X   Fiche    3O-332,  B4/03/22,  S403230003 

6403230278  Or-der    confirming   triefino   tchedule    for   Fi-ienils    of    the   Earth 
appeal    of   ASLD  340316  memoranUum   h  order   tt   for   staff   to 
provide   Part   7O   application 

SHOEMAKES.C   J        Atomic   Safirtg   an*   Llcen»lno   Appeal    Panel        DSB  O77 
84/03/23  Office    of   the   Executive  Legal    Director        Epp 

22743  014        24X   FUJie   50-352,84/03/22,3403230578 

B4032t0333  Forwards   supplemental    correspondence   b   document!    re 
emergency   planning.  Matt    luppls   earliir    UTI    b   coven   period 
840506-0313  W/a   eticls   Related    correipandenee 
BRADLEY.E  J        Philadelphia   Electric   Co        DSD   09B       84/03/B2 
I1TIER.P        Llmeriek    Ecolojg   Action        Spp        227AO   163        24X 
Fiche    50-332,94/03/22.6403260333 

B4O327Q012    Informs    that   applicant  mill    «uppl    B40217   response*    to    Info 
Requests   6,  7,  ill   fc    13  Related    correspondence 

WETTEfiHAHK-H  J       Conner   b  Wetterhann        WETTEHMAHN.M   J        PhiladelpMa 
Electi-ic   Co        DBS    1O9        84/03/22        BUSH.  M  W        Philadelphia,    PA        2po 
2276"?   33i        24X   Flche,  5O-332,  B4/Q3/S2,  H4O3H70012 


S4O327006O  Stipulation   re    itarag*   of    unit-radiated    fuel 

WETTERHAHM,  M   J        Philadelphia   Electric   Co,       ELLIOTT. C   M        LlmericV 
Ecology   Action.        DBB    12S        B4/Q3/2A        2pp        2B7i6,  162        24X 
FlehB    90-352,  81/03/S*,  8403270040 

B4032BQ331   Memorandum   h  order    confirming   840321    oral   ruling    on 
affidavits   re   radiation   releases   from  unirrad iateO   niu 
fuel    rmli   Served    on    840327 

BRENWER.L        Atomic    Safety    and    Licensing   Board   Panel.      DSB    MB 
84/03/26  Office    of    th*    Executive  Legal    Director.      2pp 

22737.01-?        24X   Flche   SO-3S2j  84/03/26,  8403280331 

9403280399  Order    Imposing    temporary    stay   of  A9LB   B40316  memorandum  h 
order    pending    receipt   of    Friends   of   the  Earth   appeal   of 
order   Served    on   B4O323 

SHOEMAKER, C   J        Atomic   Safety    and   Licvntlng   Appeal   Panel        DSB   HI. 
B4/O3/27        Spp         '22787   229         24X   Ficht   SO-3S2,  B4/03/27,  040329033? 

B4Q33O0129  Joint   rept    on   status    of   negotiations   re   onslte    emergency 
planning   contentions   &   Ltnurltk   Ecology   Action   dismissal    of 
particular    contentions.  Certificate   of  Svc   end 
RADER,  R   M        Philadelphia   Electric    Co       RADER,  R   M        Conndl-   fc 
Wetterhahn        ELLIOTT, C   M         Limerick   Ecology   Action        DBB   206 
84/03/27        bap.       Z2BEO   OOB         24X   Flche   30-338,  B4/O3/27i  8403300129 

9403300271   Forward!   QA  audit*    re   Colt    Industries   Fairbanks   Horse   En) in* 
DlVidlesel    generators   W/o    encl,R»Ut«d   carretpondence 

METTERHAHN.n  <J        Philadelphia   El*ctrtc   Co        WETTERHAHN,  M  J        Connir  & 
Wetterhahn         D3B   212        S4/O3/27,       3pp        82824   037        B4K 
Fiche    30-352,84/03/27,8403300271 

— B403300274   Reipodts    to   ftlr    b   Uat*r   Pollution  Patrol    (AWPP)    Q40319 
motion    to   require    further    depositions   re   Contention   VI-1, 
AMPP   failed    to    support    request    for   relief   b  motion   fhould   be 
denied   VJ/Cert i Ptcate   of    Bvc   Related   correspondenct 
WETTERHAHN,  M   J        Philadelphia  Electric   Co        WETTEftHAHN.  h,  J. 
Affiliation   Not   Assigned         84/03/27  Atomic   Safety    and   Licensing 

Board   Panel         7pp        22824:040        24X  Flcha'  SO-3B2,  B4/03/27, 
8403300271 
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0403290374  Forwards    portions    of    transcripts    re   A8LB   040320   ruling    on 
admifilbl  11  tij    of  Limerick    Ecology    Action    contention*   b   City 
of   Philadelphia    issues    an    facility    DES.Suppl    t    Related 
correspondence 

HODODON. A  P        Hearing    Branch    a 

Brofa    I,    Poiuijtilld         BUSH,  H   W 

PBnnsglvanla,    Commonwealth    of, 

FUhe    90-392,  94/03/08,  8403290374 


DSB    199         S4/03/2B         ELLIOTT.  C    W 
Oush,     H   W         FERK1N,  Z    O 
31pp         83814    071         24X 


B403090053   Responds    to     IE    BulUtin    83-06,     "Noncnnf nrming    HatU   Supplied 
by   Tube-Line  Corp   Facilities  "    Disposition   of   rnufcj  mail 

supplied    by   Guyon   Alloys*  Inc    described   Ten   6-inch    43  degree 
elbou*    fa   one   4-inch    8   R      90   degree    elbow  quarantined 
GALLAQHER.J        Philadelphia    Electric    Cn         84/03/16        HURLEY, T   E 
Region    1,    Office   of    Director        iOpp        22376  091        24X 
Fichu    50-352.  84/02/16,  B40309QOS3 


B4O32903B4  Brief    in    oppo*itlon    to    intervanor   Friend«    of    the    Earth    for 
itaij    of    oniite    storage    at    unirradlated    fuel    Stay    request 
fall*    to    demonstrate    any    conceivable   harm  as    result   of    f  u»  1 
it or age    Certificate    of   Bvc    end 

HETTERHAHN.M  J        Philadelphia    Electric    Co        WETTERHAHN,  M  J        Conner 
Mafcterhahn        DSB    190        84/03/28        llpp.       22814   240        24X 
Flche    50-332,  04/03/28.8403290384 

S4O3290393  Memorandum  b   order    confirming    denial    of  Air  &  Water 
Pollution   Patrol    motion    for    further    dispositions    re 
Contention   VI-1    Certificate    of  Svc    encl 

BRENNER, L        Atomic    Safety    and    Licensing    Board    Panel        DSB    1B7 
B4Y03/2B        4pp        22B14   322        S4X   Fiche    80-332,84/03/28,8403390373 

B403290399  Forward f    staff   B40320  response    to    Limerick   Ecology    Action 
supplementary    info. 

VOOUER, B  H  Knar  I no  Branch  2  DSB  200  B4/03/S8  BRENNER, L  , 
MORRIS, P  A  .  COLE,  R  F  Atomic  Safety  and  Licensing  Board  Panel 
Spp  228 14  338.  24X  Flche,  50-333,  B4/03/2B.  8403290399 


B4O3Q70314  Forwards    IE    Insp    Repts   SO-3S2/B4-01    &   30-333/04-03  on 
840103-31    No  violation*    noted 

STARO8TECKI.R         Division    of    Project    &   Resident    Program*          8V03/32 
KEMPER.  J  S       Philadelphia   Electric   Co        4pp        22546  204        24X 
Fichu    90-352,84/02/22.8403070314 

—8403070319    IE    Insp    Repts    50-392/B4-01    fa   30-3S3/B4-02   on    B401O3-31    No 
violations   noted    Major    areas    inspected    folloujp    on  previous 
insp    findings,  plant    tour,  f ollouup    an    IE  bulletins  t  Nuclear 
Review  Board   Charter 

HIGOINB,  J   T   ,     CHAUDHARY.S   K    .     CONNER,  E   L         Region    1.     Office    of 
Director        84/02/17         16pp        22346  208       24X  Fichfl  50-3S2. 84/02/23, 
S403070314 

8401190072   IE   Info  Notice    84-13.    "Potential   Deficiency    In   Motor 
Operated   Valve   Control    Circuits  fa  Annunciation    "   Svc    list 
encl 

JORDAN, E  L        Division    of    Emergency   Preparedness   &   Engineering 
Response    CPost   830103)         B4/02/3B  Consolidated   Edison    Co      of  New 

York,     Inc         113pp        22 907   239       24X  Fiche   30-000,84/02/28,8401190072 


— B403S70400  Re*pon*e    to   Limerick   Ecology   Action    B40313   supplementary 
info    on   offstte    emergency    planning    contentions    Staff 
position   remain*    unchanged    Certificate    of    Svc    end 
VOQLER,B.  H,       H»arlng    Branch    S        84/03/20        2pp,       22814  340        24X 
Flche.  30-332. B4/03/2B,  8403290399 

8403300127  Trancmittal    of   refs    fa   errata    to   applicant   840321    testimony 
of    UJ  BoyenDJ  ThompsomDA  Kllni'L   Stanley, EF  8proat. 
WW    Bouars.TE  Shannon   fa  J   Doerlng    on   Contention    1-42  Relatad 
cor-reipondence 

WETTERHAHN.M  J        Philadelphia   Electric    Co        UETTERHAHN.  M  J        Conner   «. 
Metterhahn        DSB   204        84/03/28        7pp        22820   249        24X 
Flch*'  50-33B,  B4/03/28,  8403300127, 

84O33001S8  Responie    opposing   M   L*uil«    B4D314   motion    for  neu   contention 
ba**d    on    IE    Info  Notice   84-17   cooling    of    vital    components    by 
liquid    nitrogen. Certificate    of   Svc    encl 

HETTERHAHN,  M.  J        Philadelphia   Electric    Co        METTERHAHN,  M  J        Conner   fa 
Metterhahn        DSB  2O9        84/03/28  Atomic    Safety    and    Licensing    Board 

Panel.       12pp.       22820' 291         S4X   Fiche   30-332,  B4/03/2B,  B4033001SS 

B 4 033 0028 7  Forward*  PH  Paiery   840315   Itr   ro   qutitlons   concerning 
fi**lon    product*  Ltr   should    be   foruiarded    to    Appropriate    NRC 
individual    for   responie   ti   response    served    In    proceeding 
Served   on  640330 

LANE,  V,  M,       Atomic    Safety    *nd    Licensing    Board    Panel,       DSB   218 
84/03/29.      VOQLER.B.H       Hearing   Branch  2.      2pp       22824:016       S4X 
Flehe.SO-3S2,B4/03/29,  B4033002B7 


840302034B  Advises   of    can* i deration   on   ute    uf    plant-specific    PRA  & 
severe    accident  risk    assessments    (BARA)    to   assist   NRC    in 
evaluating    sampling    insp    program  Requests  meeting    In 
Mar    1984.  to   obtain    Insights    from  performing    PRA  t>  8ARA 
STARD8TECKI. R        Division    of   Project   fa  Resident  Programs         B4/O2/2B 
KEMPER.  J  S       Philadelphia    Electric    Co        Spp        22439020        24 X 
Fiche   30-332,84/03/28,8403020348 

B403070276  Ack   receipt    of    B31BB2   Itr    Informing    NRC   of   steps    taken    to 
correct   violations    noted    In    IE   Insp    Rept   SO-3S2/83-1H 
Response   not    In  accordance   ui/10CFR2  201   Addl    Info   requestad 
MARTIN.  T  T        Division    of    Engineering   &  Technical    Programs        84/03/2B 

KEMPER.  J   B        Philadelphia  Electric   Co        2pp,      HSS44  302        B4X 
Fi  Che '30-332,  84/03/23.  8403070276 

—8403070381    Responds    to   NSC   B31123   Itr  re   violations  noted     in    IE   Insp 
Rept    30-392/83-12    Corrective  actions    field    Insp    of  MCC 
p oiuer    panel    performed    &   results   being    evaluated    Action*    to 
prevent   recurrence    ui  1 1    be    completed    by   840301 
KEMPER,  J  8       Philadelphia   Electric   Co        B3/12/32       MURLEY, T  E 
Division   of  Engineering   It   Technical   Programs        Spp        2234$  304 
24X   Flche   90-382,  84/OE/2B,  B403070276 

B402090007    IE   Info  Notice    84-14.    "Highlights   of  Recant  Transport 
Regulatory   Revs    by    DOT  fr   NRC    "  Svc    Hit   encl. 

ORACE.J  N        Division    of    QA,    Safeguards  fa    Inspection  Program*    (Post 
830103)         84/03/02  Consolidated    Ed i ton   Co      of   New  York,     Inc 

130pp         22993   329         24X    Fichu    90-000,84/03/05,8402090007, 


K.     Utility   Final   Safety  Analuil*  Report    (F8AR)   b  amends 

B4O3OS0297   Forward*   Rev  29    to    FSAR 

BRADLEY- E,  J.       Philadelphia   Electric    Co        84/02/2<P        DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        2pp        22493.026 
24X   Fiche.  30-332.  84/02/29,  8403020257, 


— B4030K0273  Rev  29   to   FSAR 

*     Philadelphia  Electric   Co       64/02/29, 
FlChei  SO-33B,  B4/03/27,  B403020297. 


SSBpp        22499  O96        34X 


8402090008    IE    Info  Notice    84-16,    "Failure   of   Automatic   Sprinkler   Sy*. 
Valves    to   Operate    "    Svc    litt    encl 

JORDAN.  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    {Post   B30103K       84/03/02  Consolidated  Edison    Co.    of  Naw 

York,     Inc         122pp        32333096        24X   Fiche   30-000,  B4/03/02,  8403090008 

8403090009    IE    Info  Notice    84-19,    "Reporting    of  Radiological    Releases    " 
Svc   list   and 

JORDAN.  E  L        Division    of    Emergency   Preparedness   fa  Engineering 
Reiponse    (Post   B301O3)         64/03/02  Consolidated   Edison    Co      of  NBUI 

York,     Inc         I19pp         22333217        24X   Flche   30-000,84/03/02.  8403090009 


B403130O36  Foruiardt    Affidavit    of   Svc    re   distribution    of   Rev    2?   to    FBAR 
fc  R«V    17   to    environ    rept.per    DO  Elsenhut   B1O706  request. 
BRADLEY, E,J        Philadelphia   Elvctric    Co        84/03/13        DENTON- H, fi 
Office   of  Nuclear  Reactor  Regulation.    Director       5pp       32643  290 
34X    Fich«' 50-392,  B4/03/12,  8403130036 


B403160241    Foruards    IE    Insp   Rept*   30-332/84-03  fa  90-333/84-01    on 
840109-10   fa   1Q-13  No    Violation*  noted 
MARTIN, T   T        Division    of    Engineering    fa  Technical    Programs        84/O3/O2 

KEMPER, J  S       Philadelphia   Electric   Co        2pp        22&A1   036.       24 X 
Fiche   50-332.84/03/02,8403160241 


Q.     Inspection  report*,    IE  Bulletin*   tt  correspondence 

8403010307  Forwards    IE   Imp    Rept   50-332/84-02    on   840103-06.  Mo 
Violation*    observed, 
MARTINiT  T.       Division   of    Engineering    fa   Technical    Programs.       84/02/16 

KEMPER.  J,  B.       Philadelphia   Electric    Co.       2pp.       22433  074        24X 
Flcht. 90-392, 84/02/16,8403010307. 

— 8403010314    IE    In*p    Rept    30-392/84-02   on  840109-Oi,  No   violation* 
identified.  Major   areas    inspected,  chamlstry   fc  radioactive, 
affluent  control    programs, 

KQTTAN,J,J.,    ZIBULSKY.H.,    PABCIAK.WJ       Region   1,    Office    of 
Dirtetor        B4/02/14,       4pp.       22433:076        24X   Flche;  90-392,  B4/OB/16, 
H4.03Q  10307. 


— B40316Q24B    IE   Insp    Rept*    90-333/84-03  fa   30-333/84-01   on   840109-10  &   13- 
13  No   violations    noted, Mejor  areas    Inspected    preaperatlonal 
radiological    environ  monitoring    program,  mgt    controlsi  program 
for  OC   For  analytical    measurement* 

STRUCKMEYEH,  R   ,    PA3CIAK.U  J       Region    1,    Office    of  Director, 
£34/02/23        3pp        32661    033        24X   Flch*   90-392,84/03/02.6403160241 

8402090011    IE    Info  Notice    B4-17,    "Problems  M/Llquld   Nitrogen   Cooling 
Component*   Belou  Nil    Ductility   Tamp    "   Bvc    list    encl 
JORDAN, E  L        DivUion    of    Emergency   Preparedness   fa  Engineering 
Response    (Post  830103)         B4/03/03.  Consolidated   Edison    Co      of  Neui 

York,     Inc         117pp         22393336        24X   Flche' 30-000,84/03/03,  B4020900I1 
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B4O209OQ24    IE    Info  Notice   B4~O?iRiv   t.     "Lesions   Learned   From    Insps    of 
Fire  Protection  Safe    Shutdown   8y »    "    8vc    Hit    enc 1 
JtJSDAN,  E  L        Division   of    Emergency    PrBparedness   &   EnDincaring 
Response    IPoit    B3D1O3)          B4/O3/07  Consolidated    Edison    Co      of    Hew 

Yor*.     Inc          HSpp          22630    049         24X    Fiche    30-000,  B4/O3/O7.  B40209OO24 

6402090033    IE    Info  Notice   64-10.     "Btresi    Corrosion    Cracking     In  PUR 
BIJS    "   Svc    lilt    encl 

JORDAN. €  L        Division    n*   Emergency    Prepared" ti   *   Enginetrlng 
Response    (Post    B30IO3)         B4/03/07  Consol  i  dated   Ediiott    Co      of  Htui 

York,     Inc         ME-pp        225B4    IB6        24X  Fieh..    30-000,  B4/Q3/07.  84Q2090O2B 


— 84030201 3t  Fisvlsed    testimony    of   Philadelphia   Elsctic   Co    re    Bblllty   of 
ijfitv-related    *tructures    to   withstand    e-fficti    of    postulated 
detonation   due    to   ruptures    of    transmission   pipeline* 
H/C«r tif Icate   of    Bvc   Relatid    correspondence 

*      Philadelphia   Electric    Co        84/02/28        29pp        22442,114        24X 
Fiche-  30-332,  84/02/SB.  8403020129 


B4030B0238   Transcript    of   840303  hearing    In  Pti iladelphia, PA 
Pp    7,  368-7,  A96 

*      Commit  lon»n        84/03/00         131pp.       22996.306        24X 
FlchB    30-392.  84/03/OS,  B4O30B025S. 


8402070031    IE  Bulletin    B4-02.     "Failures    of  OE  Type   HFA  Relay*    In   Use    In 
Class    IE   Safety    Sijs    •"    Svc    list   encl 

DEyoUNO.Ff  C        Director's   Office.    QFflci    of    Inspection   and 
Enforcement        84/O3/12  Con»o 1 idatefl    EdUnn  Co      of  Niu   York.     Inc 

134pp          23833,074         24X    FUhe    30-000,  B4/03/1S,  B40207OQ31 

84O3S90144    Forwards.    IE    Imp   Rept   30-332/84-08   on   840206-09.  No 
violation*   noted 
MARTIN,!    T        Division    of   Engineering   &  Technical    projrami         84/03/13 

KEMPER, J   3         Philadelphia    Electric    Cp         3pp         22806   09A         24X 
FlchB    30-392,  84/03/13,  B4032<7ul44 

— B40329O150    IE    Imp    Rept    30-352/84-03    on    B102Oi6-O9.  No    violation*    notid 
Major    ar»as    inspected    on*i te/Df f il te    lapity    committee 
dc  tivi  tij,  opirat  lonal    itaff    training   &    futl    rtcelpt   b 
storage    programi 

PRELL-J   A    ,     BISSETT.P    ,     DLIVEIRA,  W         Region    1>     Office    of     Director 
84/03/07        Spp.       22806  0<?B        24 X  Flche    9D-3S2, 84/03/13. 8403290144 

9402090043    1C    Info   Notice    84-19,     "Tuo    Event)    Involving    Unaut horlitd 
Entries    into  PUR    Reactor    CAvltles."    Svc    lift    encl 
JORDAN,  E  L        DtvUion   of    Emergency    Prepav«dne>f   fc  Engineering 
Response    (Post   830103).       64 /O 3/21  Coniolld'ted   Edii-on    Co      of   Heui 

Yori,     Inc         I23pp         22B33  229        Z4X   Flche    DO-000, B4/O3/21,  B40H070043 

B40S090044    IE    Info   Notice    B4-20,     "Bvc    Life    of    Reliij.    In    Saf  e  ty-Re  litad 
Sys    "    Bvc    list    encl 

JORDAM,  E  L        Dlviilan   of    Emergtncg   Pr*par*dn»«*   ti  Engineering 
Respotltte     (Post   830103)          84/03/21  Consolidated    Ediion    Co      of    New 

Yort,     Int.        133pp.        22933    001         24X    Fiche- 90-000, Ba/O3/ai> B40209O044 


B403120D92   Transcript    of  84O3O6   hearing    in   Phi  Indelphia,  Pa.  Pp   7,  69i- 
7-942 

*  Comtn  In  loner*         84/03/06         Z46pp,        229GB   249         24X 

Flche    30-352,64/03/04,  84031200-72 

B403120131    Transcript   of  B403O7   hearing    In  Philadelphia,  PA  Pp    7i 943- 
8,  138 

*  Atomic   Safetg    and   Licensing    Board   P*ntl        84/03/07        216pp 
32389  2«3        24X   FUh*   50-332,84/03/07.  B403120131 

B403130040  Trantcrlp-t    of   B403OB   hiarlng    In   Philadelphia,  PA  Pp   8,199- 
B,  303, 

«      Atomic   Safety   and   Licensing   Board   F-antl         B4/03/DG        269pp 
2BS-?B  O67        24X    Fieh«    BO-352,  84/03/OB,  B403130040 

0403130113   Transcript    of   B40309  hearing    in  Philadelphia,  PA  Pp 
B,384-3, 509 

»      Atomic   Safety   and   Lictnilng    Board   Panel         B4/03/09        22pp 
S2601    001         E4X    Flche    30-332.  84/03/09. G4031301 13 

S4D322014S   Tr'nicrlpt    of   840319  h**ring    in  P4i  i  ladelphia,  PA  Pp    9,304- 
B,  647 

*  Atomic   Safety   and   Licensing   Board  Panel.       84/O3/19         150pp. 
B27i4   142        H4X    Flehl    30-332.84/03/19,0403220143 

B403BAQ254   Tranicript   of  840330   hearing    In  Philadelphia,  PA  Pp    B, 447- 
B.B42  Supporting    documentation    encl 

*  Atomic  Safety   end   Licensing   Board   Panel         B4/03/2O        202pp 
H27S5  208        24X   Ficht   50-332.  B4/03/20,  G4032i0234 


R,     Pariodlc    operating    reports   &   related    correspondent* 

B4O3020443  Foruards   mo-nthlij    «t*tut    rtft    of    offtltt    enirg>ncg 
praparedneis    for  OL    revl«uf    for   Jan    19S4  Chang BI    in  FEMA 
finding    datet   not    caused    by    delay    dui    to   of  fills    emtrgtncij 
p  lannlng    lnues 

DIRCKS,  W  J        OPPit*    of    th«   Executive   Director    For    Operation* 
B4/03/31         PALL AD IN 0     Cpmmtisi on«r>         9pp        22493   083        24X 
FlchB    50-000, 84/02/31, 8403020443 

S      Reportable    occurrences,     LERs   &   related    correspondence 

3403130064  Final    Significant   Deficiency   Rept    la?  re    Agastat    CR009S 
-relay    socket    faltunt   Defective    sockets    replaced   ur/Agastat 
CR002    locketi.  correcting    any    advirie    tafetg    Impl  lotioni 
Induced    by    socket    failure 

KEHPERjJ.S        Philadelphia    Electric   Co.       B4/02/I7.       MURLEV,  T.  G 
Riglon    I.    Office    of   Director        3jip        22598;  043        24X 
Flche    30-332,fi4/02/17i  B4031300B4. 

8^03260233   Forward*    iiimnarg    list   of    d>f  let  etici  is    Identified    per 
lOCFFtBO    35{e),P«re  21    t<   potential    ganerlc    Itr    refit    for 
c  ommenti 
STARaSTECKI,  R        Dlviilan   of    Project   t>  R»*U*nt    Proflrams,       04/02/SS 

R«9lon    1,    Office   of   Director        7pp        2S736  OiU        S4X 
Flche    50-000.84/02/28,840:1260233 

B40327OS19   Part   21    rept    re    broken  contact   carrier    In   control    dtvic*    of 
7    S    kV-13   fcv,  300-750  MVA,  3   kV  33O-3,  OOO  &   all    HKV   circuit 
firiakers.  Initiallij    reported    on  930223  Addinda    to 
fnitallation  &  m«lnt   procedures    sent   to  afftctid    units 
DUVALLf  D   0        Broun   Boviri    Carp      Itubi      of    Brown   Boverl    t  Co   ,    Ltif    J 
84/03/19  Record   Servlet*    Br»nch    (Document    Control    Dei*).       9pp 

2277H   i!4        24X  Fiche;  30-OOO,  B4/03/19,  8403270219. 

T      Hearing    transcripts    on   non-antltru*t    nutters 

9403020129  Forward*    revised    testimony    re   ability    of    saf*tu-r*lated 
structures    to  ultnitand    effects    of    postulated    detonation 
resulting    from  asiifmed   ruptures    of   Arco  &   Columbia    g»t 
transffltssion   pipelines  Rttited    corrispondence 

HETTeRHflHN.  H  J       Conner  t  Hett.rhahn,      HETTERHAHH,M  J.      Ph  1  lidilphia 
Electric    Co        84/02/28        BRENNER,  L        Atomic    Safety    and    Llc«nilng 
Hoard    Panel         2pp.       22442.112.       24X  Fi  the:  90-352,  H4/02/28, 840302013"? 


8403240013   Tranicrlpt    of   640321    hearing    in  Philadelphia,  PA  Pp    8,843- 
7,099  Supporting    documentation   end 

•  Atomic  Safety   and   Llctnslng   Board   Panel         84/03/21         2S3ep 
22746-001,       24 X   Flche   30-332.  84/03/21,  B403360013. 

B403260334   Transcript   of  ComralsilDn  840321   af f irmation/d i tcuition  ti 
vote    in    Mash ington,  DC   re    propoted    order    delegating    authority 
to   AQLB    to   hear   Part   70    issues   railed    In  Limerick 
proceed  Ing   Pp    1-3 

•  ComminiPntra        84/03/21         cpo        S2773.  SB1         B4X 
Flche  50-J52, 84/03/21,8403260334 

B403270042  Tranimittal    of    testimony    re   Contention    1-42,     "Environ 
Qualification  or  Electrical    Equipment    "    Related 
correip  ondin-ci 

WETTERHAHN,  M.  J        Philadelphia   Electric    Co        WETTERHAHN,  M,  J.       Conner   b 
Wetterhahn        DBB    ISO       84/03/21        2pp        227^9:242        24X 
Fiche   30-332-84/03/21,8403270042 

— 840327004B  Testimony    of   W-J  Boyer>DJ  Thompson, DA  Kline, L   Stanley, EF 
Bpro*t,HW  Boyers,TE  Ghannon  t   J  Doerlng    re   Contention    1-42, 
"Environ  Qualification    of   Electrical    Equipment    "   Certificate 
of    Bvc    end 

BOYER.il  J  .    THOMPSON,  D   J   ,     KLINE,  D  A        Philadelphia   Electric    Co 
B4/03/B1        39pp        22769    244        24X   Fiche    50-382,84/03/31,8403270042. 

EI403270S9&    Testimony    of  A  H«iclantonlo   on    Limerick    Ecology    Action 
Contention    1-42   r*    electrical    environ   qualification. Related 
c or r* i pond t net 

MASCIANTONIO'A        Eq.uipm.nt  Qualification  Branch.       DBB    13Q        B4/03/21. 
lOpp        22709-037.       24X  F  lch«:  90-352,  84/03/21,  8403270296 

B4O327O171    Transcript    of  840322   hearing    in  Philadelphia,  PA  Pp    9,060- 
9,266 

*  A torn It   Safity   and  Licensing  Board  Panel.      84/03/22       210pp. 
H2773'  150.      24X   Fiehe'  30-332-  84/03/22,  B403270171. 

B4.03270160  Tranteript   of  840323  hearing   in  Philadelphia,?*.  Pp  ?,2i7- 
9,401. 

*  Atomic   Bafetif  and  Licensing  Board  Panil.      84/03/23.       137pp. 
22764-2Q3.      24)1   Flc  he-  30-332.  84/03/23,  B40327O160 

5403300009  Mimorandun   serving    transcript   pag«i   ri  840323    prtftl*d 
testlniany    an   Limerick   Ecology    Action   Contention    1-42 
eone*rninu  environ   qualif ieatlon.  Snrvtd   on   840329 
BRENNER,  L.      Atomic    Safety    and    Licensing    Board    Panel        DBB    207. 
84/03/29        ip        22922   131         24X   Fiche:  SO-3S2,  84/03/29,  B4033000O9. 


DOCKETED  ITEMS 


227 


— 84Q33OO014  Transcript   Pp    9.270-9.374   of    B40323    testimony    on   Limerick 
Ecology   Action   Contention    1-42  r*    environ    qualification 
*      Offici    of    the    Executive    Legal    Director        *      Philadelphia 
Eloctric    Co        *      Limerick    Ecology    Action        64/03/2?        9pp 
22B22    132         24X   Fiche- 30-332, B4/O3/29,  B403300009 


DOCKET    30-333   LIMERICK   OENERATINO   STATION,     UNIT   S 

A.     Application/construe tion    stage    document*    &   corrxpundance 

B4O2O900Q3  Re*pond*    to   FOIA   request    for   conit    completion    dates    for 
nuclear    plant*   currently    under   const   ti  analyse*    containing 
•  •ttimates    baled    on    incluilon    of   Caseload   Forecast  Panel 
maatlngi   Forward*   App    A.  B   fc   C    document* 
FELTON.J.M        Division   of    Rule*    and    Record*.       83/10/31 
ROBENBAUM,  0  M        Technical    Analysis    Corp         19pp         22193   292        24X 
Fit  ho: 90-000,83/10/31.8402090003 

— -84O2O9O1B3  Handwritten  notes    *<  calculations    r«    conit   activities   t<    fuel 
load    preparation 

*  NRC  -  No  Detailed   Affiliation    Given        79/07/24         3pp 
22195.097        24X   Flche    30-OOO, B3/1O/31,  B40209OOQ3 

84O1S402D7  Forward*   addl    info    re    *tre*s-a*sisted    corrosion    cracking    of 
primary    «y*    comment*    &  potential    main   cooling    tower    failure 
madmt    It    consequences,  In   ritponie    to   ACR8   031019    Itr 
KEMPER.J  9.       Philadelphia    Electric    Co        84/01/18        BCHWENCER, A. 
Llc«n«infl   Branch    S,       3pp         2190B    14H        24X   Fiehe    30-332,64/01/18, 
B401240207 

— B401240311    "Rept    on   Effect*    of  Postulated   Failure    of   Cooling   Tower    " 
H/tJire/e   overall*    drawing!    Aperture    cards    ar*   available    in 
PDR. 

•  Philadelphia   Electric   Co        P-2B1/2        83/12/31         19pp 
2190S     151          24X    Flche    90-392,S4/01/1B,B40124Q207 

8403OZO1O4  Forward*    magnetic    tape   containing    hour    by    hour 
meteorological    data    for   Oct    1983   -   Jan    19B4,  per   S31OJ3    Itr, 
Datoj    from  primary    meteorological    tower   &    satellite    touier   d 
tap*    format*    daicribed 

KEMPER,  J  S,       Philadelphia    Electric    Co        84/02/27        BCHNENCER.A 
Licenming    Branch    2        3pp.       22443,240        24X   Fiche    SO-352, B4 /OK/27, 
8403080104, 


C      Utllltg    Environmental    Report    (ER),    amend*    &   correspondence 

8403020237  Forward*   Rev   17    to   environ   rept  -   OL   *tagB 

bHADLEV.  E  J        Philadelphia   Electric   Co        94/02/29       DENTON.HR 
Office    of  Nuclear  Reactor   Regulation,    Director        2pp        22495  026 
24X   Flcho    5O-332,  B4/02/S9,  0403020237 


— B403020270  Rev    17    to   environ    rept   -  OL   stags 

*      Philadelphia   Electric   Co        84/02/29        20p(i 
Fiche    30-392,34/02/29,8403020237 


22499    034         24X 


B403130Q36  Forwards   Affidavit   of  Bvc    re   diitrlbution   of  Rev  B9    to   FEAR 
Si  Rev    17    to    environ   repti  per   DO  Elienhut  81O706   req.uett. 
BBADLEV, E  J        Philadelphia   Electric   Co        B4/O3/12       DENTON.H  R 
Office    of  Nuclear   Reactor   Regulation,    Director         Spp        22643  B90 
24X   Flche   5O-332,  B4/03/12,  S403I30036 

D      NRC   Draft/Final   Environmental    Statement*,     iupp 1  a  fc  correspondence 

B40316002&  Motlfiei    that  Natl    Ctr   for    Devices    &  Radiological    Health    has 
no    comment   re    poitulated    plant  accident!   daccrlbeif    in   DEB 
(NUBEQ-0974) 

VILLFDRTH,  J   C        Food   J.  Drug    Administration-       S4/02/10        SCHHENCER,  A 
Llcinning   Dr*nch   2        lp        22&B4  346        24X  Fi che:  50-332,  84/03/10, 
84031&0026 

E      NRC   Safety    Evaluation  Report    (SER><    lupplt    &  correspondence 

3403010144   Forward!    draft  fPEfl    pagva   containing    Info   to   dole  BER 
Open    Inue    13  re    electrical    cable   &   cable    tray   &    fire   area* 
having    high    concentration"    of   cables    Info    in    draft  FPER 
will    be    incorporated    Into   Rev   S  scheduled    For  Mar    1984 
DOVER,  V  S        Philadelphia   Electric   Co        B4/02/16        SCHUENCER.A 
Licensing    Branch   2        Ipp        22433  313        24X   Fiche: 30-332,  84/02/16, 
8403010144 

0403030161    Forwards    "Structural    Steel    Burvivabi  1  Ity   Evaluation,"    In 
response    to   840209   request    for  addl    info    <RAI    SHO  26), 
per    6 Eft   Open    Item    14 

KEMPER, J  B        Philadelphia   Electric    Co        84/02/29        SCHWENCER,  A 
Licensing   Branch   2        3pp        224B3  037       24X   Fichi    50-332,64/02/29, 
B40309016I 


8403020237   Forward!    application    for   amend    to   CPPR-10A  f   CPPR-1O7    (filed 
In   Category   A),  Rev    17    to    environ    rept   -  OL    stage    (filed    in 
<I.t»gorg    C)    d  Rev  29    to  FSAR    (filed    in   Category    K> 
BRADLEY,  E  J        Philadelphia   Electric    Co,       84/02/59        DENTON.H.R. 
rjffic*-    of   Nuclear   Reactor    Regulation,     Director        2pp         22493-02& 
24-X   Fl  che;  90-332-  84/02/29,8403020237 

—  B403OS02i6  Application    for    amend    to    CPPR-lQi  b  CPPfi-107   Certificate    of 
Bvt    vncl. 

KEMFERiJ  8,      Philadelphia  Electric   Co       84/02/a?       6pp       22499  038 
34X    Fiche   30-332,  84/02/H9,  B4030H02S7 

B4031502A2   Forward*   r*quest    for    *ddl    Info  re    standby    gai    tr«atm»nt    *ya 
Info    naedad    to   evaluate   FSARi  Section  t>    9,  Rev  29 
8CHWENCER,A        Licencing    Branch   2        84/02/29        BAUER,  E,  Q 
PhlladMlphla   Electric    Co        4pp        22&48   342,       24X 
Fieh»:  30-393.84/02/8'?,  8403130262 

B4O31&O189   Notification    of    840314,19   t>    16  meetings   u/utU    in 
Phil«d«lphia,PA  fc  Montgomery   County,  PA,  respectively,  to 
dtvcuti   NRC  audit   of   environ   qualification   file*  &   installed 
*qulp<ne)nt. 

KINTNER.L.L        Licensing   Branch    1         B4/03/O3        SCHHENCER-A,       Licensing 
Branch    S.       4pp.       22662.  289.       24X   Flche    SO-332.  B4/03/09,  8403160189 

B4.031&O192   Advlsei    of    error*   made    In   wind    direction    frequincle*    for 
CRAC2   calculation  Revised   calculations   for   tever*  accident 
•mietsment   expected    to    change    predicted    latent   cancer 


KEHPER.J  B.      Philadelphia  Electric   Co.      B4/O3/13       BCHWENCER,  A. 
Uicanilng    Branch   2.       2pp.       2S6S9  244        SIX   Flche    30-392,  B4/03/13i 
0403160192, 

3403190197  Forward*   Rev  C    to   Anchor/Darling    Valve   Co    Drawing    93-14182, 
cor  r'tpandence   re   HPCI.RCIC  k  reactor  water   cleanup 
cont'lnnent   itolation  valve   elofure   capabilities  1  Rav  23    to 
Matt   R«q,uitttion  8031-P-104,  per  B40202   telcon. 

KEHPER,  J.  0.       Philadelphia   Elictric    Co,       B4/03/13        SCHMENCER.A 
Llcenilng   Branch  2,       134pp,      22670.001.      24X  Fiche'  SO-3B2,  B4/O3/I3, 
B4O319D197 

640S09OO41   Board  Notification  64-090.  provide*   Commtcilon   policy 
*tat*i«»nt   li  proposed   rulemaking   on   environ   qualif  Icat  lont 
EIBENHUT,  D.  0       Olvlilon   of  Llceniing.      84/O3/14.          Atomic   Safety   and 
Lic.niinfl    Board   Panel.       10pp.       24X   Fiehe.  90-000,  B4/03/14.B402O90Q41 


B403260B49  Forujard»    "UHS  Eitreme  Hind    Haiard    Analyslsi  "    in   respon*«    tn 
B30QOB   Itr  re  BBEfi  Open   Inue  2 

KEMPER,  J  B        Philadelphia   Electric   Co        84/O3/S2        cSHHENCER.A 
Licensing    Branch   2        2pp        227S3  001        24X    Flche    30-332, 84/O3/22, 
8403260249 

—8403240233   "LJHB  Extreme   Wind   Haiard    Analy»ls    " 

BITQWF.T  B.  ,    PARRY,  0  U        NUB  Corp.      NUS-43O7        B4/03/31         I34pp 
22733   004         24X   Fiche    50-392,84/03/22,8403260249 

F,     Security,    mndlcal,    emergency   d  fire   protection    plans 

8403070361    Public    version    of   revised    emergency    plan    implementing 
procedure*, including   Procedure  EP-S01    re    technical    lupport 
ctr   activation, EP-210  re    das*   a»»eiiment    tean  b  EP-222   re 
field    survey    group   W/831212, 840213    Itrs  t,  840302    memo 
DALTROFF.8  L        Philadelphia   Electric    Co        83/11/30       MURLEV,  T  E 
Region    1.    Office   of   Director        SCHWENCER,  A        Lieenilng    Branch    2 
169pp.       22966   061        24X  Flche    50-332,  83/1 1/30,  6403070361 

8403090290  Public   verilon    of  Rev  0    to   emergency    plan    Implementing 
procedures, Including   Procedure  EP-110  re    personnel    assembly, 
EP-221    re    personnel    doilmetry   %  EP-208  re    tecurlty    team 
activation   U/S31312    Itr   h   JM  Felton  release    memo 
DALTHOFF,S  L        Philadelphia    Electric   Co        B3/11/30       BCHWENCER,  A 
Licensing    Branch   2.       aopp.       22392062       24X   Ftcha.  30-33B,  B3/U/3O, 
8403090290 

8403010144   Forward*    draft   FPER    page*    containing    info   to   close  BER 
Open    Issue    19   re   electrical    cable    !<   cable    tray   Ic    fire   area* 

having   high   concentrations   of  cables   Info   In   draft  FPER 
will    be    incorporated    Into   Rev  9  scheduled    for    Mar    1984 
BDYER,V  B       Philadelphia   Electric   Co       S4/OS/16       SCHUENCER.A 
Licensing    Branch   2        9pp        22439  313        24X   Flche- 30-382,  S4/02/16, 
B403010144 

8402090006  Board   Notification    B4-034    forward*    R    voljmer   B40206  memo    to 
D   Elienhut   re    fire    re«earch    reiultt    concerning    flrei    In 
electrical    cabinet*    tn   control   roam 

E1SENHUT.D  0.  DivUion  of  Licensing.  84/02/83  PALLADINO 
Comml«*loner*.  lp.  22S7i'203  24X  Fiche  30-OOO,  B  4/02/23, 
B4DS090006 
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— B4O3090316  flecommendi    that    Info   re    fire    research    results    concerning 
five*    In    electrical    cabinets    in    control    room    be    *ubmltteif 
for    board    notif  1  c  at  ion,  per    NHR   OFc    Ltr    19,dtd   B21O01    Further 
evaluation    of   teit   data    required 

VQLLMER.R    H         Division    at    Engineering         B4/O2/06         EISENHUT.D   0 
Division    of    Lic«n.nn()  lOpp         22576   204         BIX 

Fiche    50-000,81/02/23,8402090006 


B4O314011B   Forwards    croil-Biamlnatlon    plant    tar    itructural    unalijiii 
hearing    an  blait    overpressures, par    ASLB   B40120  order  W/o 
oncl 

VOOLER.B    H        Hearing.    Branch    2         B4/O3/01          nRENNEn. L   ,     COLE.R   F    , 
MORRIS,  P    A       Atomic    Safetu    and   Licensing    Board   Panel         2pp 
23623  336       24X  Flefie   90-39B.  B4/O3/O1,  S4Q3I401 18 


6403190343  Notification   of    9104  IB  workshop    in  King    of  Pru*«ia,PA   to 
discuss    l*i sons    learned    from    recent   App  B    fire    protection 
safe    shutdown    Insp    h    Copies    described    In    IE   Info   Notice 
84-09   Agandfl    for   workshop    end 

HURLEY,  T    E         Region     1,     Office    of    Director         84/03/09         O'TODLE,  d    D 
Consolidated    Edison    Co      of   New  York,     trie         FIEDLER,  P  B        General 
Public    Utilities    -    GPU   Service    Corp         35pp         22672   06?         24X 
Flche    30-000,84/03/09,  91031=70243 

B4O321C02B  Forwards    response    to    MIC    B4O306   &   00   requesti    for    addl    info 
T-B    grnergencv    action    level  i,  sped  Flial  lij,  con  talnment 
radiation    levels   Draft   t^iangei    to    emergency    plan   will    bn 
incorporated    an   stated    in    encl 

DALTRDFF, S   L         Philadelphia    Elactric    CD         B4/Q3/16         SCHUENCEH,  A 
Lbccniing   Branch   2        SOpp         22708   355        24*   Flctie    30-353,84/03/16. 
3403210029 


0      AdjuiJ  i  eatery    correspondenci 


B4Q3Q1O271    Foruards   reply    to    applicant    It   staff   response    to  City   of 
Philadelphia    issue* 

SMQLEN.H        Philadelphia,     PA        84/02/23  Docketing  t   Service* 

Branch          Ip         32432    207          24X    Fiche    50-352.  34/02/30,  8403010271 

— B403O1027S  Reply    to    applicant    t   itaff    respnntas    to    City    of    Philadelphia 
isauet    re    Emergency    response   plan  State   plan   does   not 
contain   &    is    not    bated    upon    standard i led    protective   action 
auldancB    for    «<po*uro    from   fsedituffi   &  mater 
SMOLEN.H        Philadelphia,    PA        &4/02/28  Atomic    Safety    and 

Lice  tiling   Board    Panel         43pp        32432    SOB        24  X 
FichB    50-332, Bt/OS/ZB,  8403010271 

S4O3020099   Forward*   ansuer    to   Citu    o-f  Philadelphia    Interrogatorlei    on 
«yi    Interaction,  d  etisnated    Din  overt/    SB  W/eiceptlon  of    three 
lilted    ilocumetit*!  dociiAirntBry   mat  1    responsive    to   request   ui  1 1 
be   made   available    for    Imp   Related    correspond  »nc» 
WETTERHAHNi  M   J         Conner    6    MetterJiaon         B4/02/Z9         BUSK.  M   M 
Philfldeluihia.     PA        4p  p         E3443  CAB        24X   Flche    30-353, 84/03/29, 
B4O3020097 

— S403O3O1C3  Anaiusr*   City    of   Philadelphia    interrogatories    on    sys 
interaction   corvtentlon    Certificate   of   8vc    end  Dilated 
correspondonce 

DOVER. V    S         Philadelphia    Electric    Co         64/07/37         6Spp         22* 43   094 
24X    Flche    30-352,84/03/39,  B4Q3020O91? 

8403020135  Tranvmlttal    of    mat!    supporting    applicant    B4-Q33S   reviled 
tettirnonij    re   ability    of    safety-related    itructurei    to 
uiithitanij    Bffecti    of    postulated   detonation    from   pipeline 
ruptures   Certificate    of    9ve    «ncl    Related    c cirrE»|nmd enca 
WETIEBHAHN.M  J        Philadelphia    Electric    Co        HETTERMAHM,  M  J         Conner    fe 
Wettorhahn        84/02/29        4pp        22442    143        24X  Flche    DO-382, 04/02/29, 
840302O15& 

94O3OE0163  Reipon-se    opposing    neu  contention    proposed    bij   Air    It  Mater 
Pollution   Patrol    re    discharge    of   a^bestai    ftbirs   Contention 
lacks    ha*lt    t*   sptclflcltg    nitulred    bif    1OCFR2  714(b) 
Cnrtificatie    of   8vc    encl 

UETTEBHAHN-M  J        Philadelphia    Electric    Co        HETTERHAHM.M  J        Conntl-   t 
Wetterhaftn        84/02/29  Atomic    Safety    and    Licensing    Board    Panel 

llpp          B2442   006         24X    Fiche    SO-SSBj  B4/02/H1?,  B403020163 


8403060097   Memorandum   t,   order    denying    intervenor   Leuils  831224  mottoni 
baied    on    neuly   received    info   L*u)i i    discovery    rlghti   not 
abridged    per  Contention    I-&2  W/C«rtlf icate    of    Svc 

BRENNER,  L    ,    COLE.R    F   .    MORRIS.  P  A        Atomic    Safety   and    Llcenilng    Board 
Panel         84/03/02  Leuil  s,     M         llpp         22SOi   262         24 X 

Flche    30-332,  B4/O3/O2,  B4030<bOO<?7 

&4O3070142   Retponse    opposing    Air   ti    Hater   Pollutltin   Patrol    840221 
request    for   extension   of    dlicoverg    period    for   Contention 
VI-1    Clrtiflcate   of    Bvc    encl    Related   correipondenca 

WETTERHAHM,  M  J        Philadelphia    Electric    Co        WETTERHAHN.  M  J        Conner   S. 
Wetterhahn       B4/O3/02  Air    and    Water   Pollution   Patrol         7pp 

32538  S91        H4X  Flche    30-352,04/03/02,0403070142 

B40307O236   Reiponie    to   Air   &  Water   Pollution   Patrol   motion    to    compel 
Jit  CO  very    Applicant    denlac    that   aniuier    to    interrogatory 
evaiive  Related   corrt tpondence 

WETTEFIHAHN.M  J       Philadelphia    Electric    Co        UETTERHAHN,  M  J        Conner   ti 
Wetterhahn        84/03/O2  Atomic    Bafetu   and    Llcenilng    Board   Panil 

3pp         22336   217         E4-X   Flche    3O-3SS.  84/03/02,  8403070236 

—  9403070239  Response    oppatlng    Air    k  Mater    Pollution   Patrol    reo.u»»t    for 
depoiitions    re   Contention  VI-1    No   reason    given  uhg 
deposition*    neceitsarg    M/Certif lcat»  of    Svc 

WETTERHAHN,rl  J        Philadelphia  Electric    Co         WETTERHAHN.  H   J        Conner 
&  Uetterhahn,       84/03/03  Atomic    Safety    and   Licensing    Board 

Panel          6pp         32336   221          24X   Flch*    30-382,  B4/03/02,  B403070S36 

B4031400B3  Reiponse    opposing    Frfendi    of   the   Eavth    B 4 022 3   application    to 
file    contention  based    on   new  matter    re    fuel    storage 
Certificate   of   Bvc    encl 

WILCOVE,  M   M       Hearing   Branch    3        B4/03/02  Atomic   Bafvtg    and 

Ltcirnino    Board  Panel         14pp        2E633  233        24X   Flche,  SO-332, B4/03/02, 
8403140065 

8403140113  Responte    to    Llnvrtcli    Ecology   Action   b  Cltu   of    PhlUdelphi* 
contentlDni   flleiT    on    940211   r*    environ   acseciment    of   invert 
accidents    ai   set    forth    In    DEB, Buppl    1   Certificate    of   Bvc 
•  ncl 

VQOLER.B  H  ,    HODQDDM, A  p        Hearing   Branch   2       84/03/03  Atomic 

Bafetij   and   Licensing    Board    Panel         17pp         22623  340        24X 
Flth»    30-332,04/03/03,8403140113 

B4D3120001    Notice  of    withdrawal    of    offslte    emergency    planning    issue   re 
evacuation    time   estimate    study   Applicant    B4O224 
repretentatlon  addrenei    fatuei   Ul/Certif Icat*    of   Svc 
FCRKINi  I   O       Ptnnsy  1  vanl*,     Common^enlth    of,          04/03/05        3pp 
22 5BS    036         24X   Flche    30-332. B4/Q3/03,  8403120001 

B403140109   Reiponie    opposing    Air   Si   Mater   Pollution  Patrol     (AHPP)    840219 
motion    filing    n*u    Info   contention  AMPP    fall*    to   meet   stds 
far   late-filed   contentions    Certificate    of   Bvc    encl 
WRIGHT,  N  A        Hearing    Branch    2        84/Q3/03  Atomic   Safety    and 

Licensing    Board  Panel         8pp         B2t23  330        34 X   Fiche   30-332,84/03/03. 
G403140103 

8103130111    Forwards    notice    of    change    of   address    &   firm  nam*    Ctrtlfleate 
of   Svc    enel 

BUGABMAN.  R   J        Bugarmin    tt   Denworfch        BUOARMAN, R  J        D«l-Aware 
Unlimited,     Inc.       S4/O3/07  Docketing    &  Sirvlces    Branch         6pp 

22616:319        24X  Fiche    30-332,  B4/O3/O7.  B4O313041 1. 


B4O3060129   Forwards  Certificate    o-f   Bvc    for  replg    to    applicant    (.   itaff 
ro*ponsEi    to  Citig    of  Philadelphia    d*suei 

SMOLEH,  H        Philadelphia.     PA        B4/02/2?  Docketing   t.    B»rvicti 

Brancfr        3pp        233O6  3H7        24X   Ficha   30-352,  64/02/29,  B4Q3Q6Di=>7 


8403140110   Findings    of    fact    &   conclusions    of    lau    in   form    of    partial 
Initial    dee  1  lion    on   Air    tt  Water   Pollution   Patrol   Contention 
V-4  ra    carburetor    Icing    Certificate    of   Bvc    emcl 

HDCODON,  A   P        Hearing    Bnnch    S        84/03/07        2Spp        22624'  073        24 X 
Flche, 30-302,  04/03/07,8403140110 


6403060-031    Responie   opposing    Friend*    of    the   Earth    B40224    motion   to 
stride    applicant  t,    ttaff    itruttifral    analijsli    tettimonij 
Motion    faili    to    establish    tnittmony    ai    unreliable 
Certificate    of   Bvc    encl. Related    correipondence 

METTERHftHN.M       Philadelphia  El.ctrlc  Co       WETTERHAHN,  H       Conner  k 
MettBThahn        84/03/01  Aton.it    Safety    and    Licenilng   Board   P.nal, 

6pp.       32316   339        24K  FIcJie    SO-332,  84/03/01,  B403060001 


B4O3130OS4   Reply    findings    of    fact   t   conclusion!    of    law  re 
Contention   V-4    in    response    to    Air   h   Hater   Pollution  Patrol 
CAHPPI    B4O224    proposed    finding*    AMPP   findings    should   be 
r«j*ttid    Certificate    of    Bvc    encl 

WETTERHAHN, M  J  ,    NICHOLS,  N.  N        Philadelphia    Electric   Co. 
WETTERHrtHN. M  J        Conner    t.   Uetterh.hn        81/03/12        <?pp         22641:292 
24X  FichB    00-332,34/03/12, B4031S0024 


B-40306024B  Amiiuer    to    neu   contention*    prcpc-iad    by    Frle-ndi    of    the   Earth 
on   an-iite    storage   of    unirradlatid    Fuel    (t   tr«n*mitt»l    of 
ralat«d    correspondence  Proposed    late  contentions    ihnuld    be 
denied    Certificate    of   Svc    encl 

WETTERHAHN.M   J        Pf,  1 1  *del  ph  ia   Electric    Co        WETTERH«HN.  M   J         Conner    S, 
2S*      ThHt"        "'OS'0'  Atomic    3af,^    and    Llcontlng    Board   Panel 

33pp          33317079         24XFicJie    SO-3&2,  B4/03/01 ,  B40306O248 


B4O3190O07   Respontes    to    utll    interrogatories    on   Contention    1-42 
Certificate    of  Svc    encl,  Related    correspondence 

»      Philadelphia,    PA        84/O3/1S  Philadelphia   Electric    Co.       ISpp 

23663-337        2411  Fiche    SO-352,  84/03/12,  B4031"?0007 
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9403140010  Forward t    affidavit    of  La   Pyrth   t,  PS  Btanibury    re 
hvp othetical    accidents    Involving    unirradiat»d    fuel    to    be 
•tored   at   plant  No    credible    potential    for   violating 
regulation*    Identified   Related   correspondence 
WETTERHAHN,M   J         Ph  iladolphia    Electric    Co         WE  T  TERM  ANN,  M   J 


Wetterhahn, 
8403160010 


B4/O3/13         Ip          22442    161         24X    Fiche    00-382,84/03/13, 


B4Q3190IS3  Order    confirming    miscellaneous   oral    rulings  made    at 
hearing    hold    during    uk    of    B40305  Testimony   <•  hearing 
schedule*    listed   Courtesy    notification   tncl 

BRENNER, L  Atomic  Safety  and  Licensing  Board  Panel  84/03/15 
Office  of  the  executive  Legal  Director  8pp  22668  346  E4X 
Fiche  30-352,04/03/15.8403190193 


— 8403160187  Affidavit    of   LB   Pyrih    re    storage    of    unirradiated    fuel   No 
potential    for   violating    provision*   of    10CFR2O   as    mult    of 
credible   accident*    affecting    neui    fuel    usiemblies    itored    at 
plant   Certificate    of   Bvc    end 

PYRIH,  L  B        Philadelphia   Electric    Co        84/03/13        23p p         22662   169 
S4X   Fiche    30-332,84/03/13.  B4031&0010 


B4Q3200015  ForuiBTdi  reviled    radiological    emergency    reiponiv    plan    for 
Pennhurst  Mental    Retardation   Ctr    to   A8LBr intervenors  b  City 
of  Philadelphia    W/o    enc  1    Related    correspondence 

BELSER.A   L        Penniij  1  vanla.    Commonwealth    of.         84/03/19        BRENNER,  L 
MORRIS,  P    A   ,    COLE.R   F        Atomic   Safety    and  Licensing   Board    Pant  I 
2pp          2269B   344         24X    Fichu    30-332,84/03/13,0403200013 


— B40316Q1BB  Affidavit    of   PS  Stantbury   rn    calculation   of    exposure   rates 
In   various   assumed    configuration*    of    specified    quantities 
of  U   enriched    to    1    GSV.    In    liotope   U-233 

STANSBURY,  P   S,       General    Electric    Co        94/03/12        9pp         22662    ISA 
24X   Flch*.  90-392.84/03/13,8403160010 

B4O3190132  Appeal    opposing    diimliial    of  Anthony/Friends    of    the   Earth 
contention   on   utll    application   to    store    nuclear    furl 
outdoor*   tt  ASLB   denial    of    immediate    »t«y    on   moving    fuel 
ANTHONY, ft  L,       Anthony,    H   L        ANTHC1NY,R   L        Friend*    of    the    Earth 
64/03/13  Atomic    Safety    and   Licensing    Appeal    Panal         Ip 

22646   304         S4X   Flctie    30-332,  B4/03/13,  8403190132 


9403200060  Forwards    "protective   Order    an   BNM  Security   Plan    Info"   & 
"Affidavit   of    Non-Diitlo*ure"   re    storage    of    irradiated    fuel 
Certificate   of    Bvc    encl    Related   correspondence 

WETTERHAHN,  H  J        Conner   b   Hetterhahn        HETTERHAHN,  M  J       Philadelphia 
Electric    Co        B4/03/16        BRENNER,!.    .    COLE,  R  F  .    MORRIS,  P   A        Atomic 
Safety    and   Licensing   Board    Panel         14pp        226B4   342       24X 
Fiche    50-352,  B4/Q3/ 16.8403200060 

B403300Q7O  Memorandum  &   order    on  Friend*    of    the   Earth   contentions  ti 
Limerick    Ecology   Action   petition   r*    Part   70  application    to 
•tore    new  fuel 

BRENNER, L  ,    MDRRIB.P  A        Atomic   Safety   and    Licensing   Boar*    Panel 
84/03/16         30pp         32aB5    1 06         24 X   Fiche    50-352,04/03/16,8403200070 


— S4Q319013B  Application    to    file)   contention    re    util    application    to   store 
Fuel    outdoor*   Fuel    storage    £«   haiard    to    community    due    to 
(juettion   of   whether    bldgs    cam  withstand    overpressures    ti 
Impact*    from  offvlta   accident* 

ANTHONY, R,L        Anthony,    R   L        ANTHONY,  R   L        Friend*   of    the   Earth 
94/02/23,  Atomic   Safety    and   Licensing    Board   Panel         Ip 

23664:307        24X   Fiche'  80-332, 84/03/13, 8403190132 

— 8403190142  Addition    to   application    for    contention   Tt   util    application 
to  move   b  itore   764   bundle*    of    fuel    Util    plan*    to  move 
highly    dangerous    fuel    onto    tita    In  Mar    1984   h    itore    fuel 
in   especially   vulnerable    location    for   4   months 

ANTHONY, R   L        Anthony,    R    L        ANTHONY,  R   L        Friend*    of    the   Earth 
H4/Q2/SB  Atomic    Bafety    and    Licencing    Board   Panel         2pp, 

22666  308        24 X   Flch*   30-353,84/03/13,8403190132 

S4031?0160  Affidavit    of   H  Ketilach    re    poiilblllty    of   radiological 
releases    from   fuel    assemblis*    In    ihipping    container*    In 
violation   of   NRC   regulation*, Certificate    of   Bvc    end 
KETZLACH.N        Uranium  Fuel    Licensing    Branch.       B4/03/13         9pp 
32668.398        24 X  Fiche' 30-332,  B4/03/13,  B4031901AO. 

6403190173  Forwards   ND  Romney    840313  nemo    to   0  Lear   re   results    of 
S403O4   conference    call    from   applicant 

VDOLER.fl  H       Hearino    Branch    2        84/03/13        BRENNER, L   ,     MORR1S,P   A   . 
COLE,  R,  F,       Atomic    Safety    and    Licensing    Board    Pane]        4pp         22671    198 
24X   Flcht, 80-332,  84/03/13,  B403190173 


8403200110  Requaits    that   enc  1    AS  Joffe   840311    1  tr  r>    aibeitot    piping    b< 
served    to    parties    in   proceeding 

LANE,  V  H        Atomic   Safety    and    Licencing    Board   Panel        84/03/16 
CLEMENTS.  W  L        Office   of    the   Becratary   of    the   Commission        2pp 
22i99   043        24X    Fiche   30-332.84/03/16,9403200110 

84032 1O067   Forwards   Commission    statement   of   polity    r«  challenge    to 
elimination    op    financial    qualification   review  requirement* 
Related    correspondence. 

WRIOHT.N  A        Hearing   Branch    2       84/03/16        BRENNER, L   ,    MDRRIB.P  A   , 
COLE,  R    F        Atomic    Safety    and    Licensing    Board   Panel        4pp,       22709   053 
24X  Fiche   3Q-38B, B4/03/16. B4032100A7 

8403210096   Forward*   Traniporta tion   Certification   Branch  B40312  memo 
tf   Certificate    of  Compliance   mentioned    In   B40313  affidavit 
of   N  Ketilach    Related    correspondence 

MRIOHT,N  A        Naaring    Branch    2       84/03/16        BRENNER rL  ,    MORRIS,  P  A    , 
COLE,  R    F        Atomic    Bafrty    and   Lions  Ing;   Board   Panel        7pp        22706  O01 
24X   Fiche    30-332,84/03/16,8403210096 

8403810128  Forwards   Deliiuare    River   Bai  In   Commistlon  Aug    IfSO    final 
environ    asiesimont    for  Ne shaming   Mater   Bupply   BV*   fc  800B23 
negative   declaration, per    AS LAB  840313   telcon   requett  W/o 
encl    Related    correspondence, 

HDDODON.A  P        Hearing   Branch    S       B4/D3/16        KOHL,  C    N  ,    EBLEB.Q  J  , 
ODTCHV,R.L        Atomic    Bifity    and  Llcenilnp   Board   Panel        2pp 
22707  362        24 X   Fiche    30-332. B4/Q3/16, B40321012B 


B4O3200090  Forward*   040313    Itr    documenting    discovery    of    errors    in 
predicted    consequent*!   reportetl    In    severe    accident    risk 
a*ititnent  Consideration   of   *dmli*lbUlty   of   contention* 
ihould    procetd   a*    ichadulad    Related    correcpondence 

HETTEflHAHN.M  J        Conner   &  Wettarhahn        METTEHHAHN, M  J        Philadelphia 
Electric    Co        84/03/13,       BRENNER, L   ,    MORRIS.P    A    ,    COLE,  R   F        Atomic 
Bafity    and   Licensing    Board    Panel         3pp         22&B3  298        24X 
Flch»'  90-392,  84/03/13,  8403200090 

B4032OO144  Forwards    llitad    addl    Info   re   HPCI    Isolation  valve*, per   NRC 
Equipment   Ouilif tcation  Branch    840202    telcon   requeit  M/o 
•ncl.Relatid    correspondence 

KEMPER.J.S.      Philadelphia    Electric    Co        84/03/13        8CHWENCER.A 
Llcin*lng   Branch   S        3pp,       23699:159.       34K   Fiche- 30-353, 84/03/13, 
B4O3300144, 

34O31TO03B  Motion    for    new   contention    bated    on    IE  Notice   84-17   re 
problem  u/iiquld  nitrogen   cooling   component!   belou  nil 
ductility    temp   Facility    design    deficient    because    liq.uid 
nitrogen    can   cool    Vital    connponant*    belou   temp 

LEHIS.K    I        Lewis,    H.       84/03/14  Atomic    Safety    and   Llconilng    Board 

Panel.       4pp.       82666,239        24 X   Fiche' 30-353, 84/03/14,8403190038 

B4O3170040  Order   directing   partial   to  hold   ••ttlemont  conferences   for 
oniitt   emergency   planning   contention*  Courtvtij 
notification  encl. 

BRENNER, L,  Atomic  Safety  and  Licencing  Board  Panel  84/03/13 
Office  of  the  Executive  Legal  Director.  9pp,  22666.240  24X 
Fiehe.  30-332,  B4/O3/15,  8403170040 


8403380334  Memorandum  h   order   on  Friends    of    the   Earth    contention*  & 
Limerick    Ecology   Action   po-tltlon   haied    on    1OCFR70 
application    to    itore   iieu    fuel    Served    on  840327 

BRENNER,  L   ,    MORRIS,  P   A        Atomic   Safety    and   Licensing   Hoard   Panel 
DBB    147        84/03/16  Frlend»   of    the   Earth,       30pp        23787    174        H4X 

Fiche:  30-352,  B4/03/I6,  B403SBQ334 

8403210092  Answer    to   Limerick    Ecology    Action    (LEA)    suppUmental    Info 
on  LEA    offilte    amergency    planning    contention*   Propoied 
contention*    should    be    deniad    Certificate   of    Bvc    encl 
CONNER.  T   B        Philadelphia    Electric    Co        CONNER,!  D        Conner   & 
Uetterhahn        64/03/19        17pp        22703:352        24X  Ftche   90-352,84/03/19. 
B40321OOV2 

B40321O1O3  Motion    to    delete    specific    Instances    In    support    of   Contention 
VI-1    advanced    bg   Air   t  Matar    Pollution   Patrol    a*   unrelated 
to  uelding    or    wilding    QA   activltla*    Certificate    of    Bvc    encl. 
WETTERHAHN,  M  J        Philadelphia  Electric    Co        WETTERHAHN,  M,  J        Connir   & 
Wetterhahn        84/03/19  Atomic    Bafetg    and   Licensing   Board   Panel 

lOpp          32706    11B         24X   Fiche'  30-393,84/03/19,8403210103 

8403210167  Forwards  Commliilon   "Btatamunt  of  Policy   an  Environ 
Qualification"    l>  proposed    rule,    "Environ  Qualification   of 
Electric   Equipment!  Remova  1    of  820630  Deadline."  Related 
correspondence 

HODODDN,  A  P.       Haartng    Branch    2       DBB   017        84/03/19       BRENNER,  L   , 
COLE,  R.F,  »    MORRIS,  P   A       Atomic  Safety   and  Licensing  Board   Panel 
llpp.       22710    133        34  X   Fiche    50-332.  B4/03/19,  8403210167 


B 403 I'M)  140  Supplemental    info   on  Limerick   Ecology   Action  offilte 
intrgency    planning    Contention*   3,4,13,17,20  lr  38  raqueitad 
•t    pre-htarlng    conference   Certificate   of    Bvc    ancl. 

»      Llmartck   Ecology    Action        84/03/15  Atomic    Safety    and   Licensing 

Board   Panel       34pp        22666; 316       24X  Fiche,  50-333, 84/03/15, 
£403190140 


8403230336  Forward*   reg,ue*t    for   reconsideration   of   avbeitoi    contention 
tc  motion   requiring    further    depositions    re  Contention  VI-I 
ROMANa.F.ft,       Air   and   Mater    Pollution   Patrol        DSB  046        84/03/17 
BRENNER,  L    ,    MORRIS,  P    ,    COLE,  R        Atomic   Safety    and   Licensing    Board 
Panel         Ip        22719' 007        24.X   Flehe.  30-333,  84/03/19,  B403220B26 
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-B 4 03 220 £29  Request    for   reconsideration  of  asbestoi   contention  Board 
did    not  adequately   address    hazard    to  public 
ROMANO. F   R        Air   an*    Utttr    Pollution   Patrol         B4/03/I9 
BRENNER,  L   .    MGflRIS.P    ,     COLE,  R        Atonic    Safety    and   Llonilng   BoariJ 
Panel         Epp        22719   OOS         B4X  FlchB    30-332,  84/03/19,  B403220H86 

-B4O3220234  Motion   to   require    further   dipotitioni   ri  Cuntintion  Vl-I 
cancBrning   760601    SroonuticJ  diflcitnt  bidding   affair 
ROMAWD.F       Air  and   HatBr  Pollution  Patrol        84/03/19       BRENNER,  L  ' 
COLE.fi        Atonic    Safety    jnd    Licensing   Bo4rd    Panel        2pp         22719   010 
24X   Flcfie   50-333,84/03/19,  6403320226 


B403270Q65   Protective    ordtr    on    8W1   jBCurity    plan    Info   Served    on   B4O326 
BRENNER,  L       Atonic   Sefstg    and1  Licensing  Board   Panel       OBB    123 
94/03/19  Limerick    Ecology    Action        3pp         22766    149        24X 

Fich*    SO-352,  B4/03/ 19,  B40327OQ63 

--84032:70069  Affidavit   an  nondisclosure   fur  CU  Elliott 

ELLIOTT, C   H        LimerUl    Eeolajy    Action        84/03/16        4pp         22766    152 
24X   Flihi    30-353.84/03/19,8403270063 

8403290379   Rsqueit   far   reconsideration   of   Air    d   Utter  Pollution   Patrol 
asbestos    contention 

ROMANO,  F   R        Air   and   Water   Pollution   Patrol         DSB    186        84/03/19 
Atonic    Safety   and   Llciniing    Board   Panel         2pp         226 14    142         24 X 
Fich»    50-352.84/03/19,5403290378 


8403270017  Supplemental   responses   to    info  requests   of  City   of 
Philadelphia  Related   correspondence 

BOYER.V  8       Philadelphia  Elictric   Co       DSB    112       84/03/21         ISpp 
22770:056        24X   Fichs    3O-332,.  B4/Q3/2I,  9403270017 


B40339Q393  Forwards   rsiponse    to   applicant  motion    to    delete    specific 
In.tanc.s    In   .upport   of  Contention   VI-I    ai    unrBlated    to 
uolding    or  welding-rBlated    OA  actlvititi   Certificate   of 

ROMANQ.F   R        Air   and    Water    Pollution    Patrol         D8B    201          B4/03/23. 
Atomic    Safety   and    Licensing    Board   Panel         Ip        32814  324.,       24X 
FlchB    30-333,84/03/23,9403290393 

--B403290397  RasponsB    to   applicant   motion   to    delete    specific    Initancei 
In   tupport  of  Contention  Vl-1    atlvancid    by    Air   &  Hater 
Pollution  Patrol    ai   unrelated   to   welding    or   welding-related 
OA  activities. 

fiDMANO.F  R        Air   and   Water    Pollution  Patrol         B4/03/24  Atomic 

Safety  «nd  Licensing   Board    Panel         llpp        22BH   327        24X 
Fiche    30-332,84/03/23,8403290395 

S403270027  Notice  of  ASLB  conitltutlon  L  Brenner,  chairman  fc  RF  Cole  fc 
PA  Morris. members   Served    on   840326 

COTTER,  B  P       Atomic    Safety    and  Licensing    Board    Panel,       DBB    139, 
94/03/26       2pp        22769339        24X   Fiche    30-332,  BV03/3A,  B403270027. 

8403270060  Stipulation  rt   itaraoe  of   unlrradiated   fun! 

UETTERHAHN.H  J       Philadelphia   Electric   Co        ELLIOTT,  C,  W        Limerick 
Ecology   Action        D9B    1EE        B4/03/26        2pp        22766'  162        24X 
Fichi   30-332,  B4/03/E6,  B403270060 

B4032B0331   Memorandum  li  order    confirming   840321    oral    ruling    on 
affidavit!   r«   radiation   releatei    tram  unlrradlated    new 
fuel   rodt  Served    on  840327 

BRENNER, L       Atomic    Bafetu    and    Ucinilng    Board    Panel         08B    148 
B4/03/26  Offlc*    of    thi   Eiecutlve   Legal    Director        2pp 

22787  049       S4X  FUhe   30-332,  B4/03/26,  B4038B0331 


B 40 323033 6  Foruirdi  complaint  or  util   v*  South   Coventry  Touinthlp   filed 
on  040309, mimorandun  of    lau  In  oppoiitlon   to   petition   for 
Prtllnlnara    Injunction  B4-01i43  fc  orier  of  court   dliiolving 
injunction  againit   Toiiinihlp   Ralated   correipondtno 

ZITZER'P       Lioerict   Ecologv  Action       DSB   143       84/03/21        BRENNER, L   , 
MOPJIIS.P   A   .    COLE,  R   F         Atomic   Safety   and   Llctnilng   Board    Panel 
32pp          32797   06S        24X   Ficht    50-332.84/03/21,8403280336 

840323-0005  Order   tftligatSng    authority    to   nerclie  revitu   function* 
ovtr    Part  70  lnuei   ralitd    In   procetding    to  Appeal   Board 
9trVBd    on   B40322 

CHILKiS  J       Offict   of  the  aierttaru   of   the  Commiiiion       DSB  070 
B4/O3-/23  Atonic  Safety   an<T  Licfnsing   Apptal   P.nil        2pp 

22736    339        S4X   Ficht    30-352,94/03/23,8403230005 

8403230279  Ordir  confirming    briefing   *ch»dul«    for  FrHntfi   of    the  Earth 
appeal    of  ASLB  640316  mimorandum  &  order  It  for    itaff   to 
provide  Part  70  application 

SHOEMAKER, C   J        Atomic   Saffty    and   Licensing    Appeal   panel         DBB   077 
84/03/22  Office  of    the  Eiccutivl  Legal   Director       2pp 

22743    094        24X   FUhe   5O -3 52.  B 4/03/22.  B40 3230278 

8403260333  Forward!   tup pi •mental    correspondence  &  documenti    re 
«mtr9«7iEi)   planning  Katl    luppli    earlier   llr»  t  cover*  period 
840206-0313  H/o  encli  Related    corretpondence 
BRADLEY. E  J       Philadelpfii*  Electric   Co       DSB  098       64/03/22 
ZITZER-P       Limerick   Ecology   Action       2pp        22760   163       S4X 
FichB.  50-332,  84/03/22,  8403260333 


B  4  03280339  Order    Imp  of  ing    tvmporaru,    itay    of   ABLE    840316  memo  ran  dun  l< 
order   pending   receipt   of   Friendi    of    the   Earth    appeal    of 
order  Served   on  B40328 

SHOEMAKER,  C   J       Atonic   Safety    and    Licensing    Appeal    Panel,       DSB    161, 
84/03/27       2pp        227B7  229        24X  Flch*' 30-332,  B4/O3/27,  84.032S03S9 

8403300129  Joint   r«pt    on    status    of   negotiations    r>    onslta    emerotney 
planning   contention*   &  Limerick   Ecology   Action   dlimliial    of 
particular   contentions   Certificate    of  Bvc    *ncl 
RADER,R   H       Philadelphia    Electric   Co        RADER, R   H.       Conner    fc 
Uetterhahn        ELLIOTT,  C  M        Limerick    Ecologu   Action.       DBB    S06. 
34/03/27       6pp        22820008        24X   Ficht    30-332,  B4/03/S7,  B403300129 

0403300271    Foruards   OA  audits    re  Colt    Induttriei   Falrbanki   Mor«i   Engine 
Dividiesel    generators   U/o    end, Related    correspondenca 

WETTEHHAHN.M  J        Philadelphia   Electric    Co        WETTERHAHN, M  J.       Conner  fc 
Hettarhahn        DBB  212        B4/03/27        3pp        22B24  037        24X 
FichB    30-332.84/03/27,8403300271 

—8403300274  Response    to  Air   ft   Water   Pollution   Patrol    (AWPP1    B40319 
motion    to   require    further    depodtioni   re   Contention   VI-1 
AHPP   failed    to   support    request    for   relief    &  motion   should    b* 
denied   U/Certlf IcatB    of   Svc   Related    correspondlnc* 
UETTERHAHN.M  J        Philadelphia  Electric   Co.       WETTEHHAHN,  M    J, 
Affiliation  Not   Assigned        84/03/27  Atomic    Safety    and    Licensing 

Board   Panel        7pp,       22924   040,       24X   Fiche- 30-332,  B4/03/B7, 
840330027 1 


8403270012   Inform*   that  applicant  Mill    luppl   840217  r  op  on  In    to    Info 
Reouects  6,7,11   b   13  Related   correspondence 

UETTERHAHN,M  J       Conner   &  Hetterhahn       UETTERHAHN,  M  J       Phlledelphi* 
Electric   Co        DSB    109         B4/03/22        BUSH.M   W        Philadelphia,     PA        2pp 
83769:336        24X  FlchB    3O-332,  B4/03/82,  B403270012 

8403270301    Informs  that  monthly   repts    for  Nov   19B3  -  F»b    19B4  re 
Contract  NRC-03-B3-092  being   tent  by   eipresi  mail   Related 
correspondence 

RUTBERO.J       Hearing   Branch  2        DSB    133       84/03/22       ELL10TT.C  H 
Broil    t   Posulstillo        2pp         22789   038        24X   Fiche    30-338,84/03/22, 
B403S7O30I 


B4032BO353   Forvardt    rept, 
Related   correspondBnce 
KEHPER.  J  S       Philadelphia   Electric   Co       DBB    160       84/03/82 
SCHUENCER.A       LicenUnj  Branch    8        Ip       22787    173       24X 
Fiefte    SO-3SB,  84/03/22,  B4032S0333 


"UHS  Eitreme  Hind  Haiard  Analysis    "  W/o  encl 


nMBn       /i1;*"   P"ticul«r  «"1»-   •«rg«(M    planning 
contentioni    for  which   diicovery   not   provided   or  no 
lltigable   btsis  shoun  Certificate   of  Svc   encl 
CONNER.  T  I       Philadelphia   Electric  Co       CONNER,  T  B       Connsr  b 

Kn.?         »B.   ""LS!*,,.?'03'83  Moffllt   "•'•*«   "••  "-ic.n.lng   Bo.rd 

Panel.        16pp        22760.243         24X   Fiche-  3O-338,  84/03/23,  8403260349 


Mtr1"  *°  U""ritt  ft"»«H  **l«n    (LEA)    supple-.nt.l    inf 
of  Svc    encl          f"lrBtniy    fl'nnln*   contention«   Certificate 
FERKIH.  Z   0       Pennsylvania,    ConBanuealth   of,         DSB  203 
7pp        3SB20303       24X  FUhe   30-332,  84/03/23,  B403300122 


8403290374  Foruiardi   portion*    of    transcripts    rt   ABLB   840320  ruling    on 
admissibillty    of   Limerick    Ecologu    Action   contentions   l<   City 
of  Philadelphia    Issues    on    facility    DE8, 9uppl    1    Related 
carr«*pQt\d»nc« 

HODODON,  A  P       Hearing   Branch   2       DSB   199       B4/03/BB,      ELLIOTT,  C  M. 
Broit  t  Poiulstlllo        BUSH,  M  M.       Buth,    M  W        FERKIN,  Z    0 
Pennsylvania,    Coramonun«lth    af,         31pp        2BB14   091        24X 
Flehe   30-352,84/03/29,8403290374 

B4032903B4  Brief    in   opposition    to    intervenor   Friends    at    tht    Earth    for 
ftay   of   onilte    storage   of    unlrradiated    fuel.  Stay    rvqutst 
falls   to   demonstrate   any    conceivable   harm  as    result   of    fuel 
storage   Certificate    of   Svc    enel, 

HETTERHAHN, M  J        Philadelphia   Electric    Co,       WETTERHAMN,  H   J.       Conner  fc 
Wetterhahn        DSB    190        B4/03/2B        llpp        22B14,  S40        24 X 
Fiche   30-352rB4/03/28i84Q32903B4 

8403290393  Memorandum  *  order   confirming   denial   of  Air  &  Water 
Pollution  Patrol  motion   for   further   dispositions  re 
Contention  Vl-i   Certificate    of  Sve    tnel 

BRENNER, L       Atomic    Safety    and    Licensing   Board    Panel.       DBB    187. 
94/03/28        4pp        82B14  322        24X   Fiche    80-332, B4/03/2B,  B403270393. 

B403290399  Forward,    staff   B40320  response    to   Llmerltk   Ecology    Action 
supplementary   Info 

VOOLER.B  H  Hearing  Branch  2,  DSB  300  84/03 /BB  BRENNER) L  i 
MORRIS,  P  A  ,  COLE,  R.  F  Atomic  Safety,  and  Licensing  Board  Panel. 
2pp  22B14  339  24X  Fiche.  30-332,  B4/03/2B.  8403390399 
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— B 40 3 290400   Response    to   Limirlck    Ecology    Action    840313    supplementary 
Info    on    offiite    emergency    planning    contention*   Staff 
positlpn   remaini  -unchanged    Certificate   of   Svc    end 
VOQLER.B  H        Hearing    Branch    S        84/03/20        2pp        22B14  340        24X 
Flehe    30-332,94/03/28,0403290399 


B4 0207000 a    IE    Info  Notice   84-16,    "Failure   of   Automatic   Sprinkler  Sys 
Valvei    to  Operate    "    Bvc    lilt    encl 

JORDAN, E  L        Diviiion   of   Emergency   Preparedness  &  Enginttrlng 
Response    (Past    030103}        34/03/02  Consolidated   Edison   Co      of  Neu 

York,     Inc          122pp         22533   O98        24 X   Flche    30-000.  B4/03/O2,  9402090008 


B4O33OD127  Transmittal    of    refs    ti   errata    to   applicant    B40321    testimony 
of   HJ  Bogtr.DJ  Thompson, DA  Klint.L  Stanley,  EF  Sproat, 
U»  Bouer*'TE  Shannon   I>  J   Poerlng    on   Contention    1-42  Dilated 
correspondence 

HETTERHAHN,H  J        Philadelphia   Electric    Co        WETTERHAHN,  M  J        Conner   & 
W»tt«rh«hn         DSB    204         B4/03/2B         7pp          S3BSO   243         24 X 
Fleha. 30-332,  84/03/28,8403300137 

8403300128  Response    opposing    M   Lewis    040314  motion    for   new  contention 
bisad    on    IE    Info   Notice   84-17   cooling    of   vital    components    by 
liquid    nitrogen,  Certificatt    of   Svc    enel 

WETTERHAHN,  M  -J        Philadelphia   Electric    Co        WETTEHHAHN,  M  J.       Conner    & 
Hatterhahn        DSB  209        B4/03/2B  Atomic    Safety   and   Lictnslng   Bo.iriJ 

Pantl.       12pp        22820.291         24 X  Flehe    30-332,  B4/O3/SB,  S4033O012B 

8403300287  Forwards   PH   Patery    B40313    Itr    re    questions    concerning 
fiimton    product!   Ltr    ihould    be   forwarded    to   appropriate    NRC 
Individual    for   retponse   b    reiponie    lerved    In    proceeding 
Birv«d    on   B40330, 

LANE,  V.  M        Atomic    Safttg    and    Licensing    Board   Panel         DBS   218 
84/03/29,       VOOLER.B   H.       Hearing   Branch    S.       2pp        22B24   014.       24X 
Ftchv- 50-332, B4/O3/29,  84O33002B7 

K,     Utility   Final    Safety   Analijiii   Report    (FSARt    &   amends 


8402090009    IE    Info  Notice   84-15,     "Reporting    of  Radiological    Rileaiei    " 
Svc    list    end 

JORDAN.  E  L        Division   of    Emergency   Preparednets   &  Engineering 
Response    CPoit    B3O1O3)        84/03/O2  Consolidated   Ediion    CD.     of  Neu 

York.     Inc          H9pp         22333    317         24X   Flehe    50-000.  B4/03/Q2.  B4O2Q90009 

8403160241    Forward*    IE    Intp    Rept*    30-332/84-03   t-    30-353/84-O1    on 
8401O9-1O  (•    18-13  No    violations   noted 
MARTIN,!   T        Division   of   Engineering   &  Technical    Programs        B4/O3/02 

KEMPER.J  8        Philadelphia   Electric    Co        Spp        22661   03 t        24X 
Flehe    30-332,84/03/02,8403160341 

—8403160248    IE    Imp    Refit    50-332/84-03   &   30-333/84-01    on    S401Q9-10   (.    12- 
13,  No   violation*   noted.  Major  areas    Inspacted   prauperatlonal 
radiological    environ  monitoring    program, mgt    controli,  program 
for   QC    for    analytical    measurements 

BTRUCHMEYER,  R.  ,    PA8CIAK,U  J       Region    1,    Office    of  Director 
84/02/23        9pp.       E2661    038,      24 K   Flche.  30-332,  84/03/02.  B40316O241 

8402090011    IE    Info   Notice   B4-17.    "Problemi   M/Llquld   Nitroa»n   Cooling 
Component*   Be  low  Nil    Ductility   Temp    "   Svc    lilt    end 
JORDAN.  E  L        Division   of    Emergency   Pnparedntte   d  Engineering 
Response    (Post   830103)         B4/03/03  Consolldatad   Edison   Co      of  Neu 

York,     Inc        117pp        22933  336        B4X  Fiche    30-000, 84/03/OB,  S40209001 1 


8403020237  Forward t   Rev   29    to   FSAR. 

BRADLEY, E  0        Philadelphia    Electric    Co        B4/02/29        DENTON, H  R. 
Office    of   Nuclear    Reactor    Regulation,    Director        2pp        22493  026 
24X  Fiche!  SO-332,  84/02/29,  B403020237 


—6403020273  Rev  29    to    FSAR. 

*      Philadelphia   Electric    Co        B4/02/29 
Fie  he.  90-332,  04/02/29,  B403020Z97 


33Bpp          22493-036         24X 


B403190036  Forwards   Affidavit    of   Bvc    re    distribution    of   Rev   2?   to  FSf\R 
ti    Riv    17    to    environ    rept,  per    DO  Elienhut   81O706  requect. 
BRADLEY, E,  J,       Philadelphia    El oc trie    Co        84/03/12        DENTON, H  R 
Office   of  Nuclear   Reactor    Regulation,    Director.       Spp        22643,290 
24 X  Flcha:  90-332,  B4/03/12.  B 4 03 IS 0036 


0,     Inspection   reportii     IE  Bulletins    ti    correipondence 


B402090024    IE    Info    Notice   B4-09,fiev   1,     "Lenons   Learned   From    Intps    of 
Fire   Protection   Safe    Shutdown  Sys    "   Svc    list   encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness  h  Engineering 
Response    (Post   B30103)         B4/03/07  Consolidated   Ediion   Co      of   Neu 

York,     Inc         llSpp        22633  049        24X  Fiche    30-000, S4/03/O7,  8402090024 

B40209002B    IE    Info   Notice   B4-18,     "Stress   Corrosion  Cricking    In   PUR 
By i    "   Svc    list    ancl 

JORDAN, E  L        Division   of    Emergency   Preparedne**  (•  Enjineering 
Reiponie    (Post   B30103)        84/03/07  Consolidated   Edison   Co      of  Neui 

York,     Inc         HBpp        223B4    ISA,      24 X   Fiche   50-000,  B4/03/07,  840209002B 

8402090031    IE  Bulletin   84-02,     "Failures   of  OE  Type  HFA  Relay*    In   Uie    In 
Class    IE  Safetv    BY»    "   Bvc    Hit  encl 

DEYOUNO,  R   C        Director's    Office,    Office   of    Inspection  and 
Enforcement        84/03/12  Consolidated   Edison  Co      of  Neu   York,     Inc 

134pp        22BS3  074        24X   Flche    30-000,84/03/12,8402070031 


B40307OO39  Responds    to    IE   Bulletin    83-06,     "Nonconf orming    Hatli    Supplied 
t>u    Tuba-Line  Corp    Facilitiet.       ,"   Disposition    of    subj    matl 
supplied   by  fiuyon  Alloui, Inc    described   Ten  &-lnch   49  degree 
el bout   ti   one   4-inch    8  R.     90   degree    elbow   Quarantined 
DALLAOHER.J        Philadelphia    Electric    Co.       84/02/16        HURLEY, T  E 
Raglan    1,    Office   of    Director.       lOpp        22S761 O31         24X 
FUh«,  90-332,  84/02/14,,  B403090033 

B403O7O314   Forwards    IE    Insp    Repts   30-332/84-01    &   30-3B3/B4-02    on 
840103-31. No  violation*   noted 

aTAROSTECKIifi,       Division    of    Project    Ic  Resident   Programi.       B4/OE/22 
KEKPER,  J.S,       Philadelphia    Electric    Co        4pp         22346204,       24X 
Fiche:  90-332,  84/02/22,  8403070314. 

--B403070319    IE    Imp    R*pti    90-332/84-01    I,   30-9B3/B4-02  on   840103-31    No 
Violations   noted,  Major    areas    inspected    followup    on   prevloui 
Imp   flndlngi.  plant   tour,  f  ollauup   on   IE  bulletins  b  Nuclear 
Re)vi«w  Board   Charter. 

WIOOINB,  J  T  ,    CHAUDHARY,S   K   .    CONNER,  E.  L,       Region    1,     Office   of 
Director,       B4/02/17.       16pp        22946.208        24X   Fich«.  30-332, 84/02/22, 
B403070314, 

B401190O72    IE    Info  Notice   84-13,     "Potential    Deficiency    In   Motor 
Op*r*tid   Valve  Control   Circuits  t  Annunciation."   Svc   list 
•ncl 

JORDAN, E  L,       Division   of    Emergency   Preparednci*   fc   Engineering 
R*ipontt    (post   B301O3)         B4/02/2S  Consolidated    Edison    Co,     of   Neui 

York.     Inc         119pp        32709:239        B4X   Fich*    30-000,84/02/29, B40119Q072 

B 4 030 203 48  Adviiti    of    consideration    on   uto    of    plant-ipecif Ic    PRA  h 
fevtr*    accident  riek    atieiimentt    (SARA)    to    assist   NRC    In 
evaluating    tanpllng    ln*p    program  Request*    mettlng    in 
Har    19B4,  to   obtain   (mights   from  performing  PRA  It  SARA 
BTAROaTECKIiR.       Division    of    Project    I.  Resident   Programs         84/02/28 
KEMPERi J  8.       PhilBdelphl*   Electric    Co        2pp         28439:020        24X 
Flchel  SO-392.  84/02/28,  0403020348. 

B4Q2Q90O07   IE   Info  Notice   S4-14,    "Hlghlighti   of  Recent  Transport 
Rtgulaitoru   R*vi    b||    DOT  *•  NRC."    8vc    list    end. 

0RAC€,J.N        Division    of   QA,     Safeguards    &    Inspection  Program*    (Pott 
630103).       84/03/02  Consolidated   Edit on   Co,     of   Ntu   York,     Inc, 

ISOpp,       22992;  329.       24X   Fich  f  30-000,  B4/03/02,  8402090007. 


B402070043    IE    Info   Notice  84-1?,    "Tiuo  Events    Involving  Unauthorl  leil 
Entries    Into  PHR    Reactor    Cavities    "   Svc    Hit   encl 
JORDAN,  E  L        Division    at    Emergency   Preparedness   it  Engineering 
Response    (Post  830103)         B4/03/£l  Coniolidated   Edlton   Co      of   New 

York,     Inc          ISSpp         22823    229         24X    Flche    SO-OOOi S4/03/S1,  B402O9fl043 

B402090044    IE    Info    Notice   B4-20,    "Svc   Life   of   RiUyi    In  Safety-Related 
Syi    "    Bvc    Hit    end 

JORDAN,  E  L        Division   of    Emergency   Preparednen  J.  Engineering 
Response    (Post   830103)         B4/03/SI  Consolidated   Edison    Co      of   Nau 

York,     Inc         139pp         32933   001        24X   Flche    30-000, B4/03/21i  8402090044 

S,     Reportable   occurrenteir    LERi   tt  related    corrtapondence 

84031 30084   Final    Significant   Deficiency   Rept    129   re   Agastat    CR0099 
relau    locket    fai lures. Defective    socfceti   replaced  u/Agattat 
CR002.  iocket«,  correct  ing    any    adverse    lafety    impllcationi 
Induced    bu    locket    failure 

KEMPER,  J  S        Philadelphia    Electric    Co        B4/02/17        WJRLEV, T  E 
Region    1,    Office    of   Director.       3pp        2299B  343        24X 
Flcha    90-332,  84/02/17,8403130084 

8403270219  part   SI    rept    re    broken   contact   carrier    in   control    flevlca   of 
7   9    kV-13    kV,HOQ-730  MVA,  5    kV  390-3,000  h  all    HKV  circuit 
breakers    Initially    reported    on  830223  Addenda    to 
Installation  t  malnt   procedures    sent   to   affected   uniti 
DUVALL,  D  D       Broun   Boveri   Corp      dubs     of  Brown  Boverl   h  Co  ,    Ltd   ) 
84/03/19  Record    Service!    Branch    (Document   Control    Desk)         Spp 

22772,  114        24X  Fiche:  30-000,  84/03/19,  8403270219, 


T      Hearing    transcripts   on   non-antitrust  matteri 


B4 03020 12 9  Forward*    revised    testimony   re    ability    of    safety-related 
structures    to  ulthstand    effect*   of    postulated    detonation 
resulting    from  assumed   rupture*   of   Arco   l<  Columbia    gas 
transmission   pipelines   Related   correspondence 

HETTERHAHN,  M  J.       Conner   &   WetUrhafin,       WETTERHAHN,  M  J        Philadelphia 
Electric    Co        84/02/28        BRENNER, L        Atomic    Safety    and   Licensing 
Board   Panel        2pp        25442,112        24X   Fiche, 30-392, 84/02/28,  8403020139 
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—0403030134  Revised    testimony    of  Philadelphia    ElactU   Co    rt   ability    of 
fafetu-relatad    ttructurai    to  withstand    effecti    of    poitulated 
dotonatlan   due    to   ruptures    of    transmission    pipelines 
M/CertiHcate    of   Sv«    Related   correspondent* 

»      Philadelphia    Electric    Co         B4/03/a0         29pp         23442     114         24X 
FtehB    50-3 


-B4O33Q0014    Tranicript    Pp    9,270-9.274   of   B4Q323   testimony    on  Limerick 
Ecolojjy    Action  Contention    1-12  rfl    environ    qualification 
•      Office    at    thB    Eiecutlve    Legal    Director         *      Philadelphia 
Electric    Co        HI      Limerick    Ecology    Action        64/03/27        9pp 
22B22    132         24K   Flche    30-332,  S4/O3/21?,  B4033OOQ09 


B4030B033S   Transcript    of    B10303    hearing    In    Phi ladelph la,  PA 
Pp    7,  565-7,696 

*      Commissioners          B4/O3/OS          I31pp         83396   304.         2« 
Fichu    30-332,84/03/03,  8403060233 


DOCKET  SO-3S4   HOPE  CREEK  NUCLEAR  STATION,    UNIT    1 

A      Application/construction    stage    documents   tt   correspondence 


3403120092   Transcript    of    B403Gi   hoarlng    in    Phi  ladelnh  ia.  P«    Pp    7,  6?6- 
7,942 

*  Commissioners          94/03/06         246pp         SBSBB   349         S4X 
Plena    50-332.H4/03/QA,B403I20O92 

0403130131    Transcript    of    B4O3O7   hearing    in    Ph 1 1 adelph ia,  PA   Pp   7,943- 
8,  15B 

*  Atomic    Safety    and   Li  corn  ing   Hoard   Pane-l         B4/O3/07        216pp 
22SB3   363         24X    Flche    S-0-3S3.  84/03/O7,  B4O31201  31 

8403130040   Transcript    of    B4030B   hearing    In    Philadelphia, PA   Pp   8,139- 
B,  3B3 

*  Atomic    Safety    and   Llcenxlng   Hoard   Panel         B4/O3/OQ        26Bpp 
2E59H   QA7         3431    Flche    30-338,  84/03/OB,  B4O313004O 


B4Q313Q113   Transcript   of    940307   hearing    in   Ph 1 ladelph la, PA   Pp 
B,  334-9.  303 

«      Atomic    Safety    and   Licensing   Board   Panel         94/03/0?        22pp 
22401    001          34 X    Flchs    30-382,84/03/09,6403130113 


B403140340  Summary   at   B3121H  meeting    ta/QE  ft  Mark    I    Owners    Oroup    In 
Bethotda, MD   re   Mark    I    containment   uetuell-dryiifell   vacuum 
breaker    design   methodology 

BIEGEL, Q  L        Operating    Reactors    Branch   2        B4/O2/21  Operating 

Reactor*   Branch    2        Slpp        22633    193        24X    Flehe    30-000,04/02/21, 
H4O3140340 

8403060992  Summary   of   840110-12  meetings   ni/uti  1 ,  Dechtel,  NUTECHi  Impall. 
PDM  It  Damei    b  Moor*    In   San  FranclicoiCA  re    itructural    b 
geotechnical    (nglntBring    deilgn   audit.  Support  Ing 
documtntatian  encl 

MAONER,  D        Llonilng    Branch    Z        84/02/27  Llcenilng    Branch   2 

ISpp        2S33S  276        24XFUh*    9O-3 3 4,  84/03/27,  S 40306 03 32 

B403140113  Forwards    "Salem  Oincratlng   Station   31<b(c->    Demonstration,  " 
per    B30623  re<ii»it    for   addl     Info   re    revleu    of    OL   application 
For   Hope  Crock 

MITTL.R   L        Public    Service   Elictrlc   ti   Oai    Co      of  Ntu  Jerteij 
84/03/05        8CHUENCER.A        Licenilng    Branch    Z         Ip        22629    124        24X 
Ficha    30~QOO,B4/03/03.B403140113 


840322014B   Transcript    of    B40319   hearing    In    Ph  1  1  adelph  ia,  PA    Pp    8,306- 
8.647 

•      Atomic    SaPeti;    and  Llcenilng   Board   Panel         -B4/03/19         130pp 
2H714    142         H4X    Fiche    30-332,  B9/03/  1  9,  S403220143 


B4032fi023-l   Transcript    o*   840320    hearing    In    Ph  i  1  adelph  la,  PA   Pp    B,  647- 
SiB42  Supporting    documentation   encl 

•  Atomic    Safety    and   Licensing   Board   Panel         04/03/BO        2OSpp 

aa?33  aoe   z\t  Ficht  30-332,04/03/20,0403260234 

B403260019   Transcript    of   840321    hearing    In    PhSladelph  1  *  ,  PA   Pp   8,843- 
9,09?  Supporting    documentation   encl 

•  Atomic    Safety    and   Licensing   Boar  I  Panel         B4/O3/2!         2B3pp 
22746  001        24X   Fiche    30-332.  84/O3/H1,  B4O3260O1  S, 


— 9403140117    "Saltm  Oeneratlng    Station  316Ib )    Dimonstrati on    " 

*     Public   Service  Electric   &  Oat   Co     of   Neur  J«rseg,      84/02/29 
647pp        226E9   129        24X   Fichff   90-OOO, B4/03/09, B4031401 13 

B40313D339  Notlf Icat Ion    of   840301    mm  ting   u/utll    In  Artificial    Island. 
HJ   to   dlicusi   QA  program 

MAONER,  0  H        Licensing   Branch    2        B4/O3/05        8CHWENCER,  A.       Licensing 
Branch    2        3pp        22649  349        24 X   Flche    50-394, S4/03/05,  B4031S02S9 

B4O3210036  Foruards    tabulation    on  FSAR    commitments    for   Feb    1794  fc 
c  orrtipondtng   nsolut  ions 

MITTL.R  L        Public    Service   Elictrlc    t.  Oas    Co      of   MID  Jersey. 
B4/03/03        SCHMENCEH.A        Licencing    Branch    2        4pp        22707    OO1        24X 
Fiche   30-354,54/03/08,  B403210036 


B403260334   Transcript    of   Commission  B403H1    af rtrmation/diitusilon  & 
voti    In  Washington, DC  re    proposed    order    delegating    authority 
to   ABLH    to    hear   Part   70    l>aue*   raised   in    Limerick 
proceeding    Pp    1-3 

*      Commissioners         B4/Q3/21         ipp,       23775   3G1         24X 
Fiche    30-3S2, 84/03/21.  B40326O334 

B403270042  Transmifctal    of    testimony    re    Contention    1-4?,     "Environ 
Qualification   of   Electrical    Equipment    "   Related 

WETTEHHAHN, M  J        Philadelphia    Electric   Co         WETTERHAHN,  H  J        Conner   fc 
WetUrhahn        DSD    120        84/03/21        2pp        22769' 242        24X 
FfChV    30-352, B4/O3/SI,  8403270042 


Q4O3140007  Foruards    data    ihsets   reflecting    currint  Ic   proposed 
•iparlence    level*    for    llonsed    operatori    at    facility 
BALVESEN, H   S        Public    Service   Electric    d  Oas    Co      of   Neu   Jersey 
B4/03/I2       DENTDN.  H       Office   of  Ntrcltar  Reactor  Regulation,    Director 
llpp        S2632   130        24X   Flchi    30-334,  84/03/12, 8403140007. 

B403290302  Foruards    "Qualification   Test   Repts,  EMI    Testi"    b 
"QLalif Icatlon   Teit   Rept, Surge   Withstand   C«p»bllltg   Tests," 
per    agreement  reached    at   S4O112  meeting    on   Control   Bys 
aranch    Que»tion  421-49 

MITTL.R   L        Public    a«rvlc»  Electric    !<  0*i    Co      of   Neu  Jersey. 
84/03/16        SCHWENCER.A        Licensing    Branch    2         Ip        22B02  099.       24X 
Flche    30-354,  B4/03/ 16,  8403290302, 


— B4O327Q04S   TeitlAiany    of    UJ  Doyer,DJ   Thompion.DA  Kline, t   Stanley,  EF 
Sproat.WU  Qoy«Ti,TE  Bhannon    t<  J  Doerlng    re   Contention    1-42. 
"Environ    Qu«l  if  i  ratio-n    of   Electrical    Equipment    "  Certificate 
of    Svc    encl 

BDVER.H   J   ,     THOMPSON,!)   J  .     KLINSj  &  A        Philadelphia    Elictrlc    Co 
64/03/21         33pp        227A9   244        24X   Flche    30-332, B4/03/21,  BflO3270042 

S40327O29&  Teitlman-y    of  A  rtaic  lanton  1  o    on   Limerick    Ecology   Action 
Contention    t-42  TS    electrical    environ  qualification  Aviated 
corretponifence 

HASCIAMTDNia- A        Equipment   Ou*ll flea t Ion   Branch         DSB    13B        64/03/21 
lOpp         22739  037        21X  Fich*' 50-332,  B4/O3/21. S403H70296 

B4D327017I    Transcript    of   B40322    hearing    in   Ph i ladrlph U, PA. Pp    9,060- 
9,266 

»      Atomic   Safety    and    Licensing    Board    Panel         84/03/22        210pp. 
22773    130.       24X   Fiche   90-352.84/03/22,8403370171 


—8403290303   "Qualification    Tast   Rlpt.EMI    Tests    " 

*  Valldyne  Engineering   Corp        QTR-S2-010        B2/06/17        63pp. 
52Q02    1OO        24X    Flche    90-334, B4/03/16, S40329030S 

—8403290303   "Qualification   Teit   Rept, Surge   Withstand   Capebillty. " 

*  Valldyne  Engineering    Corp        QTR   B2-OO3        83/04/21.       7pp 
2S802    163        34X   Fie  hi.  30-334,  84/03/16,  8403B90302 

C      Utility   Environmental   Report    (ER),    amends    Ic    correspondence 

B4O3230041   Advises    that    "Balem  Generating    Station  31<b(b)    Demonstration" 
being    foruiartfed   directly    to    ORNLi  per   H  Adams    request    during 
NRC   B4O213   site  visit   u/QRNL, Rapt    should    facilitate    environ 
rept   review 

MITTL.R   L        Public    Service   Electric    It  Oas    Co.     of   New  Jersey 
B4/O3/QB        SCHWENCER,  A        Llcen*lng    Branch    2         Ip        2272B  333        B4X 
Flthe    30-334, B4/03/OB, 8403230041 


In  Philadelphia, PA.Pp   9.267- 


B40327OlbD  Transcript    of   B4O323    h 
9,401 

*      Atonic   8af«ty    and    Hunting    Hoard   Panel         B4/03/23 
22764,233        24X  Flche   50-332,84/03/23,3403270160 


137pp. 


e4u3300&09  Me(n»randuw    lervlnj    transcript    page»    re    B40323  preftled 
teitimany   on  Limerick  Ecology  Action  Contention   1-42 
concernlnj   environ   qualilication   BorvBd   on   B40329 
BRENNER,  L       Atomic   9af»tv   *"d   Licensing   Board   Panel.      DBS   2O9. 
B4/03/29        Ip.       3ZBZZ    131         24X   Fich«    50-352,  B4/O3/29,  B403300009 


E     NRC  Safety   Evaluation  Report    <SER),    tuppli  it  correspondenc* 

B4032S030B  Foruiirds    draft  SER    Idintlfylng    unrevolved    Issues    as    open 
Item,  per   NRC   safety    revleiu    of    docketed    application  t 
amend*    SER    issuance    scheduled    for    841012  Schedule    for 
meetings    to   reeolve    open    items    requested 

SCHWENCER,  A        Llcentlng   Branch    2        B4/03/03        MITTL.R,  L        Public 
Service  Electric  t>  Oat  Co,    of  New  Jersey        6B4pp.      22722.001.      34 X 
Fltht    SO-334,  S4/03/05,  B40322030G. 
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F      Security    medical,     emergency    ti   tin    protection    plans 

S4O303O369  Summary    of   84O202   muting    u/uti  1 ,  HT1 .  Essex   &   Bechtel    in 
Bethelda,MD  re    control    room    design   review,  per    Suppl    1    to 
NUREO-0737  Further    clarification    required    in    task    analysis 
area. Vieugraphs   encl 

HA«NER,D  H        Licensing    Branch    Z        84/02/24  Licensing    Branch   S 

23pp         22327  2B4        24X   Fiche    00-334.84/02/24,8403090369 

8403820096  Forward*    IE    Insp    Rept   90-394/84-02    on   640109-0230   No 
violations    noted 

BTflROSTECKI.R  Division  of  Project  &  Resident  Program  B4/03/06 
MARTIN.  T  J  Public  Service  Electric  &  Oat  Co  of  Neu  Jersey  2pp 
22716  2BB  24X  Flche  30-394.  84/03/06,  84032200B6 

— B4032200B9   IE    Insp    Rapt    30-334/B4-02  on   840109-0320  No   violations 
noted, Major   area*    impacted    documentation    packages    on    piping 
sija    rupture   disc*   &    licensee   action   on    const   deficiency 
repts.  torus  mod   ti   fire   protection 

BATEMAN.H  H  ,    MCCABE.E.C.       Region    1,    Office    of    Director        B4/03/OS 
8pp.        22716'  39O         24X    Fithe-  30-334,  84/03/06,  B4032200B6 

B4Q3190243  Notification    of    B40418  workshop    In   King    of  Prussia, PA    to 
dtacun    leisoni    learned]    from   recent    App    R    fire    protection 
safe    ihutdoun    incp    t<    topic*    deicribed    in    IE    Info   Notice 

04-0*7   Agenda    For   workshop    end, 

HURLEY,  T  E        Region    1,    Office    of    Director        64/03/09        D'TODLE,  J  D 

Consolidated   Ed Hon   Co.     of    Neu  York-     Inc.       33pp        22672   062        24X 

Ft Che    30-000i  84/03/09,8403190343 


B4O330027O  Aniuier    to   Public    Advocate    of  State   of   NJ  (nation    to   quash 
suppoana   requiring    attendance   It  testimony    of    JH  Rodriguei 
Motion    does   not   satisfy    stay    criteria   W/Certif icate   of   Svc 
Related    correspondence 

C OWNER j  T  B        Public    Service   Electric   b   Gas   Co      of  Ncu  Jarney 
CONNER- T   Q        Conner   t>  WettoThahn        DSD    217        84/03/2?  Atomic 

Bafety    and   Licensing   Appeal    Panel         12pp        23824   047        24X 
Fiche    50-334,84/03/29.8403300270 

84O3300278  Order    quashing    ABLB   840319   subpoena   directed    to    interveno-r 
JH  Rodriguei    Subpoena  moot    Served    on  840330 

SHOEMAKER,  C   J        Atomic    Safety    and   Licensing   Appeal    Panel        D3B    233 
S4/Q3/29         2pp         22B34    CIS         24X   Fiche    90-394,84/03/29,8403300278 


H      Qaneral    correspondence 


B4O32B0045  Responds    to  840217    inquiry    re    plants   not   considered    for    tnsp 
of    vent    header   cracks    in    torus    Inep    inapplicable    because 
Fermi    b  Hope   Creek    still     in    const    stage 

DENTON.  H  R        Office    of    Nuclear   Reactor   Regulation.    Director 
84/03/12        UESTDVER,A  T        Monroe   County.    HI         Ip        23312  39B,       34X 
FlchB    30-000,  B4/03/I2.  B4Q32B0043 

— 8403280084  Requests    eiol-anatlon  ft    to  why    facility   not    considered    for 
insp    for    cracks    in  vant    header    similar   to   crack    found    at 
Hatch 

WE8TOVER,A  J       Monroe   County,    MI        B4/03/17  Off  lea   of   Nuclear 

Reactor   Regulation,    Director        2pp        22B12  399        34X 
FUha    90-000.84/03/12,8403380043 


0.     Adjudicator"    correspondance 


Inspection   reports,     IE   Bulletins   &   correspondence 


S403Q2O141    Conveys    agreement    w/Btate    of   NJ  Public   Advocate    re    consent 
to    util    motion    to    dismiss    Contention    IV   on    environ    impact    of 
coaling    tower   H/a    and 

DELANEY,  C.E.       Delauare,     State    of        84/02/37        MILLER,  M   E        Atomic 
S*C«ty    and   Licensing    Board    Panel         2pp         32439  009        24X 
FlchB.  90-334,  B4/OB/27,  64030301 41. 

9403140O2B  Advises    that    time    for  Commission    to   revleui  ALAB-739   expired 
Commission    declined    revieu   Decision    became    final    agency 
action   on   B403OB 

CHILKiS  J        Office    of    the    Secretary    of    the    Commission        84/03/13 
Atonic  Safety   and   Licensing   Board   Panel        Ip        22433. 214       24X 
Fich»    30-394,84/03/13,8403140028 

S40319OO20  Response    opposing    public    advocate    B4D227   motion    to   vacate 
applicant   B4022S  notice    of    deposition   b    for    protective    order 
In    farm  af   declaratory   ruling   Related   correioondonce, 
CQNN£fl,T.B.      Public   S.rvlc.   Electric  fc  Oas   Co      of  New  Jersey 
CONNER,!. B.      Conner   h  Wetterhahn       84/03/13  Atomic   Safety   *nd 

Licenalng  Board  Panel        16pp        22641,262       24 X   Flch*:  90-394, B4/03/13, 
B4O3 190020, 

— B4O31300B2  Application    for    subpoena    to   JH   Rodriguei    on    B4033D   in 
M»w«rk, NJ,  Certificate    of   Bvc    tncl 

CONNER,  T.B,      Public   Service  Electric   k  Oas   Co     of  Neu  Jorny 
CONNER, T.fl       Conner   b  Metterhahn       84/03/13,  Atomic   Safety   *nd 

Licanslng    Board   Pan«l         3pp        3B641    377        34X   Fiche    90-384, 
84/03/13,  B403130030 

B4031901A4  Rtiponse    supporting    Dept    of   Public    Advocate   of    State   of   NJ 
840227  motion    for    protective    order. AppI leant    has    not 
Indicated   uhat    specific    knowledge    re   adjudication    of 
contentions   Rodriguei    believed    to    have 

DEWEY, L. B        Hearing    Branch    3.       84/03/14  Atomic    Safety    and 

Licencing   Board   Panel.       7pp         2266?    177        S4X    Fiche    30-334,84/03/14, 
8403190164 

6*03210037  Subpoena    commanding    JH  Rodrlguai    to   appear    on    840330    in 
Ne>uark,NJ  Affidavit   encl. Related   correspondence 

KILLER, H  E.       Atomic    Safety    and   Licensing    Board   Panel         84/03/13 
CoMffllvsloneri.       6pp        22703-314,       24X  Fiche, 90-394, 84/03/13, 
9403210007, 


B4033O0102  Notifies   of   taking   of  deposition   of  JH  Rodriguez   Subpoena 
•ncl 

CONNER,  T.B.      Conner  ti  Matterhahn 
Electric   l>  6a*  Co.    of  Neu  Jersey, 
the  Executive  Legal   Director        Ip 
Flette'  90-3S4,B4/03/lo,  8403200102 


CQONER,T,B       Public   Servlca 
B4/03/16        DEWEY,  L,  8        Office   of 
22663,316         84 X 


—9403200108  Subpoena   directing   JH  Rodrlguai    to  appear   on   B40330   at  Ofc 
of   Oaneral   Solicitor    In   Newark, NJ   for   disposition. 
KILLER.M.E        Atomic    Safety    and   Licensing    Board   Panel         84/03/13 
RODRIOUEZ,  J.  H.       Neu  Jersey,     State    of         Ip         226BS:317.       24X 
Fithe:  90-394,  B4/03/16,  B4032O0103. 

B4O3210163  Notice   of   ASLB    reconstltution   ME  Miller, chairman    t>  PA   Morri* 
t    DR    Schink, membert   Served    on   840321, 

COTTER, B. P.      Atomic   Safety   and  Licensing   Board   Panel        DSB   O1B 
04/03/20,       2pp,       2271S   324.       24X   Fiche    30-334,  B4/03/2O,  B40321O1  63, 


8403090037  Forwards    IE   Imp    Rept   90-394/84-01    on  840110-13  &    notice    of 
vlolatl on 
MARTIN,  T  T        Division   of    Engineering   ti   Tachnlcal    Programs        84/02/22 

MARTIN, T  J        Public   Service   Electric   t  Oas   Co      of   New  Jersey        2pp 
22376  020        24X  Flch«    30-334,  B4/02/3S,  8403090037 

— B40309O03?  Notice   of   violation    from   insp    on   840110-13 

*      Region    1,    Office   of    Director,       84/02/22        Ip        22376   022        24X 
FI  che-  SO-3S4,  84/02/22,  H4Q3090037 

--B403090043    IE    Insp    Rept   50-334/84-01    on  B4011O-13  Violations   noted    heat 
not   restored    to   alternator!   of    four   dlesels   as   required    by 
Litton    Industries    malnt    manual    h    licensee   malnt 
instructions 

FINKEL.A    ,    PAULITZ.F    ,     ANDERSON.  C   J       Region    1.    Office   of   Director 
84/O2/07         6pp         22976    O23         24X    Fiche    90-334, 34/02/83.  B403O9Q037 

84Q1190072    IE    Info  Notice   84-13,    "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuits   &  Annunciation    "   Bvc    list 
and 

JORDAN,  E.  L        Division  of    Emergency    Preparedness    !>  Engineering 
Response    (Post   B30103)         94/03/28  Consolidated   Edison    Co      of  Neu 

York,     Inc         113pp        28909    239        24X   Fiche    SO-OOO,  B4/03/2B,  84011 90073 

84030900BO  Submits   supplemental    response    to    IE  Bulletin  B3-06  re 
nonconf ormlng    matls    supplied    by  Tube-Line   Corp   Remaining 
Four    supplier*    confirmed    that   no    subj   matls    supplied    to   Hope 
Creek    Colt    Industries    Info    under   revieu 

MARTIN,  T  J        Public    Service    Electric   &   Gas    Co      op   Neu  Jersey 
B4/02/3B        MURLEY.T  E        Region    1.    Office    of   Director        2pp 
22373  H97        24X  Fiche    50-000,84/02/28,6403090060 

B4QB090007    IE    Info  Notice   84-14,    "HighHohts    of   Recent  Transport 
Regulatory    Revs    by    DDT   fc    NRC    "   Sve    list   end 

SRACEiJ  N        Division   of   QA.     Safeguards   &   Inspection  Programs    (Post 
830103)         84/03/02  Consolidated    Edison   Co      of  Neu  York,     Inc 

ISOpp         22992  329.       24X   Flche    30-000,84/03/02,8402090007, 

B4O2090QO8    IE    Info  Notice   64-16,     "Failure    of   Automatic   Sprinkler    Syi 
Valves    to   Operate    "    Svc    list    encl. 

JORDAN,  E  L        Division   of    Emergency   Preparedness   1  Engineering 
Response    (Post   830103)         34/03/02  Consolidated   Edison    Co      of  Meu 

York.     Inc         122pp.       22393    O9B        24 X  Flche   90-000,64/03/02,8402090008 

B4O20900Q.9    IE    Info  Notice   B4-15-     "Reporting    of   Radiological    Releases    " 
Svc    list    encl 

JORDAN,  E  L        Division   at    Emergency   Preparedness   t>  Engineering 
Response    <Po*t   B30103)         84/03/02,  Consolidated    Edison    Co      of  New 

York,     Ine         I19pp        22393    217        24X  Fiche.  90-000,84/03/02,  B402090O09 

B40207001  1    IE    Info  Notice   84-17,     "Problems   U/Ltquld   Nitrogen   Cooling 
Components    Beloui  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN,  E,  L        Division   of    Emergency    Preparedness    t<  Engineering 
Response    (Post   830103).        B4/03/09  Consolidated    Edison    Co      of  New 

York,     Inc         117pp.       23393336        24X   Fiche    SO-OOO,  84/03/09,  B4020900U 
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8403320006   Forwards    IE    Itisp    Refit    3Q-334/B4-02    an   B4O109-O22O    Ma 
violation*    noted 

STARDSTECKI.R  Division  of  Project  &  Resident  Proorann  B4/O3/06 
MARTIN.  T  J  Public  Service  Electric  6  Gas  CD  ot  NBUI  Jersey  2pp 
22716  288  24X  Fiche  50-334. 84/O3/0&. 3403280096 

— 3403220089    IE    Imp    Rept    50-351/84-02    nn   B10IO9-OS30   No    violation! 
noted    Major    areas    Inspected   documentation    package*    on    piping 
SIJB   -rupture    disci   •!•   licensee   action   on    con  it   deficiency 
reptii torus    mod   &    fire   protection 

9A7EMAN.W   H    ,     MCCABE,  E    C          Region    1.     Office    of    Director         94/03/05 
Bpp-        22716   29O.        24X    Fl  ch».  5Q-354.  84/03/04.,  840322OOBii 

9403Q9O024    IE    In-po  Notice  84-09. Rev    It    "Lesion*   Learned   pram    Insps   of 
Fire   Protection  Ba-ft    Shutdown  8"J  i    "   Svc    list    enc  1 
•JORDAN. E  1-        Division   of   Emergent!)   Preparedneii    i   Engineering 
H&spnniB    (Poit  930103)        84/03/07  Consolidated    Edison    Co      of  New 

Yor*.     Inc          liapp         22633    049         24X   Fiche    30-000,94/03/07,6402090024 

B4OH09002B    IE    Info  Notice   BA-IB.     "Stress   Corrosion   Cracking     in  PWR 
Sift    "  Svc    list   end 

JORDAN, E  L        Division   of   emergency   Preparedness   4    Engineering 
Response    IPmt    B3O1O3)         94/03/07  Consolidated    Edison    Co      of   Nau 

York.     Inc          11 Bpp         22584     IBfi         24X    Fie  he- 50-000, B4/O3/O7, 84020*0028 


S      Reportablo    occurrencaii     LER«    &  related    correspondence 

B40321Q11S    Interim  deficiency    rept   re    failure    of  OE  Tgpe    AKR-30   circuit 
breakers    Inltiilly    reported    on  B31223  Breaker*    reinspac tad, 
Next    rapt   mill    Be    lubmltted    by   B403I4 

MARTIN,  T   J         Public    Service    Electric    S:   Oil     Co       of    Neu    Jtr»iu 
84/02/24         MURLEV.T   E         Region    1,     Office    of    Director          Spp, 
23705   079         24 X   Fiche    90-394.84/02/24,8403210119 

B403260233  Forwards    summary    lltt   of    deficiencies,    Identified    per 
1QCFR50    99(e),Part    21    b  potential    generic    Itr    repts   far 
comment* 
STAROBTECKI.R         Division    of    Project    b   Reiidenfc   Program*          B4/02/SB 

Region    1,    O-ffict    of   Director        7pp        22736   069        S4X 
Fiche    50-000.84/02/28,8403360233 

8403130108  Pot*ntlall 1    significant    const   dePtclancy    rept    re    defective 
capstan    springs    in    ITT  Qrlnnel    shock   arreatori    Initially 
reported    on    83IO24    Condition    does    not   warrant    coming    offline 
to   replace    iprlngi    Nut   rtpt    by   H40429 

MARTIN.  T  J        Public    Service   Electric   tc  Qam    Co      of  New   Jersey, 
94/02/29        MURLEY.T   E        Region    1,    Office    of    Director         2pp. 
22640   2O7         24X    Flchi    30-394,  84/O2/29,  B4031B010B. 


6403130009  Act    receipt    at   640210    Itr    Informing    NRC    of    stepi    taken   to 
correct    violations    noted    in    IE    Insp    R-ept    80-334/83-14 
MARTIN,  T  T.       Division   of   Eng  tn**r  Ing    t  Techntcal    ProgT»ins         B4/03/O7 

MARTIM.T  J        Public    Service    Electric   b  Oas    Co      of  Neu  Jen»<t         lp 
23618    I6l         24X  Ficha   30-354, B4/03/Q7.  B403130009 

—  B4O3134014  Reiponds    to   NRC   B40UO    Itr   re   vio-latlon*   noted    In    IE   Imp 
Rept    50-334/B3-14   Corrective  actioni   rainip    of    all    -safatg- 
related    electrical    uall    mounted    supports    performed    to 
determine    (i tent    of   connections    exceeding    cri  teria 
MARTIN. T  J        Public   Servica  Electric    t  Ga*    Co.     of   Nuiu   Jerteu 
84/O3/IO        MURLEY,  T  E        Region    I,     Office    &f    Director        4o(> 
22A15    IAS         24X   Flchft    50-394. 64/O3/O7,  B403130009 

9403130399  AcV    receipt    of  840226    Itr    informing    NRC    of    mtupi    taken    to 
correct    violations    noted    in    IE    Imp    R«pt    SO-3S4/B3-IB 
BTAR05TECK1.R        Division    of   Project   tc  Resident  Proorami         B4/03/OB 
MARTIN,  F  J        Public    Service   Elettrfc   ti  Oaf    Co      of    Neu    Jers  t\{         lp 
K5O         24 X   Ficha    SO-3S4, 64/03/OB,  B4O3130395 


9403270211?  Part  21   rept    re    broken  contact   carrier    In    control    device    of 
7.3    VV-1B   kV. 300-750  MVA,  B   IV  390-3.000  t,   all    HKV  circuit 
breakers    Initially    reported    on  930223  Addenda    to 
installation   tt  malnt    procedures    sent    to   affected    unitm, 
DUVALLi  0  D-       Broun    Bovorl    Corp      (suba      of    Hrouin  Boveri    fc  Co    ,    Ltd     J 
B4/O3/19  Record    Services    Branch    (Document    Control    Deik)         Spp 

2B772    114        24X   Fiche    90-000,  84/03/19.  9403270219. 


DOCKET   90-3SS    HOPE   CREEK   NUCLEAR   STATION,     UNIT   tt 

A      Application/construction    stage    documents    &    corrxpondenci 

9403140340  Summary   of   Q31215  meeting    u/OE  i,   Mark    I    Dinners    Oroup    In 
BBth*sda,HD    re  HarK    I    containment   uitutll-drijuiell    vacuum 
breaker    design  niethodology 

B1EOEL,  D  L        Operating   Reactors   Branch   2         94/02/21  Operating 

Reactor*    Branch    S         51pp         22639,199         24X    FUhe    50-000. 64/02/21, 
84 O3 140340 


—  B4O3130372  Rs&ponds    to  NRC    B40I3O   Itr   re    vlctlattons   noted     in    IE   Insp 
Rept    30-334/83-1B   Co^^ectlve    actions    seven   none  onformlng 
hangers  uill    be   Teuarked    to    obtain   required    depth    of    ueld 
penetration   at    stiued    T-^oInts 

MARTIN,  T  J        public   Service  El»ctrU    i   Oa  *   Co      of  New   Jer*«g 
84/02/2B        MURLEY,  T  E        Region    i,     Office    Qf    Director        3pp 
22616    291          24X   Fiche    SQ-334,  84/O3/OB,  8403130353 

B402O<?0031    IE   Bulletin   84-02,     "Failure's   of   OE    Tupe    UFA  Relays    in   Use    In 
Class    IE   So  F  eta   S(J  s    "   Svc    list    end 

DEVOUNO,  R  C        Director's   Office.    Office    of    Inspection    and 
Enforcement        B4/03/12  Coniol  tdateif   EdUon  Cn      of    Neui   York.     Inc 

134pp          22823   094         24X   Fiche'  50-000.  B4/O3/  IB, 


B403300Q98  Fnfurard*    IE    In»p    Rept    SO-334/B4-O3    on  B4O12O   No 
vi  old  1  1  on*    ab  served 
MARTIN,  T  T        Division   of   Engineering   i   Technical    Programs         B4/O3/16 

MARTIN,  T  J        Public    Service   Electric    fc  Oas    Co      of   Neu   Jersau.        Spp 
23822  O04        24X  FicJie   SQ-334,  84/03/16,  B4O33000°B 


F      Security,     medical,     emsrgBnCij   &   fire    protection   plane 

B403190243  Notif i cation    of    B4041B  workshop    ITI   Ring    of   Prusila.PA    to 
discuss    leiions    learned    from   recent  App   R    fire    protection 
safe    shutdown    Imp    b    topics    deicrlbxl    In    IE    Info  Notice 
84-09  Agenda   for  Workshop    encl 

HURLEY,!   E        Region    1,    Office   of   Director         94/03/09,        O'TOQLE.  J   D 
Consolidated   Edlton   Co      of  Neu  York,     Inc         39pp        8B672   062,       24 X 
Fiche   30-000,94/03/09,9403190243 


H      General    correspondence 


0403280045  Responds    to   840217    Inquiry   re    plant*    not    considered    for     Insp 
of    vent    hsadtr    cracks    In    torut    Insp    inapplicable    because 
Fermi    t   Hop-e  Creek    still    in    const    stag* 

DENTQN,  H  R        Office    of  Nuclear  Reactor  Regulation,     Director 
84/O3/L2         WESTOVER.A    T         Monroe    County,     HI.         lp         22B12   3SB         24X 
FlchB    30-000,84/03/12,9403290049 


—8403300103   IE    Info   R»pt   30-334/64-03   on   8401EO  No    violation    identified 
Major    areas    inspected    discrepancies    identified    In   original 
seitmic    analysis   of   *uiillaru    bldg 

MANOLY.K  .    DURR.J  P        a»gion    I.     Office    of    Director        B4/O3/07 
4pp         22833   006        Z4X  Fiche   50-394.  84/03/ tfc,  8403300098 


— 84032S0034    Requests    explanation  ai    to  uhy     fsellitu    not    considered    for 
Insp    for    cracks    In   vent   header    similar    to    crack    found    «t 
Hatch 

WESTQVeR.A  J        Monroe   County.    MI        B4/O2/17,  Office    of   Nuclear 

Reactor   Regulation,     Dlrtcbor        Spp        22312,359        24 X 
Fiche    30-000,  84/O3/ 12,8403290049 


B40ao90043    IE    Info  Notice   84-19,     "Tuo   Events    Involving   Unauthorlnd 
Entries    into  FUR  Reactor   Cavities    "   Svc    list    *nc  I 
JQRDANj  E  L        Division,  of   Emergency    Preparedness    S<    Engineering 
Respome    CPoit    B301031         B4/03/S1  Conso  1 1  da  titf  Edison    Co      of  Neu 

York,     Inc         I23p?        32023,229        24X   Fie  he- 30-000,  84/03/31.8402090043 

B40S090044    IE    Info  Notice   84-30,    "Svc    Life    of    Relays    In    B*f  e  tij-Re  lated 
Sys    "   Bvc    lUt    encl 

JORDAN,  E  L         Division    op    Emergency   Preparedness   4    Engineering 
Response    (Post   830103)         B4/03/21  Consolidated    Ed  it  on    Co      of  Neu 

York,     Inc         135pp        22933   001        24X   Fiche    30-000, 84/03/aii  B40HO90044 

840S30Q121    Responds    to    IE  Bulletin    93-07,     "Apparentli)   Fraudulent 
Products    Sold    by    R*y    Miller, Inc    "    Bechtel    Investigating 
•suppliers   not    ri*pondlng    to    request    of    utiether    fraudulint 
mttls   iJilpfJBd. 

MARTIN. T  T        Public    Service    Electric   &   Oas  Co      of    Neu    Jersey 
B4/03/B1         MUflLEYiT  E        Raglan   1,     Office    of    Director        2pp 
23920345         34X    Plche    30-354, B4/O3/21, B403300131 


Q      Inspection   reports.     IE  Bulletins    d   correspondence 

3403090000  Submits   supp ltin*nti*l    response    to    IE   Bulletin    83-06  re 
nonconf ormlng   matl«    supplied    by   Tube-Line    Corp    Remaining 
four   suppliers    confirmed    that   no    subj  matls    supplied    to    Hope 
Creek   Colt    Industries    info   under    review 

MARTIN,  T  J        Public    Service    Electric   t>  Sat    Co      of    Neu   Jersey, 
B4/OE/2B        HURLEY,  T  E        Region    1,     Office    of    Director         Spp 
2H573  297        24K  Fiche    50-000,84/03/28,8403090090, 

8403300121   Responds    to    IE   Bulletin   63-07,     "Apparently   Fraudulent 
Products    Sold    by   Ray    Ml  Her-  Inc    "    Bechtel     Investigating 
suppliers   not   responding    to    request    of  whether    fraudulent 
mat  Is    shipped 

MARTIN,  T  T        Public    Service    Electric    tc  Oa*    Co      of    Ntu    Jtriey 
34/03/21         MURLEY,  T   E        Region    1.     Office    of   Director.        Zpp 
23820  343        24X  FUhe    50-334,84/03/21,9403300121, 
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8     Reportable   occurrences,    LERs   It   related    correspondence 


0      Inspection   reports,     IE   Bulletins   &   correspondence 


B403260233  Forwards   luminary    Hit   of   deficiencies    identified    per 
10CFR30   33(e),Part   SI   b   potintial    generic    Itr   repts    for 
com/nan  ti 
aTAROBTECKl.R        Division    of   Project   t<  Resident   Programs         94/02/28 

Region    1,    Office   of   Director        7pp        22756   063        24X 
Fit  ho    30-000.  B4/O2/2B,  B4O326O233 


B40319010B  Potentially    significant   const   deficiency    rapt   re    de 
capstan   springs    in    ITT  Orinnel    shock   arrestors    Initially 
roporfced   on  831024   Condition   doe*   not   warrant   coming    offline 
to   rep  lacs   springs   Next   rept    by   640427 

MARTIN.  T  J       Public   Service   Electric   &   Qas   Co      of   Nem  Jersey 
B4/O2/29         HURLEY,  T    E         ftigton    1.     Office    of    Director         Bpp 
22640   207        24X  Flehe   30-334.84/02/29,8403130108 


8403230104   Requests   addl   60   days   to   accomplish   review  of   uior  k   performed 
by   Reactor   Controls.  Inc.  In   reipon»e   to   NRC   B3I017  draft    Info 
notice   Extension   required   due   to   physical   uialkdaun   of 
selected    sys 

WILLIAMS,  J       Cincinnati   Oat   S.  Electric    Co        83/11/22       KEPPLER.  J  0 
Region   3,    Office   of   Director        2pp        22730  226       24X 
Fiche    30-3S8,B3/il/22,B403230104 

B40119O072    IE    Info   Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated   Valve   Control   Circuits  t  Annunciation   "   SVE   Hit 
and 

JORDAN, E   L       Division   of   Emergency   Preparednesi   &  Engineering 
Response    [Post    B30103)         B4/02/2S  Consol  Uated    Edison    Co      of   Nau 

York,     Inc          llSpp         22909    239        24X    Flche    30-000,84/02/28,8401190072 


8403270219  Part   21   rapt   re   broken   contact    carrier    In   control    device   of 
7   3   kV-13   kV, 300-750  MVA.  3   W  390-3.000  &  all   HKV   circuit 
breakers   Initially   reported   on  830223  Addenda  to 
Installation   &  maint   procedures   tent   to   affected   units 
DUVALL.D  0.      Broun   flovari    Corp.     (sub«      of   Broun   Boveri    &   Co.,    Ltd    ) 
04/03/1?  Record   Services   Branch    (Document   Control   Desk)        3pp 

22772    114        24X  Fiehe   30-000,84/03/19,8403270219 


DOCKET    30-358  UILLIAM  H      ZIMMER   NUCLEAR   STATION,    UNIT   1 

A      Application/construe tion    stage   documents   h   correspondence 

B4Q31302BB  Forwards   Natl    Board    of   Duller   &  Pressure   Vessel    Inspectors: 
B4D227    Itr    to   State    of   OH   re    utll    abandonment   of   facility 
at    nuclear   unit   b   board   willingness    to   provide    support 
should    plant   be  reinstated, 
HARRISON, S  F.      National   Board    of   Boiler   &  Pressure   Vessel    Inspectors 

B4/O3/03       DIRCKS,  W        Office   of    the   Executive   Director    for 
Operations        I7pp        2260B   017        24X   Flcha    30-338,84/03/03,5403130298 

8402090041   Board   Notification   84-030   provides   Commission   policy 
statement   tt   proposed   rulamaking   on   environ   qualifications 
EISENHUT, DO        Division   of   Licensing        84/03/14  Atomic    Safety   and 

Licensing   Board   Panel         lOpp        24X   Flcha   50-000, 84/03/14, B402090041 


B40319031S   Forward*    IE   Imp   Rept   SO-33B/S4-01    on  B401O7-0213   No 
noncompliance    identified 

WARNICK.R    F         Region    3,    Office    of    Director         84/02/29         HAONER,  E   J 
Cincinnati   Oas   t,  Electric   Co        Bpp        22673  213       24X 
Fiehe   50-358,84/02/29,9403190315 

— 8403190323   IE   Insp   Rept   50-33B/B4-01    on   B40107-0213  No   none nmpl iance 
Identified   Major   areas    Inspected   previous    Insp    findings, 
quality   confirmation  program,  nonconf ormance   rept   review  tc 
personnel    indoctrination   program 

QWYNN,  T,  P   ,    NIOHTINOALE,  E   ,    HILL,  H  M        Region  3,    Office   of 
Director         84/02/28         19pp         22673   317         24X   Fiche    30-33B,  B4/02/29, 
B40319031S 

B402Q90Q07    IE   Info  Notice  84-14.    "Highlights   of  Recent  Transport 
Regulatory   Revs   by   DDT  b   NRC, "   Bve    list    encl 

QRACE,  J  N       Division   of  OA.    Safeguards    b   Inspection  Programs    (Post 
030103)        84/03/02  Consolidated   Edi*on   Co      of  New  York,     Inc 

130pp         52332   329         24X   Flche    30-000,  B4/03/02i  8402090007 

S40209000B    IE    Info  Notice   84-16,    "Failure   of   Automatic   Sprinkler   3ys 
Valves    to   Operate    "   five    list    encl 

JORDAN, E   L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Poit   830103)        94/03/02  Consolidated   Edison  Co     of   Neu 

Yort,      Inc          122pp         22553   098        24X   Flche    50-OOOr 84/03/02,  B402090008 


34O326QD69  Responds    to   8311 28    Itr   clarifying    role    in   uiork    performed 
IDT   HJ   Kaiser   Co   during   Apr-Sept    1983  Raevaluatlon   personnel 
verification   program   recommended 

KEPPLER, JO.      Region   3i    Office   of   Director        84/03/2O        ROBERTS, J 
Cijgna   Energy   Services        7pp         22790  245,       24X   Flche   30-338,84/03/20, 
B4032&0063 


B402090009    IE   Info  Notice  84-13,    "Reporting   of   Radiological   Releases    " 
Bvc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   b  Engineering 
Response    (Post   830103}        84/03/02  Consol  id*teiJ   Ediion   Co,    of   Neu 

York.     Inc         119pp        22553   217        24X  FlcKe   50-000,94/03/02,840209000'? 


F      Security,    medical,     emergency    i>   fire   protection   plans 

8408090006  Board   Notification   B4-034    forwards   R   Vollmer   840206  memo    to 
D  Elsenhut   r«    fire   research    results   concerning    fires    In 
electrical    cabinet*    In   control    room 

EISENHUT, D  0.  Division  of  Licensing,  B4/02/23  FALLADINO 
CninnlmBloners  lp  22376' 203  24X  Flche  90-000,84/02/23, 
B402090006 

— 84D30BO316  Rscommtnds    that    info   re    fire   research   results    concerning 
flT**    in   eltctrical    cabinets    in   control    room   be    submitted 
for    board   notification,  per   NRR   Off.   Ltr    17,  dtd   821001    Further 
evaluation   of   test   data    required 

VCH-LMERiR    H,    '  Division    of    Engineering         84/02/06         EIBENHUT,  D   Q 
Division   of   Licensing         lOpp        22576  204        34X 
Flcha. 30-000,  B4/02/23,  B40209O006 


8402090011    IE    Info   Notice   B4-17i    "Problems   U/Liquld   Nitrogen   Cooling 
Components   Belou  Nil    Ductility  Temp    "   Bvc    list   encl 
JORDAN,  E  L       Division   of   Emergency   Preparedness   b  Engineering 
Response    (Post   B30103)        84/03/03  Consolidated   Edison   Co      of   Neu 

York,     Inc          117pp         22533    336        24X   Flche    30-000,84/03/03,8402090011 

8402090024    IE    Info   Notice    84-09, Rev    1,     "Lessons    Learned    From    Imps    of 
Fire  Protection  Safe   Shutdown   Sys    "   Svc    list   encl 
JORDAN, E   L       Division   of   Emergency   Preparedness   b  Engineering 
Response    (Post  830103)        84/03/07  Consolidated   Edison   Co      of   Neu 

York,     Inc         118pp        22435  049       24X  Fiche   30-000,84/03/07,8402090024 

940209002B    IE    Info  Notice   B4-18.    "Stress   Corrosion   Cracking    in  PUH 
Bus   "   Svc    list   encl 

JORDAN, E   L        Division   of   Emergency   Preparedness   %  Engineering 
Response    (Post   B30103)        84/03/07  Consolidated   Edison  Co     of   Neu 

York,     Inc         ItBpp        22S84    186       24X  Flche   30-000,84/03/07,8402090028 


B40312DO93  Extends    invitation    to   attend   Q40323   regional    workshop    In 
Rosemont,  IL   re    10CFRSO,  App   R    safe   shutdouin   requirements 
Work«hop   mill    cover    subjt    described    in    IE    Info   Notice   B4-09 
&   provide   addl    guidance    in   safe   shutdown   analyses 
BPEBSARD.R   L        Division   of   Engineering        04/03/06        WAONER.E  J 
Cincinnati   Oas   &  Electric    Co        3pp        2258B   191.       24X 
Fiche:  90-338,  84/03/06,  8403120093. 


Q     Adjudlcatory   correspondence 


9403030066  Order   extending    time    until    further   order   for   Commission   to 
act    to    review  Director's    Decisions   DD-83-19   t   DD-84-3 
CHILKrS   J.      Office   of    the   Secretary    of    the   Commission        84/02/29 
Commissioners         lp,       22490   1B2        24 K   Flcha    50-338,84/02/29, 
8403030066. 

3403310178  Motion  requesting    issuance   of   order   authorizing   withdrawal 
of   application   Plant   ulll    be    used    as   part   of   new   fossil 
fuel-fired  electric   generating  plant  Certificate  of  Svc 
end. 

CONNER.  T.  8.      Cincinnati   Oas   t>   Electric   Co        CONNER,  T  B        Conner   fc 
Wetterhatin        DSB   024        B4/O3/20  Atomic    Safety   and    Licensing   Board 

Panel         8pp.      22710   098        24X   Fiche. 30-3SB,  84/03/20,  8403210178 


8402090031    IE  Bulletin   84-02,     "Failures   of   OE  Typa   HFA  Relays    In  Use    In 
Class    IE  Safety   Sys   "   Svc    list   encl 

DEYQUNO,  R   C        Director's   Office,    Office    of    Inspection   end 
Enforcement        84/03/12  Consolidated    Edison   Co      of   Neu   York,     Inc 

134pp         22B23   094         24X   Ficha    50-000,01/03/12,8402090031 

8402090043   IE   Info   Notice  84-19,    "Two  Events    Involving  Unauthorized 
Entries    into  PUR   Reactor   Cavities    "   Svc    list   and 
JORDAN,  E  L        Division   of   Emergency   Preparedness   It  Engineering 
Response    (Post   B3D103)        84/03/21  Consolidated   Edison   Co      of   Neu 

York,     Inc         123pp        22B23   229       24X  Flche   50-000,84/03/21,8402090043 

B402090044   IE   Info  Notice   84-20,    "Bvc  Life    of   Relays    In  Safety-Related 
Sys,  "   Bvc    lift   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30I03)        B4/O3/21  Consolidated   Edt»on   Co      of   Neu 

York,     Inc         135pp        22933   001        24X  Flche   30-000, 84/03/21,  B402090044 
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9      RBportablff    occurrence's!     LERi    l>  related    correspondence 

B403270211?    Part   SI    rept  re    broken   contact    carrier    in    control    device    of 
7    3    IcU-IS    IcV.  SOO-73O   MVA,  5    IV   330-3.  ODD    t.    akl    HKV   circuit 
breakers    Initially    reported    on  B3O223  Addenda    to 
Initallatlan   &  maint    procedures   sent    to   affected    units 
DUVALL.  D    r>         Broun    Bov*ri     Carp       <suti»       of    Broun    Bnviri    &   Co    ,     Ltd     ) 
84/03/1'?  Record    Services    Branch    (Document  Control    DBS*  )         Spp 

2S773    114         24X    Fiche    50-000,34/03/19,3403370219 


U      Congresslonal/e(»cut  ive-   Correspondence 


B402130393   frespondB    to  640111    request    for    development    of    facility 
public    lafetg    nvfrrsight    committee   M«rits    of    committee    not 
judged    due-    to   util    intention    not    to    complete   project    as 
nue  lear    p lant 

PiftLLADINO,  N  J        CommHsloneTi.        B4/OI/31         CQLLINS.M   L        Kentucky 
CDrmnonuealth    of,  Ip          22663   250         24X    Fichu    50-338,  B4/O1  /31, 

8403130393 


B4O3O3014B  Forwards    "Evaulation    of   Southern    California  Edison 
Site-Specific  Offiite  Radiological    Emergency    Preparedness 
Prompt    Alert  &   Notification    9««   Evaluation    "    Byi   adequate    to 
alert  &  notify    public    in    event    of    accident 

SPECK,  3  U        Federal    Emergency    Management   Agency        B4/O1/31, 
DIRCKSiU  J        Office    of   the   En •cot ive   Director    for   Operations         Ip 
SH4B7   314        24X  Flche    50-BO6.  34/01/31,  8403030148 

— B4O3030172    "Evaluation   of   Southern   California   Edison  Site-Specific 
Offslte   Radiological    Emergency   Preparedness   Prompt  Alart    & 
Notification    Byi    " 

*     Federal   Emergency   Management    Agency,       34/01/03        61pp 
23487   313-        24X    Fiche    50-2O6- 84/01/31.  B403OS0148 

B403190031   Revs    to  emergency    plan    Imp  lamenting    procedure!,  Ine ludlng 
EP1P  SQ123-VIII-0  202,     "Assignment    of   Emergency   Responsa 
parsonnel"    b  B023-VI 1 1-1,     "Recognition   fc  Classification    of 
Em»rg*nci»»    "   M/B40227    Itr 

BENNETT-D   D   ,    PEACOR.  D  M   ,     CROYt  P   A        Southern   California   Editor)  Co 
34/02/13        6Bpp        22643  207        24 X   Flche:    3O-2O6. 34/02/13. 8403130031 


"B402130399  Responds    to    331212   request    for    development    of    facility 
public    lafaty    oversight    committee    Merits    o*    committed   not 
judged    due    to  util    Intention  not    to   complete    project    as 
nuclear   plant 

PALLAIMND.  N   J         Commissioners         34/01/31          BORTZ,  A         Cincinnati. 
QH          Ip          22A62   251         24X    Fiche    30-336,84/01/31,8402130393 

-S402I3039O  Responds    to   831321    requtst    for    development   of    facility 
public    safety    oversight    committee   Merits    of    committee    not 
judged    due    to   util    intention  not    to   complete    project    as 
nuclear    plant 

PALLADINCJ.N   J        Commi  II  inn  ers        B4/01/31         HET2EWBAUM.  H  M        Senate. 
Energy    b  Natural    Resources         Ip         22662   252        24X 
Flche    30-338, B4/01/31,  B402130393 

-B1Q2130333  Rcioonds    to   831213  request    for    development   of    facility 
public    safety   oversight    committee   Merits    of    committee    not 
judged    due    to   util    intention  not    to   complete    project    *« 
nuclear   plant 

PALLADIND.N  J        Coromi »»ionan        34/01/31         CELESTE,  R    F        Ohio, 
State    of         4pp         22662    233         24X    Fiche    30-333,84/01/31,0102130393 

-B4O313D395  Requests    development    of    proposed    facility    public    oversight 
committee   Committee    establishment   mou 1 t    inspire    public 
conf  i  itenco 

COLLINS, ML         HentUCtu,     Commonwealth     Of,  34/01/11          PALLADINQ,  N 

CommiiBlnn»r»          Ij         22662    254         24X    Flche    30-353,34/01/31- 
B402 130393 

-3402130392  Request!    development    of    public    oversight   committee    to  revieuj 
facility    BJfetij-Tiil Jted    problem    KRC    &   util    credibility 
questioned    as    public    wi  tress   cost    overruns   &t   safety    fla.ua. 
METZENBAUM.K  M        Senate,    Ensroy    t>  Natural    Resources        B3/1S/21 
PALLADIHO.N    J         Comml ss 1 nners          Ip          22662    257         24X 
Fiche    50-353,64/01/31,8-102130393 

-B402130360  Requests    changes    in   proposed    facility    oversight    commit  toe 
Cnanges   needed    to    inspire    public    confidence    in    oversight 
process 

CELESTE,R   F        Ohio,    State    of        83/12/15        PALLA01MD.N 
Cammlisloners        Ip        32662   253        24X    Fiche    30-339,34/01/31, 
B402 130373 


DOCKET    30-361    SAN   ONOFflE   NUCLEAR   STATION.     UNIT   2 

E      NHC   S»fety    Evaluation    Report    (S6R),     suppli    tc   corr>*po>idence 

8403020333  Foruartfi    "Evaluation   of    Natural    Circulation  C-oolifown  T»tt 
Performed   at  San  Onofre   Nuclear  Generating    Station    "   Boron 
nlilng    tests    in    lieu    of   natural    circulation    teit   accepted    by 
updated    SER   &   BSER    9 

COOK.K  H  Louisiana  Power  *  LIgJit  Co  B4/02/29.  KHIOHTON.O  H 
LUenlinfl  Branch  3  Ip  22439.O33  B4X  Fiehe  50-000,94/02/29, 
34030^0333 

F      Security,    medical,     ofleroenEij.    t>    fire   protection    plans 

B40B030339  Formrds  ravlsed    "Emerg*nci|  Plan    Implementing    ProriiJures, 
B*n  Onofre   Nuclear  Generating    Station. Untti    I, S  &  3   " 
CROY.  P.  A        Southern  California  Ed i ion  Co         B4/01/27  HRC    -  No 

D»taU«ii   Affiliation  Given        IP        22064  O13       24X 
Fiche    SO-206.84/0!/27,B40S03033a 

— B40S03034.4  Revited    "Emergency    Plan    Implementing    Pi-ocadures,  San  Dnofr» 
Nuclear  Generating  Station,  Unl  ts    1,2  &.  3   " 

ANDERBaM.C   H    .    PATRISSIiO    A        fioutheTn    C«liforni»  Ed i ion   Co 
34/0 1/S7         523pp         -82064:013         E4,X   Flche-  50-206,  84/01  /37, 
3403030333 


B402B30176  Faruards    revlietf   Btate    of   CA  nuclear    power    plant    imirgency 
response    plan 

MEDFORD.M   O        Southern  California    Edison  Co        B4/OB/16 
EIBENHUT,  0  0        Division   of    Licensing.       2903pp.       22353   001         24X 
Fiche    30-000,  B4/OS/16.  S402230176 

— 0403020117  Revised    State    of    CA  nuclear    pouer    plant    emergency   response 
plan 

»     California,    Btate   of         B3/04/30        29Olpp        22353,003        24X 
Fiche    50-000-,  84/02/16,  B4O223017A 

B4O3050127  Foruardi    eiamption    from    10CFR50,App    E, Section    IV.  F.  1   re 
requirement    for    ttat*  (<   local    participation    in   annual 
emergancy    plan   el«rcl«e    scNeduled    for   840229 

EISENHUT.  D  G        Division    of    Lictnslng        B4/02/29        BASK  IN,  K   P, 
Southern   California    Edison    Co        3pp        224B9    169        24X 
Flche    50-206,34/02/29,04030)90137 

— B4O3050132  Eiemptlon    from    10CFR50, App   E, Section    IV  F   1    r»    requirement 
far    state   6    local    participation    in   annual    emergency    plan 
eierci»e    scheduled    for   340239 

MIFIAQLIA.F  J        Division    of    Licensing         34/02/29,  Southern 

California  Edison   Co        3pp         224S9    168        24X   Flcha,  B0-20i,  B4/02/29, 
0403090127 

B4031B01B4   Forwards    IE   Safeguards    Imp    Repts    50-361/34-03   t 
30-362/84-O3  on  840124-23  No    noncomp 1  lane e   nottd 
NDWDERHAUO,  L  R        Region   3,     Of  Pice    of   Director        84/O3/O6 
MCCARTHY,  C   H        Southnrn  California   Editon   Co        2pp        22886,233.       24X 
Flche    30-361,84/03/06,8403120134 

— B4031S01B3    IE  Safeguard!    Inip    Repts    3Q-361/94-O3  J<   30-362/B4-03  on 
H40124-23  No  noneompl lance    or   deviations   noted   Major    areai 
in«pect«d    organiiatlon,  operation,  shipping    fc  receiving    tc 
riCDrd*    &  repts   Details    ultnhild    (ref    10CFR2  790) 
WtEDER.A   V   ,     NORDERHAUO.L         Rejion    3,     Office    of    Director 
84/O3/O3         Ip         223B6   257         24 X    Flch*    90-361.84/03/06,8403120184 

84O32702S6  Foruardi    Rev    12   to    physical    security    plan  Rev   withheld 
(ref   10CFR73  31) 

HAVNES.J  O-      Southern  California    Ediion  Co        84/03/07        MARTIN,  J.  B 
Region   9,     Office   of    Director        2ap        22772  O31        24X 
Fiche    50-S06,  S4/Q3/O7.  B4Q327Q296 

B 403 200 09 7    Informs    that   emergency    operations    facility   HVAC    control 
logic    mod    &  procedures   nec*ii«ru    to    implement   HVAC    Isolation 
completed    prior   to   340229    commitment   date 
MEDFORD.M  O       South&rn   California   Edlion   Co        84/03/14 
EIBGNHUT.D  0        Division   of    Licenilng         Ip         82699  095        24X 
Flche    SO-2O6,B4/O3/14,8403200Q?7 

B4O3220O1B  Forward*   "Updated   Fire  Hai*rd»  Analij*U> Vols    1-4." 

BABKIN.K  P       Southern  California   Ediion  Co       B4/03/19       DENTON.H  R 
Offic»    of   Muelear   Reactor   Regulation,    Director.       lOpp         22733-B3B 
24X   Flche     90-206,84/03/19,8403220018 


— B403B20027    "Updated    Flr«    H*iard»    An«ly»l»i  V»l»    1-4    " 
*     Southern   CalifornU   Edison  Co        84/03/19        H7Bpp 
24X   Fieh.    SO-H06.  B4/03/19,  84032200IB 


22733-341. 


B4O3270205   Dlscussas   Southern   California   Edison    submittal    of    19S3 
revised    State    of   CA    emergency    response    plan    on   behalf    of   all 
State    of   CA  plants,  Incorporating    plan    into   Diablo   Canyon 
Addl    plannlni    InPo   uill    not    b«   developed    for  Humboldt   Bay. 
SCHUYLER.O  0        Pacific   Gal    *.   Eltctrlc   Co.       B4/03/22        DENTON.H.R. 
Office    of    Nuc]«ar   Raactor   fifgulatian.    Director.       Ip        22772.137. 
Fiche    30-000,  S4/O3/22,  B403S70205. 
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H.     Qanaral    correspondence 


B4031iOO63  Raqueit*    that   HD   Btoehr    b*   removed    from   d  litrtbut  Ion    Hit 
Ic    that   1-  Bernath    be    added 

HULBEY.8  A  Sin  Diego  Dai  &  Electric  Co  84/03/12.  EISENHUT.D  0 
Division  of  Licensing  lp  22635  053  24X  Flchi  50-204,84/03/12, 
3403160063 


J      Insurance  ti    Indemnity    Information 


B4030&O399  Forward  1   Endor*ement*    100   <<  SB    to    NELIA  policy    NF-146   !• 
MAELU  Policy  MF-3B,  respectively 

ROCCCI,  J        Southern   California   Edison  Co        84/02/29        DINtTZ, I 
Office   of  Nuclear   Reactor    Regulation,    Dirtctor        3pp        223 1 a    132 
24X    FUha.  30-206,  84/02/29,  34 0306 037 5 

P.     Operating    license    itage    document*   &   correspondence 


-8403090333  Application    for   Amend    24   to   Licenn   NPF-10, revi ting    T«rch 
Spec    4  8    1    1    2  C    to    determine    operabllity    of   dleiel 
generator   should    dluel    fuel    oil    fall    to   m»«t    test   for 
iniolubles   !<   nvliing   Section   6  re   organiiational    change! 
BASKINtK  P        Southern  California   Edlion   Co        B4/03/07        lOpp 
22572   014         24X    Flche    50-361.  B4/03/O7.  B403090177 


-B403090230  Propoled    r«v»    to   T*cti    Spec    4   B    1    1    2  C    to   dettrmint 
operabllitg    of   dJiittl    generator    ihould    dieiel    futl    oil    fail 
to   meet    teit    for    iniolublei    &   propoitd   i-evi    to   Section  6 
r*   organiiational    change* 

BABKIN.K  P        Southern  California   Edlian  CD        84/03/07        117pp 
22372    024         24X    Fiche    5O-3&1.  84/O3/07,  S4O309O177 


84Q327037Q   Notification    of    B4030B    meeting    ui/utll     In    Bethaida.MD   to 
dlicun    turbine   mliille   probabll  1  tlei   &   turbine   ov«rspe»d 
protection   Tech   Spec   Agenda    encl 

ROOD,H        Licen»ing    Branch    3        84/03/07        KNIQHTQN.QW        Licensing 
Branch    3        4pp        227B7  331         Z4X    Fiche-  50-361.  04/03/07,  B403270370 


84Q301Q117  Partial    reiponse    to   FOIA   requeit    for    document*    by    named 
Individual*    ra    repts/ analu,*e*,  *tudles,  procedures   h   syt    for 
measurement    of   RCS    leakage   App    B    documents    placed    In  PDR 
App    A   document*   already    available    in  PDR,  Search    continuing 
FELTON,  J  M        Division    of   Rules  and    Record*         94/01/23        MADDEN.  T  J. 
Kay*.     SehoUr,    FHrm*n-    Hayi    t<  Handler        7pp        H24BO  026        24X 
Flch*I 30-000,  B4/01/HS.  84030101 17 

— 8403010233  Dlicuitvi   RCS    leak    rate    calculation*, per  BSO3O4    telcon   Modi 
to   FCSLK7   computer    program   permit    leak    rate    calculatiani    for 
prvtiun*    between    li9OO   d   2,100   ptlg    u/temp    between   260   F  t 
370   F  Plant    data    end 

MORRILL.P   J.       Region    9.    Office    of   Director        B2/O3/03. 
UOODRUFF.R.H.       Reactor    Engineering    Branch         17pp        22 481    362        24X 
Fie  hi'  30-000,  64/01/23,  6403010117 

84030200^2  Application    for    «m*nd    to  Ue«n»ei    NPF-10  h  NPF-15, changing 
Tech   8jiec   Table  3  3-2,    "Reactor  Protective    Initrumentat ion 
R*ipOTi«i    Tlmeii  "    to    incorporate   penalty    factor 
MEDFORD.H  0        Southern   California   Edlion   Co        84/02/29 
KNIOHTON.  0  M.       Lloniing    Branch   3.       7pp.       22442  29?.       24X 
Flchv: 90-361,  84/02/27' 8403020072 


B403390331    Inform*   that  NUREO-0737.  Item  II  K  2  17.    "Voiding    In  RCS 
During    Tranilenti"    complete,  ba»«d    on   utll    entfornment   of 
CEH-lfl,     "Effect*   of  Vifiel    He'd   Voiding   During 

KNIOHTON.OW        Liceniing    Branch    3-       B4/03/OB        BASKIN.  K  P,       Southern 
California  Edlion  Co       HOLCDMBE,  J  C       San  Dligo  Os i  t  Electric  Co 

9pp.        228B2   220         24X   Flche    90-361,  S4/O3/08,  B403290331 

B403I30134    Inform*    that   iquipmant   requiring    environ   qualification 
ravleuad    far   potential    ag>-rel*tid    degradation,  per   NRC 
B20B30    Itr   &  replaomtnt    tcheduLei    Incorporated    Into  maint 
program 

MEDFDRD.M  0        southern  California    Edi.on  Co        B4/03/09 
KNIOHTDN,  O  U        Llcenilng    Branch    3        lp        22601,023        24X 
Flche    30-361,  B4/03/09,  B403130134 

3403160013  Foruard*    "Evaluation    of  Natural    Circulation  Cool  down  Teit 
Performed   at  Ban  Onofre  Nuclear    Ovniratlng    Btitlon    "  Ript 
provldell    evaluation    of   applicability   of   result*    to  Bt   Luclg 
Unit  8 

WILLIAMS. J  W        Florida   Power    fc  Light  Co        84/03/13        EISENHUT,  D  O 
Division   of   Llcmilng        lp        B2i32' 179        24X  Flche    90-000,  B4/03/13, 
9403160013 


— 84O3O2O09S  Propoiad    T«ch    Bpici, Chang  Ing    T*blt   3  3-2, 
Protective   Instrumentation  Rnpon*e  Tlmii.  " 
*      Bouthirn  California    Edi«on  Co        34/02/29.       19pp 
24X   Flche.  30-361,  84/02/29,  B 4 03 0200 92 


0*03020333   "Evaluation    of   Natural   Circulation    Cooldoun  T«tt    Performid 
at  8«n   Onofre  Nuclear  Oencratlng   Station." 
•     Combuition  Engineering,    Inc       CEN-299       84/01/31.      136pp. 
22437:036        24X  Flche'  30-000,  B4/02/S7,  B403020333 

B40306O4S4  Application    for    amend    to   Llcenie*   NPF-10  tt  NPF-1S, reviling 
Tied   apeci  re  radiation  Ic  radioactlva   effluent   monitoring 
Initrumentatlon  fc  radiological   environ  monitoring   program 
HEDFORP-M  O.       Southern   California    Ediion   Co        G4/O3/02  Office    oi 

Wucl«»r   Reactor  ReguUtlon,     Director,       KNIOHTON,  0   M,       Licensing 
Branch    3.       3pp.       22907    194.       24X   Flche:  30-341,  04/03/02,  B403060424 

-- B403OA0427  Propofed   Tach   Spac*  reviling   radiation  h  radioactive 
•tfluint  monitoring    Initrumentat Ion   h  radiological    environ 
monitoring   program 

*  Southern  California   Ediion  Co.      S4/03/02,      296pp.      32307'  197 
34X    Fiche   3O-361,  Q4/O3/02,  8403060424 

940307017"?  Foruardl    application    for   Amend    24    to   License  NPF-10  t 
Amend    10   to  License   NPF-I9, Amends    reVlie   Tech    Spic 
4.9.1.1.2.C   re    level    Of    Insoluble!    in   dteial    fuel    oil    Si 
Section    6  re    organliatlonal    changes 

BABKIN.K.P       Southern  California  Ediion  Co.      84/03/07       DENTON.  H  R 
Office   of  Nuclear  Reactor   Regulation,    Director.      2pp.      22971.247. 
24X   Flche. 30-361,04/03/07,  8403090177. 

—8403090227  Application    for   Amend    10    to  License   NPF-15.  revising    Tech 
Bp'c   4,  B.I. 1.2,  C   to  determine  operabltity   of   dlatel 
generator   should    dieiel    fuel    oil    fill    to   meet    teit    for 
lns,olubles   It  revising    Section  6   re   org«nliatlon    changes, 
BA9KIN,  K  P,      Southern  California  Edison  Co.      B4/03/07        lOpp 
82971:249.       H4X   Flehe:  90-361,84/03/07,  B403090177 

— 840309O330  Propoied    revs    to   Tech    Spec    4.  8    1    1.2   C    to    determine 
operabllitu    of   dlesel    generator    ihould    dlesel    fuel    oil    fail 
to   meet   test   for    insoluble*  |<  proposed   revs   to  Section  A 
re   arfienliatlonal   change*. 

•  Bouthern  California   Edison  Co.      B4/03/O7.       119pp        22971.297 
24X    Flehe: 50-3*1,84/03/07,8403070177. 


B403170349  Forwards    elarlf le«tion    op    previous    rtiponiei    to  NRC 
Questions   8, 9,  12  Si    (3  re    discharge    piping    lys   ti   "EPRI   PWR 
Safety    1<  Relief   Valve   Teit  Program  Oulde  "    Info    tatltfles 

requlraments   of   TMI    Item   II,  D    1. 

MEDFDHD.M  O        Southern  California    Ediion  Co        84/03/14 
KNIOHTON, 0  U        Licensing    Branch    3        llpp        22679  079        24X 
FlchB,  30-361,84/03/14,6403170349 

— 940319O391    Rev    1    to    "EPRI    PUR    6*fetg   b  HelUf   Valve  Ttit  Program  OuLdi 
for   Application   of  Valve   Te»t   Program  Resulti    to 
Plant-Specific   Evaluations    " 

M     MPR   Associates,     Inc        82/03/31        B6pp        8267B  090        24X 
Ficha    90-361,34/03/14,  B403190349 

B403270217   Raquetts   exemption    from    10CFR70  24   requiring   malnt    of 
accidental    critlcality   rediatlon   monitoring    ty*   Evaluation* 
dettrmlned    potential    for   crltlcalitg    for   neu  ti   spent   fuel 
none>t* tent, bai«d    on   geometric    spacing 
HEDFOftD,M  0,       Southern  California   Ediion  Co        84/03/S7 
KNIOHTON-  0.  W        Llcenilng    Branch    3.       4pp        22B03  2S4        24X 
Flche'  90-361,  64/03/27,  B4D3270217. 

Q      Inipection   riporti,     IE  Bulletin*    d   correipondence 

B4030B040B  FOIA  request    for    rtptt    of    imp    carrttd    out   under   Condition   2 
of   Nuclear   Energy   Liability    polltivi    for    facilltiei, 
CALBQYAS.C   D.       Affiliation  Not   Astlgned        84/02/07  Region   9, 

Office    of   Director        4pp        22567.341        24X   Fiehe,  30-000,84/02/07, 
84O308040B 

840306002S  Foruardl    IE    Imp   Repte    SO-206/B3-2B, 50-361/83-43  * 
90-362/83-42   on  831210-B40121    Ma    noncomp 1 ianci   noted 
BISHOP,  T  U,       Division   of   Reildent,  Reactor   Project  t  Engineering 
Programs        84/02/09        BASKIN,  K, P        Southern  California   Edlion  Co 
2pp        22916'  2B9        24X  Flehe    SO-2O6..  84/02/09,  8403060029 

--8403060029    IE   Insp   Reptl    80-206/83-29,1)0-301/03-43  fc  SO-362/B3-42   on 
831S10-B401S1  No   nDneompllanc"   or  divlation*  noted  Major 
area*    inspected   operational    safety  verification,  pou*r 
ascendon    transient    teitlng    tt  malnt  activities, 
CHAFFEE.A  E  ,    STEWART,  J.  P    ,     D'AWOELO,  A        Riglon   5,    Office    of 
Director        84/02/07        13pp.       225 16' 287        24X   Flche   50-206,84/02/09. 
8403060029 

B40306000B   Forward*    IE   Imp    Reptl    90-206/84-02,90-361/84-02   b 
90-362/84-02  on   B40119-20.NO    noncamp llance   noted 
HENBLAMSKI.F  A.      Region   9,    Office    of   Director        B4/02/16, 
BASKIN,  K,P        Southern  California    Ediion   Co        2pp        22516268        24X 
Flche:  90-206.  84/02/16,  B40306000S 
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—  8103060019    IE    ln»p    Rlpts    80-206/34-02.  30-361  /B4-02   &    50-362/94-02    on 

S40111-2O   No    noncompl  lance    or    dictations    noted    Major    arnat 
Inspected    radiation    protection    program.  hea  1th    phyiiEt    ti 
chemlitry    training    («   general    Employee    training 
SHERMAN,  C     I    ,     WENELAUSKI  «  F    A         Region    S,     Office    of   Director 
84/02/13         I3pp          22316-270         24.X    Flche    30-2Q6,  84/O2/  16.  B4O30600OB 

84030BQ419  Respond!    to    FOIA   request    For    repts    of    imp    carrlsd    c-ut   under 
Condition    S    to    Nuclear    Energy    Liability     policies    for 
facilities  NRC    does    not   havt    rept» 
FELTQN,  J  M        Diviiion    of   Rules   and    Records        64/02/32        CALSQYAS,  C    D 

Affiliation  Mot  Asiignsd         lp        323i7    343        SIX 
Fichu-  30-QOO.  B4/02/22,  S4O30B0419 

B4O119O072    IE    Info   Notice    B4-13,     "Potential    Deficiency    in    Motor 
Operated    Valve    Control    Circuit*    fe  Annunciation    "    Bvc    lilt 
encl 

JORDAN,  E  L        Division   or    Emargentij   Preparedness   It  Engineering 
Response    (Poit    330103)         64/02/23  Conso  1  Idatid    Edison   CD      of  Now 

York.     Inc         113pp         22909   239        24X   Fiche    50-OOQ.  B4/O2/2B,  B401  190072 

6403190367  Forwards    IE    Insp    Rapt*    SO-20-6/84-04,  50-361/B4-05  & 
50-362/84-03    on    B4O123-27    No    none  Otnpl  lance    noted. 
HENSLAH5K!,F    A         Region    S,     Oftltr    of   Director         B4/O3/01 
BASHIN.K   B        Southern  California    Ellison   Co        Hpp        22679  22O       24  X 
FichB    5Q-2O6.B'1/03/O1,B4O3190367 

—  8403170373  IE  ln«p  Repts  5O-206/B4-04,  5Q-3A1  /B4-05  &  50-362/94-03  on 

B4O123-27   Mo  noncomplianc  e    noted   Major  areas    Inspected 

radiological    environ   monitoring    program  t    folloujp   on 

licensee    action  r«    previous    Imp    findings 

YUHA5.G   f    ,     WENSLAHSKI.F   A         Region    5,     Office    of    Director 

64/03/01         &pp         38675.222         24X    Fiche   50-20&.  H4/03/0  1  -  B4O31903A7 


8402090007    IE    Info  Notice   B4-14,     "Highlights    of  Recent  Transport 
Regulatory   fiovs   bu    DOT  &  HftC    "  Svc    li»t    encl 

GRACE,  J  N        Division   of   OA,    Safeguards    ti   Inspection  Programs    (Poit 
B30103*        64/03/02  Consolidated    Edison   Co      of   New  York.     Inc 

130pp         22552   327         24X    Flche    30-000,  B4/03/O2,  84O209O007 

84Q2090QQB    IE    Info  Notice  B4-16.    -"Failure    of   Automatic   SprinU-er  Bys 
Valve*    to  Operate    "    Sve    Hat    end 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    <Poic   B30103)         64/OG/DS  Conso  1  id  a  ted    Editon    Co      of  New 

Vorl.      Inc          122pp         22333    O9S         24X    Fiche    50-000.  04  /O3/O2,  B4O209000B 

5402090007    IE    Info   Notice    84-15,     "Reporting    of    Radiological    Rsleflit*    " 

Svc    li»t  encl 

JORDAN,  E  L        Division  of   Emergency    Preparedness   &  Engineering 
Response    <Po»t   330103)          84/O3/02  Coniolidatdd    Edison    Co       of   Neu 

Yorl.     Inc          119pp         ?2553    217         34*    Fie  he    30-000,  H4/03/O?,  G4O2090009 

8402090011    IE    Info  Notice   B4-17,     "Pro-blems   W/Llq,uid  Witroflen    Cooling 
Compinencs   Bslou  Nil    Djctilltij  Tsnp    "   Bvc    list    encl 
JORCAM,  E  L        Division   of   Emergencg    Pr»p<irBdii*n    EC  Engineering 
Response    (Poit   930103)         94/03/05  Consol  iifated    Ed  i  a  on   Co      of  Neui 

VPT!.,     Inc          Il7pp         2SS33   33i         24X    Fiche    5O-OOO,  84/03/01,  B4O20900U 

•S403IS01B4  Foruardi    IE   Safaguards    In»p  R«pts    50-361/34-03    t> 
30-362/64-03   on   840184-23  No   none  omp  11  ante,    noted. 
NGRDERHAUO.L   R         Region    3,     OPPlc*    of   Direetor         B4/O3/O6 
MCCARTHV.C    B         Southern   CaUFarnia    Edison   Co         2pp          SSSBt,    299         24  X 
Flche    90-361lg4/03/Ot>,B4031201B4 


B4O2090O31    IE  Bulletin    84-02,     "Failures    of   OE   Type   HFA  Relaus    in   Uie    in 
Clmi    IE   Oafety   BUI    "   Svc    lilt   encl 

DEYOUNQ.R   C        Director's    Offlet.     Office    of    Inspection   and 
Enforcement        84/O3/12  Consolidated    Edison  Co      of   Netu    York,     Ine 

134pp         22933-094.        24X   Flche    90-000,64/03/12,8402070031 

B402090O43    IE   Info  Notice  Q4-19,     "Tuo   Events    Involving   Unauthori led 
Entries    Into  PUR  Reactor   Cavities    "    Svc    list    me  1 
JORDAN, E  L        Division   of   Eweronncg    Preparedness   t,  Engineering 
Response    (Post    930103)        84/03/21  Consolidated    Edlton    Co      of  Niui 

York,     Inc         123pp        22823   229        24X   Fiche    90-000,  B4/03/S1,  B402090043 

3402090044    IE    Info  Notice  84-20,     "Svc    Life   of    Relays    in   Saf atg-Related 
Bys    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparednesi    ti  Engin««ritig 
Response    CPost   830103),       84/03/21  Consolidated    Edison    Co      of  Niu 

York,     Inc         133pp         SH933  O01        24X    Flchi    90-000,  B4/03/21, 8402070044 

8403230118  Reiponds    to    Items    1    b  4    of    IE  Bulletin  83-07,     "Apparently 
Fraudulent   Products   Bold    by    Ray   Miller, Inc."   No    evidence 
Found    to    Indicate    that  any    vendor    matli    provided1    to   or    used 
at    facilities 

KR1EOEH.R    VI        Southern  California    Ediion  Co        84/03/at         KARTIN.J  D 
Region   3,     Office    of    Director        2pp        22730    139        24X 
Flche    50-361,  84/03/21,8403230118 

R      Periodic    operating    reports    fc   related    correspondence 

B4O3O6043B    "Annual   Personnel    Monitoring   Rtpt, 19B3    "    H/840329    Itr 
HAYNEB.J  a       Southern  California   Edison  Co       83/12/31        4pp 

23511     IB?         24X   Fiche    30-2Oi, B3/12/31i 8403060438 

B4O3OE001O  Month Iv    operating    repts    for    Jan    1984, H/84021S    Itr 

HORRIB.C   A   ,    HAYNEB.J  0        Southern  California   Edison  Co         B4/01/31 
12pp         22442   223         24X   Flcht    SO-361,  B4/01/31, B403020010 

B403O2004D  Forward!    aunillaru    fniduater    sys    monthly    outage    rept    for 
931216-B1Q115,  per   License  Condition   2  C<26) 
HEDFORD.M   0        Southern  California   Etflton   Co        B4/02/29, 
KNICHTONrO  M        Licensing    Branch   3        Spp        32442  26?        24K 
F-iche    50-361,94/02/39,  B403020O40 

8403200033  Forward i    monthly    operating    repts    for   Fefa    1984    h  revised 
monthly    operating    repts    for   Aug    19B3  -  Jan    1984, Revs   reflect 
values   r*iero*d    from   beginning   of   commercial    operation, per 
NUREO-OOEO, 

HAVNE8, J  Q        Southern  California    Edison   Co        84/03/15  Office    of 

Resource    Management.     Director         lp         22683  001        24X 
Fiche    BO~3&1,84/O3/13,B403200O33 

— B4O3200037  Monthly   op«ratlng   reptt   for  Feb   1984 

MORRIS,  C    A        Southern  California   Edison.  Co        B4/O2/29         10pp. 
22685   O02         24X    Fiche    30-361, 84/03V13, B403200033 

— B4032O0074  Revised    monthly    operating   repts    for   Jan    1984. 

MORRIS. C   A        Southern   California   Ediion  Co.       84/01/31.       4pp 
22463  012        24X   Fiche    30-361,84/03/19,8403200033 


-8403S00077  Revised    monthly    operating   rept    for   Dec    1983 

MORRIS, C    A        Southern  California   Edison   Co        B3/1S/31         3pp. 
S2683  O16        24X   Fiche' 50-3&1,  B4/03/19,  8403200093 


--8403130185    IE    Safeguards     Insp    FleptS    5O-36)/S4-O3   t>    30-362/84-03   on 
B40124-25   No    noncompl lane e    or    deviations    noted   Major    area* 
Imputed    oraaninttnm  operation,  shipping    ti  receiving    t 
records  &    rtpts.  Detal  U    ulthheld    (ref    10CFR2   7901. 
HIEDER.A,  V   .     NORDERHAUC,L         Region    5,     Office     of    Director 
S4/03/03         lp,        Ba98&-257         24X   Fiche    50-361. 84/03/O4,  B4O31E01B4. 

8402090024    IE    Info  Notice   B4-09<R»v    li     "Lessons   Learned   From    Imps    of 
Firi   Protection  Safe   Shutdown    5-ys    "    Svc    Hit   end 
JORDAN,  E  L        Division  of    Emergency    Prepandness    fc   Engineering 
Resoonie    (Poit   B30103)         S4/O3/07  Coniol idated    Ediion    Co      of   N«u 

York.     Inc          tlSpp         2243S    049         24 X    Flche    90-000,  B4/O3/07,  B402090024 


-8403200082  Reviled   monthly    operating    rept    for  Mov   1983 
MQRfilBjC    A        Southern  California   Edison   Co        63/11/30 
22&B5  O19        24X   Flche    5C--361,  B4/O3/19.  6403200053 


— 9403200098  Reviled  monthly  operating  rept  for  Sept  19B3 
MORRIS, C  A  Southern  California  Edison  Co  B3/O9/30, 
22683  O25  24X  Flche'  59-361,  B4/03/13,  8403200053 


3pp 


— 3403200086  Reviled  monthly  operating  rept  for  Oct  1983, 

MORRIS,  C  A   Southern  California  Ediion  Co   83/10/31    3pp 
32683  022    24X  Flche.  5O-36-I,  B4/03/13,  8403200053 


3pp 


8402090038    IE   Info  Notice   B4-1B,     "Stress    Corrosion  Cracking    In   PHR 
Sijs.  "    Svc    1 1st    *ncl 

JORDAN,  E   L        Division   of    Emergency   Preparedness    b  Enjineering 
Reiponae    {Post  830103)         84/01/07  Consolidated   Ediian    Co      af  Nvui 

Yorl,     Inc         HBpp-       25584    186        24X   Flcht    50-000,84/03/07,5403090029 

8403090I127   Responds    to    IE   Bulletin   B3-Q8   re    electrical    circuit    breafcen 
w/undervol tage    trip    feature   uted    in   applications   otjiir    than 
reactor    trip   syi  No    circuit   ireafters   utilttid    in 
•af ety-related   applteatlons   Bulletin    inapplicable, 

heCFORD,M   0        Southern  California   Edison  Co        84/03/O7        MARTIN, J  B 
Region    5.    Office    of    Director         lp        22579    340        24X 
Fich*    30-36,1,64/03/07.  8403090127 


— 8403200091   Reviled   monthly    operating   r>*pt    for   Aug    1983 
MORRIS, C  A       Southern  California  Ediion  Co       B3/OB/31. 
22689   O2S        24  X  Flche    9O-3&1,  £4/03/19,  8403200093, 


Spp. 


B4O3S3O074   Forwards   auiiliaru    Feeduater    syi   monthly    outage    rept    for 
840116-0213,  Including   B4QU2.  14   li    19   outage i,  omitted    from 
last   months   rept, per  License    Condition   2,  C1261    Next  rept 
will    cover    period   84021&-O313, 

MEDFDRD,  M  0        Southern  California   Ediion  Co.       84/03/20 
KNIQHTOM.eu        Licensing    Branch    3        3pp        22726 '330        B4X 
Flch*   9O-361,B4/03/aO,  8403230074 
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8      Heportable    occurrences,     LERs   &   related    correspondence 

B31201O901    Discusses    B20314    loss    of    shutdown    cooling    when    low   pressure 
safety    Injection    (LP8I)    pumps    became   nitrogen   bound    IE    info 
notice   re    gas    binding    of    UPS  I    pump*    uhile    backf  lushing 
purification    filter    should    be    Issued 

CINTUUAiTC        Reactor   Operations   Analysis    Branch        B2/1I/24 
GEVFRITiK  V        Reactor    Operations    Analysis    Branch        9pp        22773  23 B 
24X   Fiche    80-361,02/1 1/24.8212010901 

8403010491    Inform*   Commission    of   problem*    u/emergency    dlesel    generators 
mfg-    by    Transamerlca   Delaval,Inc 

DIflCKSiW.J        Office    at    the    Executive    Director    for   Operations 
SECV-03-034        84/01/23        4pp        2243B  347        24X  Flche    30-000,  84/01/35, 
8403010431 

9403210032  Part   21    rept   re    fallura    of    auxiliary    feeduater    pump    drive 
turntnoi'Oimpel    NPS-4   T&T   valve,  to    close   End    Itr    dtd    840203 
s*?nt    to    litted    utlls.GE  notified    of    affected    unit*    in    BHR 
plant* 

THEROUX.R  R        Tarry    Corp         B4/02/23        MOODS UFF.  R   W        Director'* 
Offic*,    Office    of    Intpection    and    Enforcement        6pp        22706   327        24X 
Fiehx    30-000,84/02/22.  8403210032 

B4O319OQ74  Revised    special    rept, an   830712, Channel!    1. 7  &    la    discovered 
inoperable    during    31-day    channel    functional    testing    per 
Surveillance  Procedure   8023-11    1    13  Caused    bg    senior   probes 
becoming    detached    from  reactor  vessel    bottom 

HAYNEBiJ  0        Southern   California   Edison   Co        34/02/23        MARTIN, J  B 
Region    3-    Office    of   Director        2pp        22641    01?        24 X 
Fiche.  90-361,  B4/OB/23.  8403130074 

B403030O03  LER  84-003-00   on    840130-O203,  containment    purge    isolation   sys 
spuriously    actuated    Caused    by    electrical    nolsv    *ptke   on 
train    H    containment    airborne   monitor   2RT78Q7   UBS    of  addl 
suppression    circuit    being    Inveitlgated    W/B4022B    Itr 
HAVNE6,J  0        Southern   California    Edlion   Co        84/02/2B        3pp 
25490   237        SAX  Flche    30-361 , 84/02/38,  8103030003 


B4Q319O376    Pf4S-V-B4-004    on    840314,  1  icensee    notified    that    results    at 
chemical    testa    performed    an    contractor    employees    suipectfd 
of    possession   or   use    of   controlled    substance*   uhlle  onslte 
Indicated    positive    In    tuo    of    four    tests 

SCHUAN.C    A    ,     NORDERHAUO,L    R         Region    3,     Office    of    Director 
B4/03/1S         Ip         22675   316         24X   Flche    30-2O6.  B4/03/13,  8403190376 

0103200194    LER   84-OO9-00   on    840214,  analysis     of    startup    test    data 
established    calculated    thermal    pouer   calculated   by    core 
protection   calculators   may    become   detallbr    relative   to 
secondary    calorlmetric   power   Procedure    changed    U/B40319    Itr 
HAVNES,  J  0        Southern  California   Edison   Co         94/03/13        3pP 
396         24  X   Ficho    90-361,  S4/03/19,  B40320O194 


B40327O217   Part   21   rept   re    broken   contact   carrier    in   control    device    of 
7    3    liv-13    lcv,300-730   MVrt,  3    W   350-3,000   I,    all    HKV    circuit 
tirvakors    Initially    reported    on  B30253  Addenda    to 
installation  &  malnt    procedures    sent   to  affected    units 
DUVAL.L.  D  D        Sroun    Boveri    Corp      dubs,     of    Broun  Boveri    t   Co   ,    Ltd    ) 
B4/03/19  Record    Services   Branch    (Document   Control    Desk)        3pp 

22772    114        24X  Flche    90-OOO,  B4/O3/19,  B4O327O219 

84032BD002   LER  64-011-00  on   Q40229r  containment    purge    liolation    sys 
actuated   uihen   containment   airborne   monitor   2RE-7S04  gaseous 
Channel    C    failed   Caused   by    water    in   gateous    detector   cell, 
short   circuiting   pre-amp    Water  removed    U/H403H2   Itr 
HAYNES,  J  0        Southern  California   Edison  Co         B4/O3/22        3pp 
22777    152        24  X   Fiche    30-361  .  B4/03/22,  B4O35S0002 


X      Onsite   Storag*   of    Lou  Level    Waste 


9403060363   Forward*    program   description   for    yaste   classification  h   form 
to    bo    used    to    implement    IOCFR61   t   10CFH20    311    requirements 
re    land    disposal    of    raduaate   ^  stds    for   protection    from 
radiation 

MEDFCJRD.M  0        Southern  California   Edison   Co         04/03/02 
E1SENHUT.D  O        Division  of   Licensing        Bp  p         22318  207       24X 
FichH    50-306,  04/03/02,8403060363 


84030&O37B  LER  84-OOci-OO   on    840103.  spurious    toxic    gas    Isolation   sys 
actuations    occurred    Caused    by    toxic    gas    Isolation    sus 
t*tpolnt   set  at   threshold    level   of   detection  Tech   Spec* 
revived    to   raise    setpolnt    requirement*.  H/84022S   Itr 
HAYNEB-J  0        Southern   California    Edilon   Co        B4/02/28        3pp 
2H311.327,       24X   Fiche.  SO-361,  84/03/29,  8403060378 

8403060403  LER  B4-OQ1-QO, on    B101 11 r preparation    of    updated    fire   haiards 
analyst i   resulted    In   91    nonconformance    ripts    (NCR)    re    fire 
protection   program   deficiencies   Compensatory   measures 
eit-ftblishtd   NCR   dispositions    planned    U/B40228    Itr 
HAYNEB.J  0        Southern   California   Edison   Co        B4/O2/28        9pp 
23819,283        24 X   Ficha    50-361.  B4/02/2B,  8403060403 

B4031S0033  LER  B3-143/03L-0    on    830316,  inobber    on    B-lnch    d amineral 1  led 
water    makeup   t    transfer    line    between    condensata    (torage 
tank*    discovered    froien   Caused    by    internal    damage, Snubbar 
replaced    on   B4032S  H/B4022B    Itr. 

KAYNES.J  0        SouthRrn   California   Edison   Co        84/02/38        MARTIN,  J  B 
Rag  ion  9,    Office  of  Director.      4pp       22641   006       24  X 
Fteh«-30-3il,B4/02/2B,  B4031  30033. 

B4030&0219  PNO-v-84-011    on   B40221,  reac tor    trip    breaker  S    undervoltage 
device    Inoperable   Caufed    by    metal    shavings    In    on*   control 
room  manual    raactor    trip    pushbutton, On   840228, four    leads    In 
plant    protection    sys    cabinets    found    disconnected 

CANTER, H       Region    9.    Office    of   Director.       84/02/29        Ip.       28917  230 
24X  Flche.  30-3&1,  84/02/29,  B403060219 

8403150097  LER   84-003-00   on    B40127, uh 1  la    in   Mode    3, u/purg e/vent    stack 
wide-range   monitor    QRT-7B63   &   flow   rate   monitor    out   of 
»vc    for   Installation  of  nolsv   suppression   circuit, flow  rate 
estimate*   not   performed    as    required    U/B40301    Itr 
HAYNES. J  0,       Southern   California   Edlion   Co        84/03/01         3pp 
22641:399        24 X  Fleha.  30-361, 84/03/01,  S4031S0097 

81.031 20063  Updated   PND-V-H4-O1 1A  discovered  manual    pushbutton   not 

Inoperable  as   remit   of  metal    shavings   In  contacts  Only 

o[nr ability    of    undervoltage    trip    on   RTE-S  affected    Source    of 
««tal    flakes    undetermined 

DODDS,  R   T.       Region    3.    Office    of   Director  94/03/09        Ip,       223B6  2BS 
24X   Flche.  90-361.  84/03/03,  8403120063, 

84031SO064  LER   B4-007-00   on   84O203   t-  04,  Train   A  fc  B   main    steam 
Isolation   sus    spuriously    actuated    on    lou  pressure    signal 
from   E-OBB  Caused    by   voltage    fluctuation    resulting    from 
elactrtcal   realignments,  test  ing  fc  malnt  M/840303   Itr 

HAYNEB,  JO.       Southern  California   E<fl»on  Co        84/03/09.       3pp 

225Bt,aS9        24X  Flche    30-361, B4/03/03.  B403120QM 


DOCKET   30-362  BAN  ONDFRE  NUCLEAR  STATION,    WIT   3 

F,     Security,    medical,     emergency   &  Fire  protection   plans 

S4O203033B  Forwards    revised    "Emergency   Plan    Implementing   Procedure*! 
San   Onofre   Nuclear   Generating   Station, Unit s    1.2  d  3   " 
CROY. P    A        Southern   California  Edison  Co        34/01/27  NftC   -  No 

Detailed    Affiliation  Olven         Ip        23064  013         24X 
Fiehe    30-206,84/01/27,8402030338 

— 8402030344  Revised    "Emergency   Plan    Implementing   Procedures,  Ban  Onofre 
Nuclear   Generating    Station,  Unit*    1,2  d  3    " 

ANDERSON,  C  R   ,    PATRISSI.G   A        Southern  California  Edison   Co 
84/01/27         829pp         82064   013         24X   Flche    30-206,84/01/27, 
840203033B 

B4O303014B  Foruards    "Evaulatlon   of   Southern   California  Edison 
Site-Specific   Offsite  Radiological    Emergency    Preparedness 
Prompt    Alert  &  Notification   syi  Evaluation    "    Sys   adequate    to 
alert   b   notify    public    in    event   of   accident 
SPECK.  S   W        Federal    Emergency   Management  Agency.       B4/01/31 
DIRCKS.W  J        Office    of    the   Executive  Director    for   Operations        Ip 
22487:314        24X  Flche   50-206,  B4/01/31,  B40309O14B 

--H403050172    "Evaluation    at   Southern  California    Edison  Bite-Specific 
Offsite   Radiological    Emergency   Preparedness    Prompt  Alert    l< 
Notification  Bys    " 

*  Federal    Emergency   Management   Agency         S4/01/05        61pp 
22487  313        24X  Flche    90-206, 84/01/31,  B4O303014B 

S4O3190031    Revs    to   emergency    plan    Implementing    procedures, tnclud Ing 
EPIP  B0123-VI1I-0  202r     "Assignment   of  Emergency   Response 
Personnel"   l<  S023-VIII-1,     "Recosnl tlon  &  Classification    of 
Emergoncles   "   W/B40227   Itr 

BENNETT,  D  D   ,    PEACOR,  D  H   ,    CROY,  P   A        Southern   California    Edison  Co 
B4/02/15         6Spp,        22643207         E4X    Flche    90-204,  B4/02/13.  B40313O031 

B402B30176  Forwards    revised    State   of  CA  nuclear    pouer   plant    emergency 
response    plan 

MEDFORD.M  0.       Southern  California  Edison  Co         84/02/16 
EISENHUT.D  fi,       Division   of   Licensing        29O3pp,       22393  001         24X 
Flche    30-000.84/02/16,6402330176 

— 8403020117  Revised    State    of   CA  nuclear    power    plant   emergency   response 
plan 

*  California,    State    of        83/04/30        2<JOlpp         22393  003        24X 
Flche    30-000,  B4/02/16,  B402230176 


240 


DOCKETED  ITEMS 


8403030127   Forwards    •ttmptlon    from    1QCFR3O,  App    E.  Section     IV    F     I    r« 
requiT«itiant    for    itati    J<    local    partic  ipa  tlon    In   annual 
Binnpgencij    plan    eiertlt*    scheduled     far   34022? 

EISENHUT.D  O        Division   of   LieenUng        34/03/29        BASKIM.K   P 
Southern   California    Edison    Co         3pp         324B9    163         24X 
Fich*    50-306, B4/02/S9,  B403Q5O127 


8403020092   Application    far    amend    to    Llten«et    NPF-10  tt  NPF-19.  changing 
T»ch    Spec    Table  3   3-2,     "Reactor  Protactlvt    Instrumentation 
Response    Times.  "    to    Incorporate   penalty    factor 
MEDFOJRD.  H   0         Southern    California    Ed  Icon    CD         01/02/29 
KNIGHTON.O   W         Licensing    Branch   3          7pp          22442   299         24 X 
Fich*    30-3al,H4/02/S9,  B4O302QQ92 


— 3403050132  Exemption    from    1QCFR50.  ftpp    E,  Section    IV  F   1    re   T»q.iJtrBment 
for    ttate    t    local    participation    In  annual    emergency    plan 
eiercise    scheduled    for   B4C1229 

MIRAOL1A.  F    J         Division    of    L terming          B4/03/29  Southern 

California   Ediion   Co        3pp        224B9    IfrB        24K   Fiche   30-20A,  84/02/29. 
B403050127 

B4031201B4    FcTUfards     IE    Safeguard!    Intp    Pepts    5O-3A1  /84-03    fc 
50-362/84-03   on  B4O124-23   No    noncomp  1  lance    noted 
NDRDEAHAUO.L   R        Region   3,    Office   of   Director        84/03/06 
MCCARTHY  C    B         Southern   California,   Ed  i  ton   Co         2pp         2S3B6    293         34  X 
FEch«    30-361,  B4/03/06,  B4Q31201B4 

— 94031 20! B5    IE   Safeguards     Imp    Repts    3O-3&1/B4-03    b    SO-3&Z/S4-D3    on 
B4D124-25   Mo.   non  compliance    or    deviation!    noted    Major    areas 
Impacted    organl  jation,  operation,  shipping    (,   receiving    & 
rBtorils  &   rapt*   Details    withheld    (rtf    10CFR2  79OI 
HIEDER.rt   V         Region    5,     Qftifi    of    Director         B4/O3/OI          Ip 
22396   237         24X    Flehe    90-361.  B4/O3/O&,  8403120194 

B40327Q296  Forwards   R«v   12    to    pjigiical    iscuritij    plan   Rev   ulthheld 
(ref    10CFR73  21) 

HAYNEB,  J  0        Southern  California  Edison   Co        B4/O3/07        MARTIN, 0   B 
Region    5.     Office    of    Director         2pp         22772    O31.        24X 
Ficha    SO-206,  94/03/O7.  84&3270256 


— B403D20D7S  Proposed    T*cli    Spac  i ,  chang  ing    Tablt   3  3-2,     "Rvactor 
Protictivu    Initruroertation  Rgtpan**   Time*    " 

*  Blluthe^n    California    Edlian  Co        B4/O2/29        l9pp        22442  306 
24X    Fiche     80-3*1 1  84/02^29, B4O3020OTO 

84 030 (.Q4Z4    Application    for    amend<    to    Llc>n«««   NPF-10  t  NPF-13.  ravlilng 
Tech    Bp«ci  Tt    radiation   &   radioactive  effluent  monitoring 
im trumonta t ion  &    radiological    environ   monitoring    program 
HEDFORD,  M  0.       Southern   Californi*    Edlian    Co        B4/03/02  Office   of 

Nuclear    Reat tor  Regulation,     Director        KNIOHTON,OM       Licencing 
Branch    3         3pp         22 SO 7    194         24 X    Flchi    SO-361.  64/03/02.  0403060424 

— B4030604B7  Propoitd    Tech    Speo    r«vi«inB    radiation  ii  radioactive 
tfflutnt  monltorinQ    In^trunentfltlon  &   radiological   environ 
monlto-rino    prosram 

*  Eouthn-n  California    Ed  1  ton  Co         B4/O3/02        296pp        22307.  157 
24X   Flche    3Q-3A1,  8-4/03/02.  B403O60424 

8403090177   Fotuardi    application    for    Amend    24    to  Lictnte   NPF-10  t> 
Ami nd    1O   to    Llcinte    NPF-19,  rtmendi    revlm«   Tech   Spec 
4. a    1    1    2  C    re    l*v*l    of    tmalublem    In  dletel    fuel    all    & 
Section    &  Tt   organisational    chan^ai 

DASKINjK  P        Southern   California    Ediion   Co        B4/03/07,       DENTON.  H  R 
Offlca    of   Nuclear    Reactor    Regulation.    Director        2pp        22371'247. 
24X    Fi-clie    SO-34U  B4/O3/O7i  B4O3O9O177 


9403200097    Inform*    UaS   emgroencif   operation    feellltu  HVAC   control 
logic    mod   &   jJroc-tdurti   niceliarv    to    implement   HVAC    liolatic-n 
completed    prior    to    B4O25?   connvl  tffl»nt    date 
MEDFPRD.M  0        Southern  California   Ediion  Co        84/-03/14 
EISEMHUT.B   8         Division    of   Llcenllng          Ip         22679   095         24X 
Fichu    30-206.64/03/14.6403300097 


-8403090827   Application    for    An*nd    10    to   Licenie   NPp-15,  r*vl  ting   Tech 
Spec    4  B    1    1    2   C   to  determine   anerabi  1  i tij    of   dleiel 
generator    ihould    dl*««l    furl    oil    fall    to   meet    tett   for 
Iniolublic   &   revising    Section   t>    re    organ! tation   changes 
DABKIM, K  p        eauthern   California   Edttan  Co        B 4/03/07         lOpp 
22371    249         24X.    Fi  che:  30-341.  84/O3/O7,  Q403090I77. 


B4O322001B   Foruard*    "Updatgd    Fire    Haiards   AnatyiU.Voli     1-4    " 

BABKrN,  K  P        Southern  California  Ed  lion  Co        B4/O3/1«J        DENTDN.  H  R 
Office    of   Nuclear  Reactor   Regulation.    Dime  tor         lOpp         22735  239 
24 X    Flche    50-206i  94/03/1'?,  B4O32200ia 


~ G4O32200E7    "Updated    Fire    Haiftrds    fttialij*!*,  Vols     1-4    " 
*      Southern  California  Ediion  CD        S4/03/19         U7flpp 
24X   Fichv   50-806,84/03/19,  B403220018 


B 4 0327020 5   DUcusses  Southern   California   Edison    submlttal    of    1983 
revised    State    of   CA   eraerjencu,    rciponie    plan   on    behalf    of   all 
State   of   CA  plants. incorpora t 1 ng   plan    into  Diablo  Canyon 
Addl    planning    info  will    not   br  developed    fur   Humboldt    Bay 
SCMUVLEfi.J  0        Pacific    Qas    &   Electric    Co        84/03/2B        DENTON-H   R 
Office,    of   Nuclear  Heat  tar   Regulation,    Director         Ip        22772    137        24X 
Fiche. 30-000, B4/03/22.  640327O2Q5 


H      Oeneral    cor respond one* 


— B 4 Q3 09 02 30  Proposed    ravs    to    Tech    Spec   4    B   1    1   2  C    to  determine 
oparabilltu,    of    dleiel    generator    snauld    dlesel    fuel    oil    fall 
to   meet    test    for    insoluble^    &   proposed    revs    to  Section   A 
r>    organ! rational    changes 

*      Southern  California   Edlton   Co        84/03/07        119pp         22971   239 
24X    Flche    30-3il-B4/O3/O7,H4O3Q90177 

0403270370  Notification   of    B4030B  (naeblng    ui/util    In  Bethesda.HD   to 
dlicuis    turbine   mini  It    probab  llltlas   ti    turbine   averspecd 
protection  Tech  Spec,Ag*nda   tncl 

RQDD.H        Licensing    Di-an-ch    3        84/O3/07        KNIOHTON.OH        Licensing 
Branch    3        4pp        22787   331         H4X    Fleht    30-361.  B4/03/07.  B403270370 

3403290331    InFormi    that  NUREQ-0737,  Item   II   K  2.17.     "Voiding    In  RC5 
During    Transients11    campletvi  h«i*d    an   util    (indorsement    of 
CEN-J99.     "Effatts    of    vessel    H*ad    Valdinj    During      ,     " 
KNIOHTONiO  W        Licen»ing    Branch   3         B4/O3/OB        BASKIN,  K  P.       Southern 
California   Edison   CD         HOLCQHBEpJ,  C        San  Diego  Oas  t>  Electric   Co. 
9pp         22023  S20        B4XFiche    30-361.  B4/O3/OB,  8403390331 


B40 3 160063  Requests   that  HD   Stoehr   b«    removed    from   distribution    list 
&    that   L   Bernath    be   added 

HULSEY.  S  A  San  Diego  Ois  &  Electric  Co  B4/03/12  EIEENHUT, D  O 
Divtsinn  of  Litfln*lng  Ip  S2&53  OB3  24X  Fiche  M-206i  B4/O3/12, 
E  4  031600  £>3 


BB    to    MEU1A   Poltcu    NF-14&    t> 


Inauranci   i.   indemnity    information 


1403060391   Forward  I    Endortiment!    100 
HAEUU  Policy  HF-33,  r*sp>ctivelv 
ROCCO,  J        Southern  California    Edison   Co        B4/02/E9        DINITZi  I 
Office    of   Nuclear  Reactor   Regulation.    Dlnctor        3p  p         22JIB   192 
24K   Flclie    50-206,  a4/02,/B9i  B403060393 

Operating    license   stage    documents   fc   corresponde-nct 

403010117   Partial    response    to    FOIA  request    for    document!    by    n»m»* 
individiral*   re    repts>4nalu.*i  t.  ituititi,  procedures   &    i(ji    for 
measurement   of   RCB    leakage   App    B   document!    placed    in   PDfl 
App   A  document!   already    available    in   PDR   Search    continuing 
FEUTDNj  J  M       Division   oC  Rules  and    Record*        B4/OI/2U        MADDEN,  T   J 
Kaye,    Schoterj    Flerman,    H*"jt    !>  Handler        7pp        22460  026        E4X 
Fichs-  50-000.  B4/01/33!  840301  01  17 

-H  4  030  10233  Discusses  flCS    leak   rate    calc  ulatlo-nii  per   920504    tvlcon   Mods 
to  RCSLH7  computer    program  permit    leak    rate    calculations    for 
presiures   o*tu»en    1.900  &   2,100   pslg    u/t«m(j    bttuien   260   F  & 
270  F  Plant   data   end 

MDfmiLLiP  J       Region  S.    Office   of  Director       B2/OS/O3 
kQDDRUFF.R  H       Reactor    Engineering   Branch         17pp        22431    3fca        a4X 
Fiche    50-OOO,a4y01/aS,B40-30101i7 


8403130134    Informs    th»t   equipment   re<tu;irlng    environ   qualification 
revleusd    for   potential    age-related    degradation,  per  WC 
B20030    Itr   (,   r*plae»fnnnt    schetiulm    incorporated    Into  tnalnt 
prajram 

MEDFORD,M  0        Southern    California    Ediion  Co        84/03/09 
KttieHTONrG  U        Licensing    Branch    3         Ip         22601    OB3        24 X 
Flche    BO-361,  S4/O3/07.  B40313O134 

9403160O13  Foruiards    "Evaluation    of    Natural   Circulation  Cool  down  Test 
Ptrformed    at  flan    Ono*r*    Nuclear   Q«nnr«tlng    Station    "  Rept 
provides    evaluation    of    applic*bil  i tu.    of   resulti    to  St   Lucle 
Unit  2 

WILLIAMS. J  M,       Florida    Pouer    ^  Ll«h«   Co        84/03/13       EISENHUTiD  0 
Dlvlaion    of   Licensing         Ip         &26S2    179        B4X  Fiche   90-000,  S4/03/13. 
6403160013 

3403190343  Foruartf*   e lari Plcatlon  of   previous  responses   to  NRC 
fltiestions    B.  7,  12  &    13   re    discharge    piping    sus   lc   "EPRI    PUfl 
Bafetu    t  Reliflf   Valve    Test    Program   fiulctt  "    Info   satisfies 

requlremvnti    of  TMI     Item    It    D    1 

MEDFQRuiH  O        gouthet-n    California.    Edison  Co.       04/03/14 
KNIOHTQN,  0   M        Licensing    Branch   3         llpp,       22e79'079.       S4X 
Flch»    SO-atl.  64/03/14,  8403190343- 

B403290217   Requests    denptlan    from    1OCFR7O  24   requiring   maint    of 
acclde'ntal    erittcallty    red  let  ion    mem  1  tor  Ing    sys.  Evaluations 
determlnid    potential    far    cri ttca 1 ity    for   ntu  tt   iptnt   fuel 
none  I i sttnt, b*i»d    on    geometric    spacing. 
rlEDFORD.rf  D        Southern   Callforni*   Edison  Co        81/03/27. 
KNIOHTQN,  0,  W,       Licensing    Branch    3         4pp.       22B03' 2B4        S4X 
FUhe-    SO-341,B4/03/r27rSfl03290217 
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0      Inipectlon    report*,     IE   Bulletins   It   correspondence 

B-4030B0408  FDIA  request    for    repts    of    Insp    carried    out    under   Condition   3 
of   Nuclear  Energy   Liability    policies    for    facilities 
•CALSOYASiC  D        Affiliation   Not  Assigned        B4/03/O7  Region    3. 

Office    Of    Director          4pp          22967    341         24X    Fiche    SO»OOOi 04/02/07, 
S4O3OB040B, 

B4O3060O23   Forwards    IE    Imp    Repts    3O-206/83-38,  SO-361/B3-43    b 
30-3£2/83-42   on   831210-840121    No    noncompl iance    noted 
BISHOP, T  W        Division    of    RBI Idint, Reactor   Project   V  Engineering 
Program*        B4/02/09        BABK1N, H  P        Southern   California    Edison   Co 
2pp.        22316- BBS         24X    Fiche    5Q-2O6, 84/03/09, 8403060025 

— B403060029    IE    Imp    Repti     30-206/B3-2B,  30-361  /B3-43   (,    50-363/83-42    on 
831210-B40121,  No    noncomp 1 iance    or    deviations   noted   Major 
areas    inspected,  operational    safety    verification!  power 
••tension    transient    testing    Si  malnt   activities 
CHAFFEE.A  E   ,    STEWART.  J  P    .     D'ANQELO.A        Region   5,    Office    of 
Director         84/02/07          13pp         22916   SB7         24 X   Fiche    30-206, B4/Q2/O9, 
B4O3060Q33 

S40306OOOB  Forward*    IE    Imp    Repts    30-206/84-03. 30-361/84-02   & 
30— 342/84-02   on   B40119-20  No    noncomp 1 lance    noted 
WENBLAHSKI.F   A        Region    3.    Office    of   Director.       84/02/16 
8ASKIN.K   B.       Bouthern    California    Edison   Co         2pp        22516  268        24X 
Fl e he : 50-206,  B4/02/ 1 6,  H40306000B 

—8403060019    IE    Insp    Reptt    50-206/84-02,90-361/84-02  «.   30-362/84-02   on 
84O119-20  No   noncompl lance    or    deviation!    noted    Major    areai 
Inspected   radiation    protection    program,  health    physics    t 
chemistry    training    Si   general    employee    training 
BHERMAN.C,  I    ,    WENSLAWBKI.F   A        Reolon    9.    Office    of   Director 
64/02/13,       IBpp        22916.270        24X   Flche    90-206,  84/02/ 16,  840306000B 

B403080419  Responds    to   FDIA   request    for   repti    of    Imp    carried    out    under 
Condition  S    to   Nuclear   Energg    Liability    policies    for 
facilities   NRG    does    not    have    repti 
FELTdN,  J.  M        Division    of    Rulei   end   Records        84/03/32        CALSOYAS,  C    D 

Affiliation  Not  Assigned        tp       23567  343       24X 
Flche    30-000. B4/02/22, B4030B04I9 

S40U9QO73    IE    Info   Notice    84-13,     "Potential    Deficiency    (n   Motor 
Operated   Valve   Control    Circuits   fc   Annunciation    "    Svc    list 
end 

JORDAN,  E  L        Divlilon    of    Emergency   Preparedness   li  Engineering 
Rupontt*    (Pott   830103).       84/D2/2B  Consolidated    Edison    Co      of   New 

York,     Ine         113pp        23909239        S4X   Fiche- 50-000.  84/03/28.  8401 190072 

8403190367  Forwards    IE    Intp    Repts    30-300/84-04,30-361/34-03   t 
50-362/84-05   on   840123-27    No    noncomp  1  line*    noted 
WENSLAWBKI.F  A.       Region    S,     Office    of    Director        B4/03/01 
BABKIN.K  B        Bouthern   California   Edison  Co        Hpp        32673  230        24X 
Plcha    90-306,84/03/01,8403190367 


--B4031201B3     IE    Safeguards     Insp    Repts    SO-361/84-03   t<   SO-362/B4-03    on 
B4Ot&4-23  No   noncompl  lance    or   deviation*    noted  Major    areas 
inspected    organl  l  ationi  operationi  ihl  pping   tt  receiving    li 
reCDrdl   %  rept*    Details   withheld    Irif    10CFR2  79O) 
WIEDEfl,A    V   ,     NORDERHAUO.L         Region   S,     Office    of    Director 
84/O3/03         Ip          E2SB6   237         21 X    Fiche    50-361.  84/03/06.  B4031301B4 

840E09OO3-4    IE    Info   Notice  84-09.  RBV    1.     "Lessons   Learned   From    Insp*   of 
Fire    Protection   Safe   Shutdown  Sfjn    "   Svc    list    enc  1 
JORDAMr  E   L         Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post   B3O1O3)        84/03/07  Coniol Idated    Edison   Co      at  NDU 

York.      Inc          UBpp          33639    049         24X   Fiche    30-000.  B4/03/07,  S4O2090O24 

B40S090O28    IE   Info   Notlci   B4-1B-     "Stress   Corrosion  Cracking    In  PWR 
Sgs    "    Bvc    lilt    and 

JORDAN.  E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    (Post   B3D1O3)        84/03/07  Consolidated    Edison   Co      of  New 

York.      Ire          llBpP          32384    1B6         24X   Ficha    50-000,84/03/07.8402090038 

840309O1S7  Rosponda    to    IE  Bulletin  B3-OS  re    electrical   circuit   breakers 
w/und trvoltage    trip    feature    used    In   applications   other    than 
reactor    trip    sys    No    circuit    breakers  utlliiod    In 
safety— related    applications    Bulletin    Inapplicable 

HEDFDRD.N  O        Bolfthcrn  California   Edison  Co        84/03/07        MARTIN,  J  B 
Region    5,    Office    of    Director         Ip        22379  340       24X 
Fiche    SO-36I,  84/O3/O7.  8403090137 

8402090031     IE   Bulletin    84-02,     "Failures    of   QE   Type   HFA  Relays    in   USB    In 
Class    IE  Safety   Sys.  "   Svc    lilt    end 

DEYOUNO,fl   C        Director's   OffUo.    Office   of    Inspection  and 
Enforcement        B4/O3/12  Consolidated   Edison  Co      of   Neu  Yort.     Inc 

134pp  23B23   094          24X   Fichi    3Q-OOO,  B4/03/13,  B4020M031 

8402090O43    IE    Info    Notice   B4-i9i     "Tuo   Events    Involving  Unauthorl ied 
Entries     into  PWt    Reactor   Cavities    "    Svc    list    >ncl 
JORDArf,  E  L        Division   nf   Emergency    Preparedness   it  Engineering 
Response    (Post   83OIO3)        84/O3/31  Consol  itfatud    Edison   Co      of  New 

York,     Inc         123pp         32833339        24X  Flche    30-000,  B4/03/21,  H402090043 

8402090041    IE    Info   Notice  84-20,    "Bvc   Life   of   Relays    in   Baf nty-Related 
6ys    "    Svc    Hit    encl 

JORDAN,  E  L        Divlilon   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B3O1O3)        84/03/21  Consolidated   Edison   Co      of   Neui 

YorV.      Inc          133pp  22933    001         24X   Flche    50-000.84/03/31,3403090044 

B40333011B  Responds    to    Items    1    &  4   of    IE   Bulletin  83-07,     "Apparently 
Fraudulent    Products    Sold    by    Ray   Hitler,  Inc    "   No    evidence 
found    to    indicate    that  any    vendor  matls    provided    to   or    used 
at   facilities 

KRIEOER.R   U        Southern  California   Edison   Co.      84/03/21        MARTIN,  J  B 
Region    5,    Office    of    Director        2pp        22730    137        24X 
Fiche     30-361,84/03/21,8403230118 


R      Periodic    operating    reports    it  related    correspondence 


— 84031  <? 0373    IE    Insp    Repti     50-206/84-04,90-361/84-09   &   3Q-3&2/B4-09    on 
B4O133-27  No    noncompl lance    noted    Major   areas    inspected 
radiological    environ  monitoring    program   tt    follouup    on 
licensee   action   re    previous    Insp    findings 

YUHAS, 0  P   >    UEN8LAUSKI.F  A        Region    9.    Office    of   Director 
84/03/01        6pp        22679-222        24X  Flche    30-206,84/03/01.8403190367 

H402090007    IE    Info  Notict   84-1*,     "Highlights    of    Recent   Transport 
Regulatory   Revi    by    DDT   h   NRC. "   Svc    list    encl 

OR ACE. J  N,       Division    of   QA,     Safeguards   &    Inspection  Programs    (Pott 
B3Q1Q3)        84/03/02  Consolidated    Edison   Co,     of  Neu  York,     Inc 

130pp.       22532329        24X    Fiche'  30-000,  B4/03/02,  B4O3090007. 

B402090OO8    IE   Info  Notice   84-16,     "Failure    of    Automatic   Sprinkler   Sy> 
Valves   to  Operate."   Svc    Hit   enel, 

JORDAN, E  L       Division   of   Emergency   Preparedness  &  Engineering 
Ruponii    (Post    B301O3)      '  B4/03/02  Consolidated    Edison    Co      of  Nau 

York,     Inc         122pp        22993:098        24X   Flche: 30-000,  84/O3/02, B402090008 

&4O207OO07    IE    Info  Notice   84-13,     "Reporting    of   Radiological    Releases    " 
Svc    Hit   end, 

JORDANi E, L        Division    of    Emergency    Preparedness   &  Engineering 
Reipan**    (Post   830103)         B4/03/02  Consolidated    Edison    Co      of   Neui 

York-,     Inc         I19pp.       22333217        24X   Flche.  30-000,  B4/O3/O2,  B4020900O9 

11402090011    IE   Info  Notice  84-17,    "Problems   M/Llquid  Nitrogen  Cooling 
Components  Balou  Nil   Ductility  Temp   "  Svc    list   tncl 
JORDAN. E  L        Division    of    Emergency    Preperedne**   &  Engineering 
H»«pon»t    (Pott   830103 K       B4/03/03  Consolidated   Ediion    Co      of   N»ui 

York.     Inc.       117pp        22993   336        24X   Fiche:  3O-000,  84/O3/03,  840309001 1 


840306043Q   "Annual   Personnel    Monitoring   Rept.  1983   "   U/840B29    Itr 
HAYNE8, J  0        Southern  California  Edison  Co        B3/13/31        4pp 
22511     IB?         24X   Flche    50-206,  83/12/31,  S40306043B 

B40302001O  Monthly    operatlno    repts    for  Jan    1984   U/B40313    Itr 

KORR1B.C   A    ,    HAYNES,  J  0        Southern   California  Edison  Co        34/01/31 
12pp.         22442   233          24 X   Flche    90-361.84/01/31,8403020010 

B40303004O  Forwards    auilllary    feedw»ter    sys   monthly    outage  rept   for 
831316-840119,  per    License   Condition  2  C(26> 
HEDFORD.M  0       Southern  California  Ediion  Co       84/02/29 
KNIOHTQN.O   W        LU»n»ing    Branch  3        3pp        23443  269       34X 
Flche    30-361, 84/OE/29.B403020040 

8403200053  Forwards    monthly    operating   repts    for  Feb    1?84   t  revised 
monthly    operating    repts    for   Aug    1983  -  Jan    1984  Revs  reflect 
values    reie-roed   fro'in  beginning  of   commercial   operation,  per 
NUREO-0020 

HftYNES* J  0        Southern  California   Edison   Co        B4/03/15  Office    of 

Resource   Management,     Director        Ip        226B9   001        24X 
Flche:  90-361,84/03/19,8403200053 

— B403&DOD37    Monthly    operating    repts    for   Feb    1984. 

MORRIS, C    A        Southern  California  Edison   Co        84/02/29        tOpp 
326B3    003        S4X    Fiehe-  50-361,  84/03/13,  9403200053 

— 8403200074   Revised    monthly    operating   repts    for   Jan    1984 

MORR1S.C    A        Southern  California   Edison  Co        B4/01/31        4pp 
226S!)    012        24X    Fiehe   30-361,84/03/19,8403200033 


H4O312QtB4  Forwards    IE  Safeguards    Insp   Rept*    30-361/B4-03    h 
90-3&3/B4-03   on  840124-23   No    noncomp liance    noted 
MORDEHHAUO,  L.  Ft,       Region    3,     Office    of   Director        84/03/06 
MCCARTHY,  C, B,       Southern   California   Edison   Co        2pp        32986.299 
Fien»' 30-361,  84/03/06,8403150194, 
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8403330074   Forwards    juilllarj    feeduater    sys    monthly    outage    rapt     for 
B4Q116-OaiS.  including    84O112.  14   t.    13    outages. omitted    from 
last   months    rept-psr    License    Condition  3    C  ( S6 )    Neit    ri?pt 
mill     cover    period    940216-0315 

MECFORD.M   D         Southern    California    Ed i son    Co          B4/03/20 
KNIOHTON.G   U         Licensing    Branch    3         3pp          23736    33O         24X 
Fiche    30-361,  04/03/20,8403330074 

S      Reportable    occur rencesj    LERs    !•  related    correspondence 

B4Q3O1043I     Inform*    Co-mmi'ssi  on    of    problems    u/emergenty    dlesel    generators 
mfg   SY    Transamerica   Dslaval.Inc 

DIRCKS,  W  J        Of-flce    o*    the    Eifcutiwe    Director    For   Operation* 
SECY-B3-Q34         B4/O1/25         4pp         2243B   347         S4X    Flche    30-000,84/01/23. 
B4030L04B1 

840321QO32   Part   SI    rapt  re    f ai  luru   at    auilllary    feeduater    pump    drive 
turbines,  G-lmpel    NPS-4    TS.T   valvn.to    close    End    Itr    dtd    840203 
sent    ta    listed    utils  CE  notified    of   affected    units    in    BUR 
p  Idnts 

THEROUX.n    R         Terry    Corp         84/02/23         KOODRUFF.R    M         Director's 
Office.    Office    of    Inspection    and   Enforcement        6pp        2S706    337        34X 
FUhe    30-000,64/03/22,  3403310032 

8103060213    PNO-V-B4-011    on    610221.  reactor    trip     breaker   a    undorvoltage 
device    Irvoperable   Cauie-d    b  i;    metal    shavings    in   one    control 
room  manual    reactor    trip    pushbutton  On    B4022B, Four    lead*    In 
plant   protection   ays    cabinets    found    disconnected 

CANTER,  H         Region    3.    Office    of   Director         84/02/29          Ip          22517    330 
24X   FUhe    50-361,84/02/29.3403060315 

6403300175   DUcutses    040217     immediate    notifitation    that    ESF    actuated, 
pur     IQCfRSO   7SU»(SH11)    Pniuer    supply    failure    did    nut    result 
in    emergency    feeduater   actuation    »ys    channel    trips   No   LER 
rept   uirlttetl.per  NURES-1032 

HflVNES.  J  G        Southern   California   Edison  Co         B4/03/12  Record 

Services   Brancf.    (Document    Control    Desk)         2pp        226W   325        24 X 
Fiche    30-362,94/03/12,3103200175 


B403O9Q303  Public   version   nf    dutg   roster    far   First  Quarter    1904, 
reflecting   nuclear   generation    dept    on   call    emergency 
positions  &    public    info   site    coordination   position  U/ 
JM   Felton  release   memo 

GIBSON,  M    0         Alabama    Power   Co         63/12/22         4pp         22M4    31E         24X 
Ficho   90-34B.83/12/2S,  B4O309O303 


Public   version   of*    l^ai   eraergencu    on-tall    coverafl"    sc 
di    part    of  Emergency    Plan    Implementing    Procedure  OD-E  IP-Ill 
H/B40106   Itr    tt  JM  Felton   ralease    memo 

RQDERT3,  F!   0         Alabama   Power   Co         83/12/29          ISpp         HSBOB   22B 
Fiche    90-340,  83/12/37.  B4032BO19B 


640323010?  public  version   of    temporary    change   notices    for    emargancij 
plan    implementing    procedures,  inc  lud  ing    Procedure   QO-E1P-101 
re    nuclaar    generation   dept    corporate   ernDrgoncij    operation   W/ 
S4O126   Itr   t>  M  Felton   040332  release  memo 

GIBBON,  M   D    ,     MUDD.C    H         Alabama    Pouier   Co         84/O1/26         20pp 
32312   001         24X   Fiche    50-34B,  S4/01/2J,,  8403BB0109 

B40213Q40O  Forujardl    IE  SBfaguards    Imp   Repts    30-348/04-02   d 
30-364/84-Oa   on   040116-20    No    violations   noted 

VERRELLI.D  H       Division   of  Project    t*  Resident   Programs        34/02/08 
MCDONALD,  ft  P        Alabama   Power    Co        2pp        22303  291        24X 
Fiche   90-34B,  04/02/00.  B40213D400 

--B402130404    IE  Safeguards    Insp   Rapts   9O-  348/84-02  &   50-364/84-02  on 
B4011&-20  No  violations    noted   Major    areas    Inspected    security 
organliatlon,  beit  ing    &  maint  b   pngsical    barriers    Details 
withhold    Cruf    1OCFR2  79O  J.   73  21  1 

MOORE,  D,E        Region   2,    Office   of   Director        04/03/02         Ip 
33203    253         24X   Fiche    SO-31Br  B4/O2/00,  8403130400 

B403t&0l42   Faruards    IE    Ins?    Rept*    30-34B/84-01    t.    30-3M/S4-01    on 
84O110-19NO   violations    or    deviations    identified 

VERFi£LLI,D   M         Division    of   Project    b   Resident    Programs         04/08/19 
MCDONALD,  R    P         Alabama    Power    Co         2pp         22633   323         24  X 
Fiche    3O-3434  04/02/15,  8403160149 


B40319037&   PNS-V-B4-004    on    B40314.  1  icen*BB    tiatifled    that    results    of 
chemical    te«t*   performed    on    contractor    emplnijies    sutpe-cted 
of    poiiession    or   me    of   cnntrolled    substances   uhlle   onilte 
Indicated   positive    lit    tui>    of    four    tests 

SCHUAH,  C    A         Region    5,     Office    of    Director          B4/D3/1S          Ip 
224i73    216         24K   F|ch»    30-304..  H4/O3/1  5,  91031 -JO376 


— aiO316Q14o    IE   In*p    Repts    90-340/0A-01    b   30-364/04-01    on    840118-19  No 
violations    or    deviations   noted    Major   areas    Inspected 
emergencg    preparedness    area    of    protactlv-a    action 
decis  ionma ting 

CLIME. M        Region   2.    Office    of   Director        94/02/15,       4pp 
22693    327        24X  Fiche   SO-348, 84/03/13, B4O3160143 


B4O327D219  Part    21   refit   re    broken    contact    carrier    in    control    device    oF 
7   9   W-15   IV, 500-730  HVA,  5   W   330-3,  OOO  fc   all   HH.V   circuit 
breaVsrs    Initially    reported    on   B30SS3  Addenda    to 
Installation    t,  malnt   pcocedurea    sent    to    a ff acted    units 
DUVALL,  D   B         Drown    Unverl     Corp       taubs       of    Brown    Doveri    *"    Co    .     Ltd     ) 
34/03/19  Record    Services    Branch     (Document    Control    Deskl          5pp 

22772    111         34X   Flche    50-000,64/03/19,8403370217 

B40327O1&4  LEH   64-004-00   on    040222, three    safety    injection   pumps    ttsrteO 
d    injected    130  gallon!    of    water    into   SCS   Caus-ed    hij    dirtH 
contacts    on    relaij    hold    pushbutton   Contact*    cleaned    M/B40322 
Itr. 

HAYtJES,  J   G         EouUern   CallPor-nla    Edlsnn    Co         64/03/22         3pp 
22766    QSS         24X   Flche    30-363,  S4/O3/22,  8403S701&4 


X      Onsito   Storage   of    Lou  Level    Waste 


3403060363  For  wards    program   description    far    uiaste    classification   &   form 
to    be    used    to    implement     10CFR61    fc    10CFR2O   311    requirements 
re    land    disposal    of    raduaste    b  stds    far    protection    from 
radiation 

HEDFORD.M  O        Southern  California  Ed t son   Co        84/O3/O2 
EISENHUT,  D   0        Division    of   Licensing         E-pa         23518  207        24X 
FlcJie    50-2O6,  84/03/03.  6403060363 


B40329001«f   Forwards    IE    Insp    Repts    SO-34B/B4-04   &    30-364/84-04    on 
B40131-0302    No  violations    or    deviations   noted 

VERKELL1,D  H        Division   of  Project    b  Resident   Programs        04/02/39 
MCDONALD, R   P        Alabama   Power    Co        2pp        32806  SO?        24X 
FUhe   30-348,84/02/29,  8403290019 

— B403290027    IE   Imp    Repts    50-340/04-04..  t.,50-364/04-04   on   840131-0202  No 
violations    or    deviations   noted   Major   areas    Inspected 
emergency    eieiciie 

DECKER,!  R       Region   a,     Office    of    Director        04/02/H7        7pp 
S2Q06   211        34X  Fiche   30-348,  84/02/29, 8403290019 

6403090077  Forwards   addl    fees    For  applications    for    fire    protection 
rvvieut    ti  approvals 

CLAYTON,  F  L        Alabama    Poiuer    Co        B4/03/01         MILLER,  M  0        License  Fee 
Management    Drench         Ip        22S39   297        34X  Fichu    90-34B,  B4/03/01 . 
8403060077 

8403160334  Notifies   of    fire    protection   workshop    on  840316    in    Rtgion    II 
ofc    to    discuss    <iuestlons    re    App   R    requirements   tt  results    of 
recent    App    R    inspi 

LEWIB-R   c        Division   of  Project  h   Resident   Programs        B4/03/D2 
HC DONALD, R    P        Alabama  Pouer   Co         Ip        22660    192        24 X 
Fiche    3Q-34.B,84/03/02.B4O31603S4 


DOCKET    30-364    JOSEPH   M      FARLEY    NUCLEAR   PLANTr     UNIT   2 
P      Security,    madic^li     emergency    &   fire   protection    plans 

840314021B  Public   version    of   Rev  2B    to  Emergency    P  Un    Imp  1  Bmetitlno 
Procenure   FMP-D-EIP-OOB,     "Svc    Bldg    TBl«p^one    Blrectory    " 
H/B30704    Itr  &  JH  Feltcn    840312  release    memo 

HUDBPEIH.J   B        Alabama    Poiuer    Co        B3/O7/01         77pp        3263B    157        24X 
Flche    50-34B,  B3/07/01.  B4031403I2 

8403140210  Public   version    of   Rev  4    to    Emersancy    Plan    Implementing 
Proicedui-e  CO-EIP-11I.     "Corporate   Activation   tc  Notification 
Procedures    "  H/631023    Itr    t,    JM  Felton  B40312   release   mo  mo 
CLAYTON.  F.  L    ,     MCCOWAN.  O    W         Alabama    Pouar   Co         93/1O/23,        £2pp 
22638   237         34X   Flch*    3Q-34B, B3/10/25,  S40314021O, 


8403230339  Forwirds    comments    on   detailed    control    room  design   rtvleu 
program   plan, p»r   031031    submlttal    Plan   do**    not    comply 
fully   u/Buppl    1    to    NUREO-0737  requirement*. Recommends 
meeting    In   Mir    or    Apr    19B4 

VAROA.B  A        Operating    Reactors    Branch    1         04/03/09.       CLAVTON.F  L, 
Alabama   Power  Co         17pp        2E807  S9B        E4X    Fiche    30-348,84/03/09. 
840333032? 


04Q3290078  Ack   receipt    of  840308    Itr    informing    NRC    of   »t«ps    takin   to 
correct   violations    noted    in    IE    Imp   Repts    SO-34B/B4-03   b 
B 0-364/84-03 

VERRELLI.O  H        Division    of   Project   !•  Resident   Praoramt        04/03/14 
MCDONALD, R   P        Alabama  Pouer   Co        Ip        K2BOa'311        24X 
Fi-che'  50-3-1B,  84/03/14,  B4032<?0078 

—6403390103    IE   Insp    R»pts    SO-348/04-03  t  30-364/84-03  on   B40111-020S 
Violation    found    failure    to    implement    procedures    for    control 
of   malnt   activities 

0RADFOHD.HH        Region   2,     Office    of   Director.       84/02/13        Bpp, 
22806  317        34X   Fiche    30-343,04/03/14,9403290076 
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J      Insurance   d    Indemnity    Information 


B403D60448  Forwards    Endorsement    38    to   NELIA  Policy   NF-23B 
QUCK.J    R         Marsh    *    McLennan.      Inc          84/02/38         BALTZHAN,  J 
Director    for   state    I>  Licensee    Relations         2pp         32318  22Q 
FIchB     30-348,94/02/28,  04030604-13 


Assistant 
34X 


8403130031    Supplemental    application    for   amand    to   Licenses   NPF-2  b 
NPF-B.     changing    Tech    Spses    3/4   7    7   Si   3/4   7   9   re    control    room 
emergency   ventilation    sys    &    penetration    room   filtration 
sys, respectively    tt   deleting    3/4   9    14  re    bypass    piping 
CLAYTON,  F   L         Alabama   Fouler    Co         84/03/01         VAROA.  8   ft         Office    of 
Nuclear    Reactor   Regulation,     Director        Bpo        23619  001        24 X 
FUhe    50-34B.B4/03/01, 8403110031 


840314-00^4   Forwards   Endorsement    4    to   NELIA   Certificate   N-13    correcting 
nam*    of    insured   on   Endorsement!   3  t   3 

DUCK,  J   R         Marsh    <•   McLennan,      Inc          B4/O3/03         SALTZMAN, J         Assistant 
Director    for   Statt   i.   Licensee   Relation*        2pp        32634    162        B4X 
Ficht    SQ-34S, 84/03/03,8403140044 


— 9403130030   Proposed    Tech    Specs    3/4    7   7   t,   3/4    7   8   re   control    roam 
emerBencg    ventilation    sys    &   penetration   room   filtration    sys, 
respectively 

*      Alabama    Power    Co         B4/03/01          14pp         32615   009        24X 
Fiche    30-348,84/03/01.8403130031 


B4Q32B0053  Forwards    Endorsements   19   t.   SO   to   MAELU   Policy    MF-93  t< 
Endoraement*    59  ti   60    to   NELIA  Policy    NF-23B 

DUCK,  J  R        Marsh    (.  McLennan,     Inc         84/03/30        8ALTZMAN,  J        Assistant 
Director    for   Statt   &   Licensee   Relations         Spp        22777   OO1         24X 
Ficht    30-349,84/03/20,8403280033 


9403130433   Application    for    amend    to   Licenses    NPF-2   t   WF-8,  ma  t  ing    Tech 
Specs   administrative    changes    NSKC   determination   requested 
CLAYTON, F  L        Alabama  Power    Co        B4/03/O1        V  ARC  A,  8  A        Office    of 
Nuclear    Reactor  Regulation'     Director        3pp        32613  336        24X 
Fiche    3O-34B,  84/03/01,8403130433 


P      Operating    license    stage    documents    (c   correspondence 

8401120394  Forwards   Amands    37    t,  37    to   Licenses    NPF-2   &  NPF-B, 
respectively   &  8ER   Amends    alloui   operation   w/slightly 
positive   moderator    temp    coefficient    at    lou   power    levels    Si 
Increased    hot    channel    factor    limit    beloui   full    power. 
REEVESrE  A        Operating    Reactors   Branch    1         B3/12/30.       CLAYTON,  F  L 
Alabama   Power   Co        2pp.       21776,274        24X   Fiche    30-348,  83/1 2/30, 
9401130994 

—  B40112O397  Amands    37   b  27    to    Licenses   NPF-2   t,   NPF-9, respec tl vely, 

allowing    operation    u/slightly    positive    moderator    temp 
coefficient   at    low   power    levels    d    increased    hot    channel 
factor    limit   be lou    full    power 

VAROA, 8  A        Operating    Reactors    Branch    1         B3/12/3O         ISpp 
3179i   376         24X    Flehe    80-348,83/12/30,8401130394 

—  8401120600  Safety    evaluation    supporting    Amends    37  b   27    to    Licenses 

NPF-2  b  NPF-B,  respectively 

•      Office   of  Nuclear    Reactor  Regulation,    Director.       B3/12/30        4pp 
21796   294         24 X    Fich*    30-348,83/12/30,8401130394 

64Q301O117   Partial    response    to    FOIA   request    for    documents    by    named 
Individuals    re   rep ts,  analyses, studies, procedures   &    sy*    for 
maasurament    of   RCS    leakage   App   B    documents    placed    in  PDR 
App   A    document*   already    available    In   PDR    Search    continuing 
FELTON,  J  M        Division    of    Rules    and    Records        84/01/23        MADDEN,  T  J 
Kag»j     Scholer,    Plerman,     Hays    t<  Handler        7pp        224BO  036        24X 
Flcha    30-000,84/01/28,8403010117 


— B403130463  Proposed    Tech    Bp ecs, provid ing    administrative    changes 

#  Alabama   Power   Co        84/03/01         lOpp        22613  33B       34X 
Fiche    50-34B,  B4/03/01,  S4O3130455 

B4030BOOB1    Forwards    corrections    to   Tech   Spec    pages    for  moderator    temp 
coefficient    at    lou   power    levels    submitted   831013  which 
contained    typographical    errors 

CLAYTON, F  L        Alabama  Power    Cn        B4/03/02        VAHOA,  a  A        Office    of 
Nuclear    Reactor   Regulation!     Director        Ip        22399  253        34X 
Fiche    50-348,  B4/03/02,  81030BOOB1 

— 84030BOOS6  Corrected   Tech    Spec    pages    for   moderator    temp    coefficient   at 
lou  pouier    levels 

*  Alabama    POIUBT    Co         B4/03/02         4pp         32B59   239         24X 
Fiche    50-34Bi  84/03/02,  B4O30B0081 

9403080146  Forwards   response    to  NRC   B40104   request    for  addl    info   re 
utll    S3 1230   application    for    change    to   diesel    generator/river 
mater   Tech   Specs 

CLAYTON, F  L        Alabama  Power    Co        B4/03/02        vAROA, S  A        Operating 
Reactors    Branch     I         Spp          33339   283         24X   Fiche    50-34B.  B4/03/02, 
B4030BO148 

B4030B013B  Application    for    amend    to   Licensas   NPF-2  tt  NPF-9,  re  vising 
Tech    Specs    re   meteorological    monitoring    Instrumentation 
Change    Includes   air    temp    difference    to   conform  w/STS 
CLAYTON, F  L        Alabama  Pouier   Co        94/03/02        VARQA,  S  ft        Office    of 
Nuclear   Reactor   Regulation,     Director        2pp        22339    143        24X 
Fiche    50-34B,  B4/03/02.  B403O80158 


-- B011O70S22  Summarizes   rtsults    of    Independent    evaluations    of    primary 
sij-s    leak    ratt   !>   some    considered    eitenslons   Extension    of 
specific    evaluations    to    all    PUR    facilities    recommended 
Draft    procedure    re    evaluations    ull'l    be    submitted    by    600913 
JORDAN, E  L        Division    of    Reactor   Operations    Inspections        80/OB/31 

MOSELEY,  N  C        Division    of    Reactor   Operations    Inspections         llpp 
3S48O  266        24X   Fiehe    90-000,84/01/23,8403010117 

— B403O10129  Table    of    "Pressuri ter    Design    Data    "   Related     info    encl 
•      Alabama   Pouier    Co        84/01/23        46pp        22480  033        24X 
FlehB    30-000,84/01/25,8403010117 

B40302O196  Responds    to    utll    930113  request    for    eiemptlon    from    10CFR20 
r«    protection    factors    for    respirators    Exemption   would    allow 
credit    far   radloiadlne    protection    factor   while    employing    MBA 
4- 1 6220  OMR-l   canister  Review   continuing 

VAROA, B  A        Opiratlng    Reactors   Branch    1         B4/02/17        CLAYTON, F  L 
Alabama   Poucr   Co        Spp,       22491    130        24X    Fichu    30-348.64/02/17, 
B40302O136 

B403010210  Notification    of    B4022B  meeting    w/ufcll    in   Bethesda.MD    to 
ravlaui    changes    to    licensing    amend    schedules    for    17B4 
AEEVES.E        Operating    Reactors    Branch    1         B4/02/22        VAROA, B  A 
Operating   Reactor*    Branch    1         2pp         22479    197        34X 
Fich«' 30-34B, 84/02/22,  B403010H10 

B4O30703S9  Notification   of    cancellation    of    B40228  meeting    w/uttl     in 
BtthvsdarHD    to   discuss    proposed    changes    to    licensing   amend 
schedule*    for    1984. 

REEVES, E,       Operating    Reactors    Branch    1         84/02/22        VAROA, S  A 
Operating  Reactori   Branch    1        2pp       22S&4   149       24X 
Fich*. 90-348, B4/02/22,  B4Q3070399 

S4O30SO44.0  Notification    of    B4030B  meeting    w/util    in   Bethesda.MD   to 
discus*    proposed    changes    to    licensing   amand    schedules    for 
1984 

REEVES,  E        Operating    Reactor*    Branch    1         84/OB/29        VAROA, 6  A 
Operating    Reactors    Branch    1         4pp        22491,200        24X 
Fichu.  30-34B, B4/02/2B,  H4030BO440 


— S4030BO199  Proposed    changes    to  Tech   Specs    re   mecaorolog ica 1    monitoring 
Instrumentation  Change    Includes   air    temp    difference    to 
conform  tu/BTS 

«      Alabama   Power    Co         84/03/02         9pp         22039    147         SIX 
Fichu    30-348,84/03/02,8403090138 

B403210199  Requests    Identification    of    any    potential    problems    in 
completing   NUREfi-0737    Items    bg   Sept    19B4  Response   requested 
within    30  days    of    Itr  receipt 

VARDA,  8   A        Operating   Reactors  Branch    1        84/03/03       CLAYTON,  F  L 
Alabama    Pouiev   Co        2pp         32709   176        B4X  Flcne    30-34B,  B4/03/02, 
8403210193 

Q4030B027S    Informs    of    delay     In    responding    to   640217   request    for   addl 
Info   ra    Iodine    filter   respiratory    protection    exemption 
request    Repriopi  tilation    of    request    to    10CFR20,  App    A, 
footnote    <c>    to   6-month    interval    requested 

CLAYTON. FL        Alabama  Pouier   Co        B4/03/OS        VAROA.8A        Office    of 
Nuclear    Reactor   Regulation,     Director        Ip        32337  294        24X 
FlchB    30-348,94/03/03,  B4O3O80S72 

B 4 032603 26  Forwards    corrected    Tech    Spec    pages   re   reactor    trip    sys 
instrumentation    »*tpoints    contained    in   Amends   37  &  37    to 
Llcanaa*    NPF-2  &  NPF-B,  respectlvelyi  issued    on   B31230 
REEVES.  E  A        Operating   Reactors   Branch    1        84/03/08       CLAYTON,  F  L 
Alabama    Pouer  Co        2pp         22779  296        24 X  Fiche    90-34B,  S4/03/OB, 
8403260326 

— 8403260329  Corrected    Tech    Spec    pages    to   Amends    37  ti  27    to   Licenses 
NPF-2   d  NPF-Bi  respectively,  re  reactor    trip    sys 
Instrumentation    setpolnti 

*      NRC   -  No   Detailed   Affiliation   Olven        84/03/08        4pp 
22773   298        24X   Fiche.  SO-348,  84/03/OB,  8403260326 

8403260227   Application   to    amend   Licenses   NPF-2  &  NPF-8.  cnnsl  sting    of 
corrected   Tech    Specs    incorporating    positive   moderator    temp 
coefficient   at    low   pousr    levels  &   increased    enthalpy   hot 
channel    factor    limit   beloui    full    pouier, per   831013   submittal 
CLAYTON, F  L        Alabama  Pou>»r    Co        84/03/22        VARGA,  8  A        Office    of 
Nuclear    Reactor   Regulation,     Director        Ip        22756  072        24X 
Fiche    30-34B,  84/03/22,8403260227 
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— B4Q32i023l4  Corrects!)    proposed    Tech    Sp»cst  i  ncnrpo-rat  Ing    moderator    ten 
coefficient   at   lou    pouer    level*   &    increased    enthalpy    hot 
cdaniiel    Factor    limit   below   full    pour«r 

»      Alabama   Pouter    Co         B4/O3/22          lOpp         22756    Q73         24X 
Ft  the    3Q-34B,  B4/03/22,  3403260237 


B40209000B    IE    Info  Notice    84-16,     "Failure   of  Automatic    Sprinkler   By* 
Valve*    to  Operate    "    Bvc    list    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness   it  Engineering 
Response    (Post   B3O103)         B4/03/OS,  Coniol  idated    Edison    Co      of  Neiu 

York.     Inc.       122pp         22553   0^8        24X    Fiche    30-OOO.  84/03/02,  B40B09000B 


B4O32BQ037    Application    for    amend    to   Licenses    NPF-S   &   WF-S.  c  hang  1  nj 
Tech   Bp-ecs   36171,46    172  rs   containment    venting    Valves 
will    b«    used    for   »af  e  tij-r  8  lated    fl-ppl  leaticns    of    containment 
prnnur*    f"  radiological    control 

CLftYVONjF   L         Alabama    Power    Co         84/03/S3         VAFICA,  8  rt         NHC    -   No 
Detailed    Affiliation    Olven         Bpp         22777   019         2*X 
Fiche    SO-34S.B4/-03/23.ai032B0037 


— B4D32BQO<14   PropasBd    cftang 
containment  vnntlna 
*      Alabama   Pouer   CD         64/03/23 
Fiche    50-310,34/03/23.  B4O32BO037 


to   Tech    Specs   3   t    1    7   Si 
4pp         22777   017 


4    6    1    7    2   re 


B403300O77    Foruiards    su-ppl     to    B403I9   hydrostatic    testing    rellaF    request 
Tt   replacement    of   feedwater    to   steam    generator    nc-iile 
r-iducer*    Amend    include*  melding    necessary    to   complete 
realignment   at    feedu-ate<r   Line   C 

CLAYTON.  F    L         Alabama    Power    Co         Bt/O3f36         vARGA,  3   A         Office    of 
Nuclear   .Reactor   Regulation.     Director        3pp        22632  084        24X 
Flche    SO-34B,B4/03/2i6.B4033t>0077 

Q      Inspection  reports.     IE   Bulletins    (J   corresp  nndenc  e 

S40213O400   Forwards    IE  Sflfeouards    Insp   R»pts    50-316/64-02   Si 
50-364/94-02  on   8401  li  -20  Ho    violations    noted 

VERRELLliD   M         Division    o-f    Project    &   Resident    Programs         84/02/08 
MCDONALD,  n    P         Alabama    Pnuier    CD         2pp         S22O3   251         BOX 
Flche    gO~34B,  84/02/06,9402130400 

—  B403130404    IE   Bafuguardi     Imp    Repts    50-348/B4-OS    tc    50-364/84-02    on 

B40116-S1>  Mo  vioSatipm    noted  H*jor   areas    Inipfcted    iscuriti; 
organnat  Ion.  teitinj    t-   malnt  &    physical    tjrrlBTi    Dataili 
ultnhvld     (rsf    10CFR2    770   i    73   2  1  ) 

MOQnE.B  E        Rtoion  2.    Off  leu  of    Dirt>ctor        MCOUIRE,  D  R        Dlviilon 
of   Emer^encij    Preparedness    (.  Material!    Safety        84/03/02         lp 
22203   253         24X    Flche    50-34B.S4/O3/OB,  B40213O40& 

6403160143   Foruardi     IE    Imp    Repta    SO-34B/94-O1    t,   SO-3b4/B4-OI     on 
B4011B-I1?  Na  violations    nr    deviations    Identified 

VERRELLI.D   M         Division    of    Project    (.   Retldint    Program*         B4/OS/13 
MCDDNALD.R   P        Alabama   Pouer    Co        Hpp        22653    323        HflX 
FithB    50-34B,B4/Oa/15.a4031A0142 

—  8403160146    IE    Imp    Reptt    5D-34B/B4-01    &    50-3A4/S4-OL    on    B401  1B-19    Ho 

violations    or   deviations   noted   Major    areas    inspected 

emergencij    prupareane  1  1    area   of    protective   action 

dec!  ilonmak  ing 

CLINE.  W        Reglcn    2.    Office    of  Director        JENKINS.  Q  R        Division    of 

Emarjentij    Preparednesi    f.  Materials  Safety         81/O2/IS        4pp 

22659    327         24X    Fichf    50-343,  84/02/15,  B403160142 

B401190072    IE    Info    Matte*    B4-13,     "Potential     DBficlenci/    in    Motor 
OpBTdted   Valve   Control   Circuits  !<  Annunciation    "   Bvc    li-it 
ant! 

JORDAN,  E  L        Division   of    Emergency    Proparednei  t   &  Engineering 
Response     (Pose    B301031          B4/03/2B  Contolldated    Edison    Co.     of   N»ui 

Yorli     Inc          llSpp         SS<)0?    339         24K    Fiche    SO-CQO,  B4/O2/2B,  B4OI  I90O72 


Office    of 
24X 


Forwards    summary    of    identified    technical    evaluation    rept 
deficient  lei    re   environ    qualification  of    saf  «  tij-re  latad 
eUttrlcal    eq.ulpniEn  t,  def  1  ned    by    IE   Bulletin    7<?-OIB    k 
MUREO-OSB8,  rsapec  t  i  velij   £ncl    ultbhelif    (ref    10CFH2   790) 
CLAVTON,  F   L         Alabama    Pouer    Co         B1/02/21?         VAROA.B   A 
Nuclear   Reactor  Regulation,    Director        4pp         22519   O3A 
Fich»    50-348.B4/OB/29.8103060125 


a  4  0339001?   Forwards     IE    Insp    Rept!    50-349/84-04    tc    SQ-3M/B4-O4    on 
840131-0202  Wo  violations    or    deviation*   noted 

VEHRELLI.D   M         Dlvlilon    of    Project    &    Resident    Program          B4/02/2? 
MCDONALD.fi  P        Alabama   Pouer    Co        2pp        2B80&  209        B4X 
Flche   90-348,84/02/27,840329001? 

-B40331?0027   IE    Insp   Repts    BO-34B/B4-04   Jf  30-364/B4-04   on   840131-0202   Wo 
violations   or   deviations    noted    Major    area*    Impacted 
(mirgenc^   eiercise 

DECKER,  T  R        Reg  ion   a.    Office    of   Director        JENKINS,  0  R.       Division 
of   Emtrg-Bncij    Preparednrss    h   Material*    Safety         84/02/27         7pp 
32806  211        S4X  Fiche   30-348,  B4/O3/29,  B4O32'?001? 

S4020?0007    1C    Info   hlotlct    84-14,    "Highlights    of   Recent   Transport 
Regulatory   Revs   bij    DOT  U  NfiC    "  Svc    list    end 

QRrtCE,  J  M        Diviilon   it    QAi     Safeguards    &    Inspection  Programs    (Past 
B30103)        S4/O3/03  Conto  1  idattd   Ediion   Co      of    N*w  Yarl,     Inc 

130pp         H2532   329         24X    Flchfr    M-000,  B4/03/O2,  B4020900O7 


940209000?    IE    Info   Notice    91-13.     "Reporting    of    Radiological    Releases    " 
Bvc    list    encl 

JORDAN, E  L        Division    of    Emergency    Prepar«dness  b  Engineering 
Response    <Poit   B30I03h         B4/03/O2  Consolldatid   Edison    Co      of  Niu 

Vorfc,      Inc          U-?pp          22993   Si?         24  X    Fich«    90-000,  B4/03/02.  B402090009 

8402090011    IE    Info   Notice    84-17,     "Problems   U/Llquid   Nitrogtn   Cooling 
CompBUvTits    Del 014  Nil    Ductility   Temp    "    Bvc    llmt   encl 
JDRDANi E  L        Division    of    EfflDrg*ncg    Preparedness   &  Engineering 
Responie    {Past   830103)         B4/03/O5  Consolidated   Edison    Co      of  Miui 

Yol-ki     Inc         117pp         2S9S3   336        24X    Ficha    50-000.  B4/03/05,  B40209001 1 

B403160237  Ac  I    receipt    of    B4022B    Itr    informing    NRC    of  steps    taken   to 
correct   violations    noted    in    IE    Imp    Repts    90-34B/B3-33   & 
SO-3ii4/B3-31 

LEUIS.fi   C        Division    of    Project   b   Resident   Program*        B4/03/05, 
MCDONALD,  R    P        Alabama   PDUBT    Co         to        22660   ZBO        24 X 
Ficha    30-348,64/03/03. B4031A0237 

— 8403160269   Responds    to  WRC    84OS03    Itr    re    violations  noted    in   IE   Insp 
flepts    SO-34B/B3-33    8<  30-364/63-31    Corrective   action* 
personnel    counseled    on    importance    of   adhering    to    procedures 
CLAYTON.F  L        Alabama    Pouer    Co        B4/02/SB        LEWIS,  R   C        Region  Si 
Office    of    Director         4pp         2266O-2B1        24 X    Fiche    90-348.  84/03/09. 
8403160257 

— S4D31&0272    Furuards     IE    Insp    Rvpts    30-349/83-33   &   50-364/B3-31    on 
B311 1S-B40110  IE   notice    of    violation 

LEWIS . R  C        Division  of    Project    &  Resident    Programs        B4/02/03, 
MCDONALD,  Ft    P         Alabama    Pouer    Co          2pp          22660   2B3         E4X 
Fiche    50- 34B.H4/03/05,  S40316O257 


--S4O3160277    Motlce    of    violation    from    Insp    on  S31B11-8401 10, 

»      Region    B,     Office    of    Director         84/03/09        2pp        ^2660  287 
Fiche    90-34B.  B4/03/OS,  B403  160237. 


24K 


—8403160284    IE    Insp    Repts    30-31B/B3-33   t.   SO-364/B3-31    on   B312U-B40UO 
Noneompliance   noted    failure    to    fol  lout  procedures    h 
failure    to    establish    corrective    measures    to    Insure    eve 
Mater    valve   MOV1   936  remained    open    to    supply   Train  B 
BRADFORD.  W  H   .    HULAND.  W   H        Region   B,    Office    of   Director 
CANTRELL.F   B        Division    of    Project   l>  Resident  Programs        B4/01/30 
lOpp        22660.  2H9        24X    FU  he.  5O-34B,  B4/03/OS.  B403160297, 

B4O2O70OB4    IE    Info  Notice   34-O9,R«v    1.     "Leasons   Learned    From    Insps    of 
Fir*  Protection   Safe    Shutdown    B^t    ''    Svc    list    »ncl 
JORDAN- E  L        Division   of    Emergency    Prejuredness   t.  Enginterlng 
Response    (Post   H3O103)         S4/03/O7  Consolidated    Edison   Co      of  Neu 

VorH,     Inc         llBpp         B263S    049        34X    Flche    30-000,  S4/03/07, B402090024 

B4020700ae    IE    Info  Notice   84-1S,     "Stress   Corrosion   Cracking    in  PWR 
8ui    "   Svc    I  1st    ancl 

JORDAN. E  L.        Divlsioti   of    Emergencu    Preparedness   b  Engineering 
Re>aptin*e    (Post   B3Q103)         G4/03/07  Consolidated   Edison    Co      of  Neu 

York.     Ine         UBpp         32584    186        34XFiche    30-000,  B4/03/07,  B402090028 

B403S70319  Respond*    to    IE  Bulletin    B3-O7.     "Apparently  Fraudulent 
Products   Sold    by   Raij    Miller.  Inc.  "    Results    of    revleui  should 
only   Mestlnghouse    supplied    equipment    utlliilng   Ray   Miller 
components   Liit    of    3O   vendors    c-ontac  ted    end. 

CLAYTON.F  L        Alabama    Pouer    Co        H4/O3/09        O'REILLY,  J.  P        Region  2, 
Office    of   Director        3pp         22803   OA7        SAX   Flche    90-34B.  B4/03/09, 
840339031  •? 

Q402D90O31    IE    Bulletin    84-62,     "Failure*    of    OE  Tgpt   HFA  Relays    in  Us*   in 
Clas*    IE  Safety   Sys,  "    Svc    list    encl. 

DEVOUNO.R   C        Director's    Office,    Office   of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   Neu   York.     Inc 

134pp        22823  O94         S4X   ficfie'  9O-000,  84/03/12.  B40Z090O31 

B4O3S70D7B  Act    rectlpt    of   340308    Itr    informing    NRC   of   steps    taken   to 
correct    violations    noted    in    IE    Ins))    Repts    30-34B/B4-03  & 
30-364./84-O3 
VERRELLI.D  H        Division    of   Project    !<  Resident   Programs.       B4/03/14 

MCDONALD,  R  P        Alabama  Pouer    Co         lf>        2E804  311        S4X 

Ficha    00-348,84/03/14.  B403E9007B, 

— 84O3Z900B4   Responds    to  NRC    B40Z13    Itr   re    violations   noted    in   IE   Imp 
Rejits    9O-34B/84-O3   d   5O-364/S4-03   Corrective   actions 
responsible    personnil    inetructtd    to    Implement   procedures    for 
control    of   malnt    activities 

CLAYTON, F.L        Alabama   Power   Co         B4/03/OB        VERRELLI.D  M        Region 
S,    Office    of    Director         Spp         22606:312        24 X  Fiche1 30-348, 
84/03/14, B40329007B 
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— 840337008?   Forwards     IE    Insp    Repts    5Q-34B/B4-O3   t    30-361/04-03    on 
B4Q111-O20S  b  notice    of   violation 

VEHRELLI.D  M        Divtilon    of    Project    Si  Resident   Program*        B4/Q2/13 
MCDONALD,  R  P        Alabama    Power  Co        2pp        22B06  314        34X 
Fiche    30-348,84/03/14,9403290078 


— B4O3260265  Order    confirming     licensee    commitments   on  emergency    response 
capability    requirements    set    forth    in  NUREG-Q737.  Suppl    L 
(Ooneric    Ltr    02-33) 

EIBENHUT,  D  0        Division    of   Licensing        84/02/81  Georgia   Poiuer 

Co         6pp         22763-182         34 K    Flche    30-321.  04/02/21.  B4032&0261    _ 


— 8403290096   Notica    of    violation    from    insp    on    840111-0203 

*       Region   2,     Office    Of    Director         84/02/15          Ip         22806    316         24X 
Fiche    30-340,04/03/14,9403290078 

— B403290103    IE    Insp    Rept*    30-34B/B4-03    (.    30-364/84-03    on    840111-0203 
Violation    found    failure    to    Implement    procedure*    for    control 
of    matnt    activities 

BRADFORD.W  H   ,    RULAND, W   H        R.gion   H,    Office    of    Director 
CANTRELL,F  0        Division    of    Project   &   Resident   Programs        84/02/1S 
gpp         22B06   317         24X    Fiehe    50-340,  B4/O3/14.  B40329OO7B 

B40209O043    IE   Info  Not  let   84-19,    "Tuio   Events    Involving    Unauthoriied 
Entries    Into   PUR  Reactor    Cavities    "   Bvc    ll»t    *ncl 
•J  OR  DA  Mi  E  L        Division    of    Emergency   Preparedness   &   Engineering 
Ruponse    (Pott   830103)         84/03/21  Consolidated   Edison    Co      of   New 

York.     Inc         123pp         22823   229        34X   Fiche    30-000,84/03/21,0403090043 

B40S090044    IE    Info  Notice.    B4-2O,     "8vc    Ufa    of    Relags    in   S»fe ty-Related 
Byi   "   Bvc   list   end 

JORDAN,  E  L        Division    of    Emergency   Preparedness    It  Engineering 
Response    (Post   830103)         04/03/21  Consolidated    Edison   Co      of  New 

York*     Ine          133pp,        33*933   001         24 X    Fiche    30-000,84/03/21,0403090044 

R.    Periodic   operating    reports   fc   related    correspondence 

8403300134  Monthly   operating  rept   for  Fab    1984  W/84O314   Itr 

HAIRBTDN,  W  Q   ,    CLAYTON,  F   L        Alabama   Poiuer   Co        84/02/29,       7pp 
23020.001        24X  Flche    30-3M.  84/02/29.  8403300134 

9      Reportable    occurrences,     LERs   b  related    correspondence 

B403010417   Forwards    revUed    LER   B4-002-O1    &  LER    04-003-00 

CLAYTQNrF  L        Alabama    Pouier   Co        B4/O2/27  Record   Services   flranih 

(Document   Control    Desk)  Ip         32434   O19         24X   Flche    SO-364. 84/02/27, 

84O3010417 

— 8403010422  LER   84-003-00    on   B40130,  reactor    tripped    due    to    low-loui    level 
ITI    mteam  generator    2C   Caused    by    cloiure    of   main    feeduater 
rsg-ulattng   valve   SC    due    to    Instrumentation   channel    spiking 
laui   NLP   card    replaced 

HAJRBTDN.  H  S,       Alabama    Power  Co        B4/02/27        2pp        a 2 434   020        24X 
Flche    90-344,84/02/27,8403010417 

— 8403Q1042B  Revised    LER   84-OOH-Ol-on   840124, hour  1 y    fireuatch    patrol    In 
train   B   auxiliary    bldg    battery    charger    room  not    performed    at 
specified    times    Caused    by    pertonnel    error   Personnel 
counseled   Si   ftreuatch    patrol    immediately    performed 

HAIBBTON,  M,  0        Alabama    Pouer  Co        B4/02/27        2pp        35434   022        24X 
Fiche    00-344,  04/02/27,  B403010417 


8403090067   Forwards    rev   to    physical    security    plan    Rev  ulthheld 
Iref    10CFR2   790  (.   73  21  )    Transmlttal    ack    «ncl 

BECKHAM.J   T         Georgia   Poiuer     Co         84/02/27         O'REILLV,  J   P         Region   2. 
Office    of    Director         2pp          2SS73   391         24X    Fichu    30-321,84/02/27, 
8403090067 

0403130163   Revs   6  li   7    to  Emergency    Plan    Implementing    Procedures 
HNP-SOOA,  Rev   9    to    HNP-B007    *   Rev   0    to   HNP-8043    ro 
decontamination    &    REV   B    to    HNP-4860,  HP-4B91 ,  HP-4S67, 4B6B    t 
4067  re    revelui  k   rev   to   emergency    plan  W/840306    Itr 

EORRELL,  E   C         Georgia   Payer    Co         04/03/02         124pp         2260O    132         24X 
Fiehe    30-321,84/03/03,8403130163 

B403130346   Advises    that  neit    annual    emergency    exercise  scheduled    for 
B40B02  State   of   OA   &    local    govts    do   not   plan    to    fully 
participate   Exemption   to    10CFR90<App   E  necessary    to  proceed 
w/exerclse   Reply    requested    if   date   d   eicrctse   acceptable 
BECKHAM.J  T        Georgia  Power    Co        B4/03/O2        DENTQN,H  R        Office   of 
Nuclear    Reactor  Regulation,     Director        Ip        226O7    149       34X 
Fictie    90-321,04/03/02,8403130346 

B4031&0180   Notifies    of   810316    workshop   meeting    to    discuss    10CFR50,App   R 
requirements   L   associated    itisp   results    to   resolve    fire 
protection  misunderstandings.  Number    of   attendees    should    be 
limited    to   tlx    duv    to   conference   room  size 

LEW1B.R    C         Region    2,     Office    Of   Director         B4/03/OH        KELLV,  R    J 
Oeorgla   Power   Co         Ip        22635  317        H4X  Flche    30-321,84/03/02, 
8403160130 

8403130004    Tranimlttal    b   title    pages    of    deleted    emergency    plan 
implementing    procedures,  including   HNP-1-4203  re    turbine    lube 
oil    reservoir   oil    fire  fc  HNP-1-4206  re    turbine    lube  oil 
conditioner   fc   storage   fire    W/B40306   Itr 

SORRELLiE   C        Qeorgia  Pouer    Co        04/03/06        12pp        22613    183        24X 
Flche    50-321,04/03/06,8403130004 

8403260190  Revised    emergency    plan   implementing    procedures,  includ ing 
Procedure    MNP-8033   re  quantitative    fit    testing,  Procedure 
HNP-4326   re    alert    emergency    rally    point    leader   &  Procedure 
HNP-0010   r»    use  &    care   of   respirators   W/B40320    Itr 

SQRRELL.E    C         Oeorg U   Ppwer    Co         84/03/20         114pp         327S8: 29O         24X 
Flche    50-321,  04/03/20,  840326O150 

B403300143  Rev  6    to    Emergency    Plan    Implementing   Procedure*   HNP   4736  & 
462A  fc  Rev  B   to   Procedure    HNP-0012  re   general    tc    site  area 
emergency    rally   paint    leader*   h  radiation  t   contamination 
surveys   M/840326    Itr 

80HRELL,  E  C        Qeorgia  Pouier    Co        84/03/26        119pp        22320   083        24X 
FiChB    30-321, B4/03/B6.840330O143 


J      Insurance,   tt   indifnnlty    Information 


B 4O 32*0 23 3  For ward I    summary    list   of    deficiencies    identified    per 
1OCFR30   99(i),Part   21    fc   potential    generic    Itr   rept*    for 
cammantt 
STAF)D9TECKIiR        Division    of    Project   b   Resident   Programs.       B4/O2/2B 

Region   1,    Office   of   Director.      7pp        82796  063       24X 
FUhf  30-000i  94/02/28-  9403260233 


DOCKET    90-3i6   EDWIN    I      HATCH  NUCLEAR   PLANT.     UNIT  2 

F      Security,    medical,     emergency    Ii   fire   protection   plans 

B403070282  Public   version    of   Rev  0    to   Emergency    Plan    Implementing 
Procedure  HNP-B161i     "Eberllne   Model    PCM-1    Portal    Monitor"    «• 
Rev    17   to  HNP-aOOB,     "Radiation   Work    Permit    "    W/B4O118    Itr    fc 
JM  Ftiton  830307  release    memo 

80RRELL,E  C. ,    NIX,  H  C        Qeoral*  Power   Co        B4/01/18        46pp 
22393:321        24X  Fiche. 50-321, B4/01 /IB,  B40309O282 

B4O3700339  Public   version    of    transmlttal    tc   title    pages    of    deleted 
Emergenco  Plan   Implementing  Procedures   HNP-B019,    "Insp   of 
Steel    H«dw*st*   Shipping    Drums"   tc  HNP-B-432,     "Handlint   1< 
Loading    of  Chem-Nuclear   Cash    "   W/840H9   Itr   *  B40322  memo 
BORRELLrE  C.  ,    NIX>H   C.       Oeorgla  Poiuer   Co        04/01/23        ipp 
22842:  306        24X  Flche, 90-321, 84/01/29,  6403300339 

B4O33&OS&1    Foruards    order    confirming    licensee    commitment    to    Implement 
poit-Tm-related    itmes    in   NUREO-0737,  Suppl    1    {Generic    Ltr 
8S-33ti     "Requirements    for    Cmergencij   Remponie   Capability    " 
STOCI,0,  F.       Operating    Reactors   Branch    4        04/02/21        BECKHAH.J. T 
etorgla   Power   Co        3pp.       22763   179,       S4X   Plche    90-321,  B4/02/B1, 
B4032&02&1 


8403060201    Forwards    Endorsement  83   to  NELIA  Policy   NF-B13 

DUCK.J  R        Marsh   t.    McLennan,     Inc        04/02/28        8  ALT  2  HAN,  J        Assistant 
Director    for  State    b  Llcentee  Relations        2pp        225 IB   187        24 X 
FUhe    30-321,  B4 /OB /2Br  0403060201 

8403280038   Forwards    Endorsements   B6   tc   B7    to   NELIA    Policy    NF-219    b 
Endorsement*   70  (c    71    to   MAELU  Policy   MF-7B 

DUCK,J  R        Marsh   &    McLennan,     Inc        84/03/21        SALTZMAN,  J        Assistant 
Director    for   Btati    fc  Licence*   Relations        9pp        22777  010        24 X 
Fiche   30-321,  84/03/21,  B4032B0038 

D      Advisory    Committee    on  Reactor  Safeguard*   reports   It  correspondence 

B4D2270263  Responds    to  FOIA  request    for  JC  Mark    8012O4  memo    to  ACRB  re 
hydrogen    burn  ui/tgnlters    fc    documents   concerning    generation, 
combustion   or   control    of    hydrogen    In   reactor   accidents 
Forwards   App    A   documents   App    B   documents    in  FDR 

FELTQN,  J  M        Diviilon  of   Rule*  and   Record*        B4/01/30       HI  ATT,  S  L 
Ohio  Cltiitns    for   Responsible   Energy        7pp        22412   091        24X 
Flche    30-000.84/01/30,8402270263 

— 8402270314  Forwards    sumnmry    of   investigation*   re    hydrogen    reeombinBrs 
Ii  relay    Failure*    in  HPCI    iys 

2UKOR,D   J        ACRB    -  Advisory   Committee   on  Reactor    Safeguards, 
BO/10/30        MDELLER.D  U        A.CRS  -  Advisory   Committee  on   R* actor 
Safeguards        4pp.       22412-086        E4X  Fiche   30-000,84/01/30, 
8402S70263 
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P      Operating    license   stage    documents    &   correspondence 

8401120436   Notification    of    6403 1-1  meeting   w/GPU,  Bechtel    &   Southern    Svct 
Co    in   Dethesda,HD   to    SlscuiB    equipment    qualification 
R1VENBARK.O   W         Operating    fteac tors    Branch    4         84/O1/09         BTOLZ. J    F 
Operating   Reactors   Branch    4        Sfff         21004    1O1        24X 
Flclve    SG-321.B4/01/O?,B401I20'J&& 

3403090187   Application    for    amend    tg    Licenses    DPD-97  J.  NPF-3.  revising 
Tech    Specs   re    lilted    TMI   Action  Plan    Items, per  Generic    Ltr 
B3-36 

BECKHAM. J   T         Georgia    Power    CD         B4/02/O6         BTOLZ.  J   F         Operating 
Rectors    Branch    4         Bpp         B3373   276         24X    Flche    =0-321.  B4/O2/Q6, 
0403090187 


— 8403090196  Proposed    Tech    Specs   re    Instrumentation   providing 
surveillance    Info,  post-ace  1  dent    sampling    tc   analyili   tt 
pos-t-acc  ident  jaonltarlng    instrumental  Ion 
»      Heorgia  Pnuer  Co        B4/Q-2/Q6        IBpp        32573  2S4        24X 
Fie  he- 30-321. 84/02/06, B4O3090IB7 


0403160326  Revleuis   340112  meeting    to    discuss    reiponsm    to   B31004 
request    for    add  1    Info    needed    to  review  QA   program 
description    List    of   nee  tins    attendees   encl 

LEWIS, R   C        Division   of   Project   &   Resident   Programs        B4/O2/09 
KELLY,  R    J         Georgia    Power    Co         3pj         23461    064         24X 
Ficha    30-331,81/03/09.64031*0224 


8403070291   Forwards    update  on    facilities    conf ormance   &    info    re   plans  tc 

schedules    for    any    needed  improvements   &   rept   re    vendor 

equipment    technical    info  program    by   Nuclear   Util    Task    Action 

Committee    on   Generic   Ltr  S3-2H, Sect  Ion   222 

QUCWA,  L   T        Qeorgla   Power    Co         B4/02/29         STOLZ. J   F         Operating 
Reactors   Branch    4        24pp         22536   OB?        24X   Flche    90-321,64/02/27, 
9403070251 

— 8403070233   "Vendor    Equipment    Technical    Info   Program,"    per    Qeneric   Ltr 
B3-23.Sactlon    2  2  S,  final    draft 

*      Nuclear    Utility    Task    Action   Committee        B4/02/29        63pp 
SH336    112         24X    Fiche    90-32:1 , B4/O2/2?, B4030702S1 

3103200003  Responds    to  84022?  request    for   addl    action    to    verify   aiptcts 
of    overhead    crane    design    at    fact  1 1 tg, per    NUREO-O612 
guidelines  Crane    safety   tt    reliability    satisfactory 
QUCWA,  L  T        Georgia  Power    Co        B 4/03/1 2        STOLZ.  J  F        Operating 
Reactors   Branch    4        2pp        32683  209        24X   Fiche    30-321,84/03/12, 
B40330QOQS 

B4032Q0262  Foruardi   SE  repti    on    metal  1 ographic    exam   of   metal    samplo 
taken    from  cracfted    vent   header, p«r   NRG   840206  meeting    u/ 
util.BWR  Regulatory   Flesponie    Group    ti   QE  Vent    header    cracking 
brittle    fracture    caused    by    injection    of    cold   nitrogen 
QUCWA.L  T        Georgia   Pouer    Co        B4/03/13        BTOLZ,  J  F        Operating 
Rnacttlrs   Branch    4         Spp        22671    102        S4X  Fiche    50-366, 84/03/13, 
0403200262 


E4Q30300B9  Discusses    analyses    on  22    safety    relief   valve    (BRV)    discharge 
lintn    per  62122?  request    to    address    queition*    ra  SRV   test 
program   per    THI    Item   II    D    1    Analyses    Indicate    supports   & 
piping    geometry   adequate 

OUCHA.L  T  Qiorgia  Power  Co  84/02/10  STOLZ,  J  F  Operating 
Reactors  Branch  4  Spf  22490  007  BIX  Flche  50-321.84/02/10. 
B40309D085 


B403150375  Qeneric    Ltr   S4-07    to    all    licensees    of   DWRs   re    procedural 
guidance    for    pipe    replacement    at   DWRa    Svc    list    encl 
EIBEMHUT,  DO        Dlviiion   of    Licensing        B4/03/14  Cainfnonuealth 

Edison    Co         20pp          22923   334         24X    Flche    DO-OOO,  B4/O3/14. B4031D027S 


Inspection  reparts,     IE  Bulletins   t   c orreipondence 


8403030179  Fourth    partial    responiB   to   FOIA   request    for   ill    catsgnrles 
of    documents    re   facilities    Forward*   App   A   documents   App   0 
document   entiraly   withheld    <r«P  FOIA  Eiamptlon    3>   Rtvleu    of 
addl    dacumenti    iubj    to   request   continuing 
FELTONrJ  M        Division  of   Rulet   and    Record!        84/02/13        ANDERSON,  S   I 

Garveif,    Schubert.    Adams   b  Barer        7ff>        22333   226        24X 
FlchB    30-000,  84/02/13,  B40308OI79 

9403Ofi04at  Forwards   no-tie*    of    con*  Idera-tlon    of    liiuance    of    Amends    97  (, 
34    to    Lleen*ei    DPR-!>7   &   NPF-B.  reipBC  1 1  veil;    !<   proposei)    NSHC 
il»terml nation   !,   opportunity    for    haarlng   re    time    requirements 
for    *cram  iJischarge   vol    vent   ti  dr*iti   valves 

RIVENDARK,0         Operating    Reactors    Branch    4         04/02/21         BECKMAN,  J   T 
Georgia    Pauer    Co        3-pp        22541?  344        24X  Fiche    50-321,84/03/21, 
84D30&O43& 

— B40304O440  Notice   of    cons  1  dor»tl on   of   jisuance    of    flmends    •??  t  34    to 
Licenses  DPfl-37  &  WPF-3r  pespec  lively'  Ii   proposed   NBHC 
tfeterninat ion    t<   opportunity    for    hearing 

STOLZ, JF        Operating   Reactor!    Branch    4        84/02/21        Bpp 
32341?    347,        24X   Fiche    30-321,84/02/21,3403060436 

B103;14O34O  Bumfflari/   of  B31215   meeting    m/OE  d  MarH    I    Owners    Group    in 
D«  tfiesda,  MD  re    Marfc    I    containment   uietuetl-drgikiel  I    vacuum 
breaker    design  methodology 

SIEOEL, B    L       Operating    Rsattart   Branch   2        84/02/21  Operating 

Reactor*    Branch    2        51pp        22633    1  ?B        24!(  Flehe    30-000,84/02/21, 
8403140340 

S403Q10110  Forui»rd>  Amend  i  98  d  33  to  Licenses  DPR-37  fc  NPF-3i 
respect Ivs ly  &  ufvty  evaluation  Amends  revise  Tech  Specs  to 
ait  end  tim»  allowed  to  restore  thermal  power  scram  &  control 
rod  block  ti-tp  setpoints  within  Tech  Epic  limtti 

RIV£NBARK.fl        Operatlrs    Reicton    Branch    4        84/02/22        BECKHAM. 0   T 
Qeorj-la   Pouier  Co        2pp        HB47?  H81         H4X   Fiche    30-321,  B4/02/22. 
B103010110 

—8403010184  Amendi  ^B  t,  39    to    Llconset   DPW-57   fc  NPF-3,  re  tp  ectively , 
reviling   Tech   Bpecs    to    eitend    time    allowed    to  restore 
thermal    poiiier   scram  &    control    rod    block    trip    setpalnt-i 
ulthln  Tech    Speci    limits 

3TDLI,J  F        Operating    Reacton    Branch  4        84/02/22         I5pp 
2247?  2B3        24X  Fich»   30-381,84/02/22,0103010110 


8403160196   Foruard*     IE    Insp    ReptS    5O-321/B4-04   I.    30-366/84-04    on 
B40204-07   No  violations    or    deviations    Identified 
DANCE,  H  C        Division   of  Project  &  Resident   Programs        B4/02/24 
KELLY,  fi    T        Georgia   Power    Co         2pp         23639   391         24X 
Fiche    90-321,84/07/24,8403160196 

—8403160198    IE    Insp    Repti    30-321/B4-04   h   3O-366/B4-04   on   840204-07  No 
violations    or    deviations    Identified    Major   areas    Inspected 
torus   vent   header-   cracking    feeduater    line    ultrasonic 
indication  tc   rec  1  rculatlon    piping    replacement 

CtlOHLEY.B  R    ,     BLAKE.J  J        Fteglon   2,    Office   of    Director.       B4/02/33 
6pp        22633    353        24 X  Flche    90-321, 84/02/24> B403160196 

B40ll'!007a    IE   Info   Notice  84-13,    "Potential    Deficiency    in   Motor 
Operated   Valve    Control    Circuits   fc  Annunciation    "    8vc    li*t 
encl 

JORDAN, E  L        Division   of   Emergency   Preparedneit   tt  Engineering 
Response    (Post    830103)        84/02/20.  Consolidated    Edison   Co      of  New 

York,     Inc        !J3pp         22909   239        24X   Fiche    30-000,  B4/O2/2B,  B401 190072 

B4020900-07   IE    Info    Notice   84-14,     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DOT  li  NRC    "   Svc    list    encl 

GRACE,  J,  N        Civilian    of  OA,     Safeguard*    8.    Inspection  Program*    (Post 
830103)        84/O3/O2  Consolidated   Edison  Co      of   New  York,     tnc 

130pp         22992    327         24X   Flche    30-000,  B4/O3/02,  840209OOO7 

B40209000S    IE   Info   Notice   B4-16,    "Failure    of   Automatic    Bprlntlir   Bijl 
Valves    to   Operate)    "    Svc    list    encl 

JDRDAN.E  L        Division   of   Emergency   Preparedness   h   Engineering 
Response    {Post   930103),       B4/03/02  Consolidated    Edison    Co,     of  Miu 

York,     Inc         122pp         22993   098        24X  FlchB    fl 0-000 1  04/03/02,  84 02 0900 OB 

B402090009    IE    Info    Notice   84-19,     "Rvportlng    of  Radiological    Rtleatu    " 
Svc    1 1st   encl 

JORDAN, E  L        Division   of   Emergency   Preparedness    t  Engineering 
Re-sponi*    (Post    B30103)        B4/03/02  Coniolldated    Ediion    Co.     of  Neu 

York,     Inc         119pp         22393    217        24 X  Flche    90-000,84/03/02,8402090009 

B402090011    IE    Info   Notice   B4-17,     "Problems   W/Ltqold    Nitrogen   Coolinj 
Components    Beloiu  Nil    Ductility  Temp    "    Svc    lift    encl. 
JORDAN, E  L        Division  of   Emergency    Prepartdntts   &  Engineering 
Response    (Post    B30103)        84/03/O5  Consolidated    Edison    Co.     of  Neu 

York.     Inc         117pp.       22393    336        24 X  Flche    90-000,  84/03/09. B40209001 1 


— 8403010'12B  Safety    evaluation    lupoortlng   Amends    93  t   33    to    LUen**i 
DPR-37  &  NPf-3,  resp eetivel « 

»      DfPtcs  of    Nueleer  Reactor  Regulation,     Director        B4/O2/22        3np 
22479'29B        H4.X   Fl  che.  &0-321,  84/03/22.  B4030101 10 

S403D70337  Foruardi   request    for    adtfl     Info   to    complete  revleui   of 
praposed    progj-ann    for    IneervU*.    testlnj   of    pumps    h  valve" 
submitted    In  830812    Itr    Info   requested   within  30   da-ys 
STQLZ.J   F       Operating    Reactors   Branch   4        84/03/23        BECKHAH,J  T 
Oeorgla    Power  Co        4pp         E2344-134        24X   Flche    90-321,84/02/23, 
B4Q3070357 


B402090024   IE  Info   Notice  B4-09, Rev   1,    "Lessont  Learned   From   In»p«   of 
Fire  Protection    Safe   Shutdown    Sys    "   Svc    list    encl 
JORDAN, E  L        Division  of   Emergency   Preparedness   It  Engineering 
Response    (Post    B30I03).       S4/03/07.  Contolldated    Editon   Co.     of  Neu 

York,     Inc         llBpp         22633049        E4X   Fich*    30-000, 84/03/07.  B40209002A 

B40209002B   IE   Info   Notice   84-18,     "Stress    Corrosion   Cracking    in  PHR 
Bijt    "    Bvc    list    »ncl 

JORDAN* E  L        Division  of   Emergency    Preparedness   d  Engineering 
Responie    (Post    830103)        84/03/07  Consolidated    Edison    Co      of  New 

York,     Inc         llSpp         2H5S4'  186        24 X   Fiche    30-000,84/03/07,8402090029 
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fl4O31iO33S  Ack    receipt    of    840206    Itr    informing   NRC    of    steps    taken    to 
correct    violation*    noted    In    IE   Imp    Rspts    30-321/83-32  fc 
30-366/B3-34 

DANCE, H   C        Division    of   Project   &   Resident    Programs        84/03/0? 
KELLVi R    J         Georgia    Power    Co          Ip         22660   O13         24X 
Fich»    30-321,84/03/09,8403160339 

—8403140349  Responds    to   NRC   8401O6    Itr    re    violations   rioted    in    IE   Inap 
Ftepfc*    50-321/B3-32   (.   50-366/B3-34   Corrective    actions 
procedure    revs    drafted    It    undergoing    review  &   approval 
proc ess 

GUCMA.L  T        Georgia   Pouier    Co        84/02/06        O'REILLY,  J  P        Region   2. 
Office    of    Director         2pp          35660   016         34 X   Piths    5O-321,  84/03/09, 
840316033B 


--8403S90219    IE    Insp    Repts    30-331/64-03   Jt   50-366/8-4-03   on    940124-27 
Violation   noted   ultrasonic    Inap    records    for  Fall    19B2    in  up 
of   reactor   vessel    flange    to  Shell    Weld   C-l    did    not    show 
extent    or    location   of   area 

CFIOULEY.B    R         Region    2,     Office    of    Director,        DLAKE,  J   J         Division 
of   Emergency    Preparedness    b  Materials   Safety         81/03/09        llpp 
22BOO    308         24*   Fiche    SO-32I , B4/03/19,  040329020B 

8402090043    IE    Info  Notice   S4-19,    "Two   Event*    Involving  Unauthorized 
Entries    into  PWR  Reactor   Cavities    "    Svc    Hit    and 
JORDAN.  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response     (Post    630103)         84/03/21  Consolidated    Edison    CD      of    New 

York,     Inc          123pp         22B23    329         24X    Fiche    50-000.04/03/31,8402090043 


-8403160359  Forwards    IE    Insp    Ropts    50-321/83-32   t   30-366/03-34    on 
331114-10   t.  notice    of    deviation 

DANCE, H  C        Dlvlilon   of   Project    ti   Residont   Programs         84/O1/06 
KELLYiR  J        Qaorgia   Pouier    Co        2pp        S2660  01B        24X 
Fiche    30-321,04/03/09,  B40316033B 


8402090044    IE    Info   Notice    84-20,     "Svc    Life    of    Relay*    in   Saf • tu-HelaUrf 
Sya    "    Svc    1 1st    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response     (Post    B301O3)         84/03/21  Consolidated    Edison    Co       of   New 

York,     Inc          133pp         22933    001         24X   Fiche    30-000, B4/03/31,  84Q2090044 


— B4O3140369  Notice    of    deviation    from    insp    on    831114-18 

*       Region    2,     Office    of    Dime  tor         81/01/06          Ip         2266O-  02:0         24X 
Ft c JIB    90-321,84/03/07,6403160333 

—  8403160372    IE    Insp    Repts    30-321/83-32   &    90-366/83-34    on    B31114-1B 
Deviation   noted    failure    to    electronically    ealibr    high    range 
dryuell    radiation    moni tor«r per   NUREO-0737, Item    II   F    1 
HFWY.JR        Region    2,    Office    of   Director        BARfi, K   P        Division    of 
Engineering  b  Operational   Programs       84/01/04       7pp        22660  021 
24X   Fiche    9O-321,  94/03/0?, 8403160338 

B1O&O7O031    IE  Bulletin   84-02,     "Failure*    of   QE   Type   HFA  Relay*    in   Use    In 
Cl-aia    IE  Safety    Sys    "    Svc    list   encl 

DEYOUNO, R   C        Director's    Office,     Office    of    Inspection    and 
Enforcement        84/03/12  Consolidated    Edison   Co      of    Neu   York,     Inc 

134pp.       22B23  094        24X   Fiche    30-OOQ, B4/03/12, B402090031 

e4O327Ol<?3  Ack    receipt    of   840301    Itr    informing    NRC   of    steps    taken    to 
correct    violations    noted    in    IE    Insp    Rept    50-366/B3-26 
LEW  1 8,  R   C        Division   of   Project   t.  Resident   Programs        B4/03/15 
KELLY.  R   J        Georgia   Poiutr    Co.       Ip         23801    008        24X 
FIchB,  30-366,  B4/03/19.S403290193 


R      Periodic    operating    report*   &  related    correspondence 


8403130071    Monthly   operating    repts    for  Feb    19B4  W/840310   Itr 
RAFEEDIE.D  P    ,    NIX,  H  C        Georgia  Power  Co        S4/O2/29        12pp 
22643    191        24X   Fiche   30-321, 84/03/29,  B4031  50071 

B      fleportable   occurrences,    LERs   d  related    correspondence 

8304270367  Forwards   far  review, technical    review  rept   on  method    of 
detection  used    In  800726    failure   of    acram  discharge  vol 
level    switches 

PELLET, J  L        Reactor   Operations  Analysis   Branch         B3/O4/13 
SEYFRIT,  K  v        Reactor   Operations    Analysis    Branch         Ip        22 BOB  314 
24X    Fiche    50-366,83/04/13,8304270367 

— 8403300079   "Scram  Discharge   Vol   Level    Bultch    Failure,"    technical    review 
rept   Caused    by    crushed    floats  Piping   mods    made    to  alleviate 
high    differential    pressure   across    float    chamber   during    scram 
reset 

PELLET,  J        Reactor   Operations  Analysis   Branch        83/04/13        3pp 
22BOB   315         24X   Fiche    90-366,83/04/13.8304270367 


—  9403290194  Responds    to   NRC   840201    Itr   re    violations   noted    in    IE    Insp 
Rept*    90-321/B3-23   &    9O-366/B3-S6    on    B30721-QB2O,  Correct lv« 
actions   administrative    controls    to    stress    Independent 
verification   upgraded 

BECKHAM, J  T        Oeorgla   Power   Co        84/03/01         O'REILLY,  J  P        Region 
S,     Office    of   Director        6pp        22801   009        24X   Fiche    50-366. 
04/03/13,8403290193 

— B40329O193  Forward i    IE    Imp    Re.pt*    90-321/83-23   &   30-366/83-26   on 
930)72 1-OB20    t,    notice    of    violation 

LEWIB.R   C        Division    of    Project   &   Re*ld«nt   Programs         84/02/01 
KELLY,  R   J        Georgia   Pouier    Co,       2pP        23001    015        24X 
FUN*    50-366,84/03/15,8403290193 


8403260233  Forward 3    summary    lilt   of    deflcienciei    identified    per 
IOCFR90   S3(e),P*rt    21   &   potential    generic    Itr   repts   for 
comments 
5TAROSTECKI.R         Division    of    Project    b   Resident   Program*         B4/02/2B 

Region    1,    Office   of    Director        7pp        23756    065        24X 
Fiche    90-000,84/02/38,8403260233 


B4030502B4   Summary   of   340223   meeting   w/BWR  Regulatory  Response    Group 
in   Bethesda,MD   re    industry    response    to  vent    header   cracking 
incident   Presentation   outline, info   request,  BE   svc    Info    Itr 
tt   meeting    attendance    Hit    encl 

TREMBLAY, P        Operating   Reactors  Aisessment    Branch        84/02/29 
HQLOHAN,  8  M        -Operating    Reactor*   Assessment    Branch        IBpp 
22501-188         24 X    Fiche    50-366,  B4/O2/29,  B4030502B4 


— 04032:90196  Notice    nf   violation    from    insp    on    B30721-QBHO. 

»      Rnglon   2,    Office    of    Director,       84/02/01         2pp        23801-017        24X 
Flcho, 80-366,  84/03/19,8403290193 

— B403B9Q197    IE    Insp    Repts    50-321/83-29  &   90-366/B3-26  on   B307al-082O 
Violation*   noted- safety-related    equipment   fc    sys    not    aligned 
b    limiting    condition    for    operation    for   main    steam   Isolation 
liakage   control    syi    not    established 

CRLENJAK,  R    v    ,     HOLMES-RAY, P.  ,     PANCIERA,V    M         Region    2,     Office    of 
Director        84/01/28        9pp         22B01    01B        24X   Fiche    50-366,84/03/19, 
B40399O193 

B4O3Z9020B  Ack   receipt    of   840301    Itr    Informing    NRC    of    stops    taken    to 
CBTTBct   violations    noted    In    IE    Insp    Rept    30-321/84-03. 
DANCE, H.C.       Division    of   Project   h  Resident    Programs.       84/03/19 
KELLY, R   J        Oeorgia    Pauir    Co         Ip         22800,302        24X 
FIcht    90-321, B4/O3/19> 8403290206 

— B 40329 02 12  Respond*    to   NRC   840210    Itr   re   violation*   noted    in    IE    Insp 
Reptl    SO-321/B4-03  !t  50-366/84-03   Corrective    action*. NDE 
personnel    reminded    of    Importance    of    propar    tt    complete    data 
recording 

CUCHA.L.T.      Otorgia  Power  Co       B4/03/OI        0'REILLY,JP       Region  2, 
Office    of    Director        2pp        22800  303.       24X   Fiche    90-321,84/03/19, 
6403290208. 

— B403S9O219   Forward*     IE    Inep    Repts    90-321/84-03    b    90-366/B4-03    on 
840134-27  *  notice    of   violation, 

DANCE, H  C.      Division   of   Project   h  Rotldent  Programs        84/03/10 
KELLY, R.J       Georgia  Power   Co       2pp       22800.309       24 X 
FIch«    90-321,  B4/03/19rS4Q329Q20B 


B403120031    LER   B4-001-00  on   840203,  personnel    detected    fracture    In   66- 
inch   vent   header    in    bay    S  Caused    by    brittle    Picture  of   vent 
header    matl    Vent   header   mill    be  repaired   &   addl    changes    or 
sys   mod    will    be  made    to    improve    syt   H/840304    ttr 

TIFFS,  S   u    ,    NIX.H  C        Oeorgia   Pouer   Co        B4/O3/O4        9pp         2358B  O20 
24X    Fiche    90-366,84/03/04,8403120031 

B403160031    Updated    LER   B3-040/03X-1    on  B30709    b    14, control    rod    drive 
loiii  pressure    or    high    level    alarm   received    for   HCV  2C11-26-3I 
ti  O2-29   Caused    by    leaking    EP-111    nitrogen   charging   valves 
Valves    replaced   b  MCVs   returned    to    *vc   W/01O312    ttr 
TIPPB,  B   B   ,    NIX,H,C        Oeorgia   Pouer   Co        84/03/12       O'REILLY,  J  P 
Region  2,    Office   of  Director       Bap       22654  349       24X 
Ficha    90-366,B4/03/12,B403160031 

8403160039  PNO-I I-B4-021.  cracV    indications   IdentlFled   in  all    14   12-inch 
riser    elbow*    in   replacement    reclrculatlon    piping    scheduled 
to    be    installed   Caused   by    improper    farming    tempi,    used    during 
bending    process 

BLAKE,J.J  ,    ROOOE.J  F        Region  2,    Office    of    Dir»ctar        B4/03/12, 
2pp.        22635    134         24X   Fiche    50-366,  B4/03/12,  8403160039 

8403190026  Updattd   LER  83-040/03X-1    on  S3072B,  control   rod    drive    low 
pressure    or    high    level    alarm   received    far   hydraulic   control 
unit*   2C11-26-31    b   02-19. Caused    by    leaking    EP-111    nitrogen 
charging    valves   Valves   replaced  H/B40312    Itr 

TIPPB.B   B    ,    NIX.H  C        Oeorgia  Pouer  Co        B4/O3/12       O'REILLY,  J  P 
Region   2,    Office    of    Director        Bpp        22666    105        24X 
Fiche    90-366,84/03/12,8403190026 
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B4D31902B4   PMO-J I-B4-032    c irt umf er ential    crac*    found    on    one    of    four 

NUREQ-0691    Corrective    action    being    evaluated    Inspectors 
monitoring    licensee    work    on    regular    bails 

CROHLEV.B    R    ,     PANCIERA.V         flegion    2.     Office    of   Dir.ctor          B4/O3/K 
Ip         3S&7S   379         24X    Flch*     30-366,  S4/O3/L4.  B4031<?03B4 


Updated    LER   62-123/O3X-1    on  B21030j reed    iwltch    position 
indicatovi    for    control    rod-s    14-07   Si  34-43   found    inoperab  la 
Caused    by    component    failure    Control    rod    drivers   2C1I-31-43    & 
2C1I-14-07    repair**   W/fl403l9    Itr 

TIPP3,  S   B    ,     HIX.H   C         Oeorjia.    Power    Co         84^03/19         D'REILLV-J   P 
Region    2.,     Office    of    Director          4p$          23743   333         24X 
Flche    5Q-3d6«84/0'3/19JS4032'60QB6 

B4O32A.0191    LEU    34-002-00    on    B40220iflve    main    steam    safety    relief    valves 
Failed    to    lift    In    I/,    tolerance  range    required    by    Tech   Specs 
Caused    by    corrosion    buildup    nn  pilot   assembly    Safety    relief 
valves    calibr   W/B40330    Itr 

TIPPS, 3    B    ,     N1X.H   C         Georgia    Power    Co         B4/03/2O         3pp          22736    116 
24X    Fichu    30-366,  84/03/20,  B40336011?! 

B403290013  Confirmi    FE  rafl  t    meeting    on    810333  at    Region    tl    ofc    to 
discuss    crack    found    tn    feediuater   noule   A    future    corrective 
action. per    840316    telcan 

LEWIS,  R   c        Division   of    Project   &  Resilient   Programs        64,/03/SO 
KELLY,  R    J         Oeorgla    Power    Co          Ip          23B03    2B3         24X 
Flche    50-3 


— B4O313040H    IE    Insp    Rept»     30-313/B4-OS   i,    30-36B/B4-03   on    H40126   No 
violations   or   deviations    identified   Major    area*    Inspactad 
status    of   REX-B4    eiertise    scenario   development 
HACKNEY.C    A        Region   4,     Office    of   Director        S4/02/16        3pp 
23.61A    327        24X   Fiche    30-313,  64/02/16, B40313039S 

B403QA0350  Requests    approval    of   mod    to   health    physics   network   b 
emergency  notification   sys   phone*    from    handset    to    headset,  to 
alleviate   fatigue    during    continuous    open-line    communications 
maintained    In   emergencies 

MARSHALU-J  R  Arkansas  Pouier  Si  Light  Co  84/03/17  DENISE.fl  P 
Division  of  Resident,  Reactor  Project  b  Engineering  Programs  Ip 
22319  099  24X  Fiche  50-313, B4/02/17, B403060350 

84Q3O60190  Ack  receipt    of   B40203    Itr    Informing   NRC    of    steps    taken    to 
correct    violations    noted    In    IE    Insp    Repts    30-313/B3-2S  fc 
SO-36B/B3-2S 

•GAOUIARDO.  J    E         Region    4.     Office    of    Director         B4/02/29 
•OR1FFIN.J  H        Arkansas   Power   t  Light  Co         Ip        22S17  226        24X 
Flche   50-313,  B4/02/29,  Q4O30e.01l?a 

— B4030iO203  Respond*    to  NRC   831024    Itr   re   violations   noted    in    IE   Imp 
Rept*    50-313/B3-S3   t    SO-3tB/83-2S   Corrective    actions    fire 
match    posted    at   Doors   267    8-  340   until    modi    to   ellminata 
excessive    air    gaps    under   doors    completed 

MARSHALL,  J  R        Arkansas    Pouier   &  Light    Co        B4/O2/03        DEMISE.  R  P 
Division  of  Resident,    Reactor    Project    d  Engineering    program*        3pp 
22317  S27       H4X   Mehe    30-313,  84/02/29,  B4030&019B 


B403S60119  Revised   LEfl  84-001-01    on   840203,  p lant    pnr*onnffl    detected 
fracture    in    66-Inch    vent    header    in    Bay    5  Caused    bg    brlttlo 
Fracture    of    Vent   -header   fliatl    Vent   header   will    be   repaired 
prior    to    startup.  H/340321    Itr 

TIPPS.S    B    ,     NtX,H    C         Georgia    Polder    Co         B4/O3/31         6pp          22757   397 
24 X    Flche    30-366.  B4/O3/21 , B4032601  \1 

B4033DO104   AdviGVB    that    program   of    periodic    manual    operation    of   safety 
relief    valves-  will    be    discontlnu-ed.  based    on    results  of    BWR 
OyriBTs    Orouf    investigation   Safety    relief    valve    cy-cllng 
caused    valves    to    Irak    prematurely 

OUCHA.L  T  Seorgia  Power  Co  B4/03/26  STDLZ,  J  F  Operating 
Raactor*  Branch  4  2pp  2BH21  216  34X  Fiche  30-321,64/03/36, 
34033001 Ot 


B403Q60430  Provide*    preliminary    estimates    for    imergencij    operations 
facility    modi    to   ralie   radiation   protection    factor    to 
greater    than  or    eq.ua!    to    five,  par   NUREO-0676.  in   response    to 
NRC   B4QE14  reqo««t    Util    mill    not    implement   mods 

MARSHALL,  J  R        Arkaniai   Power   &  Light   Co,       B4/02/29        STOLZ,  J  F 
Operating  Reactors    Branch    4        KILLER, J  R        Operating   Reactors   Branch 
3         2pp          2B31B,  19S         24X    Fi  cha-  30-313,  84/02/29,  8403060430 

9403060334   Forwards    proprietary   Rev    13   to   Procedure    1703    10,     "Emergency 
Action   Level    Response"   tt    proprietary   Procedure    1904    seriee 
I19O4  01,03,03,06,07   (c  OB),     "Dffsite   Dose   Projections    " 
Proprietary    procedures  withheld 

*     Arkansas  foyer  &  Light    Co        B4/O3/01  NRC   -  No   Detailed 

Affiliation   Givvn         3pp          22313    333         24X    Flche    90-313,  B4/03/01, 
B403D60324 


DOCKET    30-36B   ARKANSAS    NUCLEAR    OIJE,     WIT   2 

F      9acurltu>    medicali     emergency   &    fire   protection   plans 

B40313O437  Documents    results    of   activities    conducted    during    S31031-11O4 
IE    insp    to  revieu   open    items    re    emergency    planning 
Commitment    status    to    resolve-    Item*    provided    Expeditious 
action*    by   NRC    to   remove    Items   r«q.ue»ted 

MARSHALL,  J   R         Arkansas    Power    &   Light    Co         B3/12/O9        COLLINS, J   T 
Region    4,    Office   of    Director         15pp        22613   333        24X 
Ficha    50-313.83/12/09,9403130437 


B 4 0307 0358   Public    version   of  Rev   12   to  Emergency    Plan    Implementing 
Procedure    1903   10,     "Emergency    Action  Level    Response    "    W/ 
B40209    transnlttal    form  li    JM    Felton   840302  release   memo 
LEVINE.J   H        Penn»|jlvania    Pouier   Ic  Light    Co        B4/03/01,       iBpp. 
32966  227       24X   Fiche    SO-313, B4/03/01, B403O703SB 


B4O326009O    Forwards    IE    Insp    RBpts    30-313/84-04   &    50-363/34-04    on 
840124-26  No   violations    op   deviations    identified 
OAQLIARDD,  J   E         Reolon    4,     Office    of    Director         B4/O3/O3 
GRIFFIN.  J  M        Arkansas   Power    t  Light   Co"      2pp        2E7M   271         24X 
FlchB    3O~313,B4/03/05,B40326OOTO 


B403120011    ForuJards    Amend    1O   to    emergency    plan    14/0    erect 

MARSHALL,  J  ft        Arkansas    Pouir   &  Light   Co         B4/01/EO        cOLLIINSiJ  T 
Region    4,     Office    oF    Director          Ip         223BS   231          24X 
Flche    30-313,64/01/20.  B403120011 


Public    version    of  Ame-nd    10    to   emergency    plan  H/B40120    Itr    & 
JM  Feltnn    B40322   release    memo 

MARSHALL.  J   R         Arkansas    Pouier    b   Light    Co         B4/O1/20         COLLINS,  J   T 
Rvglan   4,    Office    of   Director        3pp         22813  20  B        24* 
FUhe    50-313,04/01/20.8403200094 

H403130473   Submits   response    to   Hafcney    requeit   fur   add  1    Info    re 
emergency    plan    training    for    nan-utll    employee*    Vendors    fc 
contractors    u/uniicorted    access  within   protected    area 
receive    training    commenvurate   vi/job    a&algnmenti 

MARSHALL.  J  R        Arftansai   Pouer   &  Light    Co         B4/01/24        OAOLIARDO,  J  E 
Division   of    Raiident,    Reactor   Project   Sc  Engineering  Programs        Ip 
2Hfbl3  330        34X  Fiche    50-313.84/01X24,3403130473 

6403050142  Notiflei    that   NRC   ulll    provide    impoctors    to    observe   omit* 
aapecti    of   periodic    eierciies    -for    emergency    preparednt  >« 
Scenario    for    t-ubmlsilon    of    Info    Hated 

COLLINB.J  T        Region    4,     Dffice   of    Director        Bfl/Oa/O?        ORIFFINiJ  M 
Alabama    Pouier    Co         2pp          B3487.30B         24X    Fithe-  50-313,  64/OS/O?, 
34030S0142 

0403130395   Foruarffi    IE    Insp    Repts    90-313/B4-05   S>    30-36B/B4-05    on 
B4012&  No  violations    at-    deviations    Identified 
QflQLIARDo.J  E        Region    4,     Office    of  Director        S4/O2/16 
OflrFFIN.J  M        Arkaniai    Power    {.  Light   Co        2pp         52616  323         24X 
Fiche    50-313,04/02/16,340313-0393 


— 8403360099    IE    Insp    Repts    50-313/84-04   &    90-36H/84-04    on    B401S4-86   No 
violations    or    deviations    identified   Major    areas    inspected, 
security   organliation   personnel    per   alleged    compromise    of 
safeguards    info   Details    withheld    <ref    10CFR73  21) 
KELLY, J  A        Region   4,    Office   of   Director        84/03/03         Ip 
22758:273         34X   Fiche    50-313,  B4/O3/05.  040326O090 

840323023B  Advisee    that, bated    on  review   of   831123    submittal    of   detailed 
control    room   dealgn, specif Ic    areas    of    program   plan   da    not 
meet   requirements    of   Suppl    1    to   NUFtEG-0737  Meeting 
requested    to    retolve    deficiencies 

STOLZ, J   F        Operating   Reactors   Branch   4        B4/03/06        ORIFFIN,J  M 
Arkansas   Pouer  &  Light  Co        2pp        22759   S7B        24X 
Fich*    3O-313.  B4/03/06,  B40323O23B 

B4O319O277   Notifies    of    error    In   B40216    Itr    transmitting    IE    In»p   Repts 
30-313/84-03  S,  SO-36S/B4-O3  Ltr    Indicated    rept    numbers 
30-313/83-03  J.  50-36S/B3-O3  Record*    should    be    chano*d 
according  ly 

GAGLIAKDCJjJ  E        Region  4,     Of  flea    of   Director        84/03/OB 
GRIFFIN,  J  M        Arkanlt*   Power    &  Light  Co         Ip        22673    190        84 X 
FlchB    30-313,  B4/03/OB,  8403190277 

— 8403190203  Forwards    IE   Insp    Repts    50-313/B4-03  8.  30-368/84-03  on 
B401H5  No  violations   or   deviations  noted 
OAOLIARDO,  J  E       Region  4,    Offle*   of  Director       B4/02/16. 
OfilFFTW.  JM        Arkansas    Power  t,  Light   Co        2pp        32673'  191.       Z4X 
Fiche    BO-313,  B4/03/OB,  8403190277 

— B4031902SB   IE  Insp    Repts    30-313/B4-03  b    SO-368/84-03   on   840125  No 
violation!    or    deviations    noted   Major    are**    inspected    actions 
taken    as   result   of    discrepancy    between   public    info   brochure 
(c  Jan    19B4   telephone  directory   for   emergency   planning    tone 
HACKNEV.C.A       flefllon   4,     Office    of    Director        84/08/16         3pp 
22673    193        24X   Flche    30-313,04/03/08,8403190277, 
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84O3130113   Forwards    eiercise    rspts    of   820319   It  B30316   joint    BierctBBB 
of    offsite    radiological    emergency    preparedness    plant    For 
Arkansas   Nuclear   On a    Power    Station    Deficiencies    observed    at 
both    «i*rcl*es   Approval    under   FEMA  Rule    44CFR330    in   effect 
KRIMH.R   W        Federal    Emergency    Management   Agency        84/03/09 
JDflDAN. E   U.       Division    of    Emergency    Prtparedness    &  Engineering 
Response     (PDIt    830103)          Epp         2264O   001          34 X    Flche    30-313. 84/03/09. 
6-103190113 


B4O32SOQ91    Application    to   amend   Licenses   DPR-31    t  NPF-6,  chang 1 ng   Tech 
Spec*    re    RCS  vents,  post-ace  Ident    lampl  Ing,  long-term 
auiiliarij    feediuate,-    iiji    oval  uatlnn,  nob  le    gas   monitor  & 
Iodine    participate    sampling,  per    NUflEG-0737    items 
GRIFFIN,  J  M        Arkansas   Power    t.  Light  Co        84/03/16        STOLZ,  J  F 
Operating   Reactors    Branch    4        MILLER,  J  R        Operating  Reactors  Branch 
3        9pp         32750  293        84X  Fiche    50-313i  84/03/16,  8403260031 


— 84Q31SO119   Exercise    rept*    of   82031?  b  B30316    joint    exercises    of    off»tte 
radiological    emergency    preparedness    plan    for    Arltaniae 
Nuclear   One  Power   Station 

KRIMM.  R   W        Federal    Emergency   Managimint    Agency        B4/03/O7        43pp 
B2640    003         24X    Flche    50-313,  94/O3/O9,  B4031  301 13 


— 8403260157   Proposed    Tech   Spec    changes    re   RCS  vent   post-accident 
sampl ingi  long-term  auxiliary    feeduater    sys    evaluation,  nobl« 
gas   monitors,  iodine   participate    sampling    I<   containment   uater 
level    monitor 

*      Arkansas   Power    &   Light    Co          84/03/16         27pp         22790   302         24X 
Flche,  30-313,  84/03/16,  B403260O51 


B4Q320Q246    Forward*   Amend    4    to    nuclear   contingency    plan. Rev    4    to 
Nut  1  tar   Contingency    Plan   Procedures    1,2,3,7   b   9,R«v  3    to 
Procedure*    5,6.8  &    II, Rev  3   to  Procedure!    4   t>    13  &  Rev    1    to 
Procedure    15 

MARSHALL.,  J  R        Arkansas    Pouter   b  Light   Co        S4/03/14        EISENHUT,  D  0 
Office    of    Nuclear   Reactor    Regulation,     Director         lp        326 BB  027        24X 
Fiche,  30-313, 04/03/14,  B4O3200246 


— S4O32Q02S1    Rev  4   to    nuclear-    contingency    plan 

•      Artan«»*   Power   &  Light    Co        84/02/06        49pp 
Flcha   30-313,84/03/14-8403200246 


2S688  02B        24 X 


— S 403300338    Revs   4,3,2  &    1    to   Nuclear  Contingency   Plan    Implementing 
Procedure*    1,2.7   &  7,  9,  6,  8   &    11,4   b    13  d    la,  re*pectlvoly ,  re 
aiilgivnent    of   per«onnel    to    emergency    response    organ!  lation, 
notification   t   command    tt    control 

it      Arkancat   Pouter    h  Light   Co        84/03/13         143pp        22688    077,       24X 
Flche    SO-313, 84/03/14,8403200346 

6403200179  Forward*    Amend    11    to    emergency    plan   t*   Amend  4    to    nuclear 
contingency    plan. 

MARSHALL,  J    R        Arkansas    Pouter    &  Light   Co        B4/O3/13        COLLINS,  J   T 
Region    4.     Office   of    Director         lp         32689    120.       24X 
Flche    80-313, B4/03/13.  840320017? 

— 34O330O1BO   Amend    11    to    emergency    plan   &  Amend    4    to   nuclear    contingency 
plan. 

*      Arkansas  Power   h  Light    Co        B4/O2/06        37pp        22687    121        24X 
Fiehe    30-313,84/03/13.8403200177 


Q      Inspection   reports,     IE  Bulletin!   &    correspondence 

8403130437   Documents   results    of   activities    conducted   during    Q31031-1104 
IE    Imp    to   review  open    Items    re    emergency    planning 
Commitment    statu*    to   resolve    Items    provided   Expeditious 
action*    by   NRC    to   remove    items   requested 

MARSHALL.  J  R        Arkansas   Pouier   !<  Light  Co        B3/12/09       COLLINS,  J  T 
Region   4,    Office   of    Director        15-pp-       32613   233        24X 
FlehB   SO-313, 83/12/09,8403130437 

8403300046   Foruards    IE    Insp    Repts    90-313/83-36   t<   30-368/83-36   On 
831217-21    No   violations    or   deviations    identified 
QAOLIARDO.J  E       Region  4,    Office    of   Director.       B4/01/31 
GRIFFIN,  J  H        Arkansas   Power   &  Light   Co        2pp        22321    240        34X 
Flche   80-313, B4/01/31,  8403300046 

— B4O3300090    IE    Insp    Repts    30-313/B3-3A   t.   30-36B/S3-36   on    831219-81    No 
violations    or    deviations    identified  Major   areas    ln*pected   QA 
f lan«.  instructions   &  procedures    for    lou    level    raduaste 
storage    facility 

WILHDRN, L    ,    MURRAY, B   ,    JOHN BON. M   D.      Region  4.    Office   of   Director 
84/01/27         lOpp         22B21    242         24X    Flche    50-313.  B4/O1/31,  B4O330OO46 

B4O3130373  Forward*    IE    Insp   Repti    3O-313/84-03  (.  30-368/B4-03  on 
840126  No    violations    or   deviation*    identified 
OAOL1ARDO,  J,  E       Region   4,    Office    of    Director        84/02/16 
OR  IFF  IN,  J  hf        Arkania«   Power    ti  Light  Co        2pp        22616  325        24X 
Fiche   50-313,84/02/16,8403130393 


— 6403200181    Rev  4    to   Nuclear    Contingency    Plan    Implementing    Procedure    1. 
"A*«lgnmant    of  Personnel    to   Emergency   Response 
Grganliatlon   " 

»      Arfc»n»«i   Payer    !<  Light    Co        S4/O2/06         137pp.       22689.177        24X 
Fiche:  SO-313.  84/03/15.  8403200179. 


—  8403130402    IE   In*p   Repts    SO-313/S4-O3  h  30-36B/84-OS  on   8401Z6  No 
violations   or   deviation*    identified  Major   area*    inspected, 
status-    of   REX-B4   exercise    icenario   development 
HACKNEY,  C   A   ,    BAIRD.  J  D    ,    JOHNSON,  W,  D,       Region   4,    Offlci    of 
Director        B4/02/16        3pp        22616   327        24X  Flche- 30-313, 84/02/16, 
B4031 30393 


e4O3320LSB   Responds    to   84O217   rebuilt    for  rtslocatUn    of   HPN    telephone 

In    •maroencu   control    ctr    t<    for   approval  to    add  headtets, 

Raquett    forwarded    to   Telecommunication*  Branch  Headset    (nod 
approved 

QAOL1ARDO.  J   E.       Region   4.    Office    of   Director  84/03/17 

QRIFFIM.  J.  K,       Arkunin    Power   &  Light   Co         lp  22717  033        24X 
Fiche, 90-313,  84/03/17.  8403220183. 


84O1190D72    IE    Info  Notice   84-13.     "Potential    Deficiency    In   Motor 
Operated    Valve   Control   Circuits   &   Annunciation   "   Bvc    list 
end 

JORDAN,  E  L        Dlvitton   of   Emergency    Preparedness   d  Engineering 
Response    (Post   830103)        84/02/28  Consolidated   Edison   Co 


York.     Inc 


llSpp 


22907  239        34X   Fiche    SO-OOO,  84/02/88,  B401170O72 


P.     Operating    license   stage   documents   k  corr*ipond«nce 

S4O30B0171?  Fourth    partial    response    to   FOIA  request    for    ill    categories 
of    document*   re    facilities   Forward!    App    A   document*   App    fi 
document    entirely   withheld    (ref  FOIA  Eiemption    5), Review   of 
addl    document!    lutj    to    request    continuing 
FELTON-J,  M         Division    of   Rulet   and    Record*        B4/02/13        ANDERSON,  8    I 

Oarv*g,    Schubert'    Adam*    ti  Barer        7pp         22983   226        24X 
Fieh*' 50-000,  84/02/13,8403080179 

B4D3D6099'1   Forward*    lafety    evaluation   r*   adequacy    of    fuel    aisembly 
•houlder   gap*    for   Cgcle    4    operation   Requests    exam   plan    81 
related    acceptance    criteria    be    submitted    2  month*    before 
plant    shutdown    for    next   refuel  ing.  U/o    end 

rtlLLERj J  R.       Operating   Reactors   Branch    3        84/02/24        GRIFFIN, J  M 
Arkania*   Pouer   h  Light   Co         2pp,       22392  291         24 X 
PiChe:  30-369,  84/02/24,  8403060391 

134Q-31200B2  F)eo.ue*ts   rev  or   uithdrayal   of  830727  amend  application   to 
dvlvte   remote   ihutdoun  monitoring    instrument  measurement 
range*    Mln    inttrument   meavuremant   ranges    should    be 
*p*c If ied 

MILLER,  J,R.      Operating   Reactor*  Branch   3       84/O2/29       ORIFFIN,  JM 
ArlcJinaa*   Power   fc  Light   Co         3pp.       22619-343        24X 
Flch*    50-3&e1B4/02/39IB4O31200B2. 

B403H0291?   Forward*    requait    for    addl    Info    re    control    of    heavy    loads. 
Reipon«e    requested    within   6O   day*. 

MILLER, J,R,       Operating   Reactor*   Branch    3        84/03/06,       OHIFFIN-J  M 
Arkanie*  Pouer  b  Light  Co        2pp       22633  327       24K 
Flche.  30-313, 84/03/06,  8403140299 


8403060178  Ack    receipt    of   840203   1  tr    informing   NRC    of   steps    taken   to 
correct    violation*    noted    in    IE   Imp    Rept*    30-313/B3-29  Si 
SO-36B/B3-25 

OAOLIARDO.JE        Region  4,    Office    of    Director        84/08/29 
ORIFFIN.  J  M        Arkansas   Power    &  Light  Co        lp        22517  226        24X 
Flche    30-313,84/02/29,8403060179 

— 8403060203  Respond*    to  NRC   B31024    1  tr  re   violations   noted    in    IE   Insp 
Repts    90-313/83-B3  fc  30-368/83-23.  Correc tlve   actions    fire 
watch    posted   at  Door*   267   !>  34O   until   mod*    to   eliminate 
excessive   air   gap*    under   doors    completed 

MARSHALL, J  R        Arkania*   Power   S.  Light  Co        84/02/03        DEN  I  BE.  R  P 
Division   of  Resident,    Reactor    Project  &   Engineering    Program*        3pp 
S2317    227        24X  Fiche    SO-313,  S4/02/29,  B40G06017B 

84O326D137   Forward »   results    of    (team    g-enerator    tube    Inservlo    Imp 
performed    during   SR3   refueling   outage   Minor    tube   wall 
degradation    Indications    observed    during    data   analysis    for 
Steam  Generator  A  l<   B    in    both    hot    h    cold    leg    sides. 
MARSHALL, J  R        Arkansas   Pouer    b  Light   Co        84/02/99        COLLINS, J  T 
Region   4,    Office    of    Director        Sap         22738    ISO        24X 
Fie  he-  30-368,  64/02/29,8403260137 

8403060122   Notification    of    significant    licensee    enforcement    conference 
on  S40309  w/util    in   Arlington, TX 

»      Region   4,    Office    of   Dlr»ctor         84/03/01  Region   4.    Office   of 

Director         lp        22316  389        S4X   Flche   30-313,84/03/01,8403060122 

B402090007    IE    Info  Notlc*   84-14,     "Highlights    of  Recent  Transport 
Regulatory   Rev*   by    DOT  fc  NRC    "   Bvc    list   end. 

GRACE,  J.N        Division    of   QA,    Safeguards   b   Inspection  Programs    (Post 
830103)         84/03/08  Coniolldated    Edlion  Co      of   Neu  York,     tnc 

130pp        H23S2  327        24X   Fiehe    90-000,  B4/03/O2.  B402070007 
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8403070009    IE    Info   Notice    34-16,     "Failure    of    Automatic    3prlnller    Sij » 
Valves    to   Qperati    "    Sve    list    end 

JEFDANi  E  L        Division   of    Emergency    Pr-epareijnei  s   &  Enjin*erlng 
Response     (Post    630103)          64/03/02  Consol  1  dated    Edison    Co       of    Neu 

York,     Ine          S33pp         22393    09fl         24X    Fiche    50-000,  B4/O3/OS.  S4Q-2O9OQOB 

8402090009    IE    Info   Notice    B4-13,     "Reporting    of    Radiological     Releaiei    » 
Bvc    list    encl 

JORDAN,  E  L        Division   of    EfPETjoncij    Preparedness    k   Engineering 
Response     (Pott   B301O3J          Q4/O3/Q2  Consoli  dated    Edison    Co       of    Nau 

Yom,     Ine          U9pp          223S3   217         24X    Fiehe    30-000,84/03/03,840209000? 

B40209Q011    IE    Info  Notice    84-17,     "Problems    H/Li^uld   Nitrogen  Cooling 
Components    Dalau  Nil    Ductility    Temp    "   Svt    list    encl 
JORDAN,  E  L        Dlviilon   of    Emergency    Preparedness   &  Engineering 
Response    (Post   930103)         84/03/03  Consolidated   Ed  (a  on    Co      of   New 

Yorl.,      Inc          U7pp          22553   33,6         24X    Fiche    30-000,  B4/O3/D5,  B40209001 1 

B4Q326Q090  Forward*    IE    Imp    Rejts   SO-313/B4-04   b    30-343/64-04  on 
Bfl01?4-2o  No    violations    or    deviati-ons    identified 
8AQLIAHDD.  JE         Region    4,     Office    of    Director         B4/03/Q3 
GRIFFIN, J  n        Ar**nsas   Power    fa  Light   Co        2pp         32759   271         24X 
Fltlie    S0-313i  B4/O3/O3iB4O3260O90 

— B4Q3260099    IE    Imp    Hapti     3O-313/84-04   t    3O-36S/B4-04    on    640134-26    No 
violations    or   deviations    identiifle-d   Major   areas    Inspected 
security    organiutlon    personnel    per   alleged    compr-omise    of 
safeguards    Info    Details    withheld    (ref    10CFR73   3!) 

KELLY.  J  A    ,    HALL,R  E   ,     JOHNSON,  W  D        Region    4,    Office    of   Director 
64/03/02         Ip         S2758    273         24K    Fl Che-  30-313. H4/O3/OS. 840336009O 

8402090024    IE    Info  Notice    B4-09, Rev    I,     "Lessons   Learned    From    Insps    of 
Fire   Protection  Safe   Shutdown    SU.B    "    Sve    Hit    encl 
JORDAN,  E  L        Division    of    Emer-g  t-ncy    Preparedness    &  Engineering 
Response    -(Past   B30103)         34/03/07  Consul  idafced   Edison    Co      erf   NBUI 

York,     Inc          1  IGpp         S2633-   049         24X    Ficho    3O-OOO,  B4/O3I-O7,  84020900-24 


6403200 t&9  Forwards   QA  Program    Imp    Rnpt   99700766/83-02  Slgniflc«nci   at 
reported    finding*    ihauld    be    evaluated    to   datermini 
accsptab 1 1 1 tg    of    product    ar    ivc    provided    fay    vendor    W/o    encl 
OASLrARDO.J  E        Region   4,     Office    of    Director        84/03/16 
ORIFFIN,  J  M        Arianiai    Pouer    (.  Light   Co        Ip        22i96  393        S4X 
Flchv    30-313,  84/03/16,  B403BOO169 

B402090043   IE    Info  Notice   84-19.    "Tuio   Events    Involving   Unauthoriiad 
EntrioB    into  PWR  Reactor    Cavities    "    Bvc    Hit    encl 
JORDAN, E  L        Division    of    Emargeney   Prtp4ndness   &  Engineering 
Response    (Poit   B301O3)         94/O3/21  Coniolld*tad    Editor    Co      if  Niu 

Yorl,      Inc          123pp         22B23    229         34 X    Fiche    30-000,84/03/21.6403090043 

B402090Q44    IE    Info   Notice   84-2O,    "8ve    Life    of   Relay*    in   Btf etg-Ri latld 
Bgi    "    Bvc    list    encl 

JCFlDANr  E  L        Division   of   Emergincg    Prepartdnti*    ti  Engineering 
Response    CPoit   830103)         84/03/21  Consolidated    Edison   Co      of   N*u 

York,      Inc         139pp         22933    001         Z4X    Fiche    30-000,  B4/03/21,  B40SO9O044 

R      Periodic    operating    reports    Si  related    correspondence 

B40306030B   "Annual    Radiation   Eiposure    Rept. 19B3    "    U/B40229    1 tr 

MARSHALL,  J  R        Arkansas   Power   (.   Light  Co        83/12/31        DEVQUNO,  R   C 
Director's  Office.    Office    of    Inspection   and    Enforcement        3pp. 
H2S17    047         24X    FUhi    50-313,83/12/31,8403060308 

B4030200B1   Monthly    operating    rept    far    Jan    1984   M/84OB19    Itr 

BRAMLETTiL  8   .    KARBHALL.  J    R        Arkansas   Pou«r   (.  Light   Co        84/O1/31 
BASSETrH  8        Division   of    Data   Automation   &  Management    Information 
tpp        22441   318        24X  Fiche    BO-368,  84/01/31,  B4030200B1 

B4O33001&4  Monthly    operating    rept    for    Feb    1964  W/B10313    Itr 

BRAMLETT.L  S  ,  MARSHALL.  J  R  Arkansas  Power  &  Light  Co  84/02/S9 
BASSETT, H  B  Dlvlilon  of  Data  Automation  d  Managenant  Information 
7pp  S3B31  092  24X  Fiche  SO-368, 84/02/27,  8403300164 


6402090038    IE    Info   Notice   £4-lSj     "Strflii    Ccrrosioh    Grading     In   PUR 
3gs    "    Bvc    list    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness    t.   Engineering 
Response    <Poit   B3O1O31         B4/O3/O7  Consolidated   Edison    Co      of   NBUI 

York,     tnc          118pf>          3S984     IB&         21X    Fiche    50-OtJO,  84/03/07,  S402O9002B 

B403130I20    Informs    that    IE    Insp    Repts    50-313/33-  12.  SO-3fiB/B3-12, 
SO-313/83-33  (.   SO-368/B3-33   cancelled    No    imp    re&ts  LJ(  1  1    be 
l>su«d    far    mhj    numbers 

GAOLIARDO.J   E         Region    4,     Office    of    Director          B4/03/0B 
SRIFFIN.  J  M        Arlansas   Pouor    t   Light   Co         1  p         23602    197        24X 
Fichu    50-313,34/03/08.  B40313012Q 

B403190277    Notifies    of    error    tn    840216    Itr    transmitting     IE    In*p    Repfcs 
50-3I3/B4-03  t   50-368/84-0-3   Ltr    Indicated    T«pt   numbers 
SO-313/B3-03  Sf   50-363/83-03   Records    ihould    b«    changed 
a  c  cord  1  ng  1  y 

6AGLIARDO.J  E        Reglo-n  1,    Uffite    of   Lirector         84/03/OB 
OHIFFIM,  J  M        Arkansas   Pouer    &  Light  Co         Ip         27673    1  ?O        24  X 
Fiche    50~313j  84/03/08,  B403190277 


84O319O2S3   Foruards     IE    Imp    Repti     SO-313/S4-O3   t 
840129  No  violations    or    deviations   noted 
GAQLIARQn,  j   £         Region    4,     Office    of    Director 
OHIFFINiJ  M        Arkjnaat   Power  (j   Light    Co,       Bpp 
Fiche    30-313,  B4/03/OB.  B403I90277 


30-368/84-03    on 


B4/02/  16 
22673    191 


~B*03190aaa    IE    Imp    Roots    30-313/64-03   &    30-36B/B4-03   on    B10125   Mo 
violations    or    deviations    noted.  Major    area*    inspected    actions 
taken    as   remit   of    discrepancy    betu«en   public    Info   brochure 
d  Jan    1984    telephone    directory    Far   emergeiicij    planning    loni 
HACKNEY,  C    A    ,     BAIRD,  J   B    ,     JOWEDN,  U   D         Realon    4.     Office    of 
Director         S4/O2/1A         3pp          22673    193         24X   Flthe    50-313.  B4/03/O8, 
8403190277 

B403260230  Foruardl    IE    Insp    R<pt»   SO-313/84-OA    i.   SO-36B/B4-06  on 
940321-24   No  violations    or    deviation*   noted. 
OAGLIARDQ.J   E         Re-glon    4,     Office    of    Director          B4/03/OB 
GRIFFINjJ   M       Arkansas    Power    &  Light   Co        3pp         B273S    1S1         24X 
Fiihe    50-313,84/03/09.8403260230 

—6403360232    IE   Insp    Septs    30-3  13/94--06  &   5Q-368/B1-06  on    840231-24    No 
violations   or   dictations   noted   Major   areas    Inspected    ntalnt 
program 

BOARDHAN.J  R   ,     JOHNSOM.  W  D    ,    CROSSMAN.H  A        Region   4i     Office    of 
Director        B4/03/08        Spp,       S2755    IBS        24X    Fiche    S0-313f  B4/O3/OB. 
B4O3260230 

B40S090031    IE   BulUtU  B4.--02,     "Failures   of    OE   Tupe   HFA  Relics    in   Uit    in 
Cl»»*    IE  Safitii  Siji    '•   Sve    list    end, 

DEVOUM9.R   C        Director'*    Office,     Office   of    Inspection   and 
Enforcement        B4/03/12  Cnusallda  ted   Edison    Co,     of    Neu    York,     Inc 

!34np,       22B23  094        24X   Flche    50-000.  84/O3/12,  B40SO?OO31 


3      Repo-rtable    occurrsncsi-    LERs   b   related    correspondence 

B4032S0117    "Analysl*    of    B00624    Lo»I    of    Offslte    PQUBr    Transient    at 
Arkansas  Nuclear   One   Unit    2    " 

BAYLESSiP    D         EOSiO,     ItlC          FIM   A-4234         EOO-NTAP-6309         B3/09/3O 
NUC  -   No  Detailed    Affiliation.  Given        46pp        23811    189        24X 
Fiche    30-368,83/09/30,8403260117 

B4032S0124   "Analysis    of   90012?   Turbine  Trip    at   Arkansas   Nuclear    One 
Unit   2    " 

BAYLESa.P    D         EQiiQ,      Inc          FIN   A-6S34  EGO-SAAM-64 1 3         B3/09/3O 

NRC  -    No   Detailed   Affiliation  Given  43pp        22811, 067        24X 
Flche    30-36S.B3/09/30.  84032B0124 

B40331003S  P*rt    21    rept   re    Failure    of.,  auxiliary    feeduater    pump    drlv* 
turbines,  Qimpel    NPS-4   TfcT    valve,  to    close  Encl    Itr    dtd    B40203 
sent    to    lilted    util*   OE   notified    of    affected    units    In    BWR 
plants 

THEROUX.B   R        Terrg    Corp         64/02/22        WOODRUFF,  R   M        Director's 
Office,    Office   of   Inspection   and   Enforcement       6pp,      22706  327       24X 
Fichu    30-000.04/02/22,3403210032 

B403090139  LEfi   B4-O01-00   on    840120- unit    trlpptd    during    laul   pouter 
physics    testing   Caused    by    one    pin    peaking    factor    limit    being 
eicMded   due    to   control    element    assembly    position    during 
testing   Procedures   modified    W/84O229    Itr 

ROOERB, P    ,    MARSHALL,  J  R,       Arkansas   Pouer   d  Light   Co        84/02/29.       3pp 
22575    045         24X    Fi  che,  50-36B,  84/O2/H9,  8403090139, 

B4Q3130347  LER  B4-OC-2-00   on    B4O129,  dur ing    routine    surveillance*    of   eon 
protection   calculator    KIJSI  operations    personnel    obitrved    that 
valves    of   addressable    tonitant*    did    nat   agree   u/valves    for 
Cycle    4  Cauiid    by   reactor    trip   on   840128  W/B40302    Itr 
ROOERB,  P   ,    MARSHALL,  J  R        Arkansas    Power   t  Light    Co        64/03/02,       4pp. 
22607     ISO         24X    Fiche    50-368,84/03/02,8403130347. 

B4O3130O24  LER  B4-003-00    on    84O130,unlt    tripped    on    low  sttam   generator 
pressur*   u/concurrent   main    steam    isolation    sys    actuation. 
Caused    bv    leaking    boric    acid    addition    flou   control    valve 
8CV-4936  Valve   repaired    U/B4O305    itr 

RQOERS,  P,  ,    MARSHALL,  J  R        Arkansas   Pouer  &  Light   Co,       B4/03/O9        3ff. 
22615'  til        24  X  Fiche    50-368i  B4/03/05,  B403130024, 

0403130324  LER   84-004-00   on    84O131 .  nectar    tripped    from  approi    10X 
full    pauer   Caused    by    low   s-team  nenerator    level    in    steam 
generator    D    due    to   manual     level    control    difficulties 
W/B40305   UP 

RO8ER8,  P   ,    MARSHALL,  J  R        Arkansas   Pouer   fc  Light   Co        64/03/05-        3pp. 
22607    140        S4X   Flche    50-36B,  84/03/09,  S403130324 


DOCKETED  ITEMS 


251 


S4O3270238  LEH   83-03O/99X-O    dn    031 109,  diesel    generator   3    Bihitlted 
erratic    performance    Caused    by    bad    contact!    on   droop    relay 
in    conjunction   ill/less    than    optimum    tuning    of    governor 
contra  It   Droop    relay   replaced   W/ 64  0307    Itr 

ROOEHS,  P    .     MARSHALL,  J   R         Arkanlfl*    Power    (.   Light    Co         B4/03/07 
DENI8E.H  P        Dlvliion   of   Reiident.    Reactor   Project    tt  Engineering 
Programs         3pp         22772    027         24X    Fich«    30-360.84/03/07.81033702*9 


— 8403160111     IE    Imp    ReptS    30-369/04-03   *,   50-37O/B4-O3   on    040130-31    No 
violations    or   deviations    Identified   Major    area*    Impacted 
emergency    preparedness    area    of    protective    action 
dec  is ionmaklng 

CLINE-H  E        Region   2.    Office   of    Director         JENKINS,  0  ft        Division 
of   Emergency    Preparedness    b  Materials  Safety        64/02/13        3pp 
23692   343         24 X   Fithe    50-369,04/02/16,8403160101 


B4032S0020  LEH   S4-005-00   on    B40210,  output    of   Channel    A  e»-core   detector 
s  ubcfi*nn»ls   appeared    to    saturate    at    SO  7'/.   power   Preamp 
astBfflblv   (>   filter    replaced    Testing    confirmed    proper 
functioning    of    subchannels    U/040311    Itr 

ROGERS,  P   .    MARSHALL,  J  R        Arkansas   Power    fc   Light   Co        84/O3/11         3pp 
B2713   3S2        24X   Fiche    30-368,84/03/11,8403220020 


8403020254   Ac  k    receipt    of   040129   fc   031010    1  tT  s    tranimitti  ng    Revf    6   «.    3 
to   guard    training    b   qualification    plan,  rnsp ect  1  vely  Rev* 
consistent   U/10CFR50  54(p>    &   acceptable 

LEWIS, R   C        Division   of   Project  &  Resident    frog  rams        04/02/27 
TUCKER,  H   B         Duke    Pauls f    Co         2pp         22439   OO3         24X 
Fiche    30-369, B4/O2/29,  Q40302O234 


8403290127  LER   B4-0Q6-QO   on   840221 , operations    personnel    recognlied    that 
addressable    constant    updated    for    core    protection    calculator 
Channel   C    itlll    in    progren    uihen   Channel    D   prepared    for 
monthly    surveillance    teitlng    Procedure    changed   M/04O33O    Itr 
RQOERB.  P   ,    MARSHALL,  J  R        ArHan*as   Power    &   Light   Co        04/03/20        3pp 
22307:098         24X   Fiche    30-360. B4/O3/2O,  B403290127 


DOCKET  30-369  WILLIAM   B      MCOUIRE  NUCLEAR   STATION.    UNIT    I 

E      NRC    Safety    Evaluation  Report    <SER),    suppli    ti   correspondence 

8403020317  Forwards    Rev    1O    to    "Analy*!*    of   Hydrogen   Control    Measure*   at 
MeOuire   Nuclear  Station."    per    S9ER    7    (NUREQ-0422) 
TUCKER.  H  B        Duke   Power   Co        B4/02/29        DENTON.H  R        Offici    of 
Mucl«ar   Reactor  Regulation.     Director        ADENBAM. E  0        Licensing    Branch 
4         Spp        22441:216        24X    Fiche   30-000, B4/02/29, 0403020317 

— 84O3020321   Rev    10    to    "Analyd*   of    Hydrogen    Control    Measures    at   McOuirs 
Nuclaar  Station    " 

*      Duke  Power   Co        64/02/29        SOpp        22441    210        24 X 
FlchB    30-000,  84/02/27,  8403020317 

F      Security,    medical'     emergency    &   fire    protection    plans 


B403290273   Foruards    IE    Insp    Rept*    SO-369/B4-O2    &    BO-370/B4-02   on 
840213-17  No  violations   or    deviations    identified 
DANCE.  H  C        Division   of  Project  b  Resident   Proorams        84/03/01 
TUCKER.  H   B         Dukt    Power    Co         2pp         23BOO   083         24 X 
Fichu    30-369,84/03/01,  8403290275 


—9403290290   IE    Insp    Repts    50-369/84-02  (.   SQ-370/84-02  on  840313-17  No 
violations   or   deviation*    Identified   Major    ^reas    inspected 
emergency    preparedness 

9TODDART.  P  0        Region  S,    Office    of  Director        JENKINS,  0  R 
Division   °f   Emergency   Preparedness   (<  Materials  Safety        84/02/29 
7pp         22000   OB9         24X   Fiche    30-369,  04/03/O1,  8403290273 

8403160278  Eitendi    Invitation    to   attend  840316  workshop    to    discuss 
10CFR50,App   R   requirements   &   result*    of   recant    insp    to    help 
resolve    misunderstanding    associated   ui/requlr*inanti 
LEWIS.fi    c        Division   of  Project  &  Resident   Program*        S4/03/02 
TUCKER.  H   B         Duke    Poiuer   Co          Ip         28660   274          24X 
FlchB    30-000,84/03/02,8403160270 


8403120110  Advises    that   B4O116  Rev   16   to   ptiyilcal    security    plan 
consistent  Hi/provisions   of    10CFRSO   34(p)    &   acceptable 
LEWIB.R    C        Division   of  Project  tt  Resident    Program*        94/03/03 
TUCKER, H    B         DukB    Power    Co         2pp         22SSB   200          24X 
Fiche    50-369, 84/03/OBi  04031201 10 


8403090254  Public    version    of    reviled    crisis    mgt    plan    implementing 
procaduresi including    Procedures    3  3   4   re    t cheduling/planning 
support    jrogp,S,  3, 6   re    radiological    support    group    t.   3.3.7   re 
technical    support    group.  M/B31 107    Itr   t   JM  Feltan  memo 
TUCHEfi-HB        Dukl   Foyer    Co        83/10/31        271pp        S2fl9S>053        24X 
FlchM    30-000,  83/10/31,8403090234 

8403140231    Public    version    of    revised    emergency    plan    Imp  lamenting 
proc»duresi including    Procedures   PT/D/A/4600/06  r*    exerclsa 
li    drill*, RP/O/A/9700/02   re   alfrt   t<  RP/O/A/ 3700/03   re    site 
aria    im«rg*ncy    W/831213    Itr   tt   JH  Pelton   B40312   ralease    memo 
OLOVERrM  S   ,    SAMPLE, M   ,     TUCKER. H  E.       Duke   Power   Co        03/11/2B 
DENTONtHH,       Office    of   Nuclear   Reactor    Regulation,     Dtrtctor 
ADENSAM.E  0.       Licensing    Branch    4         141pp        22637    177        24X 
Flche. 30-369, 03/11/20,9403140831. 

8403090276  Public   version   of   revised   emergency   plan   Implementing 
procedures, Ineludlno    Procedure  BP/O/A/3700/01    re 
notification   of   unusual    event, EP/O/ A/ 3700/02   re   alert    & 
RP/O/A/ 9700/03  re    site    emergency   U/B401Z3    Itr   t>  940307  memo 
CLOVER- M,  9,  ,    GILBERT,  OD.,     TUCKER,  H  B        DukePouerCo.       84/01/03 
DENTQN.  H  R,       Office    of   Nuclear  Reactor    Regulation,     Director 
AD€NSAr1,E.Q       Licensing   Branch   4.       102pp       22394  321        SIX 
FlehB    »0-369.84/01/03,8403090a7A 

B40307O3S2  Public   version    of    revised    emergency    plan    implementing 
procedure*, Including    Procedure  HP/O/B/1007/OS  re    first 
r»iporH»    evaluation    of    reactor   coolant    leak    fc   PT/0/A/460C/06 
r*    •(•relies,   h   drills   M/840210   Ur    b  JM  Felton   B40302   mtrno. 
FOSTEFt,  J  .    MCCONNELL.  T   ,     TUCKER,  H,  B        Duke    Pouer   Co        04/01/19 
ADENSAM, E  0        Llctnslng    Branch    4        DENTDN, H  R        Office    of    Nuclear 
Rector    Regulatloni     Director.       84pp        22363  319        24X 
Fi«h»: 80-369, 84/01/18,  9403070382 

B4D3DAO225.  Rev    It    to    crisis    mgt   plan   M/B40224    Ur   Ac   public    info 
paMiphla  t. 

VAUOHN,  T. E,       Duka   Power   Co        84/02/02        6&pp         C23I6109        24X 
FIch».  30-000,  84/02/02,  8403060229. 

6403060106   Change*   0-2    to    Emergency    Plan    Implementing   Procedure 
PT/O/A/4600/11,     "Function    Check    of   Emergency    Vehicle   at 
Equipment."   W/B4O224   Itr. 

MCDONALD, B, A   ,    FOSTER, J   ,     TUCKER.  H.  B        Duk.    Pauer   Co         84/02/10 
OENTONiH   R.       Office    of   Nuclear  Reactor   Regulatloni    Director 
AQEN8AH.E  0,       Licenilng    Branch    4.       32pp        22906,149        24X 
Flcht: 90-369, B4/O2/10,  B4O30601O6 

6403160101    Forwards    IE    Insp    Rept*   30-369/04-03   *   80-370/84-03   on 
640130-31   No   violation*    or    devUttons    idintifled 
DANCE, H  C        Division    of   Project  h   Resident    Programs        04/02/16, 
TUCKER.  H.B,       Duk*  Pouer   Co        2pp.       22692:341         24X 
Fiche;  90-369, 84/02/16,  9403160101 


0403270230   Forunrds   Rev   19    to    security   plan  Rev   withheld 
(ref    10CFR73  21) 

TUCKER,  H  B  Duke  Pouir  Co  B4/03/16  O'REILLY.J  P  Region  2, 
Office  of  Director  Ip  2B772  129  24X  Fiehe  50-369,  94/03/li. 
0403270230 

8403300022  Advise*    that  031122  Rev    17    to    physical    socruity    plan 
consistent   u/provlslons    of    10CFR50  54(p)    &    acceptable 
LEWia,R   C        Division   of   Project  &  Resident    Programs        04/03/26 
TUCKER, H  B        Duke  Pouer   Co        3pp        32833    179        24X 
Fichu    50-369,04/03/26,8403300022 

P,    Operating    license    stage    documents   &  correspondence 

B4031B0210  Foruiards   Amends   29  b    10    to  License*    KPF-9  fc  NPF-17, 
respectively   &   lafety   evaluation  Amends   change    Tech   Specs 
re   risponse    time   for    iteam    line    isolation   Si    surveillance 
requirements    for    sprinkler    sys   valve* 

ADENBAM,  E  0        Licensing    Branch   4        B4/02/29         TOCHER,  H   B        Duke  Poiuer 
Co        3pp        22619  310        84X  Fiche   50-369, 94/02/2?,  S403120210 

—0403120213  Amend*   29  &    10    to   Licenses  NPF-9    tt  NPF-17,  ra*p  ectivoly , 
changing    Tech   Sp*ci   re   response    time    for    iteamline 
l*olation,  diletlng   mechanical    tnubbers   !<    surveillance 
riq.uirement»    for    sprinkler    sys   valve* 

ADENBAM,  E  0        Licensing    Branch    4        04/02/29        27pp        22619  312 
24X   Fiche    30-369-84/02/89,0403120210 

— 0403120216   Safety    evaluation    supporting    Amends    29  h   10   to  Licenses 
NPF-9   t.  NPF-17,  respectively 

*      Office    of  Nuclear   Reactor  Regulation,    Director        84/02/29        4pp 
2B619   339        B4X  Fiche;  30-369,  84/02/29,  84O313O210 

0403190237   Forward!    "Steam  Pressure    Suppression  Characteristics    of 
Uater-Boluble   Plastic   Membrane  Shielded    Ice    for    Ice 
Condenser  Containment  Nuclear   Pouer   Plant*    " 

TUCKER.  H   B         DuVe   Pouer    Co         B4/03/07         DENTONi  H   R         Office    of 
Nuclear   Reactor  Regulation,    Director        ADENBAM,  E  0       Llcenilng    Branch 
4        7pp,       22672,102        24X    Fiche   30-000,84/03/07.8403190237 

— 8403190261    "Steam  Pressurt   Suppression   Charac teri*tics    of   Hater-Solubl* 
Plastic   Membrane   Shielded    Ic*    for    let   Condenser  Containment 
Nuclear   Pouer   Plant*    "    Supporting    documentation   encl 
SCRAB1S. C   M        Uistlnghouis    Electric   Corp         83/06/30        125pp 
22672    109        24X  Flche    30-000, 84/03/07,  9403190237 
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B4O319Q19&  Forwards    proprietary    in-fo    Co    support   NRC   ravleu  of    propond 
amend*    to   Liciniii   NPF-9   &  NPF-17    Info    changes    ops  rating 
limitation    affected    by    optimiieif    Fuel    amtembly   design    far 
Unit    I/Cycle  3   reload    Info   withheld    (rtf    lOCPftB  790> 
TUCKER, H   B         DuU    Power    Co         34/03/0?         DENTQN,  H   F         Office    Of 
Mud-ear   Reactor  Regulation,    Dime  tor        ADENBAM, E  O       Licensing   Branch 
4         5p(t          22643    020         24*    Fiche    30-369,,  B4/03/09,  B4Q3130136 


--B403U0111    IE    In*p   H»pt»    30-369/B4-O3  &   30-37O/B4-03   on    B40130-31   Ho 
violations   or   devietjoni    identified   Major   *reai    inspected 
em»rg«ni:t|   preparedness   area    of    protective    action 
decisionmaklng 

CLINE.W   E        Region   2,     Office    or    Director         JENKINS,  O   R         Division 
of   Emergency  Preparedness   b    Materials   Bafitu.        B4/02/19        3pp 
B26B2  343       24X  Flch*    30-369,64/05/16,8403160101 


84Q329014B  Forwards    Rev  6    to    "HcGuire  Unit    1    Pump  &  Valve    Iniervlce 
Tailing    Program"  4   Rav  S    to    "McOuire   Untt  3  Pump    Ic  Valve 
Inatrvlce   Testing    Program    " 

TUCKER,  H  B        Duke    Power    Co        34/03/16        DENTON,  H  R        Office    of 
Nuclear   Reactor  Regulation,    Director        ADENBAM,  E,  C        Licinling   Dranch 
4          lp          22B06   034         24X    Fie  fit    30-3-67i  84/03/16,  840329014B 


9401190072    IE   Info  Notice    64-13,     "Potential    Deficiency    In   Motor 
Optrated    Valv*  Control    Circuits   ti  Annunciation    "   Svc    ll*t 
oncl 

JORDAN, E.L       Division   of   Emergency,   Preparednei*   li  Engineering 
.Response    (Poit  B301O3)         84/Q3/2B  Consolidated   Edlion    Co.     of  Neu 

York,     Inc         llSpp        22909  339        24 X   Flche    30-000-  84/02/28,  B401 190072 


— a4032-9Q£3fl  flev  A    to    "McCuire    Unit    1    Pump    b  Valve    Inservice    Teitlns 
Profjrain    " 

»      Duke    Pcuer   Co         84/03/16         13pp         22006   037         K4X 
Flcfte    3O-3o9,B4/O3/IiJa4032901'18 

— B4Q329016fl  Rtv  3    to    "McOulre   Unit  B  Pump    tt  Valve    Iniervlce    Taitlng 
Program  " 

*  Dulce    Pourir   CD         B4/O3/1A          13pp         S2BQ6   O30         24K 
FlchB    50-369,  B4/O3/16,  Q4O3a9O14B 

B403aa003a  Forwards    "Spant    Fuel    Pools   R»r«c t   Mod, Safety   b   Environ 
Analyiii.    "   Analyili    lupplt    info   to    enable    detailed    «jp»tij 
•valuation   of   B40B17    llcenit    jm»nd    ri-qutit 

TUCKER, H  0        Duke   Pauer   Co        H4/03/BO        DENTQN. H  R       Ofllc*    of 
N-u clear    Reactor  Regulation,    Dlnctor        ADENSAM.  E  0       Lictnilng   Branch 
4          If.        33713   001          24X    Flche    50-369, B4/03/20, B403220O38 

— B403B30O44   "Spent   Fuel    Pooli    Reracli    Kod.Baffty    t  Environ  Analgili    " 
U/H6   cversitr   drawing*    Apertori'   cards   are    avallabli    in  PDR 

*  Duke   Pouier  Co        94/03/2O        120pp        22715   002       24X 
Flche    HCJ-369,  94/03/20f  B40352OO3B 

940327O243   Foruardi   addl    documentation   at  acctptabl  1  ltt|    of   "clear  t 
bright"    test    prapoitd    In   Ttch    Sptc    chango    ntbmitted   by 
B31118    Itr   Demonttrdtlons    revealed    that   "clear   &   bright" 
nor*    flaniitlve    than    "water    &    lediment"    teit 

TUCKER, H   9        Cute   Pomier   Co        84/0-3/20.       DENTON,  H  R        Office    of 
Nuclear   Reactor   Regulation,    Director        ADENBAMrEO       Llcenilng    Branch 
4         3pp          3H772    021          24K    Flche;  50-369,  B4/03/SO.  8403870243. 

9403290367    Rev   to    B31B13  application    far    amend    to   Llceniif   NPF-9  t 
NPF-1B,  changing    U*t«<t   Tetb    Spec    base*,  per  Y  Hiil    1< 
MS  Dunanfeld   B403[9  t    16    telconi,  respac tlve lij    Heitlnghouie 
prnprlntjri;    Info   uHh*.ld    (mP    10CFR2  790) 

TUCKER,  H   II        Dute   Pouir   Co        64/03/23        DENTON.  H  fl        Office    of 
Nuclear   Reactor   Regulation,    Director        ADEN8AM,  E  0        Lietnsing   Branch 
4         3pp          33300    092,       24X    Fiche    30-369,84/03/23,6403290567 


B4D3290-273  Forward*    IE    Imp    Repti    90-369/B4-02  li   30-370/84-08   on 
B40213-17  Ho  vlolatloni   or   deviation*   Identified 
DANCe.H  C        Dlviilon   of    Project  &  Resident   Pragrami        B4/03/01. 
TUCKER,  H  B        Duke  Pouier    Co        2pp         2EBOO  063        24 X 
Flchi    9D-369,B4/O3/01,B403290S73 

—S40329029O    IE   Imp    Repti    SO-367/B4-O2  b   90-370/84-02   on   640213-17  No 
violation*   or   deviations    identiflod   Major   area*    lnipect*d- 
emirgencv   priparedne** 

BTODDART,  P  0        Region    2,    Office   of  Director        JENKINS,  0.  R. 
Divilion   of   Emergency    Pnpartdnil*  fc  Material*   Safety.       84/OS/39 
7pp,       22300:089        S4X    Flche  '  30-369.  B4/03/OI,  B403290279. 

B40B070007    IE   Info   Notic*    B4-14.     "Highlights    of  Recent   Traniport 
Rtgulatorv    R*v*   bg    DOT   t*  NRC,  "    Svc    Hit    encl, 

CRACE,J  H,      Dlviaion  of   OA,    B*f*guardt  t  In*p*ction  Program*   (Post 
830103)         B4/03/O2  Consolidated    Ed i ion   Co      of   Neu  York,     Inc 

130pp        B23S2  329        24X    Flehe; 90-OOO, 84/03/02, 8402090007 

84O209D008    IE   Info   No  tic*    84-16,     "Failure   of   Automatic   SprlnkUr   BU* 
Valves    to   Optrato    "    Svc    Hit    encl 

JORDAW,  E,  L       Divtilon   of   Emergency   Preparvdn***   &  Engineering 
Response    (Post  B301O3)         84/03/02  Con*olldated   Edlion    Co      of  Niu 

York,     Inc         ISBpp        22333  09B.       E4X   Flchi.  30-000, 84/03/02,  B4020TC008 

B4OS090009    IE   Info   Notice    84-19,     "Reporting    of   Radiological    Releases,  " 
five    list    encl 

JORDAN, E  L        Division   of    Emergency   Preparadne**   &  Engineering 
Ruponi*    (Poit  B301O3)        84/03 /oa  Coniolldatid   Edlion   Co.    of  N*u 

Yuri:,     Inc         119pp        22933   217.       24X   Flche'  30-000, 84/03/02,  8402090009 

B40S090O11    IE    Info   Notice    B4-I7.     "Probltm*   W/Ho.uld    Nitrogen   Cooling 
Component*    Delou  Nil    Ductility    Temp    "   Svc    lilt    encl. 
JDRDANi  E  L        Division   of    Emergency   Preparednen   h  Enjinterlng 
Rtsponie    IPost  B301O3)         84/03/09  Consolidated    Edlion    Co      of  Neu 

York,     Inc         117pp        BS933>336        24X    Fiche    30-000, 84/03/08,  B402090011 


— 8403290273   Revised    proposeit    Tech   Specs    clarifying    b  correcting  B31212 
amends    to   operating    conditions    for  reactor    corijradlal 
peaking    factor   rept  &    special   repts 
*      Dul«    Pouor  Co        84/03/23        3pp        22900.079        24X 
Flch*    3-0-3fi9,S4/O3/23, 8403370267 


S4OB090024   IE   Info  Notice   84-09> fl«v   1,    "Lenon*  Learned   From   Inips  of 
Fire  Protection  9af*    Shutdown   By*."    Svc    Hit    encl. 
JORDAN,  E  L        Dlvltlon  of    Emergency   Preparadne**   &  Engineering 
R0sponie    4Post  830103).       84/03/07  Consolidated    Edtion    Co.     of  Niu 

York,     Inc         llBpp         22633  049.       S4X    Fiche    30-000,  B4/O3/07.  B402090024 


--Bfl03390279   Requests  uithhoHlng   of    proprietary    Inf-o   rsqLesled    by    utll 
from   public    discloEure    (ref    tOCFRa  7901    Affidavit  AW-74-60 
dtd    761202   encl 
MIESEMANNiR  A        Me*tinghou*e   Electric    Corp         E34/O3/11.       DEN  TON,  H   R 

Office    of  Nuclear   Reactor    Regulation,    Director         lOpp         2 2 BOO   100 

24X    FleAe-    30-34?,  B4/03/23,  B40329O267- 

9403270282   Nonpropr i etari)    Info    reflecting    u««   of  Ronmotint    resistance 
temp    dntec tor 

«      Mestinghauae   Electric    Corp        B4/03/23        39pp        23900    HO.      24X 
Flche   50-349.  34/03/23,8403390267 


B40Z09002B    IE    Info   Notice    B4-1B,     "6tr«*s   Corrosion  Cracking    in  PUR 
Sg«    "    Svc    1  lit   encl 

JORDAN, E  L        Division   of    Emergency   Preparedneti   fc  Engineering 
Response    <Post   830103)         84/O3/07  Contolidated    Edison    Co      of  New 

York,     Inc         118pp.       223B41B6,       24X   Flche:  30-000,  B4/O3/07,  B40B0900SQ. 

B403160297  Act  receipt    of    840203    Itr    informing    NRC    of    *teps    taken   to 
cornet  violations   noted    In    IE    Imp    Repti    90-3&9/B3-49   It 

SO-370/B3-B2 

LEHIS.R  C       Dlviflon   of  Project  b  Rvildent  Program*.      B4/03/07. 

TUCKER, H   0        Duke   Power    Co        8pp.       226iO  041.       24X 

Fiche    80-369,84/0-3/07,0403160297 


Inspection    reports,     IE  Bulletin*   fc    C(*rrespond*nc« 


Faruards    IE    Itlsp    Repts    90-3i9/B4-Ol    !<    SO-37O/84-01    on 
8^0133-27  No  vlolatloni   DT    deviations    idftntlfitd 
DANCEiH   C        Division    op  Project   tc  Resident   Program*        84/02/19 
Tl/CKGR.Jf  B        Duke   Poutl-  Co        Bpp        2S6S2  346        S4X 
F I  ch»:  30-369,84/02/1 9,  8403 1601 10, 


-B40316Q3Q4  Acid    receipt    of    B402O3    Itr    Informing    NRC    of    steps    taken   to 
correct   violations    noted    In    IE    Imp   Rapt*    5Q-369/B3~49  t 
30-370/83-32.  Utll    ulll    be    Informed    of   acceptability    of 
correcfclvt  actions    *t    later    date 

LEWIS, H   C        Division    of    Proj*ct   h   Resident   PrograMi         84 /OB/21. 
TUCKER,  H  B.       Duke   Poui*r    Co         lp         22660:043,       24X 
Fiche   90-369,84/03/07,  B4031&0297. 


B4O31601BO    IE    Imp   R«pts    BO-369/B4-01    Ic   SO-370/B4-O1    on   840-123-27  No 
violationi  or  deviations    idantlfied  Major   areas   inspecttd' 
plant   w*tor  chamlitry    b    iniervlce    testing    of    pumps   ti   valv**. 
ROSSrH  J       Region   2,    Office    of    Director        BLAKE,  J.  J        DlvUlon  of 
Engineering  &  Operi tional   Program*       B4/Oa/10.       lion        BS6S2'348 
B4JT  Fieh«    30-3a9,  B4/02/19,  B403140110 


-B403160313  Retpondi    to   NRC  S4O104    Itr   r*  violation!  noted    in    IE  Imp 
Rept*    3O-369YB3-43   t    9O-37O/B3-92   Violation    dl»put*d,  Btipt 
involved    in    surveys    of    airborne    effluent    hatard*    listed. 
TUCKER,  HB        Dukl   Pouier   Co         B4/02/03        O'REILLY.  J  P.       Region  2, 
Office    of    Director.       3pp        HB6&0'  O44        24X   Flche-  3O-369, 84/03/07- 
8403160297 


6403160101    Forwards    IE   ln>p    Ripts    30-3&9/B4-03   b    BO-370/84-03   on 
B40130-31    Mo  violations    or    deviations    identified. 
DANCEi  H  C        Divlilora   of   Project   tt  Resident   Program*        94/02/16. 
TUCHEfl,  H  D.       Duke    Power   Co        Bpp        326 B 2  341         24X 
Flch"    3O-3 


-B403160317  Forward i    IE    Insp   Rapt*    30-369/83-49  h  30-370/83-92  on 

831306-09  tc  notice   of  violation 

LEWIS.R,  C       Division   of   Project  h  Resident  Program*.      84/01/04 

TUCKER,  H  B        Dukl   Pouer   Co         Epo        22660,047.       24X 

Flche    30-369, 84/03/07,  B403IAOH77 
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— S4O31603B2   Not  let    of    violation    from    imp    an    83120&-09 

«      Region   3,     Office    of    Director         B4/01/04          Ip         226&0    O49         24X 
Ftche    30-369.  84/03/07,8403160397 

— H4Q31A0329    IE    In*P    RiptH    SO-369/S3-43   t    9O-370/B3-92    on    831206-09 
Violation   noted    failure    to    peform   adequate    surveys    for 
raliiia    of   airborne    iffluinti    to    unrestricted    areas 

KUZSLO  B        Region   S,    Office    of    Director        MONTGOMERY,  D  M        Division 
of   Engineering    &  Operational   Program        03/12/30         16pp 
22660:050,       Z4X   Fiehe    90-369,84/03/07,8403160297 

B4O2090031    IE  Bulletin   S4-OS.     "Failure*    of   «E   Type   HFA   Relays    in    USB    in 
Clan    IE  Safety   Syi    "    9vc    lilt   encl 

DEYQ-UNO.R  C        Director 'i    Office,    Office    of    Inipectlon   and 
Enforcement        B4/O3/12  Consolidated   Edlion   Co      of    Neu   York,     Inc 

22B23   094         24.X    Flche    50-000. B4/03/1H, 84O209O03I 


F      Security,     medical,     emergency    &   fire    protection    plans 


B403090294  Public    ver*ion    of   revised    crisis   mg  t    plan    implementing 
procedures,  inc  1  uding   Procedures   9  3  4  re    scheduling/planning 
support    group, 9  3  A   ri   radiological    support    group   J.  9  3  7    re 
technical    support    group   W/931107    Itr  d  JM   Pel  ion  memo 
TUCKERj H   B         Duke    Power    Co         03/10/31         27[pp          32993   09S         24X 
Fiche    50-000,  83/10/31,8403090294 


8403140231    Public   version   of    revised    emergency    plan    Implemen tlnfl 
procedures. Including    Procedure*   PT/D/A/46QO/O6   re   exercise 
(.    drills,  RP/O/A/ 3700/02   re    alert    &   RP/0/A/37GO/03   re    lite 
area    emergency   W/S312I3    Itr   &  JM  Pel  ton  840312   releaie   memo 
QLOVEfl,  M   B    ,     SAMPLE,  M   ,     TUCKER.  H   D         Duke    Pourtr   Co        B3/11/2B 
DENTON, H  H        Offica    of   Nuclear  Reactor   Regulation,    Director 
ADENSAM.E  0        Licensing    Branch   4        141pp         23637   177       34 X 
Flche   30-369,63/11/28,8403140231 


B4OSO9O043    IE   Info   Notice    34-19.     "Two  Evants    Involving    Unauthorised 
Cntrlvi    into   PWR   Reactor   Cavities    "   8vc    list    incl 
JORDAN. E  i.        Dlvition    of    Emergency    Preparedne**   &   Engineering 
Raiponie    (Post   830103).       B4/03/21  Consolidated   Edison    Co      of   Neui 

Yarli     Ine         123pp         33823   229        24X  Fiche    50-000,84/03/31,8402090043 

8402090044    IE   Info  Notice    84-20,     "Svc    Life    of   Relay*    in    Saf ety-Rolated 
Syi    "    Svc    list    encl 

JORDAN, E  L        Dlvition   of    Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         84/03/21  Consolidated   Ediion    Co      of   Neu 

VoMt.     Inc         13Spp         22933  001        24*  Fiche    SO-000,  B4/03/21 , B4Q2O90044 

R      Periodic    operating    report!    li  related    correspondence 

B402B1013Q  Monthly    operating    rept»    for   Jan    1984   W/B4Q213    Itr 

REAVISf  J.  A,  ,    TUCKER.  H  B,       Duke  Power   Co        84/01/31        8pp         22316  349 
24 X    Flche, 90-3&9,B4/O1/S1,B402210190 

S40320O123  Monthlu   operating   ripts   far  Feb    1984  M/B40313   Itr 

KEAVIB, T   A,.     TUCKER, H   B          Duke    Power   Co         84/03/29         Bpp          S2697    1O3 
2tX    Fiehe   30-3i9.  B4/02/H9, B4032001B3 


840309027&  Public    version   of   reviled    emergency    plan    Implementing 
procedures, including   Procedure  RP/0/A/S70O/01    re 
notification   of   unusual    event,  EP/0/ A/9700/ O2   re    alert   (c 
RP/O/A/ 3700/03   re    site   emergency   W/B40123    Itr    tt  840307  memo 
GLOVER,  II  S   ,    (HUBERT, 0  0   ,    TUCKER, H  B        Duke    Fouer  Co        84/01/09 
DENTON,  H  H        Office    ef   Nuclear  Reactor  Regulation,    Director 
ADENBAH, E  Q        Licensing    Branch   4        102pp         22394   331        24X 
Ficha    90-369,84/01/05,8403090276 

B403070393  Public    version   of   revised    emergency    plan    implementing 
procedures, Including   Procedure  HP/O/B/1009/05   re    first 
response    evaluation    of  reactor  coolant    leal;    fc  PT/0/A/4fiOO/Ofi 
re    exercises   t  drill*  W/B4Q210   Itr   (•  JM  Feltan    640302  memo 
FOSTER.  J   ,    MCCONNGLL.T   .     TUCKER,  H  D        DukB    Pauer   Co        B4/01/18 
ADENSAM.E  0        Licensing    Branch  4        DENTON.  H  R         Office   of   Nuclear 
Reactor    Regulation.     Director        B4pp        22563   319        24X 
Fiehe    90-369,84/01/18.8403070332 

B403060229   Rev    11    to    crisis    mg  t    plan  U/B4O334    Itr   &  public    info 
pamphle  t 

VAUOHNi  T   E         Duke    Power   Co         B4/02/02         4App          92516    189         24X 
Flche    30-000,  Q4/02/O2, 8403040223 


B.     Reportsble    occurrnnces,     LER*   li  related    correspondencv 

BS11110314   Forward t    evaluation    of  810829   overpressuriiat Ion    of    suction 
Ilnam    to    turbine   driven   auxiliary    feeduater    pump    Relief 
capability   m»(t    be   needed    for    check    valves 

ZUKORiD   J.       Reactor    Operatloni   Analysis    Branch.       82/11/02 
MICHELSON'C       Director's   Offica       4pp       22779  331       24 X 
Flcha:  50-349, 82/11/02,8211110914 

B40323O332  Foruard*    preliminary    results    of    natural    circulation 
»nalu*ei    for   Blllll    transient   at   McOulre   &   800609   natural 
circulation    lou  pouar    test    at   North    Anna 

CHAKLTOM,  T  R        EOI.O,     Inc         B3/07/22        LITTENEKER,  P    E        Energy,    Dapt 
ofi     Idaho  Operation*   Office        2?pp,       22807  Z99        24X 
plena-  30-000,  63/09/22,  8403280332 

84031 S01B1    Forward*    "Fallurat    In  Upper  Head    Injection  Bys    "    Lic«n*eti 
taking   action   to  resolve   setpolnt   drift   on   Barton   level 
transmitter*  No  AEOD  action   recommanded 

ZUKOR, D.  J,       Reactor    Operations  AnalV*!*   Branch,       64/02/23. 
BEYFIUTiK,  V        Reactor   Operation*   Analysis    Branch         Ip         22M6.  H72 
24M   FichllSO'OOO,  B4/02/2B,  B4Q31301B1 

— B*03150IB3   "Failures    in   Upper   Head    Injection   By*,"    AEOD    engineering 
•valuation   rept. 

ZUKORrA        Director's    Office        B4/02/2B,       Bpp,       22MA    273        24X 
Flche    aO-OOO,  B4/Oa/S8,  84031301BI 

6403130332  LER  04-002-00' on   84013O,  reactor   protection  *ui    lnltlat»d 
trip    following    voltage    spike    In    loop    C   Caused    b||    failure    of 
loop    C    lead/lag    card    of    prates*   control    ly*    Faulty    card 
r«pl«e*d   W/840229   Itr, 

NWDDCJiP,  B.'    TUCKER >  H  B.      Dukt  Power  Co       84/03/27       3pp 
2SA07:146        24X  Fiche. 30-369, 84/02/29,  B403130332 


DOCKET   30-370  WILLIAM   B      MCflUIRE  NUCLEAR    STATION,     UNIT  2 

E.     NflC    a«f*tg    Evaluation   Report    <BER),    suppli    fc   correspondence 

040303-0317    Forward*   Rev   10    ta    "Analijii*    of   Hydrogen   Control    Heasuras    at 
ffcfiuire)   Nucltar   Station,"    per   SSER    7    (NUREO-0422) 
TUCKER,  H,B.       Duke   Power   Co        B4/O2/29,       DENTON, H, R        Office    of 
Nucl«*r   Reactor  Regulation,     Director        ADENSAM, E  Q        Licensing    Branch 
4.       3pp.       22441    216        24X    Fiehe.  30-000,  B4/O2/29, 8403020317. 


8403060106   Changes   0-2   to  Emergency   Plan    Implementing  Procedure 
PT/O/A/4600/11,     "Function   Check   of   Emergency    Vehicle   at 
Equipment   "  U/B403S4   Itr 

MCDONALD,  B  A   ,    FOSTER,  J,  ,     TUCKER,  H  B        Duke    Pouer   Co        84/02/10 
DENTON.H.R        Officn    of  Nuclear  Reactor  Regulation,    Director 
ADEN8AM,  E  0        Licen.lng   Branch  4        32pp        SZZOt,    149       24X 
Fiche    9O-369, 04/02/10, B403060106 

B403160I01    Forwards    IE    Insp    Reptt    30-369/04-03  &    30-370/84-03    on 
840130-31    No   violations    or    deviations    identified 
DANCEi  H   C        Division   of   Project   &  Resident    Programs        84/02/16 
TUCKER,  H  B        Duke   Pouer   Co        2pp        32l>53  341         BIX 
Flche    30-369,  04/02/li,  B4Q3160101 

--B4Q3160111     IE    Insp    Ropts    90-369/B4-03   ti    3Q-37O/84-03   on    B40130-31    No 
violations    or    deviations    identified  Major    areas    inspected 
emergency    preparednesi    area    af    protective    action 
declsionmaklng 

CLINE,  W  E        Reoion   2,    Office   of   Director        34/03/13        3pp. 
22692    343        24  X   Flche    50-369,  B4/08/16,  B40316OI01 

B4030SQ294    Ack    receipt    of  840123  &  B31010    Itrs    transmitting    Revi   &  i.   5 
to    guard    training    d    qualification   plan,  resptctlvely  Revs 
com  intent  U/10CFR9O   34(p)    b   acceptable 

LEWIS, R    C        Division    of  Project  &  Resident   Programs        84/02/29 
TUCKER,  H    B        Duke   Power  Co        2pp        22439  003        E4X 
Flche    90-369,  84/02/29,  3403020294, 

B403290273   Forwards    IE    Inip    Repts   90-369/84-02  S<    30-37O/84-08    on 
840213-17  No   violation*   or   deviations    identified 
DANCEiH  C        Division    of  Project  *  Resident   Programs        84/03/01 
TUCKER,  H,  B        Duke   Pouer  Co        Epp        32800  OB3         24X 
Fiche    30-369,84/03/01,0403290273 

— B403B90290    IE    In*p   Repts    90-369/84-02  tc   90-37O/84-02  on   B40213-17  No 
violations    or   deviations    identified   Major    area*    inspected 
emergency    preparedness 

STODDART,P   0.      Region  a,    Office    of  Director         S4/02/39        7pp 
22BOO.OB3        24X  Fiche   90-369,04/03/01,9403290279 

8403160278   Extends    Invitation    to  attend   B 403 16  workshop    to  discuss 
lOCFRSOtApp   R   requirements   Si   results   of   recent    Insp   ta    help 
retalve  mlsunderstandlnii   associated  ui/requircmBnt* 
LEWI8,R   C        DlvUlon    of  Project  t"  Resident   Prooram*        84/03/08 
TUCKER,  H,  B        Duke   Pouier  Co         Ip        22660  874         B4X 
Ftche.90-OOOrS4/03/Q2,  8403160278 


—8403020321    Rev    10    to    "Analu*i«    of   Hydrogen   Control    Measure*   at   HcOuire 
Nucltar   Station,  " 

*      Duke   Power  Co,       B4/O2/29        SOpp        22441-21B        24X 
Fiche    30-000,  84/02/29,8403020317 


3403120110   Advliei    that   B40116  Rev    16   to    physical    *eeurlty   plan 
consistent   u/provlslons    of    10CFBSO   34(p)    (i   acceptable 
LEWIS,  fi    C        DivUion    of  Project  ti  Reiident   Programs        84/03/OB 
TUCKER,  H    B        Dufce   Pokier  Co        Epp        E298B  20O        24 X 
Fiche    30-369,  84/03/08,84031201 10 
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9403270230  Forwards   Rev    19    to    security    plan    Rev   withheld 
Cref    10CFR73   31) 

TUCKER, H  Q  Duke  Pouer  Co  S1/O3/1A  Q'RElLLV-J  P  Region  2, 
Office  of  Director  lp  23772  129  24X  Fiche  30-369,84/03/16, 
B40327023O 

8403300032   Atfvtses    that   B31122    Rev    17    to    physical    secrulto.    plan 
consistent    u/prqvi  s  ions    of    10CFR50   54(pl    &   acceptable 
LEWIS, R  C        DIviiion  of  Project  &   Resident   Programs        04/03/26 
TUCKER, H   B         Dufce   Pouer    Co         3pp         22822    179         SAX 
Fiche    SO-369,  B4/03/26,  8403300023 


P      Operating    License   stage    documents   fc  correspondence 


B403130341   Forwards   "McGuire   Nuclear   Station   Unit   2  Startup    Rept." 
addressing    results   of   startup    testing   from    Initial    fuel 
loading    through    testing    at   90X   full    power   Supplementary 
repti   ulll    be   submitted    every    3  monfii    until    operation 
TUCKER, H  B        Duke  Power   Co        B4/03/OB       O'RE1LLY,J  P        Region   2, 
Office   of    Director         lp         22606   129        24X   FUhe    90-370,  S4/ 02/OB, 
B4D3130341 


-- -8403130344  "McQuiri  Nuclear  Station  Unit  2  Startup  Rept 
•  Duke  Pousr  Co  B4/02/OB  333pp  22606  130  24 X 
Flche  50-370,  84/02/OQ,  3403130341 


B403120210  Foruards  Amends    39   *    10   to   Licen*e»   NPF-9  t  NPF-17, 
respectively   &   safety   evaluation   Amends   chang«   Tech   Bjieet 
re   response    time   far  steam   lino   isolation    h   surveillance 
requirements    for    sprlnllrr    sij*  valves 

ADENSAM.E   S         Licensing    Branch    4         B4/O2/29         TUCKER,  H   B         Duke    Power 
Co         3pp         22619   310        24  X   Fit  he    50-349.  84/02/29.  B4O3I2O210 

— -B403120213   Amends  29  t,  IO   to   Licenses  NPF-9  Si  NPF-17,  respectively, 
changing    Tech   Gpecs  re    respo-tise    time    tar    steamllne 
isolation,  deleting   mechanical    atiubbers   b    turvel  1  lane  e 
refl,uir»ments    for   sprinkler    sys   valves 

ADENSAM.E    0        Licensing    Breach    4         84/02/29         27pp         22619   312 
24X   Flche    50-369.64/02/89.8403130210 

— 3403120216   Safety   evaluation    supporting   Amends    29  &    1O   to   Licenses 
NPF-9  b  NPF-17.respectivelu. 

»     Office    nf  Nuclear  Reactor   Regulation,     Director        84/02/29        4pp 
22619   339         34X   Flche    5O-369,  84/02/89,  B403120210 

B4O3190237  Foruards   "Steam   Pressure   Suppression   Characteristics    of 
Water-Soluble  Plastic  Membrane    Shielded    Ice   for    Ice 
Condenser  Containntnt  Nuclear   Pouer   Plants    " 

TUCKER,  H  D         Duke   Pouer   Co         81/03/07         DENTDN,  H   R         Office    of 
Nuclear   Reactor   Regulation,     Director         ADENSAM,  E   Q        Licensing    Branch 
4         7pp        22672    102        24X    Fich»    30-000.84/03/07,6403190257 

8403150156  Foruards  proprietary    Info    to   support    NRC   review   of    proposed 
amends    to  Licenses  NPF-9   b  NPF-17    Info   changes    operating 
limitations    affected    by  optimiied    fuel    assembly    design    for 
Unit    I/Cycle    2   reload    Info    withheld     (ref    IOCFRB    79OJ 
TUCKER,  H  B        Duke  Power  Co        84/03/09        DENTON,  H  R        Office    of 
Nuclear  Reactor  Regulation,     Director        ADENSAM.E  B       Licensing    Branch 
4-         3pp        22643   020        24X    Ftch*    50-369,34/03/09,3403150136 

0403290148  Forwards   Rev   6   to    "McCulre   Unit    1    Pump    fc   Valve     Inservice 
Testing  Program"  t  Rev  2    to    "McOuire    Unit   3   Pump   t<  Valve 
Insurvice  Testing  Program    " 

TUCKER, H   B         Duke   Pouer   Co         B4/O3/16         DENTDN, H   R        Office    of 
Nuclear  Reactor  Regulation,     Director        ADEN9AM,E  0       Licensing    Branch 
4         lp        22806.   036        24X    Flche    50-369,  B4/03/16, 8403290148 

—  B403290I64   Rev    a    to    "McQuire    Unit    2   Pump    (,    Valve    Inservice    Testing 
Program  " 

*      Duke   Power   Co        84/03/16         13pp         22806   050         24X 
Fiche   50-369.64/03/16,8403290148 

B4Q32a003B  Forwards    "Bjenl   Fuel   Pools  R«rack    Won, Safety    4   Environ 
Analysis   "   Analytit    tuppls    info   to   enable    detailed    safetu 
evaluation   of   840217    license    amend    request 

TUCKEH.H  D        Duke  Power  Co        B4/03/20        DENTOW,  H  R        Office    of 
Wuclear  Reactor   Regulation.     Director        ADENSAM,  E  S       Licensing    Branch 
4        lp       2271S  001        24K   Fi  chB.  30-369.  B4/03/20,  B403220038 


"Spent   Fuel  Pools    Rerack   Mod.BafBfcn  &  Environ   Analysis    " 
!f     S  ?V'I!llle    drau"n9!    AP'^ture    cards    are.    available    in  PDR 
*      Dukt   Payer    Co         84/03/20         120pp         2271S   002         2-1X 
Fich«   30-369.84/03/20rB4O322003B 

3403=70243  Forward,   add!   docummtati  on   of    accep  tab  i  1 1  tu    of    "clear   fe 
onl?^    ,J'^  Pp°P°"''    ^   Tech    Spec    change    submitted   bg 
UJilia    itr    Oe»on»trations    revealed    that    "clear-  k   brlont" 
mart   sendtlvi   than    "(Jater   t    sediment"    test 

TUCKER,  H  fl        Duke  Pouer  Co         B4/03/2O.       DEN  TON.  H  R        Office    of 
Muclear  Reactor  R.gulation.     Director        ADENSAM,  E  G       Licensing    Branch 
*        2pp       23772  021        24X   Fiche    SO -369,  B4/O3/ 30,  6403370243 


6403290267   Rev    to  831212  application    for   amend    to    Hconses    NPF-9    b 
NPF-12,  changing    listed    Tech    Spec    bases,  per   Y  Hiil    & 
MB  DunenFeld    C34Q31S  d    16    teleon»,  respec  live  1  y    Meitinghousa 
proprietarg    info  withheld     (r»f    10CFB2  790) 

TUCKER,  H   D        Dube  Pouer  Co        Q4/03/23        DENTDN,  H   R        Qfflco    of 
Nuclaar  Reactor   Regulation,     Director        ADENSflrl,  E    0        Llon*lng    Branch 
4        3pp        228OO  092        S4X    Ficha   30-369.04/03/23.0403290267 

—9403270273  Revived    propot-ad    Tech   Specs    clarlfulng    t>   correcting    S3 13 13 
amends    to  operating    conditions    far   reactor    corn. radial 
peaking    factor   rept   h   special    repts 

*       Duke    Pouer    Co         84/O3/23         9pp         2*600    093          S4X 
Flche    30-369,  94/O3/23,  8403290267 

— B403290379  Requests   ulthhold Ing   of    proprietary    info    requested    by    utt 1 
from  public    disclosure    (ref    10CFH2  790)    Affidavit    AW-76-6Q 
tftd    761202    encl 
UIEBEHANN.B    A        Westinghouse  Electric   Corp         B4/03/14         DENTDN,  H   B 

Office    of    Nuclear   Reactor    Regulation,    Director         Iflpp         22BOO    1OO 

24X  Flcha: 30-369,84/03/53- B403290267 

Q      Inspection  reports.     IE  Bulletins    B.    correnpondenc* 

8403160110   Forwards    IE    Insp    Repts    30-369/84-01    b    3Q-370/84-01     on 
840123-27   No   violations    or    deviations    fdBntiflDd 
DANCE, H  C        Division    of   Project  &   Resident   Programs        S4/OZ/1B 
TUCKEOpH   B        Duke   Pouer   Co        2pp        22632  346        24X 
Flche  30-369,64/02/13,0403160110 

— 0403160120   IE    Insp   Repts    30-369/B4-O1   fc   30-370/84-01    on    840123-87,  Ho 
violation*    or    deviations    identified   Major    areas    inspected 
plant  water    chemistry   &    Inservice    testing    of    pumps,   &  valve* 
RQSB.H.J         Region    2,     Office    of    Director         BLAKE,  J.  J         Dlvtiion    of 
Engineering    t<  Operational    Programs        84/02/10         llpp         22^33.340 
S4X   Flche    30-369.  S4/02/  1  B.  84031&01 10 

Q4031AO101    Foruards    IE   Insp    Refits   50-369/Q4-03  h   90-370/B4-OQ    on 
840130-31    No    violation!   or   deviations    identified 
DANG Ei  H  C        Division   of  Project  &  Hesldant   Programs        84/02/16 
TUCKER,  H   B        Duke   Power  Co        2pp        22633  341         24X 
Flche-   50-369,81/02/16,  B4031601Q1 

—3403160111    IE    Insp   Repts    30-369/84-O3  &   30-370/H4-03  on    B4O13O-31    Mo 
violations    or    deviations    identified    Major    areas    Inspected, 
emergency    preparedness    area    of    protective    action 
dec  IsionmaVing 

CLIME.W  E        Region  S,    Office   of    Director         JENKINS.  0   R          Division 
of    Emergency   Preparedness   &  Materials   Safety,        84/03/13         3pp, 
226,32   343         34X    Fiche    50-369,  84/03/16,  B4031601OI 

8401190072    IE    Itlfo  Notice   04-13,    "Potential    Deficiency    In    Motor 
Operated    Valve   Control    Circuit*   &  Annunciation    "    Svc    list 
end 

JORDAN, E  L        Division   of    Emergency    Prgparednest    &    Engineering 
Response    (Po?t    030 103)         84/O2/2B  Consolidated    Edlsan    Co       of   Nil* 

York,     Inc         llSpp        22909   239        24X  Fiche-  5O-OQO,  84/03/28.  B401  17OQ7S 

840329O273  Foruard*    IE    Insp    Hept*   30-369/S4-02  d   SO-370/B4-02    on 
840213-17  No    violations    or    deviations    identified 
DANCE, H  C        Division   of   Project   (•   Resident   Programs        B4/O3/O1 
TUCKER,  H  D        Duke   Poyer  Co        2pp        22800  083        S4X 
FicJiB    30-369.B4/03/01, 8403290275 

--B403290290    IE    Imp    Repts    30-369/84-02   b    30-370/B4-02   on    B40313-17.  He 
violations    or   deviations    1 dentlfied.  Major    areas    inspected: 

emergency   praparedne** 

8TODDART.P    o        Region  2,    Office    of   Director         JENKINS.  0.  R 
Division   of    Emergency    Preparedness   It  Materials    Safety.        B4/OZ/H9 
7pp         386QQ    085         24X    Fithl    50-369,  B4/03/O1,  84O3290B7S 

8403090007    IE    Info  Notice   &4-14.    "Highlights    of   Recent   Transport 
Regulatory   Rev*    by    DOT  fc   NRC    "   9vc    list   end 

ORACE.J  N       Division   of   QA,     Safeguards    t,    in«ptctlon   Prooranrs     (Post 
830103)        84/03/02  Consolidated   Edison   Co      of   rfeu  York,      Inc 

130pp         H2332    329         24X   Fiche    50-000,  B4/03/02- B4O2090007. 

B40S09000B    IE    Info  Notice   B4-16,     "Failure    of   Automatic  Sprinkler    Bui.        ! 
Valves    tc-  Operate    "   Sve    list    end 

JDRDAN.E  L        Division    of    Emergency    Prepurednes*    h  Engineering  i 

Response    (Post   S30103)         84/03/02  Consolidated    Edison    Co.     o*    NIU  1 

York,     Inc,       l22pp        22353098.       24X   Fiche'  30-OOO,  B4/03/OB,  B402090Q08  ; 


"Reporting    of   Radiological    Rel*««e«," 


8408090009    IE    Info  Notice   84-13, 
Svc    list    enc 1 

JORDAN, E   L        Division   of    Emergency    Preparedness    lx  Engineering 
Response    (post   830103).       B4/03/02  Consolidat«d    Edison    Co       of    N«* 

York.    Inc        119pp       22333  217       24X  Flche   SO-OOO,  B4/03/OS,  84O20?OOO? 
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B40HO70011    IE    Info   Notice   84-17-    "Problem*   W/Ltquld   Nitrogen    Cooling 
Component*   Belou  Nil    Ductility   Tamp    "    Svc    list    encl, 
JORDAN.  E  L        plviiion   of   Emergency   Preparedne*s   li  Engineering 
Riiponifle    (Post  330103)         04/03/05  Consol idated    Edison    Co      of    N«ui 

York,      Inc         117pp         22333   336         24X    Fiche    SO-OOO,  B4/03/OS,  040207001 1 

0402Q90Q34    IE   Info  Notice   B4-09,  Rev    1,     "Lessons   Learned    From    Imps    of 
Fin   Protection   Safe   Shutdown   6y*    "   Svc    lijt    end 
JORDAN1!  E  L       Division   of   Emergency    Preparedness    I<  Engineering 
lUsnonse    (Post  B30103)         B4/03/07  Consolidated    Edison    Co      of    Noui 

York,     Inc        HBpp        2S633  049        24X   Flche    30-000,84/03/07,9402090024 

B402O7002B   IE    Info  Notice   84-1 B,     "Stress   Corro*lon   Cracking    In  PUR 
By*    "    Svc    Hit    and 

JORDAN' E  L        Dlvlilon   of    Emergency   Preparedness    &  Engineering 
He»ponie    (Pott   630103)         B4/03/07  Consolidated    Ed  1 1 on   Co      of  New 

York.     Inc        llBpp         22384    186        24X   Flche   SO-OOO,  B4/03/Q7.  8402O90O2B 

8403160397  Ac  I   riceipt    of   840203   Hr    Informing   NRC    of   »tej>*    taken   to 
corrtct   violations    noted    In    IE   Imp   Repts    SO -36 9 /B 3 -4 3   & 
30-37O/B3-32 

LEWIS,  R   C        Division    of  Projict  b  Refident  Programs        84/03/07- 
TUCKER,  H  B        Duke   Power   Co        3pp        3B66O  041        34X 
Flehi    30-369,84/03/07,8403160297 

— B403I60304  Aek    receipt    of   840203   Itr    Informing   NRC    of    step*    taken    to 
correct  violations   noted    in    IE    In»p   Repts    SQ-3A9/B3-4S    & 
30-370/83-92  Utll    ul 11    be    informed    of   acceptability    of 
corrective   actions   at    later   date 

LEWTS-R  C        Division   of    Project   &  Resident  Program*         34/02/21 
TUCKER- H  B        Duke   Power   Co        Ip        22660' 043        24 X 
flch«    30-369,84/03/07,  B4031A0297 

— 8403160313  Responds    to  NRC   B40104    Itr    ro   violation*   noted     in    IE    In»p 
RtptB    SQ-369/83-43  S.   30-370/B3-S2  Violation    disputed    Stap« 
Involved    in   turveijs   of    airborne    effluent    hazards    listed. 
TUCKER, H  B        Duke   Poui*r    Co,       84/02/03,       O'REILLY.O  P         Region    2, 
Offlci    of  Director        3pp        22660  044        84  X  Fiche    SO -369,  04/03/07. 
84 03 160297 

—  B403160317  Forward i    IE    Insp    Rept*    30-369/83-45  ti   30-370/83-38    on 
831206-09  &  notice    of   violation. 

LEWI  Hi  R  C        Division   of   Project   b  Ruidont  Programs         94/O1/O4 
TUCKER,  H  B        Dull   Pouter    Co        2pp        SS660  047        E4X 
Fteh*s  SO-369,  84/03/07,  8403160297 

— 9403160322  Notict    of   violation    from    Insp    on   B3 1306-0"? 

*      Rigion  2,    Office    of    Director        84/01/04        Ip        2266O    047        24X 
Flche, 30-369,  B4/03/07- B403 1 60297 

— Q4Q316O329    IE   Insp    Repts    30-369/B3-43  b   30-370/33-92  on   B31206-O9 
Violation   noted    failure    to    pnform  adeq,uate    iurvnji    for 
Ttlaa»B  of  airborne    effluent*    to   unrestricted    areas, 

KUZdiO   B        Region   2,    Office   of   Director        MONTGOMERY,  D   K         Division 
of    Engineering   b  Operational   Program*        83/12/30        16pp. 
221,1,0    O90       24X  Fichu    30-369,84/03/07,8403160297 

B4D209OO31    IE  Bulletin   B4-OS,     "Failures    of   OE  Tupf   HFA  Re  lay »    in    Use    in 
Clait    IE    Safeliu   Syi    "   Svc    lilt   »nc  1 

DEVOUNOffl   C        Dinctor'i    Offlc«.    Office    of    Inspection   and 
Enforer-ment       34/03/12,  Coniolidated  Edison  Co,    of  New   YorJf,     Inc 

134pp.       S2B23  094        SIX   Fichu   50-000,  B4/03/12,  B402090031 


Raportadle    occurrences,    LERt   b  related   correspondence 


B4O32B0333  Foruiards   preliminarij   results   of   natural    circulation 
anatyim    for    Bllill    transient    at   HcOuire    t    80O&03   natural 
circulation    tou  power    te*t   at  North   Anna 

CHAHLTON,  T  R        E08.0,    Inc        B3/09/22       LITTENEKER,  P    E       Energg,     Bept 
of,      Idaho    Op  tritium   Office         29pp         22B07    29?         24  X 
FlchB-  30-000,  83/09/32,8403380332 

B403060232   LER   84-003-00   an    840122.  during    SCS     leak    test.reaEtor    trip 
occurred   Caused    by    psnonnul    error   Prenitre    monltor-ed   from 
Instrument    independent   of    trip    logic   Test    procedure   reviled 
H/H40aai    Itr 

NARDOCI.P  D   .    TUCKER,  H  B        Duke  Pnuier  Co        64/02/21        4pp 
094         S4X   Fiche    30-370,  84/02/21,  S403O(bQ23a 


B40313O181   Foruardi    "Failures    In  Uflpor  Head    Injection  Sgi    "    Licen*e*i 
taking    action    to   reiolv*    tetpoint   drift    on   Barton    Level 
transmitter*   No  AEOD  action    recommended 

ZUKOR.D  J       Reactor   Dperatlnn*  An'lijsl*   Branch         B4/OS/2B, 
SEVFRIT,  K   V        Reactor   Operation*   Analysis    Branch         Ip         2S64&   272 
24X   Flche    30-000,  B4/02/3B,  8403150181 

—8403130183   "Failures    in  Upper  Head    Injection   Bi;s,  "    AEOD   enoineerlng 
evaluation   rept 

2UKOH.A        Director's  Office       B4/02/2B        Bpp         22446  B73        24X 
Flche    30-000,  84/02/SB,  B403I50131 

B4031EO173  LER  84-003-00  on   B40113,both   ND  train    declared    Inoperable 
when    breakers    for  valves    2ND-1B  b  2NB-2A  closed    Cauied   b"j 
personnel    error,  Procedures   revised   &  personnel    counseled 
U/B40S29   Itr 

NARDdCI.P   0    ,     TUCHER,  H   D         Duke   Power   Co         B4/O3/29         4pp 
32389.173         24X   Flche,  50-37O,  B4/OS/29,  B403J2O173, 

B40313Ott7  LER  B4-004-00  on  B40119,  theraical    &   vol    control    pump   2A  ran 
approi    19  mlnutei   u/o   suction  Cauaed   by   vol    control    tank 
outlet    Isolation  valve    Inadvertently    closing    b   bg   personnel 
error    Pump   repaired   Personnel    counseled   W/B402H9    Itr 
NARDOCI.P  B    ,    TUCKER,  H  D        Duke  Payer  Co        B4/OS/29        4pp 
22608    112        34X  Fiche   30-370,04/03/29,8403130167, 

8403120150   UER   84-006-00   an    B4O203,  d  ig  ital    RPI     SUB     fai  led,  re  sultl  ng 
In   manual    reactor    trip  Caused   by    failure    of    central    control 
card   &   display    card   Cards    replaced   U/84030'3    Itr 
NARDDCI,P  B   ,    TUCKER.H  B        Du*«  Pouier  Co        84/O3/03        3pp 
22885    260       24X  Flche  50-370,84/03/03,8403120130 

B4031S013B  LER  84-005-00  on  840203,  reactor    trip    inl  tiated.  C'Uted    t-ij 
aersonnel   mistakenly   pushing    TRIP   button  Unit    »tiib  i  li  iad 
&    fast    recovery    initiated   P«r»onnel    counseled    W/B403O3   Itr 
NARDOCIrP   D    ,    TUCKER.H  B        Duke  Poiuer   Co        B4/O3/OS        4pp 
23639.333        24X  Fiche   50-370,  84/03/03,  B403I  3O13B 

B403190303  Updated   RD  370/83-37  shutdown   capability   never    jeopardised 
b   unit    could    be    «hut   douin    given   fire    In  annulus    ui/sprinker 
isolation  valve   closed   Cause    unknown  Figure    illustrating 
cafalo    separation   encl 

TUCKER.H  D        Duke  Power   Co        84/03/07       O'REILLY,  J  P        Beolon  S, 
Office    of   Director,       3pp        33673   1H3        24X    Fichc    30-370,  84/03/07r 
8403190303 


B4O209QO43    IE    Info  Notice   84-19,     "Two  Events    Involving   Unautharliod 
Entrlim    Into  PUR  Reactor   Cavltl"    "   Bye    list    encl 
JORDAN,  E.  L        Division   of    Emergency   Preparedness   t>  Engineering 
Fttiponse    (Post   830103)         84/03/21  Consolidated   Edison    Co       of    N*u 

Vorkr     Inc.       133pp        22823   229        24X  Fiche    90-000, 84/03/21 ,  84OB090043 

B4Q2090044    IE    Info  Notice   B4-20,     "Svc   Life    of   Relays    in  S*f •  tv-Rel*t»iJ 
fiqs    "   five    list   end 

JOftDANi  E   L,       Division   of    Emergency    Prpparednei*   <<   Engineering 
Re«»oni»    (Post  830103)        84/03/31  Consolld'ted   Ed  lion    Co      of    Neiu 

York,     Inc         139pp        33933   001        34X  Flcha.  30-000,  B4/03/21 ,  B402090044 

R      Periodic    operating    report*    &   r'lated    corraipondence 

B40S31O190    Monthly    operating    rept*    for  Jan    1984  W/B40215    Hr 

flEAVIS,  J   A.,    TUCKER,  H.  fl        Duke  Pouer  Co        84/01/31        Bpp         22316    347. 
S4X   FieftBi  30-369,  84/01/31,  8402210190 

8403200133    Monthly   operating    rapt*    for   Feb    1984   U/840313    Itr. 

REAV1S,  T.  A  ,    TUCKER,  H  B        Duke  Pou»r   Co        84/03/29,       8pP         22697.103 
B4X  Fl eh •• 30-369,  B4/03/29,  B403200133 


DOCKET  30-373  LASALLE  COUNTY  STATION,    UNIT    1 

F     Security,    medical,     emergency   It   fire   protection    plans 

8403200041    Foruards   Rev   17    to    physical    security    pl»n, responding    to    NRC 
comment*    re   flev    14    to   plan   d   addressing   measures    to   secure 
openings    allowing    potential    acceis    to  vital    areas;   Rev 
withheld    (ref    10CFR2,  790  b  73  21). 

FARRAR,  D  L        Cnmmanuealth   Edison  Co        84/02/16  Region   3,    Office 

of   Director        Ip.       B3698   343        24X  Ficha'  30-373.  84/02/16,  B4O3200041 

B403020207  Forward*    order    confirming    licensee    c omral tminti    on    emergency 
respon*e    capabllltu,  based    an    info   provided    in    utll   B30414    V 
OB29   raspome*    to  Oenerlc    Ltr  83-33,  Suppl    1    to   NUREO-O737 
SCHUENCER.A        Licenitng    Brunch  2        84/02/31         FAfiRAR,  D  L 
CamtianuiBalth   Edison  Co        3pp        22494  324        24X    Ft  che'  30-373,  84/02/21, 
8403030307 

— B40302QB31   Order   confirming    licensee  B30414   «.   OSSS  commitmants    an 
emergency    response   capabil  i  ty,  per   Oenerlc    Ltr   82-33,  Suppl    1 
to   NUHEC-0737 

EISENHUTiDO        Division    of    Licenflng        84/03/31  Commnnuiealth 

Edison   Co        7pp        22494   326       24 X  Flche   90-373.64/02/31,940302030? 
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B4030SOQ&3   Advises    that     firs    protection    sgs    analysis    re    RCIC    -   FiHR 
hlgh/laiij   pressure    Interface    completed    Analijtla    process 
described,  including    failure    mode. acceptance    criteria, 
evaluation    result),   f.  mads    to    be    performed 

SCHROEDER.C   W        Commonmea 1 th    Edison  Co        34/O3/OI         DENTQN.HR 
Office    of    Nuclear    Reactor    Regulation.    Director         39pp         22167  332 
24X    Fichu    50-373.  B4/03/O1.  B4030SOQ&3 


—  B4O3S300B7   Responds    to   NRC   631212    1  tr    re   violations   noted    In   IE   [nip 
Kept*    3Q-373/B3-44    t   SO-374/B3-4B   Corrective   action* 
continuous    fir*   watch    posted    on    refuel    floor   &   cabla 
spreading    rooms    &    roving    fir*    luatch    established 

SCHROEDER.C   H         Comroanuioa  1  th    Ed  I*  on  CQ        B3/12/13        KEPPLER.  J  0. 
Region   3,     Office    of    Director         3p  p        32786  29i        24  X 
FlCh»-SO~373, 


B903120iaa    Rev   S3    to    Procedure    LAP    B20-3,     "OfClit*    Procedure     " 
»       Commonuealtl]    Edi»on   Co          B4/&3/09         2«pp          SSSfQ   062          21X 
Fiehe    30-373,Sfl/03/Oo.  S40312012B 

8403120QSS  Notifies    of    910323   regional    workshop    in    flosemont.  IL  u/a 
Reg,  ion    III    lUvn'ee-i    to    dlscusi    fir*    protection    *afe 
shutdown   requirement*   Workshop    will    proviso    arid)    guidance    T.. 
IQCFRSOiApp   R   requirement!   Agenda    entl 

5PESSARD.R   L        Division   -D  f   Emergency    Preparedness   &  rjperat  ianal 
Support        84/03/O6        REED,  C        Commonwealth    Ed  it  an   CD        3pp 
22339   2o4         34>X   Fiehe    50-373,  B4/03/06,  0403130025 

340,3140173  Forwards    final    Intarim  Repts   1.2   5.   3    re    fir*    tfrtectlon 
per   831133   request   !.    IE    Inap   flepts    50-373/B3-44    t  SO-374/ 
B3-43    Detector    installations    meet    Intent    of   NFPA  &  T»nuirB 
no   compensatory   measures 

SCHRCEDER.C    U        Commanuea  1th    Edl»on    Co        84/03/09        DENTDN.HR 
Office    of   Nuclear    Reactor    Regulation,    Director         4pp        33629  171 
34X    Flche    SO-3 


—  Q403t401BO   Analv<i>    °*    fire    deteetDi-    loEationi    at   Lasalle    County 

Btatiniij  final    Interim   Rept    1 

JOHMSOMjU   A    .     SCKULTZ.O    R    .     DALDASBARRA,  C          Schirmsr    Engineering 

Cnrp        B4/02/21         75pp         S3i25    193       H4X   Fiche   50-373,04/03/09. 

H4O3U0179 

—  Q403140183   Analij^ii    o-f    fire    detector    location!    at    Laialle    County 

Station.  final    Inter  im  Rep  t    2 

BRE^I^BK.I,M  B   .    JDHMSDH1  U   A   .    SCHULTZ,  0  R,       Sehlrner   En»  tn(»rlng 

Cor-p          B4/03/O4.         ASpp         23625    2?B        24X    Flche    30-373,94/03/09. 

8403140175 

—  540314019*  Analysis    -of    fire    detector    locations    at    Latal  1*    County 

Station,,  Final    Interim  Rept   3 

JQHN8QN,  W  A    ,    SCHULTZ,  0  fl    ,     DALDASBARRAr  C         Schlrmer   Enginterlng 

Cnrp         34/03/09         ISpp          22626    012        21X    Fiche    50-373,34/03/09, 

3403140175 


8403200E06  Reviled    emergency    plan    imp  letni ntlnj    proc«dor»i.  ine luding 
L?P    lnde«    (.   Rev  3    tn   Procedur*    L-ZP-1SSO-6.     "CTjlBrationa  1 
Support    Ctr   Quarter l(j    Surveillance    " 

»      Commonueolth    Edlion   Co         64/03/S2        13pp        22700007        24X 
Ftthe   SO-373.  B4/O3/B2.  B4O320O2Oi 


a4032ibO36fl  Foruar-di    amcuted    lignature    pag>    for    affidavit    of    H  K*ku 
submitted   at    attachment    to-   Joint    tntirvtnors    B4032O  reniual 
of    application    far    itiij 

REVNDLD3,  J  R         Ctntsr    for    L.au    In    the   public    Intarett        REYNOLDS,  J  R 
Joint    Intervenori    -   Diablo    Canyon         DSB    100        B4/03/2H 
PALLADINO.N    ,    GltINSH.V,V    ,     FaaERTS.T        Cammitsloners        2pp, 
EH7iO    133        34X    r'ichi    30-278.  04/03/22, 


—  8403240369    Executed    slgnaturB    pAaa    of   affidavit    of    M  Kaku    in   support    o* 
B40320  reneuial    of    application    for    stay 

KAKU,  M        Joint    Inter-vanors    -  Diablo  Canyon        84/03/21,        tp 
227&0    133          B4X    FUhi     30-275,  64/O3/B2i  3403860368 


K      Utility   Final    Safety 


Report    (FBARt    h  amenda 


B4O32100B5   Forward*    Amstid    64     to    FBAR 

BCHROECSR.C   U         Ccmmotiwea  1  th    Etfiaon   Co,       84/03/18        DENTCWJ.H  R 
Qffio    of    Nuclear    Reactor    Regulation,    Director        2ap         22701   001 
atX    Fichs    SO-373,  B4/03/13.  ai03aiOOB3 

—  B4O321O091    Amind    &4    to   FBAR    Tuantui-flve    over  li  led    drauingi    encl 
Aperture    cardB   availabla    Ir.    PDR 

*      Coflinonuealth    Ediion    Co         B4/03/31        4Slpp         E2701    003        24X 
Fiche    50-373,  B4/O3/  15,  H4O3i?tOoe!S 


P      Operating    llcenie    itaje    documents    t>  carrvipondence 


3403300556   Forwards    Info    t    Rev    1     to    Procedure    LT8-10QO-36.     "Fire 
Damper    Visual    lnsp<  "    per   MFJC    rdluest  b   IE    Insp   Repts 
5O-37a/S3"44    fc   30-374/83-49 

BCHRDEDER.C   W        Confflonuea I th    Editon    Co         B4/03/I3         DEN  TON, HR 
Office    of   Nuclear  Reactor    Regul-atkon,    Director        3pp        326^7  O22 
S4X    Flche    SO-373,  B4/O3/13. 9403200336 

— 8403200263   Ii»v    1    to    PpotBillire    LTS-1000-36.      "Fire    Damper    Visual     Insp    ' 
»      Commonwealth   Edison    Co        B*/03/05        4flpp         32697  027        SIX 
Fiche    30-373,84/03/13,8403200356 

6403300244   Forwards  NRC   position   re    certain    item*    being    appealed    b<i 
utll    In    fire    protection    area    per-   Q4O127    Itr 
SCHHENCER.A        LJcenalns    Branch    S        B:4/03/ 1  4        FAHRW,  0  L 
Comnonuealth    Edison    Co        7»p        22B4O  355        24X    Flche    SO-373, 84/O3/ 14, 
8403300241 

84032SO123  Forwards  Hev  o    to  Procedure  LTB-1QOO-33,     "Ftra    Damper 
Operabllittj    test    " 

SCHfiOEDERjC    U        Commonuealth    Edlion    Co        B4/O3/13        DENTON,HR 
Office    nf   Njclear   Reactor    Regulation,    Director        2pp        B2716.OB3 
24X    FUtie    30-373,04/03/15,5403290123 

— B4033201E7  Rev  0    to   Procedure    LTS- 1000-35,     "Fire   Damper    Q[>«rabllltu 
T&st    " 

*      CommonuBfllth    Ediion   Co        34/03/13        B3p p         E2716  OB7        24X 
Fiehe   80-373,84/03/15,9403320183 

aqo3230075   ftefc   receipt    of    831213  4    22    Itn    describing    IntBrim   fir* 
prevent ion/prntac tian    compensatory    miasurei, per    IE    Imp 
Rept«    50-373/B3-44   S.    30-374/93-48 

SPE53ARD,R   L        Division   of    Emeroency  Prtpap «dne«*    ti  Qperatlon01 
Support        84/03/17        REED.C         Cofflfnonwea  1  th   Edlion   Co         Ip 
22726   293         34X    Ftche    50-373,  B4/-03/19,  B403B3007S 

— 3403330001    Revltes   831123   i    12J3    commitment    r»    fira  uiatch    training 
lituatlons   *ddreBS*d    in   HFPA  816,  per    IE    Insp    Ripti 
30~373/B3-44    b   50-374/B3-4B 

BCHRQEDEft,  C.  W        Com,monu*«  1  th  Edison  Co        S3/1B/22        KEPPLGH,  J   0 
Aiglon    3,    Office    of    Director.       2pp,      227B6  SI 4        21  J! 
Fiehe    BO-373, S4/03/ 19f B403230073 


B40B030tl9  Foruardf    su-ppLenantal    Tinponm    to   Generic    Ltr    83-KB, 
"no-iulrffd    Actions    Baled    on    Generic    Implications    of   8»lem 
ATHB  tventa    " 

QARHCB,PL         Commonwealth    Edison    Co        84/02/2?        DEWTONi  H,  R        Of fie* 
Of    Nuclaar   Raattor    Regulation,     Director        26pp        22468-034        24K 
Flche    90-000,84/02/29,8403090119 

8403i30-)00  Forwards   84021O   i-fliponsei    to   Otneric    Ltr   83-35   clarifging 
THI    Ham    1 1    K   3-  31    Util    concurs   U1/NHC   pontian    Item  *hould 
ba    closed 

RYB^KiU         Commonwealth    Edison    Co         B4/03/02.       EIBENHUT.  D,  0        Dlvlilun 
of    Llcenilng         2pp.       22613    143        24X  Fiche    SO-OOO, B4/03/Q2, 
3403130400 

S403BD0013   Dlscuisai    810308    balcon    u/A  Bour>nl«   re    RHR  &  RC1C    high/low 
pressure    InterFact    boundary    Lists    reasons   that    full    open    on 
valve    aeia-FOSlA  would    not    be    datrlmental    to    lau  pretiur* 
piping 

SCHRDEDER,C   14        CofflfttonujBa  1  th    Edison   Co        B4/03/13        DENTDN,  H,  R, 
Qffica    of    Kuclaar    Reactor    Ragulatlon,    Director        Epp,       23483; 35S, 
24H    Fich«    30-373.34/03/13.0403200013 

64,03150273   Generic    Ltr   B4-O7    to    all    Hctnm*    of    BWfU    re    procidural 
guidance    for    plpi    replacement    at    BWR*   Svc    list    encl 
EISENHUT.DO         DivHion    of    Licensing        B4/03/14.  Commonuealth 

Edison    Co         20pp         22823    334         B4X   Ftch*    90-000,84/03/14,5403190275 

84,03260.122  Discu«se«    differaticet    In   Tech   Spec*    par   r»v«    to   BTSi  g«n*rl* 
ltPs,WRR    rettuifements    fc    oramrnatlcal    corrtctlons,  Dlfforences 
bituieen.    tuo    Tech    Specs    do    nat    nPf*ct   adequacy    of    current 
Unit    1   Tech   Spec* 

8CHROEDER.C   M,       Commonuea,  1  th    Ed  it  on   Co        84/03/21         DENTDN,  H  R. 
Off  let    of   Nuclear   Rtactor    Ragula  tion.    Director         Ip        2K79B' t33        34)1 
Fiche    90-373,84/03/31.8403260122 

Q       Inspection   reports,     IE   Bulletins   &   correspondence 

B4030BOH4   ForulaTd*    IE    Insp    Repts    SO-373/B4-04  it   BO-374/84-03  On 
H40131-0203  No   noncomp 1 i*nc«    Identified 

LITTLE, W    8        R»oion   3,     DfPio    of   Director        84/02/33.       REEDiC 
Coramonuitdlth    Ed  I  ton    Co         Spp.       S2999-Z73        24X   Fieho:  30-373,  B+/02/23, 
8403080114 
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— B40308Q123    IE    Imp    Repts    30-373/04-04  &   50-374/ai-03   on    840131-0203  No 
tioncomplianee    identified    Major    areas    inspected    licensee 
action   on   previous    Imp    findings    b   10CFR3O   S3(e)    repts 
CHHISTNOT.E   ,    WILLIAMS, C   C        Region  3,    Office    of   Director 
B4/02/23         3pp          22339    273         24 X   Fiche    50-373.  B4/O2/23,  B4O3O8OU4 

8403080043  Forward*    Rev  0    to    "Corporate   Regulatory   Performance 
Improvement   Plan    "    Plan    designed    to    heighten    employee 
auarenes*  &    strengthen   corporate    ability    to    improve 
regulatory    perf ormance 

THOMAS,  B  Commonwealth  Edison  Co  84/02/24  KEPPLER,  J  O  Region 
3,  Office  Of  Director  3pp  22490  137  24X  Fiche  3O-000, B4/O2/24, 
9403090043, 

—  B4O3030046  Rev  0   to    "Corporate   Regulatory    Performance:  Improvement 
Plan    " 

»      Commonwealth    Edi»on   Co        £34/02/29        22pp        22490  142        24 X 
Fiche' 30-000.  84/02/24.  B4030B0043 

6103030166  Act   receipt    of   B4Q12O  ti   0209    Itrs    Informing   NRC    of    st«ps 
taken    to   correct  violation!    noted    In    IE    Intp    Hept» 
30-373/B3-41    b   30-374/83-42 

STREETEH,J   F         Region    3.     Office    of    Dlnctor         84/02/27         REED,  C 
Commonwealth   Edison    Co         lp        22489  O67        24 X   Flehe    30-373,84/02/37, 
B4O30S016B 


— S40319O072  Notice    of   violation   from    insp    on   B40I16-0210 
EKAFER.W   D         Region   3,     Office   of    Director         84/03/02 
22671     175         24X    Fiche    3O-373,  84/O3/Q2.  8403190063 


2pp 


—B40319O076    IE    Insp    Rupts     SO-373/94-O2   &   30-374/B4-O1    on    G40116-021O 
Noncampliance  noted   673    ft    elevation    of   reactor    bldg 
contaminated    to    level    in    eicess    required    for    posting    as 
controlled   area  &   six    valves   found    unlocked 

GULDEMOND.W   0    ,     GUTHRIE,  S    C    ,     EVANS,  C   D         Region    3,     Office    of 
Director         B4/Q3/27         29pp          22671     177         24X    Fiche   50-373, 84/03/O2. 
B40319006B 

8403090011     IE    Info   Notice    84-17.     "Problems   W/Liquid    Nitrogen    Cooling 
Components    Bsloiu  Nil    Ductility   Temp    "   Svc    lilt    encl 
JORDAN.  E   L         Division   of    Emergency    Preparedness   d   Engineering 
Rasponie    (Poit   S30103)         84/O3/05  Consolidated   Edison    Co      of  New 

York,     Inc         117pp        22353336        24X  Fiche    30-000, 84/03/03,  840209001 1 

B40313034B  Act    receipt    of   B4O215   1  tr    informing   NRC   of   step*    taken    ta 
correct   violation*    noted    in    IE   Insp    Repts    50-373/83-44  b 
90-374/63-48  Addl    response    to    040219    Itr  will    be   submitted 
following    completion   of   actions   on   840127  appeal 
BPESBARDrR   L         Division    of    Engineering         84/03/06        REED,  C 
Commonwealth   Edison   Co         ID         22616  223        24X   Fiche   30-373,04/03/06, 
B40313Q34B 


—6403030171   Responds    to  NRC   931207    Itr   re    violations    noted    In    IE 
Kept.    30-373/83-41    b   30-374/03-42    on   B3Q90B,  28-29,  102O   b 
1110  Future    changes    to    Inboard    feeduater    check   valves    will 
b»   conducted    per   QP   3-51 

FAR.RAR-D.L        Commonwealth    Edison   Co        B4/01/20.       KEPPLER, JO 
Region  3,    Office    of   Director        3pp        22409   068        24X 
Fiche-  30-373.  04/03/27-  9403030168 


~ 0403130339  Responds    to    NRC    B31212   Itr   re   violations  noted    In    IE    Inap 
Reptl    30-373/83-44  t.   50-374/83-48  Corrective   action* 
procedures  written    ta   require  periodic    surveillance   of 
lights    Some    Items    should    not   be    categorized    as   violations 
REED,  C        Commonwealth   Edison  Co        B4/O2/13        KEPPLER,  J  0        Region 
3,    Office    of  Director         SOpp        22616  224        24X 
Flchff    30-373.S4/03/06.84O3130348 


—8403030174  Suppli    B4O120   response    to   NRC   B31207    Itr   re    violations 
noted    In    IE   In«p    Repts    30-373/03-41    fc   30-374/84-42 
Corractlve   actions   mod    approval    Itr    checklist   & 
iafgtu-ralatid/ABME   code    change    procedure   will    be   revised 
TARRAR.D.L,       Commonutal th    Ediion   Co        B4/02/09        KEPPLER, JO 
Region  3,    Office    of   Director        4pp,       224S9   072        24 X 
Fiche    30-373,  B4/02/27,  B40309D16B, 

9401170072   IE    Info  Notice   84-13,     "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuits   &  Annunciation    "    five    list 
enc  1 

JORDAN, E.L       Division   of   Emorflency   Preparedness   &  Engineoring 
Response    (Post   8301O3).       84/02/SB  Consolidated    Edison    Co      of   Ntu 

York,     Inc         llSpp         227O9-239        24X   Fiche.  BO-000,  B4/03/2B, 8401 190O72 

8403190290  Forward!    IE    In*p    Repts    30-373/B3-34   b   00-374/B3-37   on 
B31219-940210  t,  notice   of   violation. 

STREETER,J,F        Region  3,     Office   of    Director.       84/02/29        REED, C 
Connionuealth   Edison   Co.       2pp        23A73  064        24X   Fiche'  50-373, 84/02/29. 
B4O3 190290 

—3403190293  Notice    of    violation    from    Insp    on   B31219-B4021O 

BTflEETER,  J.F        Region   3,    Office    of   Director        84/02/29        2pp 
33673.066,       B4K  Fiche,  90-373.  B4/02/29,  8403190290 

— B4O3190299    IE    Insp    Repts    30-373/B3-34    l<    SO-374/B3-37   On    B31219-B4O210 
Noncompllanca    identified, temp    gaugi    utlllied    in   calculating 
LPCB   pump    total    dynamic    head    did    not    have    unique    number 
LANHSBURY.R   D   ,    WRIOHT.O   ,    MAURA, F  A        Region   3,    Offiea    of 
Director.       84/02/27.       10pp.       22679  06B.       24X   Fiche   SO-373,  B4/02/29. 
B403I90S90. 

B40'2O<7O007    IE    Info  Notice   B4-14,     "Highlights    of    Recint   Transport 
Regulatory  Revi    bij    DOT  1<   NRC    "   Bvc    Hit    encl 

<9RACE,J.N        Division    of   QA,     Safeguards    h    Inspection  Programs    (Post 
£30103).      84/03/02  Consolidated   Ed i ton    Co      of  Neu   York,     Inc 

130pp.       22BS2  329.       24X   Fiche    3O-000,  B4/O3/O2,  B4O2090007 

S40209OOOB   IE    Info  Notice   84-16,     "Failure    of   Automatic   Sprinkler    Bys 
Valvai    to  Operate."    Bvc    list    encl 

JORDAN, E  L       Division  of   Emergency  Preparedness   &  Engineering 
Ri«pon«*    <Poit  830103).       B4/03/O2,  Consolidated    Edison    Co      of   Neui 

York.     Inc         122pp         22333:098        24X  Flehe    90-000-  B4/03/03,  8402O9000B 

6402090009   IE    Info  Notice   S4-13,     "Reporting    of    Radiological    Releases    " 
Bvc    1 1st  encl. 

JOHDANiE.L,      Division  of   Emergency   Praparedness  &  Engineering 
fttiponse    tPost   830103)         B4/03/02,  Consolidated   Edison    Co      of   N«m 

York.     Inc         119pp,       325B3   H17.       24X  Fiche.  80-000, 84/03/02,  B402090009 

Q40319006B  Forwards    IE    Imp    Repts   SO-373/B4-02  d  9O-374/B4-01    on 
G4011A-0210  &  nottc*    of   violation. 

SHAFER,  H,  D,       Region   3,    Office   of    Director        B4/03/Q2.       REED,  C 
CoiMnonuialth   Ediion  Co       2pp.      22671    173       E4X  Fiche  90-373,  B4/03/O2, 

6403190068, 


0402090034    IE    Info  Noticff   B4-09.Rev    \.     "Lessons   Loarned   From    Imps   of 
Fire   Protection  Safe   Shutdown    8y>    "   Svc    list   enil 
JORDAN,  E  L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)         S4/O3/07  Consolidated   Edison   Co      of  Neu 

York,     Inc         UBpp        22635    O49        24X  Fiche    30-000, 84/03/07,  B402090024 

8402090020    IE    Info  Notice  B4-1B,     "Stress   Corrosion  Cracking    In  PUR 
Bys    "   Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness   d  Engineering 
Response    <Poit   B30103)         B4/O3/07  Consolidated   Ediion   Co      of  Haul 

York,     Inc          ItBpp         23584     106         24X   Fiche    30-000,  B4/03/07,  B4O2O90029 

B403140175  Forward  t    final    Interim  Repti    1,2  t   3  re    fira   detection    sys, 
per    031123   request    k    IE    Insp    Repts    50-373/B3-44   &   30-374/ 
83-48  Detector    Instfll la tl on*    meet    Intent   of   NFPA  b   require 
no    compensatory   measures 

SCHRDEDER.C  H        Commonufea  1  th    Edison  Co        84/03/09       DENTON.  H  R 
Office    of  Nuclear  Reactor    Regulation,    Director        4pp        23623    191 
24X   Fiche    30-373,  B4/03/09,  H4O3140175 

B402D90031    IE   Bulletin  04-02.     "Failures   of  OE  Type   HFA  Relays    In  Use    In 
Class    IE  Safety   8ys    "  Svc     llct   encl 

DEYQUNO.R  C        Director's    Dffit».    Office   of    Inspection  and 
Enforcement        84/03/12  Consolidated   Edison   Co      of  Neuj  York,     Inc 

134pp         22023  094        34X    Fiche    30-000,84/03/12,8402090031 

8403190084  Ac k    receipt    of    B4O229    Itr    informing   NRC   of  steps    taken    to 
correct    violations   noted    in    IE   Insp    Repts    30-373/03-93  d 
30-374/83-38 

SHAFER,  W  D        Region   3,    Office    of   Director        B4/03/13       REED,  C 
Commnnuiealth   Edison   Co         lp         2S669  319        24X   Flche   30-373.84/03/13. 
0403190084 

—8403170090  Responds    to   NRC    B4O130    Itr   re   violations  noted    In    IE    Insp 
Repts    90-373/83-33  fc   3O-374/B3-9B  Corrective   actions,  control 
room    tag    board    updated    to    reflect    current    status, burned    out 
bulbs    replaced   b  refresher    training    program   developed 
FARRAR.D  L       Commonwealth   Edison  Co       84/02/29,      KEPPLER.  J.  0 

Region    3,     Office    Of    Director         Spp         22669   320         24X 
Flehe    90-373,04/03/13,8403190084. 

8403200236  Forwards    Info   fc   Rev    1    to   Procedure   LTB-1OOO-36,    "Fire 
Damper    visual    Insp,  "    per    NRC    request   &    IE   Imp   Repts 
30-373/83-44  t.   30-374/83-43 

SCHHOEDER,C  W,       Commonwealth    Edison  Co        84/03/13        DENTONj  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        Spp        22697  OSS 
24X  Fiche    80-373,  84/03/13,  S40320O296 

— 8403200,263  Rev    1    to   Procedure    LT8-1000-36,     "Fire   Damper   Visual    Insp    " 
«      Commonuealth   Edison    Co         84/03/03        48pp        22697  027        24X 
Fiche,  80-373.  84/03/13,3403200236. 

8403260229  Documents   B40314    distribution    of   &J  Dladerlch    840313  memo 
to   RD  Walker  fc  H  Ouldemond     in    response    to  831128 
confirmatory   action    Itr    re    integrity   of    discs   It  valves 
8CHROEOER.C.H,       Commonwealth    Edison  Co        04/03/16       KEPPLER,  J  5 
Region    3,    Office   of    Director.       4pp        22737   316        24X 
Flehe    30-373,84/03/16,8403360223 
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8403330073   Ac  *    receipt    of    331213   t.    22    Itn    describing    Interim    fire 
prevention/protection    compen  safcory    moasures.pir     IE    Insp 
fiepts    50-373/B3-41    fc    50-374/G3-4B 

SPESSARD.fi   L        Division    of   Eirv&rgencg    Prep aredn ets   S,  Operational 
Support         B4/O3/19         REE&,  C          Cnmraonmoal th    Ediic-nCo          Ip 
22726   293         34)!    Fich*    30-373,84/03/19,9403330073 

— B4O323QQBI    Reviles    831123    f-    12(3   commitment    re    fire   watch    training 
situations    addressed    jr.    NFPA  516,  par    IE    Insp   Repts 
30-373/83—14    &    30-374/63-48 

aCHRDEDER.C    M         Commorwoal  th    Edison    Co         83/12/32         KEPPLER.J   0 
Region    3,    Office    of   Director        2p,P         S3726  294        24X 
Fiche    50-373,09/03/19,8403230073 

— 8403230QB7   Respond*     to    NRC    B31212    Itr    re    violations    noted     in    IE    Inap 
Repti    50-373/83-44    t<   30-374/83-49  Corrective   actions 
continuous    fire   match    potted    on   refuel    floor   fc    cable 
spreading    rooms   6    roving    firs    watch    estab  1  l»heij 

SCHHQEQER,  t    W         Commonwealth    Edison    Co         93/12/13         H.EPPLEH«J    0 
Region    3.    Office    of   Director        3pp         22726  29A        34 X 
Fiche    SO-373,  B4/O3/19,  B40323Q073 

6403330088   Acli    receipt    of   regulatory    performance    improvement    plan 
Periodic    meetings    renuasteif    to    dlicu»s    progress    on   program 
&    provide    feedback 

KEPPLER.J   0         Region    3,     Office   of    Director          94/03/20         THOMAS, B 
Commonwealth    Edison    Co          Ip          23730    161          S4X   Fit  tie    50-000,84/03/20, 
8103230083 

— 8403330107  Forwards    corporate   regulatory    performance    improvement    plan 
THOMAS,  B        Cflmmonuieal  th   Edison   Co        84/02/24        KEPFLER.  J    9        Region 
3.    Office    of    Director        3po        22730    162         2«   Fiche    50-000, 
B4/O3/20,  8403230066 

— B40323012&  Rev  O   to    "Corporate  Regulatory    Performance    Improvement  Plan 
For    DrsideniQuad   Cities.  Z  I  an  &    LaSalls   Operating    Nuclear 
Station*   b  Dyron   &   Bralduood  Project    Operating 
Organ! tations    " 

•      Commonwealth    Ed  i  ion    Co          B4/-02/39         32  pp         22730    163          24X 
Fieha    50-000,84/03/20,  B403a3QOBB 

84Q3260194   Forward*   responses    to    IE    Bulletin   B3-07.     "Apparently 
Fraudulent  Products   Bold    by    Ray   MlHor,  Inc    "    Quad    Cities 
suopllBd    in/piping    matls    from    Ray   fllller.rnc    during    const 
Evaluation   end    Concerns    of    IE  Bulletin   83-O6   tot  lifted 

BARNES,  P  L  Commonwealth  Edison  Co  84/03/20  KEPPLEFi,  J  fl  Region 
3.  Office  of  Director,  Ivpp  22736  165  E4K  Fiche  30-000,34/03/20, 
B4Q33tQl<?6 

B4.QB090043    IE    Info   Notice    B4-19,     "Two    Events    Involving   Unauthorl ted 
Entriai    Into  PUR   Reactor    Cavities    "    Svc    Hit    *ncl 
JORDAN,  E  L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Post  830103)         81/O3/21  Consol  Uated    Edison   Co      of   He\u 

Vork,     Inc          123pp          22623    22?         24 X    Fiche    30-000, B4/O3/21.  B402090043 

84020<?ODJt4    IE    Info  .Notice    94-20,     "Eve    Life    of   Relays    in   Sof  *  ty-Related 
Sys    "    Bvc    list    oncl 

JORDAN,  E  L        Division   of    Emergency    Preparedneia   ti  Engineering 
Response    (Fast  B301O3)         B4/03/21  Consolidated    Edison    Co      of   Neu 

Vork,     Inc          133pp         32933   001          24X    FicJie    SO-OOO,  84/03/21,  8402O9O044 

R      Periodic    operating    reports   ti    related    correspondence 

S4030B0150   R*v   0    to    "Rept    of    Radioactive    Ef Pluents, Jo 1-Det    1 9B3    "    M/ 
940116.    Itr 

t.    DIEDERICH,  0  J        Commonuiealth   Edison   Co         83/12/31         KEPPLER,  J  G 
Region    3,     Office    of    Director          ?pp          22313    337         24X 
FiChV    50-373,  03/12/31,  8fl03060150 

8403080197    "Rept    of   Occupational    Personnel    Radiation   Doses, 19B3    " 
V/B40227    Itr 

SCOTT.  0   S        Cdmmonuealth   Edison   Co        33/12/31         13pp         2B539;  099 
24X    FichB    SO-OOO,  B3/12/31,  8403030197 

8403220120  Annual  uhole  body  eiternal  eipo*urs»  for  1983  W/&4031i  Itr 
RY8flK,B  Commonwealth  Edison  Co  03/12/31  7pp  S2714' 007  24X 
Fichs  80-000,63/12/31,3403320120 

9403030139   (lontftlg    operatino    rept    for    Jan    19B*  H/B4021S    Itr 

LUJ,D  L    ,    DIEDEfilCH.  0   J        Cammonuealth    Edlion  Co        B4/01/31.       31pp 
2244B  034        24X   Fiche    30-373,84/01/31,3403030133 

B4031i0261   Monthly    operating-   r&pt   fo-r   Feb    1984    W/B40309    Itr 

LIN,  0  ,     DIEDERICH.O  J        Commoniueal  th   Edison    Co         B4/02/B1?         16  pp 
2364O  as*        34X  Fiche    SO-373, 94/02/S9,  B1O3I AO2&1 


S     F)eportabl«   occurrences,     LERi   &  relatod    correspondence 

Q4D31200BO  Updated   LER    B3~129/03X~1    on  B3101B,  LIB-RR-1    callbr   eicetdid 
critical    d«ta    bg    1    day    Trequencij    changed    from    IB  months    to    3 
months   &  not   entered    on    computer   Caused   by    personnel    error 
Surveillance   completed    U/840210   Itr 

PREB(.EV.K  E   ,    DIEDERICH.O   J        Commonwealth    Edison   Co        B4/OB/06 
KEPFLER.J  0        Region    3,     Office    of   Director        3pp        22990   301        24X 
Fiche   90-373,  B4/OH/O6,  B4031SOOBO 

8403120094  LED   B3-O1ByO3X-l    on   810510,  meclinnical    snubber    locked   betutin 
hot  !•  cold    settings.  Canted    bg    eiceislve   heat    in   upper 

dr-yuell    Failed    snubbcri    replaced,  stroke    test    performed    & 

temp    sys  &  monitoring    plan    Initiated   M/B40214    Itr 

SPENCER,  D   A   ,     DIEDERICH.O   J         Commonwealth    Edison   Co         B4/OS/14 

KEPFLER.O   O         Region    3^     Office    of    Director         3pp         2S9BB   041         S4X 

Fiche   SO-373,  B4/OH/14,  8403120034 

8403120095  Updated   LEA   83-117/03X-1    on  S3092O  tt   30,  RHR  HX    B    outlet 
valve    limit    sultchvi    temporarily    changed,  al  lowing   uedge 

travel    to    stop   H/S-4O213    Itr 

PETERS,  M  A   ,    DIEDERICH.O   J        Commonuealth    EdUon  Co,       84/02/14 
KEPPLER.J   O         Region    3'     Office    of    Director,        3pp         223BS   231,       24 X 
Flche    30-373,  84/02/14,  8403130093 

B4030103BO  Confirm*   B4O223   enforcement    conference    at   Region    III   ofc   to 
discuss    ESF  reset    function    defie  line  lei,  per    B4022S 
Ji leuts ion   Keating    notice    end 

NDREUU3,  C    E        Division    of   Project   S.  Resident   Programs         B4/02/26 
RE£D,C        Commonuiealth    Edison   Co        2pp        22434   099        24X 
Fichu    SO-373,  84/02/28.  B4030103BO 

B40312003O  LER  B4-OO7-OO'  on    B403O3, during    surv*i 1 1'nce,  RCIC    InitUttd 
uhlle   reactor    at   S9'X    pouer   Caused    by    improperly    placed 
ohmneteT   Mater    level    &    pressure   quicklg    brought   under 
control    Tec hnt clan    Involved    dliciplined,  M/840301    Itr 
WESTPHAL,  B    6   ,     DIEDERICH.O    J         Commonwealth    Edison    Co          94/03/02 
Aft        SSSBt,  2&B        21X    Fiche,  30-373.  84/03/02,  0403120020 

3403330015  LGR  B4-OO9-OO- on    B40219,  noncoine ident    scram  occurred   from 
upscale    trip    an   intermediate    range   monitor    CIRH)    1A  Caused 
bg    personnel    bumping    Into    IRM    IA   cable   Scram  raset    h 
ptrionnel    counseled    re    sensitivltg    of    cables    W/B4031S    Itr 
BAKER,  P    E  .    DIEDERICH.O    J        Commonwealth   Edl«on  Co        84/03/13       3pp 
22727349        24X  Fiche    BO-373,  84/03/13,  B403230019 

3403230017  LER  S4-OOB-OO.  on   B4021Br noneolnc tdent    scram  occurred    from 
upscale    trip    on   inter-mediate    rang*   monitor    E  Caused    by    malnt 
personnel    Inadvertently    bumping    cable  Scram   reset   b 
personnel    notified    W/BtO-315    Itr 

BAHER,  P    E   ,    DIEDERICH.O    J        Commonwealth   Edlton   Co        B4/03/13       3pp 
23734  396        24X  Fiche    BO-373, B4/03/13,  B403230017 

9403S30027  LER  84-O1O-00    on   840319, noncoinc ident    scram  occurred   from 
upscale    trip    on   intermediate    range   monitor    (IRM)    A  Caused    bg 
inadverlant    bumpinj)    of    IfiM    bu.    maint    personnel    Personnel 
notified    of    sensifclvl ty    of    IRM  cables  M/B40313    Itr 

BAKER, P    E   .    DIEDERICH.O    J        Commonweal  th   Edison   Co        84/03/13       3pp 
22730  330        24X  Fiche    SO-373r 84/03/13,  B403230027, 

B403190117  LEH   B4-011-OO    on    840213, scram  resulted   when    turbine 
generator    tripped    from    loss    of   condenser   vacuum  Caused    by 
eipaniion    joint   in    law    pressure   heater   extraction    steam    line 
14A   failure  New  joints    Installed    H/B40314    Itr 

WESTPHAL,  D    S   ,     DIEDERICHr  0,  J        Commonwealth    Edison   Co        B4/03/14 
9pp        2366A  2oS        S4X    Fiche    30-373,  B4/O3/14,  040319O117 

9403200032  LER   B4-013-OQ-  on    840214,  nine   of    16   main    steam   high    flow 
twitchei    found    out    of    «pec,in   violation   of   Tech    Spec    limits 
Caused    bg    increase    in    follow or   drag    on  Barton   288A    switch 
Instrument*   recallbr   W/84Q313   Itr 

REIB.J   B   i     DIEDERICH.O-  J        Commonwealth   Edison   Co        84/03/19.      epa 
234,97   11B        24X  Fie  h  e:  SO-373.  B4/03/1S,  8403200032 

94O3SO0204  LER   B4-01S-OQ    an   840214,  containment    leakage    limit    eicieeid 
Tech   Spec    limits   Caused    by    misalignment   problem  Valve 
reeligneif  W/ 8403 13    Itr- 

DUB,R  8,  ,    DIEDERICH.O  <J        Commonuealth   Edison   Co        B4/O3/19        4pp 
23i9i  390        24X  Flc h  «.  5O-373i B4/O3/19, B403200204 


DOCKET  50-374   LASALLE    COUNIV   STATION,    UNIT  2 

A     Application/construction    stag*   documents   &  correspondence 

B 403240 194  Respond*    to    DO    Eisenhut    B4030B    Itr  to   C  Reed    re   BUR  STB 

certification    Tech    Specs    accurately    reflect  plant   d  FBAR. 

REED,  C        Commonwealth    Edison   Co        84/03/21  DENTON,  H  R.       Office  of 

Nucleir    Reactor  Regulation,     Director        3pp  22796,167        S4X 
Fiehe   30-374,  84/03/21,  B403260194 
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F      Security,    medical,     emergency    t>   fire   protection    plans 

64032000*1    Forward i   Rev    17    to    physical    security    plan. responding    to  NRC 
commtntt   re   Rev    14    to   plan   &   addressing   m»a*ures    to    secure 
openings    allowing    potential    access    to  vital    areas   Rev 
withhold    (ref    10CFRH   790   fc  73  21 > 

FARRAHiDi.        Commonwealth    Edison   Co        84/O2/1&  Region    3,     Office 

ol    Director         Ip        2269B   343        24X   Fiche    3O-373,  B4/Q2/16.  B403BOO041 

B4O30SOO43  Advises    that    Fire    protection    sys    analysis    re   RCIC    -   RHR 
high/low  pressure    interface    completed   Analysis    process 
described, Including    failure    mode,  acceptance    criteria, 
•valuation   results    &  mods    bo    b»   perFarmed 

fiCHRQEOER.C   W        Commonwealth    Edison   Co        94/03/01        DENTON.  H  R 
Office    of   Nuclear    Reactor   Regulation,    Director        39p[>        SZAB7   233 
B4X   Fiche   30-373.84/03/01,8403030063 

9403120128  Rev  S3  to    Procedure    LAP    B20-3,     "Offsite   Procedure, " 
«      Commonwealth   Ediion   Co        B4/03/05        24pp        83990  062        24X 
Flchi'  30-373,  B4/O3/03,  04031 2012B. 


SI 0323007 3   Ac*    receipt    of    931313   &   25    Itrs    describing    interim    fire 
praventlon/protec  tlon   compensatory   measure* , per    IE    Imp 
Repts    50-373/Q3-44    !,   90-374/83-48 

8PESSARD, R   L        Division    oF   Emergency   Preparedness  &  Operational 
Support         84/03/19         REED.  C         Commonwealth    Edteon   Co         Ip 
22726   293         24X   Fiche    30-373.  84/03/19.  S4O323007S 


-B4032300S1    Revises   B31123  tt    1213   commitment    re    fire  match    training 
situations    addressed    in   NFPA  316, per    IE    Insp   Repts 
SO-373/B3-44    !<   50-374/83-40 

SCHROeDER.C    W        Commonwealth    Edison   Co         B3S12/SS        KEPPLER.  J   0 
Region   3,     Office    of    Director         2pp         S2726   294        S4X 
FlchB    30-373. 04/03/lf,  8403330073 

-B4032300B7   Responds    to   NRC    B31212    1 tr   re    violations   noted    in    IE    Insp 
Rapts    SO-373/B3-44   (.   3O-374/K3-40   Corrective    actions 
continuous    fire  uatch    potted   on   refuel    Floor    4<  cable 
spreading    rooms  &  roving    fire  uiatch   established 
SCHROEDER.C   W       Commonwealth   Edison  Co        B3/13/13       KEPPLER fJ  0 
Region   3,    Office   of  Director        3pp        22726  376       24 X 
Fiche    30-373,84/03/19,0403230073 


S4Q3 120025  Notifies    of    840323   regional    uorkshop    In   Rosemont, IL  uj/all 
Region    III    llcenie**    to    discus*    fire   protection    *afe 
ihutdoun   requirements   Workshop   will    provide    addl    guidance    re 
10CFR5O,App    R   requirements    Agenda    end 

8PESSARD,  R,  L        Division    of  Emergency   Preparednf**    &  Operational 
Support.       B4/O3/04        REEDjC        Commonuejilth    Edlfon  Go        3pp 
4        S4X   Fiche    SO-373, B4/03/OAr B40312002S 


Utility   Final    Safaty   Analgsls  Report    <FSAR)    t, 


3403210099  Faruiards  Amend    64    to  F6AR 

BCHROEDER,C   H        Commomjealth   Edison  Co        B4/03/1S       DENTON,  H  R 
Office    oF  Nuclear  Reactor   Regulation,    Director         Epp        22701   O01 
34X   FlchB    30-373, B4/03/19. 8403H10083 


B4O31403BO  Notification   of    B40312  appeal    meeting    w/util    b  Region    HI    In 
Betheida, HO   to    dlicuss    fire    protection   position*   Agenda 

BDURNIA, A        Licensing    Branch    2        84/03/06        BCKWENCER.A        Licensing 
Branch    2        4pp        22633    194        24*   Flche-  30-374,  B4/03/O6,  84Q314O3SO) 

B403140175  Forward*    final    Interim  Repts    1,2   &  3   re    Fire    detection   sys, 
per  831123  request   8.   IE   Insp   Rept*   SO-373/B3-44  b  SO-374/ 
S3-4B  Detector    Invtal  lations    meet    Intent    of    NFPA  t,   require 
no    eai&peniatory   measures, 

SCHHOEDERiC   H,       Commonweal th    Edison    Co        84/03/09        DENTON, H  R 
Office    of  Nuclear   Reactor    Regulation,    Director,       4pp         22633    191 
24X  Flche    30-373,84/03/09,  B40314017S 

— -8403140180  Analysis    of    Fire    detector    location*    at   La&alle    Count" 
Station, Final   Interim  Rept   1 

JOHNBDN.W.  A.  ,    BCHULTZ,  0   R    ,    BALDASSARRA,  C         Bthlrmer    Engineering 
Corp         04/02/21         73pp         22623    193        24X   Fich*    30-373,84/03/09, 
8403140173, 

— 0403140183  Analyil*    of    fire    detector    locution*    at   Lasalli   County 
Station, final    Interim  Rept    2 

BREIINBKI.M  8   .    JOHNSON,  W  A   ,    BCHULTZ,  0,  R        Schlrmer    Engineering 
Corp,       84/03/06        63pp         2S6H3  29B        24X    Flehtf    80-373,04/03/09, 
B403140173 

— 04.03140184  Analysis    of    fire    detector    locations    at   Laialle   County 
Station, final    Interim  Rapt    3. 

JOHNSON,  W,  A,  ,    BCHULTZ,  OR.,    BALDABBARRA,  C,       Sch  irmer   £nf|  ineerlng 
Corp.       84/03/OB        43pp         22626  O12,       24X   Fiche    30-373,84/03/09, 
H40314Q173 

B4O320O236  Forward*    Info   b  Rev    1    to   Procedure    LTS-1000-36,     "Fire 
Damper   Vltual    Intp,  "    per    NRC    reque*t  &    IE    Insp    Rept* 
5O-373/B3-44  h   30-374/93-48 

SCHRDCDEfi,C.  H.       Commonwealth    Edison   Co        84/03/13        DENTON, H  R 
Dffict    of  Nuclear   Reactor   Regulation,    Director,       Spp         2B697  022 
B4X   Fie  hi-  30-373,  B4/O3/13,  8403200236. 

— B 4 03200263  Rev    1    to   Procedure   LTS-1000-36,     "Fire   Dampar    Visual     Insp    " 
»     Comfflonuealth  Edison   Co       94/03/03       48pp.      22697,027       24 X 
Fiehe- 80-373,  94/03/13,  0403200236. 

8403300244   Forward t   NRC    petition  re    certain    Item*    being    appealed    by 
utll    In    fire    protection   nr*a    per   B40127    ttr 
8CHWENCEA,A,       Licensing    Branch    2.       84/03/14        FAflRAR,  D   L. 
CaiMiionu»lth   Edi*on   Co.       7pp.       2KB40  332.       24X   Fiche   30-373-94/03/14, 
64O3300B44 


— S4O3210091    Amend  i4    to  FaAR    Twenty-five   ovorsiied    drawings    »nc I 
Aperture   cards  available    in  PDR 

*      Commonwealth   Ediion    Co        84/03/31        4Blpp         22701    003        24 X 
Fiche' 30-373, 04/03/1 S,  8403210083 

P      Operating    license    stage    documents   &  correspondence 

8403OS0119  Forwards   supplemental    response    to   Generic   Ltr    B3-2B, 
"Required  Actions  Based    on   Generic    Implication*    of  Salem 
ATWB  Events    " 

BARNEB,  P  L        Commonwealth    Edison   Co        B4/OS/29        DENTON,  H  R        Office 
of  Nuclear   Rtactor   Ragulatlon,    Director        E6pp         2Z4BB.OS4        24X 
Ffcho   30-000,  84/02/39,84030301 19 

B403060230   Confirm*  840229   plani    for  840302  meeting    in  01«n    Ellyn, IL   to 
d£«cuss    questions   raised    bi|    outside    concern*    re    facility 
con*t 

NORELIUS.C  E        Division   af   Project  &  Resident   Programs        94/03/01 
REED, C        Commonwealth  Edison   Co        Ip        22316    160        24 X 
Ficha   30-374,84/03/01,8403060230 

B403130400  Forwards   B40210   responses    to  Generic:    Ltr   B3-35  clarifying 
TMI    item    II    K  g  31    Util    concurs   w/NRC  position    I  tern  should 
b»    closed 

RVBAK,B        Commonmeal  th   Edison  Co,       B4/03/OE        EISENHUTi  D  0        DlvHion 
of    Licensing        2pp        22613   143       24X  Fiche   30-000,84/03/02, 
8403130400 

B4O32802B7  R'que*t*   certification    that   Tech    Specs    accurately    riFlect 
plant, FBAR'BER    analyses   ft    other   documentation  within    ID 
dag*   Proposed    changes   should    be    Identified 
EIBENHUT,DO        Division   of  Licensing        B4/03/OB        REED,  C 
Commonwealth   Edl*on   Co        Spp        22SOB  036        24X   Flche   90-374, B4/03/OS, 
04032B02B7 

8403300226  Notification   of    940314  meeting   u/utll    In   LaSa 1 1 e    Countg,  IL 
to    conduct  NRC   mgt   review    of    licensee  readinx*    far   full 
pouir    operation  Agenda   encl 

BOURNIA,  A,       Licensing    Branch    2        B4/03/OB        BCHWEWCER,  A        Licentlng 
Branch    B        4pp        22843  031         S4X  Fiche   30-374, B4/O3/OB, 8403300226 

B4 032000 13  Discusses   B4030S    telcon   ui/A  Bournia   re   FIHR  &  RCIC    high/lou 
pressure    interface   boundary    Lists    reasons    that    full    open  on 
valve   2E12-F031A  would   not    be   detrimental    to    lou   pressure 
piping 

9CHROEDER,C   H        Commonwealth    Edison  Co        04/03/13.      DENTON, H  R 
Office   of  Nuclear  Reactor  Regulation,    Director       Spp       22683  333 
24X   Flche    30-373,  84/03/13,  B403W0013 


B40 3220 123  Forward*   Rev  0    to   Procedure  LTS-1000-33,     "Fire    Damper 
Dp«r*bilitg    T*it.  " 

BCHRDEDEF,C.  M,      Commonuialth   Ediion  Co,      B4/03/13.      DENTON, H  R 
Office    of  Noclur   Reactor    Regulation,     Director        2pp         22716.  DBS. 
S4-X  Flch«.  SO-373,  64/03/13,8403220123 

— 8403230127  Rev  0  to    Procedure  LTS-1000-39,     "Fire   Damper    Operability 
T»«t   " 

»     Cammonuealth   Edl«on   Co.      84/03/13       83pp        S271A  087       24X 
Flchl    90-373,04/03/18,9403220123 


B40326012B  Discusses   differences    in   Tech    Bpvci    per    revs    to  STBigenerlc 
ItrsiNRR   requirements    Ic  grammatical    correction*    Differences 
between    tuio   Tech   Spec*   do    not   affect   adequacy    of    current 
Unit    1    Tech   Specs. 

BCHROEDER'C  M        Commonwealth    Edison   Co        04/03/21        DEN TON ,H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         Ip        22738,132.      S4X 
Fiche'  30-373, B4/03/21, 0403260122 
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G      Inspection    reports,     IE   Bulletins    t,    correspondence 

84O3Q8Q114   Forwards     IE    In*p    Rept5    50-373/84-O4   *    30-374/84-03   on 
aa0131-O203   Ha   none  ompl  1  ance    identified 

LITTLE,  W   S         OegioTi    3*     Office    of    Director          64/02/23         REED,C 
Cdinnonueal  th    Edison    Co        2pp         22559  373        24X    Picht    30-373,84/02/23. 
9403030114 

--9403080123    IE    Inap    flepti     3O-373/B4-G4   &    SO-374/94-O3    on    840131-0203   No 
noncomp  lijnc  B    tsJtntlfiacT   Major    ar*ai    inspected    licensee 
action   on    previous    imp    Findings   b   IQCFSSO  55(el    repti 
CHRIBTNDTjE    ,     WILLIAMS.  C    C         Rsolon   3,     Office    of    Director 
64/02/23         3pp         2-3331?    373         24X    Fiche    30-373,  34/02/23.  B4030S01  14 

D4fl30900*3  Forwards   F!sv  O  tp    "Corporate   Regulatory    performance 

Improvement   Flan    "   Flan  designed    to    heighten    employee 
auJarenesa   b  itrenothen   corporate    ability    to    improve 
regulatory    performance 

THOMAS.  B        Ccmmotiiueilth  Edison   Co         B4/02/24        KEPPLER,  J  O        Region 

3,     Office    of    Director  3pp          £2490    139         24X    FictiB    50-000.54/02/34. 
£403050043 

—  B4030SG046  Rev   0   to    "Corporate  Regulatory    Performance    Improvident 
Plan    " 

*      Commonweal  tH    Ed  lion    Co         S4/Q2/S-9         2Epp          22-590    142         SIX 
Fiche    50-000,  34/02/24,  B4-&3030Q43 

0103050166   Ack   receipt    of   840  130  &   OS09    1  tn    Informing  NRC    of   ttepi 
taken    to    correct    violation)    noted    In    IE    Imp    Repts 
30-373/83-41    !•    SO-374/B3-42 

STflEETER.J  F        Region    3,     Office   of   Director         B4/Q2/S7        REED.  C 
Commonwealth   Edison  C0         If         224B9  067        24  X   FUhe   30-373-34/02/27, 


—  B4030SQ171    Respond*    to    NRC   831207    1  tr   re    violation!    noted     in   IE    Imp 
Refits    SO-373/B3-41    I-    50-374/03-42    an    630908,  38-2?.  1O20    b 
1110  Future   changes    to    Inboard    feeduatffr    cAect   valvet    uill 
ti«    conducted    per    QP  3-51 

FARRAR.D   L        Commonwealth    Edison   Co        34/01/2O        KEPPLER.J  0 
Re-gion   3.,    Office    of   Director        3pc-        23499   O6B        24X 
Fiche    30-373,  B4/02/27,  B40303014B 

--  040309  01  74   Suppls    B4012O    response     to   NRC    331207    Hr    re    violations 
noted    In    IE    Imp    Hepti    BO-373/B3-i)l    t    90-374/B4-43 
Corrective    actions   mnif    approval    Itr   checklist    Si 
»af  a  ty-rolated/ASME  cade    change    procedure   uill    be    reviled 
FftRRAR,  D  L        CoiMionwua  I  th    Edison  -CD        S  4/02/09        K£PPLEfl,J<J 
RnBlon   3.    Office    of   Director        4pp        22139  073        34X 
Fiehe    90-373,  84/02/37,8403030160 

840119007B    IE    Info   Notice   H4-13,     "Potential     Deficiency     in    Motttr 
DparnteJ   Valve  Control    Circuits    &  Almuncia  t  Ion    "    Svc    list 
end' 

JORDAN,  E  L        Division   of    Emergency   Preparedness    !>  englneerins 
Reaponia    (Poit   B301O3>         B4/OS/?a  Consolidated   EdUon    Co      of  Neiu 

Vork.     Inc         115pp         33909    339        34X   Fiche    30-000,84/02/23,3401190072 

84€3I902?0  Foriuat-ds    IE    Insp    Repts    50-373/S3-54   fc   50-374/B3-S7  on 
83I219-B40aiO   k  notice   of    violation 

STBEETER,  J   F         Region    3,     Office    of    Director          B4/02/29         REED.  C 
Cammonuealth   Edison  Co        2pp        32t7S  Otl         ?4X  Flrfie   50-373,  B4/02/B9. 


— B403190293   Notice    of    violation    from    imp    on    B31217-B4021O 

BTREETEB.J  F        Region   3.    Offlc*    of   Director        84/02/39         2pp 
02673    064.        24X   Flcne    50-373,  84/02/29,  B403  190290- 

--B403190E99    IE    Imp    Repts    30-373/83-34   6    30-374/B3-97   on    B31219-B40310 
Moncomplionce.    Identified    temp    gauge   utilised    in    calculating 
LPCB   pump    total    dynamic    head    did    not   have    unique    numb«r 
LANKSBURV,  R   D  ,    HRIOHT, 0    ,    MAURA, F  A        Region   3,    Office    of 
Director        84/02/27         10pp.       33675  O&B        24X   Flche   50-373,94/02/29, 
B403 190290 

B402Q°Q007    IE    Tnfo  Notice    B4-14,     "Highlight*    of    Recent    Transport 
Regulatory  Revs  Jj<j    DOT  b   NRC."    Svc    list    end 

QRACE,  J  N        Divlilan   of   <JA,     Safeguard*   b    Inspection   ProsT»ms    (Poit 
930 J 03)         B4/03/02  Consolidated    Edison    Co.     of   New  York,     Inc 

13QPP         23532  339        34X   Flche    50-000,  B4/03/02,  B40207OQ07. 

6402090QOB    IE    Info  Notice   B4-16-     "Failure    of    Automatic    Sprinkler   8us 
V«lves    to  Operate    "    Svc    Jlst    end 

JORDAN.  E  L        Division   of   Emergency    Prtparednesi    b  Engineering 
Ruiponsa    (Po«t    930103)         B4/O3/O2  Con»ollda ted   Ed i ion    Co      of  Neu 

York,     Inc         122pn        22393   093        24X  Flche    5O-QOO.  B4A)3/02j  8402090003 


640319OOia   Foruards    IE    Insp    Repts    30-373/84-02   &    30-374/84-01    on 
B40116-OS1O   ii    notice    of    violation 

SHAFER,  U  0       Region    3,    Office    of    Director        84/03/02        REED,  C 
Commonwealth  Edison    Co        2op        32671    173        24X   Fiche   30-373,04/03/03, 
B4031 90063 


—9403190072   Notice    Of    violation    from    insp    on    B4011i-0210 

BHAFER.M  D        Region  3.     Office   of    Director        B4/O3/02        2pp 
22671    173        24X  Fiihe    5O-373, B4/03/02,  B40319006S 


— B40319O076    IE    Insp    Repts    30-373/84-02   k   30-374/04-O1    on    B40116-0810 
Noniompl  lance   noted   673    ft    elevation    of   reactor    bldo, 
contaminated    to    level    in    eicess   required    for    posting    a* 
controlled   area   b    six    valve*   found    unlocked 

QULDEMDND.W    0    ,     GLJTHRIE.S   C    ,     EVANS,  C    D         Region    3,     Office    of 
Director         B4/03/27         S9pp         32671    177         24X    Ficha    30-373,04/03/02, 
0403190068 

8402090011    IE    Info   Notice    94-17,     "Problem*   W/Liquid   Nitrogen   Coollnj 
Component*    Beloui  Nil    Ductility   Tamp    "   8vc    Hit    *ncl 
JORDAN, E  L        Division   of    Emergency   Preparedness    b  Engineering 
Response    CPo»t  830103)         B4/03/O3  Consolidated    Edison    Co      of  Him 

York,      Inc         H7pp         22533   336         H4X    Fieh*    30-000,84/03/03,8403070011 

S40313034B  Aefc    receipt    of    84O215   Itr    Informing   NRC    of   stapi    taken   to 
correct    violation*   noted    in    IE   In*p   Repts   30-373/B3-44   b 
30-374/B3-48  Addl    response    to    B4.O215    Itr   uill    ba    submitted 
following   completion    of    action*   an   840127  appeal 
SPESaARD.H   L        Division    of   Engineering        84/03/06        REED,  C 
Commonwealth   Edison    Co         Ip         22616  223        24X  Fiche'  30-373r  04/03/06. 
B40313O34B 

—8403130359  Raipontt*    to  NRC    831213    Itr   re   violations   noted    in    IE   Imp 
Repts    50-373/B3-44   b   30-374/93-48  Corrective   actions, 
procedures   written    to    require   periodic    surveillance    of 
light*   Borne    item*    should    not  be    categorized    as   violations, 
REED.C        Commonwealth    Edison  Co        B4/02/I3        KEPPLER,  J  0        Region 
3,    Office   of   Director.       EOPp        22616   224        24X 
Fiche    SO-373.  84/03/06,  B4O313034B 

B402O90O24  IE  Info  Notice   84-09,  Rev   1,    "l-t**on»  Learned   From   Insp*  of 
Fire  Protection  Bafe   Shutdown    5v»    "    Bvc    list    encl 
JORDAN. E  L        Division   of   Emergency   Preparedne**    b  Engineering 
Respons*    (Post  630103)         84/03/07  Consolidated    Editon   Co      of  Ntu 

York,     Inc        llBpp        22633   049        24X   Flehe   30-000.  B4/03/ 07. 8402090024 

B40209002B   IE    Info  Notice    B4-18,     "Stress   Corrosion   Cracking    in  PUR 
8ys    "    Svc    lilt    end, 

JORDAN.  E  U        Division   of    Emergency    Preparedness    it  Engineering 
Response    (Post    S3O103)         04/03/07  Consolidated    Edison    Co.     of  Niu 

York.     Inc        llBpp        223B4    196        34X   Flehe    50-000,84/03/07,8402090033 

8403140179  Foruard*    final    Interim  Repts,  1,2  b   3   re    fire,    detection   *yi, 
p*r  931123   requeit   &    IE    Incp    Reptt    30-373/83-44   ti   SO-374/ 
83-49   Detector    installations   meet    intent   of   NFPA  b   require 
no   cdffipenotory  mcaiurei 

SCHROEDER.C  U        Commonuea  1  th    Edison   Co        B4/03/09.       DEN  TON,  H  R. 
Office    of  Muclear   Reactor    Regulation,    Director        4pp        33623' 191 
24X   Fiche    30-373,  B4/03/09,  B403140173 

B402090031    IE   Bulletin   94-02,     "Failures    of   OE  Type   HFA  Relays    In   U«i   In 
Class    IE  Safety   Bu*    "   9vc    lilt    encl 

DEVDUtJO,  R  C        Director'*    Office,    Qffic*   of    Intpectlon    and 
Enforcement        B4/D3/12  Consolidated   Edison   Co      of   Neu   York,    Inc 

134pp        2SB33  O94        24X    Fiche    30-OOO,  B4/03/12,  B4O2090031, 

B4031900S4  Ac k   receipt    of    840229   Itr    informing    NRC    of   steps    taken   to 
correct    violations    nottd    In    IE   Imp   Repts    30-373/83-93  b 
30-374 /B3-58 

SHAFEfl.M  D        Refllon   3.    Office    of   Director,       B4/03/13        REED,  C 
Commonwealth   Ediion   Co         Ip         22&A9  317        24X  Flehe; 90-373, B4/03/13, 
B4O31900B4 

— 94D3190090  Respond*    to  NRC    940130    Itr   re  violations   noted    In    IE  Imp 
Repti    50-373/93-53   b   30-374/83-38  Corrective   action*.' control 
roan   tag  board   updated    to   reflect   current   statu*, burned   out 
bulbs    replaced   i.   refresher    training    program   developed. 
FARRAR.D  L,       Commonwealth    Edison  Co        84/03/39        KEPPLER,0  0, 
Region  3,    Office    of   Director        9pp.       22669  330        24 X 
Flch*    30-373,84/03/13,8403190084 

B403200236  Forwards   info  b.  Rev   i   to   Procedure  LT8-1OOO-36,    "Fire 
Damper    Viiual    Insp. "    per    NRC    requeit  &    IE    Insp    Repts 
SO-373/B3-44  b    30-374/83-4B 

BCHROEDER.C.H        Commonuea 1th    Edison   Co        84/03/13        DENTON.HR 
Office    of  Nuclear    Reactor   Regulation,    Director        9pp        3S697-083 
34X   Ftche;  30-373,  84/03/13,  B403200E56 


B403090009    IE   Info   Notice   84-19.    "Reporting    of   RaJ i olng ic al    Release*    " 
Svc    list    encl 

JORDAN,  E   L        Division    of   Emergency   Preparedness    b  Engineering 
Response    (Post   B30IO3)         B4/03/02  Consolidated    Ed  1  *  on    Co      of  Neu 

Vort,      Inc          119pp          22333,217         24X   Fiche    50-OOO, 84/03/02, 8402090009 
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84-03240225    Documents    640314    distribution    at    GJ   Diederlch    B40313   memo 
to   RD   Halter   &  W  Guldemond    In    response    to    831128 
confirmatory    action    Itr    re    integrity    of    disci    &   valves 
SCHRdEDERiC  W        Commonwealth    Edison   Co        B4/03/1A        KEPPLER, J  Q 
R*gl»n    3,     Office    of    Director         4pp         2H757    314         SIX 
Fiche     90-373,84/03/16,8403260225 

B 4 O3 230 07 3  Ack   receipt    of    B31213  t.  32    Itrs    describing    Interim   fire 
prevention/protection    compensatory    measures,  per    IE    Insp 
R»ptm    30-373/83-44    d    90-374/B3-48 

SPESSAHD,  B   L        Division    of   Emergency   Preparedness   t,  operational 
Support         B4/03/19        REED, C        Commonwealth    Edison   Co         Ip 
22736    293         84X    Fiche    30-373,84/03/19,8403230075 

— S4Q323O081    Revile*    B31123    Si    1213    camml tmsnt    rs    fire   uatch     training 
situations   addressed    In    NFPA  514,  per    IE    Imp    Ropts 
SO-373/83-44  &   50-374/B3-4B 

BCHROEDEfl.C   W        Commonwealth   Edison  Co        83/13/23        KEPPLER,  J  O 
Region    3,     Office-    of    Director         Spp         32724   294         24X 
Ficha- 90-373. B4/03/19,  8403230073 

— 8403230087  Responds    to   NRC   B31212    Itr    r*   violations   noted    in    IE   Intp 
Septs     90-373/83-44    fc    30-374/83-48   Corrective    action* 
continuous    Fire   uatch    posted   on   refuel    floor   t   cable 
spreading    room*   &   roving    fire  watch    established 

SGHROEDER,  C   M        CommonuiBal  th   Edison   Co        B3/12./13        KEPFLER.  J  0 
Region  3.    Office    of   Director        3pp        32726   296        24 X 
Flch»    50-373,84/03/19,8403830075 

B4O323OOB8  Ac k   receipt   of    regulatory    performance    improvement    plan 
Periodic    meeting!   requested    to    discuss    progress    an    program 
It   provide    Feedback 

KEPPLEFh  J.  O.       Region   3,    Office   of    Director        84/03/20        THDKAS,  D 
Commonwealth   Edison   Co         Ip         22730    161         24X   Fiche   90-000,84/03/20, 
8403230099 

— B 403 2 30 107  Forwards    corporate   regulatory    performance    improvement   plan 
THOMAS, B.       Commonwealth    Edison  Co        64/03/21        KEPPLER,  J   0        Region 
3,    Office    of   Director         3pp        22730    162        24X   Flclie    3O-OOQ, 
84/03/20, 8403230088 

— 84D323O12&  Rev  0   to    "Corporate  Regulatory   Performance    Improvement   Plan 
Far    Dresden, Quad    Cities,  Zion  k  LaSalle   Operating    Nuclear 
Stations    It  Byron   h  Bralduiood   Project    Operating 
Organizations   " 

*      Caromonuealth    Edison    Co        84/02/27        32pp        22730    169        24X 
Flcht,  BO-QOO.  84/03/20,  B40323QOBB, 

0403260196   Forwards    responses    to    IE  Bulletin    B3-07.     "Apparently 
Fraudulent    Products    Sold    by    Ray   Miller.  Inc    "    Quad   Cities 
supplied    u/plping    m»tls    from   Ray   Miller, Inc    during    const 
Evaluation    and   Concerns    of    IE  Bulletin   83-04    satisfied 
BAHME9. P    L.       Commonwealth    Edison   Co        B4/03/SO        KEPPLER,  J    0        Region 
H.    Office    of  Director         19pp        227 B 6    IBS        24 X   FUtie   30-000,04/03/20, 
H403BAQ196 

9402090043  IE    Info  Notice   84-19.     "Tuo   Events    Involving   Unauthoriitd 
Efitrlss    into  PWR  Rsactor   Cavities   "   Bvc    list   enc  1 

JORDANj  E   L        Division   of    Em»ra«ncg    Preparednns    t<  Engineering 
R«sponi»    (Post   830103)         84/03/21  Consolidated   Edison   Co,     of  Niu 

York,     Inc         123pp.       82823:229        24X   Fiche. 90-000,84/03/21, 8402090043 

9402090044  IE    Info  Notice   S4-20i     "8vc    Life    of   Relays    In   Baf ety-R«lated 
Bg»    "  Bve   list  'tncl. 

JORDAN i  E  L.       Division   of    Emergency    Preparedness   fc  Engines-ring 
Raiponse    (Post   B30103)         B4/03/S1  Consolidated    Edison    Co      of  Neu 

York.     Inc.        139pp        22933-001.       24X   Fiche    90-000,84/03/21,8402090044 

A      Periodic    operating    reports    h   related    correspondence 

B403060190    Rnv  0    to    "Rept    at   Radioactive   Etf luenti,  Jul-Dee    1983   "   M/ 
940116    Itr 

*,    DIEDERICH.O.  J        Conunonwealth   Edison    Co        93/12/31        KEPPLER,  JO 
Jttoion   3.    Office  of   Director       ?pp,      22913  337.      24 X 
Fiche,  BO-373, B3/12/31i  84030&019O 

S4030SO197    "fUpt    of   Occupational    Perionnel    Radiation   Dots i, 1983   " 
H/B40227   Itr 

BCOTT,J.B,      Commonwealth   Edison  Co       83/12/31        13pp       22 5 99  099. 
34-X   Fich»;SO-OOO,  83/12/31,  84030B0197 

6403220120  Annual  uiholt  body  external  exposures  for  19B3  W/e4031ci  Itr 
RYBAK^a,  Commonuealtli  Edison  Co.  83/12/31.  7pp  227 li  007  24X 
Fichi:  90-000,83/12/31.8403220120 


S      Rcportable    occurrancas,    LERa   tt  related    correspondence 

B40312O047  LER  64-003-00  on   S40202. Intanded    trip    on    sys   auilliary 
transformer    feed    breaker    failed     to    occur   Caused    by    breaker 
plunger    being    too    short   Addl    mashers    Installed    on   plunger 
assembly    U/840302    Itr 

HIETALA,  J   J    ,     DIEDERICH.O    J         Commonuieal  th    Edlian   Co         84/03/01 
3pp         22389   286         24X   Fiche    50-374,84/03/01,8403120047 

8403160264   LER    84-004-00    on    B4021S- Div   2    Isolation    signal    received, 
causing    secondary    containment    Isolation  &   standby    gas 
treatment    >y«    to   start   Caused   b«J    b  1  Dun    electrical    fuss   Fuse 
replaced   W/B40306   Itr 

KDENIQiR    ,     DIEDERICH.O   J         Commonwealth    Edison   CD         B4/03/06         3pp 
22661    001         34X   Fiche    90-374,  B4/O3/O6,  B403140266 

8403190013   PNO-1 1 1-84-025   on   04031O,  unit    achieved    Initial    crlticality 
Agreement   observed    between   actual    conditions   &   predicted 
condi  tions 

WALKER. R    ,     SHAFER.M        Heglon    3,     Office    of    Director        84/O3/12         Ip 
22663-353         24X   Fiche    50-374,  BV03/12,  B403190013 

84032O0212  LER  B4-003-00  on    B40213i during    performance   of   HPC9   inservlce 
testing, pump    breaker    failed    to   reclase    second    time  Caused    by 
failure    of    breaker    position    luiitch    (331,531.8   to   close    In 
second    cycle   Ereakvr  reracbed   M/84O315   Itr 

KOENIO,R    ,    DIEDERICH.O  J        Commonwealth  Edison  Co       84/03/13        3pp 
22699  344        S4X  Flch*   90-374.  84/03/1  3.  S403200212 

B403280023   LED    B4-007-00   on    B4021S,  reactor    luater    cleanup     Isolated    on 
Pump   Room  A   high    differential    temp    Caused    by    difference    in 
room   temp    due    to  misconf Iguration    of   area   ventilation   sys. 
Review    for    corrective   actions    in   progress   M/B4O322   Itr 
REI3,  J   D    ,    DIEDERICH.O  J        Commonwealth  Edison   Co       84/03/21        <Jpp 
22777   051         24X   Flcfio    50-374.84/03/21,8403280023 

B4032BOD73  LER   B4-006-00  on   840223.  r eactor   uater    cleanup    sys    Isolated 
on   Pump    Room  C   ventilation   differential    temp    high   Caused    by 
normal    operating    temp    gradient   across    pump   rooms    due    to   cold 
reactor    bldg    air    blasting    Inlet    temp   W/H40322    Itr 

REIS,J  D    ,    DIEDERICH.O  J        CommonwBa  1th   Ediian  CD       84/03/22        Bpp 
22777  063        24X   Flcho   50-374,84/03/23.8403280073 


T      Hearing    transcripts    on   non-antitrust  matters 


B 4 03270320   Transcript   of  Commission   B40333   discusslan/poslib le  vote    in 
Washington, DC   re    full    pouer   OL   for    LaSalle   Unit  2  Pp    1-76 
Supporting    documentation    end 

*      Commissioners        B4/03/23        84pp        22789    153        24X 
Fiche.  90-374, 84/03/23,  8403270320 


DOCKET   30-382  WATERFORD  GENERATING  STATION,    UNIT  3 

A      Application/construction    stage    documents   fc  correspondence 

8403010262  Further   response    to   FOIA   requait    for   documents   m   Sand i a 
Contract   A-1123  &   bibliography   used    by   R   Dornero  Forward i 
App   A   documents 

FELTQN.  J  M        Division   of   Rules  and    Records        FIN  A-1123        83/12/20 
RUTLEDQE.P        Carolina  Environmental    Study   Group        3pp        22444  069 
24X  Fiche   90-000,  83/12/20,  3403010262 

~~83012803BQ  Responds    to  821108    Itr   &  neuspaper   article,  clarifying 
distorted    t    Incomplete    pictur*    of   nuclear   accident 
probabilities  &  conieq.uences  &   modeling    uncertainties 
presented    In   article 

DIHCK8, M  J        Office   of    the   Executive   Director    for  Operations 
82/12/27        BOOGS.L        House    of   R«p        4pp        22444,073        24X 
Flehe    90-000,83/12/20,8403010242 

8403090269  Notification   of    cancellation   of   S4022B  meeting   iu/util    fc 
Ebasco    in  Bethesda,MD  to    discus*    emergency    fi*duater   control 
sus 

WILSON, J  H        Licensing    Branch   3        B4/02/16        KNIOHTON.  O  M        Licensing 
Branch    3,       3pp        32501-106        24X   Fiche    90-3B2,  B4/02/16,  B4O3090269. 

8403020209  Forwards    Info   ri    cornctlve  action*    Identified    during 
control    room  design    review,  Light  Ing    survay    results, color 
code    convention   ti  results    of    control    room    llveabllfty    rtvlau 
end    Lighting   mods    complete 

CQDK.K   H        Louisiana  Pouer   &  Light    Co        84/02/28        KNIGHTQN.O  U 
Licenilng    Branch   3        12pp.       2244O.  242       24 X  Fiche    90-382,34/02/28. 
B40302020S 


6403020333  Forward*    "Evaluation    of    Natural    Circulation  Cooldoun  Test 
Parformed   at   Ban  Onofre   Nuclear   Qvneratlng    Station."   Boron 
mlilng    tests    in    lieu    of   natural    circulation    test    accepted    by 
updated   8ER  &  SSER   9 

CdQK,K  M  Louisiana  Power  J.  Light  Co  84/02/29  KNIOHTGN.  G,  M 
Licensing  Branch  3  Ip  22439:033  24X  Fiche  So-000. 84/02/29, 
B403020333 
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— 8403O20333    "Evalu4tion    pf    Natural    Circulation    Cootdaun    Teit   Performed 
at    9an  Ono-fre  flue  liar   Generating    Station    " 

a       Combust  inn   Efij  ( neerinB'      Inc         CEN-B5"?         84/01/31          136pp 
22439   036         24X   Flche    50-000.84/02/29.8403020333 

84Q309OQ32   Final    response    to   FQ1A  reqtieit    for     five    categories    at 
tocuaimtt  re    facility  For  war  Si    addl    documen  ts    lifted    on    App 

FELTON.  J   M         Division    of    Rules    and    Record,*         84/03/02         LVQN.  V   F 
Lyon    ti   Kuri         Spp          32392    333,        SAX    Fiche    30-363,84/03/03,0403090032 

— 3403070038  Liits   areas    a-f    concern   at    facility    requiring    investigation 
Ebaico  t,  util    failed    to    addr«n   &   resolve    def iiiencie s 
Identified    ay   many    pei-tonnel- including  QA    docum»ntat ion 
reviewer* 

*      Louisiana   Pouier    t,   Light    Co         S4/O3/02  NRC   -   No    Detailed 

Affiliation   Given        2pp         22592  336        24X    Fiche   3D-38B,  B4/O3/02, 
B103O90032 

S403130446  Confirms    lh»t   all    SORT  filei    c Loud    Info   adequate    to  close 
nut   stiimic    qualification    issue 

CGOK.K  H  Louisiana  Pouer  t  Lioht  Co  G4/O3/O2  KNIflKTON.  O  W 
Llceniina  Branch  3  lp  23613  181  24X  Fi  ch»-  30-382.  84/03/02, 
B4O3130446 

B4K31SQ161?  Advi»*»    that    listed    firocedure*    t<  Tech    Spec*   revi  eiued,  per 
Censrlc    Ltr   B3-2S  r*    post-maint    testing    of   reactor    trip    sys 
compomnts  Chick    of    vfndor    fc   engineering    recommendations 
concluded   test    guidance    incorporated    into   procedure* 
CQtM.K   W       Louisiana    Puuer    i.  Light   Co        Q4/O3/O5        KNIOHTQN.  Q  H 
Licencing    Branch   3         6j,p          32390    134         34X   Fiehe:  BO-3B2.  84/03/O3. 
B40312016? 

B4031H014B  Dlscu*ie>   aciivlties    &  qommitnunts    to    be   completed    prior    to 
fuel    loaf  Listed    open    Itemi    uill    bt    completed   prior    to 

COOK,  K   H        Loo li Una    Pauer    k   Ulght    Co-        94/03/03         KNIGHTON.G   M 


B403210030  Foruard*    justification    for    eiemption    from  Type    C    leak 
testing,  list    of    isolation    valves    ulthin    ecsentlal    BV*   (> 
penatratinn    Isometric    draulngs   re    flnalliation    at   Tech    Bpaci 
In   preparation    for   OL 

CODK,  K   W       Louisiana   Pouer   tt  Light    Co         B4/03/14.        KNtOHTaNi  O  Wf  . 

Licetitlng    Branch    3        17pp         22707   Oli        24X   Flch  e- 5O-3Q2,  B4^O3/1A. 

8403210030 

8403B70194  Replace*    1  tr    previously    Issued    as   W3PB4-O431    re    actlvltlei 
1    conmltnenti    to   be   completed    prior    to    fuel    load    due    to 
mining    pag«    from  attachment   All    open    Items    to   be    completed 
by   840430  Anticipates   receipt    of    OL   on    sama    date- 
CDDU.K   U        Louisiana  Pouier   t.  Light   Co        84/03/2O        KN10HTQN.O,  H 
Llctn«tng    Branch    3        opp        22770   O19        24X  Flchf    BO-3B2i  B4/O3/HO. 
S40327O134 

B4O3260134  Forward*   completed    operating    *hlft    experlent:*    form* 

DARKHUHST,  R  P  Louisiana  Pouer  fc  Light  Co  04/03/22  DENTON, H 
Office  of  Nuclear  Reactor  Regulation.  Director  Bpp  SS7S6  2&A 
24X  Flch«  50-3S2.  B4/03/22,  B4032iOl34 

E      NRC   Safety    Evaluation   Report    (SER),     tuppli    b   correspondence 

B4030S0065  Submits    Info    in   response    to   BER   Open    Item  7    1,2(2).  pap    IE 
Bulletin   79-27.     "Loss   of   Nan~Cl*>s    IE    Instrumentation   8. 
Control   Pouer   By*   Bus    During    Operation    "    Info    *hould    enable 
closeout   of  BER    Itsm 

COOK,K  W        Louisiana  Power   &  Light   Co        H4/02/27        KNIOHTON.  O.  M, 
Llcenislnn    Branch    3        2pp        22470    1B3        24X   Flche    30-3B2i  B4/O2/27, 
0403O5004S 

B40304O306  Supplements   ad d  1    info   provided    In   Q30B09    ltr    ju«tifulng 
u*e   o.f    analysis    in   resolving    aging    ti   operablllty    it  tut    to 
Rc-i»mQunt    1133*   transmitter    use   at    facility, oer 

' 


BBER  s 

CDOK.  K  W        Louisiana   Pouer    h  Light   Co 
Licencing    Branch    3        2pp         22313   333 
84030&030& 


S4/03/01          KNIOHTON,  O    M 
24K   Fiehe    50-3B2.  84/03/01, 


8403130170  Responds    to  Oenerlc    Ltr   63-29.  Item   4   3   3  re    reactor    trip    sys 
reliability    (sus    functional    testing)    Util    participating    In 
C-E  Owners  Oroup    evaluation    Results    due    by    S412O3 
COOK.K    U        Loulilana    Power    t    Liaht    Co         B4/O3/O8         KNIQHTON,  O   U 

"         2fl)C   Fitlle    80-382,  B4/03/OB, 


B4031500-1A  Respond!    to    Item   4    S.   af  Generic    Ltr   83-28  re   reactor    trio 
sUs    reliability    (pr.vinUtlv.    Mint    t  surveillance   ,rogram  P 

far    reactor    trip    breakers*    Brtaker    opening    time   ulji    be 
trended    monthly    to    Forecast    breaker    degradation 
COOK.  KM       Louiiiana   Pourr   t    Light   Co        B4/O3/09        KJWIOHTON.O  M 

B403L30046  *         2" 


Beth.sda, 
ensino 


Mn. 

MD    to   diicuis   Tec*    Specs    prior    to    licensing 

M1L&DN,  J  H       Liierung   Branch    3       B4/03/09 
Branch    3        3pp         2S812   333         S4X   Fiche    5O-3B2, 


S403060393  Forujirdl   poit-acc  Ident   sampling    sys    status   rept    per    BBER    2. 
cuntalnins    updated    info    on   actions   Ji   plans 

COOK,  K   M       Louisiana  Pouer   t>  Light   Co        84/03/02        KNIOHTON.  O   M 
Licensing    Branch    3        3PP        22518.  126,       S4X   Fieh*.  30-382,  B4/O3/O2. 


0403060337  Advises    that  86ER   3   provides    incorrect    listings    of    CPC 
penalty    (actors   resulting    from  rod    bow   penalty   Reo.ua»t»    that 
corrected    table   of    penalty    factors    be    Included    In    next    SBEfi 
COOK.K.   U        Louisiana  Power   &  Light   Co        B4/03/02         KNIOHTON,  0   H 
nch   3        'P         iZ»313  336        24X   Fiche    80-392,64/03/02, 


B4031201B6   ^quests    that    NUREO-0737,.  It.n,    1  1    E    4    2    r.    containment 
pressure   setpolnt    be    closed    In   nt«t   SSER   Facility    will 
•mploy     I/    1    p,ia    setpolnt,  per   Tech    Specs 
COOK,K  W        Louisiana  Pouer   (.  Light   Co        B4/03/09-        KNIOHTON,  O 


B403160020   Informs   that    facility    will    emplov    17    1    psid    t.tpoint    far 
containment    isolation  as    reflated    in   current   draft  Tech 


COOK.RH        Louisiana   Pouer    i,    Light   Cq         B4/O3/12 
2PP 


«n. 

containment 


-    - 

solation  as  reflected  In  current  draft  Tech 
"  6  '  a  °*  NUBEO-0737  It...  should  be  closed 


CQOK,«.  H   Louisiana  Power  «,  Light  Co 

nch  3  2pp 


B4/03/12- 


t«    r 

Item   I   C   7  r  *  g.  u  ir  erne  n 

COOH.K   W       Louisiana    POUJfr    (.  Lioht   Co 


vtnflor    r.vi.u  of 
on  meetino    TMI   A 


S4/O3/1B 


Pr°Tld"    J"»»"«tl«"«   *"    Int.Mt.    operation    pending 
"H11"?11  S"!1"""""  "f   »«-«r»  neutron   Flu/  S 

rnffl    bu  Mestinghouse 

LoitiII"  Pou"  *  LlBht  Co 


'ffl«t-9ent:y    fc  "re    protection    plans 


^.s™.;^::™;,.^  s^ias  ?•»•*""»•- *  — «-« 

P,cl;rgoi3S2.^0^S!-B^,30434Sa/OS/aS        a™""       *«»•'»•       «* 

B403120014  Forwards    changes    fc   revs    to    emergency    plan    lMi»mtlna 
EP°|-060ere      tllJd'nfl   EP"B~0!10  r*    °"«*t«    "fo»»  «.», ,„!,„"   I. 
DRUMMOND.F   J         Louisiana    Pouer    (.    Light    Co         83/OB/OB         COLLIM«     I    T 
Region    4,    Office    of   Director        2pp,       22SBB  034        24X        COLLINa' J- T- 

Flche,  50-302,  B3/OS/OB,  8403120014 


nQfe.d 

**d 


9403130109  Responds    to   .meroency    prep.r.dn. 

of  fT^'n^?.11"!;;1"1"""  ^f"1"1  «•!•* 

of    site    public    address    ,u  .  performed    In-plant   paQinu. 

revieueit    for   possible   mods  P»g»ng    «ys 

CQOK.K    U        Louisiana   Power  it  Light   Co        B3/ia/sf*          jnuuonu   e         r,       . 

4,    Office   of   Director         in  226O1-3OO        n*v  =7    L      r°HM80Nl  E        R«Bl 

B103130105        Ulr    "or         1P  3Z001    3M        24X  FIc  he-  3O-383,  B3/12/2B- 
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8403130131    Forwards    IE     Imp    Rapt    SO-302/83-34    on    831OOI-1 130    No 
violation*    or    deviations    noted 

JOHNSON, E   H         Region    4,     Office    at    Director          B4/Q1/1B          LEDDICK.  R    S 
LoulHana  Punier   &   Light   Co        2pp        2B6Q1    OS4        SIX 
Fiche    HO-3B2,B4/01/18,B40313D131 

— B40313Q140    IE    Insp    Rept    30-382/B3-34    on    831001-1130   No    violations    or 
deviations    noted    Major    area*    Inspected    preoperati ona 1    teit 
procedure    review   &    test    wi tnsssing, MPS1    pump    performance 
r-etemt    i   emergency    operating    procedure   review 

CONSTABLE. G  L   .    FLIPPD, T  A    ,    CfiQSSMAN,  W  A        Region  4,     Office    of 
Director        B4/01/12        6pp         22601    056        34X   Flcha    30-3S2.  B4/O1/1B, 
B4O313O131 

8-40305O24B   Forwards    public    version    of   Rev   6    to    emergency    plan   &  Rev   3 
to   emergency    plan    implementing    procedures, Including 
Procedure*   EP-1-001    re    recognition   It  classification   of 
emergency    conditions    6  EP-1-020   r>    alert   W/B40301    memo 
LEDDICK,  R   B        Louisiana   Power   b  Light  Co        B4/01/30  Office    of 

Nuclear    Reactor   Regulation'     Director        7pp         22519   2B3        24X 
Flclne    30-3B2. 84/01/30,3403030248 

— 9403050251   Public    version    of   Rev   6    to    emergency    plan 

*      Louisiana   Power    4.  Light   Co        B4/01/30        33Spp        22319   290.       24X 
FIcht    00-302,84/01/30.  B40305024B. 

— 8403030333  Public    version    of    revised    emergency    plan    Implementing 
procedure*, includ ing   Procedure    EP-1-001    re    recognition    & 
classification    of    emergency    cond 1 tlons,  EP-1-020  re   alert    Sc 
EP-1-O10  re    unusual    event 

ALLENHAN,  8  A  .  BARKHURST,  R  P  Louisiana  Power  t,  Light  Co 
34/01/26  B36pp  2232!  103  24X  Fiche  50-382,84/01/30, 
8403050243, 

8403130331    Buppls  830729  &    1019  responses    to    IE   Emergency    Preparedness 
Appraisal    Rept   30-3B2/B3-OB, providing    current    status   of 
action    on   emergency    preparedness    appraisal    open    item* 

COOK.K, a        Louisiana   Pouer   &   Light    Co        84/02/01         JOHNSON, E        Region 
4,    Office    of   Director         Spp         22614    114        24X   Fiche    90-3B2, B4/Q2/O1. 
840313O331 

840309O137   Notifies    that   NRC   uiill    provide    Inspectors    to    observe    oniite 
aspects    af    periodic    eierclses    for    emergency    preparedness 
Scenario    for    lubmisilon    of    info    listed 

COLLINS, J  T        Region    4,    Office   of    Director        B4/02/Q9        LEDDICW,  R    3 
Louisiana  Power   !<  Light    Co        Spp         22489    100        24X 
Fiche,    3O-3B2,  84/O2/09,  84030SO137 

B4030SQ5&1    Advises    that    NRC    mill    not    review    Emergency    plan*    to    delete 
privacy    or   proprietary    Info    unless    specifically    requested    by 
Licen«t«, per   B1O709  Generic    Ltr   Bl-27  W/o    request,  entire 
plan    will    b«    placed    In   PDR 

KNICHTON.  0  H       Licensing   Branch  3       84/02/2O       LEDDICK,  fl   8 
Louisiana    Pouer   b  Light   Co         3pp         52932,269        24X 
Flche    30-382,84/02/20,0403060861 

B40209QOO6    Board   Notification    B 4-0 31    forwards    R   Vollmer   84Q206  memo    to 
D   Elsenhut   r*    fire    research    results    concerning    fires    in 
•lectrlcal    cabinets    In    control    roam 

EIBENHUT.DO  Division  of  Licensing  B4/02/23  PALLADINO 
Commitiloniri  lp  22376  203  24X  Fiche  BO-000, B4/OZ/23, 
9402090004 

— 8403080316  Recommends    that    Info  re    fire    research    results    concerning 
flras    in    electrical    cabinets    In    control    room   be    submitted 
for    no*rd    notification, per   NRR    Dfc   Ltr    1?, dtd   821001    Further 
•valuation   of   teit    data    required 

vOLLMER.R.H.       Division    of    Engineering,       B4/02/06        EIBENHuT.DQ 
Division  of  Licensing        lOpp        22376' 204.      24X 
Flch»    BO-000,  84/OS/E3, B4Q2090006 

S403240Q7S  Forward »  IE  Imp  Rept  3O-382/B4-03  on  840123-27  No 
Violations  or  deviation*  identified  Status  of  actions  taken 
T»  previously  Identified  insp  finding*  etamlned 

JOHNSON,  E,H        Region   4,     Office   of    Director         B4/02/B7        LEDDICK, R   8 
Louisiana    Pouer   *  Light    Co.       2pp         227SB  274        24X 
FlcH*.  30-332, 84/02/27,  8403260078. 

— B4032600B7    IE   Insp    B*pt    30-3B2/B4-03  on   840123-27  No   violations    or 
deviation*    Identified    Major    areas    inspected    radiation 
protection   program   fc    Implementing    action*    for   NUREO-0737 
action    items 

CHANEV.H.D   ,    MURRAY,  B.,     GROSSMAN,  W  A        Region   4,    Office;    of 
Dirtctar.       B4/02/27         13pp        227SB  276        24X   Fiche    80-382, 04/02/27, 
B4O32&O07B, 

840314O191    Forwards    technical    guidelines   required    by    NUREO-0737, 
Buppl    i,  Including    guidance    on    itation    blackout    condition* 

(UnrBioLvad   Safety    Iisue    A-44>,to    be   considered    as    response 

to  Oantrlc  Ltr  81-04 

COOK, K, H        Loul*iana    Power   &   Light   Co        84/O3/09        KNIOHTON,  S  W 

LlCBnilng    Branch   3        337pp,       22621    001         24X   Ficho    90-382,84/03/05, 

8403140191 


S40312O164    Forwards    marked-up    corrections    to    eniBrgancy    plan 
ImplsmBnting    procedures   per    undated    Ltr   W3FB4-0029  fc  markBd- 
up    revB    to    emergency    plan 

LEDDICK,  R  S        Louisiana  Power   c,  Light    Co        B4/O3/OB  Office 

Nuclear    Reactor   Regulation     Director         4pp        22939    IBi        24X 
FlchB    90-3B2,  04/03/OB,  B403120164 


—  B40312O169  Marked-up   Rev   6   to 
undated   Ltr  W3FB4-0029 

»       Louisiana    Power   fr   Light    Co         B4/03/OB 
Fiche    30-3B2,  Q4/03/08,  B403130161 


mergency    plan    implementing    procedure. 
9pp         223B9    1^0         B4X 


— B403120167   htarhed-up    Rev    6    to    smergsjic  ij    plan- per    undated    Ltr 
H3FB4-0029 

*      Louisiana    POUIBT    t.   Light    Co         84/03/OB         Bpp         32989    199 
Fiche    SO-3B2, B4/03/OB,  B403120164 


B403150073  Foruarda    13    ltr>    of    agreement    from   chemical    industries 
within   S  miles    of    facility   re    tonic    chomicali,  per    emergency 
plan 

COOK  i  K  W        Louisiana  Pouior   t   Light   Co        84/03/OB        KNIOHTON.O  W 
LicailBing    Branch    3         ISpp         22642   333         24X    FiChE    30-392,84/03/06, 
B4031H0079 

8403200161    Lists    items   addressed   by    training    program, per   L  Sender 
request, including    coordinated    training    of    plant    fire 
brigade   b    local    fire   dept, operational    precautions   &   training 
for   mitigating    core    damage 

COOK,  K  H  Louisiana  Pouer  (<  Light  Co  B4/03/15  KNIOHTON,  G  M 
Licensing  Branch  3  lp  22699  349  24X  Fiche  50-39Si  84/03/15, 
B4032G0161 

8403300Q4B   Forward*    "Alert/Notification  Sys    " 

COQK.K   W        Louisiana  Pouer   fr  Light   Co  B4/03/2B        KNIOHTON, 0  W 

Licensing    Branch    3        3pp        228B5  049  24X   Fiche    80-302,84/03/28, 
8403300040 

— B403300049   "Alert/Notification  Syi    "   W/four    oversiiefl   drawings    Drawing! 
available    in    PDR 

»      Louisiana    Power  i.  Light   Co        84/O3/31        3oopp        22033   032        24)! 
Fiche    SO-3B2,  84/03/28,  B403300043 


0      Ad jud Icatory    correspondence 


B4O301O1B7   Advises    that   NRC    request    for    extension   of    time    to    B40413   to 
respond    to  Joint    Intervenors   831212  motion    to   reopen  record 
unopposed   Target    fuel    load    set    for   84043O  Certificate   of 
Bvc    end 

CHURCHILL.B   W        Snalu.    Pittman,    Potts   &    Trouibrldge        CHURCHILL,  H    U 
Louisiana  Power-   fc  Light  Co        B4/02/23        HOHL,  C  N  ,    W1LBER,  H  A   , 
JOHNSON,  H  R        Atomic    Safety    and  Licensing   Appeal   Panel        4pp 
22439    29B        24X   Fiche    30-3B2,  84/02/28,  B4O30101B7 

0403000130  Requests   G  Hill    B40110-11    statement  re  QA   deficiencies    be 
forwarded    to   0   Oroesch   (.   author 

BUR8TEIN,  C   H        Joint    Intervenorfl   -  Waterford        84/03/29 
PALLADINO,  N         Commissioners          lp         22S39   278         24X 
Fiche:  50-302,04/02/29,8403000130 

B403210JBO  Order    extending    time   until    S4O437    for   Commission    to  act    to 
review   ALAB-733  Bervad   on   B40321 

CHILK,  8   J        Office    of   the   Secretary    of    the    Commission        DSB  019 
84/03/20        PALLADINO.N  J    ,    OILINSKY.V    ,     HuBERTB,  T  M       Comm  i»»ioners 
lp         2271B   227         24X   FichB    30-382,84/03/20,6403210180 


Inspection   reports,     IE   Bulletins   &   correspondence 


8403130109  Respond*    to   emergency   preparedness   appraisal    items   noted    in 
IE  Emergency   Preparedness    Appraisal    Rept    SO-3B2/03-OB  Survey 
of    lite    public    address    sys    performed    In-plant    paging   stf* 
revieuied    for   passible  mods 

COOK-K   W        Louisiana  Power  t.   Light   Co         B3/1B/SB        JOHNSON,  E        Region 
4,    Office    of   Director        lp        22601    300         24X   Flcha    50-302,33/12/28. 
8403130109 

B403130131    Forwards    IE    Insp    Rept   30-382/83-34   on   831001-1  130,  No 
violation*   or   deviations   noted 

JOHNSON,  E  H        Region  4,    Office   of   Director        84/01/18        LeDDICK.,R  S 
Louisiana   Poui.r   t.  Light  Co        2pp        226O1    034        24X 
Ft  che.  30-382,84/0  1/  18,  8403  130131 

—  8403130140   IE    Insp    Rept   SO-3B2/B3-34   an   831001-1130  No   violations   or 
deviations   noted   Major   area*    inspee  ts>d.  preoperational    test 
procedure    revleu  &   test   ui  tnttting,  HPSI    pump    performance 
retnst   fc   emergency   operating    procedure    revUw 

CONSTABLE,  0  L   ,    FLIPPO,  T   A    ,    GROSSMAN,  W  A        Region  4,    Office    of 
Director        B4/01/12        6pp        22601    036        24  X  Flch*  50-382,  B4/O1/1S, 
8403130131 
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B40313Q331    Suppli    B3G729   li     1016    responses    to     IE   Emergency    Preparedness 
Appraisal    Rejit    30-332/03-08.  providing     currant    sfcatui    of 
action    on    emergency    preparednm   appraisal    open    Itent 
CQQK>U    W        Louisiana    Power  &  Light    CD        B4/03/01         JOHNSON.  E       Rag  ion 
4.     Office    of    Di  rue  tor         5pp          22614    114         24X    Fiche    30-333.  B4/02/O1. 
6403130331 

B4033t0245   Forwards    IE    Insp     Rapt    SO-3B2/B4-C&   on    3401 16-20   No 
violations   or    deviations    IdentiFiod    Concern   re    lad   of 
comprehaniiv*    callbr    program    for   affluent  monitor!    ralsei) 
JOHNSON, E        Region    4.    Office    of    Director        B4/O2/14        LEDDICK.R  S 
Louisiana   Power   5.   Light    Co         2pp         22736   050         24X 
FichB    30-3B2,B4./O2/14,H4O32QOS43 

— B4Q326O23O    IE    Insp    Hept    '80-382/04-06    an   B40116-2Q   No   violations   or 
deviations    identified    Major    areas    inspected    raduiaite    program 
tc   transportation    ac  tivi  ties;  tnc  lud  i  ng    organi  lation.  training 
t,    qualifications 

BAER.ft    E   .     HOLLEY.WL    .     MURRAY.  B         Region   4,     Office    of    Director 
B4/02/14         llpp          22756    092         SIX    Flche    30-362,84/03/14.3403260243 

0403050065   Bubmitfi    info    in    response    to   HER  Open    Item  7   1    2<2)iper    IE 
Bulletin   79-27,     "Lois  of    Non-Clan    IE    Instrum«ntatlon   ti 
Control    Power   Sgi   Bui    During    Operation   "    Info    should   enable 
c Inseou t    of   EER    Item 

COOKiK    M         Louisiana    Pouitr    &    Light    Co         B4/02/27         KNIGHTON.  0   U 
Licensing    Branch  3        2pp         2E49O   IB3        34X    Flche    50-332.  B4/O2/27, 
8403030065 

8403260078  Forwards  IE  Imp  Rept  30-303/84-03  on  B40123-27-NO 
violations  or  deviations  Identified  Status  of  Actions  taken 
re  previously  identified  Inao  finding!  eianlned, 

J  DUNS  ON,  E   H         Region    4,     Office    o-f    Director         B4/02/27         LEDDICK.R    B 
Louisiana   Power  &  Light   Co        3pp        2 £7 58  274        34 X 
Ficno    30-382,  B4/03/27.8<IO32&007a 

— B 403240 OB7    IE    Insp    Rept    30-3B2/B4-05    on    B40123-97   No   violation*    or 
deviations    Identified   Major    areas    inspected    radiation 
protection   program   d    Imp  lenient  Ing    actions    for   NUREO-0737 
action    (tens 

CHANEY.H   D    ,     MURRAY,  B    j     CRDBSMAN.W   f,         Region    4,     Office    of 
Director        B4/02/27        13pp        2273Q   276        24X   Fiche    SO-3BH. 64/02/27, 
B4Q3340Q7B 


B403I9Q271    Ac k   receipt   of   B312O7  b  B403O9   supplemental    Itrt    informing 
NRC    at   steps    taken    to  correct    violations   noted    In    IE    Insp 
Rept    30-382/83-17    Implementation,   of    corrective   action*    will 
be    reviewed   during    future    Inap 

JOHNSON.  E   H         Region    4,     Office    of    Director         B4/03/OB         LEDDICK.R    S 
Louisiana  Power   t.  Light   Co         lp        S2671    301        E4X 
FlchB    30-382,  B4/03/Oa,B403190271 

— 34031*70272  Rasponds    to  NRC   B306O6    1  tr   re  vlalatloni   noted    In    IE    Imp 
Rept   50-392/83-17   Corrective   actions    Ebasco   Nonconf orfliance 
Rept   3394   initiated   due    to    lack    of    Info   available   ft 
erection  of   structural    steel    for    missile    protection 
OERRETS.T   F         Louisiana    Pooler    tc   Light    Co         S4/02/O7         JQHNBON,  E 
Region    4,     Office    of   Director.        3pp         SB671    302         24X 
Fiche    30-333,84/03/08,0403190271 

B402070O31    IE  Bulletin  34-02,     "Failures    of   OE  Tgpe   HFA  Relaui    In   Use    In 
Class     IE   Safitg    BUS    "    Bvc     ll*t    encl 

DEVDUNO,  R  C        Director's   Office,     Office    Of    inspection    and 
Enforcement        84/03/12  Consolidated   Edison   CD      of   Meu   Vork,     Ir*c 

134pp         22B23   074         24X    Flche:  3O-000,  84/03/12,  B40BOTO031 

3403160342  Forwards   vendor    Insp    r»pts    idtntifging    concerns    found    by 
Vendor   Program  Branch   during    Imp    of   vendor    activities 
Evaluation  of   findings   re    qualitg   &   acceptability    of 
product    or   svc   bg   vendors    requested 

JOHNSON- E  H       Region   4,    Office   of   Director        94/03/13.       LEDDICK.R   S 
Louisiana  Pouir   b  Light   Co        3pp         22661    026        24X 
Flchi    50-382,  B4/03/ 13- B40316O242 

B40330O247  Forwards  vendor    Insp    reptt    ld*ntifijing    concerns   nottd    by 
Vendor   Program  Branch   during    Inspi    of   vendor    activities 
Significance    of    reported    findings   re   acceptabi  li  tu    of 
product    or   svc    provided    bg   vendor   requested    W/o   end 

JOHNSONi  E   H        Region    4,     Office    of    Director         84/O3/16         LEDDICK.fi    S 
Louisiana  Pouier   d  Light   Co        3pp        2E69i  390        24 X 
Flche    B0-3ad,  B4/03/ 16,  B40320O247 

B4O2090043    IE   Info  HotUi   84-19,     "Two   Events    Involving   Unauthorl ied 
E-ntriBi    Into   PWR  Reactor   Cavltlos    "   Bve    lift    end 
JORDAN- E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103t        S4/O3/S1  Consolidated    Edison   Co      of  hltw 

York,     Inc        t23pp        2HB23  SS9.       24X   Fiche    30-000,  B4/03/21,  B40209O043 


B401190072    IE    Info    Notice    84-13,     "Potential    Deficiency    in   Motor 
Qperatod    Valve    Control    Circuits    tc  Annunciation    "    Svc    list 
enc  1 

JORDAN. £   L        Division  at    Emergency   Preparedness   b  Engineering 
Response    (Post    830103)         B4/02/2B  Consolidated   Ed 1 9  on    Co      of   N*u 

York,     Inc         IlSpp         3B909239        24X  Fi  che    90-000,  B4/02/2B.  B40119007S 

B 4 03 09000 7    IE    Info  Notice   B4-14.     "Hlghllghtl    of   Recent   Transport 
Regulatorij   Revs    bg    COT  &  NRC    "   Svc    list    end 

GRACE,  J   H        Division    of   QA,    Bafeguardi    b    Inspection  Programs    (Poit 
8301O3)         B1/03/03  Consoli'dfltBd   Edison    Co      of    Neu   Vork.     Inc 

130op-        32332,32'?         ?4K    Fiehe    30-000,  B4/O3/03i  B4020TO007 

8402090008    IE   Info  Notice   34-16,     "Failure    of    Automatic;  Sprinkler  Sus 
Valves    to   Operate    "   five    list    enc 1 

JORDAN,  E  L        Division   of    Emergency    Preparedness   tc  Engineering 
Response    (Post    030103)         B4/03/02  Consolidated    Ellison    Co      of   N»u 

Yo-I-ki     Jnc  I22pp         22353    078         24X   Fiche    30-000,84/03/02.9402090006 


9402090O44    IE    Info    Notice    B4-2O.     "Bvc    Life    of    Rtlags    in    Slf*tu-Rt  Utld 
Sys    "    Svc    1 1st   end 

JORDAN,  E  L       Division  of   Emergency    Preparedness   tt  Engineering 
Response    (Post  B30103)        84/03/31  Consolidated    Edison    Co      of   Neu 

York.     Inc        t33pp        2S933  001         34X   Flche    50-000,  B4/03/21.  B4.02090044 

R      Periodic    operating    reports    &    related    correspondince 

B4O3O20443  Forward!  monthly   itatu*  rnpt   of   offslte   emergency 
preparedness    for  OL   reviews    for    Jan    19B4   Changes    in  FEMA 
finding    dates   not    caused    bg    delay    due    to    offsite    emergency 
p lanning    issues 

DIRCKB, U  J       Office    of    the   E*»cutive   Director    for   Operations 
B4/02/21        PALLADINO     Cofflfflias loner t        9pp        22492,  OB3        24X 
F  1  che)  •  30-000,  84/02/21,  B4030E0443 

S      Reportable   occurrences,    LERs>    I  related    correspondence 


40209000?    IE    Info  Notice   B4-I 3,     "Reporting    of   Radiological    Releases    " 
Svc    list    encl 

JORDAN,  E   L        Division   of   Emergency    Preparedness    tc  Engineering 
Response    (Post   3301O3J         B4/O3/02  ConsolUatetf   Ed  I  i  on    Co      of   Niu 

York,     Inc         119pp        52333:217        24X  Flche  30-000,  B4/03/OB.  B40S09O009 

B102090011    IE   Info  Notice   B4-17.     "Prablemi   M/Liquid    Nitrogen    Coaling 
Components   Oeloui  Nil    Ductility   Temp    "   Svc    lilt    ericl 
JORDAN,  E  L        Division   of   Energencg    Preparedness  &  Engineering 
H*ipari«f    (Past    B30I03)         B4/03/OS  Can«alldated   Edison    Co      of   Neu 

Vork,     Inc         117pp         B2333336        24X  Fith  r   BO-000,  81/03/03.  B40209001 1 

3403070034    IE    Info   Notice    04-09- Rev    1,     "Lessons    Learned   From    Insps    of 
Fire   Protection   Safe   Shutdown  Syi    "  Svc    Hat    end 
JQRBANi  E  L        Division   of   Emergency    Preparedness   t  Engineering 
Response    (Pott  S30I03)         84/03/07  Consolitfated   Ediion    Co,    of   Niui 

Vork-     Inc         llSpp         22633  049        24X  Fichr   30-000,  B4/03/07.  Q402090O24 

8402090028    IE    Info   Notice    94-19,     "Stress    Corrosion  Cracking    in  PUR 
Bgi    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergencif    Preparedneis  &  Enilnetring 
Response    (Post   030103)        84/03/07  Consolidated    Edison   Co      of    Neu 

York.     Inc         1 18pp         22SB4    IB4        B4X   Flch*  >  30-000.  84/03/O7,  8403090028 


B403OlOOf>9   Second    interim   significant   Const    Deficiency   Ript   93  r* 
charging    h   letdown    containment    Isolation  valvt   defect 
Initially   reported    on  831302.  Corrective   action    complete. 
Further    tetting    required   Me  it    rapt    expected    bg    840701 
OERRETS,  T  F        Louisiana   Power    k  Light  Co.       84/02/20.       COLL  INS,  J  T 
Region   4,    Office   of    Director.       Epp         32433  219        24X 
Fiehe    30-302,84/03/80,0403010069 

B40321OO32  Part   31    rtpt  re    failure    of    auxiliary    fe»du«ter    pump    drlvt 
turbines. Oimpet    NPS-4  TbT  valvepto    close   Encl    Hr    dtd   840203 
•ent    to    llstad    utlls  OE   notified    of   affected    unit*    In    BUR 
p  taints 

THEROUX,R  R        Terry    Corp        84/03/23        WOODRUFF.  R   H        Director'! 
Office,    Office   of    Inspection    and    Enforcement        6pp        22706.327,       24X 
Flch*    30-000,  B4/03/B3.B40331 0033 

8403060196  Fourth    Interim  rept    re   significant  Const   Dtfieiencg  92 
concerning   HP8I    sys    performance   Review   of    supporting 
documentation    scheduled    to    b*    complete    bg    840309  Final    rept 
will    be    submitted    on  840316 

OERHET9, T  F        Louisiana   Power    *  Light   Co        64/05/24        COLLINS,  J. T, 
Rigion   4!    Of*ic»    of    Director         Spp         22317   333        24X 
FlcN».SO-3a2,  B4/02/24,  6403060196. 

B40306O258  Final    rept    of    significant    Const   Deficiency   42-R1    rt   d*f«ct 
In    OE   Type  HMA  auxiliary    relays    mfg    between    1976  4<   June 
IV81,  Nonconf ormunc*    Rept   WO -3361    Initiated, 

OERRETS, T  F        Louisiana   Poutr    t  Light  Co        84/02/24        COLLINS,  J  T, 
FUglon   4>    Office   of    Director         4pp.       32917.141.       24 X 
Flche' 90-382.  34/02/24,8403060298 
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6403060339   Second    Interim    significant    const    Deficiency   Rapt    93  re   HPSI 
pumps  A/AB    falling    to    start    on    safety    Injection   actuation 
signal    Final    rent   ulll    be    submitted    bi|    B40330 

OERRETS.T  F        Loulalana    Pouer   &  Light   CD        B4/O2/24        COLLINS,  J  T 
Rtgion    4,     Office    Of    Director         2pp         23317    O43         34X 
FichO    SQ-3B2. 84/02/24,  8403060339 

B40313O3H    Final    Significant   Conit    Deficiency    Rept   BB  re    overstressed 
refueling   uater    storage    pool    liner/noule    Initially    reported 
on   831213  Restraint*    added    to    condensate    storage    pool    to 
r«di»ce    pipe    (ores*    transmitted    to    liner 

QERRETBi T  F        Louisiana   Power    t  Light   Co        S4/02/27        COLLINS.  J  T 
R«gldn    4.     Office    of    Director         4pp         224 O8    039         24 X 
Fiehe   3O-3B3,B4/Oa/27, 8403130311 

5403130367    Final    deficiency    rept.  Item    131    re    hydraulic    transient, 
sheared    support/restraint    on    line    Initially    reported   on 
840213   Further    investigation    indicated    condition   not 
reportaile    per    IOCFR30   99<e) 

OERRETS.T  F        Louisiana   Power   h  Light   Co        84/03/23        COLLINS.  J  T 
Region    4,     Office   of    Director        2pp        226OS   034        24X 
Fiehe   3O-382,B4/02/28, 8403130267 


8403200267    Second    interim    rept    re   Significant    Const    Deficiency   96t 
failure    of    chemical    ii   vol     control    Eys    pump    Train   A    to 
start    on    safety    injection    actuation    signal    Final    rept  uill 
be    submitted    by   840330 

QEflRETS.  T   F         Louisiana    Power-    &   Light   Co         84/O3/09        COLLINS.J   T 
Region   4,    Office   of    Diractor         2pp        53696    121        24X 
Fiche-  SO-3B2,  84/03/09.  BflOaaOO267 

B403200276  First    Interim   rept    re  Significant  Const   Deficiency    lot, 
traceabllity    of    stainless    steel    instrumentation    tubing    Imp 
&    testa    underlay    to   determine    1C    tubing    Installed    to 
code   requirements   Final    rapt    expected   by    B4Q406 

OERRETS.T   F         Louisiana    Power    !.   Light   Co         84/O3/09        COLLINS.J   T 
Region    4,     Office    of    Director         3pp         23697   097         21X 
Fiche    30-392.  84/03/09,  BflD32O0276 

8403270102   Final    Deficiency    Rept    14B   re   ASCO    solenoids    &   NAM CO    limit 
sultchai    Initially    reported    on  840206  Solenoid!   ulll   be 
replaced    to   provide    traceabillty   &   documentation 

GERRETB.T   F        Louisiana   Power    (.  Light  Co        04/03/09       COLLINS.J   T 
Region    4.     Office    of    Director          2pp         22766   349         24X 
Fiche    30-3B2,  84/03/09.  B40327QI02 


3403130303    Final    deficiency    rept, Item    147   re    potential    failure    of 
safety    injection   valve    actuator*    Initially    reported    on 
B40S02   Valvei   not    yet    fully    qualified    for    operational    use 
Incident   not  reportable   per    10CFR3O  33(e) 

OERRETS, T.F        Louisiana    Pouer   &  Light  Co.       34/02/29        COLLINS.  J  T 
Region   4,    Office   of  Director       2pp       22614    191       24X 
Ficfie;  50-382,  84/02/29,  B4 03 13 0303 


8403270206  Seventh    interim   Significant  Const   Deficiency   Rept    78  re 
American   Bridge  Corp    structural    steel    defect*  Corrective 
action    remains    on    tiuo   nonconformance  repts   Completion 
scheduled    for  Mar    1984  Next    rapt   by    840406 

OERRETB,T  F        Louisiana   Pouer    b  Light   Co        84/03/09       COLLIN6.J  T 
Region    4,    Office   of    Director        Spp        22770  289        24 X 
Fiche    50-383.84/03/09,6403270206 


B4 031 30 427    First    interim  Significant    Const   Deficiency   Rept    99   re    safety 
Injection    tank    isolation    valve   mechanically    binding, causing 
valve   motor    to    trip    on    overload   Valve   actuator    Inspected, 
rapalraif    &   tested    Final    rept    by   84O406 

OEHRETB.T   F        Louisiana   Pouer   &  Light  Co        B4/02/29        COLLINS.J  T 
Region    4j     Office    of   Director        3pp        22614   O77        34 X 
Fich*    30-382,84/02/29,  8403130427 


B403270O39    Interim   significant    const    deficiency    rept,  Item    100  re 
terminations    to   Knot    fuse    blocks.  OE  4,160   iV   sultchgear   All 
Knoi    fuse    block    termination*    retnspected   Ne>t   rept  will    be 
submitted    by   840406  Also    reported    per  Part  21 

OERRETS.T  F        Louisiana   Payer   ft  Light   Co        B4/03/12       COLLINS,  J  T 
Region    4.    Office   of    Director        3pp        22766    139        24X 
Fiche    30-3B2,B4/03/12,84O3270059 


B403130436   Final    Potential    Deficiency    Rept  149   re    sheared    valve    items 

In   component    cooling    uater    sys   Caused    by  excessive    force 

used    to    close   valves    in    order    to    prevent  leakage    Item   not 
raportable    per    10CFR30   SSIet 

GERRETB.T, F        Louisiana   Pouer   b  Light  Co  B4/02/29        COLLINS,  J  T 
Region    4i    Office    of    Director        2pp        22613    161        24X 
Plena- 30-382,84/02/29,8403130436 


8403270202  Final    Significant    Contt   Deficiency    Rept  75  re    station 
battery    equaliilng    charge    voltage   exceeding    coil    ratings 
Initially    reported    on  84012O    Class    IE  dc    equipment   evaluated 
during    equaliiing    charge    voltage   of    139  8  volt   dc 
OERRETB,T  F        Louisiana    Power    «.  Light  Co        84/03/14        COLLINS.J   T 
Region    4,     Office    of    Director         3pp         2277O   288         24X 
Fiche    30-383.84/03/14,8403270202 


a 40 3 130339   Second    interim   Significant   Const    Deficiency   Rapt    97  re 
rilatel    generator   B    turbocharger    failure   Official    response 
from  Cooper   Gnerfly    Svct    r*    cause    to    be    completed    by    late    Har 
1934  Final   rept  ulll    be   tubmitted   on  840406 

OERRETB,  T   F        Louisiana   Poujep   4  Light   Co        84/O3/01        CDLLINB.J   T 
Region    4,     Office    of   Director        2pp         32617    120        24X 
IFicha:  90-3B2,  84/03/01,  B4O3I30339 


B403370O46  Fourth    interim   Significant   Const   Deficiency  Rept   80  re 
unsatisfactory    strobing    of    emergency    feeduater    turbine    (team 
shutoff    valves   Further    testing   during    post-core   hot 
functional    testing    required    Neit    rept   by   840/13 

OERP.ETB.T  F        Louisiana    Pounr    &  Light  Co        B4/03/13       COLLINS.J   T 
Region    4,    Office    of    Director         2pp        32767  342        24X 
Fiche    30-382.94/03/15,8403370046 


G 4 03 1902 53  Final    significant    conit    deficiency    reptiltem   32   re    strei* 
analyst!    for  welded    pipe    support   attachments    not   performed 
prior    to    fabrication    Hergen-Paterson  analysis    identified    83 
support!    requiring    rev  &   rework, 

OERRETS,  T.F        Louisiana    Pouer   Sc  Light  Co        B4/03/01         COLLINS,  J  T 
Region    4*     Office    Of    Director         3pp         33671    373         34X 
Fiche.  90-3B2, 84/03/01.  84031902S3 

B4O319O36B   Second,  Interim   Significant   Const    Deficiency   Rept    94  re 
chemical    vol    control    sys    heat    trace    temp    drift   Corrective 
action    h    documentation   review   scheduled    for    completion    by 
l«t«   Mir    1984.  Final    rept    uill    be    submitted    by    B40406 
OERRETS.T  F,       Louisiana   Power   &  Light   Co        84/03/01        COLLINS.J  T 
FUjlon    4,     Office    of    Director        Bop.       22673-200        24X 
Ficha: SO-3S2, 84/03/01,  940319036B 

0403190242   Final    Significant   Const   Deficiency    Rapt   B3  re    heat    tracing 
design    defects    identified    during    hot    functional    testing 
Capacitor*   added    to    high    temp    cutout  modules    to   prevent 
spurJau*   or   false   tripping   of   device 

OERRETS.T   F        Louisiana   Pouer   fc  Light   Co        B4/03/02,       COLLINS.J   T 
Region   4,     Office    of   Director        Spp        23672  O37,       B4JC 
Fi che; SO-3B2, Q4/03/02,  6403190262 

a4O3190S3D   Final    potentially   Reportable   Deficiency    Rept    ISO   re   problem 
ill/alarm    setpoint*    for    low    temp    protection    lys    Initially 
reported    on   S4Q21O,  Condi t Ion    not    reportable    per 
10CFHOO    93<e) 

OERRETB.T.F.      Louisiana   Pouer   ti  Light  Co       84/03/09       COLLINS.J-T 
Rejion   4,    Office  of  Director,      2pp.      22671'293       E4X 
Fich«;  30-3B2, 64/03/09,  04Q31902SO 

3403300022    Interim  Significant    Const    Deficiency    Rept, Item    102   re 
failure    to    Install    dowel*    fc    shear    blocks    on    emergency 
fetduattr   pumps.  Initially   reported   on  B40216. Final   rept 
•npicted    by   34 0406 

OERRETS, T  F        Louisiana   Pouer   V  Light   Co         B4/03/09        COLLINS, J. T 
R«Sion   -4,     Office   of    Director.       3pp.       2269B  390.       24X 
Fieh»'  30-382,64/03/09.8403200022. 


B403270O93  Final    Deficiency    Ront    14<b   re  A-47O  bolts    for    framing   above 
steam    generators    Initially    reported    on   940203  Condition 
determined    not   reportable    per    10CFR50  33(e) 

OERRETS.T  F        Louisiana   Power    S.  Light  Co        84/03/13        COLLIN3.J  T 
Region   4,    Office    of   Director         3pp        23766  336        34X 
Fiehe    30-382.  B4/03/I9.  84O327O093 

S403270O40  First    interim  Significant  Const   Deficiency  Rept    103  re 
RADFLEX    mall    penetration*     Installed    by   BbD    Insulation,  Inc 
Insp    procedures    initiated    All    RB-8   seals    Installed    in   mall 
penetrations   ulll    be    included    In   rept  Ncit    rept   fay   840430 
OERRETS.T  F        Louisiana    Power    «.  Light  Co        81/03/16       COLLINS.J   T 
Region    4,    Office    of    Director         Spp        2S769  316        34X 
Flehe    00-382,  B4/03/ 16,  B403270040 

B4032701&1    Final    rept    of  Significant   Const   Deficiency   9B  re   measuring 
h    test    equipment    program   Evaluation   process    to   determine 
impact    of   out-of-toleranco    condition   on   safety-related 
testing    completed 

OERRETS.T  F        Louisiana   Pouer    &  Light  Co        B4/03/16       COLL1NB.J  T 
Region    4,    Office    of   Director        Spp.       22769    163        24X 
Fiehe    30-382,  B4/03/16.  B4O327O161 


U      Congressional /Executive    Correipondence 


B403140206  Responds    to  8402O1    Itr   re    economic    penalties   accruing    from 
delays    In   achieving    commercial    operation  Const   Assessment 
Team  conducting    insp    to    determine    if   completed   uork    In 
accord    u/deslgn   documents 

DIRCK3.M  J       Office    of    the    Executive  Director    fop  Operations 
84/03/06        TAUZIN,  B        House    at  Rep        4pp        22637   336        24X 
Fiche-  30-383,  B4/03/06,  8403140206 

— B40314020B  Request!    earliest    consideration   of   util    licensing   requests 
Del*y    uilll    be   at    customers    eipense 

TAUZIN,B        House    of  Rep         84/02/01        KENT-B        Office   of 
Congressional    Affairs.       &pp        32637  360        24X  Fiche    90-3B2. 
84/O3/06, B403140206 
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DOCKETED  ITEMS 


V      Operator  En am I  nations 


8403260134   Forward*    completed    operating    shift    experience  form* 

BARKHURgT.R   P.        Louisiana    POU«T    fc   Light   Co         B4/O3/22  DENTON.  H 

Dffice    of  Nuclear  Reactor   Regulation,    Director        Bap  S27S4  32k 
24X   Fiche    SO-aaa,  B4/03/32,  B403260154 


H403130126  Revs    to   Emergency    Plan    Implementing   Procedural   EP-1P-001, 
EP-IP~002,EP-IP-OQ3,EP-IP-O04,  EP-tP-007   d    EP-IP-OOB   re 
emergency   classification,  mgt    notification   b  mgt 
responsibilities    H/840309    Itr 

*      Pennsylvania   Power   ti  Light    CD        B4/03/09        SCHHENCER.A        NRC  -  Ha 
Detailed   Affiliation  Given         9Spp        22640  219        24 X 
Fiehe    90-337.84/03/07,8403150126 


DOCKET   30-383  WATEHFQRD    GENERATING    STATION,     UNIT    4 

A      Application/construction    ftage   documents    &    corTS*pon<Ieni:B 


Provides   updated    status    of    rev  to   Hestinohouse    designed   PWR 
ECCB  actuation    logic  Weatinghouia    plans    cairy  let  ion  of 
evaluation   fur    lubmittat    by    mid-Mar    1934 

MATTSONiR  J        Division    of  Systems    Integration    (pott  811005) 
84/01/23         EJfi£MHUT,D         Division    of    Licensing         2p  p         22S46   007         24X 
Ft  chB:  SO  -000.  84/02/27,8402090017 


DOCKET    50-387   SUfiQUEHANNA   BTEA.M   ELECTRIC    STATION,     UHIT    1 

E      NRC  Safety  Evaluation   Report    (BERK     suppli    ti  correspondence 

B9Q3QB0179   Fourth    partial    response    to   FOIA  request    for   sll    categories 
of    documents   re    facilities  Forwards   App   A   document!   App    H 
document    entirely    withheld    (ref  FOIA  Exemption    S)    Review  of 
addl    documents    lubj    to    request   continuing 
FELTON,  J   H       Division   of   Rules   and    Records        84/02/13        ANDERSON, S    I 

OarVBy,    Schubert,    Adams   t>  Barer        7pp        22363   324        B4X 
Flch»    90-000,  B4/0-2/E3.  8403080179- 

— BQ03130793  Provide*    statut    of    SER    input*   it  acceptance   reviews    for    DL  t< 
CP    application    Schedule   should    be   met 

BURBEpHC        Effluent    Treatment    Systems    Branch        SO/O2/O6 
KREQER.H  E        Assistant    Director    for  Bit*  Analysis        Ip         22383  235 
H4X   Flche   50-000,  64/02/13,  B4Q30BO179 


B4Q319Q343  Notification   of    840418  workshop    In  King    of  Prussia, PA   to 
discuss    lessons    learned    from   recent   App    R    fire    protection 
safe   ihutttoun    insp   &   topics    described    In    IE    Info   Notice 
84-09  Agenda   for  workshop    end. 

HURLEY.  T  E        Region    1,    Office    of    Director        S4/03/O9        O'TOOLE.JD 
Coniolidated   Edison   Co      of    Neiu  York,     Inc        39pp        22&72-O62        24X 
Flche    30-000,  B4/O3/09iB403190243 

B403300272  Forwards    Change   C    to    aecuritij    training    Si   qualification  plin 
Change<s    do   not    decr*«le    safeguards    effectiveness   d   can    b* 
made  bi/o   prior    Commission   approval    Change   withheld 
Iraf    10CFR73  21) 

KENVOMi  D   D         Penniylvanla    PDUBT   Ic   Light    Co         B4/03/1B         MUHLEYi  T   E 
ntgion    1,    Office    of   Director         Ip         22&96    176        24X 
Fleha    30-387,84/03/12,8403300392 

B40319024S  Rev  3    to   Emergency   Plan    Implemantation   Procedure   EP-IP-OOS 
"Emergency   Hgt    Notifications    "   Table   of    contents,  forms 
indei   tt  840313    tranimlttal    Itr   and 

•      Pennsylvania  Pouer  (c  Light    Co        B4/03/13        SCHWEMCER.A        NRC  -  No 
Detailed   Affiliation   Qlvin        78pp         22671-213        24X 
Flche    30-3B7,  84/03/13,8403190242 

84032001O3  Clarifies    cover    Itr    to  Rev  7   to    emergency    plan    (PLA-1940) 
Details    provided    for   manning    emergency    operation    facility 
(EOF)    h  activation    of  backup    EOF  Unit   2   fuel    lo*d    scheduled 
for   840326   Expeditious   approval   requested 

CUHTISi  H  W       Pennsylvania   POIUIT  fc   Light   Co        84/O3/13        SCHHENCER.A 
Licensing   Branch    S         3pp          22d99   O96         24X   Flchi    30-387,84/03/13, 
S 40320 01 03 


F      Security    medical,     imargencij    b  fire   protection    plans. 

8403090309  Rev  4    to    Emergency    Plan    Implementing    Procedure    EP-IP-04S, 
"Action   Stflp   Einergencu   Director  05C   Coordinator    TSC 
CoopdinatOT, "    including   Aev   37  to    table   of    contents, flev    Ifr 
to    forms    Index    &  B4030B    transmittal    H/840aS<?    Itr 

»      Pannsylvania  Pouer   &  Light   Co        84/02/aa        26pp.      2237D    OB?        24X 
Flch«    30-387,  B4/02/2B,  84O30902OT 

8403030070  Revised   energenty    plan    Imp  1  erne  nt  1  tig    procedure*,  Inc  lud  Ing 
Rev  37    to   tadle   of    contents, R«v    16  to   forms    (nrfei   &  Rev   4    to 
Procedure   EP-IP-O4S    re   PASS    Ifl  7  ml    oat    sample   11/840229 
transml ttal    Itr 

MILLER,  D  W        Pennsylvania   Power  fc  Light   Co        B4/-02/29        SCHMENCEFt,  A 
Licensing   Branch  3        23pp         2B490  OJ§      "24X  Fiche    90-387,94/02/29. 
840303 OOVO 

B40309023I    Responds    to   B31O2&    Itr   re  Change   D    amended   to    security 
training   &  qualification   plan  &  Changes   H  tt  Q  amended    to 
physical    security   plan  Changes  consistent   U/10CFR&0  94(p)    b 
acceptable 
MAST IN,  T  T       Division   of   Engineering   &  Technical   Program*        84/02/29 

KENVQN,  D    D        Pennsylvania   J>OUIBE-   &   Light    Co         3pp         22371    244        £4X 
Ficfie    SO-3B7,8fl/02/29,B403090231 

I4030S0116   Foruai-ds    proposed   change    to   physical    security    plan   tt 
proposed    Amend    37   to  License    NPF-I4   Amend    revises   physic*! 
security    plan  t,  License    Condition    2  D  Plan    chang*   withheld 
Cr&f    10CFR3   790) 

CURTIBiN  H       Pennsylvania   Power  fr  Light    Co        B4/O3/01         DENTON,  H   R 
Office   of  Nuclear   Reactor   Regulation,     Director        2pp        22409   159 
24*  FicJie    30-387,84/03/01,8403030116 

-B403050132  Application    for   proposed   Amtnd    37    to   License    NPF-14  revising 
phytical    security    plan   &  License   Condition   2-  D 
CURTIS,  M  W       Pennsylvania   Pouer   &  Light   Co        B4/Q3/01         Ip 
22489-161        24X  Fiehe    50-387,  84/03/01,  S4030501  li 


Q403200SBO  Notifies    of    Issuance    of   Changes   P,  Q  &  R    to   physical    security 
plan  Ambiguities    In   vital    equipment    list    noted    in   Chang*  P 
corrected    in  Changes   Q  &  R 

KEMYQN- D  D        Pennsylvania    Pouier  &   Light   Co        84/03/13        HURLEY,  T  E 
Region    1,    Dffice   of   Director         Ip        22691    113        24X 
Fiche    50-397,84/03/13.8403200250 

6403 1-90232  Updates    schedules    for    completing    safety    parameter    display 
>ys, Emergency    operating    procedure*    &    emergency    facilities, 
per    Generic    Ltr   Ba-33  Updated    emergency    procedures   ulll    be 
Implemented    in    Dec    1983 

CURTIS.  N  H       Pennsylvania    Power  &   Light   Co        B4/03/14        8CHUENCER,A 
Licensing  Branch   3        3pp         2S&72  OSS        24 X  Flche   50-387, B4/03/14, 
8403190232 

B403190346  Advises    that   Commonwealth    of  FA  uiiii    not    participate    In  utlt 
emergency   mercisa    during    CYB4,due    to    involvement   u/other 
fixed    nuclear    facilities    State    will    partlclp*te    In   CYG3 
eierclse 

TAYLOR,  D  F        Pennsylvania.     Commoniijealth    of,         84/03/19,       CRUTCHFIELD 
Operating   Reactors    Branch    5         Ip         22673   133        24X 
Fiche   50-387,84/03/15,8403190346 

B4032301SO  Notifies    that   Btate    of  PA   eligible    for    biennial    frequency 
for    participation    In   radiological    emergency    preparedness 
eierclse   Change   from  annual    e>ercise   requirement   would    be 
supported    if   requested    by    utll 

KRIMM.R    M       Federal    Emergency    Management   Agency         84/03/13 
JORDAN,  E  L        Division   of   Emergency   Preparedness   fc   Engineering 
Re*ponsB    (Post    B3OI03)         Ip         22730  336        24X   Flche   80-3B7. 84/03/19, 
8403230120 


I      Financial    information 


8403270195  Annual    Fin»ncial    Rept    19B3  W/B40322   Itr 

CAMPBELU.R  K   ,    CURT18.N  U        Pennsylvania   Power    fc  Llflht    Co        83/12/31 
DENTONiHR        Office   of  Nuclear  Reactor   Regulation,    Director.       93pp 
2B771   049        24X  Ficha    30-387, B3/13/31, B403270I 95 


03140396   Forward*    evaluation    of  830627  request    fur    approval    of  Change 
P    to    physical    security    plan   Change   acceptable 
BCHUENCER.A       Licensing    Branch  S        84/03/02        CURTIS,  N   W 
Pennsylvania  Pouir    b  Llglit  Co        4pf        22^33  329        S4X 
Flche    30-387,34/03/02,6403140296 

H0313002O  Rev  3   to    Emero-ency    Plan   Imp- 1  em* n ting    Procedure    EP-1P-043  W/ 
340303    transmittal    S-  receipt    form 

*      Pennsylvania  Pfliner  *  Light    Co        B4/03/O7        8CHHENCER,  A        NRC  -  No 
Detailed    Affiliation  Given        3pp        22619    IO4        Z4X 
Flche    30-387,84/03/07,8403130020 


J      Insurance  &    Indemnity    Information 


8403060437  Provides    present    level    of   onslte    property    damage    insurance 
for    facilities 

CURTIS,  N  W       Pennsylvania   Pouer  &    Light   Co        84/02/29        SALTZMAN,  J  D 
Assistant  Director    far   Btate    &  Licensee   Relations         Ip.       22318  323 
24X   Fiche   SO-3B7,  B4/02/S9,  B403O60437 


DOCKETED  ITEMS 


K      Utilltg   Final    Safetg   Analytic  Report    (FSAR)    t>   amends 

B40331Q072  Forward i    Amend    36   to    application    for   Class    103   OL,  consisting 
Of    Rov   34    to   FBAR 

CUHTISiN   W        Pennsylvania    Pouer    &   Light    Co         84/03/09         SCHWENCER,  A 
Licensing   Branch    2        6pp        22702   278        34X   Ftche   30-387,64/03/0?, 
S4O3210072 

— 3403210081   Amind    S£>    to   application    for   Class    103  OL,  cons-i  s  ting    at   Rev 
34    to   FSAR 

CURTIS.  N  W       Pennsylvania   Pouier  t"  Light    Co        84/03/09         lp 
23702   283         S4X    Flche    30-387-64/03/09,8403210072 

— S4O3210090  Riv  34    to   FSAR   Twenty-eight    oveniied    draylngs    end    Drawings 
available    In   PDR 

*      Pennsylvania    Power    t  Light   Co        84/03/29        760pp         22702  284 
S4S    FlthB    SQ-3B7, 84/03/09.  8403210072 

P      Operating    license    stage    documents   &  correspondence 


840317O37S   Forwards    proprietary    "Analy-sis    of    Feedwater   Containment 
Isolation    Valvos    Fol  Inuiing    Postulatod    Pipe    Rupture, "    In 
response    to  WIC   830031    request    for    sddl    info    Affidavit    »nc  1 
Rept    withheld    (ref    IOCFRH    790) 

CURTIB.N    M         Pennsylvania    Pouiar    fc    Lioht    Co          H4/Q3/15          BCKWENCEH, A 
Licarnlno    Branch    3        4pp         22fa74   OB3         24X    Fiehe    3O-3B7,  Bfl/03/ 1 5. 
8403190395 

84032QOO73  Requetts    that    further    action    on   BWH    core    thermal     hyrfraullc 
stability    be    deferred, due    to    lack    of    tine    to    revleu   now 
info    presented    at    B4O30B   meeting    m/NRC 

CURTig.NW         Pennsylvania    Foiuer    6    Light    Co          84/03/13         SCHWENCER.A 
Licensing    Branch    2         IP         22697    147        24X   Fiche    30-387,04/03/13. 
B403SQO073 

BflO323OlO2  Forwards    r  evi    to   FSAR    Chapters    fe,  7    (.    IB   Ravi    update 
containment    isolation  provision*    for    foctllti«s    d   mill    be 
incorporated    In    annual    FSAF1    update    in   Jo  1     1984 

CURTIS. N  W        Pennsylvania    Pomer    &   Lloht    Co         B4/O3/16        BCHWENCER.A 
Licensing    BrancJi    2        95pp          3271S    164         H4X    Flche    30-337, 84/03/16, 
0403230102 


8403010394  Notification   of    840222  muting   u/util    in   Bothendfl,HD   to 
dlicun    propditd    changes    to    starldbu    gas    trdatment    BY*    Tech 
EpecB 

PERCH, R         Ltceniing    Branch    S         84/02/21          SCHWENCER,  A         Licensing 
Branch   2.       3pp        22449  356        24X   Fiche    30-387.84/02/21,8^03010234 


8403220137   Rev  3    to.   Procedure    EP-JP-Ofli,     "PASS    1 od ine/Partlc ulat* 
Bampla    "   U/84031-7    transmi  tta  1     Itr 

»      Pennsylvania   Pouer  t   Light   Co,       B4/03/16         BCHHENCEft,  A         NRC 
Detailed   Affiliation   Given         3pp         22714    082         SIX 
Fiche     50-3B7,  B4/03/J6,B4032aO137 


B403DZ0329  Retpondi    to    retiunst    for    tchedulv    for    completion    of  Reg   Ouidt 
1,97  rBO,ulr«l»«nts    Exceptions    to  811113    Itr    rt    equipment 
rtplacanant   urill    be    addrvtied    in  H<v    1984,  in  rvsponie    to 
Oenrtc   Ltr  82-33 

CURT1B.N  H       Penn«glv«nla   Power  &  Light   Co.       84/02/29        SCHHENCER,  A 
LUiMing   Branch   2         tp        22439  207        24X    Fiche    30-337,  Sfl/OB/39, 
8403020329 

B40303010B  Foruardt   revised    response    to   Generic    Ltr   83-28,     "Required 
Actions    Ba**d   on  Generic    Implications   of    Salem  ATMS  Events." 
rvflicting    updat«i    to    Ittmt    1    S  2,2    1,2  2   2   fc  4    5 
CURTI3,  N  M        Pennsylvania    Paurer   t>  Light   Co        84/03/01         EI5ENHl*T,D  O 

Bivition  of  Licensing       61pp       22489  S42       24X  Fiche   30-387, 
84/03/01,8403030108 


Q      Inspection   reports. 


Bulletins    b   correspond 


6403070240   Forwards     IE    Insp     Ropts    50-387  /B1-OA    fc    30-33B/B4-03    on 
B40121-&7   Mo  violation*    noted 
MARTIN.  T  T        Divl»ion   dP    Engineering    1    Technical    Programi         Sfl^OH/17 

KEMYON.D    0        Penns  g  1  van!  a    Power    fc    Light    Co         2pp         22347'  310        24X 
Fiche    SO-3 


—  B403070243    EE    Insp    fSupti    30-387/84-0*.  &   SO-38B/8il-OS  on    840124-27    No 
violation    noted    Kajor    areas    inspected    licensee   action    In 
closing    electrical    I  nip    rept    find  ings 

FINKEL.A    ,    flMDERBON,C    J         Region    I,     Office    of    Director,        B4/OB/16 
3pp  22347   32O          24X    Fiche     50-307,  S4/O2/  17,  B403O70240 


B40303Q11&  Foruardi    proposed   change    to   physical    security    plan   b 
propotid    Amentf   37    to    Llcenst    NPF-14  funtni    revises    physical 
ficurltv    plan  &  License   Condition   2  D  Plan    change   withheld 
(r»f    JOCFR2   790) 

CimTIS,N,  M        PenniylvanU   Pouer   k  Light   Co        64/03/01         DENTON,  H  R 
Of  Me*    of  Nuclear   Reactor   Rigulafcian,    Director        2pp        22 4 B?   159 
34 X    Fl che, 90-387.  B4/03/01, 84030301 16 

— 8403030132  Application   for   propo*ed   Amend    37   to   Llcsnse    NPF-14   revising 
physical    security    plan   b  Hc»n»i    Condition   2   D 
CURTI9..N  M        Pennsylvania   Potner   (.  Lloht    Co        94/03/01          lp 
224B9    lit        24X   Fich*    30-3B7.  84/03/01,  B4030901 16 

8403130232  Notification   of   840312  meeting   ui/util    in   n,thBsda,MD   to 
dltCLfii   NRC    evaluation   of    detailed    control    room   design 
revltiii  rept 

PERC», R   L        Licensing    Branch    2        84/03/03        aCHWENCER.A        Licensing 
Br«nch    2        3pp        22648  360        24X   Flche    30-387,84/03/03,8403150232 

5403130111    Informs    that    util    mill    provide    lupplimontal    rept    to   detailed 
control    room  design    review   summary    ript   bij    840301,  containing 
ImpleAientatlon    schedule    for   resolution   of    outstanding 
l»»uii 

CURTIS,  N  M        Pennsylvania   Pouer   &   Light   Co         84/03/08,       SCHWENCER-A 
Licensing   Branch   2         lp         2S61S  S71        24X   Flche    30-387.  B4/03/O8, 
B  4031301 11, 

S4Q321O072  Foruiards   Amend    96    to   application    for  Class    103   OL.  consisting 
of  Rev   34    to   FBAR. 

CURTIS,  N.  U        Pennsylvania   Power   &   Light   Co.       B4/03/09        BCHWENCER,  A 
Licensing   Branch   2        App        22702  278        24X    Flche    90-387.84/03/07. 
B4 03210072 

— 8403210081   Amend    36    to    application    for   Clas*    103  OL,  com Ifttlng    of  Rev 
34   to    F8AR 

CUhTIS.N  M        Pennsylvania   Pouer   <<  Light   CO        B4/03/09         lp 
32702.283        24X   Fiche.  30-3B7,  84/03/09,  8403210072 

8403190070  Responds    to    831230  requelts    for   re*ponse    to    items     identified 
In  EQhQ    technical    evaluation    rept    on   conformance    to  Reg 
Ouidt    1    97  tt   comments    on    *nij    assumptions    that    surpass    util 
B11113   mubmlttal 

CUBTIB.N  M,       Pennsylvania    Power  fc  Light   Co        84/03/13        BCHWENCER.A 
Licensing   Branch   2        Bpp.       22643    183        24X    riehe    30-387,84/03/13. 
8403190070 

84-03190273  Oenerlc   Ltr   84-07    to   all    licensee!    of    BUR*   re    procedural 
guidance    for   pipe   replacement    at    BUR*  Svc    list    end 
CISENHUT.D  0.       Division   of   Licensing        84/03/14  Commonwealth 

Edlien    Co        20pp.       22823,334        24X   Fich*   90-000,84/03/14,8403190275 


B40307O3O1    Forwards    IE    Insp    Rapt*    30-387/84-02   fc    30~3Ba/84-OS    on 
840116-20  No  violations    observed    Steps    taken    to    correct 
violation   noted    in    B30B3?    Itr    verified 

MARTIN. T  T        Division   of    Engineering    S,    Tachnical    Programs         84/03/21 
KENYdhLD   D        Pennsylvania   Pouier    &  Light    Co         2pp         22346    312        24X 
Fiche    5O-3B7,B4/02/2'l,B4t)a07O3Ol 

— B403O7Q306    IE    Insp    Repts    30-337/94-02  S.    SO-39B/B4-03   on   B40I 1A-20   Ho 
violations    Identified    Major    aroas    Insp ec tad    radiation 
protection    program   &  pr eoperat ional    testing.  Including- 
llcensea    action    on    previous    finding    &    training 
NIMITZ.R    L    ,     SHANBAKY.M    M          Region     1,     Office    of    Dimeter 
B4/OH/13          lOpp  3251A    314         £4X    Fiche    50-387,84/02/51-6^03070301 

S40306O175  Responds    to    IE   Bulletin    93-08   Circuit    breakers    u/ 
undHrvnltage    trip    attachments    not    used    in    safety-relatod 
applications    In   Unit    I   Siibj    attachment s    installed     in  Unit    2 
mill    be    removed    from    safe ty-re-la ted    applications 

CURTIS,  N  U        Pennsylvania    Poiuer   «•    Light   Co         B4/02/S7         HURLEY,  T  E 
Region    1,    Office    of    Director         Hpp         3H51B   267         24X 
Fiche.  SO-3H7.  04/02/27,  B4030601  73 

B401190O7H    IE    Info   Nollca    B4-13,     "Potential    Deficiency    In    Motor 
Operated   Valve   Control   Circuits    ti    Annunciation    "   Svc    list 
ancl 

JDRDANi  E  L         Division   of    Emergency    Preparedness    &    Engineering 
Response    (Post   B3O103)         S4VQ3/20  Consul  Ida  ted    Edl-son    Co      of   Hew 

York.     Inc         HSpp         2S<?0*    339        34X    Flche    50-000,04/02/20.8401190075 

8408090007    IE    Info   Notice    84-14-     "Highlights    of   Recent   Transport 
llegulatorg    Revs    by    DDT  d   NflC    "    Svc     list    encl 

OR  ACE,  J    N        Division    of   <JA,     Safeguardn    J,    Itiapsttlon   Programs    (Post 
8301O3)         84/03/02  Consolidated    Ed i ton    Co      of    H»LJ  York,     Inc 

130pp  22352329          24X    Flche     3O-OOO,  H4/O3/O2.  B4O201?OOO7. 

840207OOOB    IE    Info   Notice   84-16.     "Failure    of    Automatic    Sprinkler    BIJI 
Valves    to   Operate    "    Svc    list    encl 

JQRDAM.  E   L        Division   of    Emergency    Preparedness    t   Engineering 
Response    (Post   83Q1G3)         B<1/O3/OS  Consolidated    Edison    Co      of    New 

York.     Inc         I23pp         52993   O9S         24X    FItJie    SQ-QOQ,  B1/03/O2,  B40209000H 

Q402090009    IE    Info    Notice   B4-IS,     "Reportinj    of    Radiolofieal    Reloasas    " 
Eve    1 1st    enc 1 

JORDAN,  E   L         Division   of    Emergencii    Praparednees    fc  Enjtneerlng 
Kesponse    (Poit   B30103>         84/03/O2  Consolidated    E<Hson    Co      of    Neu 

York,     Inc         I17pp         28B93217         24X    Fiche    50-OOO.  B4/03/02,  8flQ2Q<70009 
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DOCKETED  ITEMS 


BtQSOVOQll    IE    Info  Notice   S4-17.     "Problems   w/Llquiil   Nitrogen    Coolinu 
Component*   BiloiuNii    Ductility    Temp    "    Svc    Jilt    end 
JORDAN.  E  L        Division    of   Emergency   Pr*paredr>«  si   &   Engineering 
Rasponf*    CPo-Jt    830103)         B4/03/05  -Conso  1 1  dated    Edison    Co      of  tteia 

Yuri.     Inc        J17pp        32933  336        24X  Fiche    30-OOO,  84/Q3/03,  B4O2Q90QI I 

3402090024    IE    Info    Nutlet    Bfl-09,  R«V    li     "Litsani    Learned    From    Inipi    of 
Firs  Protsclion   Safe   Shutdown   S^s- "   Sve    liit    end 
JORDAN' E   L        Diviiton    of    Emergency    Preparednei  t   t<  Engineering 
n*BponsB    <Po>t  830103)         B4/O3/O7  Con  ml  Ida  ted    Edison    Co      of  N*u 

Yor*,     Inc         liepp        32635  049        24J(   Fieh*    90-000.  84/03/07,  S402090Q24 

3102090023    IE    Info  Notice    B4-1B,     "Siren   Corrosion    Grading    In  PWH 
By  a    "    Svc    1 1st   end 

JORDAN,  E  L        Division   of    Emergency    Prepar«dne»*    t  Ens  i  rieer  ing 
Response    (Post   B3Q1031         84/03/07  Con-to  1  idat«d   Editan  Co      of  Naui 

Vort,     Inc         HSpp        22984    186        24X   Fiche    90-000. 84/03/07,  fl40209Q02B 

6403150033  Forwards    IE    Insp    H»pt  50-3S7/B4-1 1    Enforcement    confarance 
*cbBduled    far   840313    to   diicuai    InopK-rabMi  ti/    at  HPC1    &   RC  1C 
sys   on   840126  resulting    in    overflow   of    candentate    itorage 
tank 

STAROBTECKl.R  Division  of  Project  &  Resident  Programs  64/03/03 
KENVON,  8  D  Pennsylvania  Pnuier  &  Light  Go  2pp  K264  1  015  34X 
FiehB  50-387.04/03/08,84031 30033 

— 8403130060   IE   Insp    Rept    5.Q-3B7/04-11    on  340221-34  Major    areas 
IntpBctBtl    sys    lineup    problems  resulting    in   HPCI    j<j]    i,   RCIC 
s|fs    inope-rabil  i  t(j 

PLIBCO.L    ,    COWQILL.C    -     JACOBS.  R        Region    1.    Of  flat    of    Director 
B4/03/OB         fipp.        22641     017         2«   Fi  chir.  50-387.  B4/O3/OB,  84031  30033 

B402070031    IE   Bulletin   B4-O3,     >'F«ilur«*    of   OE   Type   HFA  Relayi    in   Uie    in 
Claa*    IE  Safety   Byi    "   Svc    list    end. 

DEYOUWO,R   C        Director's    Offtct.    Office    of    Inspection   «nd 
Enforcement        84/03/12  Consolidate*   Ed  lion   Co      at  N*iu  York.     Inc 

134pp.        228S3    074         2*X   FichB    M-OOOi B4/O3/ 12, 840209003 I 


--S40329O142  Notice   of   violation   from    intp    on    831219-B40130 

*     Region    1,    Office    of   Director        04/03/14         lp        2ZB06    O13.       B4K 
FichB    30-3a7,H4/03/Ui  8403290140 

— 3403290147  Notice   of   deviation   from    imp    on   B31219-B40130 

«      Raolon    1,    Office    of   Director        64/03/14         lp        25806   OI4        S4X 
FichB    50-387,84/03/14.8403390140 

—B403S90155    IE    Insp    Repts    KO-387/S3-29   t,   SO-3B8/B3-33   on    B312 19-B4CU30 
Violation    identified    conditions   adveriie    to   quality   not 
promptly    Identified   b   corrected    Deviation    identified    failur-e 
to  meet  FBAR   lommitraent    fur   automatic    depveisuri i4tlon    iy« 
JACOBS.R    ,    PLISCOrL        RoBion   1.    Office    of   Director        MCCABE,  E  C 
Dlvlilon    of   Project  &   Resident   Program*        B4/O2/24        21pp. 
SSBOI,    019         24X   Ficfie,  SO-387,  04/03/14i  8409590140 

B403&20033  fte*   receipt    of    84O301    Itr    tnformino   NRC    of    itepi    t»ken  to 
correct   violations   noted    in    IE   Insp   Rept   30-3B7/O3-23 
STAROST£CKI,  R        Division    of   Project   &  Resident   Programs,       84/03/15 
KENVOM.  B  D        Pennsylvania    Pou.r  ti  Light   Co        lp         22712  323        S*X 
Fiehe  90-3B7- 84/03/1  3,8403280033 

--8403320041    Bijpondi    to   NRC    040104    Itr   re  violations   noted    in    IE    Inij 
R«pt   90-307/83-23  Corrective  action*    total    responsibility 
a*aumed    for    design    change    process   t   program    for    procBsiinf 
FSAH   change    requests    adopted 

KENVON.B    D        Pennsylvania   Pouer  &  Light   Co        84/03/01 
STAROSTECKI.  R        Division    of  Project   (<  Recident   Proorams         3pp 
22712    32i>         34X    Fiche    90-387,84/03/15,8403220033 

8^03220069  Completes    rasponsv    to    IE  DullBlin   S3-O7'     "Apparantly 
Fraudulant   Products   Sold    by    Ray   Miller, Inc"    b    tuo    suppl* 
No   Ray   Miller,  Inc    matl    initalled   Nuclear   Energy    Svc i Inc 
supplied   ultrasonic    calibr    block* 

CURTIS.N  W        Pennsylvania   Power  Be  Light  Co        84/03/16        HURLEY.  T.  E, 
Region    1>     Office    of    Director         9pp         2S712   293         24X 
FichB    30-3B7;  B4/03/ 1 6.  B403220069, 


B40319036O  Acli   receipt    of  040235    Itr    informing    NRC   of   step*    taken    to 
.correct    violation*    noted    in    IE    Insp   Repts    50-367^63-31    A 
30-303/83-31 
tfAFtTINpT    T        Dl  viilon    of   Eng  i  n«Br  1  ng   &   Technical   Program*        84/03/13 

KENVON,  B    D        Pennsylvania  Power   k  Light    Co         lp        22673  312        24 X 
Fiche    30-387,  84/03/13.  8403190360, 


8402090043    IE    Info  Notice    84-19,     "Two    Events    Involving  Unauthorized 
Entries    into  PHR  Reactor    Cavities    "    Svc    list    enct, 
JOHDAWi E  L        Division    of    Emergency   Prtparedness   h   Engineering 
Response    (Poit    630103)         B4/ 03/21  Consolidated    Edison    Co.     of  HIM 

Vort,     Inc         123pp        33323  SSt        24 X   Fiche    50-000,  B4/03/21.  B40S090043 


—8403170366  Respond*    Go  NRC   S4O127    Itr  re    violation*  noted    In    IE    Insp 
Repts    50-387/33-31    &    30-363/83-31    Corrective    action*    itatus 
npts    for   Manconformanc*  Repts    B3-779  &   33-1190  r»i«ivBd    by 
QC    iuperviiar   on    8402O1    t  0131,  respect iv»ly 
KENVON.D    D        Penniulvania   Pouer   t   Light  Co        94/02/25        MARTIN. T  T 

Division   of  Erig  i  near  Ing    &   Technical    Program        3pp         22673  313 
24X   Flche    50-387,34/03/13, S4O31903AO 

B40322D1SB  Acii    receipt    oF   S4O225    Itr    informing    NRC    of    stops    taken    to 
correct   violations   noted    in    IE    Insp   Repts    50-387/23-30   & 
50-3Bfi/S3-aS 
rtAJITIN.  r  T        Division    af    Englnenring  &    Technical   Program*        84/03/13 

KENVON,a   D        Pennsylvania    Pouer    !<  Light   Co         lp        23716   014        S4X 
Fi che. 30-307.  B4/03/13,  B40323012B 

— BJ103220135  Recponds    to   NRC   640l2i    Itr   re    violations    no-ted    in    IE   Imp 
fltpts   SO-3B7/G3-30  b    50-389/83-35  Corrective    act  ion i 
Tfrwporaru    Sttpolnt   Changes    B2~oaB-T  S-  S2-029T  mad*    into 
permanent   satpoint    changes 
KENVDN,  B    D         P*tin»y Jvania    Pou«r    «•    Light    Co         B4/02/2S         MARTIN,  T   T 

Division    of  EnglnBtrlng    !•    Technical    Program!        4pp         2271d>*O13 
24X    FicJit    50-3B7. 84/03/13,8403220126 


8402090044    IE    Info  Notice    01-20.     "Svc    Life    of   Relaus    In   8af»ty-Re  latld 
Sgs    "    &vc    list    encl 

J  OR  DAN  i  E  L        Division    of    Emargtncy    Preparedness    l<   Engineering 
Reiponie    (Past   830103)         84/03/21  Consolidated    Edison    Co      of  Hi a 

York,     Inc         133pp         22933  001        24X   Fiche    50-000,  B4/03/21,  84020900*4 

Q4O3300063  Act    recilpt   of   B40309   Itr    Informing    NRC    of    *teps    taken    to 
correct   violations    noted    in    IE    In*p    Rents    30-3B7/B3-S7   tc 
30-303/83-26 

MARTIN. T   T        Dlvl*lon    of    Englniering   &  Technical    Prograffl*         94/03/91 
KEN/ON,  0  D        Pennsylvania   Power   (•   Light  Co        2pp        22S21    286        SIX 
Fich»    30-3B7,  84/03/21,  84O33O0063 

— B40330Q06.9  Responds    to  NRC   840208   Itr   re   violations   noted    in    IE   Imp 
Repts    30-387/83-27  t-   3O-38B/83-2A  Corrective    action*    nin 
requirements    for    satisfactory   calibr    of  monitor    established 
tc  added   as    acceptance    criteria    to    surveillance    procedure. 
KENVQN,  0  D.       Pennsylvania    Pouer   &  Light  Co        B4/03/09        MARTIN,  T  T 

Divlnon   of   Engineering   ti   Technical    Programs        3pp        22B2J  .  208 
24X    Fich«    S0-387i  B4/03/21,  8403300063 


R      Periodic    operating    reports    &  related    correspondence 


8403290116  Forward!    IE    Intji    RepU    90-387/84-05  &  50-333/84-06  on 
840130-0203  Si  notice    of  violation 
MARTIN' T  T.       Division   of   Engineering   fc    Technical   Program!         B4/03/13 

KENVON,  B   D        Pennsylvania   Pouir    b  Light  Co        2pp        23301*    293,       B4X 
FIcli«    50-3B7,B4/03/I3, 


840313009?   "Semiannual    Effluent   l>  W»it*   Disposal    ReptiJul-Dlc    19B3,  " 
W/B4O301    Itr 

WIDNGR.T  E  .     KENVOM.H    D  ,     DOTY, R  1-        Pennsylvania   Pouitr    fc  Light   Co 
83/13/31        MURLEV.T   E        Region   1.    Office   of    Director         131PP 
22601     119        24X   Fich*    30-397^83/12/31,8403130037 


— B403290119  Notice    at    violation   from    Insp    an   B4 01 30-0203 

»     Region    \,    Office    of    Director,       B4/03/13         lp        SSBQti    294,       24X 
Flche    SO-3B7, Bt/03/l3i  B403290116 

—8403290130   IE   Imp    Rept*    80-397/84-0-5  &   50-3BB/84-06   on   840130-0203 
Nancomp] lane*  noted    failure    to    fallow  QC    procedure    for 
rad locneinistrv    t°    dBternln*    lnitrum«nt   op»rating    voltage 
KOTTAN'J  J  ,     2I3J1/LSHV.H   ,     HO  (JAM,  R        Region    1.    Office    of    Director 
64/03/07        Bpp.       Z2S06    3fS.       24X   Fiihe   BO-3B7r  Bl/03/1  3,  B403S901 16 


8403210112   "flnnuil    Per*onnel    Enpo*ure   R»pt    for   CVS3    '•   W/84022?    Itr 
KENVaN.fl   D        Penntylvania    Poudr  S.  Light   Co        03/12/31        HURLEY.  T.  E, 
Reolon    1.    Office    of    Director.       8pp.       2270»  060        24X 
FichB,  90-387,  83/12/31,8403510112 


B4030ZQ036  Monthly  operating  rept  far  Jan  1984  W/840214  Itr. 
KUCZVN8KI,L  A  .  KENYON.  B  D  Pennsylvania  Pouer  fc  Light  Co 
84/01/31  BEEBEjH  R  Hanag sment  Information  Branch  5pp 
2S442  237  24K  FIcht  50-387. 84/01/31,  B403020036 


9403210140  Forward*    IE    [nsp    Rept*    5O-3B7/B3-89   &    50~3a8/B3-32   on 
B3:121?-Bf|OI3O  ti  notlcBS    of    violation  &    deviation,  Uncorreeted 
rfp*tltlvi    trips   of    itandby    gat    treatment    fin*    during   Unit    2 
Cold    Functioni!    Test    PBOO    IB    noted 

3TflR09TECKI.R  Dtvlilon  of  Project  t.  ftttldtnt  Procrams  84/03/14 
KENYON,  B  D  .Pennsylvania  power  fc  Light  Co  2pp.  22806  Oil  24 X 
Flche,  50-387,84/03/14,  840329O140 


S403300147  Monthly    operating    rcpt   for   Feb    1984  H/B4O313    Itr 
KUCZVNBKl.L  A..    KENYON,  B    D        Pennsylvania   Power   fc  Light   Co. 
84/OS/29        BEEBEiM,  R        Management    Information   Branch,       6pp 
32820' O77        S4X  Fiche   90-3B7. B4/02/Z9, B403300147 
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B4O3Q9O232  NPDEB   noncompl  lance    notification    *ew*ga    treatment    plant 
Outfall    079    falltd    to  mut   mnuired   83X  reduction    in   total 
itieoended    »olld»    far   Jan    1984 

FIELDS.  J  8  Penniylvanla  Power  fc  Light  Co  B4.AJ3/0&. 
Pinn»glv*nia,  Commonweal  th  of-  Zpp  22972  213  24  X 
Flch«,  SO-3S7,  84/03/06,  8403090232 

— 84030*0239   "WDES  Diicharg*    Monitoring   dipt    For    Jan    1984    " 

*      P*nni»lvanl'  Power   *   Light  Co        84/03/01         9pp        22572   219        24> 
Flcne    90-387.  04/03/Ofi.  9403090232 

B      Repartable    occurrence*.    LER*   &  related    corrttpondence 

9403030293  LER   B4-OQ2-O1    on   B401O6.  emergency    ivc   water  Bl    (-pray   rlleri 
would    rot  pump    down   du*    to    *praij   network    inlet  valve    leaking 
palt    i**t  Cauied    by   minimal    thread    engagement    between 
distribution  arm  coupling    fc   ri*er   nipple.  W/840228    Itr 
KUCZVNSKI.L  A,  >    KGIBEH.H  M,       Penniulvania   Po«»r   &  Light   Co 
84/03/28        4pp        22440    103.       24X  Fiche    30-387,84/02/28,8403020293 


B40302O319  Updated  LER   83-168/03X-1    on   831209.  microprocessor    analyiing 
tloa    rate    data    failed   ti  word    normal    printed    far    channel 
output    during    each    daily    *urvelllance   Microprocessor 
replaced  W/B40S8B    Itr 

MILKS.  B  L,,    KEIBEH.H  W        Pennsylvania  Power   *  Light   Co        84/Q2/2B 
4p»         22439'  201        24X  Flehe.  50-3B7.  84/02/28,  8403020319. 

B4O3Q6OIQB  HO   carbon   dioiirfe    fir*    *uppre»*ion    »V«    declared    inoperable. 
dui    to    da*tgn   def  iciencg.  Fire   watch    potted    t  mod    initiated 
to    remove   enough    penetration    *eal»    to    permit    proper    carbon 
dlctld*   dticharfl* 

KEI3ER.H  M,       Pinn*Vlvanla   Pouir  1<  Light  Co        B4/03/O1,  Ricord 

B«rVic«i   Branch    (Documint   Control    D*»k  )         lp        22306   181.       24X 
FlcJif:  30-387,  B4/03/01,B40306010B. 

fi4030iOa33  LER  B4-007-00'On    B40202,  ih»*r   valv*    »«ploiiv»    cartridge 
unBip*ct*dlu   firid   during   iurv*illanc*   taiting,  »h»arlna 
tranivartlng    In-eori    prob*    dvtictor   cabl*   C»u»»    unknown.  Maw 
d»t»ctoT  t  c«bl*    inttilUd    Procidun   changtd   W/B403O2    Itr 
MILKSiB.  L  t    KEISER'H  H        Pt  nniyHvania  Pourir   t  Light   Co        84/O3/02 
3pp         22319.  171.       24X  Flch*.  30-387.  B4/03/02,  6403060253 

940-3090234  PNO-I-B4-022   on    B40303,  riactor    icrimmid    From   74X    pouiir, 
G«u**<f    b«   Fi*t   eloturi   of  main  turbln*   control   valva  during 
•urv«lllanc*  on  hydraulic   d«ttctor  Suipict  rtl*v»    In 
ditictor    tait    lnitrum*ntatlon   riplacid 

JACOBBi  R   i    KELLV,  E        Rtglon    1.    OFflct    of   Director        84/03/03.       lp 
22S7B    077.      24X  FlCht    30-3B7,  84/03/03.  B4030?0224. 


NPDEB  noneomp  I  lantt    notification.  ituagc    trtatmtnt    plant 
Outfall    079   fjilltd    to  mttt   rtqutnd    B9X   reduction    In    total 
*uip«nd>d    *olid*    for   Jan    1784 

FIELDS)  J.  8.       P»nn<Vlvanta   Paw*r  l<  Llgh^t   Co.,      84/03/04 
Pann»ulvania>    Commanuiialth    of,         3pp        22372-213        24X 
Flch*:  90-387,  B4/03/0&.  8403090332 


DOCKET   30-303    SUBGUEHANNA   STEAM   ELECTBIC   STATION-     UNIT  3 

A      App 1 icjtion/conitructl on    ttAg>  documints   fc    corr cipondanc* 

8403010234  Notification   of    840222  meeting   u/utll    In   Bfth»id*,MD  to 
dlicun    propoied    changti    to   standby    gat    treatment    >(|f   Tech 

SpBCl 

PERCH,  R        Licencing    Branch   2        B4/OS/S1        SCHWENCeR,^        Liceniing 
Branch    2         3pp          22449   396         24X   Flche    30-3B7,  84/08/21.  B403O102S4 

8 4O 3 02032 9  Reipond*   to   riqueit    for   «ch<duli   for    compltt ion   of    Rig    Ouitft 
1    97  requlramnnta  Eioptlont    to  811113   Itr  re    equlpnwnt 
replacemint    will    bt   addr**ied    in  May    1904,  In   reiponi*    to 
Generic    Ltr   BS-33 

CURTIS,  N  H        Pinniylvinla   Pauir  b  Light  Co        B4/02/29        SCHWEMCER,  A 
Llcenilng    Branch    2        lp        22439207       24X  Ftcht    50-387,04/02/29, 
9403030329 

B4O303010B  Forward*   reviled    raiponit    to  Ointrlc    Ltr   83-2Bj     "Required 
Actloni    Bated    on    Generic    Impllcatloni   of   B*l*m  ATWS  Eventi,  " 
refUcting   updatei    to    Item*    1    S  2,2   1, 2  2  2   I.  4    S 
CURTIS,  N  W        PBTiltivlvanii   Pouer  tt  Light  Co        84/03/01        EISENHUT,  D  0 

Dlviclon   of    Llcvniing        61pp        224B9  242        24X    Ficht   30-3B7, 
B4/03/01.B40303010B 

B4031S0321    Notification   of  B403D3  meeting   y/util    In   Luierne   County,  PA 
to   perform  ilta   vlilt  r«    readinen    of   facility    for 
lic*n»inj, 

PERCH, fi    L       Licenilng  Branch    S.      84/03/01        SCHMENCER.A        Licencing 
Branch   S        4pp         22i49  E99        34 X  Fiche'  DO-3BSi  84/03/01,  8403150321 

8403190232  Notification   of   B4031Z  meetlnfl  u/utll    In    Betheida,  MD   to 
ditcuii    NRC   evaluation  of    detailed    control    room  deiign 
review  rept 

PERCH.R.L       Llonvlng   Branch   2       B4/03/OS       BCHWENCER,  A.       Ulcen*lng 
Branch    S        3pp         22i4Q  360        B4X  Fie  In    SO-3B7.  84/03/03,  B4031S0232 

840313026B  R«queit»    revleui   of    encl    final    draft   Ttch   Bpect    t   amend    to 
application   confirming    th*t    draft  accurately    reflect*   plant. 
F3AR   I>   SER   »n«li/i«»   Reiult*    thould    be    tubmltt*i>    under   oath 
or   af f irmatlon.  H/D   encl 

EIBENHUT.DO        Dlviiton    of   Llceniing        B4/03/DB        CWiriB,  N   W 
Pennsylvania  Pou»r  S.  Light  Co,      2pp        2264B  283        24X 
Fl  ch»'  30-3SB,  84^03/03,  B403130268 

5403120026  Forward i    "Reactor   Containment    Bldg    tnfctgrated   Leahi^e  Rat« 
Te«t,Unit  2, Final    Rept.  " 

KENYON.B-D        PBnn»glv*nia   Pouer  <"  Light  Co        04/O3/07,  Office    of 

Nuclear   Reactor   Regulation.    Director        lp        22S9O  227        E4X 
Fich«:90-3Bfl.  84./03/07,  84031 2002A. 

--84O31 20030   "Reactor  Containment  Bldg    Intejratad   Laakage   Rate   Teit,Unit 
2,Fin*l   Rept    " 

*      Becht*!    Carp        B3/ 11/30.      96 PP        22390'  223        24X 
Flche,  SO-3BB,  84/03/07,0403120024. 


-B4.03090S39  "NPDES  Dlieharge  Monitoring   Rept   for  J*n   19B4,  " 

*      Panntylvania  Power   fc  Light  Co        84/03/01        9pp        H257H-213.       24X 
Ftchv:  30-387.  B4/03/O6,  8403090232. 

10314OO1J    LER  84-008-00. on   840209' during    outage   RHR    *••!    water    coolert 
dlfcOVBred    lfflprqp*rlu    de*lgnid   Cooler*    replaced    Teledgne 
Enalneirlng   Bvc   conducting   Independent   review.  U/B4O3O9   Itr 
UOOD.D.  C.  i    KEIBER.H,  M        Penn««lvania  power    fc  Light   Co         84/03/09. 
3pp         22i33'226.       24X  Flche,  90-3B7,  84/03/09,  040314001 1. 

403140016   Updated   LER  B3-164/01X-1' on  831221,  teit   re»(Jlt»    Indicated 
that   3-w«v   clanpi    on    control    rod    drive    Iniert   t>  withdrawal 
line*   mm<t   not   be   able    to   ulth*t*nd   uont    cai»    ailal    water 
h»»*»r    load*  Plant  (nod*   completed  W/ 84 0307   Itr, 

WOOD,  B.C.-  KEISER,  H,  H,  pinniylvanl*  Power  l<  Light  Co  B4/03/09, 
MURLEY.  T.  E.  Jt»(ion  1,  Office  of  Director  3pp.  22433:222,  24X 
Fleh»- 30-387. 64/03/09,  B40314001B. 

10316019?  Special    rept. Fire    barrier    damper    inoperable    longer    than  Tech 
Bftc    llmiti.Cauted    bg    damper    b*ing    phyilcallg    blocked    open. 
rTo4    Dtrfarmed    to    initall    accei*   hatch    In    ductwork    Damper 
remat. 

KEIBER.H  U.      Penmulvanla  Pouer  <•  Light  Co       84/03/12,  Record 

BervlcBi   Branch   < Document  Control   Detk).      lp       22639,330       24 X 
Flch»:SO-3B7.B4/03/12,  B4031401W. 

O33&D226   LER  Q4 -009-00   on    B40221-  durin)    re*t*rt,HPCl    iteam    lupply 
1  In*   pn**ure   indicator   did   not  retpond   to  warm  up   h  reactor 
pr«*ure    exceeded   130  ptig.  Checkoff   lut  1,  operating 
proetdurt  rivliad.  W/B40320   Itr 

UOOD'O    C.  ,    KEISERiH.H        Penntylvania  Power   b  Light    Co.       64/03/SO 
3pp.       aaysilOBS.       24X  Fiche:  BO-SB?.  84/03/20,  B403Z60226 


B403130111    InfOTdt*    that   utll   ulll    provide   lupplrmental   rept    to    detailed 
control    room  deiign  review   lummarij    rept   bij  B40301,  containing 
implimintatlon    schedule  for   rtiolution  of  outttand'lng 
tiBue* 

CURTIS.N  M       Pennsylvania   Power  d  Light  Cq        94/03/06       8CHHENCER.A 
Licencing   Branch    S        lp        23619,291.      C4X  Fiche   9O-3S7.  B4/03/OB, 
8403130111 

B403210072  Forward*   Amend    96    to   application    for    Clan   103  OL,  coniiatlng 
of    RBV   34    to  FBAfi, 

CURTIS,  N   M,      p.nn.ylv.ni*   Power  t  Light   Co        B 4/03/09       BCHWENCER,A 
Llcen»ing    Branch    2.       6pp        22703pa7B       24X  Flush*    90-367.84/03/091 
B4O32 10072, 

— B403210091    Amend    3&   to   application    for  Clati    103  OL<  com li  ting    af   Rev 
34   to   FSAR 

CURTIS,  N  H        P»nnf«lv*nia    Power  t  Light   Co         84/03/09         lp 
82702    283         24 X    Ficht.  90-387,  84/03/09,  8403210073 

0403190070  Reipond*    to  831230  r»que*t*    for   reipon*e    to    Itemi    identified 
In    EQttG    technical    avaluition   rept   on   conformant e    to  Rag 
Guide    1    97  &  comment*   on   anij    aiiumptlon*    that    *urpa*t   utll 
911113    *ubmlttal. 

CURTIfi.N  W       P»nn*«lvania    Power  fc  Light  Co        84/03/13       aCHUENCER,A 
Licensing    Branch    2.       8pp        22643,183        24X   Fiche   30-367, 04/03/13, 
B403 130070 

B4031f039S  Forward*    proprietary    "Analgili    of   Fevduatvr  Containment 
Itolatlon   Valvei    Following   Poitulated   Pipe   Rupture,"    in 
responie    to  NRC    B30831    requeit   for   addl    Info   Affidavit    encl. 
Rept  withheld    (ref    10CFR2.790). 

CURTIB,N  M        Penn*vlvania    Power  *  Lijht   Co        B4/03/19        SCHWENCER.rt 
Licencing   Branch   2.      4pp,      22474:089       Z4X  Flcfic  30-357,84/03/13, 

B403 190393 
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Q4O320QQ06   Documents    d i icus » i on*   «/H   P*rch    re     statu*    af    dynamic 
quail* ica tlon    of    listod    i  t  tms.  includ  In  j    Valour    control     rod 
drive    solenoid    valves    S<   cotiden-ia  te    storage    tanl 

CURTIS.  M   H         Pennsylvania    Pauer    b    Light    Co         84/O3/15         SC  HWENC  ER ,  A 
Licensing    Branch.    2         2pp          32683    2O7         24X    Flch«    30-3B8.  84/03/1  9, 
8*03300006 

01032000*? 3  Hequeits    that    further    action    on  BWR   core    thermal    hydraulic 
•stability    ba    deferred, due    to    lack    of    time    to   review  ireu 
Info   preiinted    at   B4O30B   meeting    w/NRC 

CURTIS.  N   M         Pennsylvania    Power    !•   Light    Co         8-1/03/113         SCHWENCER.  A 
Licensing    Branch    2          Ip          32699    147         24*    Fi che:  30-387.  B4/O3/1S, 
8403300073 


B403140296  Forward*    evaluation    of  630627   request    far   approval    of   Chingi 
P    to  phv«ical    security    plan   Chang*    acceptable 
8CHWENCER.A         Licensing    Branch    2         04/03/02         CURTIB,N   W 
Pennsylvania   Pouar   &    Light   Co        4pp        22633   329        34 X 
Fiche    30-307,  B4/O3/O2. B403140296 

8403130124  Rev»    to    Emergency   Plan   Implementing    Procedures    EP-1P-Q01, 
EP-IP-O02,  EP-1P-003.EP-IP-006,  EP-IP-007  1  EP-IP-OQB  re 
emergency    c  la»s  if  1  cat  ion,  mut    notification   &   mgt 
responsibilities   W/B40309    Itr 

»      Pennsylvania  Power   t  Light    CD        B4/03/09        SCHWENCER, A        NRC  -  No 
Detailed   Affiliation    Given        99pp        22640  219        24X 
Flcht   30-387.S4/Q3/O9,B403130126 


H403220Q40  Notifies    of    const    completion   t,  assurance    that    plant   conforms 
u/tfeslgn    Intent    S.   rtgulatorij    requirements   Comprvhenlive  QA 
program    in   place    through-out    life   of    project  Utll    has    not 
allowed    contractor    to   function    independently 

CURTIS, N  H       Pennsylvania    Poiuer   t,   Light   Co        04/03/16        DENTQN.  H  R 
Office    af   Nucliar   Reactor    Regulation,     Director.       2pp         22712   144 
24K   Fiche    90-3BB,  64/03/16,94032^0040, 


8403190243  Noti  f ication    of    B40413  workshop    in   King    of  PrusSl«>PA  te 
discus*    l«s*ons    learned    from   recent   App    R   fire    protection 
lafe   ihutdoun    Inip    b    topic*    deicribed    In    IE    Info   Notice 
84-09  Agenda    far    uorkihop    encl 

HURLEY,  T  E        Region    1,    Office    of   Director        84/03/09        P'TDOLE.JD 
Consolidated   Ediion   Co      of   Neu  York,     Inc        39pp        S267S  062        34X 
Fichs    90-OOO,  B4/O3/O9-,  B403190243 


B4032a01Q2   Foruards    revs    to    FBAR    Chapter*    b-  7    b    IB   Rev*    update 
containment    isolation   provtifon*    tar    Facilities    ti   will    be 
incorporated    in   annual   FSflFf   update    In    JuJ    19B4 

CURTIS, N   M        Pennsylvania    Power    i.   Light    Co         B4/D3/16         8CHHEWCER.A 
Lionting    Branch    H         95pp          32713    1B4         24X    Fi  =  h.    SO-397.  B4/03/ 16, 
B4O322O10S 


B403190242  ftev  3   to    Emergency    PUn    Implimintation   Procedure    EP-IP-OOH 
"Ennrganey   M]t  Notifications    "   Table    of   contents,  form* 
Indm   &  340313    transmlttal    Itr   encl 

*      Pennsglvanla  Pau*r    t  Light   Co        84/03/13        SCHWENCER, A        NRC  -  Ha 
Detailed   Affiliation    Olvin        7Spp        22671    213        24X 
Fiche   30-307,  B4/O3/I3-,  B403190342 


B4O326D305  Forwards    draft   NUftEQ-1042,     "TecH    Specir Susquehanna   Stl*m 
electric   Station    " 

CURTIS,  N  M  Pennsylvania  Power  t<  Light  CD  B4/D3/20  DEWTON,  H  R 
Office  af  Nuclear  Reactor  Regulation'  Director  4BOpp  22793  199 
24)!  Fiche  50-339,84/03/20.3403260309 

E      me   Safety   Evaluation   R«port    (SEft).     iuppls    &   c  orresp  oni!«nc:e 

8403080179  Fourth   partial    response    to  FOIfl  request    for    si>    categories 
of   dncurnents    re    facilities    ForiiHtrds   App   rt    document*  App   B 
document   entirely    withheld    (r«f    FDIA  Eiemption    9)    Rev  leu)  of 
addl    do-cuments    subj    to  request   continufng 
FELTOW,  J   M         Division    of    Rulei    and    Records         84/03/13         ANDERSON,  S     I 

Qarveij,     BchubErt.     Adams    &    Barer         7pp         223B3   926         54X 
Fiche,  50-000,  04/02/13,6403080179 

—  BQ03130793  Provide*    status    of    SER    inputs   4    acceptance    review*    for   OL  t, 
CP    applications   Schedule    should    be    met 

BURKE i  M  C        Effluent   Treatment   System*    Branch        80/02/06 
KRE<3ER,W   E         Assistant    Blrectar    for    Site    Analgiis          Ip         225B3   233 
24X    FiCftB    SO-000, 04/02/13. 64030S0179 

D40301O294   Forwards    Rev   2    to    Rept   02-0160-1102.      "Review    of   Unit   S 
Control    Sy»   Failures.  Fina  I    Kept,  Unit    H  Control    Bus   Power 
&upplij    t.  Sensor  Malfunctions    "   Rept    submitted    fer   SEn 

GURUS,  N   W         Pennsylvania    Power   4   Light    Co         B4/02/27         SCHWENCER, A 
Licensing   Branch   2         IP         32-132  304        24X    Flche    30-383.64/02/27, 
B403010B94 

--3403010303   Riv   S   to    Rept    02-0160-1102,     "Review    of    Unit    2   Control    Bys 
Failures-Final   R*pt,Unlt   3  Control    Sus    Power    Supply    &  Sensor 
Malfunctions    " 

SHAHABIAN.R    L   .     HEREKESrW   A         Imp«H    Corp         03-OI60-1102    R02 
84/02/27         I9pp          22433   3Oi         24X    Flchfl    50-38B,  H4/02/27,  B4O301O294 

B4032000-71    ConHrms    that   42   human   engineering    di  *  crepanc  i  es    generated 
from    preliminary    design    a&seitment   it  NRC    control    room   audit 
of  Unit    1    incorporated    into   Unit   2  control    room, per  App   F    to 
SSEIt    A 

CURTIS,  N   W         Pennsglvanla    Pouer   S.   Light   Co         84/03/13         SCHWENCER,  A 
Licensing   Branch   2         Ip         22684  341         24*   Fiehi    50-383,04/03/15. 
B40320Q07J 

F      Security.    Tigdlcal,     emBrgency    b  fire    protection   plans 

B40309O309  R«v  4   to  £(nerg>ni:ij    Plan    Imp lenunt  1  ng   Procedure   EP-IP-O45. 
"Action  Step    Enerjcncy   Director  OSC    Coordinator    TSC 
Coordinator,"    including    Rev  37   to   tahti   of    con  t  t-ntl.R  tv   16 
to    forms    lnde»   &  B40308    transmitta 1    H/040229    Itr 

»      Pennsylvania  Pouer  b   Lijftt    Co        84/02/23        S6pp        33375   OB9        24X 
Fiche    30-387,  B4/O2/S8.  B40309O2O9 

B4O30S0090  Revvied    emergentg    plan    Impltmenting    procedure*'  irvclud  ing 
Rev   37    to    table   af    contents.  Rev   14    to    forms    index    &  Rev  4    to 
Procedure  EP-1P-045  re  PASS    14  7  ml    gas    sample    U/B4Q229 
transmtttal    Itr 

MILLER,  D   V         Pennsylvania    Pouer   &   Light   Co         S4/O2/29         SCHWENCER.  A 
Licensing    Branch   2        25pp         22490  O]9        24X  Fiche    90-387,94/02/29, 
8403090090 


B403200103  Clarifies    cover    Itr    to  Rev  7   to   emergency    plan    (PLA-1940) 
Detail*   provided    for    manning    emergency    operation    facility 
(EOF)    &  activation    of    backup    EOF  Unit  2   fuel    load    scheduled 
for   B40326  Eipeditlous    approval    requested 

CURTIS,  N  M        Pennsulvani"   Power  fc  Light   Co        84/03/13        BCHUENCER,A 
Lietnting    Branch    2         3pp        22699  09<b        24X   Flehe    30-3H7. 84/03/13, 
8403300103 

B403190232  Updatu    ichedulei    fur    completing    safety    parameter    display 
syij  imergencij    operating    procedures   &   emergency    facilities, 
per   Generic   Ltr  B2-33  Updated    emergency    procedures   will    be 
implemented    In   Dec    178S 

CURTIS,  N  W        Pennsylvania   Pouer   fc  Light   Co        84/03/14        BCHMENCEfliA 
Lic«nting    Branch    2         2pp        22672032        24X    Fiehl    90-387,04/03/14, 
0403190233 

B403190346  Advises    that    Commonweal tn    of  PA  will    not    participate    In  utll 
emergency    eierclse    during    CYB4, due    to    Involvement   w/atner 
fiied   nuclear    facilities    State  will    participate    in   CVBS 
eierc  iai 

TAYLOR,  D  F        Penniy  1  vanla,    Commonwealth    of,         B4/03/1S        CRUTCKF1ELD 
Operating    Reactors    Branch    5        Ip        22673    199        24X 
Fich»    30-387,84/03/15,8403190346 

B40323D120  Notifies    that   State    of   PA    eligible    far    biennial    fTHU«TU"j 
for    participation    in    radiological    emergency    preparednes* 
nerclfli   Chang*    from    annual    eierclse   req.uire(nint   would    be 
lupporttd    if   requested    by    util 

KRIMM.R  W        Federal    Emergency    Management   Agency         84/03/13- 
JQRDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Poit  B3O1O3)         Ip         22730  336        24X   Fiche   30-397-84/03/11, 
B40323O120 


I      Financial    Information 


B403Z70175  Annual   Financial    Rept    1903, H/B40322    Itr 

CAMPBELL.H   K    ,    CURT  1 3,  M  H        Pennsylvania  Power    li  Light   Co         83/13/31 
DENTOH,H  R        Office    of   Nuclear  Reactor   Regulation,    Dirtctar        S3ff 
S2771   049        24X  Fiche    90-307,83/18/31,8403270198 


J      Iniurante   tn    indemnity    information 


8403060437  Provides-    preient    level   of    onslte    property    damatft    Insurance 
for    facilities 
CURTISrN  W        Pennty Ivania   Power  fc  Light   Co,       B4/02/29        SALTZMANiJ  D 

Assistant   Director    for   State   &  Llceniee   Relations,       Ip         SS918  292 
24X   Fich»    50-307.04/02/29,  0403060437 

K     Utility   Final    Safety   An*lyti*  Report    (F8AR)    h   amend* 

B403210072  Foriuards    Amend    96    to   application    for   Clan    103  OL.  eontistln) 
of   Rev    34    to  FSAR, 

CURTIS. N  M        Penn*vlvanla    Pouer   li  Light   Co        84/03/09,       SCHWENCEDi  A 
Licensing    Branch    S         6pp        22702  870.       24X   Fiche    30-387-  B4/03/09- 
8403210072 

--B4D3210081   Amend    56    to  application    for   Class    103  OL,  con*l itlny    of  fliv 
34   to  FSAR 
CURTIS, N  M        Panniylvania   Pouer    b  Light   Co        34/03/09.        Ip 

22702  2B3        24X    Fiche    SO-3B7,  84/03/09,  B403210072 


DOCKETED  ITEMS 


271 


--H4O3210O90   Rev   34    to    FSAR    Twenty-eight    overslied    drawings    enc  1    Drawings 
avafUble    in    PDF! 

*       Pennsylvania    Power    fa    Light   Co         84/02/2?         760  pp          B27O2   264 
S4X    Flche    30-387,  84/O3/O9,  8403210072 

0      In*n*ctlon   reports-     IE  Bulletins    tt   correspondence 

840302020   Formardl    IE    Imp    Rept   50-3BB/B4-03   on    84O109-13  No 
violations    observed 
MARTIN.  T   T        Diviiion   of   Engineering   fa   Technical    Programs         94/02/17 

KENYQNi B   D        Pennsylvania   Pouer   fa  Light   Co        2pp        22440   234        24X 
FichB    30-3SB.  84/03/17,  8403020814 

— B 403020320    IE    Imp    Dipt    30-388/84-O3   on   840107-13    No    violation*    or 
deviations    identified    Major   areas    inspected    p  reoperat  1  ona  1 
tatting    OA, preaperational    test    records   fa  QA   for    startup    test 
program 

NAPUBA.O  i    PRELL.J        Region    1>    Office    of   Director        ODDY.  A  T 
Diviiion   of   Engineering    fa   Technical    Programs         S4/Q2/16         7pp 
2S44O   8S6         24X   Flche    30-3BB, B4/O2/17,  8403020214 

B40307O240   Forward*    IE    Imp    Ftapti    50-337/34-06   fa    30-3BB/B4-03    on 
B40124-27  No   violation!    noted 
MARTIN,  T  T        Diviiion    of   Engineering   fa  Technical    Program         B4/02/17, 

KENVDNiB   D,       Pennsylvania   Paui*r    b   Light   Co        2pp        22347-315        24X 
Flche-  SO-3B7,  84/02/17,  B403070240 

— 84Q3O7O242   IE    ln»p    Rapts    50-3B7/B4-O6  fa   SO-3BB/B4-03  on   B40124-S7   No 
violation   noted   Major    areas    Inspected    licensee    action    in 
doling    electrical    insp    rept    findings 

FINKEL,  A   ,    ANDERSON,  C   J        Region    1.    Office    of    Director        B4/02/16 
3pp         22347  320        24X   Flche    90-3B7, B4/OS/17.  B403O70240 

H4Q30703O1   Forward!    IE    Insp    Repts   80-3B7/B4-02  fa    30-3B8/B4-02   on 
340116-20  No   violations    observed.  Step*    taken    to    correct 
violation   noted    in   83QB29    Itr   verified 
MARTINiT  T        Division   of   Enoineering    &   Technical    Programs         84/02/21 

KENYDNjB    D         Pennsylvania    Power    fa   Light   Co         2pp         23346    342         24X 
Fiehi-    3O-3B7.  04/02/21,8403070301 

—  3403070304   IE    In*p    Repti    30-387/84-02  &   30-388/04-02  on    B40116-SO  No 
violations    Identified    Major   areas    inspected, radiation 
protection   program  fa   preaperatlonal    testing. Including 
llconcee    action   on    previous    finding   fa    training 
NJMITZ.fi   L   ,    SHANBAKYitlM        Rtglon    1,    Office    of   Director 
84/02/13        lOpp         2234i"344        24X   Fiche    30-387,84/03/21,8403070301 

B4O3060173  Responds    to    IE   Bulletin   83-08  Circuit    breakers    u/ 
undervol tage    trip    attachments    not    used    In   *af "ty-related 
Applications    tn  Unit    t    Subj    attachments    initalled    in  Unit    2 
will    be    removed    from   saf etg-r«lated    application* 

CURTIB,  N  H        Pennsylvania   Pouer  fa  Light   Co        84/02/27        HURLEY.  T  E 
Region    1,    Office    of    Director,       2pp        2231B  267        24X 
Flehe    30-387.84/02/27,8403060173 

S4D117OD7S    IE    Info  Notice   84-13,    "Potential    Deficiency    In    Motor 
Operated   Valve   Control    Circuits   &  Annunciation    "   Svc    list 
encl, 

JORDAN, E  L        Division   of    Emergency    Preparedness    It  Engineering 
Response    (Post  830103)         B4/OZ/2B  Consolidated    Ed  lion   Co      of   Nmu 

Yorhi      Inc         HSpp        22907839        24X   Fiche   SO-000, 81/oa/BB,  8401190072 

B4O3 130027  Forwards    IE    Imp    Rept   30-3B8/B3-19    on   B31017-38  fa    notice    of 
violation 
HART  IN,  T,  T.       Division    of    Engineering    !<  Technical    Program*         84/02/SB 

KENVON,  fl.  D        Pennsylvania   Power   i  Light  Co        2pp        23643357        24 X 
Fie  he:  3O-3BB,  B4/02/2B.  B4031 30027, 

— 84O313O030  Notice   of   violation   from    insp    on   831017-28   Assessment    of 
«fcrinoth«  fa  ueaknessesi  App   B,encl 

*      Region    1,    Office    of    Director,       84/02/28        3pp        22643    329        24X 
Flche; 30-3BB, 84/03/28,  8403180027 

— 8403180034    IE    Imp    Rept    30-388/83-17   on   831017-58  Violation*   noted: 
Inadequate    preparation    of    weld    for   ultrasonic     intp   fa    small 
bore    piping    fie)    leg    not    installed    per    engineering    design 
calculation 

BETTENHAUBEN,  L   ,    CAMPBELL,  R   M  <     HARRIS,  R   H        Region    li    Office    of 
Director,       84/02/27        36pp,       Z2649-332,       24X   Flche    30-3BB, B4/02/2B, 
B4O3 130027 

B4O2O90OO7    IE    Info  Notice   84-14,    "Highlights    of   Recent  Transport 
Regulatory  Ravi   by  DOT  tc  NRC   "  Svc    list   encl 

DRACE>  J.  N,       Division    of   QA,    Safeguards   &    Inspection  Programs    (Post 
83O1O3).       B4/03/02,  Consolidated    Ed i ion   Co      of   Neu   York,     Inc. 

ISOpp         82332:329        24X   Flche, 30-000, 84/03/02,  B402O90007 

3402090008    IE    Info  Notice   84-16,    "Failure    of   Automatic   Sprinkler   Sys 
Valv«t    to  Operate,"   Bvc    lilt    end 

JOB DA  Mi  E.  L,       Division   of   Emergency    Preparednets    fa  Engineering 
R tip  on*  •    (Pott   830103)         84/03/02  Contolldated    Edison    Co      of  Neiu 

York.     Inc         122pp        32333. 098        24X   Flche    30-00&, 84/03/02, 84020VOOOB 


B4020900O9    IE    Info  Notice   B4-13.     "Reporting    of   Radiological    Releases    " 
Svc    list    encl 

JORDAN.  E  L        Division   of   Emergency    Preparedness    It  Engineering 
ReiponBB    (Post   830103)        B4/03/O2  Coniol  Hated  Edlsan   Co      of  Neuj 

Vork,     Inc          t!9pp         22S53   S17         24X    Fleha    30-000,84/03/02,6403090009 

8402O90011     IE    Info   Notice    Bfl-17.      "ProblBms   W/LiquU   Nitrogen    Cooling 
Components   Delou  Nil    Ductility    Temp    "   Svc    list    end 
JDRDANi  E  L        Division    of    Emergenca    Preparedness   A  Engineering 
fteiponsa    (Past   830103)        84/03/05  Consol  Ida  ted   Edison   Co      of  Neu 

York.     Inq          I17pp         22333   336         24X    Flcha    30-000, 84/O3/OS,  B102O9001 1 

B402090024    IE    Info   Notice    64-09.  Rev    I.     "Lessons   Learned    From    Imps    of 
Fire  Protection  Safe   Shutdown  Sys    "    Svc    list    encl 
•JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Reiponse    (Post    B301O3)         B4/03/O7  Consol idated   Edison    Co      of   Neu 

York,     Inc          HBpp         22i33   O49         24X    Flche    30-000,  B4/O3/07,  B4O2090024 


"Stress   Corrosion   Cracking    In  PWR 


B4O20900SB    IE    Info  Notice  B4-1B, 
Sys    "   Svc    Hit    oncl 
JORDAN,  E  L        Division   of   Emergency    Preparednesi   ft  Engineering 
Response    (Pott   B30103)        B4/03/O7  Consol  idateil  Edison   Co      of  Neur 

York,     Inc          HBpp         223B4    1B6         Z4M    Fiche    30-000.  B4/03/07.  B40209002S 

84O2090031    IE   Bulletin  84-03,     "Failure*   of   OE  Type   HFA  Relays    in   USB    in 
Clas*    IE  Safety   Sys    "    Svc    Hit    encl 

DEYOUNO.  R  C        Director's   Office.     DFFlce   of    I  infection  and 
Enforcament        B4/03/13  Consolidated   Edison  Co      of  Neu  York,     Inc 

134pp          22823   094         24X    Fich«    30-OOQ.  B4/03/12,  B402090031 

B4O31903&0  Aek   receipt    of   B40323    Itr    informing   NRC    of   steps    taken    to 
correct   violations   noted    in    IE    Insp    Repts   50-387/B3-3I    A 
SO-3BB/B3-31 
MARTIN, T   T         Division    of    Engineering    b   Technical    Programs         B4/03/13 

KENYOM.Q   D        Pennsylvanl a  Pouer    &    Light   Co        lp        22673  312        24 X 
Flche    50-337,84/03/13.8403190360 

— B403190366   Responds    to    NRC    B40127     Itr   re    vloUtlani   noted     In    IE    Imp 
Repts    30-3B7/B3-31   fa   30-338/63-31    Corrective   actions    status 
repts    for   Nonconf ormanc e   Ropta    83-779  fc  B3-1I9O  received    by 
QC   supervisor   on   B4O20I    &   0131.  r a  spec tively 
KENYONiB   D        Pennsylvania    Pouer    tt   Light  Co        84/02/23        MARTIN,!  T 

Division    of   Engineering   &  Technical    Programs        3pp        22673  313 
24X    Fiche    50-387,84/03/13,8403190360 

8403330128  Ack    receipt   of   84O229    Itr    Informing   NRC    of   steps    taken    to 
correct    violation!   noted    In    IE    Insp    Repts    30-3B7/B3-30  h 
30-3BB/B3-2S 
MARTIN.  T   T        Division    of    Engineering   fa  Technical    Programs        84/03/13 

KCNYON.D   D        Penniylvania  Pouer    &    Light  Co        lp        22716  014        Z4X 
Fiche    30-3B7,  B4/03/13,  B40322012B 

— 9403220133  Responds    to  NRC  840126    Itr  re  violations  noted    In    IE    Insp 
Hepts     30-397/83-30   &    30-3BB/93-23    Corrective    actions 
Temporary    Setpoint   Changes   B2-O28T  fa  82-029T  male    Into 
permanent    setpoint    changes 
KENYON.n    D        Pennsylvania    PowffT    &    Light   Co         84/02/2S         MARTIN, T   T 

Division    of   Engineering   fa  Technical   Programs        4pj>        22716  013 
24X   Flche    30-387,84/03/13.6403220123 

8403290116  Forwards    IE   Insp   Hepts    SO-3B7/B4-03  fa  50-388/34-06    on 
S4Q13O-OZ03  fa  notice    of   violation 
MARTIN, T  T        Division   of    Engineering  fa  Technical    Programs        B4/O3/13 

KENVOH.D   D        Pennsylvania   Pauer    Si    Light  Co        2pj>       22806   292        24X 
Flche    3Q-3B7, B4/03/13,  B403290I16 

--8403290120    IE    In»p    Repts    50-387/34-03   fa   SO-38B/B4-06   on    B4O130-O203 
Noncompliance   noted    failure    to    follow  GC   procedure   for 
radlochemlstrij    to    determine    instrument   operating   voltage 
KOTTAN,  J  J  ,     ZIBULSKY,  H   ,    HOSANr  R        Region    1,    Office    of    Director 
84/03/07        Bpp.      22B06  293       24X    Flche   30-387,84/03/13.84032701(6 

B40329014O  Forwards    IE    Insp   Repti    90-3B7/83-29  &   30-3BB/B3-32   on 
831219-840130  fa  notices    of  violation  fa  deviation   Uncorrected 
repetitive    trlpi    of    standby    gai    treatment    fans    during   Unit   2 
Cold   Functional    Test  P200    ID   noted 

STAROBTECKI. R  Diviiion  of  Project  &  Resident  Programs  84/03/14 
KENYON-B  D  Pennsylvania  Pouer  b  Light  Co  2pp  23306  Oil  24X 
Flche' 30-3B7, 84/03/14,  B403B9014O 


-8403290142  Notice  of  violation   from    Imp   on  B3I219-B40130 

*     Region    1,    Office    of   Director         84/03/14        lp        22806  013        24X 
Flche    SO-3B7.  84/03/14,8403290140 


-B403290149  Notice    of    deviation    from    intp    on   B31B19-8H013O 

*      Region    1.    Office    of   Director         84/03/14        lp        2E804  014        24X 
Fiche.  30-387, B4/03/I4,  B403B901 40- 
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—3403390153    IE    Imp    Repti    30-387/33-29   fc    SO-3B8/B3-32   on    831819-B40130 
Violation    identified   conditions    adverse    to   quality  not 
promptly    identified  b  corrected    Deviation    identified    failure 
to  meet  FSAR   commitment    for  automatic    depvessuri  lation   sys 
JACOBS. Ft    ,    PLI8CO,  L        Region    1.     Office    of    Director         MCCABE,  E   C 
Division   of   Project  &  Resident    Programs        84/02/34       21pp 
22B06   015        24X    Fiche    50-387-  B4/03/14, 8403290140 


B4O321O125  Final    deficiency    rept   r*    cavitatlon   of    jet   pumpi    due    to 
Induction  heatinfl    strns    improvement   cooling    Initially 
reported   on   831206  No   erosion    found    Alto  rtportablt   per 
Part   21    Item  not   importable    per    10CFR3O,  9S(e) 

CURT1B.N  W       Pennsylvania    Power  *c  Light   Co        84/03/06        HURLEY,  T  E 
Region    1.    Office   of   Director        4pp        22707  228        S4X 
Fiche    50-38B, 84/03/06.8403310125 


8403230069  Complete!  response    to   IE  Bulletin  83-07,    "Apparently 
Fraudulent  Product!  Sold    bg   Rag   Miller. Inc"    b   tup    luppli 
No  Rau  Miller, Inc   mat!    Installed    Nuclear   Energy   Svc, Inc 
supplied    ultrasonic    calibr   blocks 

CURTIS,  N   U        Pennsylvinia    Power    &    Light    Co         84/03/16         HURLEY, T   E 
Region    1,    Office    Of   Director         9pp         22712   293         24X 
Fiche    30-387,84/03/16,8403220069 


8402090043  IE    Info  Notice   B4-19,    "Tun  Events    Involving  Unauthorized 
Entries    into  PUR  Reactor   Cavitln    "   Svc    li«t   encl 

JORDAN,  E  L       Division  of  Emergency   Preparidness  4  Engineering 
Response    (Post  830103)        84/03/21  Consolidated   Edison   Co      of  New 

York,     Inc         123pp         22B23   229         2»X   Fiehe    50-000,84/03/21,8402090043 

8402090044  IE   Info  Notice  84-20,    "Bvc   Life    of   Rilays    in  Baf  etg-R.  lated 
Bys    "  Svc    list   encl 

JORDAN,  E  L       Division  of   Emergency   Preparedness   b  Engineering 
Response    (Post   630103)         84/03/21  Consolidated    Edison    Co      of   Neui 

York,     Inc         133pp         22933   001         24X    Fiche    30-000,  64/03/91.  8402070044 

8403300063  Act   receipt   of  640309  Itr    informing   NRC   of   steps    taken    to 
correct   violations    noted    in    IE   Insp   Repts   50-387/83-27  i 
50-3BB/93-B6 
MASTIN.T  T       Division  of   Engineering   S>  Technical   Programs        B4/03/21 

XENYQN,  B  D       Pennsylvania  Pouer   I*  Light   Co        2pp        22821    296,       24X 
FichB    50-3S7, 84/03/21. 8403300063 


--8403300069  Responds    to  NRC   B402QB    Itr   re  violations  noted    In    IE    Imp 
Repts    30-3S7/B3-27  U  50-3BB/B3-26  Corrective   actions    min 
requirements    for    satisfactory   calibr   of   monitor   established 
ti  added  as  acceptance   criteria    to   surveillance    procedure 
KENYON,  B  D.      Pennsylvania   Pouer    Ic  Light  Co        84/03/09        MARTIN,  T  T 

Divltion   of  Engineering   fr   Technical    Program*        3pp        23821    2B8 
24 X   Fiche    50-3B7,S4/03/21,  B4O3300063 


R      Periodic    operatln-g   report!   t  related   correspondence 


B40309023H  NPDEB  nontompl lance    notification    icuagv    treatment    plant 
Outfall    079   failed    to  meet   required   BSV,  reduction    in  total 
suspended    solids   for  Jan    1934 

FIELDS, J   S        Pennsylvania    Pouer   &    Light   Co         84/03/06 
Pennsylvania,    Commonutal  th    of.         2pp        2E372  213        24X 
Fiche   50-387,  84/03/06,  6403090232 


--B403090239  "NPDES  Discharge   Monitoring   Rept    for   Jan   1984   " 

»     Pennsylvania  Pouer  (=  Lijht  Co     "84/03/01        9pp        22372  213        24X 
Fiehe    30-387,64/03/06,8403090333 

3     Roportable   occurrences .    LERs   it  related    correspondence 

B403210143  Final    deficiency   &  Part   21    repts   re    safety   parameter   display 
ays  Technology   Energy   Corp   Model    156   isolators    Initially 
reportii!    on  840106  Non-IE   pomer   supply   uill    be    provide!)    for 
isolator   prior    to   end   of    first  refueling 

CURTIS,  H  W       Pennsylvania   Pouer  Si  Light  Co        84/02/27        HURLEY,  T  E 
Region    1,    Office   of    Director         4pp         22707   2B1         24X 
FichB    30-338,94/02/27, B403210143 


Operator  Eliminations 


8403130130  Foruirds    nutltar    power   plant   experience   tables    for    operating 
shift    position   Forms    for    senior  reactor    operators    &  reactor 
operators  Licensed    classroom   training    t   exam  conducted 
Fuel    load   expected    on  640326 

CURTIB,  N  W       Pennsylvania   Pouer  b  Light  Co        84/03/09        DENTONi H  R 
Office    of  Nuclear   Reactor   Regulation,    Director        Spp        22608    106 
24X   Fiche   30-380.84/03/09,8403130190 


DOCKET   30-38?   8T      LUCIE   PLANT,     UNIT   2 

E      NRC  Safety   Evaluation  Report    (SER),     suppls   it   correspondence 

8401130319   Informs    that   redundant   boron   dilution    sys   alarm   Instilled    h 
declared   operational    on  840106,  per   621029  Ic    1104    Itrs   h 
BSER    3 

UILLIAMS.J  W       Florida   Poiuer    fc  Light   Co        84/01/1O       EISENHUT.D  0 
Division   of   Licenilng         Ip        21778  3O3        24X   Fiche    SO-389.  84/01/10, 
8401130319 

F      Security,    medical,     emergency    &  fire   protection   plans 

8403070249   Responds    to   NRC    B311S3    Itr    re    Violations    noted    In    IE    Insp 
Rept   30-389/83-37  Corrective    actions   detector*   uill    be    moved 
to    celling   Rvrevleu   of    lOCFR90,App    R   commitments    conducted 
Full    compliance   uilll    be   achieved    by    840630 

W1LLIAMS.J  W       Florida   Power   b  Light  Co        B3/12/20        O'REILLY.J  P 
Region   2,    Office   of    Director        2pp        22936  271        24X 
Fiehe    30-3B9,a3/12/20,  B403070249 

84030902BO  Public   version   of  Rev    13   to   radiological    emergency    plan   W/ 
840124    Itr   &  JM  Felton  640307   release   memo 

MILLIAKB.J  W        Florida   Pouer   b  Light  Co        84/01/04        O'REILLY,  J  P 
Region   2,    Office    of   Director        227pp        22393  001        24X 
Fiche, SO-333,  84/01/04.8403090280 

8403060340  Revised    emergency    implementing    plan   procedures)  Including 
Procedures   2-0030140  re    blackout    operation,  2-0030143  re 
total    loss   of  sc    power,  2-01H0042  re   LOCA  &  2-1010030  re 
loss   of    Instrument   »lr  W/B40a39   Itr 

SAQER.D   A    ,     WETHV.C    N         Florida   Power   h   Light    Co.        34/01/23         fi<?pp 
22319  094        24X  Fiche    30-333,84/01/23,8403060340 

B403070140   Forwards    IE    Insp    Repts    30-333/B4-03   &    30-3B9/84-04    an 
B4011B-20  No  violations   or    deviations   noted, 

DANCE,  H  C  Divltion  of  Project  IV  Resident  Progr«ms  B4/O2/13, 
WILLIAMS, J  H  Florida  Power  b  Light  Co.  2pp  2293S  283  24X 
Fiche  50-333,84/02/13.8403070140 

—8403070145   IE   Insp    Repts    30-333/84-03  b  30-389/84-04   on   B4011B-20  No 
violation!   or   dtvlatlons   noted   Major    areas    Inspected 
emergency    preparedness    to   atiess    en-shift    prompt   emergency 
classification  &   protective    action   recommendations 
DECKER. T  R        Region   2,     Office   of   Director        84/02/10        4pp 
32338   287        24 X   Fiche    50-335,84/02/13,8403070140 


S403260333  Forwards    lummaru    list   of    deficiencies    Identified    per 
10CFR30   33<e),Part   21    tc  potential    generic    Itr  rapt*   for 
comments 
STAROSTECKl.R       Division   of   Project  i.  Resident  Programs        B4/02/28 

Region    1,    Office   of   Director        7pp        22736  063        24X 
Ftche   50-000,84/02/28,8403260233 


8403230095  Second    Interim  deficiency    rept  re    Improper  relief    valve 
setting, design  pressures   d   design    temp   ulthin   several    sys 
Initially  reported    on  831 1  IB  Spec    H-l?9  revised   &  code    data 
repts  amended  Also   reported    per  Part  21 

CURTIB, N  W       Pennsylvania   Power  Ic  Light  Co        B4/03/02       HURLEY,  T  E 
Region    1,    Office   of   Director        14pp        22726  277        24X 
Fiche    30-388.64/03/02.8403230093 

8403090332  NPDES  noneompl iance   notification   seuage   treatment    plant 
Outfall   079  failed    to  meet  required   83X  reduction    In  total 
suspended    solid*    for  J»n    1984 

FIELDS,  J   5        Pennsylvania   Pouier   b   Light    Co         64/03/06 
Pennsylvania,    Commanuealth    of,         Zpp        82372  213       24X 
Fiche- 50-307, 84/03/06, 6403090232 


8403190386  Rev    12   to   Emergency    Plan    Implementing    Procedure   31000S4Ei 
"Natural    Emergencies    "   W/640307    Itr 

WILLIAMS,  J  W       Florida   Pouier    *.  Light  Co        84/02/29        O'REILLY.J.P 
Region    2,    Office   of    Director         12pp        22673  270        24X 
Fiche'  30-333,  84/02/29,  8403190336 

8403060186  Forwards    safety    parameter    display    sys    implementation   plan 
&   parameter    selection   rept, per   830413   commitment   Rept   meets 
requirements   of  Oenerlc   Ltr   82-33  re   Suppt    1    to  NUREO-0737 
WILLIAMS,  J  W       Florida   Power   fc  Light  Co        84/03/01        EISENHUT,  D  0 
Dlvivlon   of   Licensing         llpp        2S319  001        24X   Fiche   30-389,84/03/01, 
8403060186 

6403160234  Notifies    of   840316  workshop    to    discuss    lOCFRSO.App   R 
requirements  If   insp   result*   to  resolve   misunderstandings   re 
fire   protection  Attendee*    should    be    llmlt*d    to    six    due    to 
slit   of    conference    room 

LEWIS, R  C  Division  of  Project  b  Resident  Programs  B4/03/O3. 
WILLIAMS,  J  W  Florida  Pouier  t.  Light  Co  Ip  32660  239.  24X 
Flchl  30-000.84/03/02,8403160294. 
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B40329Q1S1    Eipressec   appreciation    for    cooperation    throughout    lO-month 
period    of    planning    &   dvveloping    federal    full    field    eierclie 
E«erciie    provided    planning    focut   Si   field    eiperlence    far 
completing    radiological    emergency    rssponse    planning 

O'REILLV,  J   p         Region    2.     Dffica    of    Director         B4/O3/13         ADOMAT.  E   A 
Florida   Pouer  fc  Light   Co        2pp         33802  200        24X 
Fiche    30-333,84/03/13,8403290181 

B4Q329OI09  Ack    receipt    of   84O309   1 tr    informing    NRC    of    steps    taken    to 
correct;    violation*    noted    In    IE   Imp    Repts    SO-333/B3-43   Ii 
30-3B9/B3-71 

DANCE, H  C  Division  of  Project  fc  Resident  Programs  84/03/19 
WILLIAMS. J  W  Florida  Pouer  fc  Light  Co  lp  22307  001  34 X 
FIche  30-335,04/03/19.0403290109 

— 8403290126  Notice    of    violation    from    insp    on   83121 1-B401 1O 

»      Region    2.    Office    of    Director        84/02/10         lp        22807   006        24X 
Flehe    30-335,  B4/03/19,  B4O3290I09 

— 8403390132    IE    Imp    Repti    30-333/B3-43   fc    30-389/83-71    on    B3121 1-B401 10 
Violation    identified    failure    to   maintain    control    room 
procedure!    In   areai    of    administration, operation, emergency    & 
off-normal. 

BIBB,H  E        Region    2.    Office    of    Director        B4/02/OB        4pp 
22BQ7  007        24X   Flche    30-335,84/03/19.  B403290109 


H      Central    correspondence 


B4032BO149   Responds    to   B40SQB    Itr   requesting    assistance    in   re»pontllng 
to   J  Paekavltch    Itr    requesting    latest   EIB   on   concentrat Ions 
of   Sr-90iCi-137  fc    1-131    near    plants    Tuo    annual    npti   end 
H/o   repts 

DIRCKB,  M   J        Office    of    the    Executive   Director    for   Operation* 
B4/03/O7        CHILES,  L        Senate         4pp        22B07  316        24X 
Fiche'  30-OOO, 84/03/07,  8403280149 

— 8403260156   Forwards    constituent   J  Paskavltch    Itr   requesting    latest    EIB 
on    concentration    of   Br-90,Cs-137  d    1-131    mar   plants 
Commenti   fc   vleus    requested 

CHILESiU        Senate        B4/02/QB        KAMMERER.  C        Office    of    Congressional 
Affair*         Bpp         32B09    320         24X    Fl ch«' 30-000, 84/03/07,  S4032B0149 


— B4O3O6QS27  Safety    evaluation    supporting   Amends   62  It  3   to  Licenses 
DPR-67  Si  NPF-16.  respectively 

*      Office   of   Nuclear   Reactor  Regulation,    Director       84/02/24        2pp 
32349   034         24X    FIche    5O-335,  84/02/24.  8403060077 

B403010400  Submits    info  re    pressuriier  heater    traniformer    barrier 
design, per   License   Condition   2  C  9  Missile   protection 
structure   uii  1 1    be    seismicallij   anchored    on   concrete    floor 
slab 

WILLIAMS,./   W         Florida    Power    tc   Light   CD         84/O2/27         EISENHUT.D   0 
Division    of   Licensing         3pp         32434    026         24X    Ficho    90-399,84/02/27. 
B40301O400 

8403060241   Requests    exemption    from  requirement   to    submit    entirely 
reprinted   ft  updated   FSAR   by    930406  Requeati    update    be 
submitted    as   Amend    13   to   original   FSAR 

WILLIAMS,  J  M        Florida   Pouier    b  Light  Co        B4/02/2B        EISENHUT.D  0 
Division   of  Licensing        lp         S2313    190        34X  Fiihe    SO-3B9,  B4/OB/2B, 
8403060241 

B40306016B  Notifies    that   administrative   program  t  procedures    nou    in 
effect    UJill    be    revleu«d    to    confirm    Implementation   af 
recommended   guidelines    in    NUTAC  rept.per  Generic   Ltr  S3-2B 
UILLIAMS.d  C        Florida   Pouer   tt  Light  Co        84/03/01        E1BENHUT.D  0 
Division   of  Licensing        lp         3231B  336        24X  Flche    50-000,  B4/03/O1, 
8403060 1 6S 

8403120040  Requests   NRC  approval    af   proposed    license    amend    d td   B40224 
by    B40413. to   permit    initial    visual    insp    of    safety-related 
snubbers   betuieen  4   &   10  month*   after   commencing    pouer 
operation   on  B30613 

WILLIAMS,  J  W        Florida   Power   4  Light  Co        84/03/07       EISENHUT.D  0 
Division  of  Licensing         lp        33390  318        24X  Flche. 50-3B9,  84/03/07. 
8403130040 

B4031300B9  Requests    that   environ   protection  plan    study   re    evaluation  &/ 
or   mitigation   of    turtle    entrapment   at    intake   structure    be 
presented    during   wk    of   B404OB  Draft    results    expected   by 
early   Mar    1984  Rapt   will    be    discussed   u/ll»t>if   agencies 
WILLIAMS.J  W        Florida   Power    ti  Light  Co        B4/03/07        EIBENHUT.D  0 
Division   of   Licensing        2pp        32968    194        34X  Flche   50-389,84/03/07. 
84031200B9 


J      Insurance,    It    indemnity    Information 


B403060234  Forwards    Eniloreement    32    to   NELIA   Policy   NF-227 

DUCK.  J,  R        Marsh   b   McLennan.     Ine         64/02/26        SALTZMAN.  J        Assistant 
Director    for   State    t>  Licensee    Relations        Spp        22317  313        24X 
Fiche- 30-335. B4/OH/2B.  8403060334 


B40319O130  Notifies    of   840403-0&  meeting   &  preimplomentat Ion    audit   at 
Turkey    Point   to   discuss    confirmatory    items    Identified    in 
safety    evaluation    of    detailed    control   room   design  reviews 
for    Facilities 

VAROA.8   A        Operating   Reactors   Branch    1        84/03/07       WILLIAM, J  W 
Florida    Pouer  &  Light  Co        6pp        32681    311        34X 
Ficho    30-OOO.B4/03/07.B4031901SO 


P.     Operating    license    stage    documents    &   correspondence 

B40U301B9   Suppl    to   631223    application    for   amend    to   License    NPF-1&. 
changing    Tech   Specs    for    axial    shape    Index    to    achieve 
consistency   between   Unit    1   &  Unit   3  Tech   Specs 

WILLIAMS, J.  W.       Florida   Pouer    h  Lioht   Co        S4/01/10.       EISENHUT.D   0 
Divitlon    of   Licensing         lp         31BOB   OB4        24X    Flehe    30-3B9,  B4/01/10, 
B4011301B2, 

9401130319    Informs    that   redundant   baron    dilution    sys    alarm    installed    b 
declared   operational    on   S401OA, per   S21029  t.   1104   Itrs  & 

BSER  a. 

WILLIAMS,  J  U        Florid*   Pouer    t>  Light   Co        B4/O1/1O        EIBENHUT. D  0 
Division   of   Licensing        lp        B179B  303       24X  Flchi.3o-389.B4/01/tO, 
B40113031?. 

8403010297  Application    for    amand    to   License    NPF-16, modify ino    Tech    Bpecs 
to   delay    Initial    inservlce   Imp   for   turo  mechanical    inubbert 
on   containment    spray    sys    until    firit   rafuelng    outage 
WILLIAMS,  J  M        Florid*   Pouifr    b  Light   Co        84/02/34        EIBENHUT,  D  O 
Division   of  Llc»n!ing        3pp.      22432   107       24X  Fiche  00-389,84/03/24. 
8403010297. 


8403130066  Advises    that   requBst    to   revise   Tech  Specs    to   provide 
requirements    for    overtime    limits   (/   reporting    of    relief   l> 
safety    valve    failures  will    be    submitted    per   Qetlerfc   Ltr 
B2-16    (NUREO-0737)    by   B40313  ' 

WILLIAMS.  J  M        Florida  Pouier    t  Light  Co        34/03/OB        MILLER,  J  fi 
Operating  Reactors    Branch    3        lp        22601'353       24X 
Flche    30-333. B4/03/OB,  8403130066 

S403270371    Requests   appropriate    fee   to  continue  revleui  of   830707 
proponed    changes    to   License    Condition  2  C   7  re   natural 
circulation    cooldoun   d  boron    mixing    ttst 

MILLER, W  0        License   Fee   Management   Branch        34/03/13        UHRIO.R   E 
Florida    Power  h  Light  Co         lp        327B7  33O        24 X   Flche   SO-3B9. 
84/03/13,8403270371 

8403160013  Forwards    "Evaluation   of   Natural    Circulation  Cooldoun  Test 

Performed   at  San  Onofre   Nuclear  Oeneratlng    Station  "  Rept 

provides    evaluation    of  applicability    of   result*    to  St  Lucle 
Unit   3. 

WILLIAMS,  J  U        Florida  Pouer    &  Light  Co        B4/O3/13        EISENHUT.D  Q 

Division   of   Llcensinj        lp        33632    179        24X  Flch*  30-000,84/03/13, 
S4D3U0013 


--B403O10302  Proposed    Tech    Bpecs   re    initial    Inservice    insp    of    tuo 
mechanical    snubbers    on    containment    spray    lys 
HILLIAMB,  J  H        Florida    pouer   S>  Light   Co        84/03/24        3pp, 
33432.110.       24X   Flche    90-3B9.B4/02/24,  8403010297, 

B40306OD77  Forward!   Amend!   62  &   3  to   License!   DPR-i7  h  NPF-'6, 
respectively    &   safety    evaluation.  Amends    change    personnel 
titlei   h  revii*  shift   technical  advlfor   function, 
SELLS, D.  E.      Operating  Reactors  Branch  3       34/02/34       WILLIAMS, J  W 
Florida  Pouer  *  Light  Co,      2pp,      23349  020       24X 
Flthe: 30-339, 84/02/24,  B4030iOO77. 


B403190227  Application    to   amend   License  NPF-16. changing   Tech    Bpecs    to 
permit   reracklng    of    spent    fuel    pool    to    ensure    sufficient 
storage    capacity.  Approval    requested    b(j   B40901, 

WILLIAMS.J  M       Florida  Pouer    &  Light   Co        84/03/13        EISENHUT.D  C 
Division    of    Licensing         3pp         32671    303         34X   Flche    30-389, B4/03/13, 
8403190227 


— B40319022S  Proposed    Tech    Spec    changes   re   reracking    of    spent    fuel    poo) 
NBHC  &  BAR  end 

«      Florida  Pouer   fc  Light   Co        84/03/13        7Bpp,       23671    30S        24X 
Flche,  30-389,84/03/13,8403190337 


—8403040080   Am.ndt   62  fc   3    to    License!   DPft-67   &   NPF-16,  raipec  tlvely, 
changing    personnel    title!    fc   revising    shift    technical    advisor 
function* 

MILLER,  J.  R       Operating   Reactors   Branch  3       B4/03/24        12pp. 
22347: 022,       24X   Ficha.  90-339, B4/02/24,  8403060077 
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Q      Inspection   report],     IE    Bulletins   t   correspondence 


6403070349   Responds    to   HRC    S31 123    Hr    re    violations    noted    in    IE    Insp 
Rept    30-337/33-57   Corrective    actions    detectors    uill    be   moved 
to    celling    Rsrevieu    of    1OCFRSO,  App    R    commitments    conducted 
Full    compliance   uilll     be    achieved    by    840630 

UILLIAMS.J   W        Florida   Power    <V   Light    Co         33/12/20        D'REILLY-J   P 
Rflgion    3,     Office    of    Director         2pp         22936   271         24X 
Fiche   50-3B9,B3/12/2Q,B403070249 


0403070140   Forwards    IE    Insp    Rents    30-335/94-03   J.    30-3B9/B4-04    on 
B4Q11B-20  No   violations     or    deviations    noted 

DANCE.  H  C        Division    of    Project  tc  Resident  Programs        B4/O2/13 
WILLIAMS,  J   U        Florida   Pouer    tc   Ught    Co         2pp         22538   383         24X 
Fiche    30-339.  B4/O2/ 13,  B4O3070140 


--8403070143    IE    Insp   Rept«     30-335/84-03   t.   30-3B9/B4-04   on    B401 18-20   No 
violations   or  deviations   noted   Major   areas    inspected 
emergency    preparedness    to   assess   on-shift   prompt   emergency 
c  lassif  icatlon  It  protective    action  recommendation* 

DECKER, T   R        Region   2,     Office    of    Director         JENKINS,  0   R         Division 
of  Emergency  Prepared*  BS   (<  Materials   safety        B4/02/10        4pP 
23339   2B7         24X   Fichu    90-333,34/02/13,8403070140 


B403160306   Forwards    IE    Insp    Rapt*    50-33S/B4-04   &    3O-369/94-03    on 
840201-03  No  violations    or   deviations   noted 

DANCE.H   C         Division    of   Project    &   Resident   Programs        B4/02/2I 
UILLIAMS.J   U        Florida   Pouer    i   Light    Co         2pp         22655   233         24X 
Flcha   50-333,84/02/21,64.03160206 


— B4031602IO    IE    Insp   Hepts     50-333/64-04   J,   SO-3B9/B4-03   On   840201-O3   No 
violations   or   deviations   noted   Major   areas    inspected   malnt   tt 
surveillance   observation,  p  lant    operations,  preoperat  ionftl 
testing,  procedure!    !>   1  ou  pouer    testing 

«RUS,H  E       Region   3,    Office   of   Director        JAPE,  F       Division   of 
Engineering    tc   Operational    Programs         B4/O2/13         4pp         22635   233 
24X   Flche    90-333,34/02/21,  B4O31402Qi 


B4Q209GOOB    IE    Info    NotlEB    84-16,     "Failure    of    Automatic    Sprinkler    Bus 
Valves    to  Operate    "    Bvc    Hit    end 

JORDAN,  E  L       Division    of    EmEroency    Preparedne«s  it  Engineering 
Response    (Past   830103)         04/03/03  Consolidated   Edison    Co      of   Nam 

York,     Inc         122pp         223S3    09B         24X    Fiche    5O-OQOi  84/03/02,  B4020900Q8 

B402090009   IE   Info   Notice   B4-15,     "Reporting    of   Radiological    Releases    " 
Svc    list    end 

JORDAN, E  u        Division   of   Emergency    Preparedness   &  Engineering 
Rliponie    (Po*t    B30103)         84/03/02  Consolidated    Edison    Co      of    New 

Yori,     Inc          119pp         22553    217         24X    Flche    30-000,  B4/O3/O2.  B402090OO9 

B40329Q174   Forwards    IE    ln»p    Repta    SO-333/B4-OB   t.    30-3B9/B4-03    an 
B4QI11-0210  No   violations    or    deviations   noted 

DANCE, H  C        Division    of   Project  <V  Resident   Programs        B4/O3/02 
WILLIAMS,  J  W        Florid*   Power    ti  Light  Co        2pp        22B03  076        24X 
Fiche   50-339.84/03/02.8403290174 

— B403290180    IE    Insp    Repts    50-333/84-03  t,   SO-3B9/84-03  on   840111-0210  No 
violation*   or   deviations    noted    Major   areas    Inspected    main* 
observation,  surve 1 1  lance    ob  servatlon.  p  lant   operations    ti   TMI 
Action    Item   III    n    4  2  B    follouup 
FEIER  ABEND,  C    ,     G1DB.H   E         Region    2,     Office    of    Director         ELROD,  B   A 

Division   of   Project  b  Resident   Pi- 05 rams        84/01/02        2pp 
22Q03  078        24X   FicHe    50-333,84/03/02,8403290174 

B402090011    IE    Info  Notice   84-17,     "Problems   W/Liquid    Nitrogtn    Cooling 
Components   Geloui  Nil    Ductility   Temp    "   Svc    lltt    encl 
JORDAN,  E  L       Division   of   Emergency    Preparedness   &   Engineering 
Response    (Post   B30103)        B4/03/05  Consolidated    EdUon    Co      of   Hau 

York,     Inc         117pp         823B3    336         24X    FUhe    30-000i  84/03/OS,  B40H09001 1 

B402O90024    IE    Info  Notice   B4-09, Rev    1,     "Leisont   Learned    From    Insps    of 
Fire  Protection  Safe   Shutdown   sys    "    Bvc    list    incl 
JORDAN,  E  L        Division    of   Emergency   Preparedness   b  Engineering 
Response    (Pott   8301O3)        B4/O3/07  Consolidated    Edison    Co      of   Nau 

York.     Inc        HBpp        22635  049        24X   Flche   30-000,  B4/O3/07,  B402090024 


B403010297  Application    for    amend    to  License   NPF-16, modify  Ing    Tech   Spec: 
to  delay    initial    Iniervice    insp    for    two  mechanical    snubbers 
on  containment   spray    sus    irntll    First   refusing    outage 
WILLIAMS,  J   U        Florida   Pouer    &   Light   Co         &4/02/24        EIBENHUT,  D   Q 
Division   of  Licensing        3pp        32432   1D7        24X  Fiche  50-389,84/02/24, 
8403010297 


8402090023   IE    Info  Notice   84-1B,     "Stress    Corrosion  Cracking    in  PHR 
Sys    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness   t   Engineering 
Response    (Post   B30103)        84/03/07  Consolidated    Edison   Co      of  N«w 

York,     Inc        llBpp        22584    1B6        24X   Flche    30-000.84/03/07,8402090028 


— 6403010302  Proposed   Tech    Specs   ra    Initial    Inservice    insp    of   two 
mechanical    snubberx    on    containment   spray    sys 
UILLIAMS, J  U       Florida    Pouer   &  Light  Co        B4/02/24        3pp 
22432    110        24X   Fiche    50-3B9, B4/DS/24,  8403010397 

B403160264   Forwards    IE    Insp    Rapts    SO-33S/B3-42   &   50-3B9/83-70   on 
031101-1210  NQ   violation*    or    deviations   noted 

DANCE, H  C        Division    of   Project    tt  Resident   Programs        B4/02/24 
WILLIAMS,  J   H        Florida   Pouer    &   Light   Co         2pp         S2660   333         24X 
Fiche   50-333,84/02/24.8403160264 

--B40316026Q    IE    Insp    Repts    30-333/63-42   &   50-369/83-70   on   931111-1210   No 
violations   or   deviation*    noted.  Major   areas    inspected    maint  & 
surveillance   observation,  plant    operations,  LERs   l>    IE   info 
notices 

BIBB,  H  E       Region  2.    Office   of    Director        ELROD,  S  A        Division   of 
project  !•  Resident  Programs        64/02/23        IDpp        22660  337        Z4X 
Flche    30-335,84/02/24i  B4O3160364 

B401190073    IE    Info   Notice   34-13,     "Potential    Deficiency    in   Motor 
Operated   Valve   Control   Circuit*   &   Annunciation    "   Svc    lilt 
one  1 

JORDAN, E  L       Division   of   Emergency   Preparedness  *c  Engineering 
Response    (Post  8301031        B4/02/2B  Consolidated    Edison   Co      of  Nem 

York,     Inc        115pp        22909    239        24X  Fichu   30-000, 84/02/28,  B401 19O072 

B403S90317   Forwards    IE    In»p     Repts    50-335/84-05   t   30-399/S4-07   on 
8402O6-10  No  violations   or    deviations   noted 

DANCE, H  C  Division  of  Project  &  Resident  Programs  84/02/29 
HILLIAM5<  J  U  Florida  Pouer  &  Light  Co  2pp  32802  052  24X 
Fiche  50-335,94/02/29,  B403290317 

--8403290320    IE    Intp    ReptI    5O-335/8fl-09   &    30-3B9/B4-07   on    840206-10   No 
violation!    or  deviations    noted    Major  areas    inspected    health 
physics    instrumentation,  action   on  NURE8-0737    items, ALABA 
activities   tc   follouup   on    previous    items 

WRAV.J  R  Region  2.  Office  of  Director  BAHR,  K  P  Division  of 
Engineering  tc  Operational  Programs  84/02/22  Bpp  22802054 
24X  Fich*  30-333,84/02/39,8403290317 

8402090007   IE   Info  Notice  B4-14.    "Highlights    of  Recent  Transport 
Regulatory   R»vs  by    DOT   JV  NRG    "  Sve    list    encl 

GRACE,  J  N       Division   of   QA.     Safeguards   &   Inspection  Programs    (Post 
B30103)        84/03/02  Con  =  ol  Ida  ted   Edison  Co      of   New  Yorl,     Inc 

130pp        22332  32?        24X  FUh*   30-000,84/03/02,8402090007 


8403120040  Requests   NRC   approval    of   proposed    license    amend    dtd   840224 
by   040413,  to   permit    initial    visual    insp    of    saf etu,-related 
snubbers    between   4   tt    10  months   after    commencing    pouer 
operation   on  B30613 

WILLIAMS,  J  U        Florida   Power    t.  Light  Co        84/03/07        EIBENHUT,  D  0 
Division   of   Licensing         lp         22990  318        24X  Fiche    50-387,  B4/O3/07, 
B403120040 

B402090031    IE  Bulletin   B4-02,     "Failures   of   SE   Type   HFA  Relayi    in  Use    In 
Clasi    IE  Safety   Sgi    "   Svc    list   encl 

DEVOUNQ.R  C        Director's   Office,    Office    of    Inspection   and 
Enforcement        B4/D3/I2  Consolidated    Ediion   Co      of   NIUI   York,     Inc 

134pp         22B23   094         24X   FUhe    50-000,  B4/03/12,  8402090031 

8403290109   Ack    receipt    of    840309    Itr    Informing    NRC    of    step*    taken    to 
correct   violations    noted    In    IE    insp    Repts    50-335/B3-43   t> 
30-3B9/B3-71 

DANCE, H  C  Division  of  Project  <<  Resident  Program*  B4/03/19 
WILLIAMS- J  W  Florida  Pooler  h  Light  Co  lp  22B07  001  24X 
Fiche  30-335,84/03/19,8403290109 

—8403290114  Responds    to  NRC   8402O2    Itr   re   Violation*   noted    In    IE    Imp 
Repts    30-333/83-43  &   50-389/B3-71    Corrective   actions. all 
indexes   reviewed    against   master    copies   !<   procedures    in 
control    room  verified    against    Indent 

WILLIAMS,  J  U       Florida   Power   &  Light   Co        84/03/09,       D'REILLY.J  P 
Reglan   2,    Office    of   Director        2pp        22B07  002,       Z4X 
Fiche    30-333.84/03/19,8403290109 

— 8403B90124   Forward*     IE    Insp    Hepts    DO-335/93-43   (c   30-389/83-71    on 

B31S11-B40110  ti  natici   of   violation 

DANCE, H  C  Division  of  Project  b  Resident  Programs  84/02/1O. 
UILLIAMS,  J  W  Florida  Pouier  &  Light  Co  Spp  22807  004  24X 
Flche  50-333,84/03/19,8403290109 

--B40329Q126  Notice    of   violation    from    insp    on   831211-840110 

»     Region   2,    Office    of    Director        84/02/10        lp        22807' 006.       24X 

Flche    50-333,  84/03/19,  B403B90109 

-- B403290132    IE   Imp   Repts    50-339/03-43  b   50-387/B3-71    on   B31211-B401 1O 
Violation    identified, failure    to   maintain    control    room 
procedures    In   areai    of    administration, operation,  emergency    & 
off-normal 

BIBBrH  E.      Region   2,    Office    of   Director        ELROD,  8        Division    of 
Project  &  Resident   Progr*rni        34/02/09        4pp        22807   007        B4X 
Fich.    50-33S.  84/03/19.  8403290109 
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B402Q9OO43    IE    Info   Notice   84-19.     "Tug    Events    Involving    Unauthorl led 
Entriei    into  PUR  Reactor    Cavities    "   Svt    Hat    tnc I 
J  OR  DAN  i  E  L        Diviiion    of    Emergency    Preparedness   &   Engineering 
Response    (Post   B3Q103)         B4/03/21  Consul i dated   Edison    CD      of   Neui 

York,     Inc          IB3pp          22823    329         24X   Fiche    9O-OOQ, 84/03/21,  B40209OQ43 

8402090044    IE    Info   Notice    04-20.     "Svc    Life    of    Relay*    in    Safety-Hoisted 
Syi    "    Svc    Hit    and 

JORDAN,  E, L        Diviiion    of    Emergency    Preparedness    t   Engineering 
Response    (Post    B30103)         84/03/21  Consolidated   Edison    Co      of   New 

York.     Ine          133pp          22933    OO1          24X   Flche    30-000,84/03/21,0402090014 

R      Periodic    operating    reports    &   related    correspondence 

8403020033  Monthly    operating    rept«    for   Jan    1904   W/840215    Itr 

GRANT,  N   U        Florida   Power    fc   Light    Co        01/01/31         19pp         22412  233 
24X   Flehe    30-000.84/01/31,  04O3020033 

0403300173  Forward*   monthly    operating    repts    for   Feb    1984   fc   corrected 
Pag*    I    of   St  Lude    Unit  2   monthly    operating    rapt    for 
Jan    1904 

WILLIAMS, J  W        Florida    Power    &  Light   Co        04/O3/15  Office    of 

Resource   Management,    Director         IP        S2819-263        24 X 
Fich«- 30-000, 04/03/15,  B403300t73 


— B403300183  Monthly    operating    repti    for   Feb    1984 
QRANT,  N  M        Florida    Power    &   Light  Co        B4/03/IS 
24X   Flche    30-000,  84/03/13, 8403300173 


16pp 


— 84033O0193  Corr*eted  Page  1  of  monthly  operating  rapt  for  Jan  1984 
ORANT.N.W  Florida  Power  &  Light  Co  B4/OH/13  lp  22B19  280 
S4X  FiehB-SO-CX>0,  04/03/13,  0403300173 

5      Raportable    occurrence!,    LERi    ti  related    correspondence 

9403310032  Part   SI    rapt    re    failure    of    auxiliary    feedwater    pump    drive 
turbines, Qlmpel    NPS-4   TIcT   valvi.to    close,  Enel    Itr    dtd    040203 
tent    to    listed    utili    OE   notified    of   affected    unlti    In   BWR 
planti. 

THEROUX.R,  R,       Tarry    Corp         84/02/22,       WOODRUFF,  R   W        Director'! 
Office,     Office    of    Inspection    and   Enforcement        6pp        22706   327        24X 
Flche    30-000, 84/02/22,  B403210032 

B40302023B  LER    B4-003-00   on   840129. hi-hl    (team   generator    level    turbine 
trip    occurred, reiul ting    in    reactor    trip   Caueed    by    leakage 
through    main    feed    regulating    valve    A  Reactor    started   &   plant 
returned    to    svc    H/S4032B    Itr. 

WAULINO.O  E    ,    WILLIAMS,  J  W        Florida   Power    t,  Light   Co        04/OS/28, 
2pp.       22440  091         B4X  Flche. 30-389,  84/02/38, B40302Q25B 


8403160247    Informs    of   040327   meeting    to   discuss    proposed    response! 
to  NRC    question*    on  Rev  7    to    topical    OA  program. per 
840302    telcon 

LEWIS.fi    C         Region    3,     Office    of   Director         84/03/OB        PARRIB.H   S 
Tennessee    valley    Authority          lp         32660   361         34X 
Ficha    30-000, 04/03/03,  B403160247 

8403160373   Notifies    of    use    of    ASME   Nuclear   Components   Coda    Case   N32-4 
far   hydrostatic    testing    of   Class   3   embedded   piping    M)C 
position   re   use   of   Code   Casa   N32-4   requested 

MILLB.L   M         Tennessee    Valley    Authority         84/03/12         DENTON.H   R 
Office    of   Nuclear   Reactor   Regulation.    Director         lp        32660  014        24 X 
FiehB    50-000,  B4/03/1S.B403160373 

8403200223  Advises    that    similarity    of   Unit    1    b  2    175-ton   polar   crane 
verified    by    noting    that    cranes   purchased   under    same  contract 
u/same   vendor. using    identical    procurement    specs, per  NUREQ- 
0612   &    840323    telcon 

MILL8,  U   H         Tennessee   Valley    Authority         04/03/14         ADENSAM, E 
Licensing   Dranch    4        2pp         HH69?  36i        24X   Flche   BO-390, 84/03/14, 
8403200333 

0403360213  Foruards   revised    Info   re   monorail    paths. updating    util    040306 
Itr   responding    to   Generic    Ltr  81-07  concerning    NUREG-Oila. 
"Control    of   Heavy   Loads   at   Nuclear   Poiuer  Plants    "   Field 
investigation  will    be    provided    1   month    prior    to    fuel    load 
MILLS,  L  H        Tenna*see   Valley    Authority        84/03/30        ADENSAM, E 
Licensing   Dranch   4        2pp        SS736    164        24X  Flche'  SO-390,  84/03/20, 
B40S260212 

0403360218  Foruardt    shift   elperience    info. in   response   to  Util    Group    on 
Operating   Shift  Experience    request 

MILLS,!,  M        Tennessee   valley   Authority        84/03/20        DENTQN,  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        Bpp        22796  O91 
24 X   Flche    30-390,64/03/20,8403360210 

E      NRC  Safety   Evaluation  Report    (SER),    supple   t   correspondence 

B40308O177  Fourth    partial    response    to  FOIA  request    for  alt    categories 
of    documents   re    facilities   Forwards   App   A   documents   App    fl 
document    entirely   withheld    (ref  FOIA  Exemption    9)   Review  of 
addl    documents    subj    to  request   continuing 
FELTONi  J  M        Di vilion    of    Rules   and   Records        84/02/13        ANDERSON,  S   1 

Oarvey,    Schubert.    Adams    &  Barer        7pp        22383  226        24 X 
Flche    30-000,84/02/13,8403080179. 

— 0003130793  Provides    status    of  SER    inputs   ti  acceptance   reviews    for   DL  J, 
CP   applications   Schedule    should    be  met 

BURKE.  W  C        Effluent   Treatment  Systems   Branch        8O/02/A6 
KREOER-W  E        At  lit  tart    Director    for   Bite   Analysis        lp1        32583  333 
24X   Fiche.  30-000,  84/02/13, 8403080179 


B403060390  LER   B4-002-00   on    840 130.  hydrogen   analynr   2B    &    control    room 
air    conditioner  HVA-3A   unavailable    for   mode    changes   as 
required    bu    Tech    8pecs,C«u*id    by    improper    review  t 
reeordkeeping  Personnel    rein*trucl;«d  W/840301 ,  Itr 

MCLAU8HLIN-L   ,    WILLIAMS, J   M        Florida   Power   b   Light  Co        84/02/29 
3pp.       22311    334.       24X   Fie  ha    BQ-3BV, S4/02/S9, 8403060390 


040312Q179  Forwards    Info    supporting    util  position    that    implementation 

of   addl    insp    criteria    provides   no   addl  Increase    in   safety. 
per   8ER    (NURE8-0847) 

MILLB,  L  M        Tenn Valley   Authority  B4/03/07       ADENSAM, E 

Licensing   Branch    4        3pp        22990  303  24X   Fiche   BO-370, 04/03/07, 
8403120179 


B 4 0333002 B  Follouup    Part    21    rept    re   nuclear   valve/actuator    stroking 
time    potslbly    lengthened    beyond    13    s   when    using 
hydrocarbon-bated    lubricants. Ltrs    to   affected    utils   end, 
WILBON,A,K.       HenTV    Pratt    Co         04/03/00        KEPPLER.J  0        Region   3, 
Off!"    of   Dlr.ctor.       6pp         2273O  3O6        24X   Fiche   30-000,84/03/08, 
9403230028. 


S40330003B  Forward!    responses    to  NRC   840214-16  audit    findings    re    util 
equipment   qualification   program, per   NUREQ-0847    (SER)   H/B4 
oversiie   drawings   Aperture    cards    are  available    in  PDR 
MILLB,  L,M        T«nnetsee  valley    Authority        04/03/20       ADENSAM, E 
Licanvlng   Dranch   4         13Bpp        22024    146        34X  Fiche    30-390,  84/03/20, 
B403300D38 


G403130O33   LER    B4-004-001  on   B402O9,  uh  1  le    at    1OOX    pguier,maln    feeduater 
pump    tripped    due    to    low    suction   pressure, C»u«e    not 
determined    Auvlllaru    feaduater    pump    2C    tripped    due    to 
tranilNnti    on   pou*r    supply. Nut    pin   replaced    M/B40309    Itr 
PARKfl.  B    ,    WILLIAMS.  J   14        Florid*   Pouer   &  Light    Co.       B4/03/09        2pp 
22614  303        S4X  Flchf 30-3B9, B4/03/09,  8403130033 


V.    Operator 


84030B0164  Forwards   rcquvst   for   site   visits   to   conduct  operator 
licensing    eians   requested    In    Oenerlc    Ltr    B3-40, 

UILLIAMB, J  M        Florida   Power    fc  Light  Co        84/03/01        EISENHUT,  D  0 
DlvUion   of   Heeniing        3pp        22359.  B93       24X  Fiche  30-333,  B4/03/01, 
0403060164 


DOCKET   30-390  WATTS   BAH  NUCLEAR   PLANT,    UNIT    1 

A.     Application/construe tion    itage    document!    &    correspondence 

B403D6O334   Notification   of    640319-16   meetings    ui/utll    in  Suee tuater,  TN 
to    conduct    confirmatory    lite    vlilt    pir   Section    13  6   of    BRP 
(NUREO-0900), 

KENVON.T.J.      Llcenilng  Branch   4       84/02/20       ADENBAM,  E  0       Licensing 
Branch    4.       3pp        22332317.       24*   Flche'  30-370,  H4/02/2B,  0403060334 


84Q327021B  Forwards   addl    Info    re   qualification   of    dlesel    generator 
auxiliary    sys   piping    (SER    Open    Item    13), in   response   to  NRC 
040112   request.  Diesel    engine   auxiliary    sys   acceptable,  based 
on  ODC    1   requirements 

rULLS,L  M        Tennessee   Valley    Authority        04/03/21        ADENBAM,  E, 
Licencing    Branch   4        6pp        22770  239        24X   Fiche    30-390,84/03/21, 
B403270B10 


F      Security,    medical,     emergency   &  fire   protection    plans 


B40307O09H  Submits    second    supplemental    response    to  NRC    Itr   re 
violation*  noted   in   IE   Insp   Repts   30-390/02-20  t. 
80-391/82-20  Corrective   actions' fire  protection   action* 
will    be    complete    by    840131 

KAMMER,  D  S        Tennestee   Valleu   Authority        B3/11/29        O'REILLY, J  P 
Region   K,    Office   of    Director        Ip        S3341    219        24X 
Ficha:  30-390,  B3/1 1/39,  0403070092 

B4020903BO  Forwards    Rev  2   to   Procedure    IP-10,     "Medical   Emergency 
Procedure"   &  Rev  3    to  radiological    emergency    plan 
MILLS, L   M,       Tennesse*   valley    Authority        84/02/06        ADENSAM, E 
Licensing   Branch    4        2pp        32161,136.       24 X   Flche    30-390,04/02/06, 
8402090380 
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120-9O3S4   Rev   2    to   Procedure    IF-10,     "Medical    Emergency    Procedure 
1ILLER.W   A         Tjnnesseo    Valley    Authority         83/11/09         4pp 
139         24X    Fichr    50-390,  84/02/06,  8402O903BO 


340235   Fey    5   to    Procedure     1P-9,     "hfuscle    SfioalS    Emergency    Ctr 
jlementlng    Procedure!    Document    "    11/840213    Itr 

(WELL.R         Tennessee    valley    Authority         H4/O2/13         43j>p          22519   O23 
X   Ficfie    50-0(M>,  84/02/13.  B1O3Q60235 


Q      Inspection   report*,     IE   Bulletins    t-    correspontfencfi- 

B4Q3070230    Suppls    response     to    NltC   B20707    Itr    rt    violations    noted     in 
IE    Jn*p    Rents    90-39O/B2-18    fr    5O-391/B3-13    Corrective 
action*    operational    QA    evaluator    resources    increased    by    30X 
MILLS, L  M        Tennessee    Valley    Authority         93/0?/09        Q'REILLY.J    P 
Region   3<     Office    Of    Director          4pp          223-11     304         34X 
Fiche    30-390,03/09/09.8403070230 


J30334   Forwards    response    to    informal    questions   re   calculation   of 
'tlcal    ttrnp-   gradients,  per    Raili  olng  ical    Emergency    Planning 
ncJi    request  Backup    procedures    ui  1 1    be    limited    to  timti 
n  radiological    emergency    prog-ram    procedure!    activated 
.LS.L    H         Tonn**see   Valley    Authority         84/02/27         ADENBAH.  E 
:*nilng    Branch    4         4pp         2243?    388         24X    Fiche    50-390.  B4/Q2/27, 
J302Q334 


8403O70233    Suppls    response     to    NRC    820327  Itr    r*    deviation!    noted     In     IE 

Insp    Rnptl    50-390/92-2?  &    90-391/8S-2A  Corrective    action* 

piping    drawing*   of    reactor    !.   auxiliary  bldgi    completed 
B 30901 

HILLS, L   H        Tennessee   Valley    Authority         B3/IO/19        O'REILLY.J    P 
Region    2,     Office    of    Director          lp          23311    309         24X 
Fiche    SO-390.B3/1O/B9,  B40307O233 


12O234   Forward*    Rev   4    to    physical    security    plan    Rev   withheld 

I    10CFR73   ai) 
-L3.L   M         Tennessee   Valley    Authority 

Ice    of  Nuclear    Reactor   Rejulafrfon, 
:he    SO-39O,  84/02/29 


B4/02/2B         DENTON. H   R 
ire  tor          lp         22440    041 


160147  For  yard  s    reviled    effective    pages    to  Xnoiville  Emergency    Ctf.> 
>tral    Emergency    Control    Ctr.  Dlv    of    Muelear    Pouior    Emergencg 

ti  Muscle   3haa  1  »   Emergencij   Control    Ctr    emergent  if  plan 
•  lamenting    praceifurei    M/o   Huicle   Shoals    pages 
.LSjL   M         Tenn«s*ee    Valley    Authority         84/02/23         O'REILLY,  J   P 

ion    S,     Office    of    Director          lp         23316    165         24K 

he    SO~OCK>,  84/02/28, 


13060163  Revised    list    of    effective    pages    to    Knoivllle    Emergency    Ctr 
iiuBTgencij    plan    Impliinint  ing   procedures 

Tennessee   Valley   Authorltq          B4/02/O6         Bpp         22316    166         24X 
IchE    30-000,84/03/20,8403060147 


13040IS1?  Revised    list    oF    effective    pages    to    Central   Emergency 
ontrol   Ctr    emergency    plan    implementing    procedure! 

Tinnessea  Valley  Authority         B4/O2/06        Bpp        22 5 I 6   174        24X 
:iche    50-OOO,B4/0£/2B,B4030£>D147 


)30iO206  Revised    list    of   «ff«ctive   pages    to    Dtv    of  Nuclear   Power 
imerg  encij   Ctr  ennrgencif    plan    Implementing    procedures 

Tennessee   Valley    Authority         94/0-2/06         4pp         23316    1B2         24X1 
-iche    50-000,84/02/23,9403060147 


a4O307O243   Buppli   response    to   NRC   B2110*?    Itr    rt    violations    noted    in 
IE    Imp    Repts    50-370/92-03    b   50-391 /S2-03   Corrective 
actioni   will    b»   completed    by    931212   for  Unit    1    &   940107    far 
Unit    2 

MILLS, L  M        T«nnB*»BB   ValUij    Auth  orl  ty         B3/11/01         O'REILLV.J    P 
Region  2.    Office   of    Director         lp         22947    293        24X 
Flch«    30-390.93/11/01.  8103Q7OS43 

8403070-093  Submits    second    supplemental    response    to    NRC    Itr    re 
violations    noted    In    IE    Insp    Repti    9D-39O/-B2-2O   & 
30-391/82-30  Corrective    aetlon*    fire   protection   actions 
ultl    be    complete   bij    B4O131 

KAMMER.DS        T»nne-ssee    valley    Authority         B3/11/21?        O'REILLYiO   P 
Region   S.     Office    of    Director          lp-        22541     219         24X 
Fiche    SO-3-?Q,83/n/2l?i8<103Q70O'ra 

64O3160201    Forwards     IE    Imp    Repti    30-3<?O/e4-04    h    30-391/94-01    on 
B40I23-2S  No  violations    or    deviations    Identified 

VERRELL1.D   M         Division    of    Project    (<   Resident    Program*          04/02/14, 
PASRIB,  H  0        Tenneisee    valley    AutJioritij         2pp         22633   342         S4X 
Fiche    50-390.94/02/14,e4031&02Dl 

— 9403140202    IE    Imp    Bepts    SO-39O/B4-04    fc   30-391/H4-04   on    840133-23   MD 
violations   or    deviations    Identified    Major    area-)    imp-acted- 
preopnrat lonal    radiological    effluent    &    environ    monitoring 
programs, program   ngt    &   adminlstrat ive    controls 

CUNNINGHAM,  A  L  Region  S.  Office  of  Director  MDNTQDMERYi  0  M 
Division  of  Engineering  &  Operational  Program*  B4/02/10  Spp 
HS635  344  24)!  Fich.  30-390,84/02/14,0403140201 


,£021?  Act    receipt   «f    B31B30  Itr    re    emergency    eiercta*    schedul«d 
•June    1934  Scenario   will    be  reviewed   tc   any    addl    Tamments 
details    of    eierctse   will    be  made    by    telephone    ta   B  Marti 
iREtLI.D  H        Division   of  Project   &  Resident   Programs        B4/O3/02 
IRIS,  H   G         Tennessee    valley    Authoritij          lp         224,53   232         24X 
:he    50-39O,a4/03/03.8403J60209 


B4031&0214   Formard*    IE    Insp    Repti   50-39Q/B3-36  b   SO-391/B3-44    on 
931223-840120  No  violations    or    deviations    identified 
VERRELLIrD  M        Division    of    Project    &  Residont    Fro j ram*         04/02/17 
PARRIS,HO        Tenneisee    valley    Authority         2pp         E2t61    067,        84 X 
Fiche    50-390.B4/OS/17,B4031iO214 


.60345  Eitends    Invitation    to  attend    region  B4031&  uorVlhop    at 
lonal    ofc    to  dl&cuss    lOCFHSOi  App   R    requirements    tc  recent 
lults    o-f    Imp   to-   help    resolve   mi  sunders  tand  1  ngs   anociateil 
•equirenents 

«S,R   C        Division   of   Project   t   Resident   Program!        Q4/03/D2 
IRIB,H   0         Tennessee    Vallfi)    Authorltij         2pp         2266O   OB3         Sit 
:he    50-000,B4/03/O2.B1O3160345 


-- B4O3U0222    IE    Insp    Repts    30-390/B3-S6   it   30-391 /B3-44    on    B3 Ja23-84O12O 
Ha   violation    or    deviations    i dent i f ied, Ma jor    ar*ai    inipecttd. 
action    on    previous    enforcement   matters    tc    Imp    1  terns,  fo  1 1  ouiup 
on    licensee    Identified    items    b  verification    of    «i-bullti. 
SHVWLDCh.M  B    ,    SWAN,  H    B.  „     HOLLAND,  M   E        Region   2,    Office    of 
Director        B4/02/16        9pp         22461    Oi9        S4X   Flc ho- SO-3?Qj 94/02/1 7, 
3403160214 


:60009   Foriuards    IE    Imp    R»pt   30-390/94-17    on    B4O22I-23   Ha 
ilations   o-r   deviatiom    identified 

IRELLI.D   41         Division    of    Project   Si   Resident    Programs         H4/03/13 
IRIB,  H   G         Tennessee    Valley    Authority         Zpp         S2i55    171          E4JC 
:he    50-3?0,a4/03/13.B4031dOOOB 


B1031i0237   Forwards    IE    Insp    Rept    30-370/84-09    on    B40130-02O3    No 
violations    or   deviation)    noted 

VERRELLI,  D  M        Division    of    Project    i>  Resident    Program-         84/02/27 
PARRIS.H  0        Tennessee   Valley   Authority         2pp         B2t60    31S         24X 
Fiche-&0-3VO,  84/03/27,  8403140237 


J31iOOI6    IE    Insp    Rept    30-390/B4-17    on    B44221--23   MD    violation! 
iated    Major  areas    Inspected    implementation   statui    of 
:ec«jrltij    plan  commitment*    Details  oiithhel*    trtf    10CFR2  790 

73    211 

'ODJN.W         Region    2,    Office    of    Director         MCGUIRE.  D   R         Division    of 
:nergentij   Prepandness    (.  Materials   Safety        B4/O3/12        lp 
!2655    173         24X    Fiche    3O-390,B-t/03/13,  B403140OOB 


— B4O316OS40    IE    Imp    Rept    50-390/B4-O7  on  84013O-Q203  No    violation!    or 
deviations    noted    Major    areas    Inspected    con  it    lt«tu-s    & 
a»-ouilt    configuration    for    radloact ive   r«»ln    transfer    tiji    t< 
preoperat  t  ana  I    testing    of    raduiaite    tiji. 

KDBEV.C  M        Region    2,    Offiei    of   Director         BARR,K  P         Divliion    of 
Engineering   &   Operational    Prof rams         B4/O2/33        Bpp         22660.317 
S4X  Fiche    30-390,  94/02/27,  8103140337 


.70145  Rev   5   to   radiological    emergency    plan   updating    agreement    Itr 

'OEaCorrectlng   -filing    error    for    agnmsent    Itr   u/Rhe« 

mty    Ambulance  Bvc   H/84O32 I    Itr. 

.L8,L    M         Tennei!*-*   Valley    Aut>ior5ty         84/03/21         ADEHSAM,  E 

ensina   Branch  4        lljip        227o-3    122        24X   Fiche    30-3?0,  B4/03/21, 

'327O145 


B401170072   IE    Info    Notice    84-13.     "Potential    Deficiency    in    Motor 
Operated    Valve   Control    Circuit!    &   Annunciation    "    Svt    list 
enc  1, 

JORDAN.  E  L.       Dlvlilon   of    Emergency    Prapareifnesi    &   Englnvtring 
Response    (Post   B3O1O3)         B4/OS/ZB  Consolidated    Edison   Co      of   Neui 

York,     Inc         113pp         229O9   239        24K    Fiche    90-OOO.  84/02/38,  B4O1 19O072 


suranc-e  t,    indemnity    infornatlon 


60277    Forwards    Endoriement    23    to   NELIA   Policy    NF-336 
K.  J   R        Marsh   &  McLennan,     Inc         34/02/28        SALTZMAN.  J 
tctor    for  State  &  Licensee   Relations        2np        B23I7  o*3 

he    SO-390,B4/02/aa,  B403060277 


Atciitant 

24X 


fl403a-?0201    Foruardl    IE    Insp    Rtpti    30-390/84-04   lc   SO-391/B4-04    on 
B4O130-0203  Wo  violations    or    d«vtatlon«    Identified 

VERRELLI, D  M        Division    of   Project    t.  Resident    Programs         94/03/01. 
PARRIB.H   Q        Tennessee   Valley    Authority         Bpp         S 2903,  294         24 !X 
Fiche   30-390. 94/03/Ql .  S4O3290201 
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— 8403290209  IE  imp  nupts  30-390/34-0*.  *  so-39i/B4-o6  on  040130-0203  NO 
violations    gr  deviations    noted    Major   areas    inspected 
pr ^operational    tost   programr  test    program    implementation    fc 
licenses    action    an   previous    Enforcement  matters 
THOMAS, M        Region   3.    Office    of    Director        JAPE,  F        Division    of 
Engineering    tt  Operational    Programs        84/O2/27        5PP         23B03  Ztl, 
24X    Fiche    50-390,  S4/03/Q1,  B4032902O1 

840209O007    IE    Info  Notice  84-14,     "Highlights    of  Recent   Transport 
Regulatory   Revs   bg    DDT  t  NRC    "   Svc    list   enc 1 

GRACE,  J  N        Division    of   QA,    Safeguard*   &   Inspection   Programs    (Past 
030iO3>        04/03/02  Consolidated    Edison   Co      of   New    York.     Inc 

130pp.        225S2   339         SIX   Flche     3O-OOO,  B4/03/O2,  B402O90007 

S4.O2070QOB    IE    Info  Notice   B4-16,     "Failure    of   Automatic    Sprinkler    Sys 
ValVB-s     to    Operate    "    SVC     Hat     enc  1 

JORDAN.  E  L        Division   of   Emergency    Preparedness    &   Engineering 
RB»pon»e    (Post    830103)         84/03/02  Consolidated    Edison     Co       of    Neu 

Yorfcr      Inc          122ft         33353    09B         24X    Fiche    SO-000,  B4/03/02.  B4O209000B 


84O209O031     IE   Bulletin    84-O2.     "Failures    of   HE    Type    HFA  Relays    In   USB 
Class     IE    Safety    Bys     "    Svc     list    end 

DEYOUNOiFi    C         Director's    Office-     Dffiie    of     Inspection    and 
Enforcement        84/03/15  Consolidated   Ed  is  on"  Co      of   Neu    York,     Inc 

134pp  3SB33   094          24X    Flche    SO-000,  84/03/13,  84O2090O31 

B4031&OOQB   Forwards     IE     Imp    Rept   50-390/B4-17    on   B4O321-23   No 
violations    or    deviations    Identified 

VERRELLI.D  M        Division    of    Project  t,  Resident  Programs         84/03/13 
PAHRIB.H    C        Tonne  as  EC    Valley    Authority         2>p         226  5  S    171          24X 
Flche    SO-390,  94/03/13,3403160003 

— 8403160016    IE    Insp    Rept    30-390/34-17   on   B4O221-23   Mo   violations 
noted    Major    area*    inspected    implementation   status   oF 
security    plan    commitment*    Details    withheld     (ref    10CFR2   790 
S.   73    21) 

TOniM.W         Region    S.     Office    of   Director         rICGUIRE.  D   R          Division    oF 
Emergency   Preparedness    t    Materials   Safety        B4/O3/I2         Ip 
22653    373        24X    Fiche    50-390. 04/03/13,  B4O31600QB 


B40209Q009    IE   InFo  Notice   B4-lBj     "Reporting    of   Radiological    Release*    " 
Bvf    Hit    encl 

JDpDANi  E  L        Division    of    Emergency    Preparedness   &  Engineering 
ftBfficinle    (post   630103)        64/03/02  Consolidated    Edison    Co      of    Ncui 

York.      Inc          119pp,        22533    317.        24X    Flche    30-000.  B4/03/02i  S4O2090009 


B403160271    Forwards     IE    Insp    RpeU   50-390/84-03   «•   30-39I/B4-Q3   on 
840117-20  *  24-27   Mo    violations   or   deviation!    identified 
VERHELLI.D    M         Dlviilon    of    Project   b   Reiident   Program*          84/03/15 
PflRRIB,  H  0        Tennessee   Valley   Authority        Spp        22640  391.       24 X 
Flcha     50-370,04/03/15,8403140271 


B402090O11    IE    Info  Notice   84-17.     "Problems   W/Liquid   Nitrogen    Coolinj 
Component*   Del  aw  Mil    Ductility    Temp    "    Svc    list    encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness    tt  Engineering 
Response    (Post   B30103>        84/03/03  Consolidated    Edison    Co      of   Neui 

Vor*>      Inc          I17pp         32953   336         24 X   Flche    50-000,  B4/03/OS,  840309001 1 

B403160350  Ac k    receipt   oF   B4O22H    Itr     Informing   NRC   of    steps     taken    to 
correct    vioUtlons   noted    in    IE    Insp    Rept»    30-390/84-01 
Ic    90-391/84-01 

VERRELLIiD  M        Division    of    Project    tt  Resident   Program*.       B4/Q3/05 
PARHIS, H  0,       Tennnsee   Valley    Authority,       Ip        226&0   166         24X 
FUhe    30-390184/03/03!  8403160350 

— B4O31&O364   Re*ponds    to  NRC    84O123    Itr    re  violations    noted     In    IE    In*p 
Ri.pt  u    50-390/84-01    fc   SO-391/B4-OI    Corrective   actions 
deficiencies    documented    in    Nonconformanee   Rept   5307  which 
require   reuork   per   design   drawings    it   vendor    catalogs 
MILLS,  L  II        Tennessee   Valley    Authority        84/02/22        O'REILLY,  J  P 
RBglon  2.    Office  of  Director,      3pp       22660   167       24 X 
Ficho    50-390.84/03/09,8403160350 

— B4O3160374  Forwards    IE   Insp   H*pU    SO-390/B4-01    t>   30-391 /Bfl-Oi    on 
B4O1O3-06  t,  notlc*   of  violation. 

VEHRELLI.D  M        Division    oF   Project    &  Resident   Programs         B4/01/23 
PARRIBiH  Q        Tennessee   Valley  Authority        2pp        22660    1£9        24X 
Fiehe    30-390,  B4/03/03i  B4O316O35O 

— B4O31AO37B  Notice   of   Violation    from    insp    on   B401Q3-Q6 

*      Re-gion  3,    Office   of   Director         84/01/19        Ip        22660    171         24X 
Flche    30-390,  84/03/03.  84O31&D39O 

—  B4O316O3B3   IE    Insp   Repts    3O-370/B4-O1    h   30-391/84-01    on    84O1O3-06 
Violation    noted    failure    to    fallow    procedures    far    hanger 
insp. 

LIUrtJ    C        Region   2,    Dffic.    of   Director        BLAKE,  J  J        Division    of 
Engineering   &  Operational    Programs        84/01/19        5pp         2266O    172 
24X    Ftche    50-390i  84/03/03,  B4O316O33O 

B4O3290042  Forwards    IE    Intp    Rept    30-390/84-10   on   B402O&-1O  Ho 
violations    or   deviations    noted 

VERRELLIiD  M        Division   of    Project    &  Resident  Programs         84/O3/06 
PARRIBhK  0        Tennessee   Valley   Authoritg        2pp        22BO6  HS2.       S4X 
Flehe,  B0-390i  84/03/06,  B40329004S 

— B403£°OOBO    IE   Insp    Rept    30-390/B4-IO  on   840206-10  No   violations    or 
deviations    noted. Major    areas    inspected   review   of    lab    QC 
prcgrami  review  of    procedures   &    In-struc  tlonsi  facll  i  tieii 
equipment   tt  capabilltg    tests. 

TROUP.O  L        Region   2.    Office    of    Director        MONTGOMERY, D         Division 
at   Engineering   t<  Operational    Programs        84/02/27         llpp 
23BOfa:254        24X   Flehd    30-390.  S4/O3/O6i 0403290042 

6402O90024    IE    Info  Notice    B4-09i  Rev    ii     "Lesson*   Learned;  From    Imps    of 
Fire   Protection  Safe   Sttutdaun  BIJI    "    Svc    lilt    encl 
JDRDANrE  L        Division   of   Em*rg>ncy    Fre/parednest   &  Engineering 
Retponte    (Po«t  B30103)         B4/03/07.  Consolidated   Edison    Co,     of    New 

Yorkf     ln«         llSpp        22633,049        24X    Fiche.  30-000,  B4/03/O7r  6402090024 

B4020900SB    IE    Info  Notice   84-18,     "StreiB    Corroslan   Cracking     In   PUR 
Bys,  "    Svc    1 1st    encl 

JORDAN.,  E   L        Divliion   Of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)        84/03/07  Consolidated   Edison    Co      of   New 

York,     Inc         118pp        229B4' 186        24X    Fiche    30-OOO,  B4/O3/07i  B40209OO2B 


— 940316O279    IE   Inap    flepts     50-390/84-03   !<   30-391/B4-03   on    840117-20   t. 
B4-27    Mo    violations    or    deviations    identified  Major  araas 
inspected    Independent    innp    effort  &  foil  own?    on    licensee 
Identified    items,  unresolved    Items  &   IE   bulletins 

COLGY,  J   L         Region    S,     Office   of    Director         BLAKEi  J  J         Division    of 
Engineering  &   Operational    Programs        84/02/13        Bpp         22660  353 
24X   Fiehe    50-390,  B4/03/15,  B403160271 

B402O90O43    IE    InFn    Motice    84-19,    "Two  Events    Involving  Unauthori  i  ed 
Entrlas    into  PWR    Reactor    Cavities    "  Svc    list    encl. 
JORDAWi  E  L        Division    of    Emergency   Preparednesi  t   Engineering 
Rnspanse    (Post   B3OI03r         84/03/21  Consolidated    Edison   Co     of   Neu 

York.     Ine          123pp          22B23   SSI        34X   Fiche    SO-000,  B4/O3/21, 8402090043 

3402090044     IE    Info    Notice    84-2O,     "Svc    Life    of    Relays     In   Safety-Related 
HIJB    "   Svc    1 1st    enct 

JDRDANi  E    L        Divliion    of    Emergency   Prepared1  no  is  &  Engineering 
Response    (Post   S3O1O3J         84/O3/21  Consolidated    Edison    Co      oF  Neu 

York.     Inc          133pp          32933    001         24X   Flihe    30-000, 84/03/21.  B4Q2090044 

R      Periodic    operating    reports    &  related   correspondence 

8403020443  Forwards    monthly    status   rept   of   ofFsite   emergency 
preparedness    far   OL   reviews    for  Jan    1984  Changes   in  FEMA 
finding    dates   not    caused    by    delay    due   to   ofpslte   emergency 
p landing    1  ssues 

DIRCKSiW  J        Off  lev    of    the    Executive   Director    for   Operations 
3-1/O2/21         PALL  AD  I  NO      Commissioners        9pp        2249S   063        24X 
Ficho    5O"OQO,B4/02/21,a4030S0443 

S      He-portable    occurrences,     LERs   d  related   correspondence 

B403210033  Part  21    rept    re    failure   of   auilllary    feetfuiater    pump   drive 
turbines.  Oimpel    NPS-4    TtcT    valver  to   close  Encl    Itr    a  td   840203 
lent    to    listed    lit  i  1  s    GE  notified   of  -affected    uniti    in  BUR 
plants. 

THEROUX.R  P.        Terrv    Corp         84/02/22       HOaDRUFF.R  H        Director's 
Office     Office    of    Inspection    and   Enforcement        6pp        SS706.327        24X 
Fie  he   SO-OC-0.  84/02/22,  B40321O032 

6403O10339   Second    Interim   deficiency    rept  re    environ   qualification 
of   jnechancial    e  q,u  i  p  man  t    Initially   reported    on  831109 
Condlltlon   not  reportable    per    10CFR30  B5(e)    Next  rept   to    *a 
submitted    by   B4O330 

MIH.S.L   M         Tennettea    Valley    Authority         94/O2/23         D'REILLY.J   P 
Raglan    2,     DFfi«    of    Director         3pp         22433   331         24X 
Flche   80-390. B4/02/23.  B40301 033? 

S40309OOSO  Final    deficiency    rept   re    live    loadl    not   considered    in 
concrete-    partition   mail    design   Initially   reported    on  831213 
Pronram    established    to   determine  ualli   retiring    structural 
restraints    Topical    support    drawings   revised 

M!LLS,L    M        Tinnessee    Valley    Authority        64/02/EB,       O'REILLY.J  P 
Region    Si     Office    of    Director         3pp         22575   360        24X 
Flche,  30-390,84/02/2-3,  B40307OODO 

B4O3090S06   First    interim   deficiency    rept   re    improper    design    loads    for 
basa    plates    t:  anchor    bolts    Initially  reported    on  840131    Tuio 
supports    under   evaluation    using    flexible   plate   analysis    Next 
rept    uill    be    submitted    by    84O416 

MILLB.L    M        Tennetsee    Valley    Authority        84/03/28        Q'REILLV.J  P 
Region   S,    Office    of    Director        2pp        22374  326       24X 
Flche    30-39O,B4/02/Ba,  B403090306 
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8403070174   Second     Interim   def  ic  iency    rept    re    alteration    of    fire    doors    1 
Frames    U/D   engineering    design    approval     Initially    reported     on 
841114  Altered    fire-rated    doors    replaced    or   repaired  Neit 
rept    eipected    bij    840413 

MILLS.L   «        Tennessee   Valley    Authority         84/02/3-7        Q'REILLY.J   P 
Region    S.     Office    of    Director         2pp         33533   349         24 X 
Fiche    90-390,84/02/29,840307017-1 

6 4 03 070 sat  Final    -deficiency    rept   re  Parsons-Feeble*    emergency    dlesel 
generator  2B-B   rear   bearing    problem    Initially   reported    on 
B30627  Generator   repaired    to   be   used   as   spare   Also  reported 
per  Part  21 

MILLS.  L   M        TentiB*see   Valley    Authority         84/03/29        O'REILLY.  J   P 
Region   S.     Office    of    Director         4pp         32346   224         24 X 
Fichu     50-390.  84/02/29,  B403Q702&b 

B4O315OX27  Final    deficiency    repl   re    temp    of   Class    IE  medium   voltage 
cables    in   cable    trays    Initially    reported   on  84O1 18 
Conditions    not    repor table    per     IOCFR90   35<e) 

MILLS,  L   M        Tennessee   Valley    Authority         84/03/09        Q'REILLY.J   p 
Region   2,    Office    of    Director         2pp         22640   319         24X 
Fleh*    50-390,fl4/Q3/09,B4Q3130127 

S40319Q094  Final    deficiency    rept  re    loading   on   dlesel    generator    For 
LDCA  t,   blackout    causing    unacceptable    frequency    transient 
Initially    reported    on   831107,  Mads    made    to    all    four    dieiel 
generator    load    sequences    increasing    sequence    time 
MILLS.L  M       Tennessee  Valley   Authority        34/03/08       O'REILLY.J  P 
Region   2.     Office    of   Director         3pp         32466    125         24X 
Fich*    30-390,  B4/03/O8,  B403190O34 

8403190099  Suppls    info    to  031017    final    deficiency    rept  re    supports   not 
designed   or  modified   as    required   by    engineering    change 
notice    Initially    reported    on  830118  Design  i   subsequent 
const   uill    be   completed    by   B4O517 

MILLS.  L  M       Tennessee  Valley   Authority        B4/03/OB       O'REILLY.J  P 
Region    2,    Office    of    Director,        Ip         22669   304         24X 
Fiehe    90-390,84/03/08,8403190097 

6403190336  First    Interim  deficiency    rapt   re    Installed    supports   not    in 
agreement   ui/We»  tinnhouse    requirements    Initially    reported    on 
B4O21O  Pressurlier   surge    line    support   designs   updated 
Investigation    in   progress   Neit    rept   by   B40420 

WILLS.L  M       Tennessee  Valley   Authority        84/03/09       Q'REILLY.J  p 
Region   2.     Office    of    Director          2pp         33673   310         24X 
Fiche    50-390,  84/03/OB,  8403190358 


DOCKET    90-371    UATTS    BAR    NUCLEAR    PLANT,     UNIT    2 

A      Application/construction    stage    documents   1    correspondents 

B403060334  Notification   of   840319-16  meetings   u/util    in   Sueetuiater.  TN 
to    conduct    confirmatory    Site    visit    per    Section    13   6   of    BRP 
(NUREQ-QBOO) 

KENYDN,  T  J       Licensing   Branch    4        S4/02/2B        ADEN8AM,  E   0        Licencing 
Dranch    4         3pp         22552   317         24X    Fiche    30-390,84/02/28.0403060334 

8403160847    Informs    of   S40327  meeting    to    discuss    proposed    responses 
to  NRC    questions   on  Rev  7    to    topical    QA   program,  per 
840302    tele  on 

LEMIB.R    C         Region    2,     Office    of    Director         84/O3/08         PARRIB.H    0 
Tennessee    Valley    Authority          Ip         2266O   361         S4X 
Fiche    90-000,84/03/08,8403160247 

B403160373  Notifies    of   use    of   ASrE  Nuclear   Components   Code    Case   N32-4 
for   hydrostatic    testing    of    Class    3   embedded    piping    NRC 
position  re   use    of    Code   Case   N32-4   requested 

MILLS.L  M        Tennessee  Valley    Authority        B4/03/12        DENTDN, H  R 
Office    of  Nuclear   Reactor    Regulation.    Director         Ip        22660  014         24X 
Fiche    90-000,84/03/12,8403160373 

B403300S29  Advises    that    similarity    of   Unit    1    ic  2    170-ton    polar   crane 
verified    by    noting    that    cranes   purchased    under    same   contract 
ui/same   vendor, using    Identical    procurement    specs, per   NUREO- 
0615   !c   840333    telcon 

MILLS.L  M        Tennessee   Valley    Authority        B4/03/14        ADENBAM, G 
Licencing    Branch   4        2pp         22699  361         24X   Fiche    30-390i B4/03/ 14, 
B40320022S 

6403360312  Forwards    revised    info   re   monorail    path*. updating    utll    Q4D20& 
Itr   responding    to   Generic    Ltr    81-07   coticernino   NUREG-0612, 
"Control    of  Heavy    Loads   at   Nuclear    Power   Plants    "    Field 
investigation  uilll    be   provided    1    month    prior    to    fuel    load 
MILLS.L  M        Tennessee  Valley    Authority        84/03/20        ADEN8AM, E 
Lican»ing    Dranch    4        2pp         22796    164        24X   Flch*    30-390.84/03/20, 
8403260212 

8403260318  Forwards    shift    eiperience    info, in   respon»e    to   Utll    Group    on 
Operating   Shift   Experience    request 

MILLB.L  M        Tennessee   Valley    Authority        84/03/80        DENTON, H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        Bpp        22796  09L 
24X  Fiche   50-390.  84/03/20,  B40326021B 


640321 OOB6  Final    deficiency    rept    re    fire    damper    fuiible    links    Initially 
reported    on  B4O214  All    eiieting    fusible    links   will    be 
replaced   ui/higher   temp    fusible    links    that   can  withstand 
temps    occurring    during    high    energy    line   break 

MILLS.L  M       Tennessee  Valley   Authority        84/03/13       D'REILLV.J  P 
R«gion   2,    Office   of   Director        2pp        22705  OH7        34X 
Fichp    90-390.84/03/13.9403210036 

8403210037  Final    deficiency    rent   re   operating    conditions    used    in   piping 
analysis    Initially    reported    on   820518  Pipe   stresses   for    test 
runs    luithin   AStlE  Code   allowable*   Flanget,  noi  z  lei    &   supports 
qualified  Documentation  ulll    be    completed    by    860131 
MILLS.L  M       Tennessee  Valley   Authority        84/03/15       O'REILLY, J  P 
Region    E.    Office;    of    Director         6pp         22707   009         24X 
Fiche'  90-390,  84 /03/ 1 9,  8403210037 

B4O3B1O066  First    interim  deficiency    rept   re   Target   Rod    solenoid   valves 
an    post-accident   sampling    facility   not   meeting    backpressure 
requirements    Initially   reported    on  S40219  Engineering   change 
notices   being    istued  He  it    rept    by   840423 

MILLS, L  M       Tennessee  Valley   Authority        84/03/15       D'HEILLYiJ  P 
Region   2.     Office    of    Director         2pp         22704   399         24X 
F1  che,  50-390.  B4/03/13,  B403210066 


E      NRC   Safety    Evaluation  Report    <SER),     suppls    It   correspondence 

8403080179  Fourth    partial    response    to   F01A  request    for    sit    categories 
of    documents   re    facilities   Forwards    APR   A   documents   App    El 
document   entirely    withheld    Iref   FOIA  Eismption    9)    Review   of 
addl    documents    *utoj    to   request    continuing 
FELTON, J  H        Division   of   Rules   and    Records        B4/03/13        ANDERSON.  B    I 

Qarveu,    Schubert,    Adams   &   Barer        7pp        223B3   226        24 X 
Fiche    90-000,84/02/13,8403080177 

—8009130773  Provides    status    of    6ER    Inputs    t>  acceptance    revieuis    far    QL 
CP  applications   Schedule    should    be   m»t 

BURKE, M  C        Effluent   Treatment    Systems    Branch        BO/02/06 
KREOER,  H  E        Assistant    Director    for   Site   Analysis         Ip         22583   239 
24X   Fiche    50-000,84/02/13,8403080179 

B4O3120179  Forwards    Info    supporting    utll  position    that    Implements  Ion 

of   addl    insp    criteria    provides   no    addl  increase    In    safety, 
per    SER    CNUP.Ee-08.47> 

MILLS.L  M        Tennessee  Valley    Authority  B4/03/07        ADENSAM,  E 

Licensinj   Branch   4        3pp         S2590   209  24X   Fiche    90-390.84/03/07, 
B403ia0179 


3403300109  First    Interim  deficiency   rept   re  new  defects    in   Gorton 
presBiire    transmitters   supplied    by   Westtnghouse    Initially 
reported   on  840233  Ueitlnghouse   will    define    corrective 
action   by   340331    Also  reportable   under  Part   21, 

MILLS, L  M       Tennessee  Valley   Authority        64/03/22       O'REILLY,  J  p 
Region.  2,    Office   of   Director        Bpp        32B2I   223        24x 
Fiche    50-390,84/03/22,8403300109 


8403300038  Forwards   responses    to  NRC   B40314-16   audit    findings    re    wtll 
equipment   qualification   program, per   NUREO~oa47    tSERJ    H/S4 
oversiie    drawings    Aperture    cards    are   available    In  PDR 
MILLS,  LM        Tennissee   Valleu    Authority,       84/03/20        ADENSAM.  E, 
Licensing    Dranch   4         13Spp         22824    146        E4X  Fiche    30-390,  84/03/SOi 
B40330003S 


V      Operator  Eiaminatiani 


B4O3360ai8  Foruards    shift   experience    info, in  response   to   Util    Qrouo    on 
Opt  rat  ing   Shift    Experience   re^irest 

MILLS. L  M       Tennessee  Valley    Authority        84/03/20       DENTON, H  R 
OfflcB   of  Nuclear  Reactor   Regulation,    Director        Spp        227D6  091 
24X   Fiche   30-370.  84/03/20,  84032602 IB 


8403270818  Forwards    addl    info    re    qualification    of    die*el    generator 
*u>HUry    sys    piping    (BER    Open    Item    13),  In   response    to    NRC 
940112  request    Diesel    engine    auxiliary    sys    acceptable, based 
on   ODC    1    requirements 

MILLB, L  H        Tennessee   Valley    Authority        84/03/21        ADENBAM,  E 
Licensing    Branch   4        6pp        22770  259        24X   Fiche    50-390,84/03/21, 
8403270218 
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F      security    medical*     emergency    t   fire    protection   plans 


Inspection    reports,     IE   Dulletins   ti  correspondence 


B403O7C-092  Submits    >econd    sup p lemental    -response    to   NSC    itr   re 
violations   noted    in    IE    Insp    Refits    3Q-39O/82-20   & 
30-3-91/82-30  Corrective    actions    fire   protection    actions 
mill    be    complete   bg    840131 

RAMMER, D   B         Tennessee    Valley    Authority         B3/11/29         O'REILLY, J   P 
Region   2.    Office   of   Director         lp         22341    319        34X 
Fiche    90-370,  83/1 1/29,  B403070092 

8402O903BO  Forwards   Rev  2    to  Procedure    IP-10,     "Medical    Emergency 
Procedure"   fc  Rev  3   to   radiological     emergency    plan 
MILLS. L   M         Tennessee   Valley    Authority         S4/O2/Q6         ADENSAM,  E 
Licensing   Branch   4        2pp        22161    13&        24*  Fiche    90-39O,  84/02/Q6, 

B4O209Q3BQ 


8403070330    Suppli    response     to    NRC   820707    Hr    re   violation*    noted     in 
IE     Insp     Rflpti    50-370/B2-1B   S.    50-391/93-19   Corrective 
actions    operational    QA   e valuator   resources    increased   bg    50V. 
MILLS. L   M        Tennessea   Valley    Authority        93/09/09        O'REILLV.J  P 
Region    2.     Office    of    Director         4pp         22541    3O4        24X 
FichH    50-390,03*09/09.84030705,30 

B4O3O7O239    Suppli    response    to    NRC   B2O827  Itr    re    deviation*    noted    In    IF 

In«p    Repts    SO-390/82-29   &    30-391/B2-26  Corrective    action* 

piping    (Framings    of    reactor    &   auilliary  bldgi    completed 
030901 

MILLS.L    M         Tennessee    Valley    Authority         83/10/19         O'REILLY.J   P 
fleglon    2.     Offlca    of    Director         IP         33541    3Q9        34X 
Ficho    50-390. 83/1O/19.E40307O233 


— 8402090384  Rev  2   to   Procedure    IP-1O,     "Medical    Emergency    Procedure    " 
MfLLER.W   A         Tennessee    Valley    Authority         83/11/03          4pp 
22161     130         Z4X    FUhe    50-390,  B4/O2/O6.  B4020903BO 

B4030A023S  Rev   3   to  Procedure    IP-9.     "Muscle  Shoals   Emergency    Ctr 
Implementing    Procedure!    Document    "    W/B40213    Itr 

MAXWELL,  R        Tennenee   Valley    Authority        84/08/13        63pp.       2ES1B  O23 
24X    FichB    30-000,  04/02/13,  B403O60235 

8403020334  Forwards   response    to    informal    questions   re   calculation    of 
verticil    temp    gradients,  per    Radiological    Emergency   Planning 
Branch    request   Backup    procedure*   uiill    be    limited    to    times 
when    radiological    emergency    program   procedures    activated. 
MILLB.L   M        Tennessee  Valley    Authority         64/02/27        ADENSAM.  E 
Licensing   Branch    4        4pp,       S2439  20B         S4X  Flche    30-390.84/02/27, 
8403020334 

8403020236  Forwards   Rev  4    to   physical    security    plan  Re-v   withheld 
(re*     10CFR73   21) 

MILLS, L  M        Tennessee   Valley    Authority         84/02/28        DEM TON , H  R 
Office    of  Nuclear   Reactor   Regulation.     Director        lp         2244O  041         24X 
FichB-  50-390,  84/02/28, 840302O23A 

0403060147  Foruardi    revised    effective    pages    to   Knoxvillo   Emergency    Ctr, 
Central    Emergency   Control    ctr,Div    of    Nuclear  Power   Emergoncy; 
Ctr    d   Muscle   Shoal*    Emergency   Control    Ctr    emergency    plan 
implementing    procedures   W/o   Muscle   Shoals    pages 

NILLS,L  M        Tennessee  Valley    Authority         84/02/88        O'RErLLY.J    P 
RBflion    2i    Office    of   Director         lp         32316    165        24 X 
Flcjia    30-000,84/03/20,8403060147 

— 3403-O60163  fieviietf    lltt   of    effective    pages    to   Knoivllle    Emergency    Ctr 
•mergvncy    plan    implementing    procedures 

«      Tennestee   Valley    Authority        84/02/06        Bpp        2E516    le>fr        24X 
Fiche   30-000,  B4/02/2Bi  B403OA0147 


B40307034&   Suppls    response    to    MRC  S21  109   Itr   r>  viola*ioi»9    noted    in 
IE    Insp    Hepts    50-39O/B2-05   &   SO-391/B3-03  Corrective 
actiani    uill    be    completed    by    831213   for  Unit    1    &  840107    for 
Unit    2 

HILLS.L    M        Tennessee   Valle-V    Authority        B3/11/01        O'REILLY.JP 
Region    S,     Office    Of    Director          lp         33347   295        24X 
Fiche    30-390,83/11/01.  5403070245 

S1O3O7O092   Submits    »ocond    supplsmental   response    to  NflC    Itr    re 
violations   noted    in    IE    Insp    Repta    50-390/B2-20  !< 
3O-391/82-20  Corrective   actions   fire  protection   actions 
will    be    camp  late    by    B4013I 

WAMMEH,  D    S        Tennessee    Valley   Authority        83/11/29        O'BEILLY.JP 
Region    2.    Office    of    Director         If        22S-11   219        24X 
Ficho    5O-390.B3/I  1/29,0403070093 


B403160S01 


ForiuardB     IE     Inip     Repts    SO-390/94-04    tt   SO-391/B4-04    on 

No   viol-atinnG   or   deviations    identified 

VERRELLI.D   M         Division    of   Project    t,   Resident    Programs         84/02/14 
PAJtRIB.H    O        Tennessee    Vallaij   Authority        2pp        22^53342        24X 
Fiche    30-390,84/02/14,3403160201 

—  04O31403OS    IE    Insp    Reptfl     30-390/B4-04   t,   30-39  1  /B4-04,   on    B4O123-23   ND 
violation*    or   deviations    Identified  Major    areai    inspected 
preopcratldnal    radiological    effluent   t<  environ  monitoring 
programs,  program   mgt    i>   administrative   controls 

CUNNINGHAM.^  U  Rsgion  2,  Office  of  Director  MQNTCOMERY,  D  M 
Division  of  Engineering  d  aperational  Programs  B4/02/1O  5pp 
22635  344  34*  Fiche  50-390,34/02/14,8403160201 

B4031A0214   Foriuard*    IE    Insp    Rept*   SO-3TO/B3~3e,  8.   30-391/83-44    on 
B3ia23-B40iaO  No    Violations    or    deviation*    identified 
VERRELLl.D  M        Dlvilion    of   Project  &  Resident   Prngr-ams         B4/02/17 
PARRIBiH   0        Tennessee    Valley    Authority        2pp        22641   067        24X 
Fiche    SO-39Q.  84/O2/  1  7,  a-)O3  160H14 


--9403060189  Revised    list    of   effective    pages    to   Central    Emergency 
COTitrol    Ctr    emergency   plan    implementlnp,    procedures 
#      Tennessee   ValUy   Authority         84/02/Oi        Bpp        22516    174         34X 
Flcfie   30-000,  B4/03/2B,  B403O401  47 

— B4030&O206  Revised    Hit   of    nfftcttva    pagct    to   Dlv   of   Nuclear   Pouer 
Emirgencii   Ctr   emeroency    plan    Implementing    procedure* 
«      Tennes*ee    Valley   Authority         34/02/06        4pp        22516.  IBB        24X 
Fiche'  30-000,  84/03/28,84030601  47 

a4O316O2O9  Ac  I    receipt   of  831230   Itr    re    emergency    aiercise    -scheduled 
For    June    19B4  Scenario  ul  1 1    be   rvvitu'ed    &  any    adtfl    comment* 
on    dBtmlU  of    ixflvcUe  uill    he  »«dfl    by    teUphone    to  B   Marl* 
VERHELLI.D   M         Division    of    Project    h   Resident    Programs          B4/O3/O2 
PARRIB.H  0        Tennessee   V*lley    Authority         IP        22633:232         24X 
Ftch  e:  5t)-390i  84/03/02,  B40316O207 

B4O316-O345  Eitends    Invitation    to  attend    region   B40316  uorkthop    at 
reflion*!    ofc    to   diicuss    lOCFRSO.App    R    requirements   t  recent 
r»«ultt    of    in*p    to    help   resolvt  misgnder* landings   associated 
w/raqul rements 

LEHIS-R   C        Dlvilion   of  Project  «.    Re»ldent   Programs        B4/O3/02 
p  ARRIS,  H  S        Tennai»ee   Valley    Authority         2pp        2266O   083         SIX 
Flche.  BO-000,84/03/02,  8403160343 

S4O327O149  Rev  3    to    radiological    emergency    pl*n   updating    agreement    Itr 
u/DOE-  correcting    filing    error    for    agreement    Itr   ui/Rhe« 
Countg   Ambulance  Sve  W/840321    Itr. 

rtlLLS.L  M        Tinneiiee   Valley    Authority         84/03/21        ADENSrtM,  E, 
LlcenUng    Branch   4.       llpp         22769    122         24X   Fich*' BO-390,  B4/03/B1, 
B 4032 70 143 


J      Insurance  fc  indemnity    Information 


--B4Q316Q2S3    IE    In»P     Repts    50-390/B3-3S,   t.   30-391/83-44    on    83I229-B4012Q 
No    violation   or    deviation*    identified   Major   area*    inspected 
action    an    previous    enforcement   matteru  &    imp    I  terns,  fo  llowup 
on    licensee    identified    items  *  verification   of  as-builts 
SHYMLOCK.tt   B    ,     SWAN,  W    0    .     HOLLAND- W   E        Region   2,     Office    of 
Director        84/02/16        ?pp         22661    069       24X   Fiche    30-390,84/03/1?" 
S4O3160214 

B40U9Q072    IE    Infp    Notice    B4-13,     "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuit*  i  Annunciation    "   Svc    list 
eticl 

JORDAN, E    L        Division    of    Emergency   Preparedness  &  Engineering 
Response    (Post  83O103J         94/OB/RB  Consolidated    Edison   Co      of  Weu 

Vflrk,     Inc         llSpp         22909239        24X   Filhe   50-000, 84/03/afl,  B401 19007S 

84O329OZQ1    Forwarils    IE    Insp    Root*   50-370/B4-OA   fc  30-391/flA-06   on 
a-40130-0203  No  violations    or    deviations    identified 
VEHRELLI.D  M        Division    of   Project   &  Resident   Programi         84/03/01 
PAHRIB.H   0        Tennessee   Valley    Authority        2pp.        B28O3  394         24X 
Fiche    30-390, 84/03/01, 8403270201 

— B403390B09    IE    ln«P     Repts    SO-390/B4-O6   &    30-391/84-O6    on    840130-0203   No 
violations    or   deviations    noted   Major   ar«4i    intfiBcted 
prenporational    test    prooram,  test   program    implementation    d 
licensee   action    on    previous,    enforcement  matters 
THOMAS, M        Region    2,     Office    of  Director        JAPE,  F        DivUion   of 
Engineering    t,  Operational    Program*        84/02/27       Sop        22803  296 
24X    FlcJie.    50-390,  84/03/01,8403290201 

B4QS090OQ7    IE   Info   Notice    B4-14,    "Highlights    of    Recent  Traniport 
Regulatory    Revs   bv    DDT    fc  HHC    "  Svc    list   encl 

ORACE.J   N        Diviiion    of   OA,     Safeguardi   fc   Inspection  Programs    (Post 
B301O3)         84/O3/O2  Consolidated   Edison  Co      of  New  York,     Inc 

22352   337-       24X   Fiche    30-000,  S4/03/02,  B403O9O007 


B4030AOa77  Forwardi   Endorsement   25   to  NELIA  Policy  NF-2S6) 
DUCK,  J  R       M»rsh  fc  McLennan,    Inc        84/02/28       SALTZMAK,  J 
Director   for   State    S.  Licenie*    Relations        2pp        22H17    O4S 
Ficho    30-390,84/02/23,8403060577 


Ait ii tant 
24X 


B4OS090OO8    IE   Info  Noti<e    84-1A,     "Failure   of  Automatic   Sprinkler  Sy> 
Valves    to    Operate    "    Svc    list    end 

JOfiBAN.E  t-        Division    of   Emergency  Preparedness  U  Engineering 
Response    (Poit  B301O3)         04/03/02  Consolidated    Edison    Co      of   New 

York,     Inc         I22pp         22333    09B        24X   Fiche   30-000,  B4/O3/OB.  B40209000B 
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B4Q209Q009    IE    Info    Notice   84-15.     "Reporting    of   Radiolog  ical    Releases    " 
Sve    list    Bncl 

JORDAN,  E    L       Division  of    Emergency    Preparedness   fc  Engineering 
Response    (Pott   B301O31         84/03/Oa  Consolidated   Edison   Co      of  N»LJ 

Vnr».     Int         119pp         23333    217         B4X   Fiche    30-000,84/03/02.0403090009 

B40a09QOll     IE    Info   Notice   S4-17,     "Problems   W/Liquid    Nitrogen    Cooling 
Components  Belou  Nil    Ductility   Tamp    "  Svc    Hit    end 
JORDAN.  E    L       Division   of    Emergency   Preparedness   t,  Engineering 
Response     (Pott    B3Q1O3)          34/03/03  Consolidated    Edtion    Co      of   New 

York.     Inc        H7pp         22333  336        24X  Fiche    90-000.84/03/03,0402090011 

H10316Q330-  Acfc   receipt   of   840222   Itr    Informing   NRC  of   steps    taken   to 
correct    violation*   noted     in    IE    Insp   Repts   50-390/84-01 
S.   30-391/84-01 

VEWRELLI.D   M        Division    of    Project    t<   Resident   Fragrant         84/03/03 
PARRIB.  H  0       Tennessee  I/alley   Authority        Ip        2266O  166        SIX 
Fi  che..  3O-390.  84/03/03,  B4O316033O 


8      Reportaole   occurrences,    LERis   tc  related    correspondent* 

8403210032  Part  21    rept  re    failure    of    auxiliary    fevduater    pump    drive 
turbines, Glmpel    NPS-4  TbT   valve>to    close   Encl    Itr    dtd   840203 
Dent    to    listed    utiU  06   notified    of    affected    unltt    in  BUR 
plants 

THGROUX.R   R         Tarru    Corp          B4/02/22         WODDRUFF.R    W         Director's 
Office.    Office   af    Inspection   and    Enforcement        6pp        BE 706    327.       24 X 
Flche    50-000,84/02/82,8403210032 

B403010339  Second    interim   deficiency    rept   re   environ    qualification 
of   mechancial    equipment    Initially    reported    on   B311Q? 
Conditlan  not  reportable    par    IOCFR30   93(e)    Next   rapt    to    be 
submitted    by   B40330, 

MILLS,  L  M        TennetiBB  Valley    Authority        84/02/23        O'REILLY- J  P 
Rep  Ion   2,     Office    of    Director         3pp         82432   321         24  X 
Fiche    30-390,  84/02/83,8403010339 


— 84031&Q36.4  Responds    to  NRC  84O123    Itr  re  violations  natld    In   IE    Insp 
Rents     30-390/B4-01    t   5Q-39I/B4-OI    Corrective    actions 
deficiencies   documented    in  Nanconformance   R«pt   S3O7  which 
require  rauort    jer    design   drawing*   t  vendor   catalogs 
MILLB.L  M       Tennessee    Valley   Authority        84/02/82       O'REILUY.  JP 
Region   2,    Office    of  Director        3pp-      32460   167       24X 
Flchfl    30-390,84/03/03,8403160330 


8403090030  Final    deficiency    rept  re    live    loads   not    considered    In 
concrete   partition  Wall    design    Initially    reported    on  831213 
Program   established    to   determine   wall*   requiring    structural 
restraints   Typical    support    drawings   revl««d- 

MILLS.L  M        Tennessee  Valley    Authority        84/02/28        O'REILLYiJ.P 
Region  S.    Office    of    Director        3pp        32373  360        24 X 
Piche   30-390,  84/02/28,  B40309Q030 


— B40316O374   Forwards     IE    Tnsp    Repts    5O-390/84-01    (.    50-391/84-01    on 
Bfl01O3-06  i  notic*    of   violation 

VERHELLI,  D  M         Division    of   Project   t.   Resident    Programs         84/01/23 
PARHIS.HQ       Tennessee    Valley   Authority        2pp        22440    16?       24 X 
Fiche    50-390,B4.'03/OS,  B40316O3SQ 

--B40316037B   Notice    of    violation    from    Insp    Cm   840103-06 

»      Region  2,    office  of    Director        84/01/19        Ip       22660    171        24X 
Fieh«    30-390,  B4/03/OS.  B-10316O350 

— B4031603B3    IE    Insp    Hepts     30-390/84-01    t>   30-391/84-01    on    B4O103-O6 
Violation  noted    failure    to    folloin   procedures    for   hanger 
inop 

LIU.W  C  Region  2,  Office  of  Director  BLAKE,  J  J  Division  of 
Engineering  t,  Operational  Progr«m*  84/01/19  5pp  B2660  172 
34X  Fiche  30-39O,  B4/03/O3,  B4O3  160350 

8402090024    IE    Info  Noblte    B4-09,Rev    1.    "Lessons   Learned  From    Imps   of 
Fire  Protection  Safe    Shutdown  Su,  s    "   Svc    list   encl 
JORDAN' E  L       Division   of    Emergency    Preparedness   t>  Engineering 
Response    (Post  83Q1O3)         S4/03/O7  Cnnsolldated  Ediion   Co      of  New 

York!     Inc        H8pp         22633   049        24X  Fiche   30-000,84/03/07.8402090024 


840309020b  First    Interim  deficltncy   rept   re    improper    design    load!    for 
base   plates   tt  anchor    bolts    Initially    reported    on   840131    Tuo 
tupports   under    evaluation    using    flexible    plate   analysis.  Next 
fept  ulll   be   submitted   bu    S40416 

MILLS.L  M       Tennessee   Vallei)    Autliorlty        84/02/2S        O'REILLY.J  P 
Region   2,    Office   of   Director        2pp        SE574  3Z6        24X 
Fiche    30-390,84/02/28,8403090206 

8403070174  Second    Interim   deficiency    rept    re   alteration   of    fire    doors 
frames   a/a   engineering    design   approval    Initially    reported    on 
841114  Altered    fire-rated    door*   replaced    or   repaired   Next 
rept   expected    by   840413 

HILL8.L  H        Tennessee  Valley    Author!  tij        Q4/02/29        O'REILLY,  J   P 
Region   2,    Office    of    Director        2pp        22338  349        24X 
Fiche   30-390.84/02/29,8403070174 

8403070586  Final    deficiency    rept   re   ParionE-Peeb 1 e*    emergency    dlesel 
generator  EB-B   rear    bearing    problem    Initially    reported    on 
330627  Generator   repaired    to    be   used    a*    spare   Also   reported 
per   Part   El 

MILLS.L  M       Tennessee  Valley    Authority        84/02/29        O'REILLY.d  P 
Region   2,    Office    of    Director        4pp        22346.224        24X 
FlchB    30-390,84/02/29.8403070286 


B40EO9ooaa    IE   Info  Notice   B4-18.     "Stress   Corrosion  Cracking    In  PUR 
Bys    "    Svc    list   end 

JORDAN, E   L       Division   aP    Emergency   Preparedness   &  Engineering 
Response    (Post  B301O3)         B4/03/O7  Consolidated   Ediion   Co      of  Neu 

York,     Inc         llBpp          223B4     186         24X   FichE    30-000.84/03/07.8402090028 


84031S0127  Final    deficiency    rept  re    temp    of   Oast    IE   medium    voltage 
cable*    In   cabl*    trays    Initially    reported    on   B401  IB 
Conditions   not   reportable   per    10CFR30   33(e) 

MILLS.L  H        Tennessee   Valley    Authority        84/03/O3,       O'REILLY,  J   P 
Region  2,    Office   of   Director        Spp        32640  313        24X 
Fiche    30-390,84/03/03,8403180127 


84O2O70031    IE  Bulletin   84-O3,    "Failures   of  OE  Type  HFA  Relay*    In  Use    In 
Class    IE  Safety   Sys    "  3vc    lilt    encl 

DEYOUNO,  R  C       Director's    Office,    Office  qf    Inspection  and 
Enforcement       84/03/12  Coniol  Idated   Edison   Co      of  Neu   Yorli,     Inc 

134pp          22623,094         S4X    Fiche    SQ-000. 84/03/12.  8402090031 

B4O3160271    Forwards    IE    Insp    Rpets    50-390/84-03   *>    30-391/84-03   on 
84O117-20  tc  B4-S7  Mo   violations    or   deviations    Identified 
VERRELL.1,0  H       Division    of  Proj»ct   tc  Resident  Progrjmt        84/03/13 
fARRie,  H  0       Tmneis*e  Valley   Authority        Epp        2Bi40  331        24X 
Fiche    SO-390.Q4/03/I3,B4031fi0271 

—  8403160279    IE    Insp    R«pts     3O-39O/84-03   ti   30-391/84-03  on   B40U7-20   S. 
24-27   No  violations   or    deviations    Identified   Major  arias 

Inspected    independent    imp    effort  t   follouup    on    licensee 

Identified    Items,  unreao Ived    items   1    IE  bulletins 

COLEY,  J  L        Region    2,     Office    of    Director         BLAKE.  J  J         Division    of 
Engineering   tt   Operational   Programs        84/02/13       Bpp        22660>333 
BflX    Fiehe   30-390,84/03/13.8403160271 

B4Q20<?0043    IE   Info   Notice    B4-19,     "Tuo  Event*    Involving  Unauthoriied 
Entries    into  PHR    Reactor    CavitUs    "   Svc    list   encl 
JORDAN,  E   L       Division  of    Emergency   Preparedness   b  Engineering 
Response.    (Post   B301O3)         84/03/31  Coniolldated   Ediion   Co      of  Neu 

York.     Inc        183pn         32QS3    329        24X  Fiche.  BO-000, 84/03/21,  8402090043 

B402O90O44    IE   Info  Notice   B4-20,     "Svc   Life  of  Relays    \n  Safety-Related 
SUB    "    Svc    list    encl 

JORDAN.  E   L       Division  of    Emergency   Preparedness   t>  Engineering 
RaiponiB    (Post   83OI03)         84/03/21  Consolinated  Edison   Co      of  New 

Yorli.     Inc        133pp.       22?33  001        24X  Fiche  30-000,84/03/21.8402090044 


B40319OOB4  Final    deficlincu    rep-t  re    loading    on    dlestl    fienerator    for 
LDCA  ti  blackout    causing    unacceptable    frequency    transient. 
Initially  reported   an  831107, Mads  made   to  all   four   diesel 
generator    load    sequences    increasing    sequence    time 
MILLB.L  M        Tennessee  Valleg    Authority        84/03/OB        O'REtLLY.J  P 
Region   2i    Office   of    Director        3pp         22666    199        24X 
FUhe   30-390,B4/03/OB,8403190034 

84Q319O33Q  First    interim  deficiency    rept   re    installed    supports   not    in 
agreement  u/Uestlnghouse    requirements    Initially    reported    on 
840210  Pretturlier    surge    line    support    designs    updated 
Investigation    in   progress    Nett   rept    by   S404SO 

MILLS.L  H       Tennessee   Valley    Authority        84/03/OB        O'REILLY,  J  P 
Region   2,    Office   of   Director        2pp         22673  310,       34X 
Fiche    30-390,  84/03/08.  8403190338 

84032100B6  Final    deficiency    rept  re    fire    damper    fusible    links.    Initially 
reported   on  840214  All    e>isting    fusible    links   uil)    be 
replaced  u/high*r    temp    futlble    links    that    can   withstand 
temps    occurring    during    high    energy    line    break, 

MILLB.L  M        Tennesite  Valley    Authority.       04/03/13        O'REILUY,  J  P. 
Region   2,    Office   of    Director.       2pp         22705  087        24X 
Fiche    30-390,84/03/13,8403210086 

B403210037  Final    deficiency    rept  re    operating    conditions    med    In    piping 
analysis    Initially    reported    on  820318, pipe    ftretitt    for    te»t 
runs   ulthln   A8ME  Code   allouebles   Flanges,  nonles    S>   support* 
qualified   Documentation   ulll    be   completed    by    B&0131 
MILLS.L  M        Tennessee   Valley    Authority        84/03/13        O'REILLY,  J  P 
Region  2.    Office   of  Director       6pp       22707  009.      24X 
Fiche,  30-390,  B4/03/13,B403210037 
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B4O331Q066  First    intirim   deficiency    rept    re    Target   Rod    solenoid    valves 
on   post-accident    sampling    facility    not   meeting    backpressure 
requirement*    Initially    reported    on    B4O215   Engineering    change 
notice*    being    issued   Next    rept    by    84O423 

MILLB.L    M         Tennessee    Valley    Authority         84/O3/13         Q'REILLY.J   F 
Region    2,     Of  fie*    of    Director         2pp         25704    393         24 X 
Flehe    30~390.B4/O3/13,8403210066 


B403Q6012B  Application    for   amend    to   License   NPF-13,  revising    Tech   Spec 
requirement    to   rept    neiu  crack*   of    svc   water    Intake 
structure 
DIXONiO  M        South    Carolina   Electric    b  Gat   Co"      84/02/39        DENTON,  H  R 

Office    of    Nuclear    Reactor    Regulation,     Director         2pp         a231B   302 
24X    Fiche    30-393,  B4/02/39,  B403O6013B 


B4O3300I09  First    interim   deficiency    rept    re    new   defects    in    Barton 
pressure    transmitter*    supplied   by    Westinghouse    Initially 
reported    on  B40233   Uestlnghouse  uilll    define    corrective 
action    by   840331    Also   reportable    under   Part    21 

MILLB.L   H         Tennessee    Valley    Authority          B4/03/22         O'REILLY,  J   P 
Region   2,    Office    of    Director        2pp         22851    223        24X 
Fiche, 30-390-84/03/22.  8403300109 


V.     Operator   Examinations 


— 8403060130  Proposed    Tech    Spec,  chang  Ing   monitoring   program   on   stability 
of   west    embankment   b    effect*   on    intake    structure 

*      South    Carolina    Electric    b   Oat    Co         84/03/39         Ip         22318   304 
24X    Fiche    SO-393,  B4/Q3/29. B4Q3060128 

8403220101    Notification    of    840313   meeting    ui/util     in    tJethesda.MD    to 
discuss    B40123   spent    fuel    pool    re rack   submlttal 

HOPKINS, J   B         Licensing    Branch    4         B4/03/O2         ADENBAM,  E    0,        Licensing 
Branch    4         3pp         22723   393         S4X    Fiche    30-393,64/03/02,0403220101 


B40326021B  Forwards    shift    eiperience    info, in    response    to    Util    Group    on 
Operating   Shift   Experience    request 

MILLB.L   M        Tennessee   Valley    Authority        84/03/20        DENTON, H  R 
Office    of  Nuclear   Reactor   Regulation,    Director        8pp        22736  O91 
H4X   Fiche, 30-390,  84/03/20,8403260219 


B403090H71    Submits  addl    Info    rs    high    density    spent    fuel    storage   ricks, 
per   840317  request  Combination   of   matls    in    support    leg 
highly    resistant    to    galling   b   provide   desirable   matl 
properties    for   boric    acid    environs 
DIXON,  0   U        South    Carolina   Electric    b  Oas   Co        84/03/06        DENTON.  H  R 

Office    of   Nuclear   Reactor    Regulation,    Director        3pp        22374   163 
24X   Fiche   30-393,  B4/03/O6,  8403090271 


DOCKET   30-393   V1ROIL   C      SUMMER   NUCLEAR   STATION,    UNIT    1 
F-     Security,    medical,     emergency    &   fire   protection    plant 

B4Q3130397  Rev    10   to   Emergency    Plan   Procedure    EPP-O02,    "Communication 
tt   Notifications,"   H/B4030B    1  tr   b   revised    table    of    contents 
COUNTS,  M   ,    BRABHAM,  0   S    ,     DIXDN.O  W,       South    Carolina   Electric    t.  Oas 
Co.       B4/02/03        DENTON,  H  R         Office    of   Nuclear    Reactor    Regulation, 
Director        40pp         22616  DOS        24X   Fiche    30-390, B4/O3/O3, 8403130397 

B 40 307008 3  Forwards    IE    Insp    Rept   30-39S/B4-Q3   on   B40110-13  No 
Violation*   or    deviations    noted, 

VERRELL1.D.M.       Division    of   Project    b  Resident   Programs,       84/O2/07 
DIXQN, 0  W        South    Carolina   Electric    b  Gas    Co        2pp        22941    210        34X 
Ficha   30-393,34/02/07,8403070083 

— B4030700BB   IE    Insp    Rept    30-393/84-03   on   640110-13  No   violations    or 
deviations   noted    Major    areas    Inspected    operational    safety 
Verification, maint    &    surveillance    act Ivlt its, physical 
protection. T*ch    Spec    compliance   b   LER    followup 
IONATONIS,  A,  d        Region   2,     Office    of   Director        CANTRELL.  F   B 
Division   of   Project   b  Resident   Proorams        84/02/0*        7pp 
22341    21E        34X    Fiche    30-393, 84/02/07, 04030700SS 

B403 070007   Forward!    IE    Insp    Rept   90-399/84-02   on   B4O1 16-20  No 
violations    or    deviations    identified 

VEKRELLI.D.M        Division    of   Project    b  Resident   Programs        S4/D2/10 
D1XON.W.O        South    Carolina   Electric    &  Oa«    Co        2pp.       22S47    337        24  X 
Fich»- 30-393,  94/02/10,8403070007 

—  B4O3070013    IE    Insp    Rept    30-393/B4-02   on   84OI16-20   No   violations   or 
deviations    Identified    Major    areas    inspected    imergency 
preparedness 

STODDART,  P   0   ,    KREN.J  L   ,     JENKINS,  0.  R        Region   2,    Office    of 
Director        B4/02/09        Bpp         2S347   339        S4X   Fiche    30-393, B4/OH/10, 
G40307O007 

B403160296  Notifies    of    B40316   uorkshop    to    discuss    10CFR90,App    R 
requirement*    for    fire    protection   reiults    of    recent    App    R 
imp    to    help    resolv*    any    misunderstandings    associated 
bi/requlremints, 

LEWIS, R   C        Division    of   Project   &  Resident    Programs.       84/03/02 
DIXON.O   M        South    Carolina   Elictrlc    i.   Oas    Co         (p        S3bt>0   079.       24X 
Flche. 30-393,  84/03/02,  B403160296 


I       Insurance   b    Indemnity    information 


3403140013  Former dt    Endorsement    31    to    NELIA  Policy    NF-232 

HOFFMAN, J        Marsh    h  HcLennan,     Inc         94/03/06        DINITZ,  I         Assistant 
Director    for   State    b   Licensee   Relation*        2pp         22620    167        24 X 
Fiche: 30-393,  84/03/06,8403140013 


Operating    license    stage    documents    b   correspondence 


B403270183  Forloards   portion   of    combustible   gas   control   Tech    Spec 
surveillance   requirement    Inadvertently    omitted    fromutil 
840I1B   response    to   Oeneric   Ltr  63-37,     "NUREO-D737  Tech 
Specs    " 
DIXON,  0   M        South   Carolina   Electric   &  Oas   Co        84/03/32        DENTON ,  H  R 

Office    of   Nuclear   Reactor   Regulation,    Director        2pp        22771    123 
34X   Ficho    50-393,84/03/32,8403270183 

— 8403270188  Proposed    change    to   Tech    Spec    4  6    3    1    re    combustible   gas 
control    hydrogen   monitor* 

*  South    Carolina    Electric    b   Oas    Co         B4/03/33         Ip         23771    123 
24X    Flche    SO-393, 84/03/32, B4032701S3 

8403270223  Application    for    amend    to   License   NPF-12  requesting    rev   to 
Tech   Spec   Table   3  8-2,     "Motor   Operated   Valves   Thermal 
Overload   Protection   ti/or    Qypass   Devices    " 
DIXON, B   VI         South    Carolina    Electric    b   Oas   Co         84/03/22         DENTON,  H   R 

Office    of   Nuclear   Reactor   Regulation,    Director        3pp        23770  2&3 
34X    Fiche    30-393, B4/O3/32, B403B70223 

— 8403270223   Proposed    Tech    Spat    rev    to  Table  3  B-3,    "Motor  Operated 

Valves   Thermal   Overload    Protection   Si/or   Bypass   Devicel  " 

*  South    Carolina    Electric    b  Oas   Co.      84/03/22        Spp  22770  267 
24X   Fiche    30-373 . 84 /03/B2, 8403270233 


Q,     Inspection   reports,     IE   Bulletins   b   correspondence 


8403070040  Submits    follnuup    rept  re   violation   addressed    in    IE    Imp   Rapt 
30-393/83-01, detailing    progress   b   completion    schedule    on 
development    of   master    cross-reference   program   for 
identification    of   Tech   Spec    components 

DIXONiO   W        South   Carolina   Electric    b  Oas   Co        83/09/13 
D'RE1LLV,J  P        Region   3r    Offics   of   Director        2pp        22341    260       24X 
Fiche'  30-393,  83/09/13,  B403070040 

B4030700B5   Forwards    IE    Insp    Rept    30-39S/84-O3    on    B40110-13   No 
violations    or    deviations    noted. 

VERRELLI,D  M        Division    of   Project   b  Resident  Programs        B4/02/07 
DIXON,  0   H        South   Carolina   Electric    b  Oas   Co        2pp        23341    210       24X 
Fiche    30-393, 84/03/07,  B4030700B3 

— B40307008B    IE    Insp    Rept    30-393/84-03   on   840110-13  No  violations   or 
deviations    noted    Major    areas    inspected    operational    tafety 
verification,  maint   t>   surveillance    activities,  physical 
protection, Tech   Spec    compliance   b  LER    follouup 
IONATONIS,  A  J        Region    2,    Office    of   Director        CANTRELL,  F  B 
Division   of   Project   b  Re*ld»nt  Programs        84/02/06        7pp 
22341.212        34X  Flche    30-393, 84/02/07,  S403070OB3 

8403070007   For  War  tit    IE    Insp    Rept    30-393/84-02    on   840116-30   No 
violations    or    deviations    identified 

VERRELLI.D  M        Division    of  Project   b  Resident  Programs        84/03/tO 
DIXONrW   0        South   Carolina   Electric    b  Oas   Co        2pp        33947   337.      24 X 
Fiehe    30-393,84/02/10,8403070007 


14 O3 02029 7   Advises    that    util    plans    to    follou    general    guidelines    set 
forth    by    equipment    vendor    Technical    Info   program   rept, 
providing    program   description   required    by    Section   2  S  2    of 
0*ncric    Ltr   83-20. will    be    provided    by    B40430 
DliXQN,  0  M,       South    Carolina   Electric    b  Oas   Co.       B4/02/29.       DENTON.  H  R 

Office    of   Nuclear    Reactor   Regulation,     Director        2pp         22440:064 
24X    Flche    30-393,84/02/29,8403020297, 


— B403070013   IE  Insp  Rept   30-393/84-02  on  B40116-20  No  violation*  or 
deviations    Identified   Major   areas    inspected    emergency 
preparedness 

STODDART.P  0   ,    KREN.J  L    ,    JENKINB.O.R.      Region  2,    Office    of 
Director        84/02/09        flpp        22347  339        24X   Fiche   30-393,84/02/10, 
8403070007 


B403160303   Forwards    IE    Insp    Rept   30-393/84-01    on   B4.O116-19  No 
violations    or    deviations    noted 

VERRELLI.D  M        Division    of  Project   b  Resident   Programs        B4/03/19 
DIXON,  0   H        South   Carolina  Electric    b  Cat   Co        Spp        22660   066,       24X 
FlchB    30-393,84/02/15,  8403160303 
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--8403160-309    IE    Insp    Rept    50-395/B4-OI    on   B40116-19   No   violations    or 
deviations    rioted    Major    areas    inspected    lab    QC    program, 
chemical   !.   radi ochemical   procedures,  airborne   effluent 
sampling  roe-tfiodology   &   re-suits   of   split   samples 
KUZO,  Q    B    .     THDUP,G    L        Region   S,    Office    of    Director 
PIONTQCMEHV.  0  H       Division    of  Engineering   b  Operational   Programs 
31/02/13         ilpp         S2660   OAB        24X   Fiche    50-393,  84/02/13,  B4O3160303 

9103070123  Ac*    receipt   of  B4O1IO   Itr   informing   WRC   of  step!    ta*en   to 
correct    violation*    noted    in    IE   Insp    Rept    50-395/63-38 
LEWIS.R   C       Division   af  Project  &  Resident  Programs       04/02/24 
DIXON.O    W        South    Carolina   Electric    t-  Dae    Co         Ip        32538    214        24 X 
Fiche    50-395,01/03/24,8403070125  ' 

--84O3070129  Retporidi    to    NRC   B4O111    Itr   PB   violations   noted    in    IE    Imp 
Rept    50-395-/B3-3B  Corrective  actions   testing   satisfactorily 
performed   on   both   diesel   generator   breakers   while  escalating 
in    Mode    2    Valves   LCV-119  C    tc  D   satisfactorily    tested 
DIXON.O  M         South   Carolina    Electric    «.  Oas   Co        B4/O1/10 
D'REILLV-J  P       Region  2,    Office   of  Director        Spp       2353S  SI  S       24X 
Fiche    30-39S,  B4/03/24,  B403O70125 

— 84O3070131    Forwards    IE    Insp    Rept    SO-373/B3-3B   on   B31212-1S    lc   notice 
of   violation 

LEWIS.  H  C  Division  of  Project  i  Resident  Programs  B4/01/11 
D!XON,0  U  South  Carolina  Electric  t  5at  Co  2pp  32S3B  320 
24X  Fiche  30-393, B4/O2/34.  B40307O125 


8402090043   IE    Info   Notice   B4-19,    "Tuio   Events    Involving   Unauthorized 
Entries    intn    PUR    Reactor    Cavities    "    &vc    list    encl 
JORDAN-  E  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post   830103)        B4/03/31  Consolidated   Edison   Co      of   Neui 

York.     Inc         123pp         22823    229         24X    Fichu    50-000, B4/O3/21,  B4O2090043 

840209004-1    IE   Info   Notice   04-20-    "Svc   Life    of   Relays    In   Safety-Re  lated 
Sys   "   Svc    list    encl 

JORDAN, E  L       Division   of   Emergency   Preparedness   h  Engineering 
Response    (Past   B30103)        34/03/21  Consolidated   Edison   Co      of   Neu 

York!     Inc         135pp         22933    O01         24X   Fiche    50-000,  B4/Q3/21 ,  B4QE090044 

R     Periodic    operating    reports   ti   related   correspondence 

9403030039  Monthly   operating    rept   for   Jan    19B4   W/840213   Itr 
LOIQNDN.Q   A    .     DIXQN,  0  W         South    Carolina    Electric    t<   Das    Co 
B4/01/31         Bpp         22442   261         24X    Fiche    30-395,64/01/31,8403030039 

B403300145  Monthly    oparating    rept    for   Fob    1984    H/840314    Itr 
LDIONON,  0   A    .    DIXON.Q   W         South    Carolina    Electric    &   Gas    Co 
84/03/29       BARRY.  L  W        Office    of   Resource   Management.    Director        Spp 
22H20    072         34X   Fiche    30-395,84/02/29,8403300145 


S     Reportable   occurrences.    LERs   &  related   carrjspondenc e 


— B403070133  Notice   of   violation   from   insp   on  831213-13 

*     Region  2,    Office   of   Director       B4/OI/11        Ip       2233B   322       34* 
Fiche    50-39&,  64/03/24,  8403070135 

—840-3070136    IE    Insp    Rept    30-393/63-38   on   B31313-15  Noncompl  lance   noted 
failure   to   perform   slave   relay    to  actuated   device  continuity 
tests   d   operational    modes    changed   w/dlesel   generators 
inoperable 

flUFCHER.fi   C    ,    HEHL,  C    U        Region   2,    Office    of   Director 
CANTRELL.F  S        Division   of   Project  &  Resident  Programs        84/01/10 
Bpp         2253B    223        34X   Fiche    50-395.  94/02/B4.  B4D3070125 

a401WO072    IE   Info  Notice   B4-13.    "Potential    Deficiency   in  Motor 
Operated    Valve   Control   Circuits  &  Annunciation   "  Svc   list 
encl 

JORDAN,  E   L       Division   of   Emergency   Preparedness   ti  Engineering 
Response    (Post    830103}         64/02/28  Consolidated    Edison    Co      of   Neu 

York,      Inc         115pp         33909   339        24X   Fiche    50-000,04/02/28,0401190072 

8403090007    IE   Info   Notice  B4-14.    "Highlights   of   Recent  Transport 
Regulatory   Revs    by    DOT   t<   NRC    "   Svc    list    encl 

GRACE.  J   N       Division   af  QAi    Safeguards  t   Inspection  Programs    (Post 
B3D1O3)         B4/O3/03  Consolidated    Edison   Co      of    Neu   YDrl.     Inc 

130pp         22352    329        24X   Fiche    30-000.  94/03/02,  8402090007 

840209000B    IE   Info   Notice  B4-l£>,    "Failure   of   Automatic  Bprlntler   Sys 
Valves   la   Operate    "   Svc    list    encl 

•JORDAN,  E   L       Division   of   Emergency  Preparedness   &  Engineering 
Response    (Post   &30103)        B4/O3/02  Consolidated  Edison   Co      of  Neu 

Vork,      Inc         33Spo         2'3953   09B        34X    Fiche    30-000,04/03/02,0403090008 

840209000?    IE   Info   Notice   84-15'    "Reporting    of  Radiological   Releases    " 
Svc    list    oncl 

JOHDANi  E   L       Division    of   Emergency   Preparedness   ti  Engineering 
Response     (Post    B30103)         B4/03/OS  Consalidated    Edison    Co      of   Neu 

York,      Inc         119pp         33553   217        24X   Fiche    50-000,84/03/02,8402090009 

B403090Q11     IE    Info    Notice   B4-17,     "Probllms    U/Ll^uid   Nitrogen    Cooling 
Compgnints  Qelaut  Nil    Ouctllltij  Temp    "   Svc    list   encl 
JQRDAM.  E   I.        Divisign    of    EmersEncij   Preparedness    (<  Engineering 
Response    (Past   830103)        84/03/05  Consul idati d  Edison   Co      of  N*ui 

YorV,     Int         117pp         22553    336        24X   Fiche    50-000,64/03/05,8402090011 


8403310033  Part   21   rept   re    failure   of   auiiliary    feeduater    pump    drive 
turbines, Oimpel   NPS-4   TiT   valve, to   close   End    Itr   d  td   B40203 
sent   to    listed   utils   GE  notified    of   affectBd    units    in   DWR 
p lants 

THERDUX,R    R         Terry    Corp         84/02/22         WOODRUFF, R    W         Director's 
Office,    Office   of    Inspection   and   Enforcement        6pp        22706   337        24X 
Fiche    30-000,  84/02/22i  8403210032 

B403070337   Special    Rept    SPH    B4-OO2    on    840131 ,  f ire-rated    wall     in    Room 
63-15,  control    bldg,  463-f t    elevation,  degraded    by    hole   appro x 
2-inch    in   diameter    from   chair    pushed   against   wall    Damaged 
area  not   repaired    until   840316, due    to   personnel    error 
D1XOM, 0  W       South   Carolina   Electric   b  Oas   Co        B4/02/39 
O'REILLY.J  P        Region   3,    Office   of   Director        2pp        23546   307        34X 
Fiche    50-393.  84/02/29,  B403O70337 

8403060242  UER  84-006-00   on   BAO131,  noted    that   overcurrent    protection 
devices    for   plant   paging    sys    not    included    in   Tech   Spec 
384  Rev   to   Tech   Spec   will    be    submitted   adding   acceptable 
fuses   U/840301    Itr 

KQON,A  R   .    DIXDN'd  W        South   Carolina   Electric   &   Oas   CD        84/03/01 
2pp         23516    155        21X    Fiche    50-395,34/03/01,0403060342 

8403060351   LER  84-007-00   on   B40227,  potent ial    bomb    threat   received   via 
telcon   Cause   unbnoum   Search    of   412   ft    elevation   af   control 
bldg   conducted   u/negative    results   Plant   returned    to   security 
condition   green  H/Q40302    Itr 

KODN.A   R    ,     DIXON.Q   W        South    Carolina    Electric    i.   Gas    Co         B4/03/02 
3pp         22319   OB2        S4X   Fiche    30-395,  84/03/O2,  S4O3060351 

B4030B0153  LEI)  84-O10-00   on   840309.  reactor   manully    tripped    at   8*/.   pouier 
Plant   eiperlenced   problems   ui/tnaln    turbine    speed    control 
Cause   unknown   Reactor   coolant   pumps   restarted   Operating 
procedure   revised   W/Q40305   Itr 

KOONiA   R   .    DIXON,0   W        South   Carolina   Electric   &   Qaa   Co         84/03/O9 
2pp         22559    291         34X   Fiche    30-395.84/03/03,0403080153 

B4O3090053  LER   84-O08-00   on   840307,  loin-low   level    In   steam   generator   B 
tripped    reactor   Caused   t>y    electronic    card   FCV-4BB   control 
clrcuitru   failure   partially    closing   main    feeduiater 
regulating    valve    Post-trip    revieu    conducted    W/B4O305    Itr 
HOON.A   R   ,    DIXDN.O   U        South   Carolina   Electric    b   Oas   Co        B4/03/09 
3pp         22975    333         24X    Fiche    30-375, 84/03/OSi  0403090082 


B402090024    IE   Info   Notice  B4-O9. Rev   1,    "Lessons   Learned   From    Insps   of 
Fire   Protection  Safe   Shutdown   Sys   "   Svc    list   encl 
JORDAN,  E  L       Division    of  Emergency   Preparedness   tt  Engineering 
Response    (Post   B30103)        B4/03/07  Consolidated  Edison   Co      of  Neu 

York,     Ine        tlBpp        22635  049       24X  FichB   50-000,64/03/07,840209003-1 


B403090249  LER  84-009-00   on   84030B.unit   tripped    on    low-low   steam 
generator    level    in   steam   generator   C  Caused   by    low   feedu*ter 
temp   Plans   made   to   restart   reactor   W/840305   Jtr 

HOON-A   R   ,    DUON.  O  W        South   Carolina   Electric    t.   Oas   Co        64/03/05 
app         22372   224         24X    Fiche    50-395,84/03/05.8403090249 


8402090028    IE   Info   Notice  B4-1S.    "Stress   Corrosion  Cracking    in  PUR 
Syi    "   Svc    list   encl 

JORDAN,  E  L       Division    of   Emergency   preparedness   h  Engineering 
Response    (Post   830103)        84/03/07  Consolidated   Edison   Co     of  Neui 

York.     Inc        SlSpp        225-94    IBb       24X  Fiche   50-000, 84/03/07.  84020900SB 

B4 03090 031    IE  Bulletin  64-02.     "Failures   of  OE  Type  HFA  Relays    In  Us«    in 
Clas<    IE  Safety  Sys   "   Svc    Hit  end 

DEYdUWQ.n   C        Director's   Office,    Office   of    Inspection   and 
Enforcement        34/03/12  Consolidated  Edison  Co      of   Nau   York,    tnc 

134pp         22G23   074         24  X    Flch»    50-000,  84/03/12.  8402090031 


B403130860  Special    Ftept    Spfl    S4-OO3    on  B4O125,  s«  1  *mlc    Instrument 

IYK-1783  removed    from   svc    to   verify  calibr   Caused    by 

damaged    integrated    circuit   chip   Mod  change.  r«lnstallation   d 
testing    in   progress 

DIXON.d   U        South   Carolina   Electric  &  Gas   Co        84/03/05 
O'REILLYiJ  P        Region   2,    Office   of   Director        Bpp        32614    176        24 X 
Fiche    30-395,94/03/05,  B403130260 

8403130371   LER  84-011-00   on   S40210. reactor    tripped    due   to   turbine   trip 
on    lou   discharge   pressure    of    shaft-driven   oil    pump   Caused 
by   procedural    Inadequacy    in   not  verifying   motor    suction   pump 
operation   prior   to   restart   U/84O30B   Itr 

KdQN.A   R   .    DIXONrD  W        South   Carolina  Electric   t,  Sas   Co        84/03/00 
3pp        22613    ISO        24X   Fiche    50-395,84/03/03,0403130371 
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B4O319034S   Supplemental    Part   21    rept    re    failed    engine    thrust    bearing 
Plugs    properly    Installed    in    both    units   Unite    Free    of 
potential    defect 

MORIARTY.J  M        Colt    Industries,     Inc         84/03/O8        KEPPLER,  J   0        Region 
3.     Office    of    Director          lp         33675   O49         24X    Fiche    SO-OOO,  B4/03/OB. 
6403190248 


-S3O310O47&  Forwards    util    S30223  submittal    in  response    to    telcon  duping 
uihich    remaining   Phase    I    open   items    of    "Control    of  Hsavy 
Loads    -   Case   Revieus,"    mere    discussed   W/o   encl 

CLEMENSuN.F         Aujiliaru.    Systems    Branch         NRC-20-I0-3BB         B3/03/28 
9T1CKUEY,  T   H        EQtO.     Inc          lp         32383   36O         24X 
Fiche    3O-OOO,a4/Oa/13,a403080l79 


84Q3130042   LEH  B4-012-OO   on   040214,  leak    rate    test    not   performed    on 
reactor    bldg    emergency    escape    hatch    within    72   h    following 
closure    Caused    by    personnel    error   Special    Instruction 
iasued    W/840312   Itr 

KOON.A   R    .    DIXON.O   M        South    Carolina    Electric    i.  Gas   Co         84/O3/13 
Zpf,        33643    123         24X    Fiche    30-393,84/03/13,8403190043 


-B304060977    Requests    saarch    for   documents    re    gpvt    litigation    ui/util     on 
five    specific    issues 

SLAGGIE.EL         Office    of     the    General    Counsel         83/03/23 
DlRCKEi  W   J        Office    of    the   Executive   Director    for  Operations        lp 
32593    314.1         24X    Fiche    SO-OOO.  84/O2/13,  84O308Q179 


V      Operator   Eliminations 


84Q32902B4    Forwards    summary    of    B402O2-03    operator    t    senior    operator 
r  e-o.ual  1  fication    exams    Requalif ication    program  meets    10CFR53, 
App    A  r equipflmenti    to    maintain   continued    qualification    of 
licensed    personnel 

VERRELL1.D  M        Division   of   Project    C.  Resident   Programs         84/03/19 
DIXON, 0    W         South    Carolina    Electric    &    Oat    Co          4pp         22 BOO    040         24X 
Flehe    30-393,84/03/19,8403290284 


DOCKET  90-396  UNIV    OF  VIRGINIA  CAVALIER  REACTOR 

R      Periodic    operating    reports    It   related    correspondence 

B403O10397   Annual    operating    rent   for    1983 

FARHAR,  J  P        Virginia,    Unlv      of,    Charlottesvi llej    VA        84/03/16 
Division    of    Licensing         IQpp        22433  O93        24 X   Fiche    3O-062,  B4/O2/16. 
S4Q301Q397 


— S30407O113  Recommends    that   radiation   exposure   records   he   retained    for 
1    yr    prior    to   disposal    fief   Murphy    to  Varga  801222 
CDNOEL.F    J         Radiological    Assessment    Branch         B3/04/01 
SCHUENCER.A         Licensing    Branch    2         lp         32593337        24X 
Fiche     SO-OOO,  94/02/13,  8403080179 

B4030902BB  Fifth    partial    response    to   FOIA  request    for   lii    categories    of 
documents    re    Facilities  Forwards  App   A  documents  App  A    &  8 
documents    also    available    in   PDR  Documents    listed    on  App    C    & 
D    located    In  Central    Files   It   not   available    publicly 
FELTON,  J  M        Division  of   Rules   and   Records        04/03/17        ANDERSON,  S    I 

Qarvey,     Schubert,     Adams    fc   Barer        9pp        32901    28?       2flX 
Flchfl    30-397,  84/02/17.  B40303O2B8 

— 7908010332    Responds    to   7904O5   Region   3   comments    re  Revision   4   to 
NPP8B-GA-QO4,     "Operational    QA  Program  Description    " 
Expresses    intent    to   request    util    to   delete   Section  3   3  & 
entirely 

HAASS,  W  P        Quality   Assurance  Branch        79/03/01        0RV AN.  S  E 
Division    of   Reactor  Operations    Inspections        l,p        S2501    309        24 X 
Fiche    30-377,34/02/17,8403090390 


DOCKET  30-377  WPPSS  NUCLEAR   PROJECT,    UNIT  2 

A      Application/construction    stage    documents   &    correspondence 

B403O1OOSO  Third    partial    response    to   FDIA   request    for    six    categories 
of    documents    re    facility    Forward E   App    A   document*   App    A 
documents    also    placed    in   PDR   App    0    documents    will    be   placed 
In    PDR    upon   request    Review   continuing 
FELTON,  J  M        Division   of    Rules   and    Records        B4/O1/17        ANDERSON, S 

Oarvey,    Schubert-     Adams    b   Barer        4pp        32446   293        34X 
Flcho- 30-000,84/01/17,8403010030 


— BU01900-3I    .Responds     to    B1O723   FOIA   B1-37S   request    for   dA   documents     for 
HPpSB    All    documents    re    evaluation   of    licensee   QA  programs 
are    in    PDR 

HAASS, W   P         Quality   Assurance    Branch         81/10/03        WILSON,  V   H 
Management  Analysis   Branch        2pp        33901    310        24X 
Fiche    50-397,84/OH/17,B40309D38B 

— 8201300336  Forwards    data    for    fee   assessment    re  OA   Branch    review  of 
WPP8S-Q1A-004,     "Operational    OA  Program  Description   " 
HAASS,  H  P        Quality   Assurance   Branch        93/01/14        GEIiKOW.H  N 
Management  Analysis   Branch        2pp.        23901    314        24X 
Fiche    30-397,84/02/17,8403030388 


— 8.303100483  Dlscuisgs    status    of   DL   application*   Review   of    encl    WPPSS 
93O712    Itr    requested    in    order    to    determine    present   status    of 
Unit   3    for   billing    purposes    W/o    end 
MILLER,  W  a        Uionse    Fee   Management    Branch         B3/08/05         F OWNER.  R   L 

Regulations    Division        2pp        22446  336        24X   Fichu    30-000, 
84/01/17,8403010080 

84Q30BO179  Fourth    partial    response    to    FOIA   requ»st    for    six    cateflorles 
of    document*   re    facilities   Forwards   App    A   docu.men.ts   App    D 
document    entirely    withheld    (ref  FOIA  Exemption    S)    Review   of 
add!    documents    »ubj    to    request   continuing 
FELTON,  J  M        Division   of    Rules   and    Records        94/02/13        ANDERSON.  S    I 

Oapvey,    Schubert,     Adams    &   Barer        7pp        33983   226        SI  X 
Flehe   30-000,84/03/13,8403080179 

— 8007090737  Forwards    airuorth iness    alert   re    corrosive    tt    abrasive 
characteristic*    of   volcanic    ash    whlcn    has    Fallen    in  Pacific 
Nurthiiiist    Questions    re    ash    amount,  cheml s try    &   siie 
distribution  uiill    be    forwarded   to   licensees   W/o   encl 
JACK80N.R   E        Qaosclencei    Branch        8O/06/12        VOLLMER.ft    H 
Division    of   Engineering         2pp        329B3  338         24X 
Fl che: 30-000, 84/02/13,  B403080179 

— B1O1O607&7  Notifies    of    findings   of    possible    capable   fault    ntar 
facility 

JACKBON, R   E        Oeosclences    Branch        SO/ 10/27        ROUSE, U    C         Advanced 
Fual   fr  Spent  Fuel   Licensinj   Branch        lp       33583  2i7        34X 
FIChe    90-000,84/02/13,8403080179 


C      Utility    Environmental   Report    (ER),    amands  &  correspondence 

S4O30B0179    Fourth    partial    response    to  FOIA  request    for    six    categories 
of    documents   re   facilities    Forwards  App   A   documents  App    B 
document    entirely   withheld    (rep  FOIA  Exemption   S)    Review   of 
addl    documents    subj    to   request    continuing 
FELTDN,  J   H        Division   of   Rules    and    Records        B4/OS/13        ANDERSON.  S    ! 

Q-arvey,     Schubert,     Adams    &    Barer         7pp         33583   326         24X 
Fiche    90-000,B4/Oa/13,B4030B0179 

— B3O310037O   Recommends    environ   rept    be   accepted   Addl    questions   re 
external    appearance, plan t    lauout    &  soc loeconomles   of    single 
unit    operation  will    be    submitted 

BEGAN,  W   H         Siting    Analysis    Branch         B3/02/29        ADENSAM,  E   0 
Licensing    Branch    4        lp         32S83  338       24  X   Fiche   SO-OOO,  B4/02/  13i 
B4030B0179 

D      NftC   Draft/Final    Environmental    Btataments,    suppls   b  correspandlnce 

B403OBOI79   Fourth    partial    response    to  FOIA  request    for   six    categories 
of    documents    re    facilities    Forwards   App   A  documents  App    B 
document    entirely    ultnheld    (ref   FOIA  Exemption   3)   Reviau  of 
addl    document*    subj    to   request    continuing 
FELTDN,  J  M        Division  of   Rules   and    Records        B4/02/13        ANDERSON,  6    I 

Oarvey,     Schubert,    Adams    t   Barer        7pp        22383  226        24 X 
Fl che- SO-OOO,  94/02/13,9403080179 


-8, 1 043O0020  Responds    to   510414   memo    re   util    request    for    clarification     In 
y»B    of    ASME   code    cam    Util    use    of    code    cacet    u/o  prior    NRC 
approval    is    Inadvisable    dirt    to    potential    hardship    Por    user 
B08NAK,R   J        Mechanical    Engineering    Branch         81/04/21 
YOUNOBLODD, E   J        Licensing    Branch    1         lp        22583  380        34X 
Fiehe    30-000,84/02/13,8403080179 


-80033S0477   Forward*    hyrfrologic    engineering    question*   re    proposeoi  watte 
treatment    syi   Response   mill    supply   necessary    Info  re   design 
bails    for    seepage    (<   f  loading,  Also    forwards    generic    questions 
re    floodplains    Info  will    assist  NRC    environ   review 
SEUU9.D  E,       Environmental    Projects  Branch    3       SO/03/07 
RENBEROER.  D  L        Washington   Public    Power   Supply   System        3pp 
22903   253        SIX   Fiche    90-000, B1/O2/13, 84030BOI79 


-B.1112O0219    Informs    of   receipt   of    telcon    from   Vakamar    Indian   Nation 
requesting    that    tribe    be    given    full    rights    in    facilities 
proceedings 

TEDEBCO, R   L        Assistant    Director    far    Licensing         81/10/31 
KETCHEN, E        Hearings    Division         lp         83893  3tO        24X 
Fiche    80-000,84/02/13,8403080179 


-80D3370142   Discusses    suspension    of    facility    preoperatlonal    aquatic 
monitoring    program   Suspension   approved   Operational 
monitoring    program    results    should    not   be   affected   by 
suspens 1  an 

SAMWORTH, R    B        Environmental   Specialists    Branch        80/O2/29 
SELL6, D    E        Environmental    Projects   Branch   2       2pp        223B3  337        24X 
Fiche    5O-OOO,  B4/03/13,  B4030B0179 
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0403140220   Forwardt    State    af   WA   Dfpt    of    Fisheries    response    to   CIS 
Reiponse    received    after    state    reiponie    forwarded    to   WHC    End 
ifiould    be  attached    to  other    itate    agency    Itri 

SDBLIE.O        Wiihinjton.     State    of         84/03/li        KNlOHTCN      NRC    -No 
Detailed   Affiliation    Qiven         3pp         2266O    121         241 
FUhe   50-397,  84/03*16,  a*D31b<J229 


B40313031B  Application    for    am-ntf    to    Lie.n.e   NPP-Bl  .  con»  1  •  tlnj    of 
•  dmlntitr.tiv.   4   technical    T.ch   Bp-c    ch.ng..   No    .lontfU-nt 
haisvili   or    unrevlewed    i«f«.tli    nu«»tion«    utlt    r»«ult    from 

SQHENSEN.G   C         Washington    Public    Power    Supplg    Sgtt-ffl         B4/03/O9 
SCHweNCER.A        Licensing    Branch   2         5PP         22607   Z4B        H4X 
Fiche    30-397,84/03/09,9103130310 


E     NRC  Safitg   Evaluation  Report    ISER),    suppls    it   correspondence 

B403080I79   Fourth    partial    re»ponsi    to   FQ1A   request    for    ill    categories 
of    documint*    r»    facilities   Forward*   App    A   document!   App    B 
document    entirely    uitMield    <ref   FQIA   Eitaption    3)    R«vtew   of 
addl    dotum«nts    »ubj    to    request    continuing 
FELTDN.J   M        Division   af    Fluid   and    Records         B4/02/13        ANDERSON.  S    I 

Carvig.     Ethuftert.    AJJfl»    &   Barer         7pp         22383   226        H4X 
Fich*   30-000,94/02/13.8403000179 

--BOOS130793   Providei    status    of   EEfi    Inputi    &   acceptance   reviews    for   DL 
CP   application!   Schedule    ihouU    be  net 

BURKE.  HC         Effluent   Traataitnt    Svitrat   Branch         BO/03/06 
KRECER.H   E        ftsilttant    Director    for    Site    Analyiii         lp         22SB3   233 
24*    Fich*    30-000,84/02/13.6403080179 

—  8103040052  Fortsjrds    ihort    fc    long-term   OL   1   CP   review   schedules.  in 
response    to   BOJ2I6   meeting    u/USCS   Lilt    of   OL    plant   reviews 
fur   Mhich    NRC    tentatively    plan*    to    seek    USSS   afiistance    li 

provided 

JACKSON.R   E        Qeoiciinces    Branch         NHC-03-BO-1  13        BI/O1/3I 
DEVINE.JF         Inttrlor,     Dipt      of,     Oiolojlcal    Survey         5pp 
32383   272        24X   Fiche    50-000,  84/02/13,  B4030B0179 

B40309O12I    Adviitt    that    24    h    humidity    tut    of    thrst    *af  et«-P»l«ted 
conpaninti    per   SSER   4    (fflJREO-OB92)     iat  i  ifactori  Ig    conpUttJ 
SOHENSEW.O   C        MasMngton    Publlt    Powir    Supply    Sgiten        B4/03/01 
5CHUENCER.A        Licentlng   Branch   2         lp         23576   066        34  X 
Fiche    SO-397.  84/03/01.  6403070121 


B403130227   Foruardi    info    ri    shift    (iptrienci,  per    DP   Schndl    940301 
Itr   t,   SER    (WUFEC-OS93)    Ltceniad   cUnroooi    training    t   elan 
conducted 

SDSeNSEM.C   C         HalMngton    Public   Power    Supply    Sgstem        S4/O3/O9 
DENIDN,  H  R       Offlo    of  NucUar  Rcjetor   Regulation.    Oirtctor        7pp 
22606   231         24X   Flchi    50-397,84/03/09.8403130227 


—  B403130330  Proposed   Tech   Sp>c   ch»nge«    r"   Fir*   detection 

Initrumentat  ion 

«      Washington   Public   Power    Supplg     By  »  tern        84/03/09        ZOpp 

32607    333         SIX    Fled*    30-397-  84/03/09,  B40313031D 

B403260006    Inform*    that    function*!    training    for    per»onnel    necti»«rv     to 
itaff    requii-ement*    per   Tabli    B-l    of    NUREO-06S4   fc   *t«ff    k*« 
emcroancg   program  po»ltlati«    not    Included    In   Tabl«   H-l 
complete,  per  License  Condition  2*  &    BSER   A 

BORENSEN-C  C        (Jaihington   Public   PouJ«r    Supply    Sgttem.       94/03/19 
BCHHENCERiA       Licensing    Branch   2         lp         EB747  337        24X 
Flche   90-397,84/03/19,0403260006 

9403270141   Diicutiei    updated    itatus    of    Llcenilnfl    Condition    (1A)    r« 
*mero«nci|   re«pon»e    capabllitu    Tr*ntl«nt   Data   Acquisition  But 
fc  Oraphlci   Display    Syi    computer*   nou    function*!. 

SORENSEN.OC        Washington   Public    Pow»r    Supply    9«ito™        94/03/23. 
SCHUENCER.A        Licensing    Branch  S        2pp..       B27i9'  143.       B4X 
Fich*    30-397,94/03/22,8403270141. 

0      Adjudicatorg    correipondence 

8403010030  Third    partial    nsponsa    to   FOIA  r*que(t    for    itx    cataflorlei 
of    documents  re    Facility    Foruardi   App    A    docuoiints   App   A 
documents   alio   placed    In   PPR   App    B    document*   will    ba   plac*d 
In  PDR    upon  request  nevleu   continuing 
FELTON.  J  H       Division   of    Rule*  »nd   Racords        94/01/17        ANDEflBON*  8    I 

Garvev*    Schubert,    Adams    t   Barer        Ipp         38446.293        H4X 
Flche    30-000,84/01/17,9403010030 

—  8304060333  Requests    search    for  relevant    doeumsnti    ro    goVt    litigation 

u/utll    Response    due   bg    8304QB 

GRIH3LEV,  D  H        NRC    -  No    Detailed   Affiliation   Qiven        B3/O3/29 
F1TTI.C        Atomic    Safttg    and    Licensing    Board   Panel,       lp         82446   314 
24X   Fiihe   30-000,94/01/17.5403010030 


S403260D06    Inforoii    ttiit   functional    training    for   personnel    neceiiarg    to 
itaff    requirement*    p*r    Tablt    B-l    of   WREO-O45*   (,    ttaff    teg 
emergency    program   poiltiont    not    included    in    Table    B-t 
complete,  pir   Licenx   Condition   24   &   SSER   4 

SOHENSEN.  C   C         MaiMngton   Public    Pouir   Supplg    System        94/03/19 
SCHHENCER.A        Liceniing    Branch   2         lp         22747   357        24X 
Fiche    SO-397.  84/03/19.  9403360006 

8403270220   Advises    that    equipment    qualification  program   &   RCIC    igs 

reviewed, per   NUREO-OB92,  SER    Outstanding    Itiu*  1    7(9), mods    to 
autanatlc    depreisur i iat ion    igs  RCIC   valves   required   for 

containment    Halation  remain    in  qualification  program 

SOBENSEN.  G   C        IVaihington   Public    Power    Supplg  Sgstem        B4/O3/22 

SCHWEHCER. A        Licensing    Branch   2         lp         22770  269        24X 
Fiche    30-397.  84/03/22,  8403270220 

F      Security     medical,     soergencg   &   fire    protection   plans 

B403M0179  Fourth  partu]    reiponn    to  FOIA  no.u««t    for   sii    categories 
of   tfocusenti   re    facllitm   Forward*   App   A   document*  App   B 
docunent    entirely   withheld     (rlf   F01A   Gumption    5)    Review   of 
ildl   dotuntntt    sub)   to   request  continuing 
FELTON, J   h        Civilian   of    Rules   and   Records         84/02/13        ANDERSON,  S    I 

G«rv*<f.     Schubert.     Adams    (.    Barer         7pp         S23S3   226        34X 
Flche    50-000,84/02/13,8403080179 

—620119027?   Forward*   C<ntral    Files    version   of    "Description    of   Early 
Warning    Sg»    for   HPPSS   Nuclear   Plants    1,2   S,   4,"    in   reiponit 
to  NRC  B10720   Itr   rt  proept   notification    In   event   of 
emergency  s^i  will   be    in  place   prior   to  QL   issuance 
BQUCHEV.G   D        Uathtngton   Public    Pouer    Supply    Sgttem 
TEDESCO.fi  L       Assistant   Director    For  Lieen»ing        le 
24X   Fiche   50-000,84/02/13, 8403080179 


82/01/11 
223B3   321. 


-8208120240  Forwards  Central    FiUi   version   of   revised   page    to  Revision   2 
of   emtrgtnjg   plan  adding    local    fire   dipt*   uithin   2O  miles   af 
facility   to   backup    fire   protection   ivc* 

BOUCHEV.C   D        Ujihington   public    Poutr   Supplg   System         B2/08/03 
SCHWEHCER.A        Llceniing    Branch   2        2pp         233B3   34S        34X 
FlChe    30-000.  B4/02/13,  B4030B0179 

-e30B1202«  Cer-tral  File,   v.rslon  of   revised   page    to  R«vt,i<m  z  of 
tmratntf   plan  re   provlUon   nf   bactup    fir*    protection    ivei 
•     Wathlnaton  Public  Pauer    Gupplv  Sgitgm        Q2/OB/03        lp 
24X   Fiche    SO-000,B4/02/13,84030B0179 


J      Insurance  It   Indemnltg    information 


8403060377  Forwards    Endorsement    B   to   MAEL.U  Pollcg    HF-110    b 
13   b    14    to   NSLIA   Policg    NF-27O 

ASHBURN,  D  J       Harsh    1  McLennan,     Ine          04/02/88        9ALTZMAN,  J 
Anistant   Director    for  State    &  Llcanivc    Relations        4pp. 
24X  FIchB    30-397,94/02/28,8403060377 


B40327O207   Submits   annual    rept    of    insurance    coverages    for    f'cilltg 
SORENSEN,GC,      Washington   Public   Poui*r    Supply   System       B4/03/S3. 
scHMENCGRrA       Licensing  Branch  2,       lp         22772   170       24X 
Fiche   30-397,  84/03/23,  8403270207, 

P      Operating    license    stage    documents    b    c  orraspondence 

8403030292  Notification   of    840301    meeting    w/uttl    In   FHchland,  WA   to 
discuss    licensee   readiness    for    full-pe-unr    operation,  Aj«nd« 
end 

AUUUCK.R        Licensing    Branch    S        84/02/33        SCHWeNCEB,  A        UeBntlntj 
Branch    2        4pp        S2301    207        24K   Fich*  :  5O-397,  04/02/23,  8403090293. 

B403020330  Forwards    operatlnj    e«perlence)     survty    in   response    to   Generic 
Ltr  84-02,     "Notice    of   Meeting    re   Facilltg    St»a*ing    » 
SDRENBEM,OC        Washington    Public    Power    Supply   System        84/02/34, 
SCHHENCER.A        Licensing    Branch    S        8p.p          23439'208.       B4X 
Fiche   30-397,84/03/24,8403020330 

S403090236  Application    for    amend    to   Liet-n*e   NPF-Sli  revislno    Llc«n*e 
Condition    13  re   pal  t-accldent    sampling-  Class    II    amend    fee 
end 

SOHENSENrGC        Washington    Public    Pouer    Supplg    System        84/03/01. 
BCHWENCER-A       Licensing    Branch   2        9pp.        2S37S-  293        24  X 
Fiche.  30-397,  84/03/01  ,  8403090234 

S403130480  Adviies   of   effort   to   detarmlno    "fftct  of  dead    leg   piping 
extending    into    secondary    containment,  p  «r    NUREO-0737.  I  Urn 
II    B  2  fc   util   830916    Itr    re    environ    qir*  1  1  ficatlon    of 
safety-related    equipment 

SQRENSEN.O  C,      Washington   Public   Power    Bupplg   Sustem,      84/03/05. 
SCHWENCEfi.A       Licensing    Branch    3        2pp.        32613.214.       S4X 
Flche  50-397,04/03/03,8403130400 


DOCKETED  ITEMS 


285 


8403280283  Requests    certification    that    Tech    Specs    accurately    reflect 
plant'  F8AR.  SER    analysis    b    other    documentatl  on   within    10 
days   Proposed    changes    should    be    identified 

EIBENHUT.D   Q        Division    of   Licensing        04/03/09        MAZUR.D   W 
Washington    Public    Power    Supply    System         2pp          23BOB   Oil          24 X 
Fiche    30-397, 84/03/OB,  8403SB02B3 


8402090007    IE    Itifa   Notice    84-14,     "Highlights    of   Recent    Transport 
Regulatory    Revs   by    DOT  &  NRC    "  Svc    list    end 

GRACE,  J  N        Division    at   QA,    Safeguards   &    Inspection  Programs    (Post 
830103)        B4/O3/02  Consolidated    Edison   Co      of  Nem  Vork.     Inc 

t30pp         22532   329         24X   Fiche    5O-OOO,  84/03/02.  B402Q90Q07 


84O3130318  Application    for    amend    to   License   NPF-21, consisting    of    listed 
administrative   b    technical    Tech    Spec    changes    No    significant 
haiards    or    unrevieued    safety    questions   uill    result    from 
changes 

BORENSEN.Q   C         Washington    Public    Poiuer    Supply    System         B4/03/09 
SCHWENCER.A        Licensing    Branch   2        5pp         B36O7  248        24 X 
Fieh*    30-397,84/03/09.8403130318 


— 8403130330  Proposed    Tech    Spec    changes    re    fire    detectio 
instrumentation 

»      Washington  Public   Power    Supply    System        84/03/09 
22607    293         24 X    Flche    90-397,84/03/09,8103130318 


SOpp 


8403200236  Application    to   amend    License   NPF-21 , revi sing    Tech    Specs    to 
correct    time    during    uihich    battery    capable    of    supplying    b 
maintaining    actual    emergency    loads    in      operable    status    From 
B  h    to    S  h 

BOSEN8EN.O  C        Washington    Public    Power   Supply    System        84/03/13 
SCHWeNCER.A        Licensing    Branch    2        3pp        2269O  HOI        24X 
Flche,  30-397,  B4/03/I3,  B4Q320O236 

— 8403200241    Proposed    Tech    Specs   changing    time    during   which    battery 
capable    of    supplying    tt  maintaining    actual    emergency    loads    in 
operable    itafcus    from  B    h    to    2  h 

*      Washington  Public    Pouer    Supply   System        64/03/13        3pp, 
22690  204        24X   Fiche, 50-397, B4/03/13,  B4Q32OQ236 

8403200261    Advises    that    control    equipment    for   air    operators    CBP-AO-3, 
C8P-AO-6  &  CBP-AO-9.  listed    on    Table    B    of    10CFRSO.  49 
justification    for    Interim    operation   revised    to   not 
qualified   Status    to    be    upgraded   by    B 50331    commitment   date 
BORENBEN.Q   C        Washington   Public    Pouter   Supply    System        84/03/14 
SCHUENCER.A        Licensing    Branch   2        2pp        £2690    199        24X 
Flche, 30-397,04/03/14,6403200261 

B4Q322Q06I    Discusses    completion    of    contt   mods    re    pipe   supports   Plant 
mods    physically    completed    &    final    as-built    configuration 
satisfies    technical    requirements 

SORENSEN.O   C        Ha  thing  ton    Public    Power   Supply    System        84/03/16 
BCHMENCER.A        Licensing    Branch    S        Spp        22718    101        24X 
Flche, 80-397, B4/03/16,  8403220061 

8403260165  Advises    that    Human    engineering    deficiencies    identified    In 
Licensing    Condition    16,  Attachment    S, Item  2    corrected 
Deficiency    0-1    30, identified    in   831004   audit   rept,also 
complete 

SDRENBEN.a   C        Washington    Public    Power   Supply    System        84/03/19 
SCHWENCER.A        Licensing    Branch    3         Ip        22750   356        34X 
Fiche:  30-397,  84/03/19,  040326016S, 


8403090008    IE    Info   Notice    B4-16,     "Failure    of    Automatic    Sprinkler    Sys 
Valves    to   Operate    "    Svc     list    end 

JORDAN,  E  L        Division   of   Emergency   Preparedness   d  Engineering 
Response    (Post   B301O3)        84/03/02  Consolidated   Edison   Co      of  New 

York,     Inc          I23pp         32533   09B        24X   Flche    30-000,34/03/02,8402090008 

3402090009    IE    Info   Notice    84-13,     "Reporting    of    Radiological    Releases    " 
Svc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   S3O103)        S4/03/02  Consolidated   Edison   Co      of  New 

York,     Inc         119pp        223S3   217        24X   Ficha  50-000,84/03/02,8402090009 

B402090011    IE    Info  Notice   84-17,    "Problems   H/Liquid   Nitrogen   Cooling 
Components    Btloui  Nil    Ductility  Temp    "   Svc    list   encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    (Post  830103)         B4/03/05  Consolidated   Edison    Co      of  Neu 

YorV,     Int          117pp         22553   336        S4X   Fiche    30-000,84/03/03,3402090011 

B402090024    IE    Info  Notice   84-09, Rev    1,     "Lessons   Learned   From    In«ps   of 
Fire   Protection  Safe    Shut down  Sys    "    Svc    list    *ncl 
JORDAN)  E  l.        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post   830103)        B4/O3/07  Consolidated  Edison    Co      of  Neu 

York,     Inc          118pp         33633   049        34X    Fiche    30-000, 84/03/07,  8402090024 

B402090028    IE    Info  Notice   84-18,     "Stress   Corrosion   Craclring    in  PUR 
Sys    "    Svc    list    encl 

JORDAN,  E  U        Division   of    Emergency    Preparedness   &  Engineering 
Response     (Post   830103)         B4/O3/07  Consolidated    Edison    Co      of   Neu 

YorV,     Inc          llBpp         223B4    1B6        24X   Fiche    SO- 0 00. Q4/O3/ 07,  8402090038 

B402090031    IE  Bulletin   84-02,     "Failures    of   OE   Type   HFA  Relays    in  Use    in 
Class    IE  Safety   Sys    "   Svc    list   encl 

DEYOUNQ.R  C        Director's    Office,    Office    of    Inspection  and 
Enforcement        84/03/12  Consolidated   Edison  Co      of   New   Yori,     Inc 

134pp         22B23   094         24X    Flche    50-000.84/03/12,8402090031 

8403270118  Requests    approval    to    use    portions   of    later  addenda   of   ASME 
Section    XI    requirements    re    selection  &  eiam   of   Class   2 
piping    (Category    CF   only)    for    inservice    insp    program 
Proposed    code   case,    encl 

SOREN5EN.O  C        Washington   Public   Poiunr   Supply    System        B4/03/SO 
BCHUENCER,A        Licensing    Branch   2        7pp        22774  035       24X 
Flche    50-397,84/03/20,8403370118 

8402090043    IE    Info  Notice   84-19,     "Tuio   Events    Involving   Unauthori  led 
Entries    Into  PHR   Reactor   Cavities    "   Svc    list   encl 
JORDAN.  E  L        Division   of   Emergency   Preparedness   fc  Engineering 
Response    (Post  830103)        84^03/21  Consolidated   Edison    Co      of  New 

York.     Inc          133pp         22823    229         24X    Fiche    30-000,84/03/81,8402090043 


8403260274   Forwards    outline    of    Tech    Spec    preparation   &  revieu   to    Insure 
accurate    reflection    of   FSAR    &   BER    analyses 

MAZL/RrD  W       Washington  Public   Pouer  Supply   Syitem       84/03/1? 
SCHUENCER.A        Licensing    Branch   3        5pp        22733    150        24X 
Fiche.  80-397,04/03/19,  6-103260374 


B402090044    IE    Info  Notice   B4-2O,    "Svc    Life    of   Relays    in   Saf aty-fielated 
Sys    "    Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   t  Engineering 
Response    (Post   830103)        84/03/21  Consolidated  Edison    Co      of  Neu 

YorV,     Inc         13Spp        22933  001        24X  Fiche    30-000,84/03/21,8402090044 


B403360292  Retracts  840301  request  for  amend  to  License  NPF-21, 
deferring  demonstration  of  dissolved  gas  analysis  capability 
for  post-accident  sample  sys  Mod  can  be  completed  u/o  impact 
on  power  ascension  program 

BGRENSEN,  0  C        Washington   Public    Paiuer    Supply    System        84/03/19 
HCHWENCER.A        Licensing    Branch   2         Ip        23751  '081        24X 
Fiche;  30-397,  B4/03/19,  8403860892 


Inspection    reports!     IE  Bulletins    it   correspondence 


8403080866  Forwards    IE    Insp    Ript   30-397/83-60   on    831305-31    b    notice    of 
violation   W/o   notice    of   violation 

BISHOP,  T  W        Division   of    Resident,  Reactor    Project   &  Engineering 
Programs.       84/02/22        SORENBENi  0  C        Walhington   Public    Pouer   Supply 
System        Zpp         22337    121         34X  Flche    30-397,  84/02/22,  B4030B0266 

—  B4030B0270    IE    Insp    Rept    30-397/63-60   on   831205-31,  Noncomp  1  ianee 
Identified*  failure    to    complete   malnt    corrective    actions,  per 
leakage    survaillance    program 

TOTH.A.D   ,     WAITE.R    S   ,     DODDB,  R   T        Region    S,     Office    of   Director 
84/OK/OS        33pp.       32337.123,       24X   Fiche    80-397.  B4/02/32'  B403080266 

8401190072   IE   Info  Notice  B4-13,    "Potential   Deficiency   In   Motor 
Operated)   Valve  Control   Circuits  &  Annunciation    "   Svc    list 
•nel 

JORDAN'  E  L.       Division   of    Emergency    Preparedness    &   Engineering 
Rtiponie    (Po*t   B30103)         84/02/28  Consolidated    Edison    Co      of   Neu 

York.     Inc         llSpp         32909239        24X   Fiehe    50-OOO,  84/02/28,  840119007S 


R      Periodic    operating    reports    i<  related    correspondence 


S403020097   Monthly    operating    rept    for   Jan    1984  W/B40209    Itr 

CDWANi  K   D  ,    MARTIN,  J  D        Washington  Public   Pouer   Supply   System 
84/01/31        4pp        33442  331        24X   Fiche   50-397,84/01/31,8403020097 

8403020443  Forwards  monthly    atatui    rept   of   offsite    emergency 
preparedness    for   OL   review*    for  Jan    1984   Changes    in  FEMA 
finding    dJates   not   caused    by    delay    due    to   offiita    emergency 
planning    Issues 

DIRCKS,W  J        Office    of    the  Eiecutive   Director    for  Operations 
84/03/21        PALLADINO      Commissioner »        9pp        22492  OB3,       34X 
Fie  he-  30-000,84/02/21,8403020443 

8403300036  Monthly    operating    rept   for   Feb    1984  W/S40308    I tr 

COWAN- K   D   ,    MARTIN,  J  D        Washington   Public   Pouier   Supply    System 
84/02/29,        4pp         22831,266         24X    Fiche    50-397<  84/02/29,  B403300056 

B      fieportable    occurrences.    LEfls   fc  related   correspondence 

8403860233  Forwards    summary    H»t   of    deficiencies    identified    per 
10CFR50   35<e),Part   21    t<   potential    generic    Itr   repts   for 
comments 
BTAROSTECKI-R        Division    of   Project   &  Resident   Programs         84/02/2B 

Region    1,    Office   of    Director        7pp        22756  063        24X 
Fieh*    30-000,84/02/28,8403260233 


DOCKETED  ITEMS 


D3070187   UER    B4-O07-00    on    8-40207    fc   Q1?,  standby    di»«el    generator*    I    It   3 

lurvsil  lancei   pert  armed    ig/o    prelubB/uarmup    Caused   bu,    recent 

:hang«J    to  Tech  Specs   not    rBq.ulrlnj   uarmup    Tech    Speci 

ch«na»d    Ic/or    modified   H/B4O229  Itr 

4AS5AKATIS.L    D    .     MARTIN,  J   D         Washington   Public    Power    Supply    Sultem 

J4/03/29         3|>|t         22347    391          24X    Flche    3O-397,  B4/02/29.  B4O3O7Oia? 

J3130337  LER   94-010-00   on   B4O213Jfour    excess    flou  check    valvei    failed 
surveillance    testing   Causoil    by   Installation    error   Valves 
designed    for   uater    svc    but    installed    in    gai    ivc    1  ini  Valv-ii 
reroov«d    t<   replaced    W/84O307     Itr 

*A3SrtKATIS.L   D   .    MARTIN,  J  D        Washington  Public    Pouier    Supply   System 
+/03/Q7         3pp         22&I4    111         24X    FUh«    50-3?7.  S4/Q3/07,  B403130337 

J32001O5  LER   B4-O13-00   on   840213.  during    shutdown   cond  i  tions,  bo  th 

lost-LOCA  h-jtfrogen   rsccmtiiner    (CAC-HR-1A  tc    19)    mo  ton 

tripped    on    electrical   overload  Caused    by    differences   between 

nameplate   date   6  -design   Fuse*    reiliad    H/840312    Itr 

<ASSAKATIS,L    D    .     MARTIN,  J   P,        Washington   Public    Power    Bupj  ly    System 

H/Q3/I2        3p        SSf>B5  3iO        24X  Fi  che,  30-397.  B4/03/  12.  S403BOOIO3 


DOCKET    50-400    SHEARON    HARRIS   NUCLEAR    POWER    PLANT.     UMIT    1 

A      Application/construction    «tage    documents   *    correspond  onco 

B402H30207  Further    T-eipon*»    to    FDIA   request    for    documents    TB    const 
flaui   at   facility    Forwards    document*    Il*t«d    In    App    A 
Document*   alia    being    placed     In  PDR    *•  LPDR   ftevi»ui   eontinulna 
FELTON.  J  M        Division   of    Rule*   and    Records         83/1E/O2         VADEN,  T 
Neui    fc  Observar/flalfllgh    Times,    Raleigh,    NC         3p  p         Z237S   297         H4X 
FichB    SO-4 


—  8403230226  Forwards    Otc    of    Inspector   &   Auditor    "Inquiry     Into   AlLvged 
Omission    of  Line    In«p«ctor    Views    Prom  CP    Haarlnj    "    Mo 
furthsr    dlitrloution    should    he   fnaSe   outsida    of    ofc    Rapt 
under    Conunlislon    T«-vieu 

oaasiCK.L   V        Office    of    the    Executive    Director    tor    0)p«r*tloni 
79/11/19        DENTDN      Office    of  Nuclear    Reactor    Regulation-     Director 
SKAPAR      Office    of    the    Eiecutlvs    Legal    Director         DAVIS      Office    of 
Inspection    b   Enforcement.     Office    of    the    Dtrictoi-,        lp         22378  3O5 
2:4)!   FiChB    SO-400.  G3/1B/OZ,  B40223O2O7 


33200839  LER   04-014-00   on   340219.  realtor   protection    tu*    <RPB1    trip 
occurred   Cau»ed   b<j    water   rejection   flow   from  reactor 
iressurE  v«**el    liolated    w/o    reducing    u*t«T    Injected  Fouer 
to   RPS   busei   A  OT    B  will    not    be    transferred    W/B40314   Itr 
iABSAKATIB.L   D   .    KARTIN.  J   D         Washington   Public    Power    Supply    Syste 
34/03/14         3pp         32t>10    I  34         S4X    Flch*    50-377r  B4/03/14,  0403800-239 


S4O223023?  Forwards    Apps    A.  B  .  C  &  D    to   be    Included    u/qijestlonB    for    Pan*  1 
III    re    facility    t«itimony    R«l-ated    info    end 

HURPHV.C.E        Riglon  2,     Atlanta.     Reactor   Construction    i    Enjieiioring 
Support   Branch         73/11/16        HGIS,  E  J        Offtt»    of    the    Ex»cutlv« 
LflOBl    Director         Hipp          2237B    30B         »4X    Flche    SO-4OO-  B3/  1HX02, 
6403330207 


33260023  LER   S4-012-QO   on  040231.24   !*  0302'dfeftl    generator    fuel    oil 

tank    cheniitry    rfltults    not  received    in    rEqulreil    tlmvi 

/iolatlnj    Tech   Spec   4  B    1    1    2  d.  3  CauioJ   bij    mlsundert  tand  1  ng 

iftueen   util    t.    Ijb    M/B4031<9    Itr 

iASBAKATia.L  D   .    HAHTTN,  J   D        Maihlngton  Public    Pouer   Supply   System 

54/03/19         3ff         23731    O36         S4X    Flch*    30-3?7,  BA/03/lt,  B4O3260023 


-S40 2230246  Aclc    82031O   convarsatlon    re   allegation*    by    facility    »mplayv» 
D  Jarvls.per   Regional    Ofc     Instruction    2H31. Rev  2.  Paragraph 
S  C    43)    Caie    file    end 

KAXHEU.,0        Region    2,     Office    of   Director         62/OS/1O         VORSEj J         NRC 
-   No    Detailed   Affiliation    Oiven         Hp-p         23377  033        24X 
Flche    30-400,  B3/1H/02.  8402330207 


) 3 2800 03  LER   34-011-00   on  Q40302. during    intermediate   rangt    monltoT 

turvalllanct    test, reactor    pratectlan    >y«    (RPS)    actuitian 
occurred   uhen  only    1/2    icrann    anticipated   Ciuied    by    loose 
ronnectlon    in.  RPS    trip    sy*  A  acrjm  circuitry   H/B40321    Itr 
{ASSAKATI5.L   D   .    KARTIN.  J  D        Washington  Public    Pauer   Supply   System 
J4/03/21        4pp        22777    133        E4X   Flche    50-3?7, 84/03/21,  B4O32S0003 


'84C-2S3024Q  Requeits    that    Region    II    civil    Intp    pertonnel     inv»itla*t« 
illeoitlom    bu.    unldantlfied    Individual    re    coatings    during 
nut    routine    Intp    at    ilte    Caie    chronolosy    encl 

KAXHELL.O   F        fleoion   2,     Office    of    Director         BB/O7/O7         VORBE, J 
NilC   -   Ho   Detailed    Affiliation   Oiven         Spp         23379.034         24X 
Fichu    50-400,  B3/12/02.  B40S2302Q7 


333SOOO7  LER    B4-013-DO    on   B40307.  dc    input   circuit   breatir    k   -fuse 
tripped    du>    to    Ion    of    powrr    Cauitd    bij    Invorter    static 
itltch    traniferrlng    to    inverter    source   Fuse    replaced   tt 
in^erttr   returned    to    *vc    H/B40321    Itr. 

4ASSAKATIS.L   D   .    HAHTIN.J  D        Washington  Public    Pousr   Supply    System 
34/03/21         Gpo         22777    071          24X    Fiehe    50-397.84/03/21,9403260007 


CangresBlosial/Enc'jt  Ive   Correipondince 


330B0179  Fourth   partial    retponse    to  FOIA  request    for   sli   categoriei 
nf   docirmenti   PB    fscklitist    Foru»rifs   Ajip    A  document*  ^pp   B 
locument   entirely    withheld    (ref  FOIA  Exemption    3>   Review    of 
iddl    document*    subj    to    request  co-ntinuing 

-  ELTON.  J  M        Divlilon  of   Rules  antf  Records        94/02/13        ANDERSON^ S    1 
Harvey.    Schubert,    Adams   t   B»r»r        7pj>        223Q3  236,       24X 
?lche    50-OOQ,B4/Oa/13,.B4030&Q179 

3009110203   Responds    to    9OO7&S   Itr  re   E  Barhek    concern   about   ultlmat* 
responsib ility    for   civil    penallties    proposed    agalntt   util 
Civil    penalties    are    impend   is    enforcement   action  State 
agencies    ihoulit    be   contacted  re    responsio  ill  lg    for   payment 
DIRCKS.U   J       Office    of    the    Executive    Director    for  Operation* 
90/09/2A         JACKSON.  H   H         Senati         4pp         335B3    260         24X 
Flche    30-000,64/02/13,8403080179 

BQSSliO35i    Foruardi   80O6S5    Itr   from  constituent    E  Borhek    far  response 
Request*    that   duplicate   rept   be    forwaro'ed    to   SOB  United 
States   Courthouse, Seattle, MA  99104 

JACKSON.  H  H        Senate,    Energy  t  Natural    Resource*        80/07/21 
KAHhERER.C  C        Office    of   Congressional    Affairs        Epp         S2393   264 
24X    Fiche    50-000,  B4/O2/13,  84030B0179, 


— 94O2230291    Matl    maint    requiTements    for    Proctiture    AP-KIII-07. 
"In-Btoraije    Insp    fc   Maint    "    Equipment    purchase    ordtr    form 
encl 

*      Cor&lina    Power    &  Light    Co        D3/12/OB        9pp         22379    O40        24X 
Flche    SO-4OO,  83/12/031  B402230207 

3403160330   Inform!    th-at    deiion    b   const   OA   program   transmitted    bu.    830909 
Itr    acceptable 

LEHI9.R    C        Division    of    Project    i  Resident    Programs         B4/OZ/24 
UTLEY.E   E        Carolina   Pouer    b    Lljht    Co         lp         22AiO    1O3         24X 
FichB   SO-400.  B1/02/24,  B40314O33O 

B4020?0017  Qo^rd   Notification    B4-03B    foruardi    RJ  (Uttion    840123   memo 
to    DQEltanhirt    providing    stutui    update    of    NfiC    actions    r» 
Weitlnghoute   ECC3  actuation    logic 

EIEENHUT.D  0  Division  of  Licensing  B4/02/27  PALLABIKD 
Commlftlonei-t  7pp  22S46  007  34X  Flch  e-  50-000.  84/02/27. 
9402090017 

B4032B007O  Hotifleatlon    of    840321    meeting    m/utll    In    B«th«sda,  MD-   to 
ditcusi    util    qualification    p rogram, Inc lud Ing    both    environ    b 
sell  mi c    coniidoratlons 

BUCKLEY, B  C       Licensing   Branch   3       S4/03/01        KNIOHTON, 8  M 
Licensing    Branch    3         4pj         22B12.314        24X   Fiehe    50-400.  B4/O3/O1, 
B4032BOO70 

B4032B0133  Summarv    Qf    S4O224    meeting    u/Uist inghouse   Dumar*   Oroirp    in 
BetheidaiMD   re    proposed    Meet Inohouse    steam   generator    tube 
rupture    generic    program   Attemdee    lilt    h   agenda    encl 
NERSES.  V        Llceniing    Bra-nch    3        B4/O3/07  Licensing    Branch,   O 

30pp,        2aail     131          24X    FicJie    3O-OOO,  64/O3/07i  B403280122 


Operator  Eianlnationi 


>3 13022 7  Foruarrii    fnfo   re    shift    eipvr i encer per   DF  Schnell    9403O1 

Itr  t   SER    (NUREO-OB92).  Licensed    classroom   training   &  < i am 

conducted 

SQREN&EN,  0  C        Utshlngton  Public    Pouier    Supply   Suitem        94/03/07 

DENTDN.  H  R        Office    of    Kuclear  Reictor   Regulation,    Director        7pp 

32608    231         24X    Fiche    50-397,  B4/03/Q1?,  &403 1 302B7 


S4D321013I    Application    to    atnenil    CPPK-15?    to    r*fl«ct    lat»*t    date    for 
const  completion   as   860301, per   10CFR50   33(b)    Eitanston 
results    from,  tit-lays    In    projected    insirvlce    dat*    b 
corresponding    f-uel     1  o»d    dfltt.per    util    BB1014    Itr 

MCDUFFIE.M  A  Carolina  Power  t<  Light  Co  B4/03/16.  DENTON,  H  H 
Office  of  Nuclear  Reactor  Regulation,  Director.  3pp,  S2.7O7  BA4 
34X  Flche  aO-400>84/O3/16i840321O131 

E      NflC   Safety    Evaluation    Report    (SER>>     suppli    b   corrispond«tic » 


8403030061    FOIA  rtqueet    for    extant    drafts    of    sections    or    portlont    of 
SEfi    for    plant   &    documents    showing    dissenting    opinion*    of 
staff   revleuiers 

EBDLEMAH'U        Edilenan.     U         B4/O1/12        FGLTOMi  J         Division    of   Rullt 
and    Records         lp         22476   346        24 X   Flche-  SO-400.  84/01/18,  8*03030061. 


DOCKETED  ITEMS 
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B403Q3O064   Partial    response     to    FOIA    request    for    eitant    drafts    of 
sections    of   BER    for    plant    d    document!    showing    dissenting 
opinion*   of    staff   reviewers    Forwards    App    A   documents 
Document!   alia    In   PDR   Search    for   addl    documents    In    progress 
F ELTON,  J   M         Dlvlilon    of    Rules    and    Record)         54/02/07          EDDLEMAN, W 
EftdUman,     M         4pp         32496    347         24X    Fiche    30-400,  B4/O2/Q7.  64O30SQO&4 


-S3QIO6O211   Forwards    draft   SER    input,  inc  ludtnjj   one    open    item   re 
possible    shipment!    of    tonic   matli    past   plant    lite 

KULLEH.D  R  Assistant  Director  for  environments  1  Technology  (Pr« 
B302Q1)  B2/13/22  NOVAK,  T  M  Assistant  Director  for  Licensing 
9pp  2249B  024  24X  Fiche  30-400,  84/03/07,  8103050064 


— 8205130076  Forward!    r  aqua  it    for    addl    Info  re    organic    matli    t    spent 
fuel    pool    cleanup    >y*  FSAR    nctloni 

HENAROYA.V  Chemical  Engineering  Branch  02/04/27  MI  RAflLIA,  F 
Licensing  Branch  3  4pp  22476  391  34X  Flche  30-4OO,  B4/02/D7. 
G4030 90064 


-8301140474   Forwards    Equipment   Oual  1  f  icatlon    Branch     Input    for   SER   Sup  pi 
3    re    environ   qualification   of  mechanical    tt   electrical 
equipment 

•JDHNSTGN.W  V        Assistant  Director    for    Matl*   fc  Oual      Engineering 
(Pre    B30301)        B3/OI/10        NOVAK,  T   M        Assistant   Director    for 
Licenilng         3pp         23493   033        24X    Fiche    3Q-4QO.a4/Oa/O7,  8403030064 


-8203870420  Forward*   request    for   addl    info   re    fire   protection   program 
neadad    to   complete    review    Info   needed    bu,    831 102 

BENAROYA.V  Chemical  Engineering  Branch  82/03/17  MIHAGLIA.F 
Licensing  Branch  3  7pp  22497  O15  24X  Fictie  SO-flOO,  B4/02/O7, 
9403030064 

-fl 2 07 140 073  Submits   branch    input    for    draft  SER    Input    assumes    that    plant 
neeti    design   objective    of    App    1 

QAKMILLiU  P        Meteorology    Ii  Effluent    Treatment    Branch         B3/Q&/35 
rURAOLIA,  F   J        Licensing    Dranch    3          37pp         22901    OO7          24X 
Flehe    30-400,  B4/02/07,  B40303O064, 

-8211090008  Foruiardi    draft   SER    Input    re    8RP   Sections    2    3    1    on   bas-lc 
geologg   l<   seiimlc    info.  2   3   2   on    seismology    ti   Z   3  3   3    on 
BBE.No   capable   faults    eiiit   at    or    around    site   BEE  &  OB£ 
ad'equate 

KMIOHTj J  P        Assistant    Director    for   Comp      fc  Structure/9    Engineering 
<Pre    B30201)        B2/10/20        NOVAK, T   M        Aisiitant   Director    for 
Operating   Reactors        21pp         22476   353        24 X   Flche   3Q-10Q.  84/O3Y07, 
B 403030064 


-B301360O3&  Forwards  Meteorology  &  Effluent   Treatment  Branch    input    to 
draft    SER   Assumption   that    draft   meet*    ICCFRSO.App    I 
objectives  uill    be   verified   bitten    fluidlie    bed   dry  or 
effluents   calculated  NUREQ-0737,  I  tern    III   D    1    1    incomplete 
HDUSTQWiR   U        Assistant   Director    for    Radiation  Protection 
B3/01/0&       NOVAK, T  M       Assistant   Director    for  Licensing         9Bp  p 
22-500    310        24X   Fiche    90-400,  B4/OS/O7.  8403050064 

-9309060390  Forwards   Equipment  Qualification   Branch    SER    input   for 
environ   qualification   of    equipment    important    to    safety, 
KNIOHT.JP        Assistant   Director    for    Comp      &   Structure*    Engineering 
IPost    B30301).        B3/OS/26        NOVAK,  T    M         Assistant    Director    fop 
Licensing         gpp         2249B   036        54 X    Flche    30-400,  B4V02/O7,  a40303QQ64 

-8309200478  Forwards  Qeotechnical   Gnginoerlng   Section   input    to  SER    Input 
based    <jn  FBAR    through   Amend   9  Stability   of    400-ft    Ion  I 
retaining   mail    still    open    Issue 

LEAR,  0        Structural   b  fieotechnical    Engineering   Dranch         83/OV/02 
KNICHTONiO        Licensing    Branch   3         76pp,       2249B   IBB         24 X 
Flche    30-400,  84/02/07.  8403050044 


— 9211090033  Submits   Core   Performance    Branch    Input    to   draft    SER 
Confirmatory   &   open    Issues;    lilted 

RUBENBTEIN.L  B        Assistant    Director    for   Core    b  Plant    Sgs  terns 
B3/10/21        NOVAK,  T  M        Assistant    Director    for   Licensing         2pp 
BB497   022         24X    Fiche    30-400,  S4/02/O7.  B4030B0064 

— 8211110461    Advises    that   applicant    hai    not   responded    to    request    for    info 
re   BER    items   concerning    oil    collection    sys    for   reactor 
coolant   pumpr alternate    shutdown    capabill ty, f ire   protection 
for   safe    shutdown   t.  NUREQ-OBOO 

BENAROYA,v,  chemical  Engineering  Branch  B2/10/3B  KNIOHTON.  O 
Licensing  Branch  3  lp  22497  OB8  24X  Fichu  30-400,84/02/07, 
B403030064, 

—8211160112  Foruardi    draft   BER    Input    re    FBAR   Sections    294-236 
Ftaquett   for    addl    Info   also    end    Site    visit    necessary    before 
and   of  yr   to  observe  as-built   condition!  d   Implementation   of 
cfam   lafetu   monitoring    plans 
LEAR,  0,  E        Hijdrologtc    t<  Oeotechnlcal    Engineering   Dranch         B2/11/09 

KERRIGAN, J  D       Licentlng    Branch   3        40pp       22497  260        24 X 
Flehe    30-400,  B4/02/07,  B403O30O64 

—8211170249  Forward i    draft   SEfl    input    based    on   Auiillarij    Syi    Branch 
revleu   of   FBAR   Unresolved    items    Hated 

flUBENBTEIN,  L  S        Assistant    Director   for   Core    t<  Plant   Systems 
62/11/04        NOVAK,  T  M,       Assistant   Director    for   Licensing         165pp 
22177  OB9        24X  Fiehe'  30-4OO,  8-4/02/07,  B403030064 

•-B211300017  Forwards   Chemical    Enflineerinj    Branch    draft    BER    input    re 
llnttd    sectlonl    of   FBAR    through    Amend    2  &   B20B02    ltr,b***<f 
on    BRP    (NUREO-OBOO)    t  NUREO-0737,  I  tern    It    B   3  Addl    info 
ne-adsd    to   complete    revleu   of   post-accident    sampling    s<js, 
JOHNSTON,  W  V,       Assistant   Director    for   Hat  It   4<  Oual      Engineering 
(Pre  B30201!        BH/11/17        NOVAK, T        Assistant   Director    for 
Licenilng        Elpp        23497  300        24X    Flche    30-400,84/03/07. 
84O30300&4, 

-8212160163  Forwards   Structural    Engineering    Branch    summary    of    FSAR 
revleu  t   draft   BER    input. 

HNIOHT.J  P        Assistant    Director    for   Comp,     &  Structures    Engineering 
(Pre   B30201)        82/12/04        NOVAK, T  M        Assistant   Director    for 
Licensing         16pp,       22497  346        34X    Flche    50-400, 94/G2/O7 - 
8403030064 

-B2I2160B20  Forwards    revised    Hgdrologlc    Engineering    Section    SER    Input 
Reviled    input   superscedes    previous    submit tal    transmitted 
by   -B21014   memo, 
LEAti,O.E,       Hudrologlc   &   Oeotechnlcal    Engineering    Dranch         B2/12/O3 

KNIOHTON.O.      Licensing    Branch    3        K5pp        22497:321         24X 
Flche.  90-400,  B4/02/07,  8403030064, 

-3213300403  Forwards    draft   revised    SER    Input    to   BRP   Section*    S   3    1. 
2   3,  2   t<  2,  9  3  r*   geology   &    seismology    Revision    includes 
applicant   commitment    to    Install    tt    operate    free-field 
•cetlerometera 

KNIGHT, J  P        Assistant    Director    for   Comp      &  Structures    Engineering 
(Prv  830201 >.       82/12/21        LAINAS,  O  C        Aisiitant   Director    far 
Llciniing        24pp        22497  362        24 X   Fiche    30-400,84/02/07, 
8403030064, 


— 83O921009B  Forwards  Power    Bys   Branch   SER    for    Chapters  B-10    of  FSAR 
lasuel    requiring    resolution    Include    containment   electrical 
penetrations,  use    of    load    sequencer   u/offalt*    pouer   t 
frequency    of    testing   of    turbine   valves 

RUBEHSTEIN.L  B        Asilitant   Director    for  Core   t  Plant  Si/stemi 
B3/OB/3I        NOVAK.T  M        Assistant   Director    for  LUeniini         BOpp 
2349B    041         SIX    Flche    30-400,84/02/07,6403030004 

-B3O92101IA  forwards  SER    input    for  FSftf?    Section)   4  2,4  3.4   4j  15  -V    1, 
19   4   3,  13   4  3,  13  4   7  b    19  4  B  Confirmatory    &  open    Issues 
identified    listed 

RUBEWeTEIN,L  S        Atlittant   Director    for  Core  &  Plant   Systeai 
B3/09/O1        NOVAK, T  K       Assistant   Director    for  Licensing         49pp 
2249B    119         24X    Fiche    SO-flOO.  34/02/07,  8403030064 

-B309S203D2  Forwards   hijdrologlc    Bnglneering    Input   to  SER   One    open    item 
exists    re   potential    for    Intense    local    precipitation    to    flood 
safety-related    structures   Tech  Spec    defining   anti-sediment 
deposit   procedure  required 

JQHNSTQN.U  V        Assistant   Director    for    Matls,    Chem     t  Environ 
Technology    (Post   830201)        83/09/11        NOVAK,  T  (1        Assistant 
Director    for  Licensing        H4pp        23499    1SB        24X 
Fiche    30-flOO,  31/03/07,8403030064 

-8309260016  Forwards   GER   tupporting    jeolaog   b   selsmologij    at    facility 
KNIGHT,  J  P        Assistant   Director   for   Camp      b   Structures    Engineering 
(Post    B3D201)         83/09/OB         NOVAK,  T   H         Assistant    Director     for 
Licensing        44pp        2249B  364       24X   Fictie    90-400, 84/02/Q7, 
5403090064 

-B309260421    Forwards    structural    engineering    SER   tectlons    based   on    revleu 
of    FSAR    through    Amend   9  Three   open  Si    one   confirma tori;    items 
r*mal>i    Resolution   of   open/conf irma torg    itemi  will    be 
adcfrested    in    subsequent   BSER 

KNIOHT,  J  P       Assistant   Director    for   Comp      b  Structure*;    Engineering 
(Post    930201)        B3/09/13        NOVAK,  T  M        Assistant    Director    for 
Licensing        16pp        32499  212       24X    Flche   30-400,  B4/02/07, 
S4O3030064 

-B309H60flBa  Foruards   Auilliary   By*  Branch    SER    input    based    on    review   of 
all    amends    to   FSAR   up    to   Amend   9  h   applicants   B30418,  Oi03j 
30.  O7O5,  19  &  OB12  responses  Summary    of    unresolved    issues    to 
be    used    as   basis    for  meeting  u/appllc-ant   also   enc  1 
RUBENSTEIN-L  S        Assistant   Director    far   Core   t  Pl-mt   Systems 
83/O9/14        NOVAK,  T  M       Aiiiltant   Director    for  Llcenslna,       291pp 
2249B    30B        34X    Fiche    50-400,84/02/07,9403030064 


-B309S90412  Forunrtfs  Effluent   Treatment    Si/s   Section    Input    to    SER 
reflecting    change*    In   status   of   open    items    based    on 
B3 092 4    meeting 

MULLER.D  R        Asslitant   Director    for   Radiation  Protection 
Q3/O9/14        NDVAKrT  M        Assistant   D-trnctnr    for  Operating    Reactors 
&0pp          22300    190         24X    Flehe    50-400,04/03/07,8403030064 
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—0309290474   Forwards    SER    on    plant    personnel    training   Util    training 
programs    for    licensed    reactor-   operators    acceptable   Util 
inadequately    addressed    training    of    shift    technical    advisor 
(STA)    when  STA  absent    from  BTA   duties 

RUSSELL.H         Division    at    Human    Factor*    Safety         a3/09/Sl         NOVAK,  T 
Assistant   Director    for    Licensing         21pp         HH4?9  SSB        24X 
Ficlis    50-400,  B4/02/07.  B403050O44 


--9311390332  Updates   BER  re    stability    of   retaining    mall    west    of    fuel 
handling    bldg   Based   nn    applicant    830719   submi  ttals,  stabi  11  ty 
cannot    be   assured    due    to    lack   of    listed    info   Final    BER 
update    end 
LEAR,  Q  E        Hydrolojjic    t   Oeotechnical    Engineering    Branch         83/11/18 

KNIOHTON.  0        Licensing    Branch   3        3pp        22301    049        24 X 
Fi  che-  50-400,  84/03/07.  84030300(44 


-9310130378  Forwards    branch    SER    input    re    status    at   unresolved    issuesjin 
response    to  ALAB-444    decision    lisue-s   A-4S  &  A-*7    listed    as 
conf Ermatory    items    rather    than    open    i terns    U/o    ends 

KNIEL,  K        Generic    Iitues    Branch         83/1.0/04        KNIGHTON.O        Licensing 
Branch    3         Stiff          32499-247         24X   Flche    30-400.  B4/02/Q7,  B4O3QS0064 

-9310170095   Formardi    Chemical    Englneerine    Branch   proposed    license 
condition    re   TNI    Item    1 1    B    3.     "post-Ace Ident   Sampling    Syi    " 
Contents    of    draft    SER    should    be    used    for    SER 

JOHNSTON. W   v        Assistant   Director    for   Matls.    Chert      fr   Environ 
Tachnotogy     (Post    B302O1 I          33/10/06         NOVAK.  T   M         Assistant 
Director    for  Licensing         3pp        22499   279        24X 
Flche     30-403,04/03/07.8403030064 

-S  31  CM  "90  067  Forwards    aerial    map  x   as    input    to   BS1223   draft  SER    Item  re 
shipment    of    Carle    mat  Is    pact   plant    site    not    resolved! 
JOHNS  T  DM,  W  V        Assistant    Director    far  Matin     Chem      tt   Environ 
Technology    <Post;    B302O1  )          B3/1O/U         NOVAK,  T   M         Asii*tant 
Director    For    Licensing         App        22499   331         24X 
Fie  tie- 30-400^4/02/07,  8403050044 


-0313030063  Forward*   S8GR   resolving    open    item  on    tpxic    oa*    shipments 
past   site   Concurs   iii/finding*   &  consider*    item   doted 
JOHNSTON,  W  V        Assistant   Director-    for   Matls,     Chem      t  Environ 
Technology     IPo»t   83QBO1 >          03/11/10         NDVAKi  T   M         Assistant 
Director    for   Licensing         2PP        22301    OS4        24X 
FIche    30-400,84/02/07.  840-3030064 

-3312000168   Forward!    affluent    treatment    «yt    lection    Input    to   SER   Open 
items    include   method   for    determining    releases    of    noble    gases 
from  mechanical    vacuum    pumps   &  radioactivity    monitor    on 
discharge    from   svc    mater    *U» 

HOLLER, D  R        Assistant    Director    for  Radiation   Protection 
Q3/11/1B        NOVAKiT   M        Assistant   Director    for   Licensing         Slpp 
52300    139.        B4X   Fiche    3O-400.  B4/02/07,  8403090044 

-03ISIS0002  Lists   cloud    out    open    items    In   8Eft    forwarded    on    B3Q914  h 
sections  w/remainlng    open    Items 

RUBENSTEINiL   B        Assistant    Director    for   Cor«    &  Plant   Systems 
83/11/17        NOVAK.T  M        Division   of   Licensing         BSpp        22300  080 
24X   FichB    30-400,04/02/07.8403030044 


— 9310200096   Forwards   SER    input   on    pump    &  valve    operability    assurance 
program  *    seismic    &   dynamic    qualification    at    seismic 
Category    I    mechanical    fr    electrical    equipment   Adtfl    info 
needed    for    THI    Items    It    E   4   2  &    II- D    1    re    reliability 
KNIGHT. J  p        Assistant    Director    for  Comp      fc  Structuros    Engineering 
(Post  630301)        63/10/06        NOVAK, T  M        Assistant    Director    for 
Licensing         4pp.       22479   373        34X   Fiche    30-4OO,  S4./02/O7.  0403030064 

— 6310310443  Forward*    results    of   review  of  Section)    5  2  2,3   4   7,  b  3  &   S3 
through    Amend;    1O    of  FSATt   Dpsn    issues    which    will    b«- 
summari  led    in    later    SER    suppl    litteil 

HOU9TCM.H   LJ        Asslltant    Director    for   Reactor    Safety         83/10/07 
NQW.K,T   M        Aislatant  Director    for   Licensing        49pp         22499  2B2 
34X   FJthe    50-400,  S4/02/07, S4O303OO64 


-B31B120443  Forwards    input    to    SER, consisting    of    emergency    plan 
evaluation  r*pt   h  response*    to   NUREO-0737f Items 
III. A    1    1,  III   A   I    2   fc   III    A  2  re    emergency    preparedness 
MATTHEWS, 0  B        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post  9301O3)         83/11/30        KNIOHTON,  O        Licensing    Branch 
3         34pp         2S30J    03B         24X    Fiehe    30-400,04/05/07,0403030044. 

-3313140429  Submit*   review   of    draft   SER    response    to   Open    Item  47   on  RCS 
vents   Proposed    design   conform    u/criteria    outlined    In 
NUREG-0737    clarification   portainitfl    to    electrical    power 
supplies    to   v*nt   valves 

SRINIvABAN.M        Power   Systems    Branch        83/11/23        SHERON, B        Reactor 
Byetems   Branch        2pp        2E501   O34        24X  Flche    30-400,  B4/O2/07. 
340305O044 


-Q311100047    Informs    that    applicant    la    to    tubmit    calculation    of   ultimate 
strBngtfi    capacity    of    containment    bldj    under    intapnal 
pressure    as    r«so-l  ut  ton    of    BER   outstanding    confirmatory 
structural    Item   Harked-up    BER    input    end 

LEAR.G        Structural    &   aeotechni  cal    Engineering    Qranch         B3/1O/2B 
KNI-OHTON.O        Licensing    Branch   3        3pp        33SOO   024        24X 
Flche    30-400,  B4/OS/O7,  S403050044 


Informs    of    closeout   of    1  istetf   sections    of  030714  BER    based 
an   nsuj    Info  Updated    section*    enc  1    Cl_o»eaut    of    atfdl   oprn 
Items,  including   WUREO-O612    Info,  mill    take    ptac*   as 
acceptable    info  made   available 

RUBENSTEIN,U   B         Assistant    Director    for    Core    I.   Plant    Systems 
83/1O/2B        NOVAK,  F  M        Assistant    Director    for   Licensing        49pp 
2249T  337        24X   Flche    50-400.  B4/02/'07,  0403030064 

-8311140004  Advise*    that,  due    to  need    to   coordinate    effort    u/Airiil  iary 
Sya   Branch,  revised    SER    to   lie    submitted    on   831127   will    still 
contain    listed    fire   protection   open    items 

JOHNBTON-W   V        Assistant    Director    for   Matls,     Cnem      fc   Environ 
Technology    (Post    83O201  )         83/11/03        WOVAK,  T        At*  istant  Dime  tor 
for    Licensing         20  p         2H50O    O30          24X   Ficne    90-400,  B4/O2/07, 
5403030064 

-8311160283  Forward  s    ravlsed    SEfi    input    on   confirmatory    item   re    ultimate 
strength    capacity    of    concrete    containment    bldg    Itim 
resolvetf 

LEAR,  G        Structural    b  oeotec^Dica]    Engineering    Branch         83/11/14 
HMIGHTON'fi        Licensing    Branch    3        3pp        2230O   047        24  X 
Fiche   30-400,04/02/07,0403030064 

-B31ili03A7    Infornts    that    draft   SER    Section    17  acetptablt    eicept    in   area 
nf    items    subj    to    lOCFRSOi  App   B,  OA   aragram    tfurlng    operations 
phase    Info  re    current    status   &   acceptability    of   QA  program 
enc  1 

PAHTLOW.  J  S  Division  of  OA,  Safeguard*  ti  Inspection  Programs 
(Post  630103J  83/11/09  YCWNeBLDDD,  Q  j  Licensing  Branch  1 
3pp  38900  027  34X  Ficne  9O-400,  S4/02/07,  S403050044 

-a3112?0301    Forward  t    revised    H^drologic    Engineering    input    to  SER   N*u 
Tech    Spe-c    reqtil  reirent    developed    re   watertight    doors    for 
saf  sty-re)  ated    bldg  9 

JOHNSTON,  M  V        Division    of    Engineering    Technology        83/11/10 
HOVAR.T  M        Assistant    Director    for    Licenlln?         13pp         22DOO  033 
34X   Flch«    30-400,  B4/02/07,  8fl0303OOi4 


—9312230270  Forwards   revised    SSER   re    fire   protection  Listed    Item* 
remain    open 

JOHN9TON.U   V        A*sist»nt   Director    for    Matls,     Chem      b   Environ 
Tecnnologij    (Post   B302O1  )         B3/12/14        NOVAK,  T        Alslitant   Director 
for    Licensing         IZpp        223O1   094        24  X   Fie  fie    90-400,  S4/OZ/07< 
B4030S0064 

B403130Q62  Forwards   addl    info    re   fuel    handling    bldg    retaining    mall 
design,  in    re*ponse    to   SER    Open    Item    1    from  Structural    !t 
Oeo technical    Engineering    Branch 

HCDUFFIE,  M  A  Carolina  Pouier  fc  Light  Go  64/03/07  DENTON,  H,  R 
Office  of  Nuclear  Reactor  Regulation!  Director  8pp  23601-234 
24K  Fiche  30-400.04/03/07.8403130063 

9403140174  Forward*   Rev  O   to    Inttrvlci    Imp   Procedure    ISI-201,     "ASME 
Preivrvlce,    Insp    Program  Plan    (Except    Reactor    Vessel},"    In 
response    to  Matl*   Engineering    Branch    SER   Open    Item  & 
MCDUFFIE.M  A        Carolina  Power   fc  Light   CD        04/03/07        DENTON.  H  H. 
Office    of   Nuclear   Reactor    Regulation?    Director        Hpp        22620, 090 
24X  Fichfl    30-400.84/03/07,0403140174 

—B40314017B  Rev  0    to    Inservice    Insp    Procedure    ISI-201,     "ASME  Preservtee 
Insp    Program  Plan    (Except   Reactor    Vessel),  "    W/45   aperture 
card*   Aperture    cards    are    available    In    PDR 

»      Carolina    Pouer   fc  Li«ht    Co        84/Oa/O3        74pp        22420  09H        24X 
Fiche   50-400.  04/03/07,  B4031401  74 

0403140120  Forwards    Rev  S   to    emergency    plan,  per   SER   Changes    reflect 
cancellation    of  Unit   Z,  interfaces   ui/Btate    of    NC    radiological 
emergency    response    plan   tt    evaluation    tine    study    results. 
MCDUFFIE-M  A        Carolina  Pouer   b  Light   Co.        84/03/09        DENTON.  H  R 
Office    of   Nuclear   Reactor    Regulation.     Director         2pp,       23624,271, 
H4X  Flche    50-400,  84/03/08.  B4O3140120 

— 9403140123  Rev  2   to    emergency    plan. plant    operating    manual.  Vol    l.Part  2 
Related    info   encl 

MILLER. J  L        Carolina    Power    b  Light  Co        04/02/39        173pp. 
22624  273        24X   Fiche  ,  90-400,  B4/03/00.  8403140120. 

B403290134  Forward*   addl    info    re    »vc    uater    sys    effluent   monitoring. in 
response    to  SER  Open    Item    11    from  Meteorology   *<   Effluent 
Treatment  Branch, 

MCDUFFIE'M  A  Carolina  Pouer  t  Light  Co  B4/03/2S.  DENTON, H  R 
Office  of  Nuclear  Reactor  Regulation'  Director.  6pp  22807'  lot. 
24X  Fiche  30-400!  04/03/28,8403290134 
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F      Stcurltgi    medical,     emergency    &   fire   protection    plans 

B4O31602B3  Advises    of    840316  meeting     in  Region    II    ofc    to    discuss   App    R 
requirements    (t  results    of    recent    App    R    tnsps    Attendance 
should    be    limited    to    sli    utll    employees 

LEWIS, R    C        Division    of    Project   &   Resident    Program*        a4/Q3/O2 
UTLEY,  E    E         Carolina    Pauier    t>    Light    Co          Ip          22660    1O?         34X 
Fichn    30-000,  64/03/02,  8403160293 

84Q3140120   Forwards   Rev  2    to    emergency    planiper    SER   Changes    reflect 
cancellation    of  Unit    2, interfaces    u/State    of    NC   radiological 
omargencil    response    plan   ti    evacuation    time    study    result* 
MCDUFFIE.M   A         Carolina    Power    &   Light    Co         Sfl/O3/OB         DENTON, H   R 
Office    of    Nuclear    Reactor    Regulation,     Director         2pp          23624    271 
24X    Flche    30-400.04/03/08,8403110120 

— 8403140135  Rsv   2    to    emergency    plan, plant    operating    manual' Vol    l.Part    5 
Related    Info    encl 

MILLER. J  L        Carolina   Pouer   &  Light   Co         04/03/2?        1  73p p 
22624   273        24X   Fichu    30-4OO, 84/O3/OB,  B4O3140120 

B4D317OO63  Forwards    State    of   NC    &  Chatham, Harnett, Lee   8,  Make    Counties 
emergency    response    plan   Plan    forwarded    to   ABLAB    for   uie    in 
hearings    by    leparate    Itr    dtd    840228 

MCDUFFIE, M  A        Carolina    Power   «.  Light   Co         84/03/12        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation.    Director         Ip        22663    130        34 X 
Ficht    30-400,84/03/12,8403190065 


434pp        22663    131         24 K 


— 8403190067  emergency    response    plan 

*      North    Carolina.    State    of        84/02/27 
Ficha    30-400,84/03/12,8403190063 


0      Adjudicator^    correspondence 


8402230207  Further   responn    to    FDIA  request    for    documents    v»    con»t 
flauis    at    facility    Forward*    document*    listed    in   App   A 
Documents    also    bting    placed    in  PDR    fc  LPDR   Review   continuing 
FELTCN.  J  M        Division    of    Rules   and    Records         83/12/02        VADEN,  T 
Neus    It   Observer/Raleigh    Tim**,    Raleigh,    NC         3pp        22370   299        24 X 
F  lehe.  30-400.  83/12/02,  S402230207 


— B4030201BB  Statement    of   matl    facts   as   to  uihlch    there    is    no    genuine 
issue    to   be    heard    on  Joint    Contention   y  Related 
correspondence  • 

ANDERSON,?   H         Carolina    Pouier   t   Light   Co         ANDERSON,  P    H        Shaur 
Pittman,     Potts    b    Troubridge         84/O2/27  Atomic   Safety    and 

Licensing    Board   Panel        3pp        22440  307        24X   Fiche    50-400. 
84/02/27,  3403020182 

— 8403020192  Affidavit    of   HH  UiUie    in   support    of    applicant    motion    for 
summary   disposition   of   Joint    Intervenors   Contention  V 
Certificate    of   Svc    encl    Related    correspondence 
HILKIE.H   H        Carolina    Power    &   Light   Co         B4/02/24         19pp 
2244O   210         24X    Fiche    50-4OO.  84/03/27.  8403020182 

8403Q1O263  Response    opposing   W  Edflleman  motion    to    admit   Contention 
3B(2d>    on    Financial    qual 1 f icatlon*    of   co-applicants  ASLB 
has    no    basis    or   authority    to   reconsider   original    ruling    on 
contention  &  motion   must   be    denied    Certificate   of  Svc    encl 
O'NEILL,  J  H        Carolina  Pouier    Si  Light  Co        O'NEILL,  J  H        Shaw, 
Pittman,    Potts   &  Troubridgc        84/02/28  Atomic   Safetg   and 

Licensing    Board    Pan a  I         7pp         22432   25B        24 X   Flche    50-400, B4/O2/2S, 
8403010263 

8403070031    Forwards    emergency    response   plan    in    support    of    facility 
Plan    encompasses    state   plan   t   plans    of  Chatham,  Hflrnett.  Lee, 
&  Make   Counties  W/o   encl    Related    correspondence 

HOLLAR,  D  E        Carolina   Pouor   t  Light   Co        84/02/28       KELLEY,  J  L   , 
BRIGHT,  G  0  ,    CARPENTER, J  H        Atomic    Safety    and   Licencing    Board   Panel 
2pp         22341    376        24X  Fiche    80-400,84/02/28,8403070051 

B4O307-QO55  Motion   for    summary    disposition   of   Eddleman  Contention    1 3AA 
re   capacity    factor  No   genuine    Issue   of  matl    fact    exists 
Related    correspondence 

HOLLAR- D   E         Carolina   Power    |<   Light   Co         B4/02/28  Atomic    Sifety 

and   Licensing    Hoard   Panel         ISpp        22941    123        24X 
Flche    30-400, B4/02/28.  B40307O033 

— B403O7009B  Statement    of   matl    facts   as   to  which    there    is    no    genuine 
issue 

HOLLAR,  D   E         Carolina    Pouier    t*   Light   Co         B4/O2/28  Atomic    Safety 

and    Licensing    Board   Panel        3pp        22941    138        24X 
Fiche    50-400,  34/02/28.8403070055 


--B104210123   Dlscu«>«*    implications    of   Ofc    oF    Inspector   t.   Auditor   781012 
Interview  ui/facilltu.    ASLD    Dfc    of    Inspector    t<  Auditor 
attempted    to    probe    thought    processes    of    b   require 
justification    from  Board    re    action    taken    In    adjudication 
YORE,  J  R        Atomic    Safety    and   Licensing    Board    Panel        78/10/19 
HENDRIE,  J,  H        Commissionon        3pp         22370,302        24X 
Fiche' 90-400,  83/12/02,  8402230207 

—8402230237   Discusses    investigation    by   Ofc    of    Inspector    &   Auditor    (QIA) 
re    facility    proceeding    A8LAD   unwilling    to    br    interrogate 4    by 
01 A  Many    g.u«stloni    in,   OIA    interrogation    of   members    of    ASLB 
manifestly    Improper 

ROBENTHAL,  A,  8  Atomic  Safety  and  Licensing  Appeal  Panel. 
76/10/20  HENDRIE  Commissioners  2pp  2237B  306  24 X 
Flche  30-400,83/12/02,8402230207 

S40S07O054   Forward!    corrected    copy    of    Page    1O   of   NRC  840130    response 
in    opposition    to  Eddleman    proffered    Contentions    167,170- 
171    lc    172  re    safety    parameter    display    ay* 
MOORE, J  E        Hearing    Branch    1         84/01/31         KELLEY, J  L  , 
CARPENTER, J  H   ,    BRIOHT,0,  0        Atomic    Safety    and    Licensing    Board   Panel 
Ip        22102   361        34X   Fie h«- 30-400,  84/01/31 ,  8402070034 

— 8402070037  Corrected    Page    10    of   response    opposing    Eddleman    proffered 
Contentions    169,170,171    &    175  re    safety    parameter   display 
iy* 

«      Hearing    Branch    1        84/01/30  Atomic    Safety    and    Llconslng 

Board  Panel  Ip  22102  362.  24X  Flche  30-400,84/01/31, 
8402070034 

B40229OQB1    Amended   Certificate    of   Bvc    for   applicant   840224   motion    for 
reconsideration   or    clarification    of    ASLB   memorandum  It   order 
on    haalth    effect*    contention*    Certificate    of   Svc    encl 
BAXTER, T.A.       Carolina   Power   fc   Light    Co        B4/02/H7.       3pp.       22428,101 
24X   Fiche    BO-400,  B4/02/27,  84022-FOOB1 


-H403Q70039  Affidavit    of   RH  Kuppe    in    support    of   applicant    motion    for 
summary    disposition   of   Eddleman   Contention    1SAA  Certificate 
of    Svc    encl   Related    correspondence 

KQCPE.R  H        Carolina  Power   &  Light   Co        84/02/27        24pp 
22B41    141        24X   Fiche    50-400.84/02/26,8403070033 


840314O102  Policy    statement    on    environ   qualification   of    safety-related 
electrical    equipment   Commission  uilll    conduct   notice  t> 
comment    rulemaklng    proceeding    to    delete    formally   82063O 
compliance    deadline   Certificate   of   Svc    encl 

CHILKi 8   J        Dffica   of    the   Secretary    of   the   Commission        84/03/01 
37pp          22624    164         24X   Flche    30-400, B4/03/01,  B4031401 02 

B4O307O134   Amand    tD    840113  motion   for    protective    order    preventing 
public    disclosure    of    employee    info    sought   by    discovery 
request    of   W  Eddleman   Order    issued    by   ASLB   appropriate   fc 
necessary   Certificate   of   Svc    encl    Related    correspondence 
BAXTER,  T  A        Carolina   Power    5.  Light   Co        BAXTER,  T  A        Shau,    Pittman, 
Pott*    &   Trouliridge        84/03/OS.  Atomic   Safety   and  Licensing   Board 

Panel          llpp.       2253B   3S4         24X   Fiche    30-400,  B4/03/O2.  8403070134 

84O307O223  Requests    questions    re  Contention   41    requiring    discovery 
response*    be    filed    before    840313   Second   round    discovery    will 
be   given    if    protective    order    issue    not   resolved    before 
840313  U/Cer tif icate    of   Svc    Related    correspondence 
BAXTER,  T  A        Sh.au.    Pittman,    Potts   t<  Trowbrldoe        BAXTER.  T   A 
Carolina   Pouter  b  Light  Co        84/03/O2        EDDLEMAN,  M       Eddleman.    U 
4pp          22341    300         24X    Fiche    30-400,84/03/02.8403070329 

84O314O197   Response    opposing    H  Eddleman  840213  motion   for    admission    of 
Contention   SB    (ED)    re    financial    qual if icatloni   Eddleman 
argument    inaccurate   U/NRC   840227    statement    of    policy 
MOORE, J   E        Hearing   Branch    2        B4/03/O9  Atomic    Safety    and 

Licensing   Board   Panel        5pp        226E4   001        24X   Flche  50-400,94/03/03. 
8403140159 


6403020182  Motion   for    summary   disposition   of   Joint   Intervanor 
Contention  V  re   continuous   air  monitors   tc  portable  air 
samples. No   genuine    Issue   of   matl    fact   *il«ti   fc   applicant 
entitled    to    favorable    decision. Related    corr«tpondence 
ANDERSON  i  P   H        Carolina   Pouier    tc  Light   Co        ANDERSON,  P   H        Sham, 
Pittman,    Pott*    I,  Troubrldge         84/02/27  Atonic    Safety    and 

Licensing    Board   Panel         14pp         224 4 O    193        24X    Flche    30-400,84/02/27. 
B403O20 1 B2 


— B403140163  Response    in   support  of    applicant   840207  motion    for    summary 
disposition   of  Eddleman   Contention  B3/B4B    on   grounds    that 
there    is   no   genuine    Issue    of  matl    fact    to    be    litigated 
MOORE,  J  E        Hearing    Branch    2       84/03/05  Atomic    Safety   and 

Licensing    Board   Panel         lOpp        22624  006        24X 
Fiche    30-400.04/03/03,8403140159 


— 8403140168  Affidavit  of  JC  Lehr  supporting  NF 
motion  for  summary  disposition  of  Eddleman 
G3/84B  Applicant  assessment  consistent  ui/Hf 
FES  W/Certlficate  of  Svc 

LEHR.J  C        Environmental    &   Hydrologic   Enjini 
84/O3/03        llpp        22624   016        24X  Fiche   50-< 
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8403120002   supplemental    answer    to   applicant    lit* rrofla tori e«    (.    request! 
far   production    of    documents    on  Joint  contention!    I   ft  VI I 
Certificate    of   Svc    encl    Related   correspondents. 
PAYNE,  M    T        Kudlu   Alliance        PAYNE,  M  T        E^el stein  &  Fayna 
PAVNE.H   T        Joint    Intervenors   -  Shearon  Harris        B4/03/O7        4ap 
2S38<7    298         S4X   Flcfie    50-400,94/03/07,8403120003 


S4Q322O2701  Joint    Inturvenurs    second    suppl    to    answers    to   appll«»n[ 
Interrogator  In    on    Joint    1    re   mgt    incapability   Ckrtlflcat* 
at    Svc    encl    Rirlatod    correspondences 

EDBLEMAN, W        Eddleman,    W        GDDUEMAN.  M        Joint    Int*rvenor»    -  Shtiron 
Harris          BSD    054          B4/03/13  Carolina    Power    Si   Light    Co         Zpp 

22719    IBS         24X   Flche    50-400,04/03/13,3403220270 


B4Q3I30Q01    Replu    to    applicant    t   staff    on  SER    contentions    *   motion    to 
continue    deferral    of   parts    of   Eddleman  Content (on    107 
Contentions    on    SER    (.  Contention    107    inoutd   ie    admitted 
EDDLEMAN.W         Eddloman,     U         84/03/07  Atomic    BafetiJ    and    Llcentln) 

Board    Panel         <?pp          32613    SOI         S4X    Flche    5Q-4OO.  S4/O3/07,  8403130001 

3403130186  Motion    to    declare    applicant  64O22B  m  lib  ion   for    lummsru 
disposition   Qn    Contention    1  5-AA   untlmslij   Tuientn-daij 
eitension    snould    be    grant*!    to    respond    to  motion   in 
alternative    Related    correspondence 

E-DDLEWAN,  H         EddUman,     W         94/O3/O7  AtooilC    BafetU    *nd    Licensing 

Board    Panel          4pp          22634    320         Sw   Flth*    30-400,84/03/07.6403130166. 

--840313QI96  Motion    to   alloui    M  ling    oF  affidavit    of  JO  Blackburn    ra 
U  Eddleman    toCFfiS   7SB    petition  A   affidavit!   Related 
correspondence 

EDDUEMAN.H         Eddie-mar,.     W         84/O3/07  Atomic    Safety    «nd   Licensing 

Board    Panel         Ip         22634    254        B4)r  Flche    50-400,34/03/07, 


3PC 


-8403130207  Affidavit    at   JO  Blaclpurn    ln   «unport    of   UEddlim.n 
IOCFRS   758  petition   &  affidavits 

BLACKBURN,  J  Q        Affiliation  Not   Assigned        B4/02/14 
32434    223         24X   Fiche    50-400,64/03/07,8403130186 


-3403130220   Ansu.r    to    itaff    an   BwnmaMj    disposition   of  Ed  SI. man 
Contention  65   b  applicant    S40314   answer    to  Contention    63, 
Summary    di*pqsition    lethal    utapon  not    to   be    faced  (jnarmtO 
Related   c opre=pond«nc E 

EODLEMAN.W        Etftfleman,     w        B4/03/O7  A  turn  it    Safetu    and    Llcenilnj 

Board    Panel         Spp         ?2fi31    338        2ax  Flche    30-400. 84/O3/07, 
94031 301 Bi 


Forwards   applicant    t<  r<!C    joint    motion    to   uiithdi-sw 
Cont>ntiDn»   2,3  b   A    re    tecuritg   plan   Agreement    eichJnged 
reiolvlng    iatues 

FLVNM,  a  F        Carolina    Pouer   k  Light   Co        B4/O3/I4        KEL.I.EV,  J  L.  , 
BRlGHT.fi  O    ,     CARPENTER.  J  H        Atomic    Safety    and    Llcenilng    Bo4rd  Pinil 
Hpp         SStbt*   31O         a«X   Fithe    SO-40O,  B4/03/14,  8403190137 

— S4Q31-9O141    Joint    motion   tD   lulthdrau   security    plan  Content i out  3,3  L  i, 
Certificate   o-f   Svc    encl 

(IUNKLE,  J  D        Joint    Intervenors   -   Sheflron   Harris        FLVNN,  S  F 
Carolina   Pomer    !«    Lljht   Co        BARTH.  C   A        Hearing    Branch    1 
84^03/E4  Atomic    Safety    and   Licensing   Board   Panel         3pp 

SS66A   312        24X    Flche    30-400,94/03/14,0403190137 

0403200030   Supplemental    responses    to   W  Eddleman    general    intirrugaUrin 
b    Intlrrogatorleg    on   Contention!   41    &  65  Certificate    of    Svc 
eficl    Heiated    carrcspondence 

Bfli<TER.  T   A        Carolina    Power   &  Light   Co        DAXTER,  T  A        Shau.    PltUjn, 
Pott»   ft   Trouibridge         84/03/14  Eddleman,    W        7pp        22683,349      3*t 

FUjiff    S0-400.a4^03/14. 8403200030 

0403190025  Memor-andum    &   order    reaffirming    ruling*    on   responii    to   B401!-' 
order    re   Ae-alth    effects 

HRIflHT,  Q   Q    ,     CARPENTER,  J   H    ,     KEUUEV.  J   L         Atomic    Safety     and    LUtnilrj 
flflard    Panel         64/O3/19  office    of    the   Executive   Legal    Dlrtctor 

aopp         22666  085         24X   Ficho    30-400,  04/03/13,  B403190O2D. 

B4O319GO53    Interrojat  ory    to   Joint    Intei-vsnors    re   Joint   Content  Ion  VII 
Reaponie    in    writing    required    by   B40403 

BAfJTH.C    A        Hearing    Branch    1        04/03/19  Joint    Interwinor*  - 

Shearon    Harrii         Ip         22666    188        24X   Fiche    SO-400, 84/O3/1 5, 
B4031-JOOS3 


B403130S30  Response    coapplixant    Interrogatorlei    re  Conttntloni    9,11 
132(C)(S>    Related    correspondence 

EDDLEMAW.W         Eddlenan,     W         B4/O3/07  Atomic    Safety    and   LU.nsins 

Board    Panel         3OpP          22694    230         24X   Flch*    30-400.  S4/O3/O7. 


interrogatories    to   M  Eddleman   re    Eddleman  Coiitt ntioni   l 
i7  &    116  ftespon**    it*  writing   required    by    840403  Certificate 
of   Bvc    ancl 

BAflTH.C   A        Hearing    Branch    1        84/03/13        EDDLEMAN,  W        Eddl»««n, 
Bjip         2266A    109         24X   Fiche   30-400.  B4/03/15- Q403190O93 


B403130IS6  Kotlcn    for    summary    disposition   of  Jolnl    Intei-vanoi- 
Contention    VI    re   monitc-rina    ayi.  Mo    Henuine    fnue   of  matl 
fact    exluts    t,   applicant    entitled    to    favoratle    decKlon 
R-alated    correspondence 

ANDERSON,  P  »        Carolina    Power   81  Light  Co 
iPittmaru     Potts   &   Trowbrifliie        84/03/09 
Licensing    Poard   Panel         IBpp        2239?  003 
B403I30156 


H        Shaw, 
Atomic   Safety    and 
24X    Fiche   SO-40-0,  84/03/07- 


of    applicant 


—9403130164  Affidavit  of  MH  WlUie  i  RL  Ebearln  in  sup 
motion  For  summary  disposition  of  joint  Int«Tvenor 
Contention  VI  Certificate  of  6vc  enc! 

W!LK1£,W  H  ,     SHSMIH.R    V        Carolina  PDLJBP  fc  Light  Co         B4/03/OB 
32S19   021          S4X    FicAff    30-400,84/03/09.8403130136 


8401130447   flesponi*    to    W   Ed  ri  Uman    BflOan?   mDtion    to    declart     utll    840238 
motion   untimely    Eddleman   motion    frlvnlou*.  inmlt  Inn  (. 
unfDuTiil«d   Delated    correiponiTenc« 

D'NEILL,  J   H         Carolina    Power    6   Light    Co         O'NEILL.J   H         Shaw, 
Plttfflan,    Potts   1   rrowir-tdoe        84/03/0?  Atomic    Safety    and 


--S403130459  B*.poMt    appB.ing    H  Ed^tlen-an   940307  motion    to    allow   filing 
of   aff    davit    of    JO  flUctburn  Good    cevif   und.^nstrated 
Certificate    of  Svc    ancl 

jD'NEIU..d  H        Carolina    Pow.r   S,  Llght   Co        O'WErLL.JH        Shaw, 
Plttman,    fotts   8,    Troi-bridge        84/03/09  Atomic   Safety    anrf 


B40316001B  nifli»Pi.1l»>   840313    t.Jegn    ..tending    tiwe    for    disctverg 
requests    on    safeti,    contentions  S,    for    respond    lo   applicant 

motion    For    summary    disposition  Cert  j  f  i(;at,    of  Svt    ,),,., 
BAXTER,  T  A        8hau.    Pittmafl,     Pott*    i,    Trowbrldtre        BAXTER,  T   A 

H.      Eldl»»,    H 


3403320223   Supp  1  emtntal 


,  04/03/13, 


listing    on  di.covery   Rtlatid 
v 


EDDLEMAN.  H         E 
Light    Co         3ff 


leman,     M         DSB    033          BA/Q3/13  Carol  [n-    Pou.r 

2E7I9   00  1          24X   Fl  the.  30-40O,  64/03/13,  B4032B0323 


9403200034  Interrogator  1  es  to  applicant  on  admitted  security 
contention  Encl  withhold  (ref  10CFR73  21)  W/Cerfcif Icat*  of 
Bvc  Related  cor re*p antJenc e 

RUNKLE,  J        Joint    Intervenors    -  Shearon   Harris        84/03/15  C»roHM 

Power    t.  Lisht   Co         3pp         2269B  a?3        24X   Ficha    50-400,64/03/15, 
9403200054 

G403S00117    Intarrogatories    EC  request    for    production   of  documinti   en 
14   Eddleman    Contention    133C1II)    second    set   Certificate    of 
Svt:    encl    Related    corrflspandvnce 

CAHROH.  H        Carolina    Power    Ic   Light   Co        84/03/13  Eddlfman.    U 

Bpp        22605   336         24X   FltHe    30-400,84/03/19,8403200117 

8103300135  Notice   of    EA    Bleacher  b  JR   Naples    depusltlonG    on   54035?  id 
Flalalgh'NC  Certificate    of    Svc    encl    Related    correspondence 
CHJJROM<  H        C^Poilni    Power    t,   Light  Co        CARROM,  H        Shaw,     Pittnan, 
Pottu   &    TroubMdge         B4/03/13        3pP        22&99    161         24X 
Fitho   5-0-400.  B4/O3/I5,  3403200133 

B40331O120    informs    that    fart    of    transcript    of    B40300    telcon    r» 
identification    of    penons    in    room  at    time    of    call    mljsinfl 
BARTH.C    A        Hearing    Branch    1        84/03/16        KELLEV,  J  L  ,     BR  HJHTi  0  0  . 
CARPENTER, J  H        Aturtic    Safety    and   Licencing    Board    Panel          Ip 
22707    179        24X    Ficho    90-400,84/03/16,8403210180 

B'403200048  Provide,*    corrections    to    itatamenti    of    scheduling    dgreemt'rt* 
par   B40313    Itr    Extension    to   840403   for    Eddleman   41    appli** 
only    to    second    round    questions  not   tiased    on    welder    info 
Related    correspondence 

EDDLEMAN,H        EddlBrajn,     W        84/03/17        BAXTER.!        Shau,     PUtman.   t>««* 
fc   Trowbridge         Ip         S2A99    1B3        24X   Ficho    30-400, 84/03/17, S403a<»0« 

8403310091    Order    approving    joint  motion    bo   withdraw   security,    plan 
Contentions    3,3  It   b   Cooperation   camonnd«(f 

KECLEY.  J  L   ,    CARPENTER,  J  H,  ,     BRIGHT,  0  0        Atomic    Safety    and  UtlMiM 
Bo^rd   Panel         34/03/19  Office    of    th*    Executive   Legal    DlrtEtftT 

2pp         22704   34H         24X    Fichf    SO-400,  S4/03/1?,  B403210031 

8403220E23   Notion    to    quash    applicant   notice    to    take    deposition   of 
Bleacher    b  Map  IMS.  Unl  1  ke 1 y    applicants    can   mutt    even 
thrdS-hho  1  if    shouins    of    goad    cause   Certificate    of   Svc    encl. 
Related    corrB(p.0nd tnc e 
HUNKLE,  J        Joint    In tervenors    -  Shearon  Harris        DSB  049.        B4/03/I* 

Atomic    Safety    an«J    Licensing    Board   Panel         4pp        22719   O03        24X 
Flch*    30-400,  B4/O3/19,  B403220223 
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8403220237  Responds    to   B40313   response    to   Eddleman    41    Related 
correspond*  tic  e 

EDDLEMAN.U        Eddleman.     H         DSQ    031          34/03/19          BAXTER,  T         Shaw, 
Fittman.    Potts   t>  Trowbridge        2pp         22719    O12         24X 
Ficne    30-400,64/03/19.0403320227 


6403330331    Eddleman   general    interrogatories   it    interrogatories    on 
Contentions  9,11,41,43,116  t    I3a(c)12(    to  applicant 
(eighth    set)    Certificate    of   Svc   end    Related    correspondence 
EDDLEMAN.  U        Eddlaman,     U         DSQ    166        B4/O3/23   '         Carolina    Power   !t 
Light    Co         24pp         32787    14B         24X   Fiche    30-400,  B4/03/33,  B4O328033I 


8403220261    Interrogator  Is t   &  request    (or    production    of   documents    tc 
Joint    Intervenon    (seventh    set)    Cart  1 1 ica te    of    Svc    encl 
Related    correspondence 

O'NEILL,  J   H         Carolina   Power    b   Light    Co          O'NEILL,  J   H         Sham, 
Pittman,    Potts   (.  Troubridge        DSQ    05B        84/03/1?  Joint 

Intervenors   -   Bhearon  Harris        21pp         22719    HO         24X 
Fiche    30-400,84/03/19.8403220261 


B4032S036O   Response    to    util    motion    far    summary    disposition    on    B3/84B    E 
motion    for    licensing    conditions  No  Cape  Fear   River   water 
should    be   used    by    util    for   cooling   Related    correspondence 
EDDLEMAN,  U        Eddleroan,     W         DSD    174         B4/03/S3  Atomic    Bofettj    and 

Licensing    Board   Panel          lp         32787   231         34X    Flche    30-400.84/03/23, 
8403230360 


B4Q322026S  Joint    Intervenor    general     interrogatories   &    interrogatories 
an    Contention  7    (First   setl    Related    correspondence 

EDDLEMAN,  W       Eddleman,    W        EDDLEMAN,  W        Joint    Intervenors    -  Shearon 
Harris        D8B  033        84/03/19  Carolina    Pouiar    &   Light   Co        24pp 

32719    131        24X   Flche   50-400,84/03/19,8403320265 


8403270327   Advises    that    term    job    experience,  used    in    840314    discovery 
responses.  Includes   only   welding   eipenence    Related 
correspondence 

BAXTER,  T  A  Shaw,  Pittman,  Putts  fc  Troubridge  BAXTER,!  A 
Carolina  Power  &  Light  Co  DBB  144  B4/Q3/E&  EDDLEMAN,  H 
Eddleman,  U  3pp  227B9  O16  24X  Flche  50-400, 84/03/36,  840327-0327 


84032G0361    Clarification   of    Joint    Intervene!-*    position  re   J   flofman 
Sofman    absolutely    unwilling    to   appear    as    Intervenor   witness 
EDDLEMAN,  W        Joint    Inlervnnor*    -   Shearon    Harris          EDDLEMAN.  W 
Eddleman,     W         DSD    173         84/03/80          Hpp          KK7B7    232         24X 
Flche    30-400, B4/Q3/20, B4032BQ361 


840328O34?   Eddleman  I    Joint    Intervenes    interrogatories    to   WRC   staff 
(third    set)    Related    correspondence 

EDDLEMAN,  W       Eddleman,    W        DBG   163       34/03/26  Office    of    the 

Eiecutive  Legal   Director        Itpp        23787    157        24X 
Fiche    30-400, B4/03/S6,  84032B0347 


0403360327    Interrogatories    b   request    for   production   of   documents   re 
Eddleman   Contention*   9  &    1 1    (second    set)    Certificate   of 
Bvc    encl    Related    correspondence 

BWIQER.M  A        Carolina  Fouler   fc  Light   Co-        SWIQER.M  A       Bhau,    Pittman, 
Potts   S.   Troubridge        DSD    1O4        84/03/23  EddUm-am    U         14pp 

22760    143        24X   Flch«   SO-400,  B4/03/E3,  8403360327 

B4O326032B  Responds    to   B40317   t-    19    Itrs    re    BxtBnsion    to    File    discovery 
requests, iiielder    info   conf identlall ty    ti    interrogatory 
antliiers.Svc    list    encl    Related    correspondence 
BAXTER, T  A        sham.     Pittman,     Potts    I>  Troubrldge         BAXTER,  T   A 
Carolina   Power   (<  Light   Co        DSD    1O3        S4/O3/23        E  DDL  EM  AN ,  W 
EddlBitian,     U         4pp         22760    137         S<4X    Flche     3O-40O,  84/03/23.  8403260338 

0403360348  Responses    to   general    int«rro jatories    Si    in terroflatories   on 
Contention  69    (seventh    set)    Related    correspondence 

BAXTER,!  A        Carolina   Pouer    &  Light    Co        BAXTER- T  A       Shaw,    Pittman, 
Potts   &   Trouibrldge        DSD    102        84/03/23  Eddlaman,    \A         47pp 

22760    190         24X   Flche    30-400,  84/03/23,  a4032iO34H 

— 9403260334   Revponse    ta   request    for    production    of    documents 
<Contention   63)    Certificate    of   Svc    e-ncl 

BAXTER, T  A        Carolina  Pouier   &  Uight    Co         BAXTER,  T  A        Sham, 
Pittman,    Potts    &   Troubrldge        84/03/23  Eddleman,    H        6pp 

28760   237        24X   Fiche   30-400-  B4/O3/23,  B4O3H60348 

8403270319  Response    opposing   U   Eddl«man    840307    motion    to   allow   filing 
of    affidavit   at   JO   Blackburn   Affidavit    is    untimely    suppl    to 
petition   re   need    for    power   &    alternative    energy    sources 
Certificate   of  Svc   encl 

MOORE,  J,  E,        Hearing    Branch     1          DSD     133         G4/O3/23         Spp          22789023 
H4X  Flche   30-400,  84/03/23,  8403270319 

8403270321    Clarification   of    staff   response    in    support   of    applicant 
(notion    for    summary    disposition   op    Joint    Intervenor* 
Contention    W  ra   TLDs 

BARTH,  C   A        Hearing    Branch    1        03B    13O        Q4/O3/23  Atomic   Bafetij 

and   Liceniing    Board   Panel         3pp         22799  O20         24X 
Fiche-  30-400.84/03/23,8403270321 

B 4032703 33  Response    In    suopart    of  applicant    840327   motion    for    summary 
disposition   of   Joint    Intervenors   Contention    V   re    callbr    of 
air  monitori  Related    correspondence 

BARTH,  C   A        Hear  inn    Branch    1         DBB    12"?        B4/O3/23  Atomic   Safety 

and  Licensing   Board  Panel,      2pp        22789  OO&        24X 
Flch*    30-400.  B4/03/S3,  8403270333 


M     Antitrust  correspondence 


8403020076  Notification    of   840234  meeting  u/util    in   Bethesda.MD  to 
discuss   antitrust  matters 

BUCKLEY.B  C        Licensing   Branch  3       B4/03/17        KNIKHTDN,  O  W 
Licensing   Branch   3,       4pp        22471    179       24X    Fiche   30-400,04/02/17, 
B403020076 


B403D20084   Notification    of    change   in   date  t>   time    far    B4O302    meeting 
u/utll    in   Dethesda,MD    to    discuss    antitrust   matters 
BUCKLEV.D   C        Licensing    Branch    3        84/02/27         KNIGHTQN,  0   W 
Licensino   Branch   3        4op        22491    184       24X   Fiche  5O-40O,  B4/O2/27, 
84030200S4 

3403260034   Forwards    MA    McDuffie    840216   response    to   830119    request    far 
addl    antitrust    info    to   continue  review  of   DL  app  1  i  cation,  p  er 
Reg   Guide  9  3  Recipient    inadvertently    omlttad    from    list 
ZIMMERMAN,  S  Ft       Carolina   Pouer  &  Light  Co        84/03/19        VDOLER,  B        NF1C 
-   Md   Detailed   Affiliation   Given        lp        H2777  OB7        24X 
Ficha   50-400,04/03/17,8403280034 

8403260009  Forwards   responses    to  questions  raised    in   B4O3O2    meeting    r* 
antitrust  review 

HCDUFFIE.  M  A        Carolina  Pouier   t*  Light  Co        B4/03/20       TQflLSTON,  A  L 
Biting   Analysis   Branch        70pp        S2730   153        S4X  Fiche    30-4OO. 
84/03/20. 8403260007 

D      Advisory  Committee    on  Reactor  Safeguards   reports    t.  correspondence 

B403140302  Discusses  seismology  issues  in  Ot  review  Extremely 
conservative  values  established  for  CUE  &  SEE  Plant  site  is 
as  nearly  aseismic  as  any  site  in  eastern  US 

MAXWELL.J  C        Marine  11.    J  C        MAXWELL.  J  C        ACR8  -   Advisory    Committee 
on   Reactor  Safeguards        84/01/05       KERR,M        ACRB  -  fidvisori)  Committfe 
on    Reactor   Safeguards         lp         22635   317        34 X    Fiche    30-400*84/01/05, 
B403140302 

S40316009S  Comments    on   840103-04  site   visit   8,   OL  hearing    In    ApeuNC 
Requests   opportunity    to  view    final    control    room  EC  neuj 
simulator 

PEAR90N,R  0       North    Carolina   State  Univ  ,    Raleish,    He         PEARBQN.R    O 
ACRS   -    Advisory    Committee    on   Reactor   Safeguards         B4/01/03         KERR.  M 
ACR8  -  Advisory   Committee   on   Reactor  Safeguards        MAJOR* R,       North 
Carolina  State   Univ    .    Raleigh,    NC        Spp        32662  27i        SIX 
Flche    SO-40D,S4/01/O5.B4031600BS 


— 94O3S7033S  Affidavit    of   S   Block    tn    support    o,F    luwmary    disposition   of 
Joint    Contintion   V.  Cert  if icate    of   Bvc    encl 

BLOCK, a        Division   of  Suitims    Integration    (post    SHOOS)         84/03/13 
8pp        22789:008        84 X   Flche   50-40O,  04/03/23,  B403270333 

B403SB0344  Retponf*    to   applicant    in terrogator i »B    ro    Eddleman    116 
Rvlated    corrispandenc*. 

EDDLEMANiW        Eddleman,    M        DBB    177        84/O3/23  Carolina   Pouer  J. 

Light   Co        6pp        22787.116        24X   Ficha    3O-40O.  B4/03/23,  94032B0344 

B 4 032903 4 9  Natlfli*    of    Inability    of    copy    ctrs    to    copy  new   filings    due 
B4O323,  Motion  made    for    extinslon    at    time    to    onujn 
duplication   Related    correspondence 

EDDLEMAN,  M.      Eddleman,    U        DBB    176         B4/O3/H3         KEL.UY,  J        Atomic 
Bafetu    and   Licensing    Board    Panel         BAXTER,  T         8h*uri     Pittnan,    Potts  t 
Troubrldge.       9pp.       22787    144        24X   Ficha    90-400,84/03/23,8403280349 


8401300121    Bummariies    ACRS  288th  meeting    on  840112-14  re    review   of  OL 
appl Icatlon, control    room   design  &   tube   degradation 
Investigation   of   allegations    re  OA  requested 

EBERBOLE,  J  C        ACRS   -  Advisory  Committee   an   Reactor  Safeguards 
84/01/16        PALUAuINO.  N   J         Commissioners         3pp         2S044-  O23         H4X 
Fiche    SO-400,84/01/1A,B4013001H1 


Q      Inspection   reports,      IE  Bulletins   fe   correspondence 


8403070179  Ack   receipt    of   840208  Itr    Informing   NRC    at  steps    taken    to 
correct    violations   noted    in    IE  Insp   Kept  50-400/83-36 
Implementation   of    corrective    actions  will    OB   eiaroined    during 
future    insps 

VERRELL1.D  M       Division   of  Project  &  Resident  Programs         BA/03/SS 
UTLEY.E  E       Carolina    Pouer  *•  Light  Co        lp         2HS47   876        24X 
Fiehe    50-400,84/08/23,8403070179 
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— B403Q7O1B4  Responds    to  NRC   64O110    Itr  re   violations  noted    In    IE   Insp 
Kept    SO-400/B3-36   Corrective   actions    transformer    replaced 
Full    compliance   ulll    be    achieved    nn   B40220 

PAFJSONS.R   M        Carolina   Pouer   t>   Light    Co         04/02/09        O'REILLY.J   P 
Region   3.     Office    of   Director         3pp         32347   277        34X 
Ficho    30-100,64/00/32.  B403070179 

— 84Q3Q7O193   Forwards    IE    Insp    Repts    SQ-400/B3-36   *-   50-401/B3-36   On 
83113O   &    1220  *<   notice    Of    violation 

VERRELLI.D  M       Division   of   Project  &  Resident  Program*        B4/01/10 
UTLEV.E   E        Carolina   Poiuer    &  Light   Co         3pp         32547   279         24X 
Ficho    50-400,  94/02/22,  6403070179 

— B40307O197   Notice    of    violation   from    insp    on    831120-1220 

*       Region   2,     Office    of    Director         B4/01/10         Ip        32347   2B1         24X 
Fichu    50-100,  84/02/33,  8403070179 

— 8403O7O199    IE   Insp    Repts    50-400/63-36   &   30-4O1/63-36   on    831120-1220 
Violation  noted    failure    to   protect   equipment    from  rainwater 
entering   react"   auiltiary    bldg    from  roof 

MAXWELL, G   F   ,    PREVATTE,  R    L        Region   3,     Office    of   Director 
BEI1IB,P   R         Division    of    Project   t   Resident   Programs         84/01/09 
9pp          22S47   202        24X   Fiche    50-400. 84/03/22,  B4O3070179 

840307O094   Ack    receipt    of    B40I1S  d   27    Itrs    Informing   NRC    of    steps    taken 
to  torrect   violations   noted    In   IE   Insp   Rept   50-400/63-39 
VERRELLI.D   H        Division    of    Project    &   Resident   Programs         84/02/23 
UTLEY.  E   E        Carolina   Power    tt   Light   Co         Ip         22345   348         84X 
Ficli*    30-400,84/02/23,8403070094 

— 9403070093  Clarifies   response    to  NRC  831320   Itr  re   violation*   noted    in 
IE    Insp  Rept   50-400/63-33  Corrective   actions   sock-o-let 
restamped   in/correct  number    on   fitting   on  640111 

PflRSONS.R   M        Carolina   Pouier   *-   Light   Co         84/01/27        O'REILLY, J   P 
Region   2,     Off  KB    of   Director        2pp         22543   349        24X 
Fiehe    50-400.  64/02/33,  B403070Q94 

— 6403070096   Reipondi    to   NRC   831220    Itr    re   violations   noted     In    IE    Imp 
Rept    50-400/B3-35  Corrective  actions    sock-o-let  restamped 
ill/correct   number   on   fitting    an   B4O111 

PflREONS.R  M       Carolina   Pouier  t  Light   Co        B4/01/1B       D'REILLY.J  P 
Region  2,    Office   of   Director       2pp        33349  331        24X 
Fich*    30-400,64/02/23,0403070094 


B1O2O90011    IE    Info   Notice   84-17,     "Problems   W/Liquid    Nitrogen    Coaling 
Components    Belau   Nil    Ductility    Temp    "    Svc     list    encl 
JORDAN, E  L        Division   of    Emergency   Preparedness   &   Engineering 
Response    (Post   B30103)        84/O3/OS  Consolidated    Edison   Co      of   Neu 

York,     Inc         117pp         22333336         34X    Fiche    30-000.  84/03/03.  84O2090Q11 

B4O329019B   Forwards    IE    Imp    Rept    50-400/04-04   on    B40314-17    No 
violations   noted 

UERHELLI.D   M         Division    of    Project    ti    Resident    Programs          B4/O3/06 
UTLEY,  E   E         Carolina   Power    Si    Light    Co         2pp         22B03   314          24X 
Fiche    30-"100.  64/03/06,6403290198 

— 840329OI99    IE    Insp    Rept    5Q-400/B4-O4    on    B40214-17    No    violations    noted 
Major   areas    inspected    structural    concrete,  structural 
backfi 11, previously    identified    enforcement    items   b 
previously    identified    inspector    follouup    items 

HARRlSiJ   R    ,     CQNLQN.T   E         Region    2.     Office    Of    Director          Bfl/03/03 
3pp         22B03   316         24X    Flche    50-400, B4/O3/06,  84O329019B 

B4OS090024    IE    Info   Notice   B4-09, Rev    1,     "Lesions    Lsflrnad    From    Inspl    of 
Fire  Protection  Safe   Shutdown   Sys    "    Svc    list   enc 1 
JORDAN, E  L        Division  of   Emergency    Preparedness   fa   Enaln«Brino 
Response    (Post   830103)         84/03/O7  Consolidated    Edison    Co      of  New 

York,     Inc         119pp         22639    O49         24X    Fiche    SO-000,  B4/03/07,  B402090024 

6402090026   IE    Info  Notice   84-18,     "Stress    Corrosion   Cracking    in   PUR 
Bgs    "   Bvc    list    end 

JORDAN,  E  L        Division   of   Emergency    Preparedness    h   Engineering 
Response    (Post   B30103)        B4/03/07  Consolidated   Editor,    Co      of   Naui 

York,     Inc        llflpp        22BB4    166        34X   Fiche    30-000,94/03/07,8402090029 

B40314OI74  Forwards   Rev  0    to    Inservice    Insp   Procedure    ISI-201i     "ASME 


Preservlca    Insp   Program  Plan    (Eicapt   Reactor   Vessel)! 
response    to   Matls   Engineering    Branch    SER   Open    Item  b 
MCDUFFIE,M  A        Carolina   Power   1  Light   Co        64/03/07 
Office   of  Nuclear  Reactor    Regulation,     Director        2pp 
34X   Fiche    SO-400,  B4/03/07,  6403140174 


DENTON,  H   R 
H262O   090 


--B40314017B  Rev  0   to    Inservics    Insp    Procedure    IEI-301,     "ABME   Pretarvfce 
Insp   Program  Plan    (Eicept   Reactor    Vesnel)    "    W/4S  aperture 
cards    Aperture   cards   are    available    in   PDR 

*      Carolina  Poiuer   &  Light    Co        B4/02/03        74pp         22630  092        24X 
Flche    50-400,84/03/07,8403140174 


—0403070100  Forwards    IE    Insp    Repts    30-4OO/83-33   (c   50-401/83-33    Dn 
83112'9-12O3  b  notice    pf  violation 

vERRELLI.D   M        Division    of    Project   b   Resident   Programs         83/12/20 
UTLEY, E  E        Carolina   Potuer    b  Light   Co         2pp         23545   353         24X 
Fiche    30-400,  84/02/23.8403070094 


B403160367  ForDard*    IE   Enforcflment   Conference   R*pts    30-261/B4-OB 
30-400/B4-OS   on   B40223 

D'REILLY.J  P        Region  2,    Office   of    Director        84/O3/09        UTLEY, 
Carolina   Pouier   (•  Light   Co         2pp        32660  375        24K 
Flche   80-000,64/03/09,8403160267 


—8403070102   Notice    of   violation   from    Insp    on    631129-1202 

*      Region   2,     Office    of    Director         83/12/30         Ip         22545    355 
Fichu    50-400.64/03/23,8403070094 


—  B403070105   IE    Inip    Repta    50-400/B3-35   t<   50-401/63-35   on    831129-1202 
Violation   noted    failure    of    ai-huilt    drauiings    to    reflect 
actual    piping   configuration 

KLEINSORGE.U   p        Rtgion   2,     Office    of    Director         BLAKE,  J    J 
Division  of  Engineering   &  Operational   Programs       83/12/13       9pp 
22545.336       24X  Fiche  50-400-  B4/02/23,  8403070074 

34O119D072    IE    Info   Notice   84-13,     "Potential    Deficiency    In   Motor 
Operated   Valve  Control   Circuits  b  Annunciation    "   Svc    lilt 
encl 

JORDAN,  E  L       Division  of   Emergency   Preparedness  &  Engineering 
Rvipo-nse    (Post  830103)        84/02/E6  Consolidated   Edison   Co      of  Neu 

York,     Inc         115pp         22909   239        24X   Fiche    80-000,  64/02/38,  6401  190072 

8403160194  flck   reteipt  of  840307   Itr    Informing   NRC   of  st*p*    taken   to 
correct    violations   noted    in    IE  Insp   fiept   30-400/83-35 
LEWIS,  R   C       Division  of  Project  fc  Resident   Program!        B4/03/01 
UTLEY,  E  E       Carolina  Pouer  8:  Light  Co        Ip        22633  359        24X 
Fiche    90-400,64/03/01,6403160194 

840^090007    IE    Info   Nolle*   84-14,     "Highlights    Of   Recent   Transport 
RaauUtori)  R»v»   b«   DOT  !<  WRC.  "  Svc    list  encl 

GRACE,  J   N        Division    of   QA.     Bafeouards    1.    Inlpectlon   Pronfams    (Post 
B3O103)         B4/03/OH  Consolidated   Erfiion  Co      of  NBU  York,     Inc 

13Opp          22352   329        24X   Flch*    50-000,  B4/03/02,  84020TO007 

3403090008   IE   Info  Notice  B4-16,    "F«ilur«  of   Automatic  SprinUer   But 
Valves    to  Operate.  "   Svc    list    »nc  1 


Division  of   Emergtncy  Preparedness  t  Engineering 
Rftponie    (Po*t  830103)        B4/03/02  Consolidated   Edison   Co      of  New 

Yartr     Inc         I32pp        SS353   098        24X   Fiche    30-000,84/03/02,8402090008 

B4.0Z090009   IE   Info  Hotic.  64-15,    "Reporting   of  Radiological    Releases    " 
Svc   list  «nci 

JORDAN,  E  L       Diviilon  of   Em.rg«ncy   Preparedness  ti  Engineering 
Rtipon**    <P»st  830103)        84/03/02  Consolidated   Edison   Co      of  Neu 

Yorlr,     Im        119P{,        32533217       34X  Fiche   50-000,  84/03/02,  8402090009 


—8403160274    IE   Enforcement    Conference    Repti    30-261/B4-OB    b    30-400/B4-OQ 
on  B40323  Major    area*    discussed    unauthorlied    entry    Into 
facility    reactor    cavity    b   QA   programs   re    procurement    of 
svcs   &  mails 

VERRELLI.D  M        Division    of   Project   h  Resident   Programi         84/03/O6 
3pp         23660   277         24X    Fiche    3Q-OOO, B4/03/09,  B403160267 

8402090031    IE  Bulletin   84-02,     "Failures    of   OE   Type   HFA  Relays    in   Use    in 
Class    IE  Safety    Bys    "   Svc    list   encl 

DEYOUNO.R  C        Director'*    Office,    Office   of    Inspection    and 
Enforcement        64/03/12  Consolidated    Edison    Co      of   N*u   Vorkr     Inc 

134pp         22823   094         24X    Fich  "'  3O-OOO,  84/O3/12,  84OZO90031 

8403390163  Ac  k    receipt    of    040309    Itr    Informing    NRC    of    step*    taken    to 
correct   violations    noted    in    IE    Insp    Rept    30-400/84-03 
Implementation    of    corrective    actions    ulll    be    etamlned    during 
•future    Incp 

vERRELLI.D,  M        Pivislon    of   Project   tc  Resident   Programs        84/03/20 
UTLEY.E  E        Carolina   Pouier    t>  Light    Co         Ip        32803  32?,       24X 
Fiche    50-400,84/03/20,  B403390163 

— 8403390166  Responds    to   NRC   840213    Itr    re   violations   noted     In    IE    Insp 
Rept   50-400/84-03   Corrective   action*   Meld    Joint 
I-8I-130-FW-336   documentation   changed    to    shoui   correct    Heat 
Number  M  2943   for   melded    and    of   Bpool    l-RC-134-1 

PARSONS, R   rt        Carolina   Power  EC  Light   Co        94/03/07        O'REILLY- J.P 
Region  2,    Office   of   Director        Spa        32803  330        24 X 
Flche    50-400.84/03/20,8403290163 

--8403390169   Forward!    IE    Insp    Kept    30-400/84-03    on    840124-27    b    notice    Of 
violattan 

VERRELLI.D  M        Division    of   Project   J,   Resident   Program*.       64/02/13 
UTLEY, E  E        Carolina   Pouer    b  Light   Co        Sfp        22603' 332,       24  X 
Fiche    30-400,04/03/20,8403290163 

--8403290171   Notice   of    violation    from    Imp    on   840124-37 

*      Region   3,    Office    of    Director        84/02/13        Ip        23803.334        24X 
Fiche    50-400,04/03/20,8403290163 


DOCKETED  ITEMS 


293 


— B1Q327O173    IE    Inap    Kept    50-4OO/84-O3   on    B4O124-27   Violation    noted 
failure   to   provide   adequate   procedures    for    heat   number 
verification 

KLEINaORQE. U   P         Region    2.     Office    of    Director         BLAKE.  J    J 
Divi»lpn   of   Enoineertna   &   Operational    Programs        S4/O2/Q8        13pp 
23803    335         34X    Fiche    SO-40O,  84/O3/20,  B4O33901 63 


84O3Q1O210  Forwards    tasfc    descriptions    for    16   known   problems   re 
Transamarica    Delavali  Inc     emergency    diesel    generator* 
rtUSELERiW  J         TDI    ITransamur  ica   Delavali     Inc.)   Owner  9   Group 
84/02/28        DENTON.H   R        Office  of   Nuclear  Reactor  Regulation- 
Director         42pp         23435     177         24X    Flchc    5Q-OQO,  04/02/23.  B4O3O1021S 


S4O2O90Q43   IE    Info   Notice   84-19,    "Two   Events    Involving   Unauthorized 
Entries    Into  PUR   Reactor   Cavities    "   Svc    list    enc 1 
JORDAN,  E  L        Division   of   Emergency   Preparedness    &  Engineering 
RaiponBe    {Post    8301O3)          64/03/21  Consolidated    Edison    Co       of   New 

York.      Inc          123pp         22B33    229         24X    Fichu    50-000,84/03/21.8402010043 

84O2090O44    IE    Info    Notice    84-20,     "Bvc    Life    of    Relays     in    Saf B ty-Related 
Siji.  "    Svc    Hit    encl 

JORDAN. E  L        Division   of   Emergency   Preparedness    S.  Engineering 
Rat-ponie    (Post   8301O3)        84/O3/31  Consolidated    Edison    Co      of   New 

York,      Inc          133pp         22933   OO1         24X    Fiche    5O-OOO, B4/O3/21.  84O2O9O044 

R      Periodic    operating   reports   d  related   correspondence 


0403070265   Fifth    interim    deficiency    t.   Part    21    repts,  Item    117    re    molding 
defects    on    Class    IE    6   9    W    circuit    breakers    Initially 
reported   on   830211    All    Class    IE   breakers   at   site   returned    to 
Siemens-All  is   Final    rapt    eipected   by   040331 

PARSONS. R    M          Carolina    Power    &  Light   Co         B4/02/39        O'fiEILLY.J  P 
Region    2,     Office    of    Director         4pp         23347   075         34X 
Ficha.90-4OO. 34/02/29,8403070265 

0403130378  Fifth    interim   deficiency   rept.  Item   53  re   potential    for 
Westinghquse   mfg   gate   valves    falling    to   fully   close/open 
under    design   conditions    Alt-o   reportable   per   Part   SI 
Hardware   changes   completed   Final    rent   eipected   by   940415 
PARBONB.R.M         Carolina    Power    t,  Light    Co         04/03/01         Q'REILLY.J  P 
Region   3,    Office   of   Director        lOpp        22616  283       24X 
FiehH    30— 1OO,  B4/03/O1,B4Q313O39B 


340)3020443  Forwards   monthly    status   rept   of    offslte    emergency 
preparedness   far   OL   reviews    for   Jan    1984   Changes    In   FEMA 
finding    dates   not   caused    by    delay    due   to   offttte    emergency 
p  tanning    issues 

DIRCKS, g  J       Office   of   the   Executive   Director   far   Operations 
B4/O2/21        PALLADINO      Commissioners        9pp        22472   O83        24X 
Ftche    SO-QOO,8«/02/21.H403020443 


8403130337   Interim  deficiency   fc  Part   21   repts.Item   139  re   fleilble 
coupling   drive   shaft    in   overspeed   governor   d   fuel    transfer 
pump    drive    of    standby   dle*el    generator   Initially   reported    on 
8102O&  Final    rept   uiill    be    submitted   by   B40416 

PARSONS.  R    M         Carolina    Power    t.  Light   Co        B4/03/03        O'REILLY,  J  P 
Region   S,    Office   of   Director        lp        22617  277        24X 
Fiche    30-400. B4/03/02,  8103130237 


B      Repnrtable   occurrences,    LERs   t,  related    correspondence 

E3403D1O.491    Informs   Commission    of   problems   w/emergency    diesel    generators 
mfg    by    Tran*amerlca   Dalaval,  Inc 

DIRCKB.W.J       Office   of    the   Executive   Director    for   Operations 
9ECY-B3-034        84/01/23        4pp        22438  347        2+X   Fiche   50-OOO,  B4/O1/35. 
8403010431 


B4O314QQ48  Foruiards   "Grand    Gulf   Component   Tracking   Sys,  "    "Bhoreham 
Component    Tracking    Sys"    &    "Transamerica   Do  1  aval,  Inc 
Diesel   Generators   OiunHra   Croup  Program  Plan."    to   resolve 
concerns   u/erriBrgency   diesel    generators 

HUSELER,W    J         Long     Island    Lighting    Co         B4/O3/02        D6NTDN,  H  R 
Dfflc*   of   Nuclear  Reactor   Regulation,    Director        Bpp        22&Z6   062 
H4X   Tiche    30-000,84/03/02,0403110040 


Q4O2370274  Third    Interim   deficiency   rept, Item    111    re    seismic 
qualification   teit    failure   of   Transamerica   Delaval,  Inc 
starting   *lr   chick    for   emergency    diesel    engine    generator 
•  eti   Also   reportablB   per   Part   31   Next   rept   tiif   840 53 S 
PARBDNS.R  M       Carolina   Power   ti  Light  Co        B4/03/1B        O'REILLV.J  P 
Reolan    2,    Office    of    Director         4pp         23391    3O4         24X 
Fiche    50-400,04/02/15.6408370274 

S4O3O1O33O   Interim   deficiency    rept, Item   138  re   Pullman  Const 
Induttr les/Ebasco   design    interface   KVAC   ductwork   Differences 
impacting    seismic    qualification   may    eiltt   between   d"isign  ft 
fabrication   document*   Also   reportable   per   Part   21 

PARBDNB.R   M        Carolina   Pouer   b  Light  Co        84/03/17        O'REILLY- J  P 
Region    2,    Office   of   Director        lp        22432  329        24X 
FicliO'  30-400,  04/02/17.  S403QIO330 

B4O30103t?4   Deficiency    fc   Part   21    repts.ItBm   187   re   Ru»Vin   Mfg    Co 
supplied   actuators    failing    to   meet    functional    tost 
requirement*   of   OK   Bettis   Co    Initially   reported    on   831821 
Next   rapt   will    be    submitted    by   B4Q333 

PARSONS, R   M        Carolina   Power   fc  Light   Co        84/03/17        O'REILLY.d  P 
Region   2.    Office   of   Director        lp.       22434   046        24X 
Flche   BO-400, 84/02/17,  9403010394 

B4O32 10032  Part   21   rept   re    failure    of   autlliary    Ceeduiater    pump    drive 
turbines, Olmp*l  -NPS-4   T8.T  valv>.  to    cloia   Encl    Itr   dtd   S4O203 
»«nt    to    ll*tid)   utils   CE   notified    of   affected    units    In   BHR 
plant*. 

THEROUX.R  R        Terry   Corp        04/02/22        WOODRUFF. R.W        Director's 
QPflCB,    Office   of    Inipvctlon   *nd   Enforcement        £>pp        237O6.3B7        34t 
Fie  ho.  90-000,84/02/32,0403210032 

0403070290  Fourth    Interim   deficiency    rept,  Item   77   re    seismic    Clats    I 
cable    tray, conduit   &  HVAC   hangers    supplied    by   Peden  St»tl 
Initially   reported    on  020802   Component   relnsp    in   progress 
N*it   rapt   by   840701, Also   reported   per   Part   21 

PARHONB.R   M        Carolina   Pouier   i.  Lioht   Co        S4/OB/24        O'REILLY,  d  P 
Region   2,    Office   of    Director        4pp        BB347   O67        S-K 
Flche' 80-400, 84/02/24, B403070390 

Q4O307OOB2  Fourth    Interim  t<   Part   21    rept*, Item    101   re   defective 
governor   drlvt   coupling    suppltad    by   Transamerica   Delaval, 
Initially   reported)    on   920909   Couplings    to   be    replaced,  Pina  1 
rept   by   840325. 

PARSONS, R.M        Carolina   Power   U  Light  Co        84/02/24        O'REILLY, J  P 
Region   2.    Office   of   Director        4pp        23975   299        24X 
Ficna,  90-400, B4/02/24,  8403090082 


—  8403140095   "Transamerica    Delaval,Inc   Diesel   Generators   Dinners  Group 
Program  Plan   " 

»      TDt    (Transamerlca    Delaval,     Inc    )   Owner*   Group        64/03/02 
261  pp         226  EB   223         24X    Fiche    50-000,04/03/02.0403140048 

840312OOB4    Interim  deficiency    rept.  Item  140  re   nondeterminate   quality 
characteristics   of   99  of    235   pipe   hangers  Hanger   program 
revised   &   97    hangers   reinspected   Neit  rept   will    be   submitted 
by   84OS07  ' 

PASSOMBiR   M        Carolina   Power   h  Light  Co       84/03/05       O'REILLV.J  P 
Region   S,    Office   of   Director        lp        225BB   183       H4X 
Flche    50-40O,  84/03/03.  G4O312O004 

840320O203    Interim   deficiency   rept,  Item   101   i  Part  21   rept   re 
defective    governor    drive    coupling   Correct    Itr   dale   is 
8402B4,  not    B  30234 

PARBDNB.R    M         Carolina    Power    (.   Light    Co         B4/O3/09         O'REILLY.  J   P 
Region   3,    Office   of    Dlr*ctor         lp        22699  347        84X 
Flche    30-400.  84/03/09.  8403200303 


84Q209O039   Board   Notification   04-O52   forwards   meeting   summaries 
containing    transcripts    of   840210  b   16  meetings   between  NRC   t< 
Transamerlca    Delavali  Inc     (TDI)   dinners  Group   Distribution 
list    and 

EISENHUT,  D   O        Division    of   Licensing        84/03/12       PALLADINO 
Commissioners         5pp         23708   O01         24X   Fiche    SO-OQO,  84/03/  IB, 


B403Ofi0936  Faruiards   summary    of   340210  meeting   u/Transamerica   Delaval' 
Inc    Odiners    Group    in  D»thesda,MD  re   problems   w/emergency 
di*»«l    generators 

CARUSO,  R         Licensing    Dranch   3        B4/02/27        O'RGILLY,J  P        NRC  -  No 
Detailed    Affiliation    Olven        6pp        22708  006       24X 
Fiche    50-000,  B4/O3/13,  8402090039 

S40306Q334   Transcript   of    840210  meeting   ui/Transamer  lei   Dalavalilnc 
Ouner*   Group    In  Bethesda,MD  re   problemi   w/emergency   diesel 
generator* 

*      NRC   -   No  Detailed    Affiliation   Given       84/03/10        I47pp 
67201   OOa        24X  Flehe    SO-OOOi  Q4/03/12,  8402090039 

H403070409   Summary    of   840216  meeting   u/Transamerlca   Delavali  Inc   Owners 
Oroup    In   fading   River,  MY  r>   program  plan    to   establish 
reliability   of   diesel    generatori   Agenda,  meeting   transcript  & 
attendance    list   end 

MILLERfN   A         Licensing    Branch    4         84/02/27  Licensing    Branch    4 

Bpp        327OQ   161        24X   Fiche   50-000,  84/03/12,  B402090039 


S40301OS07  Forwards    "Investigation   of   Types   AF   &   AE  Piston   Bkirti," 
Traniamerlca   Delavali Inc   Ouner*   Oroup   program   commitments 
Rept   evaluate*   crack*    in   AF   pltton   skirts    in   Shore ham  & 
Grand  gulf  Nuclear  Pauer  Station* 

MU8ELER,M  J.      TDI    (Traniamer lea   Dilaval,     Inc    1    Owners   Croup 
94/02/27        DENTON.H  R        Office   of   Nuclear   Reactor   Regulation, 
Director        3pp        22434   0<?0        24X   Flche.  50-000.  B4/02/27,  B403O10S07 


pur 


-Q403O70423   Transcript   of    840216  conference    in  Wading  River<'NY  re 
Tran»amerlcji   Delaval,  Inc   diesel    generators   Pp    1-82 
*      Commissioners        34/02/16        B4pp        32708   169       24X 
Fich»   BO-OOO,B4/03/12,e402090039 
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B4Q3I40030  Forwards    "Design    Review   of    Connecting    Rod    Bear  ing    Shells    for 
Transamenea    Delava.1    Enterprise   Engines"     for    Shoreham   !. 
Grand   Gulf    dlesel    generator* 

rlUSELEfl.U   J         Long     Island    Lighting    Co         Bfl/03/12         DENTON,  H   R 
Office    of   Nuclear    Reactor    Regulation,     Director         2pp         22432   O74 
24X   FUhe    90-QOO,  S4/03/  13.  B4O311OOSO 


-B403O70409  Summary    nf    B40216  meeting   u/Tranaamer ica  Delaval, Inc   Ounsri 
ttroup    in  Wading    River. NY  re    program  plan    to    establish 
reliability    of   diesel    generator!    Agenda,  meet  Ing    transcript   & 
attendance    Hit    end 

MILLER, M   A         Licensing    Branch    4         B4/O3/27  Licensing    Branch    4 

0p.p         227O9    161         24X    Fiche    30-000,8-4/03/12,8402090039 


B403150133  Forwards    "TransamET  1  ca  Dfllaval,  Trie    Diesel    Generator   Rocker 
Arm  Capscrcuj  Stress    Analyst*    Rapt    "    Capscreu    design   adequate 
for  applicable    engines    ii    avc    conditions 

HUSELEfl.U  J        TD1    I  Transamer  i  ca   Delaval,     Inc    )    Owners    Group 
64/03/13         DENTCN.H   R         Office   of    Nuclear    Realtor    Regulation, 
Director         3pp         22639    37O         34X    Fiche    5O-OOO-,  84/03/13,  B403I5QI33 

8403200322   Responds    to   B4O214    Requeita    for     Enfo     1    Si    2   re    n-4    series 
engines  List    Indicating    engine  number,  modnl    U   svc    number, 
address,  rat  1  no,,  da  te    shipped    It   date    started 


-B40-3O7Q423  Transcript    of    B4O21i  conference    In   Wading   Rlv«r,NY  re 
Transamer ita    Dalavalilnc    diesel    generators   Pp    1-83 
»       Commissioners         04/02/16         B4p  p          22708    14-?         24X 
Fiche    50-OOO. B4/O3/12,  B402Q9O039 


V     Operator   Examinations 


customer  name 

end 

MATHEWS.C   5         Transamer  1  c  a    Delaval,     Inc 

Division   of   Licensing         2Opp          22691     179 

8103300232 


84/03/16         EJSENHUT,  D   C 
24X    Fiche    30-000,  94/03/16, 


8403370091    Interim   Deficiency    ropt   fe    selimlc    HVAC    ductwork    bu   Pullman 
Const    Industries  not  meeting    design    specs    Initially    reported 
on  B40120  To   dgte.63'/.  of    suspected    duttuork    evaluated    !, 
datermlned    acceptable  Neit   rapt   &V    B40A2O 

PARSONS, R   M         Carolina    Paiuer    S.   Light    Co         84/03/EO         D'HEILLVj  J   P 
Region    2,     Office    of    Director          lp          227 i 6   332         24X 
Fiche    30-400,  84/03/20,8403370091 

8403300043   TJiird     interim    deficiency    rent, Item    95    re    shop    welding 
defects    in   Seismic    I    pipe    hangers    supplied    o^    Bergen- 
Patterson  &   Item  73  re    undersized    skewed    tee    fillet   meld    on 
hangers   Final    rept    bij   B41S01    Aim    reported    per   Part   SI 
PARSE3NS,R   K         Carolina    Power    !•   Li-ght    Co         B4/Q3/21         0'REILI.Y,  J   P 
Region   2,    Office    of   Director        3f>fi        32BI9   315        24X 
Flcne    90-400.84/03/21,3403300043 

8403370132   Forwards    "Emergency     Diesel    Generator    Air    Start    Valve 
Capscrsw   Dimension    tt   Stress    Analysis,"    prepared    by    31,14     tar 
Transamerica   Delaval,  Inc    ITD1  1    DinsEl    Generator   Dinners 
•Group 

MUSELERiM  -J        TDI    I  Transamer  1  ca   Delaval,     Inc    >    Owners   Group 
84/03/23        DENTON. H   R         Office    of    Nucjuar    Reactor    ReaulatiDn. 
Director         Epp         22774    001          24X    Fiche    SO~OOO,  B4/03/33,  B403270133 

S4O3270134   ReqiiBiti    meeting    on    8404  la    to    dlscuii    short-term   t<    long- 
term  corrective   actions    d    Invest  I  gabions    re    Transamer  ica 
Delaval    diesel    generators   List  of    suggested    meeting    topics 
encl 

HCQAUGKY,  J  P  TDI  (Transamerica  Delaval,  Inc  >  Duners  Group 
84/03/23  DENTDN.H  R  Office  of  Nuclear  Reactor  .Regulation, 
Director  4pp  22769  133  84X  Tiche  50-OOO,  B4/03/B3.  B403270134 

6403300034    Interim  daficlency    rep  til  tern    157   ra   GH  Btttis    operators   on 
Ruitln-suppllBd  MVAC   dampen    failing    tn   meat    functional    test 
requirements    Initially    reported    on   B31321    Required    infn 
unavailable    Hext    rapt    by    84O321    Also    reported     per   Part    21 
PARSONS,!?    H         Carolina    Pomer    ti  Light    Co         34/03/53         D'REILLY,  J   P 
Region    2,     Office    of    Director          lp         2283!     311          34X 
Fiche    30-400.  B4/03/23,  G-4.Q330OO34 


T      Hearing    transcripts   on    non-antitrust   matters 


B403120121   Transcript   of   B4O30B   telephone    conference    In   Beth  eiita.  MD 
Pp    751-807 

*      Commissioners         S4/03/OB          5Bp  p         35596    II?         34X 
Fiche    SO-400,  6-1/03/OB,  B10312O12) 


B402090039   Board    Notification    84-03:5    forwards   mooting    aumnarlet 
containing    transcripts   of    B4O21Q  *.    It  meetings    between   NRC    fc 
Transamerica   Delaval,  Inc     IT-DI*  Cuners   Group    Distribution 
list    end 

EI86NHUT,D  8  Division  of  Licensing  B4/O3/12  PALLAD1NO 
Commissioners  Spp  2370B  001  SIX  Fiche  50-000,84/03/12, 
84 0209 0039 


-B403060536  Forwards   summary    of  B40210  meeting    u/Transamerlca    Delaval , 
Inc  Owners   Group    in  Dethesda.MD    re   problems    ui/ emergency 
diesel    generators 

CARUSO.R        Lictnslng   Branch    2        S4/O2/27        O'REILLY.J   P        NRC   -  No 
Detailed   Affiliation  Given        fips        32703   OOi        24X 
Fiche    5O-OOQ,  84/03/12,34020.9003'? 

-8403060354  Transcript   of    B402IO  meeting    u/TransBmerlca    Delaval, Inc 
Owners  Group    in   8ethesd a,  MD    re    problemE    w/emergencv    diesel 
generators 

»     NRC  -  No   Detailed    Affiliation   Given         B1/O2/10         I47pp 
67201    000         24X   Fiche    50-000,01/03/13,8402090039 


B40312007&  ForuardB    tables    listing    nuclear    plant    operating    >iperlenc< 
Tables    detail    experience    as    of   B40305  *   experience    expected 
by    fuel    load   Shift    advisors,  if    utlUietf-uill    he    fromuiithln 
utll 

UTLEY.E   E        Carolina   Poiuer   i  Light    Co        64/03/O6        DENTONi  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         19pp         22590  SOB 
24X    Fiche    3O-400,  84/03/06,  G4O3120O76 


DOCKET    30-401    3HEARON  HARRIS  NUCLEAR    POWER   PLANT,    UNIT  Z 

A      Appllca-tlon/construc  tlon    stage   documents   i-   correspondence 

B40E230207  Further   response    to   FOIA   request    for    documents    re    conit 
flaua   at    facility   Foryards    documents    listed     In    App    A 
Documents   also    being    placed     In   PDR    b  LPDfi   Rtvleu   continuing 
FELTDN,  JM        Division   of    Rules    and    Records         83/12/02        VADEN,  T 
Neuis   &  Observer/Raleigh    Time*,    Raleigh,    NC        3pp        22378  £99        24X 
Fiche    30-400,83/12/02.8402230307 

— B40223022b  Foruiards   Ofc    of    Inspector   &   Auditor    "Inquiry    into  Alleged 
Omission    of   Line    Inspector    Vleus    from  CP    Hearing    "   No 
further    distribution    should    be   made    outside    of    ofc    Rept 
under    Commission    review 

GOSBICKiL   V        Office   of    the   Eiecutlva   Director    for   Operations 
78/11/19        DENTON      Office    of    Nuclear    Reactor    Regulation,     Director 
BHAPAft      Office   of    the    Executive   Legal    Director        DAVIS      Office   of 
Inspection  &   Enforcement,     Office    of    the    Director         lp         22378  305 
24X  Fichu    30-400,83/12/02,8403230307 

--840'2230239  Forwards   Apps    A,  B,  C    tt   D    to    be    included    lu/questl  ons    for  Panel 
If!   re    facility    testimony    Related    Info   encl 

MURPHY.  C  E        Region   2,     Atlanta,    Reactor    Construction    &  Engineering 
Support   Branch        7Q/11/16        J1EIS,  E  J        OPfiee    of    the    Executive 
Logal    Director         81pp          2237B   30B         24X    Fiehe    5O-400,  B3/ 12/02, 
0402230207 

— B40253Q246   ftck    82O910   converiatlon    re    allegation*    by    facility    employe) 
D   Jarvls,per    Regional    Ofc     Instruction  2S91iRev   3j Paragraph 
2   C    (3)    Case    file    »ncl 

MftXWELL.O        negion    2.     Office    of    Director         BB/05/1O        VORSEi  J       NRC 
-   No   Detailed   Affiliation    Given        3pp        22379   032        24X 
FichB    50-400,03/12/02,8402230207 

— B4Q223024B   Requests    that    Region    II    civil    Imp    pertonnol    Inveitlgati 
allegations    by   unidentified    individual    ra    coatings   during 
neit   routine    in»p    at    site    Case    chronology    encl 

MAXWELL, 0   F        Region  2,     Office   of   Director         03/07/07         VOR8E- J 
NRC   -   No    Detailed   Affiliation  Given        2pp         52377  034         24X 
Fiche    30-400,  03/12/02,  8402230207 

— B402230231   Matl   maint    requirements    for    Procedure    AP-XIII-Q7, 
"In-Btoraga    in*p    &   Maint    "    Equipment    purchase    order    form 
enc  1 

«      Carolina   Power   5<  Light    Co        83/12/08        9pp         22379-040        24X 
Fiche    50-400.03/12/02,0402230307 

8403160330    Informs    that    design   b   const   O.A  program    transmitted    by   63090? 
1  tr    accep  tab le 

LEWIS,  Fi    C        Division    of    Project  b  Resident    Programs        04/02/24 
UTLEY, E   E        Carolina   Pouer    &   Light    Co         lp         22660    102        24X 
FichB   50-400,04/02/54.  84031A0330 

8402070017   Board    Notification    B4-O3B    foruiards    RJ  Matt  ion    B40123  mffflu 
to    DO  Elsenhut    providing    status   update    of   NRC    actions    r* 
UesbLnghouse   ECCS   actuation    logic 

EISENHvTiD  0  Division  of  Licensing  04/02/87  PALLADINO 
Commissioners  7pp  22546:007  24 X  Fiche,  5O-000,  04 /02/27. 
8402090017 

E      NRC    Safety    Evaluation   Report    <SER)i     tuppls    h    correipondence 

040305O061    FQIA  request    for    oitant    drafts    of    sections   or    portions   of 
SER    For    plant   &  documents    ahaulng    dlssinting    opinion*    of 
staff   reviewers 

EDDLEMAH,  M        Eddleman,    M        B4/01/1S        FELTON, J        Division    of  Rulet 
and    Records         lp        25496    346        24X    Fiche,  5O-4OO,  84/01  /12,  B4030S0061 
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S4O303OO64   Partial    response    to   FQIA   req,ueat    for    ejtant   drafts    of 
•action*    of    BER   far    plant    &    documents    shouting    dissenting 
opinions    of    staff    reviewers    Forwards    App    A   documents 
Documents    also    in   PDR   Search    for    addl    documents    in    progress 
FELTON.JM         Division    of    Rules    and    Records         S4/02/O7         EDDLEMAN,  H 
EOdleman.     W         4pp          22496    347         24X    Flche    30-400,  B4/O3/07,  0403030064 


-3301140474    Forwards    Equipment    Qualification    Branch    Input    For    SER   Suppl 
5  re    environ   qualification    of   mechanical    f*   electrical 
equ  ipment 

JOHNSTON,  W   V       Assistant    Director    far  Matls  !<  Qual      Engineering 
(Pro    B3O2O1 )         83/01/10         NOVAK, T   M        Assistant    Director    for 
Licensing          3pp         2249B    O33         24X    Fiche    30-100.84/03/07.8403050044 


—  S20312QQ76  Forwards    request    for   addl    Info    re    oroanlc   matls    It    spent 

fuel    pool    cleanup    SUB    FBAR    sections 

BENARQYA.V         Chemical    Enoineering    Branch          B2/O4/27         MlfiASLIA.F 

Licensing    Branch    3         flpp          22496    351          24X    Fiche    50-4OO,  84/O2./07,. 

84O3O800&4 

--82OS27O420  Forwards    request    for   addl    Info   re    fire    protection    program 
needed    to    complete    review    Info    nuBded    by    821102 

EENARQYA,  v  Chemical  Engineering  Branch  82/05/17  MIRACLIA.F 
Liceming  Branch  3  7pp  22497  015  24X  Fiche  50-400,04/02/07. 
84O3OS0064 

—  820714OQ72  Submit*    branch    input    for    draft    SEfi    Input   assumes    that   plant 

meets,    design    objective    of    App    I 

OAMMILL.W  P        Meteorology    (,   Effluent    Treatment   Branch         B2/O6/23 
MIRAOLIA.F   J         Licensing    Branch    3         37pp         22301    O07         24X 
Fich*.  30-4OO,  B4/O2/O7.  B40303OO64 

—  aallO9O008  Foruiardt    draft   SER    Input    re   SSP    Section*   2  3    1    an    basic 

geology    b    seismic    Info,  a    3   a  on    seismology    &  s   3   3  3    on 

BSE   No    capable    faults    exist    at    or    around    site    8SE  b  DBG 

adequate 

KNIOHT,  J  P        Assistant    Director    for    Comp      ti  Structure*   Engineering 

(Pre    030201)         82/10/2O        NOVAK,?  M        Assistant   Director    tor 

Operating    Reactors        21pp         22496  333        24JC   Flche   30-400,04/02/07. 

B40303QOA4 

—  SS11O9O033  Submits    Cope   Performance    Branch    input    to   draft    SER 

Confirmatory    &   open    issue*    listed 

RUBEN3TEIN,L   S        Assistant    Director    for   Core    &  Plant    Systems 
82/10/21        NOVAK,  T  M        Assistant    Director    for   Licensing         2pp 
22497,032         24K    Fiche    SQ-40O,  B4/02/O7,  B403030064 

—  9K1111O4&1    Advises    that   applicant    has    not    responded    to    request    for    inft 

r*    BER    Items    concerning    oil    collection    ays    for    reactor 

coolant   pump,  alternate    shutdown    capabil  1  ty,  f  Ira    protection 

for    safe    shutdown   fc  NUREO-OBOO 

BENARDYA.  V        Chemical    Engineering    Branch        82/1O/2B        KNIGHTQN.Q 

Licensing    Branch    3        lp         22477   OBB        24X   Flche    30-400,84/03/07, 

B4O3O30064 

—  B211L6O112   Forwards    draft    BER     Input    re    FBAR    Sections    2    3    4    -    2    B   4 

Request    for   addl    info   also    end    Site    visit    necessary    be  for* 

and    of    yr    to    observe    as-built   conditions    &    implementation   of 

dam    aafety   monitoring    plane 

LEAR,  0  E        Hydrologlc    fc   Oeotvchnlcal    Engineering    Branch         62/11/O7 

KERRIGAN,J  D        Licensing    Branch    3        4Qpp        22497  260        24X 
Flch«    30-400,  84/02/07,  8403030061 

—  9211170349  Forward  i    draft    SER    Input    bated    an   Auxiliary    8ij»    Branch 

revlBiu   of   FSAR   Unresolved    items    listed 

FtUBENSTEIN,  L   S        Assistant    Director    for    Core    &  Plant    Systems, 
S2/11/04        NOVAK.  T  M        Assistant    Director    for   Licanitng         165pp 
22497    089         24X    Fiche    50-40O,  S4/Q2/O7,  B4030SO061 

—  a2113OOO17  Forviardi    Chemical    Engineering    Branch    draft   SER    Input   re 

lilted    sections    of   FBAR    through    Amend   2   !t  030802    Itr,  based 
on    SRP    (MJHEfl-OBOQf    fc   NUREO-0737r  1  tern    11,0    3    Addl     info 
needed    to    complete   revl  eui    of    past-accldint    sampling    sys 
JOHNSTONrU  V        Assistant    Director    for   Matli    t>  Qual      Engineering 
(Pro    B30201)         B2/11/17        NOVAK,  T        Assistant    Director    for 
Licensing        Hipp         22477  300.       24X   Fich*    30-400,94/02/07, 
B403O300i4 

—  8812160163  Forwards    Structural    Engineering    Branch    s.ummavy    of    FSAR 

rmvtmia   t>   draft  SER    input 

KNIOHT,  J  P        Assistant    Director    for    Camp      &  Structures   Engineering 
<Pre    830201)         82/12/06.       NOVAK,  T   M        AssUtant    Director    for 
Licencing         16pp         22497   346,       24X  Flche    80-400,  94/02/07, 


Forwards    revised    Hgdrologlc    Engineering    Bectlon    BER    input 
Revieed    input    tuperscedes    previous    -submittal    tranimltted 
tig    821014   memo 
LEAR,  0   E        Hydro  loo  it    tt  Oeotechnical    Engineering    Branch         B2/12/O3 

KNIOHTDN,  0        Licensing    Branch    3.       2Spp         22497,321         24X 
Flche'  30-400,  B4/02/07.  B4030500M, 

8212390403  Foruardi    draft    revised    SER    Inpgt    to    SRP    Section!   231, 
252!<253  re    geology    ti    eel  omolofly.  Revision    Includes 
applicant    commitment    to    Install    &   operat*    free-field 
accBlerometiri 

KNIOHT,  J  P        Assistant    Director    for    Comp      &   Structures   Engineering 
CPrv    S30201)         82/12/21         LAINAS,  0  C        Assistant    Director    for 
Licensing.       24pp         22497   31,2.       24X  Fiche    30-400.84/02/07, 
B403O30064 


— a3012i003A    Forwards    Meteorology    t>    Effluent    Treatment    Branch    input    to 
draft   SER    Assumption    that    draft   meets    10CFRSO.  App    1 
objectives    uill    be   verified   uhen    fluidiie    bed    drijer 
effluents    calculated    NUREQ-0737,  Item   III    D    1    1    incomplete 
HOUSTON, R    W        Assistant    Director    far  Radiation  Protection 
83/O1/OA         NOVAK, T   M          Assistant    Director    far    Licensing          5Bpp 
22SOO   31O         24X    Flche    5O-400,  B4/O2/O7,  9403050064 

—B3O7O6039O   Foruiarils    Equipment   Qual  if  icatlnn    Branch   SER    Input    for 
environ    qualification    of    equipment    important    to   safety 
KNIGHT,  O  P        Assistant    Director    for   Comp      tc  Structures   Engineering 
(Post    830201)         83/OB/2A         NOVAK.  T   M         Assistant    Director    for 
Licensing         Spp        S2493   O36        24X  Flche   30-400, B4/02/07,  B40GOS0064 

-S309200478   Foruiards    Gooteehnical    Enflineering    Section    input    to  SER    Input 
based    on    FSAR    through    Amend    9  Stability   of   400- ft   long 
retaining    mall    still    open    issue 

LEAR. 0        Structural    &   Gentechnical    Engineering   Branch         83/09/02 
KNIOHTON-0        Licensing    Branch   3        7ipp        22V7Q    IBB        24X 
Fich«    5Q-40D, 84/02/07,  B403050064 

-8309210098  Foruardi   P  older    Sy  s   Branch   SER    far   Chapters   S-1O    of   FSAR 
Issues   requiring    resolution    Include   containment    electrical 
penetrations,  use   of    load    tequancer   u/offsite    power   b 
Freiquencij    of    testing    of    turbine   valves 

RUBENSTEIN.L  S        Assistant    Director    for   Care   &  Plant   BIJ*  terns 
B3/OB/31         NOVAK,  T  M        AssUtant   Director    for   Licensing         BOpp 
2249Q   041  24X    FUhe    3O-400,  84/02/07,  B403030064 

-33092101  lib    FoTbiardS    SER     Input    for    FSAR   Sections    4   2,4   3,4    4.15   4    1, 
1342,  1343,  154    7   fc    134S  Canf  irmatory   Si   open    1  s  sues 
Identified    listed 

RUDENSTETM.L   S         Assistant    Director    for   Care   &   Plant    Systems 
B3/09/01         NOVAH,T  M        Assistant   Director    for   Licensing         e.9pp 
2249Q    119        24X    Flch»    5O-400, 84/O2/O7,  S403030064 

-B3O92203Q2   Foruiards    hydrologic    engineering    Input    to  BER   One   open    item 
exists   re    potential    for    intense    local    precipitation   to    Flood 
safety-re latsd    structures    Tech    Spec   defining   anti-sediment 
deposit    procedure    required 

JOHNSTON,  W   V       Assistant    Director    for   MalU,    Chem     I   Environ 
Technology    (Post   B302O1  )         B3/09/I4        NOVAK.  T  M       Assistant 
Director    far   Licensing          24pp         22499    IBB         24X 
Flche    5O-1OO, 84/02/07.  B4O3030064 

-8309260016    Forwards    SER    supporting    geology    &    seismology    at    facility 
KMIOHT.J   P        Assistant    Director    for  Camp      Si  Structures   Engineering 
(Post    B3O201)         83/09/OB         NOVAK- T   M         Assistant   Director    For 
Licensing         4flpp        22498   264        24X   Fiche   30-400,84/02/07, 
B4Q3QSOQ£,4 

-B3Q?260421    Forwards    structural    engineering    BER   sections    based    on   review 
of    FBAR    through    Amend    9,  Three    open  Si   one   confirmatory    items 
remain  Resolution    of    op en/conf irmatory    items   uill    be 
addressed    in    subsequent    B5ER 

KNIGHT.  J  P        Assistant    Director    for   Comp      !<  Structures   Engineering 
(Post   B3O201)        B3/09/19        NOVAK.  T  M        Assistant   Director    For 
Licensing         iipp        22499  212        24X  Fiche    30-400,84/03/07, 
6403050064 

-83092iSi04B2   Forwards   Aucillari)   Sfls    Branch    SER    input   based    on   review   of 
all    amends    to  FSAR    up    to   Amend    9  Si  applicant!   B30418,  06O3, 
30,0703,15   &  OBIS   responses   Summary    of    unresolved    issues    to 
be    used    as    basi*    for    meeting  ui/appllcant   also    end 
RUBENSTEIN.L  S        Assistant    Director    for   Core  &  Plant   Systems 
B3^O9/14         NOVAK.T  M         Assistant   Director    For  Licensing         23Ipp 
2219B   SOS        24X   Fiche    30-4OOi  B4/02/O7,  8403030064 

-B3Q9290412   Foruardf   Effluent    Treatment  Sys   Section    input    to   SER 
reflecting    changes    in    status   of   open    items    based    on 
S30Q24  meeting 

MULLER, D   R        Assistant    Director    for  Radiation  Protection 
B3/O9/14,       NOVAK,  T  M         Assistant   Director    for   Operating    Reactors 
60  ff          22300    I9O         24X    Fiche   50-400,  84/02/07,  B403030064 

-8309290474   Foruardi    SER    on    plant    personnel    training   Util    training 
pro-grams    for    licensed    reactor    operators   acceptable  Util 
inadequately   addressed     training    of    ihift    technical    advisor 
(STA)    when    STA   absent    from   STA   duties 

RUSSELL, W         Division    of    Human   Factors   Safetv        63/09/21-       NOVAK.T 
Assistant    Director    for    Licensing        21pp        23499  32B        24X 
Fiche    50-400,84/02/07.8403030064 
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— B310I3O37B    Forwards    branch    SEf)    input    re    status    of    unresolved    issues:   in 
response     to   ALAB-444    decision    Issues    A-4S    It    A-47    listed    as 
confirmatory     Items    rather     than    open     items    W/o    encli 

UN  I  EL.  K         Generic     Issues    Branch          83/10/0-4         KNIGHTDN,  0         Licensing 
Branch    3         2£pp          2249?    249         24*    Fit  he    5O-4OO,  84/03/07,  B403O30044 

--8310170079    Forwards    Chemical     Engineering    Branch    proposed     license 
condition    re   TMI    Item    It    B    3.     "Post-Accident    Sampling    Sy  i    " 
Contents    of    draft   SER    should   tie    used    for   SEH 

JOHNSTON, W   V         Assistant    Director    for    Matls.     Cheat      Ei    Environ 
Technology    (Post    B302O1 >          B3/ 1Q/06         NOYAU,  T   M         Assistant 
Director    For    Licensing          3pp         33199    279         24X 
Ficha    50-400. B4/G2/O7,  B4O3O5O064 

--uD10ai04U5    Forwards    results    c-F    review    of    Sect  tons    S   2    2.  5    4    7,  6   3   '.    15 


through    Amend     !0    of    FSAR    Open    issues    which    uill     be 
summari i edi    in    later    EER    suppl    listed 

HuUSTDN.R  M  Assistant  Director  For  Reactor  Safety 
NOVAK,  T  M  Assistant  Director  for  Licensing  47pp 
S4X  Fiche  50-400.  B4/O2/O7.  B403050064 


B3/10/O7 
22477    2 62 


—  33111000-59    Inform)    that   applicant    IB    to    submit    calculation    of    ultimate- 

strength    capacity    of    cnnt-a  inmen  t    btdg    under     Internal 

pressure    as   resolution    of    SER  outstanding    confirmatory 

structural    Item  Marked-up    SER   input   end 

LEAR.  O         Structural    &   Oeotechnical    Engineering    Branch          B3/1O/28 

KNICHTCN,  0         Licensing    Branch    3         3pp         22500   034         24X 

FUna    50-400,84/02/07,9403050064 

-~B3I]tlOS43    Informs    of    closeout   of    listed    sections    of  83O7I4  SER   based 
on    new    info   Updated    section!    enc  1    Cloieout    of    addl    open 
i  terns,  in*  ludlng    NUREG-O&12     info,  uiil]     take    place    a* 
acceptable    info  made   available 

RUBENSTEIM.t,    8         Assistant    Director    For    Core    8.   Plant    System* 
83/10/38         NDVAH,  T    M         Assistant    Director    for    Licensing         49pp 
321"!7    337         24X    Fiche    30-400,  B4/O2/O7,  8403050064 

—  B311J40O01    Advises     that,  due     to   need     to    coordinate     effort    u/Auicl  Uary 

Sus    flr-anefc.  revised    SER    to    be   submitted    on   831197    mill    still 

contain    listed    Firs    protection    open    items 

JOHNSTON,  U    V         Assistant    Director    for    Mails,     Chem      &   Environ 

Technology     (Post    B3O201  >          B3/11/03         NOVAK,  T         Assistant    Director 

For    Licensing         2pp         22500    030         24X    Fiche     50-400,34/02/07, 

B4Q30300A4 


Forwards    revised    SER   input    on    confirmatory    Item  rs    ultimate 
strength   capacity    of    concrete  containment    bldg    Item 
resolved 

LEAR.C        Structural    &  Geotechnical    Engineering   Branch         83/11/14 
KNIGKTON.  G         Licensing     Branch   3         3pp         25500   047         24X 
Fiche    30-4-00,  94/02/O7,  B4030500i4 

5311150367    Informs     that    draft    SER    Section     17   acceptable    *ieept    in    area 
of    Items    subj    to    10CFR5O.  Ap  p    BrQA   program   during    operation! 
phase    Info    re    current    status    d  a-c  ceptab  i  1  ity    of   Oft   program 
and 

PflRTCQW.  J  0  Division  oF  QA,  Safeguard!  EC  Inspection  Programs 
[Post  830103)  83/11/09  YOUNGDLOOD.  B  J  Licencing  Branch  1 
3pp  22300  037  34K  Fiche  50-4OO,  ai/03/07.  B403OM064 

•631129-0301    Forwards    revised    Micrologic    Engineering     input    to   BER    Neui 
Tech    Spec    requirement    developed    re   watertight    doors    For 
aaf  e  ti;-re  lated    bldgs 

JOHNSTON.  14  V        Division    of   Englneerinc   Technology        83/11/10- 
NOVAK.  T   M         Assistant    Director    for   Licensing          ISpp          22500    033 
24X   Fiche    30-400,94/03/07,6403030064 

-B31129O352   Update*    SER    r«     stabllltij    of    retaining    mall    uiest    of    Fual 
handling    bldg   Based    on    applicant   B30919    tub  ml  ttals,  s  tab!  1  i  ty 
cannot    be    assured    due    to    lack   of    listed    Info    Final   SEP. 
Update-    encl 
LEAR.K  E        Hudrologic   &    fleotechnica]    Engintirlng    Branch        83/ll/lB 

KNIGHTON.O        Licensing    Branch    3        3pp        32501    049        24X 
Fiehe    50-400,  B4/O2/O7.  B403050064 

B3120B01BB  Foruards    effluent    treatment    GUI    section    input    to  SER    Dper 
Items    include  method    tor    determining    release*    of   noble    gases 
from   mechanical    vacuum    pumps  4   radioactivity    monitor    an 
discharge    from  svc    uoter    ays. 

MULLEft.  D  R        Assistant    Director    for    Radiation    Protection 
33/11/1B        WPVAK,  T   M        Assistant   Director    for    Licensing        51pp 
32500    139         24X    Fiche   5D-4QO,  84/O2/07,  B4O305OOM 

B3121200Q2   Lists    closed    out    open    itemi     In    SER    forwarded     on    830714    t 
sections   u/rematnlni    open    items 

RUDEN3TEIN.L   S        Assistant    Director    for   Core   t  Plant    Syitims 
B3/I1/17         NOVftK,T    H         DivUion    of   Licensing         SBpp          22500   O50 
34X   Fie  he    50-400,84/02/07,0403050064 


— B312120445  Foruards    input    to    SEH, consisting    of    emergencg    plan 
evaluation    rapt    &    responses    to   NJREO-0737i  Items 
III    All.  Ill    A    1    2  fc    III    A  2  re    emergency    preparedness 
MATTHEWS,  D  11        Division    of    Emergency    Preparedness   !>  Engineering 
Response     CPa»tB301O3>          83/11/30         KMlGrlTDN.S         Licensing    Drench 
3         36pp         32501    03B         24X    Fiche    30-400,  B4/02/O7.  B4O30S0064 

— 8312140427  Submits   review    oF    draft   SER    response    to   Open    Item  47  on  RCS 
vents   Proposed    design   conforms   w/cri terla    outlined    In 
(JUREO-O737   clarification    pertaining    to    electrical    power 
supplies    to  vent   valves 

SRJNIVASAN.M         Pouier    Si/ sterna    Branch         B3/11/23         SHERON,  B         Reactor 
Byatema    Branch         3pp          33501    O36         24X    Fiche    30-400. 84/O2/07, 
B4030S0064 

— B312230278   Faruards    revised    SEER    re    Fire    protection   Listed     items 
remain    open 

JOHHSTON,W   V         Assistant    Diractor     for    Matls,     Chem      i.    Environ 
Technology     (Post    B3O201 )          83/12/14         NOVAK, T         Assistant    Director 
for   Licensing         ISpp         22501    O74        24 X  Fiche    50-400,  84/OS/07, 
FJ403030064 

F      Security,    medical,     emergency    tt   Fire    protection    plans 

8403160283   Advises   of   B4031&  meeting    in  Region    II    ofe    to    discuss   App  R 
requirements   &   results    op    rocent   App    R    insps    Attendance 
should    be    limited    to    sli    util    B-mploijeei 

LEWIS. B   C        Division   of   Project  J.  Rosiffent   Programs        84/03/02 
UTLEV.E  E        Carolina  Pouar   &  Light   Co         Ip        22A60    10?        24X 
Fiche:  50-000,  B4/03/02,  B4O31&0233 

Q      Ad judicatory    correspondence 

B4O3230207   Further   response    to   FDIA  request    for    documents    re    conit 
flaus    at    facility    Forwards    documents    listed    in    App    A 
Documents  also    being    placed    in   PDR   &  LPDH   Review   continuing 
FELTDN, J  M        Division    of    Rules    and    Records        83/12/02        VADENi T 
Neuia    lc   Obterver/Ftaleigh    Times.     Raleigh,     NC         3pp         22378   279         24X 
Fiche    30-400, 83/12/02,  B4O32302O7 

— 8104210139  Discusses    implications    of  OFc    of    Inspector   &   Auditor  781013 
Interview   til/facility   ASLE    Ofc    of    Inspector   &   Auditor 
attempted    to   orobe    thought    processes    of   &   require 
justification    from  Poarct    re   action    taken    in    adjudication 
VORE,  J  n        Atomic    Safety    and    Licensing    Board   Panel         78/10/19 
HENDR1E.J    M         Commissioners         3pp          22378   30 H         24X 
Fiche    30-400,63/13/02,3402230207 

— B402230237  Discusses    investigation    by   Ofc    of    Inspector    fc  Auditor    (01A) 
re    Facility    proceeding    AS LAD    unwilling    to    be    Interrogated    by 
OIA  Many    questions    in  C1IA    interrogation   of   members    of    ABLE 
manifestly    improper 

RD5ENTHAL.A  S        Atomic    Safety    and    Licensing   Appeal    Panel 
7B/10/20        HENDRIE      Commissioners        2pp        22378  306        24X 
Fiche    50-4OO,  B3/13/O2,  8402230307 

B4O2070O34   Forwards    corrected    copy    of    Page    10   of    NRC    B4013O    rt»pon»« 
In   oppositloTi    to   Eddleman    proffered    Contentions    169,170. 
171    &    17E  re    safety    parameter    display    sys 
MOORE.  J  E        Hearing    Branch    1         84/01/31         KELLEV.  J  L   , 
CARPENTER,  J  H   ,     BRIGHT, 0    0        Atomic    Safety    and    Licensing    Board    Panel 
Ip          32102   361          24X    Fiche     30-400.  B4/O1 /31,  8402070034 

— B4Q2070037  Corrected   Page    1Q   of    response   opposing    Eddleman    proffered 
Contentions    1&9, 170,  171    b    172  re    safety    parameter    display 
sys 

•      Hearing    Branch    1         S4/O1/3O  Atomic    Safety    and    Licensing 

Board    Panel         Ip        22IO2  362        24X   Fiche    50-400, 84/01 /31 , 
8402070034 

B4O229O081    Amended   Certificate    of    Bvc    for   applicant    B40324   motion    for 
reconsideration    or    clarification    of    A3LB   memorandum  d   order 
on   health    effects    contention*    Certificate   of  Svc    end 

BAXTER, T   A         Carolina    Power    &    Light    Co         84/02/27         3pp          23428    101 
24X   Plche    30-400,  84/02/27, 9402290081 

B4O30EO1B2  Motion    for    summary    disposition    of    Joint    Intervenor 
Contention  V   re    continuous    air   monitor*   &   portable    *ir 
i amp  In   Ma   genuine    lifue    of    matl    fact    eilsts   &   applicant 
entitled    to    favorable    decision   Related    correspondence 
ANDERSON,  P   H        Carolina   Power    &   Light   Co        ANDERSON, P   M         Shaw. 
Pittma-ni    Potts   Si  Troubrldge         B4/02/37  Atomic    Safety    and 

Licensing    Board    Panel         14pp,       23440    173        B4X   Fiche    50-400.64/02/27, 
B4030201S2 

— B4030Z018B  Statement    of    matl    facti    as    to  uhich    there    It    no    genuine 
Issue    to   be    heard    on   Joint    Contention   V  Related 
correspondence 

ANDERSON,  P   H        Carolina    Power   &  Light   Co        ANDERSON,  P    H.       8hau, 
Pittman,    Pott*   b  Troubr idpe        84/02/27  Atomic   Safety    and 

Licensing    Board    Panel         3pp        22440  307        24X   Fiche    90-400, 
B4/02/37,  B4030201G2 
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— 84O3QSO19B   Affidavit    of    UH   WlUie    in    support    of    applicant    mutton    for 
summary    disposition    of    Joint    Intervenon    Contention    V 
Certificate    of   Svc    end    Related    correspondence 
WILKIE.W   H         Carolina    Power    i.   Light    Co         04/03/24         19pp 
2244O   21O         24X    Fiehe    5O-40O,  B4/O2/27,  B4O3O2O1B2 

B4O3Q10263   Response    opposing    H   Eddleroan   motion    to    admit    Contention 
3812d)    on   financial    qualifications    of    co-applicants   A8LB 
ha*    no    batia    or    authority    to    reconsider    original    ruling    on 
contention   d  motion    must    be    denied    Certificate    of   Eve    end 
O'NEILL, 0   H         Carolina    Power    fc   Light    Co         O'NEILL, J   H         Shaui. 
Pittman.    Potts    &  Troubrldge        84/02/aB  Atomic    Safety    and 

Licensing    Board    Panel          7pp          22132   238         24X    Flche    50-400,34/02/28. 
B4O3O1O263 


B4O313QI34>   Motion    for     summary    disposition    of  Joint    Intervenor 

Contantion    VI    re    monitoring     sys   No    genuine  lisue    of   matl 
Fact    exist-5   t<   applicant    entitled    to    favorable  'decision 
Related    correspondence 

ANDERGPN. P    H         Carolina   Power    1,   Light   Co  ANDERSON,  p   H         Shaui. 

Pittman,    Potts   t   Troubrldge        B4/03/09  Atomic   Safety    and 

Licensing    Board    Panel          IBpp         225fJ   003  24 X    Ficfie   50-400,84/03/09. 
H403-L30156 

—0403130164    Affidavit    of   WH   Milkie    &   HL   Shearin    in    support     of    applican 
motion    for    summary    disposition   of   Joint    Intervenor 
Contention  VI   Certificate    of  Svc    end 

UILKIE,  W   H   .     SHEARIN. f)    V         Carolina   Pouer    tc    Light   Co         B4/O3/OB 
122pp          225<!9   Q21  a4X    Fiche   50-400,  84/03/09,  3403130196 


B4O30T0031   Forwards    emergency    response    plan    in    support  of    facility 
Plan    encompasses    state    plan    ti    plans    of   Chatham.  Harnett,  Lea , 
It   UakB    Counties   W/o    encl    Related    correspondence 

HOLLAR. D   E         Carolina    Power    &    Light    Co         B4/02/2B         KELLEY.J   L    , 
BRIGHT.  Q  0   ,    CARPENTER, J  H        Atomic    Safety    and    Licensing    Board    Panel 
2pp  22341    276         24X    Fiche    30-400,94/02/28,5403070031 

H4O3O7OOS3  Motion   for    summary    disposition   oF   Eddleman  Contention    15AA 
re    capacity    factor    No   genuine    ISBUB   of   matl    fact    exists 
R'elatBd    correspondence 

HOLLAR.  D   E         Carolina   Pouer    1*   LiBht    Co         84/Q2/2B  Atomic    Safety 

and    Licensing    Board   Panel         13pp         2K341    123        24X 
Fiche    30-400,84/02/26.8403070055 

— S4O3O700SB  Statement    of   matl    facts    as    to   which    there    is    no    genuine 
tvsue 

HOLLAR, D  E        Carolina   Power    S>  Light    Co        84/O2/2B  Atomic    Safety 

and    Licensing    Board   Panel         3pp         23311    138        34 X 
Fiche    80-400,  fl4/02/2B,  B403070055 

— B403O7OO39   Affidavit    of   RH  Koppe    In    support   of    applicant   motion    for 
luminary    disposition   of   Eddleman   Contention    13AA   Certificate 
of    Svc    encl    Related    correspondence 

KOQPE.R    H         Carolina    Power    &   Light    Co         FJ4/02/27         24pp 
22541     141          24X    Fiehe    SO-400,  B4/02/2B. B4O3Q70035 

Q4O3t4QlO2  Policy    statement    on    environ    qualification    of    safety-related 
electrical    equipment   Commission  uil  1 1    conduct    notice   t< 
comment    rulemaking    proceeding    to    delete    Formally    620630 
compliance    deadline    Certificate   of    Svc    encl 

CHILK, B  J        Office    of    the    Secretary    of    the   Commission        B4/Q3/01 
37pp,        32624    144         24X    Fiche    30-40O, B4/03/0!, S403140102 

B10307O134   Amend    to   840113  motion    for    protective    order   preventing 
public    disclosure    of    employee    Info    sought    by    discovery 
request    of   W  Eddleman  Order    issued    by    ASL8   appropriate    & 
necessary, Cert  if icate    of    Svc    encl    Related    correspondence 
BAXTER,  T  A        Carolina   Pouier    It  Light    Co        BAXTER,  T  A        Shaw,     Pittman. 
Potts    fc   Troubridge        B4/03/02  Atomic    Safety    and   Licensing   Hoard 

Panel          llpp        2233B  234        24X   Flche    30-400, 84/03/02,  B40307C-134 

B4O3O702S3  Requests    questions    re   Contention   41    requiring    discovery 
responses    be    filed    before    840319    Second    round    discovery    url 1 1 
b*    given    if    protective    order    issue    not    resolved    before 
B4O313    H/Certif icate    of    Svc    Related    correspondence 
BAXTER, T  A        Shaw.     Pittman,     Potti    fc   Troubrldge        BAXTER, T    A 
Carolina   Power    t.  Light   Co         B4/03/OH        EDDLEMANi  W        Eddleman,    W 
4pp          H2341    300         24X    Fiche    30-400,84/03/02,8403070223 

840314013*?  Response    opposing    W   Eddleman    840213  motion    for    admission   of 
Contention    38    (20)    re    financial    qualifications    Eddleman 
argument    inaccurate    W/NRC    840327    statement    of    policy 
MOORE, J  E        Hearing    Branch    2        84/03/QS  Atomic    Safety    and 

Licensing    Board    Panel         Spp         22624   OO1        24X   Flcti*   30-400,  B4/03/05, 
8403140159 


B4O313D447    Response    to    W   Eddleman   B4O307   motion    to   declare    utll    84O333 
motion    untimely   Eddleman   motion   f  r  ivolous,  insul  ting   t> 
unfounded    Related    E  o-rresponif  ence 

O'NEILL, J   PH         Carolina    Power    E<   Light    Co         O'NEILL, J   H         Shaw, 
Pittnan,    Potts  !.   Troujbridge        64/O3/O9  Atomic   Safety    and 

Licensing    Hoard   Panel          5pp         2S613    182         24X    Fiche    SQ-4QO,  B4/O3/09. 
B403 130447 

— B403130439   Responae     opposing    W   Eddleman   B4O307   motion    to    allow    filing 
of    affidavit   of   JO   Blackburn  Good    cause    undemonsfcrated 
Certificate    of    Svc    encl 
O'NEILL,  J  H        Carolina    Pouer  ti  Light  Co 
Pittman,     Potts    b   Trowbridge        84/03/09 
Licensing    Board    Panel         6pp        S2613   187 
B4/O3/O9. B4O3130447 


O'NEILL,  J   H         Shaw. 
Atomic    Safety    and 
S4X  Flche   30-400, 


B40316OO1B   Memorializes    S40313    telcon   attending    time    fur    discovery 
requests    on    safety    contentions   &    for  response    to  applicant 
motion    for    summary    disposition  Certificate    of    Svc    encl 
BAXTE R,  T   A        Shau,     Pittman.     Potts   &  Trouibridge        BAXTER ,T   A 
Carolina    Power   ti  Light   Co        84/03/13        EDDLEMAN.  W        Etfdleman,    H 
4pp          23653   360         34X    Fiche    50-400.  B4/03/13,  S4O3I6001B 

84O317O137    Forwards    applicant    &  NRC    joint   motion    to  withdraw 
Contentions   S,  3  t.   6    re    security   plan  Agreement    eichanged 
reaolvino    issues 

F  LYNN,  8   F        Carolina    Pou«r   &   Light    Co        B4/03/14        KELLEY,  J   L  , 
BRIGHT,  0   a   j    CARPENTER.  J  H        Atomic    Safety    and    Licensing    Board   Panel 
2pp.        22646   310          24X   Fiche     30-40O,  B4/03/H,  8403190137 

— 84031'70141    Joint    motion    to  withdraw   security    plan  Contentions  2,3   (•  6 
Certificate    of    Svc    Encl 

RUNKLE,  J    D         Joint     Intervenors    -    Stiearon    Harris         FLYNN1.  S   F 
Carolina   Power    b   Light   Co        BftRTH,  C  A        Hearing   Branch    1 
B4/O3/14  Atomic    Safety    and   Licensing    Board   Panel        Spp 

32666   3IH         24X    Fiche    50-400.  84/O3/14,  B403190137 

B403200Q30   Supplemental    responses    to    W  Eddleman    general    Interrogatories 
&    Interrogatories    on    Contentions   41    &  6S  Certificate    of   Svc 
encl.  Related    correspondence 

BAXTER.  T    A         Carolina    Power    !<   Light    Co         BAXTER.  T   A        Shaw,     Pittman, 
Potts    b   Trouibrldge         84/03/14  Eddleman,    H        7pp        226B3-  345        24X 

FlchB     30-400.  B4/O3/ 14. B403200030 

B403190O23   Memorandum    tc    order    reaffirming    rulings    on   response    to  Q401E7 
order    re    health   effects 

BRIGHT.  G   O    ,    CARPENTER,  J  H   ,     KELLEY.  J  L        Atomic   Safety    and    Licensing 
Board    Panel         B4/03/19  Office   nf    the   Eiecutive   Legal    Director 

aOpp          32666   OBS         34X    Fichs    30-400i  84/03/15,  H40319002S 

B403190033    Interrogatory    to    Joint    Intervenors   re    Joint  Contention  VII 
Response    in  writing    required    by  840403 

BARTKiC   A        Hearing    Dranch    1        B4/O3/15  Joint    Intervanors   - 

Shearon   Harris        lp         22666    183        24 X  Fichu    50-400,84/03/15, 
B4031900S3 


--B40314O163  Response    in    support   of    applicant  B40307   motion    for    summary 

disposition    of   Eddleman   Contention  83/B4B  on    grounds    that 

there    is    no    genuine    issue    of   matl    Fact    to  be    litigated 
MOORE,  J  E        Hearing   Branch    5        84/03/03  Atomic   Safety    and 

Licensing    Board   Panel         lOpp         22634    006  24X 
Fich«    50-400,04/03/03,8403140159 

— B4O314O16B  Affidavit    of   JC    Lehr    supporting    NRC    response    to    applicant 
motion    far    summary    disposition    of   Eddleman   Contention 
G3/B4D   Applicant    assessment    consistent   u/NRC    conclusion    In 
FES.  W/Certif  tc*U    of   8vc 

LEHRiJC        Environmental    fc   Hydrologic    Engineering    Branch 
S4/O3/03         llpp          88634    O16         24X    Flche    S0-400p B4/O3/05,  8403140139 

B40312OOD2  Supplements  1    answer    to   applicant    interrogatories    b    requests 
for    production    of    document!    on  Joint  Contentions    I    h  VII 


Certlf 1 cato    of    Svc    encl    Related    correipondenci 

PAVNEiM  T        Kudiu   Alliance        PAYNE, M  T        Edelstein   fe  Payne 

PAYNE.M  T.      Joint   Intarvtnors   -  Shearon  Harris        B4/03/O7 

22889:298         24X    Flche    50-400,84/03/07,8403130002 


4pp 


— B40319005H    Interrogatories    to  W  Eddleman   re  Eddleman  Contentions    11.43. 
67    b    116   Response    in  writing   required    by   840403  Certificate 
of   Svc    encl 

BARTH.C   A        Hearing    Branch    1        04/03/13        EDDLEHAM,  W        Eddleman,    U 
8pp          32666    187          24X    Fiche    50-400, 84/03/13, B403190033 

B4O3SOOO54  Interrogatories  to  applicant  on  admitted  security 
contention  Encl  withheld  (ref  10CFH73  21)  W/Certlf Icate  of 
Svc  Ralated  corrsip Qndence 

RUNKLE.J        Joint    Intervenors    -  Shearon   Harris        84/03/15  Carolina 

Power    !•   Light    Co         3pp        2269B  293        24X  Flche    SO-4OO,  B4/03/15, 
B4032O0054 

B403200117    Interrogator iui    &  request    for    production   of   documents    on 
M    Eddleman   Contention    132CUI)    second    set   Certificate   of 
Svc    encl    Related    correspondence 

CARRDW, H        Carolina    Power    &   Light   Co        S4/03/15  Eddleman,    M 

Spp         226BS  336        24X   Fiche    SO-4OO, B4/03/13, B403200U7 
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1403200133  Notice   of  ER   Bleacher   &    JH  Haples    depositions    an    84Q32?    in 
Raleigh. NC   Certificate    of    Svc    enc 1    Related    correipopdence 
CAFJRDH.H         Carolina    Power    L    Light    Co         CARROH,  H         Shay.     Pittnwn, 
Potts   6    Trnurliridoe         84/03/13         3pp         aai?1?    161          24X 
Flche    50-400, B4/03/1S.B4O320013S 

I4O3310120    Inform*    that    part    of    transcript    of    8403 OS    telcon    r« 
Identification   of    persons    in    room  at   time    of    call   misting 
BAfiTH.C   A        Hearing    Branch    I        84/O3/1&        KELLEY.  J  L  .     BRIQHT. 0  D   , 
CARPENTER, J  H        Atonic    Safety    and   Licensing    Board   Panel.        lp 
22707    179         24X   Fithe    30-400,  S4/03/I6,  3403210130 

40321O031    Order    approving    joint   motion    to  ulthdrau   security    plan 
Contentions   3,  3  fi  A   Cooperation    commended 

KELLEY,  J   L    .    CARPENTER,  J    H    .     BRIGHT,  O   0         Atomic    Bafetl)    and    Licensing 
Board   Panal.      8+/Q3/19  Office    at    the   Executive   Legal    Director. 

2pp          22704    342         24X   Flche    SO-4OQ,  Bf/03/ 19,  B403210QM 

403220233  Motion    to   quash    applicant    notice    to    tale   deposition  of 
Bleacher    tt  Maples   Unlikely    applicant!    can    meet    even 
tnreshholif    shoulng    of    food    cause    Certificate    of    9vc   and 
lie}  a  (red    correspondence 
HUNXLE,  J        Joint    Intervenors    -  Shearon,  Harris        080  O43         04/03/17. 

Atomic    Safety    and    Licensing     Board    Panel          4pp          22717   O03         S4X 
Flcfte    30-400,  84/O3/I9.B403220223 

103220261    Intarrogator IB*    &   request    for    production    of   documents    to 
Joint    Intervenor-l    (seventh    iett   Certificate    at   Svc    *tit  I 
Related    correspondence 

O'NEILL,  J  H        Carolina  Power    &  Li-ght  Co        O'NEILL,  J  H        Shau, 
JMttman,    Potts   S.   Troubi-idge,       DSB    059        B4/03/19  Joint 

Intervenprs    -  She-aron  H»rrii        21pp         227I1?    110        24X 
Fiche    50-400,B4/03/l'7.e4032B0261 


D      Advisory   Committee    an    Reactor  Baifvauardi    report*   Ii  correspondence 

8403140302  Diicu*ses  seismology  Issue*  In  OL  review  Eitreatlv 
conservative  values  established  for  DEE  ti  SSE. Plant  ilte  1* 
ai  nearly  a*eianlc  a*  any  site  In  eastern  US. 

MAXWELL,  J  C.       Ma>yell,    J   C         MAXWELL,  J   C        ACflS  -  Advisory    Connltte* 
on    Reactor  Safeguards         84/Oi/OS.       KERR,  M        ACRB  -  Advisory   CoMlttee 
on    Reactor   Safeguards         lp.       22«3  317.       24X   Fiche-  30-400. 94/01/03, 
B4O3140302- 

B4Q1300121    8ummariies    ACHB   283th   meeting    on    84O112-I4  r«    revleu  of  OL 
application. control    room    design   d    tube    degradation 
Investigation    of    •negations    re   QA  requested 

EBEBBOLE,  J  C        ACRS   -  Advlae.ru   Committee    on   Reactor  Safeguards 
84/Q1/1&        PALLADINO,N  J.       Cowtni  *slonert        3pp.       22044  033        24X 
Flche   30"400,84/01/l&,84013Ot>lSl 

0      Inspection   reports,.     IE   Bulletin*    Ic  corre«panil*nce 

8403070177  Acfc   receipt    of   840205    Itr    informing    NRC    of   step*    taken  to 
comet   violations    noted    in    IE    Imp    R*pt    90-400/B3-3&, 
Implementation,    of    corrective    actions   will    be    t«*mtn«d    during 
future   intpi 

VERRELLI.D  H        Division    of    Project   h   Resident   Programi        B 4/03/23 
UTLEfiE  E        Carolina   Power    b   Light;  Co         lp,       SE347-27i,       24X 
Flche    30-400,B4./02/22,at03070179. 

— B4030701-J3  Foruards    IE    In*P    Repts    50-400/93-36  b   5O-401/B3-36  on 
B31120  ti    1820  «<  notice    of    violation 

VERRELLI.D  rl.       Division    of   Project    h   Risldent   Proflrami        H4/01/10. 
UTLEY,  E  E        Carolina   Power    tt  Light  Co         Spp         22347' 27V        24X 
Flche    30-400,  04/02/32,  B4O307O179 


103360327    Interrogatories    ti  req,jast    for   production    of   docirments   re 

Eddleman  cantentlont.   9  6    11    (mcond    G*t)    Certificate   at 

Svc    encl    Related   correspondence 

SMIQER.M  A        Carolina  Pourer   &  Light    Co        SWIOER.  H  A        Shaw,    Plttman. 

Potts   !•    Traubr'°9*         D3C    10i)        84/03/23  Eddleman,    W         Hpp 

22760.143         24X   Fichu    30-100.91/03/33,6403260327 


— B40307O199    IE    Insp    Repti    BO-4OO/S3-36    d  30-401/33-36  on   B311SO-123D 
Violation    noted: failure    to    protect    equipment    from  rainwater 
entering    reactor    auxiliary    bldg    from  roof 

MAXWELL, 0   F   ,    PREvATTCr R. L        Region    2,    Office    of    Director 
BEHISjP  R        Division    of   Project    Ic  Resident   Programs        84/01/09. 
-?pp         22347   2S2        S4X    Fiche    M-400.  B4/O2/SiJ,  8403070179. 


03260336   Responds    to    040317  &    17    UT*    re    eitentlon    to    file    discovery 

requests, welder    Info    confidentiality    tt    interrogatory 

aniuars   Svc    Hit   encl    Related    correspondence. 

BAXTER.  T   A        Ehau,     Pittman,     Potts   I.    Troubrldge        BAXTER.  T  A 

Carolina    Pouer    b  Light   Co         DSB    103        34/03/23        EDBLEMANj H 

Eddleman,    M        4pp         22760    137        34X    Flche    50-400,04^03/23,8403260323 


9403070094  Act   receipt    of    940 1  18   fc   37    Itrs    informlno   MIC   of    iteps   taken 
to   correct  violations  noted    in    IE   Imp    Rapt  3O -4 00/83-39 
VERRELLI.D  H        Rlvliton    of   Project   ti  Resident    Program*        84/02/23. 
UTLEV.  E   E,       Carol  i.na    Power   fc   Light   Co.        lp.       32343  348,       24X 
Flehe    SO-400-B4/0'2<'23,  B403070O94. 


O32A0340   Fi#spon5»s    to    general    in  terr  ogator  1  e*   &    Interrognt  orles   on 
Contention    63    tie-ventn    set)    Related    correspondence 

BAXTER.?    A        Carolina   Power    &  Light   Co        BAXTER, T   A        Shau,     Plttmam 
^otts    t,  Troubridoe        03B    102        S4/O3/23  Eddleman,    H         47pp. 

22760    190         24X    FUh*    90-400,84/03/23,3403260348 


-B403070100  Foruiardi    IE  Intp    Rept*   50-40-0/83-3^  1<  30-401/83-33  on 
83112^-1202   fe  notice   of    violation 

VERRELLI.D  H        Divlilon    of    Project   tc   Resident   Programs        83/12/20, 
UTLEV,  EE        Caro-lin*  Power    &  Light   Co.       20p         22343.333.       S4X 
Flehe- 30-400,  04/O2/23,  B4O3O70O74. 


3403S&03S4   Jlespotiie    to    request    for    production    of    documents 
(Contention  &5)    CertiFlcdte    o*    Svc    -end 

BAXTER,  T    A         Carolina    Potuir    6   Light    Co         BAXTER,  T   A         Shaw, 
Pittman,    Potts    ti  Trflubridge        B4/03/23  EddUmanr    M        6pp 

22760   237         S4X    Flche    SO-400,  B4/03/B3,  B40336D34B 


-8403070103   IE    Xtisp    Repts    30-4QO/S3-3S   «<   SO-401/83-3a  on    B31129-I202 
Violation   noted    failure    of    as-built    drauingi    to   reflect 
actual    piping    configuration 

KLEINSORQE,  W   P        Region    2i     Office   of    Director        BLAKE,  J  J. 
Division    of   Engineering    tt   Operational    Programs.       83/12/13,      fff 
22949  35a        24X    Flche    50-400,  84/02/23, B4O3O70094 


y 33703 if  Roapons*  opposing  V  Eddleman  840307  notion  to  itlou  Filing 
f  affidavit  of  JO  Blackburn  Affidavit  If  untimely  sgpp 1  to 

letltlan   re    need    for   power   &   alternative    energy    sources 

"»rtif Icate    of   Svc    encl 

1DDRE,  J  E  Hearlnj  Branch  1  DSD  133  B4/03/23  3pp  227B9-O23 
4X  Fiche  30-400.84/03/23,840-3270319 

J 32703 21    Clarification    of    staff  response    in    support    af   applicant 
nation    for    summary    disposition  of   Joint    Intervenort 
lontention    IV  re  TLDs 

1ARFH, C    A        Hearing    Branch    1         D3B    130        84/O3/23  Atomic    Safety 

nd   Licinslng    Board    Panel         3j>p        22789.020        24 X 
•1  che:  3O-100,  84/03/23,  B40327032I 


13370333  Response    in    support   of   applicant  340227   motion    for    summary 
l»po»itlon   of   Joint    Inlervenori    Cont&ntion    V   re   calibr    of 
lr  monitors  flelated    correspomfence 

ARTHiC    A        Hearing    BrancJi    1        DSfl    12?        B4/03/23  Atomic   Safety 

nd    Licensing    Board   Panel         2pp.       227B9  OOi        24X 
Iche   50-400.64/03/23,3403270333 

1403270338  Affidavit    of   3   Block    in    support   flf    summary    Jdpfltition    of 
Joint   Contention  V  Certificate    of    Svc    encl 

BLOCK.  S        Division    of   By  it  ems    Integration    Ipott    QUOD'S)         B4/O3/13 
Bop         22789  008        S4X   Fichu   30-400,  G4/03;23,  B403270333, 

3270327  Advises   that   term   job   experience,  used    in  340314  discovery 

etponnesi includei    only    ueldlng    tiperlence   Related 

or  respond  i  rtcg 

AXTER,  T  A        Shau,    Pittman.    Potts   *    Trotubrldje        DAXTER,  T  A, 

arolina  Pouier   &  Light    Co         DSB    144        84/03/26        EDDLEHAN,  H. 

ddlfman,    W,       3p»        227B?   Oli        BIX    FU4ie    30-400. 84/03/36,  3403270327 


8     Reported U   occurrences,    LERt   1  related   correspondence 

B4O32I0032  Part  SI    fept    re    failure    af   auxiliary    feeduiater    pump    drive 
turbln»*,0impel    NPB-4   TdT    valve. to    close    Encl     Itr    dtd    840203 
lent    to    lilted    utlli    CE   notified    af  affected    unitt    in   BWfl 
plant* 

THERDUJC,  R  R       Terry   Corp,.       84/02/22       WOODRUFF,  R  W,      Director'* 
Office,    Qffici   of    Inspection   »nd   Cnf orcemant        6pp.      22706:327       24X 
Fie  he;  90-OQO,  04/02/22,8403210032 

8403010307  Foruards    "Investigation    of  T«p«»    AF   l<   AE  Piston   Blilrts,"   per 
Trani«nierica    Delaval,lnc    Ournars    Oroup    program   commitments. 
Rept   evaluitet    cracks    in    AF    piston    skirt*     In  8hor«h«m  Ic 
Orend  Oulf  Nuclear  Pouer   station* 

MLJSELER,M  J       TDI    <Tran*amer  tea   Deleval,    inc.)   Owners   Ore  up 
B4/O2/S7       DENTON-H  R       Offict   of   Nuclear   Reactor  Regulation, 
Director        3pp         22434.090         24X  Fiche    90-000,64/02/27,8403010207. 

8403010313  Foruards   task   description*   far   16   known  problems   re 
Transemerlca    Deleval,  I  tie    emergency    dlesel    generatort, 
MUSELER,W  J       TDI    <Tran*amer Ic«  Delaval.    Inc.  >   Ounirs  Group 
84/02/28       D£NTOM,H.R       Office   of   Nuclear   Reactor  Regulation, 
Director,       «pp.       2243S.  177.       34X    Flehe:  3O-OOO. 84/02/28,  B403010218 

84O3M004B    Foruards    "Orand    OulP   Component   Tracking   8u*,  "    "Bhorehan 
Component   Tracking   Sy*H   h   "Transamerica  Delaval, Ine 
Dii«>I   Oeneratars   Dinners   Group   Program  Plan,"    to  resolve 
concerns    u/ emergency    dleiel    lenerators 

HUBELER.M  J,      Long    I « land   Lighting    Co.       84/03/02       DENTON,  H,  R. 
Office    op   Nuclear    Reactor    Regulation,     Director.       2pp        32624:042 
24X   Flche    BO-OOOjB4/03/Oa,  040314004B 
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— S4O314Q093    "Transamerica    Dilaval,  Inc    Diesel    Generators    Ouinar*   Group 
Program    Plan    " 

*      TDI     (Transamerica   Dtflaval,     Inc    )    Owners   Group        84/03/02 
2&lpp          2262B   3S3         24X    Fiehe    30-OOO, B4/03/02, 840314O04B 

8402090039   Board    Notification    B4-OS2    forwards    meeting    summaries 
containing    tran*crlpts    of    B40210  d    16  meetings    betueen    NRC    ti 
Tranaamarlcji   Delaval,  Inc    (TDI)    Owners    Group    Distribution 
litt    encl. 

EIBENHUT,  D.fl.  Division  at  Licensing  84/03/12  PALLADINQ 
Commi««icmsrs  9pp  227OB  OO1  24X  Fie  he  SO-OOO,  B4/O3/12, 
B40B090039 


-B403O6Q336  Forwards    summary    of  B4O21O  meeting   u/Transamerf ca   Celaval, 
Inc    Owners    Group    in   BethesdaiMD  re   problem   m/emergenei) 
dieael    genera tors  . 

CARUSO,  R        Licencing    Branch    Z       84/02/27        Q'REILLY.J  P        NRC  -  No 
Detailed    Affiliation    Given         6pp         22703   006         24X 
Fiche     90-000,  B4/03/ 12,  0402090039 

-B4030603S4  transcript    of    B4021O  meeting   ul/Transamerici    Dalaval, Inc 
Quin«ri    Group    tn    Bethesda.MD    re   problems  iii/emergency   dleiel 
g  eneratori 

«      NRC    -   No    Detailed   Affiliation  Given        B4/OH/10        147pp 
67201    008        H4X   FIcnff    50-000,84/03/12,0402090039 


— B4O3Q60336   Forwards    summary    of   840210  meeting    ui/Transamerica   Delaval, 
Inc    Oun*ri    Group    in   Bethesda.MD  re    problem*    u/emgrgencu 
dlBBBl    generators 

CAHUSO,  R-       Licensing    Branch    2        B4/OB/27        O'REILLY.J    F        NRC   -  No 
Detail  ad    Affiliation   Given        6pp         2270B   OOi        34 X 
Fich«:  30-000, 84/03/12,  8402090039 


-S4Q3Q7Q409  Summary    of    B40216  meeting   u/Transamerica   Delaval,  Inc   Owners 
Group    in   Madina    River, NY   re    program  plan   to   eitablith 
reliability    at    dleifll    generator!   Agenda,  meeting    tranicript  b 
attendance    list    encl 

MILLER. M   A         He  anting    Branch    4         84/03/87  Licensing    Branch    4 

Bpp.        22708    l&l.        24X    Klche    BO-OOO.  84/03/12.  B4O209Q039 


"840306O334   Transcript    of    B40210  meeting    ui/Transamerica    Delaval,  Inc 
Ouinart    Or  a  up    in    BetheidaiKD   re    problems    in/emergency    dleiel 


«      NRC    -   No   Detailed    Affiliation   Given        84/02/10 
&72O1.00B        24X  Fich»    50-000,84/03/12.8403090039 


147pp 


-B403O70423  Trantcrlpt    of   S4O214  conference    in  Wading   RlvtnNY  re 
Traniamerica    Delaval,  Inc    dieiel    [onsriton   Pp    1-82 
•      Commis»lonor«        B4/02/16        84pp        2270B    169        24X 
Fichn    30-000,84/03/12,8402090039 


— H403070401?   Summary    of   B40216   meetlno   w/Trannmerica  Delavalrlne    Owneri 
Oroup    in    Madlng   River, NY  r«   program   plan    to    eitabllih 
rvllaibllity    of    dlaiel    genvratori    Agendatineetlng    tranicript   tc 
attendance    Hit    encl 

MILLERiH   A        Licencing    Branch    4        B4/02/27  Liceniing    Branch    4 

Bop,       2270B   161         24X  FIche- 50-OOO,  B4/O3/12,  B40aO?OO39 

— 6403070423    Transcript    of    640216   conference    In   Wading   River. NY   re 
Trail t am* r  ic»   Delaval,  Inc    die*el    generator*    Pp    1-B2 
»     Cornniiilanan       84/O2/16,      84pp        22708   169       24X 
Fiche.  30-000,84/03/1218402090039, 

B403140O'SO  Foruardi    "De*ign    Revteu   of   Connecting    Rod    Bearing    Shalli    for 
Traniawsric*    D»laval    Enterpriie  Engine*"    for    Bhoreham   Si 
Qr-tnd    Oulf    dietel    generator*, 

MUSELER,  W.-J,       Long    Inland    Lighting    Co        84/03/12        DENTON/  H  R. 
Office    of    Muclear   Reactor    Regulation.    Director        2pp         32632,074 
S4X    FiC he: SO-000,  84/03/12.  B4O31400SO. 


DOCKET    30-402  SHEAUON  HARRIS  NUCLEAR  POWER  PLANT,    UNIT  3 

A      Application/construction    itage   document*   h   cori-ei pondenc* 

B402230B07   Further    reiponie    to   FOIA  req,ue»t    for   docunienti    re    conit 
flaui    at    Facili  tu.  Forucrd*    documents    lilted    In   App   A 
Document*    alto    being    placed    in  PDR  fe  LPDfi  Revitui   continuing 
FELTDN,  J  M        Divlaian   of   Rules   and   Rgcordf        83/ IB/02        VADEN,  T 
Neuii    t>   Obierver/Ralcigh    Time*.    Raleigh,    NC        Spp        E237B   299        24X 
Flchfl    30-400,83/12/02,  B40B230207 

— B402230226  Foruiardi   OPc    of    Intptctor    tt  Auditor    "Inquiry    Into  Alleged 
Omlnlon    of    Lina    Inspector    Vleuii    from  CP  Hearing    "   No 
further    distribution   should    be   made   outside    of   ofc  Rept 
under    Cnmmidlon   review 

OOSSICKiL  V        Office   of    the    Executive    Director    for  Operations 
78/11/19        DENTON      Office    of  Nuclaar   Reactor  Regulation^    Director 
Ip.        2237B   303          34X   Fiche    30-400.83/12/02,8403230207 


B4O3190133   Forwards    "Transamerica   Delaval, Inc    Diecel    Generator  Rocker 
Arm   Cap*cr*u  Btre**    Analysis    Rept    "    Capicreu   de*lgn   adequate 
for    applicable    inglnes   b    svc    conditions 

MUSELERi  W,  J-       TDI    tTransamerlca   Delaval,     Inc.)    Quners    Group 
S4/O3/13,       DENTON,  H  R        Office    of   Nuclear    Reactor   Regulation, 
Director         Spp        22639-270        24X   Fich*    30-000, 84/03/13,  B403130133 


-8402230239  Forward  t   Apps    A,  3.  C  b  D   to   be    included   ur/<tuestl  ons    for    Panel 
III    re    facility    testimony    Related    Info    encl 

MURPHY,  C  E        Region    2,    Atlanta,    Reactor   Cemitruction   fc  Engineering 
Support    Branch.       78/H/li        REI8,E  J        Office    of    the   Eiecutive 
Legal    Director.       Blpp         22378  308        E4X   Fiche    90-400,83/12/02, 
64O2230207 


0403200222   H»»ponds    to    B40214   Ren.uests_  f  or    Info    1    fc  2  re    R-4    *iri«s 
»nfllne«   Ll*t   indicating   engine  number, model   &   ivc   number, 
customer    name   tc  address, rating. date    shipped    &   date    started 
•ncl 

MATHEMB.C    3-       Transamerica   DaUval,     Inc        84/03/16        EISEHHUT,  DQ 
Division    of    Licensing        20pp.       22691; 179        24X   Fiche- SO-000, 84/03/li, 
B4032QQ2=a 

S4D327O132   Faruards    "Emergency    Dletel    Generator   Air   Start    Valve 
Capmcrvw   Dimension    ti   Stress   Anal«*ls.  "    prepared    bg    5&W    for 
Transamerica   Delaval, Ine     CTDI)    Dlisel    Generator    Ounert 
Croup, 

MUaELER,W   J        TDI    (Tran»«merie*   Delaval.     Ine.)    Ouners    Group. 
B4/03/23,        DENTON. H  R        Office    of   Nuclear    Reactor   Regulation, 
Dlrtctor.        Bpp.       22774,001.       24X   Fiche' 30-000, 04/03/23, 840327O13B 

S4O3270134   Request*    meeting  on   840418    to    discus*    short-term   &    long- 

terra   corrective   *ctlons    h  investigations    re    Transamerica 

Delaval    dlesel    generators  List   of    suggested    meeting    topics 

•  ncL, 

MCOAUOHY,  J.  P.  TDI  (Transamerica  Delaval,  Inc  >  Dinners  Group 
S4/O3/S3  DENTON,  H  R  Office  of  Nuclear  Reactor  Regulation. 
Director  4pp  22769-133,  34X  Fiche  SO-OOO, 84/03/23,  B403270134 

T.     Hearing    transcripts   on   non-"ntitrust  matters 

EM031B0121   Transcript   of  84030B  telephone   conference   In  Bathesda.MD 

Pp    7B1-8O7 

•  Ceniainmners        84/03/09        9Qpp        22386:119        24X 
Tien •' 90-400. 84/03/OB,  B403120121 

01403090-039    Board    Notification   84-032.  forwards   meeting    *ummaria* 
containing    transcripts   of   040210  It   16  meetings   hetueen  NRC   h 
Tr«nn»«Tlc*   Delaval,  Inc    (TDI)   Owners  Group   Dlftrlbutlon 
lilt   encl 

EI8ENHUT-D  O.  Division  of  Licensing  B4/03/12  PALLADINO 
Co»mis«ion*r»,  Spp  22708. 001  24X  Flche: 30-000, 84/O3/12, 
0402090039 


— 8403830231    Matl    maint   requirements    fflr  Procedure  AP-XIII-07, 
"m-Storage    In»p   J<  Maint   "   Equipment   purchase  order   form 

*      Carolina   Power   b   Light    Co        93/12/02        9pp        22379  040        24X 
Fiche    SO-400,  B3/ 12/02,  BflOB230207. 

E      NRC    Safety    Evaluation   Report    (BER),     suppls   &   correspondence 

8203270420  Forwards    request    for    addl    info    re    fire    protection   program 
needed    to    complete    review    Info  needed    by    S311Q2 

BENARQYA,V  Chemical  Engineering  Branch  B2/OB/17  MIRAOLIAj F 
Licensing  Branch  3  7pp  22497  013  24X  Fiche  SO -4 02,84/02/07, 
B403O3OD64, 

0      Ad jud Icatoru    correspondence 

B402230SO7  Further   response    to   FOIA   reque»t    fur    documents   r*    const 
flaus    at    fdcll  ity.  Foruiard*    documents    listed    In  App   A 
Document*    alto    being    placed    in   PDP,   t  LPDR   Rivleu   continuing 
FELTON,  J  M        Division    of    Rules   and   Records        83/1S/02        VADEN.  T 
News    Si   Observer/RnUiflh    Times,    Raleioh,    NC        3pp        22378  299        24X 
Fichs-    30-400,  B3/i2/02,  H40S230207 

—  B10421O129    Dlscu««es    implications    Of    QfC    of    Inspector    I;   Auditor    781O1E 
Intorvleu  ui/facllity    A9LB    Ofe    of    Inspnctnr   li  Auditor 
attempted   to   probe   thought   processes   of  fc  require 
ju»tlf ic*tlor    from  Board    re    action    taken    in   adjudication. 
YORE.  J.  R.       Atomic    Safety    and   Licensing    Board   Panel        79/10/lf 
HENDFUE,  J  H        Commls*  loners        3pp        22378  302,       24  X 
Fiche    30-400.  B3/  12/02.  8402230207, 

— B402Z3O237   Dlscussvs    invetti gatlon   by   Qfc    of    Inspector   t>  Auditor    (Q1A> 
r*    facility    practed ing    ASLAB    unuilling    to    be    Interrogated    by 
OIA   Many    questions    In   QfA    interrogation   of   members    of   ABLB 
manifeitly    Improper 

ROaENTHAL,  A  B,       Atomic    Safety   and    Lie  em  ing    Appeal   Panel 
7S/EO/20        HENDRIE     Commissioner*        2pp        22378  306        24X 
Fiche    30-400.  B3/12/OS. 8402230207 
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0      Advisory    CQmrnitlee    on   Reactor   Safeguards    reports    &   cot-re*  pond  enc* 


Summarlie*   ACRS   285th  meeting    on  940112-14  re    review   of   OL 
app  1  Icat  1  on,  control    roam   design   fc   tuie    degradation 
investigation  of    allegations    re  QA   r*  HUBS  tod 

EBERSOLEi  J  C        ACRE  -    Advisory   Committee    on    Reactor  Safeguards. 
B4/01/lfi         PALLADINO.N   J         Comntl  ssinners          3pp          22O44    023         24X 
Fiche    SO-4OO.B4/01/-K!,,  84013Q0121- 


DOCKET   30-407   UNW      DF   UTAH   RESEARCH   REACTOR 

F     Security,    medical,     emergency    &   Firs  protection    plan* 

8403140145  Forwards    Rav   I    to    physical    security    plan   Rtv  withheld 

BflNDQUIST,0        Utah.    Univ      of.     Salt   LaKe   City.    UT        84/05/18  NRC 

No   Detailed  Affiliation   Given        lp        S2620  331        24X 
Flche.  50-407-  84/03/12,6403140148 


DOCKET    50-403    SHEARflM   HiAHHIS   NUCLEAR    FDHER    PLANT.     UNIT   4 

f\      Application/construction    *tage   documents   &    correspondence 

B40223O2O7  Further  response    to    FQIA   requeit    for    document*    re    const 
flaus    at    facility    Forwards    documents    lilted    in   App    A 
Documents   alia   being    placed    in  POR    h  LPDR  Review   continuing 
PEL TOM- J   M         Division    of    Rules    find    Rscorrfs          B3/12/02         VABEN,  T 
News   &    Dbserver/Haleigh    Times,    Raleigh.    NC         3p-p         223 7 B   29?        24X 
FUhe    30-400,  B3/1  a /02.  B4 0323020? 


8403200881   Forward*    revUed    emergency    plan, addl    financial    Info  d    19B3 
financial    itatament    for    unlv 

SWJDQUIST,  O  M        Utah,    Unlv      off,    Salt  Lake   City.    UT        94/03/H 
THOMAS.*:  0       StandardHation    &  Special    Ppojicts    Branch         lp 
22676  EB1        34X  Flchs   SO-O72. 04/03/14,  9403200281 

— 3403300293   Revised    "Univ   of    Utah    Emergency   Plan    for  Training   b  Research 
Rose  ton    " 

BANDQUIST.O  M        Utah,    Univ,     of,     Salt   Lake   Cltyi    UT        UTEC  ME 
84-0205       ai/03/14        SQpp         22696  298        31X  Fiche   30-07S, B4/03/J4. 
S403K002B1, 


S4Q3230-226  Forward!    Ofc    of    Inspector    t<  Auditor    "Inquiry    Into  Alleged 
Omi-asian   of   L(n«    Inspector   VteuiB    ft-om  CP   Heartng    "    Na 
further   distribution    should    b-r   made   outside    of   ofc   Rept 
undef    Camffllsiion   revteu 

CDSSICK,  L,V        Qfflca    of    the   Eiecutlve   Director    for   Operations 
78/11/19        BEMTON      Office    of    Huc]«ar  Rede  tor    Regulatioti.     Director 
lp         22378-303         24JCFiihB    5O-40O,  B3/!a/OS,  B402230207 

BflO223023?  Formardi   Apps   A.BrC    It  D    to    be    included  u/n,ue»tloni    for   Pj 
III    r*    facility    tmtimong    Related    Info    encK 

MURPHY,  C   E        Region    2,     Atlanta,    Reactor    Construction    b  Engineering 
Support    Branch         7B/11/16        HE1S,  E   J        Office    of    the    Elecutlve 
Legal    01  rector         Blpp         22378    308         34X    Fi  cht-  SO-rtOO,  B3/  IB/02, 
B4  03330  207 


—  8403330251    Mat]    malnt   renul  rements    for    Proteiurs    AP-XIII-07, 
"In-3toraae    imp    t  Haint    "    Equipment    porchate    ordar    form 
one  1 

»      Carolina  Poioer   t,  Lijht    Co        33/12/02        9pp         SB379   040 
Fiche    30-400.  B3/1S/02,  fla02230207 


E      NOG    Safety    Evaluation   Report     CBER ) ,     tuppls 


8203370430  Forwards   request    for    addl    info    re    tira    pro'tectlo-n    proflram 
needed    to   complete    review    Info  needed    by    831102 

DENAROYA,  V.  Chentlcat  Engineering  Branch  B2/05/17  MlRAQLlrt,F 
Licensing  Branch  3  7pp  22497'013  24X  Fithe  SO-402.  B4/OB/07, 
B403030064 

0      Adjudicator^    correspondence 

B40E23Q207    Further  re-sponso    to   FOIA   reo.uest    For    document*    r»    const 
flauia    at    PacUitij   Forwards    documents    list**    iti    App    A- 
Documents    alto    beitig    placed    In  PDR   &  LPDH  Hovieu   continuing 
FEL.TON.J  M        Division    at   Rule*  and    Records         83/12/O2        VABEN,  T 
Neus   6  Obsarver/Raleiah    Times,    Raleigh,     NC         3pp         2237B  299,      H4X 
Fie  he   50-400,63/12/03,8402230207, 

— 8104310129   DUcui*ec     inipl  i  c*tlon*    of   OFC    of     Inspector    &   Auditor    7B1012 
Jntervleui  w/facllltij    ABLB    OFe    of    In*p«ctor    &  Auditor 
attempted    to    probe    thought    prodnse-i    of  &   require 
justification    from  Board    re   action    taken    in    adjudication 
yoRE,  J  R        Atomic    Safe  by    and   Licencing    Bo-ird   Panel         78/ 1O/19 
HENDRIE.J  M        Commissioner*        Syy        2237B   302        24X 
Fiche    30-40D.83/12/02, 8402230207 

—  B402230237   Dlicusse*    invest  1  gatlon    by   Ofc    of    ln»J»ctor   1   Auditor    (OJIA) 
re    facility    proceeding    ASLAB   unuilllng    to   4e    interrogatird    6u 
OIA   Many    questions    in    OIA    irtteri-ogation   of  member*   of   A3LB 
nrani f estl \i    improper 

RD3ENTHAL,  (V  8        Atomic    Saf«tij   and    Llten»In8    Appeal    Panel 
76/10/30        HENDRIE     Conmii* i oners         2pp         23378   306        S4X 
Fichu    3O-4OO,  B3/12/02.  B40B23'02O7. 

Q      Advi»ori|   Ctunml tte*    on  RxcSor   8af»Du«rd»    reports   &   correspondence 

B101300121    aummai-ite*    ACHB  SBSth  meeting    on    B4OI12-I4  re    revltui  of   OL 
application, control    room    deeign   !•    tube    degradation 
Investlgatian    of  alle^acionc    r«    OA   requested. 

EBEftSQLE.J  C.       ACRS  -   Advisory  Committee   on    Reactor  Baftgu'rils 
B4/01/1A        PflLLADINOjM  J        Comml s *ion»rs         3pp.       22044    023,       34X 
Flche    50-400,  64/Ot  /I A,  B40  1300121- 


I      Financial    Information 


8403200281   Faruiardi    revised    vniergency    plan,  addl    financial    Info  b   1983 
fln»ncial    it*t«ment    for    unlv 

SANDQUIST,  0,  rl        Utah.    Univ      of,    Salt  Lake    City,    UT        S4/03/14 
THOMAS,  C  0        Standardliatlon    k  Special    Projects    Branch         lp 
23696   2S1        24X  Fiche,  30-072.  B4/03/14,  8403300281 

— 8403200296  Unlv   of   Utah    operating    budget    19B3-S4 

•     Utah,    Univ      Of.    Salt   Lake   Clt«,    UT        S4/03/14        37pp 
2269i    310        24X    Flchi    SO-O72, B4/03/14, B4032002B1, 


DOCKET  30-409   LA   CR08SE  DOILINO   MATER  REACTOR 

F      Becuriti/,    medical,     omergency    d   fire   protection    pi  am 

8403180074  Extends    Invitation    to   attend    B40323  regional    workshop    in 
fio»emonc,  IL   ra    10CFR50,  App   R    safe    shutdouin    requirements 
Hgrlshof  uill    cover    *ubji    dascribed    In    IE    info  Notice   84-09 
b   provUe   addl    guidance    in   saf«   shutdown   analy«ei 
SPEBSflRO.R  L        Division    of  Engineering.       B4/03/06        LINDER.F  W 
Dairnlatlnl   Power  Cooperative,       3pp        22BBB:240        24X 
FKhe-  80-409,  B4/03/Oi,  S4Q3120074 

B 403 140047   Revs    to   emergency    plan    implementing    proc*dur«s, including 
Procedures  EPP-2,     "Organ!  lation  ii   Operations   During 
Emergencies."  EPP-3.     "ConmufiicatiDn*   Sys,  "    1.  EPP-S, 
"Eltimate  of  Off*lte    Dqf*    "    M/B40310    Hr 

LIHDER.F        Dalryland    Power   Cooperative.       84/03/10        CRUTCHF1ELD,  D 
Operatina  Reactors    Branch    S         7Bpp        226SS- 006        24X 
Fiehe>3O-i109,B4/03/10,S4031i0047. 

B4032O01O9  Ach   receipt    of   B40309  request    for    attendance    at   840323 
meeting    In  LaCrosse,  HI    to    discuss    tcop*   k    objectives    of 
840419    emergency    preparedness    B«ercls»    NRC    unabU    to  attend 
meeting. 

PAPERIELLO.C  J        Region  3,    Office    of   Director        Q4/O3/16 
LINDER.F-U        Dairylanif  Power    Coopnratlve         lp        236BS   385        24X 
Flctie  30-409,84/03/16,8403200109 

— H403200U2  Rinuest*    attfndance    at    B40323  meeting    in   LaCrosea.HI    to 
dlscuvt    scope   &   objectives    for    B40619   emergency    preparedness 
•urcis*  Objectives    mu«t    be    •ubmitted    for    review   by    840406 
MAROSE-fl.      OalruUnd  pDui«r   Coop*ratlv«        B4/03/09       PHILLIPB.M 
Rsglon   3,    Office    of    Director         lp        22683:326.       24X 
Fich*    50-4.09,  84/03/16,  S403KOO109 

P      Operating    license    stagt    document*   fc  correspondence 

B403030009   Foruards   requast    lor    addl    info   ra   NUREO-O737,  I  tern    I1.B.3. 
"Pelt-Accident  Sampling   8ys,  "    to    eomplote    revlau. Requests 
response    ulthin   45   days    of    Itr    receipt 

CRUTCHFIELD,  D        Operating    Rnaetors    Branch    S        84/03/29.       LINGER, F. 
Dairqland  Power   Cooperative         3pp.       3B490    107        24X 
Fich*-  30-409,  04/02/39,  B4O30S0009. 

0403130390   Foruiards    response    to   Section  4!  4    of  NUR EC-OS 37.  8EP   Topic 
1 1-3  C,     "aafetg-Relatail  Mater  Supply    (UHS)    "  Submittal   of 
agpllcable   Tech    Sp«c    changes    rescheduled    for   840401. 
CINDER, F,       Dairuland    Pou-r   Cooperative,       84/03/09        CRUTCHFIELD, D 
Operating  Reactors    BrancN    B         5pp,       22609:034        24X 
Fich  e' 50-409,  B4/03/OB,  8403130290. 


B4O319O379    Generic   Lfcr   S4-O7    to   all    licensees    of   BWRs   re    proctdoral 
guidance    for    pipe   replacement    at    BURs.  Sve    lilt    encl 
EIseNHUT.D  0.      Division  of  Licensing       84/03/14  Commonwealth 

Edf»on  CO        20pp        B3823   334         24X    Ficne.  SO-000,  B4/03/14,  8403190273 
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B403I6Q074   Forwards    acceleration    time    histories    For   Nodes    13   &   IV  of 
ECIiO    seismic    analysis    of    containment   bldg    Time    hlitorin 
pTovId-id    In    all    thru   modal    global    directions 
ORIHEB..C.  I         Operating    Reactors    Assessment   Branch        94/03/14 
LXNDEft'F         Dairy  land   Poutr   Coopiratlvi         14pp        E26S5  OB9        24X 
FichB'  30- 4O9.  S4/03/14,  84031A0074 

B4O33O0089   Application    to   amend   Licence   DPR-45.  changing    Tech    Specs    to 
revile    reporting   requirements    to    improve   accessibility 
LINGER,  F.       Dairyland   Power   Cooperative         B4/03/2O        CRUTCHFIELD,  D 
Operating  Reactor*   Branch   9       4pp        S2B21    187       24X 

Fie  he'  3O-4O9,  B4/03/20,  840330008? 

— &403300Q93   Proposed    Tieh    Spec    change*,  modifying    reporting    requirements 
to    Improve   accessibility 

»      Dairul*nd    Power   Cooperative,       B4/O3/2O.       21pp        22821    191        24X 
FiehB'  50-409,  B4/03/2O,  B4Q330OOS9 

B403S9O2Q3  Application    for   amend    to   Llcenie    DPR-43, revising    Tech   Spec* 
n    nln    requirements    for    alternate    cooling    water    source    to 
ba    uied    during    Ion    of   UK 8   event 

LINDER.  F.       Dairyland    Poutr   Cooperative        84/03/S1        CRUTCHFIELD,  D. 
Operating    Reactor*    Branch    9,       3pp.       22800:079.       24X 
Flchc  3O-409-,  84/03/21.  B4032902B3 

— 8403290297   Proposed    Tech    Specs   re   mln   requirement!    for    altirnati 
cooling    water    source    to    ba    used    during    Ion    of   UHS   event, 
»      Dalryland    Pou»r   Cooperative        B4/Q3/21         tp        22800'082        24X 
Ficha:90-409,  B4/O3/21,  B4032902B3 


-- -B40313033S   Respond*    to    NRC    B4O1E5    1  tr    r*   violations   noted     In    IE    Imp 
R«pt    SO-409/83-22   Corrective  action!    itatlc    trip    device    test 
let    satisfactorily    tested   &   placed   on    instrument   caibr 
equipment    Hit    for    scheduled   periodic    retiiting 
LINGER,  F        Dairyland    Power   Cooperative        64/02/32       KEPPLER,  J  0 
Region   3,    Office   of   Director        2pp        22607    144        21 X 
Fiche     30-409,84/03/03.3403130326 

8402090034    IE    Info  Notice    84-09.  Rev    1,    "Lessons   Learned   From    Insp*   of 
Flrt   Protection   Bafe   Shutdown  8ys    "   Bvc    Hit   encl 
JORDAN.  E  L        Division   at    Emergency   Preparidnen   &  Engineering 
Response    (Po*t   S30103)         84/03/07  Consolidated   Ed i ion    Co      of  Haw 

York,     ItiC          118pp         22635    O49        24X   Ficht    SO-000,  B4/03/07,  B402O90024 

B40S09O028    IE    Info   Not  lea    B4-1B.     "Btresi    Corrosion   Cracking     In   PUR 
Bys    "   Svc    1 tct   encl 

JORDAN) E  L        Division   of    Emergency   Prepjrednest   k  Engineering 
Reipon««    (Post  9301 O3 )         84/03/O7  Coniolldated   Edison   Co      of  Neu 

York,     Inc         UBpp        225S4    1B6        24X   Fiche   30-000i  84/03/07.  B402090028 

8403270233  Forwards    IE    Insp    Rept   30-409/84-03  on  840306-10  &   notice 
of   violation 

HIND,  J   A        Division   of    Radiological    (t  Materials   Safety    Programs 
B4/03/0?        LINDER,F  W        Dalryland   Power   Cooperative       2pp 
83771.  33S        24X  Flche    50-409,84/03/09.8403270233, 

--840337O23B  Notlci   of   violation   from   ln»p    on  340306-10 

HIND.  J.  A        Division   of    Radiological    It  Materials   Safety  Programs 
84/03/09         2pp         B2771     337         24X   Flche    30-409,  B4/03/O9,  B4O3270233 


B4038BDOA&    Foruardt    »af<tg    evaluation   re    NUREO-0737, TMI    Action    Item 
II    K.3.44,     "Evaluation    of    Anticipated   Translintt   H/81ng le 
F*llur»«.  "   Facility    In  eonformanee   u/NURES-0737  position  b 
•Valuation    aCEvptable. 

CRUTC^IELD.  D,       Operating    Reactors    Branch    9.       84/03/26        LINOER.F 
Dalrul*nd    Power  Cooperative         9pp.       22774.349        24 X 
Flch«.  30-40*?,  B4/03/24,  B4033B006& 

Q.      Inspection    TeportSi     IE  Bulletins    &   correspondence 

3403120033    Ruspondf    to    IE  Bulletin   7&-Z6,  Rev    l,It*m  4  &   re   remits   of 
•ddg    currant    exams    of   abtorber   tubes, Enel    Ittts   absorber 
tub*    segments    unfit    for    eddy    current    Insp    due    to    binding. 
Lilt    ihouing    major    indlcatlont   also    encl 

LINDER,  F.       DJirijUnd   Power   Cooperative         B4/02/24        KEPPLER,  J  0 
Region   3,    Office   of   Director       4pP       2B9BB' IBS       24X 
Fl  ch«:  30-409,  B4/02/24.  S4031200B3 


— B40327OS42   IE    Insp   Rept    50-409/84-03  on  840206-10  Noncompl  lance    noted 
failure    to   adhere    to    radiological    control    procedures    h 
to    properly    control    high   radiation   are* 

PAUL.fi    A   .     QREOERiL   R,        Region   3,     Office    of   Director         84/03/09 
8pp          2B77I    339         B4X    Flehe    30-409,  S4/03/Q9,  B403270233 

B402090031    IE   Bulletin  84-QB.     "Failures    of  OE  Type  HFA  Relays    In   Use    in 
Class    IE  Safety   8yi    "   Svc     list   encl 

DEYOUNO.R  C        Director'^    Office.    Office   of    Inspection   and 
Enforcement        84/03/1S  Consolidated  Edison   Co      of  N*w  York.     Inc 

134pp         22823  094        24X    Flche   SO-000,  B4/O3/12,  8402090031 

B40H090043    IE    Info   Notice   B4-19,     "Two  Events    Involvinj  Unauthori t etf 
Entries    Into   PWR   Reactor    Cavities."   Bvc    list   encl 
JORDAN. E  L        Division   of    Emergency   Preparedness   b  Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Edison    Co      of  Nsu> 

York.     Inc         123pp        82823    229       24X   Flche   30-000.84/03/21.8402090043 


B4O1L9OO72    IE    Info  Notice  84-13,    "Potential   Deficiency    In  Motor 
Operated    Valve   Control    Circuits    &   Annunciation."    Svc    list 
•ncl 

JORDAN.  E.L        Division  of  Emeroaney   Preparedne**  fc  Engineering 
Response    (Post   830103).       B4/02/S8  Consolidated    Edison    Co      of  Neu 

York*     Inc.        115pp.       22909:239        24X   Flche.  SO-000. 84/03/38,  8401190072 

B4O2Q9OO07    IE    Info   Notice   B4-M,     "Highlights    of    Recent  Transport 
Regulatory    Revs    by    DOT  fc  NRC,  "    Svc    list    ancl. 

ORACEiJ  N        Division   of  QA,    Safaguard*   &   Inspection  Program*   (Post 
8301031         S4/O3/03,  Consolidated    Edlion    Co.     of   Neu  York,     Inc 

130pp.       22383:329.       24X   Fiche:  90-OOO, H4/O3/02, 9403090007 


8402070044    IE    Info  Notice    84-20.     "Svc    Life   of  Relay!    In  Safety-Related 
Sy«    "    BVC    n,t    §nci 

JORDAN,  E   L        Division   of    Emergency   Preparedness    lc  Engineering 
Response    (Post   830103)         94/03/21  Consolidated   Edison   Co,     of  Neu 

York.     Inc         133pp.      22933001        24H  Fiche,  30-000,84/03/21,  B402O90041 

R      Periodic    operating   reports   b  related    correspondence 

84030B0031    "Personnel    Whole    Body   Exposures    for   CY83   "  W/B402H7    Itr 
LINDER, F        Dairgland   Pouer   Cooperative        83/12/31.      2pp         22357  227 
H4X   Fiche   30-409.83/12/31,8403080031 


B40SO9OOOB    IE    Info  Notice    84-16.     "Failure    of    Automatic    Sprinkler   Sys 
Valves    to  Operate   "   Svc    ll»t   «ncl. 

JORDAN,  E   L         Division   of   Emergency    Preparerin*»«   !•  Engineering 
Response    (Post  830103)        84/03/02.          Consolidated  Ed  I  ton   CD     of  Neu 
Vorlti     Inc.        133pp.       22993:098        24X   Flche'  30-000, 94/O3/02,  B402090003 


8403080236   "Radioactive  Effluent  Rept  (.  Radiological    Environ    Monitoring 
Rept,  19B3   "   H/840227    Itr 

LINDER,  F       Dairyland  Pouier  Cooperative       B3/12/31       KEPPLER,  J  9 
Region    3,    Office   of   Director        99pp        23360:023        24X 
Fichu    30-409,  B3/12/31,B4030B023i 


6402090007    1C    Info   Notice   B4-19.     "Reporting    of   Radiological    Releases    " 
Ovc    list    ancl. 

JORDAN.  E,  L.       Division   of   Emergency   Preparedness    b   Engineering 
Response    <Poet    B301O3)         B4/03/O8  Consolidated    Edison    Co      of  Neu 

Vorfc.     Inc.        119pp.       22953:217.       24X   Fiche    30-000.  B4/03/02.  8402090009 


B4Q32300OE    "Had loactlve   Effluent  Rept   b  Rid lological   Environ   Monitoring 
Rept    for    19B3   "   M/B40227    Itr 

LINDER,  F       Dalryland  Power  Cooperative       83/12/31       KEPPLER,  J.  8 
Region    3,    Office    of   Director.       99pp,       2272B   lit        24X 
Flcho -30-409.63/12/31.8403230002 


6402070011     IE    Info   Notice    B4-17.     "Problem*   H/Liquid    Nitrogen    Cooling 
Component!   Below  Nil   Ductility  Temp."  Svc    list   encl. 
JORDAN.  E  L        Plvision   of  Emergency   Preparedness  fc  Engineering 
Response     (Post    B301O3).       84/03/O5  Consolidated    Edison    Co      of   Neu 

York.     Inc.        117pp.       22533.336        24 X   Flche    90-OOO, B4/O3/05.  840S070011 

G4031SO326  Ac k    receipt   of   B40222  Itr   informing  NRC  of  steps    taken   to 
correct   violations   noted    In   IE  Imp   Hept  3O-409/83-22.  Addl 
response    required    by   840320   re   stop    match    callbr   b   static 
trip    device    test   seti per    commitment. 

BHAFEH.U.  D.       Re9ion   3.    Office   of   Director         84/03/03        LINDER, F  U 
J>alrul*nd    Power   Cooperative.       lp         20607:143,       24X 
Fleh*;  90-40?,  S4/03/O5,  B4O313032oi. 


B4030201&1    Monthly    operating    rept  for  Jan    1984  W/ 8402 07    Itr, 

OOODMAH.L  8.,    LINDER, F         Dairyland    Power   Cooperative        84/01/31 
llpp         32442-017       H4X   Fl  cho.  50-409,  84/01/31,  8403020161. 

8403300131    Monthly    operating    rept   for   Feb    1984  W/B40306    Itr 

OOODMAN.  L.  S. .    LINDER     Dalrylond  Pouer  Cooperative       84/02/29       9pf> 
22820.  014        24X  Ftehe:  3O-409,  84/02/29,  B403300131 

S      Reportable    occurrence!.     LERs   t>  related   correspondence 

6403200163  LER   64-003-00   on    B40220, erroneous    high    containment    bldg 
pressure    alarm  received.  Caused   by    fuse    failure   Fuse 
replaced, clearing   high    pressure   signal    Sys   restored    to 
normal   U/B40312  Itr 

ODODMAN.L  S    ,    L1NDER.F         DairyUnd   Pouier  Cooperative        84/03/12 
3pp        2H697    134.      24X  Flche.  50-409.  84/03/12, 8403200163 
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DOCKETED  ITEMS 


DOCKET    9O-410   HI/IE   MILE   POINT   NUCLEAR   STATION,     UNIT   2 

A       Ap p L  I  ca tion/c onstructlon    stags   documints   *   correspondence 

B403QlO2')a   Notification   at    B4032i,  27   b  2B   meeting*   u/utll     In    Scrlba.NV 
to    rtvttui  const  progren    t  obtain   info   far   aliening 
projected   Fuel    load   date   Supporting   documentation   trie] 

KAUCHEV.KF        Liceruing    Branch   3        B4/O2/17         SCHHENCERj  A.         Licensing 
Branch     3        Spp         33471    174         34 X   Flche    30-110,84/03/17.8403010293 


B4032B023i   Forwards    lift   of    Issues    to    be    discussed   at   Mechanical 
Engineering   SER   revieu  during    uk    of   B4O6Q4   at   8i.W   ofcs    In 
CJiurry   Hill.NJ 

SCHUENCEfdA  Licensing  Branch  3  B4/O3/12  RHODE.  0  K  Niagara 
Hohauit  Power  Corp  ISpp  227B9  326  24X  FIch"  50-410,04/03/12. 
8403230236 


F     Security,    medical-     emergency    b    fire    protection    plant 


B4O3Q5037Q  Requests   review  of   documentation   submitted   tn 
i  ni  trumentation  b  control    area  b   confirmation   that 
documentation  reflect!   actual    plant   deilgn  Changes   should    be 
submitted]   *f  amends    to  FSAH    In.  timilv  manner 

SCHHENCER.A        Llcsnsing    Branch   2        84/02/29        RHODE. O   K         Niagara 
Mohawl     Power   Corp         2pp         22327261         24X   Flche    50-410.04/03/29, 
B4O303O370 


B4O3190243  notification   of   B4041B  workshop    in   King    of  Prusmia.PA    to 
discuss    leisons    learned    from  recent    App    R    fire    protection 
safe   shutdown   Imp    b   topics    described    In    IE    Info  Notice 
04-09  Agenda   for  workshop    end 

MURLEY.T.E       Region    1,    Office    of   01  me  tor        B4/03/O9        O 'TODLE.  J   D 
ConiolldatBd  Edison   Co      of   New  York,     Inc         33pp         32672.  06 H.       34 X 
Ficha    50-OOO,  B4/03/O9,  B4O3190B43 


—  B4O3OS-O371    Summary    of   B4011B   tc   O207-09  avetings    u/uti  1     in    Bethttdi.MD   !, 
C^•^^lJ    HilliNJi  reipictiveliji  ri    Inttrumentation  ti  controls 
List    of    discrepancies   within  t>  betuietn    licensing    documents 
•ncl 

HAUGHEV.HF        Lictndng    Branth    2        Bfl/02/3?  LlcenUnj    Branch    2 

2Opp          22327   263        S4X    Flihe    SO-4IO.  B4/02/29,  S40305O370 


Summary   nf   84011B   b   0207-08   mettings   U/utll.GE    b   E8.W    in 
atheida.HD   re    in»trumentatlon   b   control*    Supporting 
*  octimera  ta  t  ion   encl 

HAUQHEV.M   F        Ltceniing    Branch    2        64/02/29  Lliensino    Branch    2 

22352   295        24X   Fiche    5O-410,  B4/OS/8?,  B403060339. 


B40309034O   Sunuiarv   of   840216   melting   u/Northea«t   Nuclear    Energy   CD, 
Boiton    Edlion  Co,  Vermont   Yankee  Nuclear  Power  Co  b  Ttledijne 
EnoitneBr-ing   Svcs   In  Haltham.MA  re   add)   Mark    I    torus 
structural   analysis  List    of   attendees   end 

SWEA,J    J         Operating   Reactors    Branch    3        B4/03/O7        CHUTCHFJELD.  D 
Dovrating    Reactors   Branch    3       4pp        22572  E93        24X 
Flche    SO-OOO.  B4/03/O7.  B4O3090340 


Notification  of   B40404  b  03  meetings  w/util,OE  Si  S8.W   In 
Ban    Jo«».  CA   to  diicujs    instrumentation  b  control 

HAUGHEV.MF        Licensing    Branch   3        B4/03/OB        SCHWEMCER,  A        Licensing 
Branch     2         3pp         82922291         24X   Fiche    50-410.  84/03/OB.  S403S9O394 

B40320023S   Forwards   "Evaluation  of  Angled   Screen  Fish  Diversion  Bus 
at    Omega    Steam  Station-Unit  6,"    "Nine  Mile  2  -  Volneg 
345    kV    Transmission  Facilitu"  b  "Environ  Mgt  b  Const  Plan 
Nine    MIL*    2   -   Volncu   343    IV   Transmission   Facility    " 
HANG  AN- C    V        Niagara   Kohaui*    Power   Corp         B4/03/1S        EISENHUT.D   0 
Division    of  Lic.nsing        Ip        22494  221        B4X  Fiche   50-410,84/03/15, 

—3403200340   "Evaluation  of  Angled  Screen  Fish  Diversion    Sij  s   at  Oswego 
Siaam    Station  Unit  6  " 

»      tauten    Matuitu.   b  Sltelly  Engineers        B4/01/31        HBao 
SSA-?*     E23        24X   Fiche   30-410,  B4/O3/13,  B4Q3200232 


0      Adjudicator^   corresponilence 


Q4030B0136   Resolution    lubmitted    bij    tegiiljiture    of    Erie   Cauntu 
requeitlng   FERC   b  NRC    Intevene    to    halt   util    uilthdr»ual    From 
project    b  State   of   NY  Public    Svc    Commit-ilon    investigate 
utll   actions 

SWARTS.D   J       Buffalo,    NY        B4/03./01         2pp         223&1    190         24X 
FlchB    SO-4IO,34/03/01,B4030B0136 


I      Financial    information 


B403390177    Annual    Financial    Rept    19B3    W/B1O322    Itr 

HAEHL,J   O   ,     DONLON.W   J   ,     LEMPQEB.  T   E         Niagara    Kohauk    PQUI.I-    Corp. 

83/12/31.     4ipp      aaeoo  aw      24X  Fich«  BO-EEO,  sa/ia/si,  9403270177, 


Q      Inspection   reports,     IE  Bulletins   &    correspondence 

8403010006'Notificatlon   of   Significant   Licensee   Meeting    84-10   on   H40ZS2 
in  King    of   Prussia, PA  to   discuss    const   appraisal    team  *•    BAL.P 
findings 

COLLINS, S  J        Division   of   Project   b   Resident   Proflrams         B4/02/17 
Division    of  Project   b  Resident  Programs         Ip        22479  339         SAX 
Flche    30-410,  B4/02/17.  B403O10006 

B401190072    IE    Info  Notice   B4-13,     "Potential    Deficiency    In   Motor 
Operated    Valve  Control   Circuits   «.  Annunciation    "    Svc    list 
encl 

JORDflN.E  L        Division   of  Emergency    Preparedness    S.  Ena Intel- 1  na 
Response    IPost  B30103)        84/02/2B  Consolidated   Edison    Co      D*    M,w 

York,     Inc          H5pp         22909    239         24X    Flche    SQ-000,  84/OS/2B,  B4011?007S 

8403130096    Forwards    IE    Insp    Rjgpt    SO-41O/B3-t7    on    B31SO3-B4O1 20,  No 
violation!    observed 

Dunnr8IESK1'"        Dlvision    of   Project   A  Resident   Programs.        B4/03/O1 
HHDDE,  Q   K         Niagara    Mohauk    Pouier    Corp         Spp         22£>43    14i  B4X 

Flche    30-410,  84/03/01,81031  30096 


B403200343   "Environ  Hgt  t  Con.t  Plan  Nine  Mile  2  -  Volneu  345   kV 

TpaniinHsion  Facilitu    »  v  J*3   *v 

»      Niajara  Hohaul   Power   Corp        03/09/30        146pp       22694  341        24X 
Fich.     50-4tO,B4/03/15,B403200232 


3SOpp 


:          i       "      oT"U      «  W  Tp.nwl..iOB  Facilltg 
r.  lie  maps  Ap.rture    cards  are   available   In   PDR 
*       Niagara   Mohauk   Power    Corp         82/04/30 
Flcht     30-410.84/03/I3.B403200232 


^^^ 


n»  M  "   B3120S-B101K)  No    vlolatloni 

identified   Major   areas    Insptcted    work    acttvitl«»,  procedure* 
b  record*   re   reactor   preisura   vessel    storage   &    hydraulic 
control    unit    Installation  iauut 

ORAKM,H,A    ,     LAZARUS.W   J    ,     COLLINS,  5   J          Region     1,     Office     of 


8402090007    IE    Info  Notice   84-14.     "Highlights    of   R.c.nt    Tr.n.port 
Regulatory    Revs   bg    DOT  b  NRC    "   Svc    list    incl  -i-.n.porc 

"  °"   "fQ 


.  n 

JDRDAN.E  L        Division   of   Emergency    Preparedness   *   Ennineer-  in 

?:r^c'p^2;r^353^r^x^r^25^4% 


B4032703M 


, 

co  r*  s; 

P          PP 


hRTE<°  «•  NI  ..... 

h«-  30-410,  B4/03/06, 


JORDAN,  E  L        Division    of   Emergencg    Preparedness   k   EnolnBerlno 

-1 


Flch.    30-41O.  B4/03/OB, 


ncij    Preparedness    t.   Endin 
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B4Q309OO24    IE    Info  Notice   B 4-09' Rev    1.     "Lessons    Learned    Prom    Insps    of 
Fire   Protection   Safe   Shutdown   Sys    "    Svc    list    encl 
JOflDAN,  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)         B 4/03 707  Consolidated    Edison    Co      of   New 

Vorki      Inc          llBpp         3S63S    O47         24X    Flcha    30-OOO.  B4/O3/Q7.  0402090034 

G40S0900SB    IE    Info   Notice    04-16.     "0tress    Corrosion   Cracking     in    PUR 
Sys    '•    sve    list    enel 

JORDAN, E  L        Division    of   Emergency    Preparedness   d  Engineering 
Response     (Post   930 103)          B4/03/O7  Consolidated    Edison    Co       of    New 

York'      Inc          HSpp          32584     1B6         24XFiche    30-000. 64/03/07,  S4Q209OQ2B 

8402090031    IE  Bulletin   B4-02,     "Failures    of   OE  Type   HFA  Relays    in  Use    In 
Class    IE  Safety   Sys    "    Svc    li»t    encl 

DEYOUNO.R.C        Director's   Office.    Office    of    Inspection   and 
Enforcement        B4/Q3/12  Consolidated    Edison   CD      of    Neu   Vork,     Inc 

134pp          22023   074         34X   Fiche    50-000,  B4/03/12.  B402O7QO31 

B40209OO43    IE    Info  Notice   84-19,     "Tuo   Events    Involving    Unauthoriied 
Entries    into   PWR  Reactor    Cavities    "    Svc    list   encl 
JORDAN, E  L        Division    of    Emergency    Preparedness   h  Engineering 
R»»ponse    (Post   B301O3),       84/03/21  Consolidated   Edison   Co.     of   Haul 

York,      Inc          123pp.        22083   227         24X    Flche    SQ-OOO,  84/03/21,  84020[?0043 

9402070044    IE   Info   Notice   84-20.     "Svc   Life    at    Relays    In   8aflty~Rilatad 
Syi    "    Svc    Hit    end 

JORDAN.,  E  L        Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post   630103)         B4/03/21  Consolidated    Edison   Co      of   New 

Vork.      Inc         133pp        93733  001        24 X   Fiche    SO-000, B4/O3/21,  84O2090044 

R      Periodic    operating    report*    tc   related    correspondence 

B40302Q443  Foruiird*   monthly    status    rept    of    offsite    emergency 
preparedness    for  OL   reviews    for   Jan    19B4  Changes    In  FEMA 
finding    date*   not    caused    by    delay    due    to    offslte   emergency 
planning    Issues, 

DIRCKB. W   J.       Office    of    the    Executive   Director    for   Operations 
94/02/21        PALLADINO      Commissioners        9pp         22492  O83        24X 
Flehe    BO-000,  34/02/21,8403020-143 


B,     Repartable    occurrences,    LERs   &  related    correspondence 


V     Operator   Examinations 


B4031301S4   Forwards   nuclear    power   plant    experience    for  operating    shift 
positions. as    requested     in    B403O1     Itr 

LEMPGES,  T   E         Niagara    Mohawk    Power    Corp         B4/Q3/OS        DENTON,  H 
Office    of   Nuclear  Reactor   Regulation'    Director        Spp        826 03   237 
24X    Fiche    SO-4IO-  B4/O3/03, S4O3130124 


LOCKET    30-112   BEAVER    VALLEV   POWER   STATION.     UNIT   2 

A      Application/construction    stage   documents   &   correspondence 

6403O1O09O   Third    partial    response    to   fOlA  request    for   sii    categories 
of    documents   re    Facility    Forwards  App   A   documents   App    A 
documents   also    placed    in   PDR    App    B    documents   mill    be   placed 
in    PDR    upon   request  Hevleu  continuing 
FELTQN.J   M        Division   of   Rules   and    Records        64/01/17        ANDERSON.  B   I 

Qarvey,     Schubert,     Adams    it   Barer         4pp         22446   293        24X 
Fiche    90-000,  84/01/17,  B4Q301O030 

— 8112020204  Forwards    neui   format  for    nuclear   power   plants   ~    const   status 
rept.  KUREQ-OO3Q    (yeilou   bool)    HBLU    format    should   be   used    to 
providtr   next    update    info    for   planned    Nav   1981    publication 
(data    as    of  Sept  3O, 19Q1)    due   Bl 1 120   U/o   encl 
HARTFIELD.R  A        Office    of   Management    and   Program  Analysis 
91/10/30        DUNH.C   N        Duquesne   Light   Co        9pp        22446  303        24X 
Flche    50-000,6-4/01/17,0403010030 

B403O103B7    Request^    delay    in    submitting    addl     Info   per   Accident 
Evaluation    Branch    631202   request   Response    to  Questions 
E45O    1    ti    2  yill    be   submitted    on  840323 

HOQLEVER.  E   J         Duquesno    Light    Co         B4/O2/34         KN1QHTON,  0    W. 
Licensing    Branch    3         lp         32434   067         24 X   Flche    30-413,  B4/02/24, 
B403Q103B7 

8403370369   Notification    of   8404O3-03  meetings   U/5J.U  b  util    in   Boston, MA 
to    ditcuis   NDC    questions    re   mechanical    engineering    portions 
of    FSrtR   t.   purform    detailed    design   documentation   audit   on 
facility 

LAZD.L.        Licensing   Branch    3        B4/03/01        KNIOHTON.OW       Licensing 
Branch    3        4pp         38787   335        E4X  Fichu    30-412,04/03/01,8403270369 


B403090O7B   DBficlency    rept    re    items    supplied    by    Tube-Line    Corp    Final 
r»pt    delayad    until    B40430   par   840213   telcon 

RHODE, O   K        Niagara    Mohauk    Pouer   Corp        B4/OS/1S        STAROBTECKI, R 
Division    of   Project    S>  Resident  Programs         lp        33376  068        24X 
Fiche,  30-410,84/02/15,  B403090078 


B4032BOO5A   Notification    of   840321   meeting    u/util    in  uethesda.MD    to 
discuss    Environ.   &   Hydro  log  teal   Engineering    Branch   Questions 
340    Ol    fc    340   08 

LAZQ.L        Licensing    Branch    3        B4/03/02        KNIOHTON,OH       Licensing 
Branch    3        4pp         22B12   330        S4X  Flche    30-412, 84/03/02,  8403280056. 


B40321Q136    Interim   deficiency    rift   re    Anchor   Darling    hPCB   sy*   valve 
vibration    loosening    anti-rotational    sat    screw*    Initially 
raportad    on   840127   tc   reported    by   QE   per   Part   21 
Investigation    In    progress    Final    f«pt   by    B40723 

MAMOANj C    V        Niagara    Mohauk    Power   Corp        B4/02/27        STAROSTECKI, R 
Division    of  Project   b  Resident  Programs        2pp        22707  272        24 X 
FichB    SO-410, 84/02/27.  8403210136 

B4.0334QK33   Fcruardi    summary    list  of    def icloncies    identified    per 
10CFR3D.  39(e), Part    21    b   potential    generic    1 tr   rept*    for 
comments 
BTAROSTECKI.R        Division    of   Project   t.  R»sid«nt   Programs         B 4/02/28 

Ftaglon    L,    Office    of    Director,       7pp        22796.060        24X 
FJchff    30-000,84/02/28,8403560233 

a-403130363    Interim  deficiency    rept   re    hydrostatic    uplift    pressure   not 
cenildare-d    In  reactor    bldg   mat   design    Initially    reported    on 
940130,  Final    rept   mill    be    submitted    bg    340518 

MANOAN,  C.  V        Niagara    Mohauk    Pouer   Corp        B4/02/29        8TARD9TECK1, R 
Division    of   Project   &   Resident  Programs        2pp        22616   24B        24X 
Fieh«-  3O-410iB4/Oa/29,B4031 30363 

B40314O12K  Part   21    rept   re    status    update    concerning    abnormal    drear   on 
llnaar    converters,  Test   program  underlay   Reiulti    of 
Investigation    indicate    excessive   tuear    caused    by    hunting    of 
control    c  Ircuitry. 

DODSON, J  P        Pacific    Air   Product*   Co.       B4/03/09  Director's 

Offlca,     Office   of    Inspection   and    Enforcement        7pp        22624   06B        24X 
Flcria.  90-000,84/03/07,  8403140122. 

6403190133  PNS-I-84-002   on   840312- bomb    threat   received    from 
unldantlfled    caller   Site    emergency    h   safeguards    contingency 
plan   r*q.ulri>ments    implemented.  Public   areas    tt    sit*    protected 
area    ••arched  u/negativv   finding* 

HACOEN. B,»    JOVNER.J.       Region    1,    Office    of   Director        84/03/12        lp 
22674' 302        24X  Flche    SO-220, B4/03/12,  B403170135. 


B40319D19S   ReEpomf*    to  84O123    1  tr   re    use   of   Rockbestoi  Co    cable   at 
facility    Vendor    stated    in   writing    that   cable    fully 
suitable    for   safety-related    use 

WOOL  EVER,  E  J        DuqUBsne   Light   Co        04/03/O6        POTAPOV9,  U        Region    4. 
Office    Of    Director.        2pp         22&6B   343         24X   Ficrie,  30-412,  B4/Q3/O6, 
B4031901S2 

8403260067    Notification    at   840313  meeting   u/utll    in  Bethesda,MD  to 
discuss    Chemical    Engineering    Branch,  Chemical    Technology 
Section. questions    &   open    items 

LAZD, L        Licensing    Branch    3        84/03/07        KNIGHTON-6H        Licensing 
Branch.    3        4pp         22812  331        34X   Fichu   30-412,84/03/07.8403360047 

B4032B0133   Summary    of   84O224  meeting   u/Meatlnghoilte   Dinners  Group    In 
Bettmsds.MD  re   proposed    Westinghouse    staam  generator   tube 
rupture    generic    program  Attendee    list  &  agenda    encl 
NEdBES.V        Licensing    Branch    3        84/03/07  Licensing    Branch   3 

3Spp         22311    131.       24X  Flcha    90-000. 04/03/07. 84032B0122 

B4033BOO60   Notification    of    B404O3  meeting    u/utll    In  Shlpp  lngport>  PA    to 
visit    specific    points    of    Interest   uiithin   branch    environ 
review   scope 

LAZd.L        Licensing    Branch    3        Q4/03/OB        KNIOKTON,  0  U        Licensing 
Branch    3        Spp        22312,338        24X   Flche   30-412,84/03/08,8403230060 

0403160090  Foruarde    8UECO   7703.     "Missile-Barrier    Interaction," 
Bjbmitted    per  B4O227   response    to  Action    Item    IS  of 
structural    design    audit 

UOQLEvER'E  J       Duquesne    Light    Ca        84/03/07        KNIGHTQN,  Q  H 
Liceniing    Branch    3        lp         22693001        24X   Flch«    SO-41B,  04/03/09, 
B403160090 


— B4031&O096    "Mlsille-Barrler    Interaction 
JANKDV.  Z    D  ,    SHrtNAHAN,  J  A   ,     WHITE,  M  P. 
Carp.       BWECO  7703        77/07/30        823pp 
Fiche    30-412,  S4/O3/09,  B403160090 


Stone  b  Webster    Engineering 
23653  002       24X 


B4032SO075   EN-B4-015   on   B40330, noti ce    of   violation   i   proposed 
imposition  of   civil   penalties    in   amount   of   « I SO. 000  uill   be 
Lseued    to    licensee    Action    based    on    failure    to   maintain 
containment   integrity   fc   failure   to   conduct   surveillance 
CRAIO,  J.  ,    AKELRAD,  J,       Director'*   Office,    Office    of    Inspection  and 

enforcement.       B4/03/1S.       Spp        22712  SOB.       24X   Fiche.  30-220, 84/03/15, 

8403220079 
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B403{60190)   Fordiar-ds    minute!     from   B312D5-OB   meeting    a/  Instrumentation   t, 
Control    B\t*    Branch    TV    discussion   of    930919   request    for    add! 
info    Items    lilted    as    doted    ifflplij    that    InFo   requested    bg    NRC 
has   been,   provided 

WOOLEVER.E   J         Ouqu«»ne    LinM    Co         B4/O3/O9         KNIGHTON.  O   U 
Licensing    Branch    3         2tpp          22653   246         24X    Fiche    50-412.84/03/09, 
8403160190 

040320033-4    Forwards    responses    to   Procedures  k    Sijs    Review  Branch 
questions    re   nuclear    engine  earing    rfept   organ  1  rat  1  on   fi 
administrative   procedures,  fc-ruiardefl    in    B40J06    Itr   Responses 
uilll    ba    included    in   fSAR  Amend    & 

MOOT-EVER,  E   J         DuquBSne    Light    Co         94/03/16         KN1GKTON,  0   U 
Licensing    Branch    3         13pp         H3691    089        24X    Fiche    50-412,84/03/16, 
8403300234 

S4033QQ062  Forward*    operating    shift    e-iperlence    tablet   Uti  1    doet    not 
plan    to    use    shift    advisors 

CAREV,  J   J         Duquesne    Light    Co         84/03/36         DENTDN. H         Office   of 
Nuclear   Reactor  Regulation,     Director        6pp         22S21    11,7        24X 
Fiche    30-413.84/03/26. 0403300062 

C      Utility    Environmental   Report    (EB».     am*n<fs    fc   correspondent  i 


K      Utility  Final    Bafaty   Analysis  Roport    (FBAR)    &  amends 

B403190D95  Forwards    Affidavit*    of   Svc    certifying    distribution   of  Amend 
4    to   environ  rept    fc  Amend    0   to  F3AR 

WOOLEVEJl.E  J        Duquesne   Light    Co        B4/03/09        DEN  TON  H  R        Office  flt 
Hu^lear    Reactor  Regulation,     Director        9pp        22641    Ii4        24X 
Fi  che*  50-413.  B4/Q3/O9,  64031  SOQ93 

d      Inspection   reports.     IE   Bulletin*    t.   correspondence 

6401190072   IE   Info  Notice    B4-13.     "Potential    Deficiency    in    Motor 
Operated   Valve   Control    Circuits   &   Annunciation    "    Svc    lilt 
one  I 

JORDAN.  E  L        Division   of   Emergency    Preparedness   t  Engineering 
Response    (Post    B30103),       94/02/28  Consolidated   Edison    Co,     of  Ngu 

Vorli.     Inc        119pp        22909  239        24X  Fiche    BO-000,  64/02/2B,  H40U90072 

8403070303  Act   receipt   of   840112    Itr    informing   NRC    of    itapt    takart   to 
corraet   violation!    noted    In    IE   Innp    Rept    30-412/03-13 
BTAROSTECKI , R        Division    of    Project   &  Ri*id«nt   Program!         B4/02/29 
MOdLEVER, E  J        Duquetnt   Light   Co        Spp        22346  202        24X 
Flcha    50-412,84/02/28,6403070303 


3 40327037 2  Requests   addl    info    re    environ    site    visit    scheduled    far   uik 
of   030936    to    review    environ   r*pt    -   DL   stag* 

KNIGHTOM.Q  U        Hceniing    Branch    3        64/03/03        UanLEVER.  E   J 
Duq.uesn»   Light    Co          4pp         23707    326         34X    Fiche    50-412,94/03/02, 
8403270372 

0403190093   Forwards   Affidavits    of   Svc    certifying    distribution  of   Amend 
4    to    environ   r*pt   Si  Ain»nd    3    to  F5AH 

WDOLEVER.E   J         Buquejne    Lioht    Co.        B4/03/09         DENTON   H    R          Office    of 
Nuclear    Reactor  ReguUt  lam     Director        5pp        22641    Ifc4        34X 
Fietif    30-412,  84/O3/09,  &403JS0093 

B40329JJ145  Foruat-di    Amend    $   to    environ  rept    -   DL    itage   Amend    consists 
op    responies    to    Ou»«tjnni    E431    3rE45Q    1    &    E450   2,  per 
OW  Knignton    B3I020    t<    1202    Itri  I<   varioui    technical    b 
editorial    changes, 

MOaLEVEB.E   J         Duqunne    Light    Co         S4/03/17         DENTON,  H   R          Office    of 
Unclear    Reactor  Regulation.     Director        Spp        22901    244        24X 
Fiche:  9O-112, B4/03/ 19,  8403290145 


- -84 03070 30 B  RtupotUi    to  NRC   S31K12    Itr   re   vlolatiOTlf   nattd    In    IE   Imp 
Rept    30-412/B3-13  Corrective   actions    engineering    in   proce*i 
of  an-a  lijiing   all    KH  application*    to   confirm   accoptabi  litij    of 
judgment  made   in    response    to   Request    for    Info   RI-03B3-QC 
HHOLEVER.E  J        Duquesne   Light  Co        04/01/13.       BrAROBTECK I .  R 
Division   of  Project  ti  Resident   Programs        4pp        2B94&'284        S4X 
Fichu    BO-fllB,  e4/Oa/2S.  S40307O303 

S4020TO007    IE    Info  Notice   84-14,     "Highlights    of   Recent  Transport 
Regulatory  Revi    by    DOT  ti   NRC    "    Svc    list   end 

GRACE,  J   N,       Division   of  QA.     Safeguards   &    In«p*ctlon  Prooraaii    (Post 
fi301O3)         B4/03/O2  Consolidated   Edison   Co      of   Neu   Varki     Inc, 

130pp         23332   329         24X   Fiche    SO-ODD.  B4/03/OH,  B402070007 

B40209Q003    IE    Info  Notice   B4-li,     "Failure   of    Automatic   Sprinkler   3g* 
Valves    to  Operate    "   Bvc    Met    end 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
RcjponiB    (Post   B30103)         B4/O3/O2  Consolidated   Edi»on   Co,     of  Neu 

Vort,     Inc         12Spp         22393    096        24X  Fiche   50-000. 84/03/02, 8402090008 


— B40329O146  flsnend    9    to    environ    rent   -  OL   staoe 

»      Duquasne    Light    CD         64/03/31          7<7pp          22SO1    250 
Fiche     50-412,34/03/19!  B403H9014S 


3 40 32 400 39   Forwards,   reiponsct    to  Accident   Evaluation    Branch    B31202 
questions    re    environ    rept   Revised    environ    rept, Section   7    1 
alia    ancl 

HDOLEVER.E   d         Duquosne    Light    CO         04/03/22         KNIOHTON,  0   M 
Licensing    QrancA    3        23pp         22731    003        H4X  Fithe   50-412,94/03/22. 
B4O33600B? 

E      NRC    SaFotv    Evaluatton  Report    C9ER),     supjjls   tf    corre»pond«nc  e 

B4D314D197   Forujrdi    draft    SER     (NUREO-10371     re    operation    Propotsd 
Dchvdula    far    subrnitfcal    of    written   response    to    open    items 
should    be   provided    a<j    B4Q330 

HHIOHTONiOW        Lleeniing    ffranch    3        B4/03/OI         WOOLEVER.E   J, 
Duquesn?    Light    Co         311pp          SZ&3b    001         34  X   Fiehe,  SO-4  I  2,  84/03/01. 
8103140197 

F      Security,    medical,     emergency    &   fire   protection    plans 

9403270337   Advise*    that   NRC   ulll    not    review   emergency    plans    to   deist* 
privacy    or   propriet*rij    Info   unless    specifically    requested    by 
Ilc»n9ee,per  01070?  Generic    Ltr  HI -27  W/o    request, entire 
pl-ah,  will    be    placed    in   PDR 

KNIDHTONiO  W        Licensino    Branch   3        64/03/O1         MOO LEVER.  E   J 
Duqu*»ne   Lloht   Co        4pp         22737  343        B4X    Fiche    30-412,  B1/03/01, 
840327O3S7 


8403090009    IE   Info   Notice  64-13,     "Reporting   of   Radiological    Releases    " 

Bvc    Hat    enci 

JORDAN, E    L        Division   of   Emergency    Preparedness   &  Engineering 
Reiponte    (Post   B30103)        B4/O3/O2  ConcolldatBd    Edison   Co      of  Neu 

Vork.     Inc         t!9pp        2B3B3:B17        B4X  Fiche;  3O-000,  B4/03/02,  B402070009 

B4O209OOI1     IE   Info  Notice  84-17,     "Problem*   U/Liquld    Nitrogen   Coaling 
Components   Balou  Nil    Ductility   Tamp    "   Svc    Hit    encl, 
JORDAN.  E  L        Division   of   Emergency    Preparadntit   h  Engineering 
Response    {Post   930103)        B4/O3/O9  Consolidated    Ed  IB  on    Co      of  Neu 

York,     Inc.       117pp        22353"  334>        24X  Fiche    30-000, 84/03/08,  B40209001I 

B40S090024    IE   Info   Notice   S4-09, Rev    1,     "Le»*ons    Learned    From    Intpi   of 
Fire   Protection  Safe   Shutdouin   Bg*    "    Svc    list    end 
JORDAN.  E  L        Division    of   Emergency    Priparedness   ti  Enginttring 
Response    (Post   B30103)         B4/03/O7  Consolidated   Edison    CD      of  N*u 

YorV,     Inc         llQpP         22635   049        24X   Fiche.  30-000, 84/03/07,  B402090024 

B4OS09002B    IE    Info   Notice   94-10,     "Strest   Corrosion  Cracking    in   PUR 
3gi    "  Svc    list    encl 

JORDAN. E    L        Division    of   Emergency    Preparednes*   fc  Engineering 
Reiponae    (Post  S30IO3)         B4/0-3/07,  Consolidated    Edi«on    Co      of  Neu 

Vork,     Inc         HBpp         223B4    1S6        24X   Fiche    30-000,84/03/07,8402090028 

B4O32B013I    Forujrdo    IE    In»p    Rept   3C-412/H4-Q1    on   640117-0821    No 
violations    op  served 

STARQSTECKIrR        Division    of   Project    i  Resident   Programs         B4/03/OS 
HOOLEVER.E   J        Duquesne   Light    Co         2pp        22716  019        24X 
Fiche    SO-412,  B4/O3/OB,  8403220131 


8403200040  Eir>»rgencu  Preparedness  Plan  EPP/IP  1  2,  Attachment  s  £•  k  7 
MILLER,  D  J  DuqtiBS-n*  Light  Co  B4/03/O3,  6pp  22698: 31  i,  24X 
Flch«  30-33fl, B4/03/02,  B4O3200040 

B4O3190243  Notification   of   B40418   inorlsho-p    in    King    of  Prussia, PA   to 
discuss    lesion*    learned    from  recent   Aj)p    R    flr«   pTotectio-n 
safe    shutdown    map   A    topics    described    in    IE    Info   Notice 
B4-09  AsenflJ    for  uiorlthop    enel 

MURLEY,  T  E        Stolon    f,    Office   of    Director        84/03/09        O'TDDLE.J  D 
Consolidate!!   EJiton   Co      of  Meui  Vorl,     Inc        33pp        2Bi72    062.       H4X 
Flche    30-000.64/03/09,3403190243 


--B4033B0139    IE    In*p    Kept    SO-4 12/B4-01    on   840117-OB21    No    Violations 
observed    Major    jreai    inspected. previously    identified    items, 
FSAR   descriptions,  po«t~u«ld    he*t    treatment, storage 
requirements   b   procedun    revleui   of   piping    Installation. 
WALTON,  G   A        Region    1,    Office   of    Director        TRIPPiL.  E.       Division   of 
Project    8.  Rosident    Programs.       B4/O3/07        Bpp.       28716   021.       24X 
Fiche   5O-4ia,B4/03/OB,  B4O3220131 

B4O2090031    IE  Bulletin    S4-02F     "Failures   of   OE   Type   HFA  fteltys    In   Use    in 
Class    IE   Safety  Sg«    "   Svc    li«t   encl, 

DEVDUHO.  ft   C.       Director's   Offies.     Office    of    Inspection   and 
Enforcement.       84/O3/12  Consolidated    Edison   Co      of   Neu   York,     Inc 

I34pp        22B23.  094        S4X   Fiche'  50-OOO,  B4/03/ 12,  B402090031. 
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84O209Q043    IE   Info   Notice   01-19,     "Two   Events    Involving   Unauthorlied 
Entries    into  PUR   Reactor    Cavities    "    Svc    list    enel 
JORDAN, E  L        Division    of    Emergency    Preparedness    t  Engineering 
Rtcponse    (Post   B3O1O3)         B4/O3/21  Consolidated    Edison    CD      of  New 

Yorfcj      Inc          I23pp          22823   229         24 X   Fiche    5O-OOO,  84/03/21,  B402O90Q43 

84O2O9QO44    IE    Info    Notice    B4~EQ,     "Svc    Life    of    Relays    in    Safety-Related 
By*    "    Svc    list    end 

JORDAN,  E  L        Division    of    Emergency    Preparedness   &  Engineering 
Heiponve    (Pott   8301O3)          84/03/21  Consolidated    Edison    Co      of   Neui 

York.     Inc          133pp          32933    001         24X    Fiche    30-OOO, 84/03/21.  8402090O44 


DOCKET    SO-413   CATAWHA    NUCLEAR    STATION,     UNIT    1 

A      Applicat ion/construe tion    stage   documents   &  correspondence 

B4030BQ196  FD1A   request    for    documents   re  HR   McAfee  allegations 
involving    facility    from  Mar    1977  -  Har    1979, NRC   open 
conference   at    site    in   NDV    1979  1  review  of   util    topical    QA 
manual 
GARDE,  B    P    ,     ANSELL.E         Government    Accountability    Project         B3/11/S1 

Office    of    Administration         2pp         32584    163         24X 
Ficho    30-413.  33/11/21, 9403080196 


B4032902QO  Ac  k    receipt    of   B40302    1  tr    informing   NFIC    of    step*    taken    to 
extract   violations    noted    in    IE    Insp    Rept    50-412/B3-13 
Corrective   actlani    will    be    examined    during    future    imp 
BTARQBTECKI.R        Division    of    Project    &  Resident  Programs         94/03/23 
HOOLEVER.E  J        Duquesne   Light   Co         Ip        2 2 BOG   293        24X 
Ficho;  30-412,34/03/25.  84Q329O2OO 

— 8403390204  Responds    to   NRC   631110    Itr   re   violation!   noted    in    IE    Insp 
Rapt    30-412/B3-13   Engineering    evaluation    confirmed   ATSM  A323 
balti    maintain   required    mln    bait    preload    No   addl    action 
required 

UOOLEVER,  E   J         Duquaant    Light    Co         84/03/02         STARd3TECKI.fi 
Division   of   Project   &  Resident   Programs        4pp        22803  301        24X 
Fiche • SO-412, 84/03/22.  S403290200 

B4O330O200  Forwards    summary    of    actions    taken,  par    IE   Bulletin   B3-O7, 
"Apparently   Fraudulent  Products   Sold    by   Ray   Miller.  Inc    " 
Pitts>burgh-Dsi   Moines   Steel    tc  Joseph   Oat   Corp    received    matls 
from  Ray    Killer, Inc    Matls    not    fraudulent 

WOOLEVER.E  J        Duquaine   Light   Co        B4/Q3/22        MURLEY,  T  E        Region    1. 
Office    of  Director        3pp         22819  321        24X   Fiche    30-412, B4/03/S2, 
B4Q330Q200, 

B     Reportable   occurrence*.    LERs  h  related   correspondence 

84O307O298    Interim   significant    Deficiency    Rept   04-01    re    clamp    anchor 
assemblies   w/underti red    welds    vendor    surveillance    group    will 
perform    »ample    imp    to    establish    effectiveness    of   vendor   OC 
Next    rept   by   840401 

HQQLEVER.E  J        Duq,uesne    Light   Co        84/02/16        MURLEY,  T   E        Region    1, 
Office    of    Director          4pp          22B41    292         24X    Fichu    SO-412, B4 /02/16, 
840307029B 

8403130374    Interim  Significant    Deficiency   Rapt   84-O2   re    poor    wiring 
iKorimanship    on    two   Gould    4BO-volt   motor    control    ctrs   Random 
insps    conducted   Evaluation    underway   Next   rept    ulll    be 
submitted    by    B907O1 

«OOLEVER,E  J        Duquesne   Light   Co        84/02/21        MURLEY,  T  E        Region    1, 
QCfic*    of   Director.       3pp         2261 A  273        24X   Ftche    30-412. 84/02/21. 
0403 130374. 

B4D321013O    Interim  Significant    Deficiency   R*pt  84-O3   re   QE  Type  HEA 

lack-ou't   relay*    Initially    reported    an  840127  Field    test 

procedure    developed    to    teit    relay*    Defective  relays   will    be 
rvplacid    Next   ript    by    B40613 

WOOLEvER.E  J        Duquesne   Light   Co,       84/02/28  HURLEY, T   E        Region    1. 
Offset    of   Director         4pp         22707.266        24X   Fiche    50-412, B4/02/28, 
8403210130 

B4O32&O233  Forwards    tummary    lilt    of    daf iclenclei    identified    per 
1OCFR30    33(e), Part   Si    b   potential    generic    Itr    repti    for 
comniBnt* 
8TAROaTECKI,R.       Division    of    Project    b  Resident   Programs         84/02/B8 

Region     li     Office    of    Director         7pp         22756    060         24X 
Ftcha. 80-000,84/02/20.  B4032i0233 


8403060177   Nnti  f  leation    of    B4O313   meeting    ui/util     in   York    County,  SC    to 
conduct    confirmatory    site    visit    per    Section    13   6   of   SftP 
( NUREG-OBOO > 

JABBOUR.  K  N        Licensing   Branch   4        B4/02/24        ADEN S AH,  E  0        Licensing 
Branch    4         3pp          22549340         24X   Fiche    30-413,  B4/O2/24,  B403O60477 

8402090017   Hoard    Noti Fieati on    84-038    forwards   RJ  Mattion   B4O1S3  m«mo 
to    DO   Elsenhut    provEding    status   update    of  NRC  actions   re 
UBS tinghouse   ECCS  actuation    logic 

EISENHUT,  D  0  Division  of  Licensing  84/02/27  PALLADINB 
Commi  sal  oner*  7pp  B2346  O07  21X  Fiche  80-000.84/02/27, 
B403090017 

8403O2023O  Notifies    that   Clas*    II    fee   appropriate    for  review    of  810123 
application   requesting    eitrnsion   of   const   completion  date    to 
S41L01 

DIOOS.R    M        License    Fee  Management    Branch        84/02/27        TUCKER,  H  B 
Duke    Power   Co  Ip         2241?4    319        24X   Fiche    50-413,84/03/27, 

84D302023O 

840GO7O1B3  Forwards    equipment    data    sheets    for   SORT  &   pump    l<   valve 
operabilitif   review   team   onsite  audits   Qualification  of 
components    complete    U/five    oversiie    drauilngi  Aperture   cards 
are    available    in  PDR 

TUCKER,  H   B         Duke   Power    Co         84/02/28         DENTON,  H   R        Office    ot 
Nuclear    Reactor    Regulation,     Director        ADEN9AM,  E  0       Licensing    Branch 
4          601pp         22536   2B1         24X    Fiche    50-413,84/02/28,9403070185 

--84O3070202  Rev    10   to  Procedure  CN5-1390  01-00-OO73,    "Installation  Spec 
Manual    Mechanical    Installation  Procedure    for   Electrical 
Penetration    Types    B,  C.  D,  F,  0,  H.  J,  K,  L   (.   M    " 
«      Duke   Power    Co        G3/08/24        36pp        23937  087        24X 
Fiche    50-413,  B4/02/2B,  8403070185 

—8403070219  Rev    B  to    Procedure  CNB-139O  01-00-0071,     "Procedure   for 
Installation    of   Type   A    (A,  900  Volt)    Electric   Penetration 
Assemb  lies    " 

DQVEfi.R    P         Duke    Power    Co         B3/03/07         350pp         32537    167         24X 
Fiche    50-413-  B4/02/28,  8403070185 

84020^0016   Hoard    Notification    Bfl-031     informs    that  Commission    received 
affidavit    from    former    util    employee    alleging    that   utll 
deliberately    undermined    QA   program    at    facilities 
Investigation    in  progress 

NDvVW.T  M  Assistant  Director  for  Licensing,  84/02/89.  KELLY,  J  , 
PURDOM,  P  ,  FOSTER,  R  Atomic  Safety  and  Licensing  Doard  Panel  3pp 
67217  043  SUV  Fiche  30-413,84/02/29,8402090016 

8403190394    Forwards   nonpropr ie tary   &    proprietary    "Technical    Basis    far 
Eliminating    Pressurliar    Surge   Line    Ruptures   as    Structural 
Dailgn   Basis    for   Cataiuba,  Uni  ts    1    fc   2   "    Revised   FSAft  pages 
aLio    encl   Proprietary    rept  withheld    <ref    10CFRB  790) 
TUCKER, H  B        Duke   Power  Co        84/02/29        DENTON,  H  R        Office   of 
Nuclear    Reactor    Regulation,     Director        ADENBAM,  E  0       Licensing    Branch 
4         3pp         22674    OB9        SIX    Fiche   30-413,84/02/29,3403190394 


84O331O098  Final    Significant    Deficiency   Rept   83-02  re   OC    acceptance    of 
noneonf orming    cable    pulling    conditions    Initially    reported    on 
840S37.  OC    section   raorganlted   Continued    sampling    of   uC 
inspector   »ctiviti*>    implemanted 

WOOLEVER.E  J        Duquoine   Light   Co        84/O2/29        MURLEY.  T   E        Region    1. 
dff£c*    of   Director.       4pp         22704   34A        24X    Fiche    30-412,84/02/29, 
H4032 10038. 

S4O337QS19  Part   21    rept   re    brokon   contact    carrier    in   control    device    of 
7   3    kV-13   W.300-730  MVA,  5    hV  330-3,000  &   all    HKV   circuit 
br««lteri    Initially   reported   on  630223  Addenda   to 
Installation  b  m»int   procedurts   sent   to  affected   units 
DUVAUL,  D   D        BrDtun   Boveri    Corp.     (sub*      of    Broun   Dover!    &  Co    ,    Ltd    > 
S4/O3/19  Record   Services   Branch    (Document   Control   Desk).      9pp 

22772:114.       24X  Fiche    30-000,84/03/19.8403270219 


V      Operator   Examinations 


6403300063  Forwards    operating    shift    experience    tables   Util    doei   not 
plan    ta    use    shift   advisors. 

CARE/,  J.  J        Duo.u*sne   Light    Co        B4/03/26        DENTON.  H        Office    of 
Nuclear    Reactor  Regulation,     Director.       6pp         22B21    167        24X 
Fiche:  90-412, B4/03/26,  S403300O62 


—8403190399  Application    for  withholding    proprietary    rept    HCAP-10flB7i 
"Technical    Dasl*    for   Eliminating    Pressuriier   Surge  Line 
Ruptures   as    Structural    Design  Basis    " 
UIEBEKANN.R   A        tie  sting  hou  se  Electric   Carp        B4/02/1S        DENTON,  H  R 

Office    ot  Nuclear    Reactor    Regulation,    Director        9pp         SEA74:09a 
24X   F  I  che,  30-413,  84/02/29,  B40319O394 

— B403190404  Nonprnpr i etary    "Technical    Basis    for   Eliminating    Pressuriier 
Surge    Line   Rupture*    as    Structural    Design   Dasis    for  Catawba 
Units    1    (.  2    " 

SHAMV,  S  A   .     YANOi  C    Y  .     SANE,  A  D        Mestinghouse  Electric    Corp 
WCAP-10488    (NP)          B4/02/1O         107pp         23674    101         24X 
Fiche     30-413,  B4/02/29, 8403190394 

8403060422  Provld-es    second    suppl    to   B3111B   lubmittal    tt  addl    info   on 
positive    aspects    of    elimination  of    arbitrary    intermediate 
pipe    breaks    from    facilities 

TUCKER, H   B        Duke  Power   Co        84/03/01        DENTON  i  H  R        Office   of 
Nuclear    Reactor    Regulation,     Director        ADENSAMrE  C.      Licensing    Branch 
4          2pp.        22311     339         24X    FI  che,  30-413, 04/03/01, 8403060422 
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B40313QQB&   Forwards    fee     for    review    of    S40123    request     for    extension    of 
const    completion    data    to   O411OI 

TUCKER,  H   E         Dule    POUIBT    Co          84/03/02         DIGGS.H   H         License    F&e 
rtanasement    Branch          lp          32614   270         S4X    Fiene    SO-413,  84/03/02. 


B4031AOQ2B   Advises    that    ait     reft    to    three     <N-I)     loop    operation    ih 
be    deleted    In    proof    d  review    T&ch    Specs    issued    840302   Plant 
will    operate    only   w/four    loops    in    operation    during    at-pouier 
modes,  iri   response    to    FSAR    Question    440    SB 

TUCKER.  H  B  Duke  Pouar  Co  B4/Q3/07  DENTON,  H  H  Office  of 
Nuclear  Reactor  Regulation,  Director  ADEN  9  AM.  E  G  Licensing 
4.  2pp  33654  347  24X  Flch«  50-413,  B4/03/Q7,  8403160028 


— a 40 3 240080  Proposed    amends    to-   proof   &  review  Tech    Specs    re    Action 
Statements    i   b    &    19   b    on   position    verification    of 
inaccessible    fire    suppression   &   sjirinHer    sys    valves,  high 
radiation   area    Si   radiological    environ   monitoring    program 
»      Duke    Power    Co         84/03/20         3Bpp         32746    2B3         24X 
Flche    30-413.  B4/03/20,  6403260073 

3403270103  Fnrwords    test    eiemptions   required    to    perform  NUREO-0737, 
Item   I    0   1,     "Natural    Circulation   Testing    "   Exemptions    nead 
to    be    included    In  Tech    Speci 

TUCKER.  H  D        Duko  Power    Co        84/03/21        DENTDN,  H  R        Office    of 
Nuclear    Reactor  Regulation,    Director        ADENBAM, E  O        Licensing   Branch 
4         Spp         E3766   341          24X    FicFie    30-413,  04/03/21,  B4O32701O3 


84O317O257   Forwards    "Steam  Frsssure    Suppression   Characteristics    of 
Hate-i — Soluble  Plastic    Membrane   Shielded    leu    Par    Ic» 
Condenser   Containment    Nuclear   Power  Plants    " 

TUCKEB,  H   B         Duke    Power    Co         S4/O3/07         DENTON,  H   R         Office    of 
Nuclear   F-eactor  Regulation,     Director        ADEN S AM,  E  G        Licensing    Branch 
4        7pp        23672    102        24X   Fiche   50-000. B4/03/07.  B403190297. 

B4O32S0122  Summary    of   £40,224   meeting    u/Wes  t  i  nghouse   Outers  Group    in 
BsthesdarMD   re    proposed    Ue  =  t  Injhouae    st«am   generator    tube 
rupture    generic    pro-gram  Attendee    list   1  ajenda    end 
NERSES.  V        LitsMiiij   urarich    3        84/O3/07  Licensing    Branch    3 

33pp          22B11     131          34X   Flche     SO-OOO. B4/03/O7. B4032B01Z2 

B40313O10.4  Provides    clarification    of    third   paragraph    of    840239    1 tr   re 
possibility    of   welded    piping    attachments    being    located    in 
close   proximity    to    eliminated    arbitrary    intermediate   breaks 
TUCKER, H   Q         Duke    Pouer    Co         64/03/06         DEN TON, H    R         Office    of 
Nuclear    Reactor    Regulation,     Director        ADENSAM.E   o        Licensing    Branch 
4         Spp.        22600    356         34X    Fiche    50-413,84/03/06,6403130104 

B4031-60197  Forwards    responses    to  EO   Adensam   BSQ401    request    for 
qualification   documentation    re   operabilitu,    i)f    containment 
purge  If   vent   valves    in   Modes    1-4   per   Tech    Spec    3619 
TUCKER, H   B         Duke    Power    Co         S4/O3/12         DENTON,  H   R         Office    of 
nuclear   Reactor   Regulation.     Director        A QEN9 A M i E  O        Licensing    Branch 
4         333pp         22&5B    IBS         24X    Fl  che*  90-433,  B4/03/I2,  a4031fiOC?7 

0403090041     Eojrd    Notification    64-050    provide  5    Cammlss Ion    policy 
statement   &    proposed    rulemakl-nj   on    environ    qualifications 
EISENfUJT.D  G        Division   of   Licensing         B4/03/14  rttomic    Bafetu   and 

Licensing    Doard    Panel  lOpp          34X   FtchS    30-000, 84/03/ 1 4. 6402010041 

3403200163   Forwards    sumnsary    of    experience    for    operations    personnel    to 
he    licenced    on   Unit    liper    040114    £t  0226  commitments   Based    on 
operating    shift    experience    requirements, sufficient 
expedience   available    to    startup    tr   operate   Unit    1 
TUCKER,  H   U        Dukr  Pouer  CD         B4/O3/I4        DENTDN,  H  R        Office    of 
Nuclear    Reactor    Regulation^     Director         ADEHEAMi  E   0         Llcfrmitig     Branch 
4          ISpp.        SH6f7   001          34X   Ficfie    SO-413,  94/03/14.  B4033001 63 

8403320074   Renuests    that    snubber  Teth    Specs    be   urltten    to    reflect    in»p 
on    unit    basis    instead    of    curi-ent    sija    basis   Cone  lusions    from 
revi-eu   of   J  Sapir    74O301    Itr    ra   Tech    Specs    for    snubber 
oparabllitij    tt   surveillance    lilted 

TUCKER, M   B         Duke    Pomer    Co         S4/O3/15         DENTON. H   R         Office    of 
Nuclear  Reactor  Regulation'     Director        ADENSAMi E  0        Licensing    Branch. 
4         2pp         22712   30A         24X    Fichs    50-413,  B4/O3/1 3, B4O3230074 

S4D33i0034  Forwards   proposed    amends    fur    proof    &   review  Tech    Specs 
Ani-ndi    change    surveillance    requirements    for    dleiel    fuel    oil 
Supporting    jiiitLMca  t  inn   t,   analysis    encl 

TUCKER. H  B        Duke   Pouer   Co        B4/03/]5        DENTON, H  ft        Office   of 
Nuclear    ReactoT    Regulation,     Dirictor         ADENSAM,E    ff         LUenslno    Branch 
4         Epp         2275O   260         3^X    Fie  he    90-413,  94/03/1  5.  B40'32£>01>34 


9403300138  Provides    plant-specific    info  &   generic    Info   omitted    from 
Mesting^ouse   owners   Oroup    B312O1    fr  840312    ltrs(  in   response 
to   Oenerlc    Ltr  S3- IOC    Isiues    re   reactor   coolant    pump    trip 
resolved 

TUCKER. H  D        Duke    Pouer    Co        B4/03/26        DENTDN,  H  P.        Office   of 
Nuclear    Reactor  Regulation,     Dlmctor        EISENHUT, D  0        Division   of 
Licensing         3pp         22819    393         24X    FlchO    30-413.64/03/26,8403300159 

B403300107  Fnrwardi    proprletarg    b  nonproprietary    varsioni    of. 
"Methodology    for   Addressing    Superheated  Steam  Releases    to 
Ice   Cunden*er  Containments    "    Proprietary   version   withheld 
<rof    10CFRS   7<!0) 

TUCKER.H  D        Duke    Pouier   Co        81/03/38        DENTON.  H  R        Office    of 
Nuclear   Reactor  Regulation,     Director        ADENSAM.  E  0        Licensing   Branch 
4        2pp        22B19  001        24X    Flche   90-413,84/03/28,3403300107 

— 8403300116  Requests   p-roprletarg    "Methodology    for   Addressing   Superh«»tid 
Steam  Release*    to    Ice    Cnndeiner   Containments."    be  ulbhKald 
from  public    disclosure    per    10CFR2   79O 

UIESEtfANN.R   A         Mestlnghouse    Electric    Corp         B4/O3/26         DENTON.  H   R 
Office   of  Nuclear    Reactor   Regulation'    Director        Spp         25819  003 
24X  Fiche    30-413.  B4/03/3B, B4O3300107 

— B4033001 19'Nonproprle tary,     "Methoddlogg    for    Addressing    Superheattd 
Steam  Releases   to    Ice   Condenser   Containments    " 

*  Mestlnghouie   Electric    Corp        34/03/38        S40pp        S2S19   Oil        84 X 
Fiche    30-413,  S4/03/2B.  B4Q3300107 

E      NRC   Safety    Evaluation   Report    <BER),    supple   &    correspondence 

8403120133  Forward*   revised    Procedures   BD-OP-003r     "Process   Control 
Program        ,"    BD-OP-042.     "As»enl>li|   fc   Disassembly 
Procedure        "   i  SD-OP-37,     "Operating   Procedure    for   Mobile 
Cement        "    par  FSAR   Quastion   46O    11    t.  SER  Section    11    4    1 
TUCKER,  H  0        Duke  Power  Co        B3/10/2B        DENTON.  H  R        Office    of 
Nuclear   Reactor   Regulation.     Director        ADENSAM. E  0        Llcenvlng    Branch 
4        2pp        52586    189        24 K   Ficha    90-413.83/10/33,8403120193 

—9403130156  Rev  M   to   Procedure   SD-DP-003,     "Process   Control    for_ 
Chem-Nuclaar   Bysi  Inc    Cement   Solidification  Unit*    " 

*  Chen-Nuclear  Systems,     Inc        B3/05/20        ZOpp        22986    1S7        34 X 
FIchH    30-413,B3/10/»B,B40312C11S3 

— B403120IS8  Rev   A   to   Procedure   SD-QP-042,     "Animbly    !<  Disatfimblij 
Procedure    Cor   Mobile    Cement   Sotldif icatlon  Unit    121    (MSU-C- 
121)    " 

»      Ch«n-Nuclear   Systems,     Inc        82/10/22        14pp        22336.207        S4X 
Fiche    50-413,83/10/38,8403120193 

— 8403130161    R»v  D    to    Procedure   SD-OP-039,     "Operating   Procedure    for 
Mobile  Com*nt  Sol Idiflcation  Unit    121    (MSU-C-121)    " 

*  Chem-Nuelear  Systems,     Inc        S3/11/17        27pp         22596  221        24 X 
Flche    30-413, B3/1O/28,  8403120153 


—  B  4  03340  -1  3?  Proposed   amends    to   proof   &  review    Tech   Specs  j  Chang  i  tig    dleiel 
ftiel    oil    survei  1  lance    requ  1  remen  ts 

*      Duke   Pouier  Co-        84/03/15        9pp        22750  SAS        E4X 
Flche    SO-4I3,B4/03/15, 


B403270J13  Foruarifs    response    tn    follohiup    questions    from   840H09  mts-tlng 
re   cnvimn    qua!  if  ication    of   Do  Obrian   electrical 
penetrations    Tggts    verify    acteqiracy    of    Type    K  module   for 
plant    applications 

TUCKEB.  H  B        Duke  Pouisr  Co        B4/03/1A        DENTON.  K  R        Office   of 
WuclKar    Heactor  Regulatlnn,     Director,       A  DENS  AM-  E   e        Licensing    Branch 
•4         4pp          S2770   H73         S4X    Fleh*    SO-q  13,  84/03/16,  8403370213 


840301033S  Discusses   mods    ta    emergency   response    guidelines    In   responsg 
to  SER   t,  NUREO-0737,  Suppl     1 

TUCKER,  H  B        Duke   Power   Co        84/02/35        DENTON.  H  R        Office    of 
Nuclear   Reactor  Regulation.     Director        ADGNSAM.  E  0        Licensing    Branch 
4        2pp        22432  324        24X    Fiche    90-413, 64/02/22,  B40301O333, 

FJ403090377  Notification   qf    B40306-OB    site   visit   &  meeting    bt/utll    ID 
Charlotte.NC   ti  York    County.  8C   to    audit    equipment   environ 
qualification    (SER  Outstanding    Issue   4t>) 

JABBPUR.KN        Liennsing    Branch   4-       84/02/24.       ADENSAM,  E  0        Licensing 
Branch    4        Spp        22B27   238        34X   Fiche    50-413,84/02/24.8403050377 


B40326DQ73  Foryjrds    proposes    Amend!    to   proof   &   review  Te«h    Specs   r» 
verlficafcton  of   position    of    inaccessible    fire    suppression    & 
iprinHer   syt   valves,  Jiigh    radiation   are*    t  rad  iolcolcal 
environ    monitorina    projram 

TU-CK6R-H,  B        Duk*    Power   Co,       84/03/30        DENTOMi  H  R        Office  of 
Nuclear   Reactor   Regulation,     Director        AUEW8AM.  E  0,       Licensing    Branch 
4,        lp          ?2746   2B4         S4X    Fich*    50-413,64^03/20,8403260073 


3403 07042 S  Notification   of    840312  meeting   u/uti[    &  Meitinghoute    In 
Btth'BdaiMD   ta   discuss    resolution   of  main   stvam    Una 
break    analysis    (3ER   Confirmatory    Issue    12) 

JABEOUR.H  N        Llonsing    Branch   4        84/02/24        ADENSAM,  E,  8        Licenilng 
Branch    4        3pp        2B566  300.       24X    Fi  Che, 30-413,  84/02/24.  B403070422 

8403020317  Forwards    Rev   1O    to    "Analyst*    of   Hydrogen   Control    Measur**  at 
McGwire   Nuclear  Station,"    per    SSER   7    (NUREQ-04B2). 
TUCKER,  H  B        Duke    Pouer    Co         B4/O2/27        DENTON.  H  R        Off lei    of 
Nuclear   Ffeacter  Regulation.    Director        A  DENS  AM  i  E  0.       Licensing   Branch 
4        2pp.      H2441'21i        24X   FJch>. 30-000,  S4/02/29,  8403020317 
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— 8403030321    Rev    10    to    "Analysis    of    Hydrogen   Control    Measures    at   McGuire 
Nuclear    Station    " 

•       Dufcn    Power    Co         84/02/29         SOpp         22441    SIB         24 X 
Fiehe    30-000.  84/02/29,  B40302M17 

84032000-78  Advises    that   all    essential    equipment    cooled   by    nuclear    svc 
iij* tor    s«s   requallfied    For    100  Piper    831013    Itr    re   8ER 
Op an    Item  2 

TUCKER. H  B        Duke   Power   Co        84/03/13        DENTON,  H  R        Office   of 
Nuclear   Reactor   Regulation-     Director        ADENSAM. E  0        Licensing    Branch 
4,         lp         2269?    133         24X    Fiche    50-413.  84/03/13.  B4O3200Q7B 

3403200221   Requests    NRC    approval    of    proposed    fire    brigade    organliation 
in   BBER 

TUCKER, H  B        Duke    Power    Co        B4/O3/14        DEN TON,  H  R        Office    of 
Nuclear   Reactor  Regulation.     Director        ADENSAM,  E  O        Licensing    Branch 
4         Bipp        22700  022        24X   Fithe.  50-113, 84/03/14,  9403200231 

9403300077  Discusses    redundant    emergency    lighting    per  BER    Open    Item   15 

Lighting  unnecessary    In    areas    not   manned    during    transient    or 

accident  conditions.  Light  Ing    available    for   maint    in    listed 
areas 

TUCKen.H  D.       Duke    Fouler   Co        B4/03/23        DENTDN.  H  R        Office    of 
Nuclnar   Reactor  Regulation!     Director        ADENSAM, E  O        Licensing    Branch 

4.       2pp  S2B21    173,       24X   Fiche    30-413,34/03/23,640330007'? 

F,     Security,    medical,     emergency    &    fire    protection    plans 


B403O604I9  Responds    to  EG  Adensam  B40120    Itr    transmittino    summary   of 
fire    protection    site    audit    on    B3110HO4   Fire    protection    sys 
valves   ulll    lie    locked    in   appropriate   position    since  related 
circuitry   not    supervised    per  NFPA  72D 

TUCKER. H   B         Duke    Power    Co         84/02/29        DBNTON, H   R        Office    of 
Nuclear   Reactor  Regulation,    Director        ADENSAM, E  O       Licensing    Branch 
4         2pp         2291B    190         24X    Fiche    30-413.84/03/39,6403060419 

8403030177   Forwards    IE    Insp    Rept   50-413/B4-24    on   610221-34   No 
violations    or    deviations    identified 

DANCE.H   C         Division    of   Project   fa   Resident   Programs        84/03/01 
TUCKER.  H   B         Duke   Power    Co         2pp         324 B 9   062         24X 
FichO    30-413.  91/03/01.  B4O30SO177 

— B4O303017B    IE    Inap    Kept    90-413/54-24    on   B4O221-24   No   violations    or 
deviations    identified    Major   areas    inspected    review  of 
praoperational    activities    re  protected  fa  vital   area   physical 
barriers    Details    withheld     (ref    10CFR73   21) 

MOORE,  0   E        Region   2i     Office    Of    Director         MCGUIRE,  D    R         Division 
of   Emergency   Preparedness   fa  Material*  Safety        84/03/01         lp 
22489   064         24X   Fiche    30-413. 84/03/01 1  8403030177 

8403160278  Extends    Invitation    to   attend  840316  worts hop    bo   discuss 
lOCFHSQrApp   R  requirements   fa   results   of   recent    insp    to    help 
resolve   misunderstanding    associated   u/requirements 
LEWIS,  R    C         Division    of    Project   fa   Resident    Programs        34/03/02 
TUCKER. H  B        Duke  Power  Co        lp        52660  274        24 X 
Fiche    30-000,  B4/03/02.  B403160278 


B4O30902S4   Public    version    of   revl**d    crisis   mgt    plan    implementing 
pro  endures. inc luding    Procedures    9  3.4   re    scheduling/planning 
f up port    group,  3  3,6   r«   radiological    support    group    fa  3  3,7   re 
technical    tupport    group,  W/S31 107    Itr   fa  JM  Felton   memo 
TUCKER-H  B.       Duke   Power   Co,       B3/10/31        H71pp         23393  033        24X 
Fich  ». 50-000, B3/10/31 .  B403090234 

8403060336  Revised    emergency    Implementing    procedures. including 
Procedure*  RP/O/A/3000/01    ro    classification    of    emergency, 
A P/O/ A/ 3000/05  re    notification   of    unusual    event   Si 
FP/O/A/3000/03   re    alert    W/B40227    Itr 

TUCKER' H  B        Duke   Power   Co        83/12/09        DENTON, H  R        Office    of 
Nuclear   Reactor   Regulation-     Director        ADENSAM,  E  0        Licensing    Branch 
4.        198pp        22313    122        24X   Fiche    30-413,83/12/08,6403060336 

B4O30&O23S  Rev   11    to    crisis    mgt   plan   W/840224    Itr   fa   puplic    info 
pamph  tat. 

VAUQHN,  T  E        Duke   Power   Co        94/02/02        66pp        22316   189        24X 
Fiehe,    SO-OOQ,  B4/OB/02r  B403060223 

B4032BQ1O2  Public    version    of   reviled    emergency    plan    implementing 
procedures, Including   Procedure  RP/Q/ A/ 5000/02   re 
notification   af  unusual    event  fa  RP/D/A/ 3000/03  re   alert 
H/S4O312   Itr   &   JM  Pel  ton   840321    release   memo 
BOLGHiJtE.  >    COX.J  W    .    TUCKER,  H.  D         Duke   Pou»r   Co        B4/02/06, 
DENTON-H  R        Office    of   Nuclear  R*actor   Regulation,     Director 
ADEN8fW1,E  0,       Licensing    Branch   4        267pp         22812  021        24X 
Ficha:»0~413,  64/02/06,8403280102 

8403010339  Dltcimei   modi    to    emergency    respontB    guidelines    in    ruponse 
to    SER    fa  NUHEO-0737,  Suppl    1 

TUCRER-HB.       DuksPouierCo        B4/OZ/B2        DENTDN- H.  R        Office    of 
Nuclear    Reactor  Regulation.    Director        ADEN 9 AM. E  0        Licensing    Branch 
4.       3pp.       22432-324        24X   Fiche   30-413,  B4/02/22,  B4O301033S. 

B4QSOVQOO&  Board    Notification   B4-034. forwards    R   Vollmor   B4020&  memo    to 
D   eiiemhut  re    fir*    re*earch    retults    concerning    fires    In 
tlfctrical    cablnati    in    control    room. 

EISENHUT, D  0  Division  of  Licensing  B4/02/23  PALLADIND 
Commli»ioner«.  lp  22576  203  24X  Fiche  SO-000, 84/02/83, 
8102070006. 

— 8403090316  Recommend*    that    Info   re    fire   research    results    concerning 
flT*>    in   electrical    cabinet!    in   control    room   be    submitted 
for    board    notification,  per    NRR    Ofc   Ltr    19,  dtd   BSlOOl    Further 
•valuation   of    teat    data    required, 

VOLLMER.R.  H,       Division    of   Engineering        84/02/06.       EIBENHUT,  DO 
Division    of   Licensing,        10pp.       22976  204        B4X 
Fiehs;  30-000,  04/02/23,  8402090006. 

B403J.4QOflA  Forwards    IE    ln»p    Rept*   30-413/84-11    fa   SO-414/B4-Q7   on 
84O131-O2Q3,  No   violation!    or    deviation*    identified 
DANCE' H   C.       Division    of  Project  d  R»»ldent   Program*.       84/02/27 
TUCKER ,H,B,       Duke   Power    Co        2pp         22633:103        24 X 
Fltrhf:  90-413,  84/02/27,  0403160036, 

— S4O316Q092   IE   Imp    Rept«    30-413/84-U    fa   30-414/B4-07   on   S40131-OS03  No 
Violations    or   deviations    identl fled. Major   areas    impacted 

five    protection/prevention. 

KILLER,  W.  H.       Region   3,     Office   of   Director        CONLDN,  T   E,       Division 
of    Engineering    &  Operational   Programs.       B4/02/21        9pp         22633    103 
24X    Fiche:  30-413,  B4/02/27iB4031600S6. 


B4 0320o22i    Requests   NRC  approval    of   proposed    fire   brigade    organl i ation 
in   8BER 

TUCKER.  H  B        Duke   Power   Co        84/O3/14        DENTON,  H  R       Office   of 
Nuclear    Reactor   Regulation,     Director        ADENSAM, E  0       Licensing    Branch 
4         2pp         22700   022         24X   Fiche    30-413. 84/03/14, 8403300221 

B403360073  Foruardi    proposed    amend*    to   proof   fa  review  Tech   Specs    re 
verification   of   position    of    Inaccessible   fire    suppression   & 
sprinkler   sys   valves, high    radiation   area  fa  radiological 
environ   monitoring    program 

TUCKER,  H   B         Duke   Poiuer   Co         84/03/20         DENTON,  H   R        Office    of 
Nuclear   Reactor  Regulation,     Director        ADENSAM, E  0       Licensing    Branch 
4         lp         22746    284         24X    Fiche    50-413,34/03/20,8403260073 

— Q403260OBO  Proposed    amends    to   proof  fa  rcvieu  Tech   Specs    re   Action 
Statements  6  b   &    19  b    on    position  verification   of 
inaccessible    fire    suppression  I*   sprinkler    syt   valves,  high 
radiation   area  fa  radiological    environ  monitoring    prdgram 
#      Dufcn   Power   Co        04/03/BO       38pp        22746  2B3        24X 
Fiche    30-413,84/03/20,8403260073 


0      Adjudtcatorg    correspondence 


B403010209  Motion  for  eitenolon  of  time  until  840323  to  submit  views  on 
ABLB  referral  to  ASLAB  re  rejection  of  Palmetto  Alliance 
contention  on  reliability  of  Transamertca  Delaval  diesel 
generators 

JOHNBON,  C  E   Hearing  Branch  4   B4/02/29     Atomic  Safety  and 
LUenning  Appeal  Panel    3pp   22436  004   24X  Fiche  90-413,84/02/29, 
840301020? 

8403070033  Forwards  joint  propo*ed  findings  of  fait  fa  conclusions  of 
laui  on  Contentions  PA44/CESO18  rt  reactor  embrl  ttlement  fa 
joint  Contention  DE317  re  adverse  weather 

RILEV.J   Carolina  Environmental  Btudg  Group   R1LEY,J   Palmetto 
Alliance   84/02/2?   KELLEY,  J  ,  FOSTER.  R  ,  PURDOM,  P   Atomic  Safety 
and  Licensing  Board  Panel    lp   22341  169   24X 
Fiehe  S0-413i  84/02/29,8403070033 

—  8403070037  Proposed  findings  of  fact  fa  conclusions  of  lau  in  form  af 
partial  initial  decision  on  Contention*  PA44/CE80  18  re 
reactor  embrittlement  fa  Contention  DES17  re  adverse  weather 
Certificate  of  Svc  encl. 

R1LEY.J  L   Carolina  Environmental  study  Oroup   GUILE),  R.   Palmetto 
Alliance   GUILD,  R   Guild,  R   84/02/29   34pp   22341  166   24X 
Fiche  30-413,84/02/29,3403070033 

B403140123  Forwards  NHC  Insp  repts  fa  accompanying  violation  noticos  re 
facility  QA  Encl  repts  fa  notices  Issued  after  close  of 
Dec  1?B3  hearings  Palmetto  Alliance  served  u/notlces  tc 
util  responses 

JOHNSON,0  E   Hearing  Branch  4   04/02/29   KELLEY,  J  L  ,  PURDQM.P  W  , 
FOSTER,  R  F   Atomic  Safety  and  Licensing  Board  Panel   2Bpp 
22624,040   24X  Fiche  50-413,84/02/29,8403140123 

B4  0307  0030  Order  granting  staff  request  for  attention  to  &  including 

840323  of  time  within  which  to  submit  V  it  hit  re  ASLB  B30223 

referral  order  In  proceeding 
SHOEMAKER,  C  J   Atomic  Safety  and  Licensing  Appeal  Panel    B4/Q3/01 


Office  of  the  Eiecutlve  Legal  Director 
Fleh"  30-413,84/03/01,8403070030 


2gp   22341  274,   24X 


308 


DOCKETED  ITEMS 


84030-60240  Forward*    ex-erclse    evaliratar    tfocume-nt    used    in    conjunction 
LJ/84Q315-16    emergency    mgt    e  IETC  i  aef  NUREC-O434i  R«  v    1    & 
portion    of    community    issues    survey    dealing    m/emergency 
planning   W/o    ends 
SHEARIN.R    V         Duke    Pautar    Ca         84/03/03         GUILD.  R         Palmetto    Alltanei 

RILEYW   L         Affiliation    Not    Assigned         Hpp          £2916    137         24X 
Fiche    30-413. 84/03/02,3403060340 


B403190174   Forwards    "NRC   Staff   Supplemental    Proposed    Findings    of   Fact 
in  Form  of   Partial    Initial    Deciilor^    on    In   Camera    Issues    re 
Contention  h    1QAJ,"    pir  84O3Q7   to  lean  W/o    encl 

JOHNSON,  O.E         Hearing    Branch    4         84/03/15         KELLEY,  J   L    ,     FOSTER,  fi   F 
PURDDM-P   H.      Atomic    Safety    and   Licensing    Board   Panel         Ip 
2£671;lQ2         34X   Flche    90-413,84/03/15,8403170174 


B403Q7Q04B   Response   opposing    Carolina   Environ    Study    Group   840314   offer 
of   proof    re    reactor   veisel    technology,  f  at  ig  ue   at    high    temp. 
strain   gauge    technology   t    structural    Integrity    or   L.VR 
component*   Certificate    of   Svc    encl 

MCOARRV.J    M         Puke    Power    Co         MCOARRY,  J   M         Bishop.     LI  barm  in,     Cook. 
Purcell   ft   Reynold*        B4./O3/Q2  Atomic   Safetij    and   Licensing   Board 

Panel  14pp          22941    233          24K   Fiche    3O-4I3. 84/O3/O3.  84O3Q7OO4B 

H4Q3HOO43   ForuariJs   J  Smercak    affidavit    of  nondisc  losure    for    assistance 
In    preparation    of    staff    proponed    findings   W/o    end 
JDHH30N.G    E         Hearing    Branch    4.        B4/03/OS         KELLEY,  J   L         Atomic 
Safety    and   Licensing    Hoard    Panel         Ip         BE633    119        B4X 
Fiche    50-413.  B4/03/02.  B4O314OQ43 


B403300O42   Memorandum   &  order    denying    motion    to    defer    further   action 
on    tuo    pending  OL   diesel    generator    contention!    until    after 
BSER    Issuance 

FOSTER.  FI    P.,    PURDOM,  P   M   .     KELLEVi  J   L         Atomic    Safety    and    Licensing 
Board    Panel        B4/Q3/16  Palmetto    Alliance        3pp        28&99    IBS        24X 

Fiche    50-413,84/03/14,8403200042 

6403300007    Interrogatories    &    requests    to    produce    document*    to   Carolina 
Environ  Study    Group    fc  Palmetto  Alliance    an   ASLB    contention 
re    diesel    generator    reliability   Certificate    at   Svc    encl 
R  e  la ted    correspondence 

CARRiA  V        Duke  Power  Co        CARR.  A  V        Bishop,    Linerman,     Cook,    Purcell 
&    Reynolds        84/03/19  Carolina   Environment*!    Study    Group        Blpp 

302.      24X  Fiche   30-413,  B4/Q3/19,  B403200007, 


B4O307OI1Z   Furuarfta    suppl    to    Palm*ttQ    Alliance   proposed    finding*   of 
fact  1   cortc  luaiuns    of    lau    in    form   oF   partial    initial 
decision    Part   V  on   honeycombing    omitted    due    to    in    camera 
mat  1 

GUILD, R        Guild.    R        GUILD, R        Palmetto   Alliance        B4/03/0& 
KELLEY.J.L  .     FOSTER, R   F   ,    PURDAH. P   W        Atomic    Safety   and   Licensing 
Board    Panel         3Bpp         22575    21S         24X   Fich*    50-413,84/03/06. 
84030901 12 

— B1030901 15-  Buppl    to    proposed    findings    of    fact   &    conclusion*    of    lau 
in    Form   of   partial    Initial    decision   Certificate    of  Svc    tTtcl 
OUILD.R         Palmetto   Alliance         GUILD,  R         Guilds     R         84/03/06,       3ipp. 
S2573   256         24X    Flche    50-413.94/03/0-4,8403090113 


B403320337   Supplemental    Interroantor i es    to   util    re    emergency    diesel 
contention*  idmitted    by   ASLB   Certificate    of   Svc    encl   Related 
correspondence 
RILEV.J  L        Carolina   Environmental    Study   Group        DBS  047        B4/03/lf 

Duki   Power  Co        3p  p        22719,  O34        Z4X  Ficht    50-413,84/03/1?, 
0403220237 

B403320E33    Interrogator  lei   &   request*    to    produce   docunenti    re    diesel 
generator    contention*    to   applicant   tc  NHC    staff   Certificate 
of   Svc    encl.  Related    correspondence 

GUILD. R        Palmetto   Alliance        GUILD, R        Carolina   Environmental    Study 
Group-       QUILD,  R        Guild,    R         DSB   047        B4/03/22  Duke   Pou»r   Co 

EOpp,       22719014        24XFieht    SO-413,  84/O3/22, 8403220233 


34D3140124   Response   opposing    Carolina   Environ    Btudy    Group    840216  motion 
to  reopen    record    on   reactor    ombri ttlement   Offer    of    proof   at 
to  metis   acceptable    Certificate    o-f    Svc    end 

JOHNSON. G   E        Hearing    Branch    4.       34/03/07.  Atomic    Safety    and 

Licensing    Board    Panel         9pp         22620  239        E4X   Fiche;SO-413J 84/03/07. 
8403140124 

9403140130  Notifies    of  84D313    enforcement    conference    in  Atlanta. OA 
to    Inform    licensee    of   welder    B    i»iue    ta   corrective   action 
may    be    commenced    Meeting    summary    will    be    Foruarded    to  ASLB 
h   parties    to   proceeding 

JDKNSQH.O  E        Hearing    Branch    4        34/03/O7         KELtEV,  J  L    .    FOSTER, R   F   . 
PURBOtl,  P   W        Atomic    Eafetij    and  Licensing   Board    Panel         Ip 
23i20   33B         24X    Fich*    5O-413. B1/03/O7,  B40314013O 

B4031401fi'9    Informs    of    improper    ivc    of   Carolina    Environ  Btudy    Group/ 
Palmetto  Alliance    proposed    finding;    of    fact    b   conclusion*    of 
lam   re    adverse   weather    h   nonrecelpt    of    proposed    findings    on 
Contention    16 

JOHNSQN.O  E        Hearing    Qrfln<:h    4-       84/03/07        KELLEV,  J  L    ,    FO8TEH.fi   F   . 
PURDOMi P   U        Atonic    Safety    and   Licensing    Board    Panel         Ip 
22620   333         24X    FIctie    50-4  13,  94/O3/07,  840314014.9 


B403270011    Notifies    that    ivc    H*t   amended    to   reflect    appointment    of 
separate    board    for    emergency    planning    Bhearin   940302    Itr    to 
Guild    lc  Rlleij,  B4O312    Itr    to   Suild    ti    supplemental    »nsuers    to 
interrogatories   encl    U/a    encl    Related    correspondence 
SHEARIN.R   V       Duke   Pouer   Co        DSH    114        B4/03/22        MAROULIES.M   B   , 
LAZOiR   H   ,    HOOPER, F  F        Atomic   Safety    and   Licensing   Board    Panel         Ip 
83769  335        34 X  Flche   90-413,  84/03/22, B40327001 1 

8103560367   Response    to    ASLB    questions    re   whether   memorandum   referred    to 
concerning    dlesel    generators    should    be   accepted   &   hou  ASLB 
should    doclde    posed    Issues    Referral    request    fails    to 
satisfy    interlocutory   revinui    test,  Certificate   of    Svc    encl. 
MCOARRV.J  H        Duke   Power  Co        MCOARRV.J  H        Bishop.    Li  barman-    CooV, 
PUTCHll    fc   Reynolds          DSD   OB3         84/03/23         5Bpp         E2760    O79         24X 
Flche    30-413,94/03/23,9403260367 

B40337032S  Vieu*   on   ABLB   B40223    referral    of    B40217   rejection    of 
generic   aspects    of    intervenors    diesel    gtnerator 
contention   Certificate   of   Svc    enc  1 

JOHNSON,  G    E         Hearing    Branch    4.        DSB    132         B4/03/23         B4pp 
SS7B?  069        S4X  Flche    SO-413.  S4/O3/33,  B403270322 


B403140O46  Proposed    findings    of    fact    &  conclusions   of   lau    in    form  of 
partial    Initial    decision    on    Contention    6, Palmetto   Alliance 
Contentions    16  *  44   b    DBS   Contention   17   Certificate  of    Svc 
end 

JDHN3aN.G,  E         Hearing    Branch    4         84/03/08          BlOpp         32633,30*?         24 X 
Fiche    50-413,  84/03/08-8403140046 


8403390382  Motion   to    amend   fc    suppl    diesel    generator    contentions, or 
In    alternativei  motion    for    admission    of   nsu   dlesel    generator 
contention  ASLB   urged    to    grant  motion   &  admit    recasted 
contention 

OUILD,  Fl        Palmetto   Alliance        DSB    172        84/03/23  Atomic    Safety 

and  Licensing    Board    Panel         llpp         22814    193        24 X 
Flche    50-413.84/03/23,8403290382 


B40313007!    Foruiardi    applicant    1  nterrooator  lei    t   request    to    produce 
documents    re   dlnel    generator   contention,  per   940223  order 
Related    correspondence 

CARR.A.   V.        DuRe    Pouer    Co         B4/O3/I!         RILEV.J   L         Carolina 
Environmental    Study    Group          QUILD, R         Oulldi     R          Ip         22602    169         24X 
Fiche    50-413,B4/03/Ilj8403130OVl 


84O3H903BB  Memorandum   on   emergency    diesel    generator    questions    referred 
per    lOCFna,  73O  Acceptance    of   referral    urged    Certificate    of 
svc    encl 

OUILD,  R        Palmetto   Alliance        CUILD,R        Carolina   Environmental    Study 
9roup         GUILD,  R         Oulld,     R,        DBS     194         84/03/23         29pp.        22B14283 
24X  Flche    30-413,  B4/O3/23,  B40329O3BB, 


— B403130077    Interrogatories    Jc   requests    to    produce    documents    on   dieiel 
generator   contention    to   Carolina    Environ   Study    Group    & 
Palmetto  Alliance   Certificate   of    Svc    encl    Related 
correspondence 

CARH.A  V,       Duke   POLUBT   Co        84/03/11  Carolina    Environmental 

Studd    Oroup        27pp.      23602    17O        24X   Flche:  30-413, 8,4/03/1 1. 
840  31 30071 


8403290379   Reipontei    to   utll    Interrogatories    t  request   to    produce 
documents    on  dlesel    generator    contention   Certificate   of    Bvc 
encl   Related   correspondence 

OUILD,  R        Palmetto   Alliance         OUILD,  R        Guild,    R        «      Carolina 
Environment*!   Study   Croup        DSB   191        84/03/25       9pp       22014-144 
Z4X  Flche.  30-4  13,  H4/03/BS,  6403290379. 


B403160QS9  Reply    t-D    intervvnori    (•  NRC    staff    proposed    findings    of    fact 
(•   conclusions    of    lau  Certificate    of    Sve    encl, 

MCeARRY.  J.M        Duke   Pouer    Cg        MCQARRY,  L.  M        Bishop,    Liberman-    Coat, 
PurcelL   &  Reijnolds        84/03/13        197jip        B2654    1S3        24X 
FUhe;  30-413.  84/03/13,64031600-29, 

B4O3190O73  Foruiardi    qtiB»t!on»    for  FEMA  uitnei«ei    to  «nlst    in 
preparation   of    testlfliony    on    offsite    •mergeneg   planning 
contentions   All    t«itlmon«    will    be   required    to  b*    fll«d 
on  84O406  t  O9  Hearing   yill    connence    on   B40424.  H/o    encl 
MCQURREM.H  J        Hearing    Branch   3        B4/03/IS        PEflRY, S        Federal 
Emergency   Management  Agencu,        Ip         226&&;I33        24x 
Ficne.  90-413,  84/03/13,8403190073 


J      Insurance    l<   indemnltu    Information 


B4O3140037  Forwards    Endorsement    9   to   NELIA  Policy   NF-2B1. 

ROBBINS.J.H        Marih    &  McLennan-     Inc        B4/03/03        DINITZ, I         Assistant 
Director    for  S-tat*    &.  Licensee    Relations.       2pp        22633' 188.       34 X 
Fiche    30-413,84/03/09,8403140037 
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M      Antitrust    correspondence 


B403OBOa7B  Forwards    notice    of    finding    of   no    significant    antitrust 
changes    ti   time    for    filing    requests    for   reevaluatlon    for 
trarsmittal    *o   Ofc    of   FR    for    filing    &   publication 

REOAN,W   H         Site    Analysis    Branch          81/03/29         STUCKY,  g   M         Docketing 
b    Services    Branch          Ip          223B4   062         24X   Fiche    30-413,04/02/39, 
B4030BOH7B 

— 8403090263  Notice    of    finding    of  no    significant   antitrust    changes    &    time 
for    filing    requests    for    reevaluation 

REGAN.W  H        Biti    Analysis    Branch        B4/02/29        3pp         22384   063        24* 
Fichn-  30-413,  B4/Q2/29. 8403QBOH7B 


— 3403070339    IE    Insp    Rept    5O-413/83-49    on   B31113-1B   Deviation    Identified 
Failure    to    comply   iu/FBAR    commitments    for    thermal    eipansion 
preoperational    testing 

WHITENER.H   L        Region   3,    Office    of   Director        JAPE.  F        Division   of 
Engineering    Si  Operational    Programs        83/12/20        6pp        B2546-322 
24X    FichB    30-413,  34 /02/22,  B403O70327 

B40307OS05    Ac  k    receipt    of    B4O123  Itr    supplementing    B3090B  response 
informing    NRC    of   steps    taken    to  correct  violation!   noted    In 
IE    Insp    Repts    30-413/83-17    8,    50-414/63-16 

DANCB^H   C        Division    of   Project  E.  Resident  Programs        84/02/24 
TUCKER,  H    E         Duke    Power    Co          tp         22539   339         24X 
Fiche    90-413,  34/02/34,  B4O3O7O205 


Q      Inspection   reports,     IE   Bulletins    &    correspondence 

B403QBO2O3   Responds    to   F01A   request    for    documents    from  Mar    1977  -   Mar 
1979    PB   HR  McAfee   allegation*   Forwards    App    A   documents    Info 
aim    Available    in   PDR 

FELTOU,  J.  M        Division    of    Rules   and    Records        84/01/34        GARDE,  B   P 
Oovernmsnt   Accountability    Project        2pp        22384    164        24X 
FichB- 50-413,84/01/24,8403080203 

— 84O30B.O212  Discusses    791113-1*   interviews   u/craftsman    Interviewees 
•«l»et*d   by    principal    inspector, per   TI    2312/4   criteria 
Related    info    end, 

MURPHY.C  E        Region   3,     Chicago,     Reactor   Construction   fc  Engineering 
Support  Branch         79/12/04        THORNBURQ,  H   D        Director's   Office, 
OfficB    of    Inspection   and   Enforcement        9pp         3E3B4    14i        24X 
FlehB.SO-413,  84/01/54,8403000203 

84030700-12   Forwards    IE    Insp    Rept   30-413/84-05   on   B401O9-13  No 
violations   or    deviation*    noted 

DANCE, H   C        Division    of   Project  &  Resident   Programs        84/03/13 
TUCKER,  H.0        Duke   Power    Co        2pp         83929.001         24 X 
Fiche    30-413.84/02/13,8403070012 

— B4O3O7O017    IE    Insp    Kept    SO-413/84-03   on  840109-13  No   violations    OP 
deviations   noted    Major    areas    Inspected    containment 
structural    intergrlty    test   &  containment    integrated    leak 
rat*    tast 

LENAHAN.J  J.  ,    WHITENER.H  L    ,    JAPE,  F        Region   3-    Office    of   Director 
84/O2/07,        7pp         25829    003         24X    Fiche- 30-413,  B4/02/13, B4O3O7Q01S 

8403160343  Forwards    IE    tnsp    Repts   3Q-413/84-O3  !<    30-414/84-03   on 
B4QI03-OA  k    11-13  No   violations   or    deviations    noted 
DANCE* H   C        Division   of   Project  *•   Resident   Programs        84/02/17 
TUCKER,  H   B        Duka   Power   Co        2pp         22660    177        24X 
Flche:  50-413. B4/02/17,  8403160343 

— B4O316O356  Forwards    IE    Insp    Repts    30-413/B4-03  fc   30-414/84-03   on 
84O1O3-06   b    11-13   Ha    violations    or    deviations    notad 
Proprietary    ravisu   of    document   utatved    by    utll    to   assure 
distribution    to    parties    In    licensing    proceeding 
DANCE,  H  C.       Division    of    Project    !<  Resident   Programs         84 /0 1/20 
CARR, A   V        Duke   Power   Co         Ip        22660    179        S4X 
Fiche    50-413, 84/02/17,8403160343 

— B4D316O3&3   IE    Insp    Rapt.    SO-413/B4-03  b   30-414/84-03  on    840103-04.  t. 
11-13   No   violations    or    deviations    noted    Major   areas 
Inspected    containment    spray-welding,  welding    met  I    control    It 
radi ogrophlc    eiam 

ECONOMOS.N.       Region   2,     Office   of    Director,       BLAKE. J   J        Division   of 
Engineering    b  Operational    Programs        84/01/20        9pp         S2&60    180 
24X    Ffche' 30-413,84/02/17,8403160343 

B403O703S7    Ac k    receipt    Of    B401EO    1 tr    informing    NRC   of    steps    taken    to 
corract    deviations    noted    In    IE    Insp    Rept    SO-413/B3-43 
DANCE, H  C,      Division   uf   Project  fc  Resident   Programs.      84/02/22 
TUCKER,  H   B        Duke   Power    Co         Ip        22946,319        24X 
Ficha:  90-413,  B4/02/22,  8403070327 

— 8403070331    Responds    to   NRC   831222    Ur   re    deviation*    noted    in    IE    Insp 
Rapt    50-413/B3'-49   Corrective  actions    complete   retett    of 
A9ME    Code    piping    thermal    expansion   ui 11    be    performed    during 
praeritical   heatup   of   plant   syi 

THIEB,  A  C        Duke    Poiuer    Co        64/01/20        O'REILLY.J  P         Region  2, 
Office    of    Director        3pp         22946:316        24X   Fiche    50-413.84/02/22, 
84O3O7O327 

— B4O307O334  Forwards    IE    Insp    Rept    30-413/83-43    on   831113-18    fc  notice 
of    davlation 

DANCE,  H,C        Division   of    Project    &  Resident   Programs        B3/12/22 
TUCKER,  H.  B        Duke    Power    Co.       2pp.       22946  319        24S 
Fl  th« • 30-413, 84/02/92,  8403070327 

— 8403070339  Notice    of    deviation   from    Insp    on   831119-18 

«      Raglon   2,    Office    of    Director.       83/12/22         Ip         22946*321         24X 
Ficha-  30-413, 84/02/92,  8403070327 


—  B4O3070210  Forwards   revised    r 
IE    Insp    Repta    50-413/03-17 
actions    QA  Procedure   QA-14O 
be    revised 

TUCKER,  H   B         Duke   Power    Co         B4/01/E3 
Off  ice    of   Director        2pp         23538  360 
B4O307O203 


ponse    to  NRC    Itr   re   violations    notad 
SO-414/83-16   Corrective 
"Inspector   Cert!  f  icationi  "    ulll 


Q'REILLY.J   P         Region   2, 
24X   Fiche   50-413,84/02/24, 


B4031&O233    Informs    that    no    circuit    braekers   w/undervoltaue    trip 
attachments    in    use    in    safety-related   application   other 
than    reactor    trip    aga.In    response    to    IE  Bulletin  B3-OB 
TUCKER,  H    B         Duke    Power    Co          B4/O2/24         O'REILLY.J   P         Region    2, 
Office    of    Director         Ip         22660   143        24X   Fiche   50-413,84/02/34, 
8403160253 

B40316O360   Forwards    IE    Insp    Rept  3O-413/84-16  on  B402Q6-10,  No 
violations   or    deviations    tinted 

DANCE,  H  C        Division    of   Project  d  Resident  Proflraras        84/02/24 
TUCKER,  H    B        Duke   Power    Co         2pp        22&&0    193        24X 
FichB-  30-413,  64/02/24,  B40  3160360 

—  84O3J.6037Q    IE    Insp    Rept    3O-413/B4-16   on   H40H06-iO   No   violations    or 
deviations   noted    Major    areas   inspected    preoperatlonal    test 
moults    eva  luatlon,  reat  tor    protection   sijs    functional    test 
procedure   &    engineered     safeguard    functional    test 
TAYLOR.P  A        Region    2,     Office   of   Director        JAPE,  F        Division  of 
Engineering    b  Opera  tional    Programs,       84/02/23        4pp        22660    195 
24  X    Fiche    5O-413,  B4/O2/24,  B40316036O 

84O316OOB6   Forwards    IE    Inap    Ropts  BO-413/B4-11    d   30-414/84-07   on 
B4O131-02O3  No    violations    or    deviations    Identified 
DANCE,  H  C        Division   of   Project  &  Resident  Programs        84/02/27 
TUCKER,  H   B        Duke   Power    Co         2pp.       25639    103        24X 
FichB.  30-413,  B4/02/37,a4O3l60QBi. 

"B4031A0092   IE    Insp   Septs    30-413/B4-I1    t,  50-414/84-07  on  340131-0203  No 
violations    or   deviations    Identified    Major   areas    Inspected 
fire    p  rot  EC  t  Ion/prevent  ion 

MILLER,  U   H         Region    2,     Office    of    Director         CONLQN,  T   E         Division 
of    Engineering   &  Operational   Pros  rams        84/O2/21        9pp        22635    1OS 
24X   Fiche    30-413,  S4/O2/27,  B4031600B6 

9401190072    IE    Info  Notice    84-13,    "Potential    Deflcienca    in  Motor 
Operated    Valve    Control    Circuits  &  Annunciation    "   Svc    list 
enc  1 

JORDAN,  E    L        Division    of    Emerotnci)   Preparedness   tc  Engineering 
Response    (Post    830103}         84/02/BB  Consolidated   Edison    Co      of   New 

York,     Inc         HSpp        329O9    239        24X   Flchr    90-000.84/02/23,8401190072 

9403290143   Forwards    IE    Insp    Rept   50-413/84-14   on  840206-09   No 
violations    or    deviations    noted, 

DANCE,  H   C        Division    of    Project  &  Resident  Programs        84/02/28 
TUCKER,  H    B,       Duke    Poiuer   Co         2pp        22806-079        24X 
FUho.    30-413,84/02/29,8403290143 

—  B4O3S90I47    IE    Imp   FUpt    BO-413/84-14    on  640206-09  NP  violation*   or 
deviation!    noted,  Major    areas   inspected    QC   for   chemistry    ic 
rad  tochetnlitru,  Including    QC    programs,  chemistry    lab   & 
counting   room  facilities 

KUZO,  0    B        Raglon  H,    Office    of    Director.      MONTGOMERY,  D  K        Division 
of    Engineering   &  Operational   Programs        84/02/24       4pp        22B06  081 
K4X   Fiche    50-413,84/02/28,8403290143 

8403140123    Forwards   NRC    insp    repts    ti  accompanying   violation    notices    rr 
facility    QA  Encl   repts   &    notices    issued  after    close  of 
Dec    1<?83    hearings   Palmetto   Alliance    served   ui/natices   tt 
util    responses 

JOHNSON,  G  E       Hearing   Branch   4.      84/O2/29       KELLEV.J  L  .    PURDOH.P  M  < 
FOSTER,  R-  F        Atomic    Safetg    and  Licensing    Board   Panel        2Bpp 
22&S4-04O        E4X  Fiche    9O-413,  84/O2/27,  B403I40123 

8403160143    Forwards    tihal    response    to    IE   Bulletin  79-14,  Rev    l,8uppl  2 
re    9A    program    for    seismii:    analysis   of    Seismic    Category    1 
piping    sgs 

TUCKER,  H    D        Duke    Pourer    Co         84/OB/29       O'REILLY,  J  P        Region   3, 
Office    of    Director        4pp         2B6S3   321        24X   Fiehe    50-413,  B4/02/29. 
84031&0143 
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8403030177    Forward's    IE     Insp     Rept    3O--J13/34-24    on    840331-24    No 
violatloni    or    deviations    identified 

DANCE.  H    C        Division    of  Project   d    Resident    Program*        B4/03/O1 
TICKER,  H    0         Duke    Power   Co          BfP          2S4B9   062         24X 
FichB    90-413-04/03/01,3403050177 

— B403050176    CE    Imp    Rept    50-413/34-24   on    B4O221-24    Ha    violations    or 
deviations    identified   Maj-or    areas    Inspected    review  of 
pre-opei-Jtlanal    activities    re   protected   &   vital    area  physical 
barrier*    Details    u/ltnheld    (ref    10CFR73  SI) 

MOORE, D£         Rag  Ion    3,     Office    of    Director         MCQU1RE,  D    R          Division 
of    Emergency   Preparedness    t  Material*   Safety         B4/03/01         If 
224B7   064         24X    Fiche    3O-4 13, B4/O3/01,  S4Q3Q30177 


-B4O3160299   Responds    to    NRC    B40117    Itr    re    violation*    noted     In    IE    Imp 
Repte    90-413/03-53   !,    30-414/83-39   Corrective    actions    QA 
Procedure  OA-130  revised    to   assure    that    util    written 
qualification!    for   auditors    in    full    compliance   ui/codes 
TUCKER.  H  B        Duke   Power    Co        84/02/18        O'REILLY,  J  P        Region  2, 
Office   of   Director        Hpp         22660    125        24X  Fiche    50-413,  04/03/00, 
B4C-3160293 

-3403160307   Forwards    IE    Imp    Repts    30-413/63-92  fc   30-414/B3-39  on 
631212-16  1   notice    of    violation 

LEWIS,  R   C        Division    of    Project   It  Resident  Programs         B4/01/17 
TUCKER, H    B         Dun*    Pauir    Co         2pp         22660    127         24X 
Fichu    30-413.  B4/03/Oa,B4O31AO293 


B40S09QOQ7    IE    Info    Notice    B4-14,     "Highlights    of    Recent    Transport 
Regulatory    Revs   by    DOT  &   NRC    "    Svc    list    end 

ORACEi J  M        Division    at   QA,     Safeguards   &    Inspection  Programs    (Past 
8301O3)         B4/Q3/Q2  Consa  1  i  (fated    Edison    Co      of  N«u  vorlt,     Inc 

J30pp         22353   339         SIX    Fiche    SO-000, B4/03/02. S402090007 

8402090003    IE    Info    Notice    B4-16,     "Failure    of    Automatic    Sprinkler    Bi/s 
Valves    to   Operate    "    Svc    list    encl 

JORDAN, E  L        Division   of    Emergency    Preparedness    b  Engineering 
Response     (Post   83Q1G3J          84/O3/02  Consolidated    Edison    Co      of    Neu 

York.     Inc          132pp.        22353    099         24 X    Fiche    30-000. 64/03/03, 6402090008 

B40S09000?   IE    Info  Notice    94-13,     "Reporting   of  Radiological    Release*    " 
Svc    list    ant  1 

JORDAN.  E  L        Division    of   Emergency   Preparedness   A  Engineering 
Response     (Post    B3Q1Q3)          84/03/03  Consn  1  i  tfateif    Ed  it  an    Co      of    Meui 

York,      Inc          119pp         22533   217         24X    Fiche    SO-OOO,  B4/O3/02,  B4020900O7 

B902O9001I     IE    Info  Notice   B4-17,     "Problemi    H/LUuid    Nitroge-n   Cooling 
Components    flslou  Nil    Ductility   Tamp    "  Svc    Hit    rnc  1 
JORDAN,  E   L        Division    of   Emergency    Preparedness   &  Engineering 
RetponsB     (Post    830103)          B4/03/03  Con*alldated    Ediion    Co      of    NIUI 

Vori,     Inc          U7pp         22933    336         B4X    Fithe    3O-000.  B4/O3/05-,  04020900  1 1 

S4031602L1    Act    receipt   of    810137   Itr    Informing    NRC    of    steps    taken    to 
correct  violations   noted    in    [E   Imp    Rept    SO-413/B3-4B 
LEWIS,  FI   C         Divi»lors    of    Project   *.   fleald*nt    Programs         04/O3/03 
TUCKER.  H   D        Duke    Power    Cc         Ip        B36f,l    073        24X 
Ficha    30-413- S4/03/05iB40316021l 

—  B4031toaii  Responds    co  fJRC  E31S3O    Itr  re    violations  noted    in   IE    Insp 
Rept    50-413/33-48  Violations    denied  Revleuj   of    acceptance 
criteria    statements    in    preoperat i onal    test    pmcedures   will 
be    conducted 

TUCKES,  H   B         Duke    Power    Co         34/O1/27         O'REILLY.J   P         Region   2, 
Office    of    Director        3pp        33661    O79        24X   Fiche   90-413.84/03/05, 
8403160211 


— B4031&0314   Notice    of    violation   from    Insp    on   B31212-1& 

*     Region  2.    Office   of    Director        B4/01/17        tp        22660    129       34 X 
Fiche    30-413,  B4/03/OB,  B4O3160293 

—8403160319    IE    Inap   Repts    30-413/33-55  &   SO-414/B3-37  on   831212-16 
Violation  noted    failure    to    establish    personnel 
qualifications    for   auditors 

BELI3LE,0  A    ,    FOSTER,  L    ,     SMITH,  C        Raglan   2,    Office   of  Director 
B4/O1/13         12pp         22660    130         24 X    Fiche    30-413,  64/03/OS,  B40316DS93, 

940B090O31    IE  Bulletin  84-02,     "Failures   of   SE   Tups  HFA  Relay*    in   Uie   In 
Class    IE  Bafatg   Sys    "  Bvc    list   encl 

DEYOUNO.R  C        Director's    Office,     Office    of    Inspection   and 
Enforcement        84/03/18  Consolidated   Edison   Co      of   New   York,    inc 

134pp.        22B23   094         24X    Fiche    50-000,  B4/03/12,  B4020TOQ31 

8403290270  Ack   receipt    of   840303   Itr    Informing   NIC   of    steps    taken   to 
correct    violations    noted    in    IE   Insp    Repts    30-413/83-21    li 
50-414/63-22 

LEWIS,  R,C        DlvUfon   of    Project   (<  Resident   Programs        84/03/19 
TUCKER. H  B        Dllfce    Power    Co         Ip        H2BOO  020        24 X 
Fiche    BO-413.  84/03/13,  B40329O270 

— B4O3290276  Reipondi    to  NRC    830912   Itr   re   violations   noted    in    IE   Imp 
Rapt*    90-413/B3-21    It  50-414/B3-22,  Corrective   actions    QC    intp 
criteria    for    cable    pulling    revised    to   clarify    Insps    of    cable 
bending   riditts  &   unsupported"    length    during   routing 
TUCKER, H  0        Duke  Power   Co        B4/03/09        O'REILLY,  J  P        Region  2, 
Office   of  Director        3pp         22800  021        24 X  Fiche    90-413.  B4/03/19, 
6403390270 

B402O90043    IE    Info   Notice   B4-19,     "Tuo   Events    Involving   Unauthorlisil 
Entries    into  PWR   Reactor    Cavitle*,  "   Svc    list    •ncl, 
JORDAN,  E  L       Division  of   Emeraeney  Preparedness  &  Engineering 
Response    (Post    8301031         B4/03/21  Consolidated    Ed  1  ton    Co      of  Niu 

York,     Tnc        ISOpp         329 23  229        34 X   Fiche    30-000,  B4/03/21,  B402090043 


-B403160E2O   Faruiards     IE    Insp    Rept    50-413/03-48    on    831116-21     b   noti 
violation 

LEWIS, R   C        Division    of    Project  &  Resident   Programs        03/12/30 
TUCKER,  H  D        Duke  Poiuer    Co        2pp        22661    OB2        24X 
Ftche    90-413,34/03/03,  B403160211 


8403O90D44    IE    Info  Notice   84-30,     "Svc   Life    of   Relays    In   Saf ety-ReUted 
Bye    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post    830103)         B4/03/S1  Consolidated    Edison    Co      of  Niu 

York,     Inc         139pp        32933  OQ1         H4X   Fiche    80-000,  B4/03/21,  B402090044 


— 8403160221    Notice    of    violation    from    imp    on    931116-S1 

*      Region  2j    Office    of    Director        B3/1S/30         Ip        22661,094       24K 
FichB    30-413,34/03/03,8403160211 

--B4031602Z4.    IE    Insp   Rept   30-4 13/B3-4B  on    331116-21    Violation   noted 
failure    to   provide  -adequate    acceptance    criteria    for 
preoperational    presiurlieir    dynamic    regpons*    functional 
test 

TAYLOR, P    A         Region   a,     Office    of    Director.        JflPE.  F         Division   of 
Engineering   &  Operational    Programs        63/12/19        ipp         22661    093 
24X    FIch»    30-413,34/03/03^8403160311 


Periodic    operating    reports    &  related    correspondence 


B403020443  Forwards    monthlu.    it  at  us    rept   of    offslte   emergency 
preparidness    for   OL   revivuis    for   Jan    1784   Changes    in  FENA 
finding    dates   not    caused    by    delay    due    to    offsite    emergency 
planning    Issues 

DIRCK8.H  J        Office    of    the   Executive   Dlrtctor    for   Operations 
84/O2/21        PALL AD I  NO     Commissioners        9pp.       22492-083        S4X 
Fiche    50-000,84/02/21,8403020443, 


8.     Reportable    occurrences,     LERi    &  related    correspondence 


8402090024    IE   Info   Notice    84-09, Rev    1,     "Lesson*   LearneB    From    Inspi    of 
Fire   Protection  Safe   Shutdown    Sys    "    Svc    lilt    end 
JORDAN.  E  L        Division   of    Emergency  Preparedness   4   Engineering 
Retpan.se    (Post   B30103)         01/03/O7  Consolidated   Edison    Co      of   Mem 

YorVj      Inc          UBpp         33639    049         24X    Fithe    SO-OOO,  B4/O3/07.  B402090031 


B403010431    Informs   Commission    of   problems   u/«mergency    dia*el    generators 
fnfg    by    Transamrrlca    DelavaUInc 

DIRCK9.  W  J       Office   of   the  Executive  Director   for  Operation* 
BECY-03-034        84/01/83        4pp         2243B  347        B4X  Fiche.  SO-OOO.  84/01/B9, 

8403010431 


8403090028  IE    InPo  Notice   84-18.     "Stress   Corrosion    Cracking     in  PWR 
Sijs    "    Sve    Hat    tncl 

JORDAN, E  L        Division   of   Emergency  Preparedness    &  Engineering 
Response    (Pcit    B30103)          B4/O3/07  Consolidate*    Edlion    Co      of   Neu 

vnrk.     Inc         HBpo        ?29B4    1B6.       24X   Fiihe    SO-OOOi  B4/O3/07,  B4020900S8 

B403160293  Act    receipt    of   B40213    Itr   informing    NRC    of   step*    taken   to 
correct    viojations   noted    in    IE  Imp   Repts    30-413/B3-32    !< 
5 0-41 4/ a 3-39 

LEHIS.R    c        Division    of   Project  &   Beslde-nt   Proorami        84/03/OB 
TUCKER,  H  a        Duke   Power   Co         Ip-       H2660' 124        24X 
Ficho.  80-413.  84/03/08,  84031  60293 


8403010140  Significant   Deficiency   Rapt   SD  413-414/84-O2  r» 
unconsidered   effects    of   *uperheatad    staam   possibly 
retulting    in    increased    louier    containment    temp   Meeting    an 
940312  ri^uvttid 

TUCKER,  H  B        Duhe   Power   Co,       84/02/17        O'REILLY,  J.  P,       Region  2, 
Office    of  Director.       2pp         S2439  922        24X   Fiche;  90-413< B4/03/17, 
8403010140 

B4Q32LOQ3E  Part   21    rcpt  re    failure    of    autillary    feeduater    pump    drive 
turbines,  0  imp  el    NPS-4  Tt>T   valvs,  to    close.  Encl    Itr    dtd    B40B03 
sent    to    listed    utlls    OE  notifiad    of    affected    units    in   BUR 
plants 

THEHOUX.RR        Terry    Corp         B4/02/82.       WOODRUFF-R.H        Director's 
Office,     Office    o*    Ttispection    and    Enforcement        6pp        22706:327.      24X 
Flche   90-000,84/02/22,8403210038 
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Significant    Deficiency   Rept    113-4 14/S2-O4   amending 
corrective-    actions    to    previously    submitted    rept    Reinsp    of 
Inaccessible   deficient    supports   may    be   waived    if    documented 
(valuation    of   design    analysis    provided 

TUCKER,  H    If         Duke    Power    Co         84/O2/24         O'REILLY.J   F          Region    2, 
Office    of    Director         2pp          22573   Sil         24X    Fiche    30-113,84/02/24, 
3403090326 


8402090039    Board    Notification    04-032    forwards    meeting    summaries 
containing     transcripts    af    940210   &    16    meetings    between    NRC    d 
Transamer ica   Delsval.Inc    (TDI)   Owners  Group    Distribution 
list    one  1 

EIE£NHUT,1>  0  Dlviiion  of  Licensing  B4/03/12  PALLADINO 
Commissioners  5p  p  22708  001  24X  Flche  30-000,  B4/03/12, 
8402090039 


Efl030102O7   Forwards    "Investigation    of    Types    AF  &   AE  Piston   Skirts," 
Transamer  1  ca   Delaval, Inc    Ouners   Group    program   commitments 
Rep't    evaluates    cracks    in    AF    piston    skirts    in   Shoreham  & 
Grand  Gulf    Nuclear   Power    Station! 

M  l/SELEfl ,  W    J        TDI    ( Transamer  lea   Delaval.     inc.    )    dinners   Group 
B4/02/37         DENTON.H   R         Office    of    Nuclear    Reactor    Regulation, 
Director          3pp         SH434    090         24X    Fiche    30-000,84/03/27,6403010207 


— 8403O6OS36    Forwards    summary    of   B4O210   meeting    w/Transamerica   Delaval. 
Inc    Dunors    Qraup     in    Bethesda.MD    re    problems    ill/emergency 
dlssel    generators 

CARUSO. R         Licensing    Branch    2         04/02/37         O'REILLY.J   P         NRC   -    No 
Detailed    Affiliation    Given         fcpp         2H70B   O06         24X 
Fichc    30-000.81/03/12,0402090039 


B403090B41    Interim  Significant    Deficiency    Repts    80-413/83-27    & 
SD-414/83-27   re    cracked    cell    containers    SI  i    cracked    celli 
returned    to    Nlfe    far    investigation    &  resolution   Bite 
personnel    till]    conduct   weekly    battery    Insp 

TUCKERj  H   B         Duke    Power    CD         84/02/27         Q'fiEILLV,  J   p         Region   2, 
Office     of    Director         2pp         SBS72    3O2         34X    Fiche    30-4i3,  B4/Oa/37, 
84Q3090241 

B40209O021    Board    Notification   B4-O39   discusses   NftC  840210    &    Id  nuiBtlngt 
ui/TranBamer  lea   Delaval,Inc    Emergency    Diesel    Generators 
Owner*    Group    Muting    scheduled    on    B4O308    for    finaliiation    of 
generic    program   plan    prior    to  NRC    review 

EIBfiNHUT.D-G  Division  of  Licensing  B4/02/2B  PALLADINO 
Commits  1  oners  3pp  22346  003  24X  Fiche  30-000,  B4/02/2B. 
B40S0900ai 

B40301O218   Forwards    task    descriptions    for    16    knouin   problems    re 
Transamerica   Delaval.  Inc    emergency    djiesel    generators 
MUSELER.W   J        TDI    <  Transamer  Ua   Delaval.     Inc    )    Dinner  t    Group 
54/02/30         DENTON.H  R        Office   of   Nuclear   Reactor   Regulation, 
Director          42pp         22433    177         24  X    Ficha    30-000.  84/O2/38,  840301OS1B 

&40ia09OOaO    Board   Notification    B4-044    forwards    Part  21    rept    re 
Transamerica    Delaval.  Inc    turbocharger    thrust    bearing 
lubrication    defect   resulting    In   engine    nonavailability 
EISENHUT.D    O         Division    of    Licensing         84/02/29         PALLADINO. 
GILINSKY.    ROBERTS      Commissioners         4pp         22541-263        24X 
FichB    30-OOO,  04/03/29,  B4020700M 


Forwards    "Grand    Golf   Componont   Tracking    fiys.  "    "Shoreham 
Component    Tracking    By  a"    tt    "Transamerica    Dalaval-Inc 
Diesiel    Oenerator*   Dinners    Oroup   Program  Plan."    to   resolve 
cancirns    u/e<nir|)ancy    dlesel    genera  ton 

MUBELER,  H   J        Lanfl    Island    Lighting    Co        84/03/02        DENTON,  H  R 
Office    of  Mud  ear   Reactor    Regulation.    Director        2pp         SS626  062 
24X   Flche    SO-000,  84/O3/02.  B4031400flB 

—  8403140075    "Transamerica    Detaval.  Inc    Diesel    OeneratorE    Quiners   Oroup 
ProflTam  Plan    " 

*      TDI     (Transamerica    Delaval,     Inc    )    Owners    Oroup,       Q4/O3/02 
261  pp          22638   223         24X    Flche    50-000.84/03/02.0403140048 

8403130129   Update    of   Significant  Deficiency    Rept   414/82-23    Item 
•hould    ba   renumbered    413-414/B2-23   All    nectssarij    actions 
completed 

TUCKER.H  B  Duke  Power  Co  84/03/02  D'REILLY.J  P  Region  2, 
CMflCB  Of  Director  lp  BH637.  C332,  H4X  Flche  30-413,84/03/02, 
8403190128 

B4O313DOiS   Final    Significant   Deficiency    Rept    BD   413/B3-O7    re    v«nt/ 
drain   valvs    installation    fc    Insp   QA    Inspectors    retrainei) 
Vint  /drain*    Inspected    prior    to  830913  reinipicted    to 
vvrlfu    that    intint    of   Design   Drawing   CN-1680-47  met 
TUCKERrH    B         Duke   Pouier   Co.       84/03/05        O'REILLYrJ  P        Region  2, 
Office;    of    Director        3pp         2264A   019        24X   Flche    30-4l3i  94/03/O3. 
B40313QOAS 

S4O2090O33    Board   Notification    B4-047    forwards    Transamerica    Delaval,  Inc 
Own*n   Oroup    piston   skirt   rept  &   task   descriptions. 
EIBENHUT.  D   O        Division    of   Licensing,       81/03/07        PALLADINO 
Commi*llon«ri        4pp        22674   221        24X   Fiche    SO-000.  B4/03/07, 
B  402070033 


— B403O6OS54   Transcript    of    B403IO  moot  ing    u/TrflnsamerUa    Delaval.Inc 
Ouinors    Group     in    Bnthesda.MD   re    prnblefts    w/emergency    dlesel 
generators 

»      NRC   -   No   Detailed    Affiliation   Given        B4/02/1O        147pp 
67301    OOB         H4X    Fiche    90-000i  04/03/12, 84020-70039 

—  S40307O409   Summary    of   B4O216  meeting  w/Transamurlca  Delaval.Inc    Dinners 
Group    In    Wading    River. NY  re    program   plan    to    establish 
mliabillty    of    dlesel    generators   Agenda,  meeting    transcript   & 
attendance    list    end. 

MILLER. M   A        Licensing    Dranth   4        B4/O2/27  Licensing    Branch    4 

Bpp          23708    161          24K   Flche    50-QOQi  04/03/12.  8402070039 

— B40307O423    Transcript    of   840216  conference    In   Wading  Biver.NY  re 
Transamerica    D'&lavalr  Inc    dlesel    generators  Pp    1-B2 
*       CommiBsloners         B1/OS/16        S4pp         2270B    1A9         B4X 
Flche    30-000,04/03/12,8402090039 

84O314009O  FDrwards    "Design    Revieu  of   Connecting    Rod   Gearing    Shells    for 
Transamerica   Dalaval    Enterprise  Engines"    for  Shoreham  EJ 
Grand    Oulf    dleael    generators 

HUSELER,W    J        Long     Island    Lighting    Co         B4/O3/1S         DENTON.H   R 
Office    of    Nuclear    Reactor   Regulation.    Director        2pp        32632  074 
H4X   Fiche    30-000.34/03/12.8403140030 

B4O313D133  Forwards    "Transamerlca  Delaval.Inq    Diesel    Oenerator  Rocker 
Arm  Cap  screw  Stress    Analysis    Rept    "    Capscrey  design  adequate 
fnr   applicable    enginea    t>   svc    conditions 

MUEELER,W   J        TDI     (Transamar  1  ca   Delaval ,     Inc    )    Owneri   Oroup 
84/03/13        DENTON.H  R        Office   of   Nuclear   Reactor  Regulation, 
Director          2pp          22639    370         24X   Fiche    50-000,84/03/13.8403130133 

84O329OS44  Final    Significant   Deficiency   Rept    GD   413-414/83-14  re   *ual 
conduit    connection    to    saf ety-relatod    equipment    located    In 
harsh    environs    Initially    reported    on  B31102  Util    continuing 
to    evaluate   alternative    sealing  methods 

TUCKER,  H   B         Duke    Power    Co         B4/03/13         O'REILLY.J   P         Region    Z, 
Office     of    Director          3pp         33800   224         H4X    Fiche    5O-413.  B4/03/ IS. 
B4032-7OH44 

0403300922  Responds    to   B402H    Requests    for    Info    1    (.  2  re   R-4    series 
engines    Lls-t    indicating    engine   number. model    6    ivc   number, 
customer    name   h  address, rating, date    shipped    &   date    started 
encl 

MATHEWQ.C    S         Trafisamerlca    Delaval,     Inc         S4/03/16        6ISENHUT.  D   O 
Division    of   Licensing        20pp        22691    179        SIX   Fiche  30-000, 84/03/16, 
B403200322 

8403300136  Final    Significant    Deficiency  Rept    413/83-07  re    overtorqulng 
of    ITT-Philllps    concrete    eipanslon    anchors    to   close 
eiceaslve   plate    to    concrete    gaps   on    pipe    support    Initially 
reported    on    B2Q21O    Anchors   will   be    retorqued 

TUCHERi  H   B,        Duke    Power    Co         B4/03/16         O'REILLY.J   P         Region    2. 
Office    of   Director.       9pp        32B19  357        24X    Flche   S0-413i  B4/03/li, 
B403300126 

8403270132  Forwards    "Emergency    Diesel    Generator   Air   Start   Valve 
Capsereui  Dimension    fc  Stress    Analysis,"    prepared    by   9S.IJ    for 
Transamerica   Delaval.Inc    (TDI)    Diesel   Generator  Owners 
Qroup 

MUB£LER,W  J        TDI     1  Transamer lea   Delaval-     Inc    )    dinners   Oroup 
B4/03/23          DENTON.H    R         Office    of   Nuclear    Reactor   Regulation. 
Director         Spp         32774   001         S4X  Fiche    30-000.  84/03/23,  8403370132 


8403140122   Part   21    rept   re    status    update    concerning    abnormal    wear    on 
linear    converters   Test    program  underway    Results    of 
Invtitloation    Indicate    excessive   uear   caused    bu    hunting    of 
control    c Ircui try 

DODSOMi  J  P         Pacific    Air    Producti   Co        B4/Q3/09,  Director's 

Offlc*!     Offtce    of    Inspection    and    Enforcement        7pp        22&Z4    068        24X 
FichB    50-OQOr 84/03/09,8403140122, 


84O337O134  Requests    meeting    on   840418   to    ditcuss    short-term  &    long- 
term    corrective    actions    d    investigations   re   Transamerica 
Dilaval    diesel    generators   List   of    ^suggested    meeting    topics 
end. 

MCQALNSHYi  J- P  TDI  (Transamer lea  Delaval,  Inc,  }  Ouners  Qroup 
84/03/23  DENTON.H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  2276?  133  24X  Flche' 50-000.  84/03/23,  8403270134 


840E09003B   Board   Notification   84-051    forward!    "Transamerica    Delaval, Inc 
(TDI)    Dit«*l    Ofneratars   Owners   Group   Program  Plan    " 
E1BENHUT. D  0        Division    of   Licensing        B4/03/12        PALLADINO 
Commtmsioner*        5pp.       22i8S   314        24X  Tlche    50-000,84/03/12, 
S4O2090O3B, 


312 


DOCKETED  ITEMS 


T      Hearing    transcripts    an   non-anil  fcru-i  t   matt»n 


9402090039  Guard   Ha  tin  at  ion    B4-O52   foruard  i    rat*  ting    lummarlei 
containing    transcript*    of    640210   i.    ]£  meetings   between    NRC    & 
Tramamer  fca   Delavali  Inc    <TDI)   Owner*    Urgup    Distribution 
lilt    incl. 

EI8ENHuT,D   0        Diviilon    af   >Llc«nilng         B4/03/12         PALLADINO 
CommiaslDmeri         3jip         B27OB    001,        24X    Fiche    3O-OOD,  B4/O3/I2, 


3  4  03060  53  i  Forward  i    lummarY    of  640210  meting    iii/Transamiriea  Delaval' 
Inc    Dinners    Group    In  Bttheiita.rlD   re   problem    w/eroergenc  tj 
dll«Bl    generatori 

CARUSO,  R        Licensing   Branch    S       34/02/27        O'REILLV.J   P        MIC   -   No 
Detailed  Affiliation  Cl  ««n        6pp        227QS  OOn        34X 
Flehe    3Q-OOf>,84/Q3/IH,a4020'?0039 

64030*0534  Transcript   of   B4D210  meeting  u/Trafiiamer  lea   Delavali  Inc 

Ouneri   Group    in  Betfiesda.HD   rf   problems    ui/emergencg    di«ctl 
genera  tars 

*     NRC   -  No  DatalUi  Affiliation  Given        84/O2/IO        147pp 
08        S4X   FlcNB    50-000,  91/03/12,  8402090039 


—  640307040?  Summary   of   B40B16  mttting   u/Traiiiamerlca  Delaval-Inc    Burners 

Croup    In  Wadl-nj   River,  NY   re   pro-jram   plan    to   edtablith 
reliability   of   dleiel    generator*  fljenitaj  moating    tramcript   ft 
attendance    li-st    end 

MILLER,  H   A        Licensing    Branch    4         84/02/27  Licen»lng     Branch    4 

Bpp         2270B    161         24X    Fich*    5Q-000,  B4/03/  12.  B4020TO039 

—  S403Q70423  Transcript-   of    B4O216  conference    in  Martin)  River.  NY  re 

Traniamer  ica  Delaval.  Inc    die*el    generators   Pp    1-82 
*      Coininisi  loner*         S4/Q2/1A         B4pp         2270B    Io9         24  X 
FUJie    SO-000,84/0-3/l2,a4020?003'7 

B-J03liQ23t>  Transcript    of  B4O314    telcotv  re    facility  Pp    12,980-12,624 
*      Atomic   Safety   and    Licensing   Board   Panel        84/03/14,       43pp. 
22&&0   203        24  X   Fiihe    30-413.  84/03/14,  B4O3I40236 


of    BtO321    telephone 


In   D»tJie«da,  hD 


Sflpp 


8403240291    Tran 
Pp    1-24 

•      Atomic   Safety   and   Licensing    Board   Panel        84/03/21 
H37U4   3B3        34X   Flcha    90-413,54/03/21,9403360231 


DOCKET    30-414   CftTflWBA   NUCLEftR    STATION.     Wit   S 
A      App  1  ication/corutruct  i  on    itagt   documents   & 


B4030B01*6  F01H   requeit    for   document*    re  Hft  McAfee  dllenation* 
Involving    facillttj    from  Mar    1777  -  Mar    1977.KRC   open 
confennce  at   site    In  Nov    1977  t<  revieui   of   utll    topical    OA 
manual 
GARDE.  B   P  ,    AMSELt.  E       Ooverrment  Accountability   Project        63/11  /?! 

Dfflc*  of  Atfnlnlitrafcion        ?pp        323S4    163        B4X 
Flche    30-413,  83/11/31.  B4030B019i, 

3403060477   Notification   of   340313  meeting   u/utll    in  Vork    County,  SC    to 
conduct    conf  Irmatori;    ittc    vlilt   par  Section    13   6  of  BRP 


JAEBDUR.ft   N        Llcinilng    Branch    4         B4/02/E4         ABENSAH,  £   0         LlcentJno 
BT3neh   4        3pp        2BS47  34O        24X   Fieh*    SO-*  13,  B4/02/H4,  S4O3060477 

81020  ?00  17   Board  HotI  f  ic*t  Ion    [31-O33   foruardi    HJ  Usttson    S40133  mi  mo 
to  HO  Eltenhut    pTovldlnj    itatui    update    of  NRC   Bctloni   T» 
hlB«tlnghou»  ECCS  Jtctuitlon    logic 

EISEMHUT.  D  0  Division  of  Licatiilng  B4/OS/27  PALLriDINQ 
Cofflmisilontrt  7pp  22344  007.  34  X  Flchi  5ft-000i  84/OS'*27, 
9402090017 

6403070183  Foruardi    tquipmtnt    data    sheets    for  BOUT  i<   pump    t   valve 
o-p»rall  lilij    i-*vieu    team   onsltt  auditi  Quallf  J-eatlon   of 
conipontnti   fn-nfltti    W/fiva  ovirtli*    draiuingi  Apertur<    cartfi 
<re   aval  lablt    In  PUR 

TUCKER,  H  fl        IJuhe  Pouer  Co        64/02/23        BENTON.  H  R       Offlci   of 
Nuclear   Reactor  Regulation,     Director        ADEWSAM,  E  0,      Llctntlng    Branch 
4        601  j>p        32S3&  SSI        S4K   FUhe   50-413.6^/02/29,8403070135- 

—  9403070302  Rev   10  to   ppoc«dur»  CN8-13?0  01-00-0073,    "1  nlta  1  l»t  i  an   Spec 
Manual    Mechanical    Installation   Procedure    for  Eltctrlcal 
penetration  Types   B,  C,  D.F,  9,H,  -J,  Hi  L  4  M   " 
»      Duke   Power   Co        B3/OB/24        3opp        22537  OS7        24  X 
Flche   30-4 


9402090016  Board    Notification   64-031    Inform*    that  Cammf  ulan    r*calvid 
affidavit   -fron    former    utll    »mploO«t  Alleging    that   utll 
deliberately    undBTmineif    QA    program  at   facllltlei 
Inveitljatlon    In  progrBn. 

NQvAKrT  H  Aeelitamt  Pfrsctor  for  LUentlng  64/03/S9  KELLV,-J  , 
PUfiDOM,  P  ,  FOSTER  -R  Atomic  SafBtg  and  Llcenilng  Board  Pj»n«l  3ff 
67217  043  24X  Tiche  SO-413,  B4./02/89,  B40B090016 


For  ward  i    nonpropr  1*  tarij    &   proprletarg    "Technical    Baeli    for 
Eliminating   Fresiurl  zar   Surge   Linn   Ftupturi*   ft   Structural 
Deelgn  Bails    for   CatawBa.  Unl  t*    1    &  2   "  Revliad   FBAfi  pag** 
aleo    encl    Proprietary    rapt   withh»ld    cref    10CFRB  770) 
TUCKER.  H  S        Duke   Pouer   Co         84/O2/B9       DEN  TON,  H  R       Office    of 
Kuclear    Reactor   Regulation,     Director        ADEHHAM,  E  0       Llcanitng    Branch 
4        3pp         32674   087        24X    Fieh*    30-413,94/02/27,8403190394 

—B4031?0399   Application    for    withholding   proprlttarij    rapt    HCAP-KM87, 
"Technical    Bailt    For    Eliminating   Preiturltvr  Surge  Lin* 
Hupturee    as    Structural    De«lgn  Bail*   " 
lltEBEMANN,  R  A        W»ltinghoD*»  Electric   Corp        B4/02/13.       DENTON.H  B  ' 

Office    of  Nucleir   Reactor   £agu  tatlon,    Director,      9pp         SSA74:093 
24X  Flche    SO-413.  84/02/39,  B4O3190374 

—  H40-3170404  Honproprlatarij    "TecNnical    Batlt    for   ElimlnatltiB    Prmurliir 
Surge    Line    Hupturtt   ai    Structural    Dnign  Bailt   for  Catawba 
Unit!    Ids" 

3«AMY,  9  A    ,     YANO.  C    V.  .     SANE,  A  D.       U«ltlnghou»e  Electric    Corp 
UCAP-104BB    tNP)         84/02/10         107pp        ZS674,  101.       24X 
Fie  he    90-413,  B4/OB/29.  9403190394 

64  03060*22   Provitfai    *eiand    »uppl    to   B3111B   lubmlttnl   t  addl    Info   on 
poiitlve    ispetti    of    elimination    of    arbitrary    inter»iill«te 
pipe    irtili    from   f»cilltie* 

TUCKEft,  H.  B        3>Jke    Pouer   Co         B4/O3/01.      DENTOW,  H  R       Ctfict    of 
Kuclear   Rtactor  Regulation,     Director        ADEN8AH,E  O,      Llcinflng    HrtntA 
4        Sjip         23311    33?        24X    Fi  chn-  30-413,  B4/03/01,  84030404  S2 

B403190237  Foruarda    "Steam   Pra*»ur*   Supprmlon   Ch*ract*r  l*t  ici   of 
W-jter-SoIub  Is   Plaitlc    Hembrar*  Shielded    Ice    for    Ice 
C-Dtidenaer   Containment  Nuclear    Pauer   Planti    " 

TUCKERjH  B.       Out*  Poutr    Cn         S4/O3/07       DENTON,  H  R       Offlc«    of 
Nuclear    Reactor   Rigulatlon,     Director        7pp.      S367Z    IOS         S4X 
FichiB   30-OOO,  B4/O3/07,  B4O3190KS7 

B403SBOIS2   Summary    of    B40224  meetinj    u/M*itlnghou«e  Ouner*   Oroup    In 
Beth**da,MD   re   propotad   Ma*tlnghou«e   ctean   generator  tube 
rupture    gennrlc    program  Atteride*    Htt   fc  ag*nda    end 
NERBES,  V        Llcenilng    Branch    3.       84/03/07  Llcanilng    Branch    3 

35pp        22311    131         24  K  Flch»    3O-OOO,  B4-/03/07i  8403260182, 

B4O3130104  providKi    clarification    at    third    paragraph    of  S4O529    Itr  r* 
ponibilitg    of   ueltfed    piping    attachment*   being    located    In 
ilo»*    protlmltv    to    eliminated    arbitrary    Intermedlatt  break* 
TUCKER,  H  E        Dllka    Pounr   Co         B4_/O3/Oa  __     DEN  TON,  H  R        Office   of 
Nuclear   Reactor  Regulation,     Director        ADENSAM,  E  B.      LfcantLng   Branch 
4        Spp        SS600  236-        24K    Fiche    30-413,  B4/03/OB,  S403I30104 

B10316D197  Forward*    rr*oon*>c    to  EO  Aden«am  820401    r*o.ut«t   fjjr 
qualification  riocumrntatlon   re  opirabilitv   of   containmint 
purge  1    vent    valvei    In   Mod»e    1-4    per  Tech   Spec    3  i.  1  9 
TUCKER,  H  B        Duke  Pouer    Co,       34/03/12        DENTON,  H,  R        Office    of 
Nuclear    Reactor    Reg^ukat  ton,     Director        ADENSAH,  E.  0       Lieeniinfl   Branch 
4        333pp         33633   IBS        24  X   Flch*    SO-413,  84/03/12,  840314O197 

S40SD9O041    Board   Notification    84-OSQ   provldei    Comnii»»ion   fall<1 
itatenent    ti   propomed    rul*maklng    on    environ   qualif  Jcatloni 
ETSENHUT.D  0        Division    ot    Licencing        Q4/03/14  Atonic    Safety  *1t 

Lic.nii.nfl    Board  Panel          lOpp         24  J   Flche   SO-000,  84/03/14.  3403090041- 

B40320016S  Foruardt    lummarv    of    experience   for    operation*   per*crmel   to 
b*    llc*ni*d    on   Unit    liper    940114   &    0226  commitmintt   B*t*il    an 
operating    *hift   ««p«ri»nce    raqoireraentinuf  *ici»nt 
eiperitnce    available    to    itartup    &    0-pera.ti  Unit    1 
TUCKER,  H,  B.       Duke    Pouitr    Co,        84/03/14.       DENTON.  H,R,       Office   of 
Nuclear    Re*ctor-  R>gul*tlonr     Director        ADENSAMrE.O.       Llcvnmlrg    Br«nch 
4         12pp        22677  O01,       34  X   Fierh*.  SO-413,  84/03/14.  B403SQO1AS 

8403330074  R«q.ue*t>    that    inubber   Tech    Speci   b*  written   to    reflect   imp 
on   unit   batlf    in«t»ad   of    curr-int   myi  ba«i>.  Conelut  ion*   from 
review   of   J   Sapir   7403O1     Itr    re    Tech    Sptcc   for    tnubbir 
operabilitij    ti   iurv*l)lance    listed 

TUCKER.  H  B        Duke   Power    Co         94/03/13        DENTON,  H.  R,       Office   af 
Nuclear    Reactor   Regulation!     Director        ADENSAM,  E  O.      UCinctriB   fl'*nch 
4        2pp        S27tS-3Q£>        S4X    Fich  a:  50-413,  84/03/13,  8403820074. 


—  S4Q3Q7021?  B«V  B   to  Procedure   CNS-1390  01-00-0071,     "Proctdur*    for 
Inttallttion  of   Type  A    (6.900  Volt*   Electric    Pim  trat  (an 


OOVEB.R  P        Dul*   POUKT   Co.       03/03/07 
F  I  che;  30-413,  B4/Q2/SBj  B4030701BS 


330pp        B2S37'  167.       24X 


84O327C21S   Forward*    ricponte    to    f  o  1  1  ouup   queitloni    from  B402O7  aieatlnf 
re   environ  nual  If  £c*tlon   of   D«  Dbrltfn  Heetrieail 
penetritions    T»«ti    v*rif(|    adiquacu    «"'  Typi   K  module   for 
plant    application*, 

TUCKER.H   B        Duk*   Pouier    Co.       S4/O3/1A.       DENTON.  H.  R.      Of/Ice    of 
Nucltar   Reactor   Regulation!     Director.      ADENBAMi  E.  0.      LICi-nilna   Branch 
4         4pp,       29770:973        24X   Fl  ch  •'  SO-413,  B4/03/li-  8403270813. 
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B4033OO188  Provide*    plant-epic  if  tc    Info   tt   generic    info    omitted    from 
Meetinghouse   Owner*   Oroup    831201    Ii  B40312    ltrs> In    rispon** 
bo   Generic   Ltr  83- IOC    Issues    re  rue  tor   coolant   pump    trip 
reaolvej 

TUCKER.  H    B         Duke   Power    Co         84/03/26         DEN  TON,  H   R.        Off  lev    of 
Nuclear   Reactor  Regulation,    Director        EIBENHUT.  D  G         Division    of 
Licencing          3pp         32919   Sf3         24X    Fiche    SO-413.  B4/O3/26,  B4O33001SB 

S40330O1O7    Forwards    proprietary    &  nonproprletary    versions    of, 
"Methodology    for   Addres*ing    Superheated   Steam  Releases    to 
lea   Condenser  Containments    "   Proprietary   version   uithhald 
<ref     1OCFR2   790) 

TUCKER,  H- B        Duke   Power   Co        64/03/28        DENT  ON,  H  R         Dffict    of 
Nuclear    Reactor   Regulation.    Director        ADENBAM.  E  9        Licensing    Branch 
4         Spp,        22319  OOt        24X   Fiche  80-413,84/03/28,8403300107 

— B4033OO11&  Requsits    proprietary    "Methodology    for   Addressing    Superheated 
Steam  Releases    to    Ice  Condenser   Containments."    ba    withheld 
front   public   disclosure    pir    IOCFR2  790 

MI£8£MAMN,R.  A.       Hsstinohouie  Electric   Corp        84/O3/H6.        DENTOM,  H  H 
Office    of  Kuclfir   Reactor   Regulation,    Director         6pp         228 11?  OO3 
24X    Fiche-  30-413-  84/03/28,  8403300107 


F      Security,    medical,     emergency    Ei   fire   protection    plant 

S4O3G90254   Public    version    of   revised    crisis   mgt  plan   imp] •minting 
procedure*,  including    Procedure*    9   3  4  re   scheduling/planning 
support    group.,  3   3  6   ra   radiological    support   group    &  5  3    7   re 
technical    support    group   W/831107    Itr  t  JM  Felton  nemo 
TUCKER,  H    B         Duka    Power   Co          B3/10/31         371pp         2S59S   OSS         24X 
FichO    SO-000,  B3/1O/31,B40309O2M 

B40306Q336   Reviled    emergency    imp  lamenting   procedures,  including 
Procedures   HP/O/A/SOOO/Ol    re    c  lass  i  f  ication   of    nnergenen, 
.RF/Q/A/5QQCVQ2    re   notification   of    unusual    tvent   & 
P.P/0/A/300C-/O3    re    alert    W/B4O2S7    Itr 

TUCKER.  H    B         Duke   Power   Co          B3/13/OB        DENTDN.  H   R        Office    of 
Nuclaar    Reactor    Flvgulatlon.    Director        ADENBAM,E  Q       Llonllng    Branch 
4  198pp.        22S13    122         24X    Fl  che-  30-413,  B3/12/OB,  fl4030A033A 

B4O306023&   Rev    11    to    crisis    mgt   plan  VJ/B10aa4    Itr   b   public    Info 
pamphla t 

VAUGHN,  T  E        Duke   Power   Co         B4/O2/OE       64pp        23516  IBf,       S4X 
Flch*    50-OOO,  S-»/02/O2,B40306O229 


— 84O33OO119  Nonpropr Iitarv,     "Kethodologij    for  Addrenlng    Superheated 
Etaan   Rvleaitt    to    Ice   Condenier   Containment!    " 

«      Havtitighouse   Electric   Carp        84/O3/BS        24OPP         22B19.O11.       Z4X 
Flche.  SO-413,  34/03/28,8403300107 

e     NSC  Safety  Evaluation  Report    (SER)i    suppii  &  correipondano 

8403120133   For ward i   revised   Procedure!   SD-DP-003,     "Procsit   Control 
Program         i"    BD-OP-042,     "Aisembly    b  Ditatiemblg 
Proeadura         "   fc  BD-OP-3?i     "Operating   Procedure    for    Mobil* 
Canant.     ."    per   F8AR   Question   460    11    &  BER   Section    11.4    1. 
TUCKER.  H,B.       Dule   Power   Co        83/10/28,       DENTON.  H  R.       Office    of 
Nuclear    Rvactor  Regulation,    Director        ADENSAM. E  0.       Licaniing    Branch 
4         Sff.       B23B6   IBS,       24X   Flchi  00-413,  B3/10/2S,  B40312O133 

EM0301O33S   Dlicusiei   mods    to    imergencij   reiponte    guidallnvi    in    ruponie 
to   6ER    ti   NUfiEO-0737,  Suppl    1 

TUCKER,  H,B,       Duke  Pouer  Co        B4/02/22        DENTQNi  H  R.       Office    of 
NucHar    Raactor  Regulation'    Director        2pp        32433   324.       34X 
Fi  ch«:  90-413,  B4/02/22,  B4030 10333 


94032801 02   Public    ver 1 1  on   of    revised    emergency    plan    implementing 
procedura-B.  including    ProcadufH   RP/O/A/SOOO/02  re 
notification    at    unusual    event   &  RP/O/A/5000/03  r*    alert. 
U/94O312    Itr    b  Jrt  Felton   B40331    ralease  mtma 
BDLCK,  M.  E   ,     COX.J  W    ,    TUCKER,  KB         Duke  Power  Co        84/02/06 
BENTONi  H   R        Office    of  Nuclear  Reactor  Regulation!    Director 
ADENSAM,  E   0.       Licencing   Branch   4        267pji        22B13   O21        S4X 
Fich«    30-413,01/02/06.  8403230102 

8403010339    Discus***   modi    to    smergffiicg  retponie   guidellnei    in   Teiponte 
to    SEA    &    WUREO-0737,  Suppl     3 

TUCKER,  H    B        Duke    Power  Co         B4/Q2/32       DENTON,  H   R       Dffict    at 
Nuclear    Reactor   Regulation'     Director        ADENSAM,  E    0       Licensing    Branch 
4          Epp,        22432:324         24X    Flch*    3O-413, 34/02/82.  B40301Q333 

B40207OOOA    Board   Notification   84-034   forwards   R  Vol  linir   B4Q306  nemo   to 
D   Elsenhut   re    fir*    research    results   concerning    flrei   in 
alvctrlcal    cabinets     in   control    room 

E1SENHUT.  D  Q.  Division  of  Licensing  84/03/23  PALLADINQ 
Commi**ioner-s  Ip  23576  2O3  24 X  Fiche  90-000,64/02/33! 
B4D2090006 


S4O303O377    Matlflcatlon    of    B40306-OB   site   visit   Ic  meeting    u/utll    In 
Charlotte,  NC  It  York    County, SC    to  audit    equipment   environ 
qualification    <BER   Outstanding    Iisue   4b ) 

JABBCKM.K    M,       Licensing    Branch   4,       84/02/24        ADENSAM,  E    0.       Licensing 
Branch    4.       3pp.       22327.  29B        24 X   Ficha    30-413,  B4/02/B4>  B4O3O3O377 

B403O70432  Notification    of   840312  meeting   u/utll    t  UeitlnghDuae    in 
BetheBdatMD  to   ditcuts   retolutlon    of   main    steam   line 
break    anallfili    (BER   Confirmatory    Issue    12^ 

JABBOUR.K.N        Licensing    Branch   4        84/02/24,       ADENSAM,  E   O         Licensing 
Branch    4.       3pp.       2296&1300        B4X   Fichi- 30-413,  B4/02/24,  B4OOO7O422 

6403020317   Forward*    Rev    10   to    "Analuil*    of  Hydrogen  Control    Mvaiurei    at 
McOulrfr   Nuclear  Station,"    per   S8ER    7    (NUREQ--0422) 
TUCKERjH  B        Duire   Power   Co.       94/02/27        DENT  ON,  H  R         Office    of 
Nuclear    Re, actor  Regulation!    Director        Spp,       22441    216         24X 
Fie  he:  30-000,84/02/29, 6403020317 

— B403O3O321    Rev    10   to    "Analu.il!   of   Hydrogen   Control    Meaaures    at    McGuIre 
Nuclear   Station,  " 

*      Dure   Power  Co.       34/03/27,       30 pp        22441. 21B        SIX 
Fi  ch«-  30-000, 84/02/29,  B403020317 

6403300078  Advises    that   all    essential    equipment    cooled    b(|    nuclear    svc 
water    iya   req.uallfled    for    100  F<per   B31013    Itr    re   3ER 
dptr    Item  S. 

TUCKERiH.B.       Duke  Power   Co,       84/03/13        DENTON,  H  B         Office    of 
Nuclear    Reactor  Regulation,    Director        ADENSAM, E  0         Licencing    Branch 
4.        Ip.        22499.133,       24 X  Flchf  30-413,  84/03/13,  G403Z0007B 

B4Q3200221   Request*  NRC  approval   of   proposed   fire   brigade   organiiation 
in   SBER. 

TUCKOtiH   B.       Duke   Pouer   Co.       B4/03/14.       DENTON,  H  R.       Office    of 
Nuclear   Reactor  Regulation,    Director       2pp       22700,022.       24X 
Fieht.  30-413, 84/03/14,8403200221. 

840330OO79   Oiicum*    redundant    emergency    lighting    per    BER    Open    Item    19 
Lighting    unneceisaru,    In    areas   not   manned    during    tranelent    or 
•ccld*nt   condition*  Lighting   available   for  malnt   in    listed 
areai. 

TUCKER.H.B.       Duk*   Power   Co.       84/03/23        DENTON,  H.  R         Office   of 
Nuclaar  Reactor  Regulation,    Director       ADENSAM, E,  s       Licencing   Branch 
4.       2pp         B2B21U73        24X   Fiche   90-413, 84/03/23,  B40330O07? 


—  B4O3DSO316   Rocomfrnnds    that    info  re    fire   research    results    concerning 
fires     in    electrical    cabinets    in    control    room  b*    submitted 
for    board    notification,  par    NHR   Ofc   Ltr    !•?,  dtd   BS1001    Further 
evaluation    op    test    data    required 

VOLLMERj  R   H        Division    OF   Engineering        &4/02/O&       E13ENHUT.  D   S 
Division    at    Licensing         lOpp        22576  204        24X 
Ficha-  3O-000,  04/02/23,0402090004- 

B4031600Bi   Formards    IE    Insp    R*ptl   30-413/B4-11    h  SO-414/B4-07   or 
94O131-Q2O3  No    violations    or    devijitlons    Identified 
DANCE,  H    C         Division    of  Project  fc   Retidint  Programs       B4/02/27 
TUCKER,  H   B        Duke   Pouer  Co         2pp         22659   103        SIX 
Fiche-  30-413,  B4/O2/S7. 


—  94031A0092    IE    Intp    Repts    3O-413/S4-11    &  50-414/84-07  on    B40131-OIZ03   No 
violations    or    deviation*    identified   Major   areas    impacted 
fire    protect  ion/ore  vent  Ion 

MILLER,  W.H        Region   2,    Office    of    Director        B4/O2/21         9pp 
tOS        24X   Fiche   90-413,  B4/O2/27,  B4031600S& 


S4030&O417  R«iponiJ*    to    EO  Ad  en  lam  B4O120   Itr    transmitting    tummary    of 
f[r«    proteetinn   cite   audit   on   831  1O1-04  Fire  protection   tyi 
valvea    will    be    loclvd    in    appropriate   poiition   slnci  related 
circuitry    not    supervised    per   WFPA  72D 

TUCKER,H,B.       Duke   Pouter   Co         B4/O2/2?       DENTON.HR        Office    of 
hfuclear    Reactor    Regulation,     Director        AD  ENS  AM  i  E   C       Licensing    Branch 
4         2pp         22318-190        24X   Flch  e    30-413,  B4/02/29,  8403060419 

9403160278   Extends,    invitation    to    attend   840316  workshop    to    discuss 
10CFRSO,App   R  requirements   tt  retulti  of  recent   Insp  to   help 
resolve    misunderstanding    associated   u/nqulrementi 
LEWIS,  R.  C         Divi»l<m    of   Project   Si  Resident  Programs        B4/Q3/02 
TUCKER,  H   B.       Duke   Power   Co.        Ip         22660  274        24X 
Fit-tiff'  3O-OOO,  B4/O3/O2,  8403160278 

B4032OOS21    Requeitc   NRC   approval    of    propoied    fire   brigade    argani  i*tion 
In   ESER. 

TUCKER.KB.       Duke   Power  Co         B4/03/14       DENTON,  H,  R,      Office    of 
Nuclear    Reactor    Regulation     Director        ADENSAM,  E  Q       Licensing   3nnch 
4         2pp-       S2700-022        E4X   Fiche:  30-413,  84/03/14,  B403200221 
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Q      Ad  jutfl  calory    correspondence 

B403010209   Motion    for    eitension    of     time    until    B4O323    to    submit    vieiui    on 
ASLB    referral     to   ASLAB    re     rejection    of    Palmetto   Alliance 
contention   on    reliability    at    Transamerlca    Del  aval    tfieiel 
g  a  tiara  t  nrs 

JOHNSON,  Q  E        Hearing    Branch    4        B4/03/2?  Atomic    Safety    and 

Licensing    Appeal    Panel          3pp          33436   004         34*    Flche    30-4(3.84/02/29. 
8403010309 

8403070033   Forwards    joint    propo-aeS    Findings    nf    fact   &  conclusloni    of 
lain    on   Contention*    PA44/CESQ1B   re    reactor    embr  i  ttlement    tc 
joint   Contention  DEB  17   re    advers-e   ueather 

RILEV,  J        Carolina   Environmental    Study   Group         RILEV.  J        Palmetto 
Alliance         34/02/59         KELt-EY,J    ,     FOSTEB.fi    .     PURDaM,P          Atomic    Safety 
and    Licensing    Board    Panel         Ip         22541    163        24  X 
Fithe    30-413,  B4/O2/B9,  B4O3Q7OO33 

—  0403070037    Proposed    findings    of    fact    b   conclusions    of    lau    in    form  of 
partial    initial    decision    on   Contention!   PA41/CESQ   IB    re 
reactor    embri  ttl«m«nt    !i   Contention    DES17    re   adverse   weather 
Certificate   of    Svc    encl 

RILGViJ    L         Carolina    Environmental    Studg    Group          GUILD.  R          Palmetto 
Alliance         GUILD,  R         Oulld,     R         S4/02/29         31pp         22D41     166         24X 
FichB    30-413.  B4/02/37,  B4O3070033 

840314O123  Forwards    NRC    insp    repts    ti    accompanying    violation   notices   re 
facility   flrt   End    repts    fc   notices    issued    after    cloBe   of 
Dec    19B3   hearings    Palmetto   Alliance    served   ui/notlces  & 

Utll      responses 

JOHNSON,  O   E         Hearing    Branch     4         64/OB/29         KELLEV,  J   L    ,     PURDDM.P   W    . 
FOSTER,  f)  F        Atomic    Safety    and   Licensing    Boartf   Panel         BBpp- 
010        34X  Fictie    50-413,94/02/39,6403140123 


8403070030  Order    Brant  trig    staff    request    for    eitension    to   8.    Including 
B4Q323    of    time   wttMn  which    to    submit   views    re    ASLfl   930BS3 
referral    order    in   proceeding 
SHOErirtKER-C   -J        Atomic   Safety    and    Licensing    Appeal   Panel        64/03/01 

Office    of    the  Executive    Legal    Director         Spp         33  Ml    274        24* 
Ficho    50-413.34/03/01,  B4O30700SO 


Forwards    eierciiif    ^valuator    document    used    in    conjunction 
m/B-40215-16    emergency    rug  t     eiert  1  se>  NJHEO-OiiS4,  Rev    1    t 
portion    af    community    limes    survey    dealing    u/  emergency 
planning    U/o    ends 
SHEAR  IN,  R   V         &ute    Poiuer    Co         84/03/O2         GUILD,  R         Palmetto    Alliance 

RILEV.J   U        Affiliation   Not   Assigned        2p  p         23316    157        24X 
Flrhe    30-41  3,  34/03/02,  B403IM.QB40 

84Q307004B   Response    opposing    Carolina   Environ    Studg    Oroup    040214    o-Pfer 
of   proof    re   reactor    vessel     bechnologyj  FatiB"^   at    M-Qh    temp, 
strain    gauge    technologij   &    structural    integrity    or    LWR 
eanponants    Certificate    of    Svc    enc  I 

MCOAHnViJ   M        Cufcp   Power    Co        MCOAHRY.J  M        Bishop,    Liierman,     Cant. 
Cue-cell    &   Reynold*        64/03/02  Atomic    Safety   anif  Licensing    Bnard 

Panel  Hpp         SS5t\    235         24X    FichB    90-413,94/03/05,8403070049 

8403140043  Foi-uard*    J   Smercak    affidavit   af   nondisclosure    for    assistance 
in    prs-paration   of    staff    proposed    findings   W/o    encl 
JDHNSON.S   E         Hearing    Branch    H         B4/O3/O2         KELLEY,  J   L          Atomic 
Safetij    and   Licensing    Basra   Panel         Ip        22633    119        24X 
Flcne    30-413,B4/t)3/02,B403140Q43 

84030901  1£  Forward!    luppl    to   Palmetto    Alliance    proposed    findingi    of 
ract   ft    conclusions    af    lau    In    form   of   partial     initial 
decision  Part    V  on    li  oneij  c  omb  i  no    omitted    dua    to    In   camera 
ma  tl 

GUILD.fl        Guild,    R        GUILD,  R.       Palmetto  Alliance        B4/03/O6 
KELLEV,  J  L    •    FOSTER,  R   F    ,     PURDAH,  P    U        Atomic    Safety    and    Llc«nslng 
Gpard   Panel         38pp         22973  SIS        24  X    Flche    30-4  13,  94/03/06, 
H4030901ia 

—  B403090I  13  Birppl    to    proposed    findings    of    fact    &    conclusia-ns   of    lau 
in    form  of   partial     initial    decision   Certificate    of  Svc    encl, 
GUILD,  R        Palmetto    Alliance        QUILfl,  R        Quild,    R        B4/03/0&        Sopp 
33575    236         34K    Fiche    30-413,  B4/O3/O6,  B4030901  12 

9103140124   Resaonst    oppailng    Carolina   Environ    Studg    Orouo    B40216   nation 
to    reopen    record    an   reactor    embri  ttlement   Offer    of    proof   at 
to  matls    acceptable   Certificate    of   Svc    end 

JOHNSON,  0   E        Hiar-Ing    Pronch    4        34/03/07  Atomic   Sjfetv   and 

Licenslns    Board    Panel         <7pp         23430   2Sff        24)T   Fichr,  30-413,  04/03/07, 
3403140124 

B403140130  Kotifii*    of   B403I3    enport  ement    conftrence    in  Atlanta,  OA 
to    inform    llceniBi    of   ue'lder    9    Issue    so    corrective    action 
maij    be    cuwmB-ncici  Seating    suiMarij    will    be    Poruardvd    to   ASLQ 
b   garbles    to   proceeding 

JDHHBQW,  0.  E        Hearing    Dranch    4        B4/03/07        KELLEY,  J  L    ,     FOSTER,  R    F   , 
PURDOrt,  P  H        Atomic    Safety   and    Licensing    Board    Panel         Ip 
22A20.33Q        34X  Fiche    5D-4I3.  84/03/O7,  S4Q314O1  50 


B403140169    Informs    of    impropor    svc    of   Carolina   Environ  Study    Group/ 
Palmetto    Alliance    proposed    findings    of    fact    &    conclusions    of 
lau    re    a-dvene   weather   &    nonrecelpt    of    proposed    findings    on 
Contention    16 

JOHNSON.O    E         Hearing   Branch    4        84/03/07        KELLEY.  J  L   ,    FOSTER,  R  F 
PURDOM,  P    a        Atomic   Safety    and   Licensing    Board    Panel         Ip 
22650   333         24  X    Fiche    30-413,  B4/03/O7,  B403140149 

B40314004&  Prop  os  ad    findings    of    fact    &   conclusions    of    laui    In    form  of 
partial    initial    decision    on    Contention   6.  Palmetto    Alliance 
Contentions    16    b   44   81  DEB    Contention    17  Certificate   of   Svc 
encl 

JCHNSuN,  G    E         Hearing    Branch     4         S4/03/DB         SlOpp,        BS633'  30?         S4X 
Fiche    SO-41 


B4O3130071    Forwards    applicant     interrogatories    &   request    to   produce 
documents    re    dlasel    generator   contention,  per   840223  order 
Related    correspondence 

CARR.A   V        Duke    Power   Co         04/03/11        RILEV.J  L        Carolina 
Environmental    Btudy   Oroup,        GUILD,  R        Guild,    H         Ip        82602   169,      34* 
FIcha    30-413,94/03/11.  B4O313O071 

—  B403130077    Interrogatories    £>    requests    to   produce    documents    on    diittl 
generator    contention    to    Carolina    Environ   Study    Oroup    b 
Palmetto   Alliance  Certificate   of    Svc    encl    Relattd 
correspondence 

CARR,  A  V        Duke   Power    Co         84/03/11  Carolina   Environmental 

Study    Oroup         27pp        226Q2    170        24X   Flche    90-413,34/03/11, 
B4031  30071 

84031AO02?  Reply    to    intBrvanors   d  NRC    staff    proposed    findings    of    fact 
&   conclusions    of    lau   Certificate   af   Svc    encl 

MCGARRYiJM         Duke  Power    Co         MCQARRY,  L,  M        Bishop,    Libtrman,    Cook, 
PurCBll     i>   Reynolds         84/O3/15         197pp         23634    123         24  X 
FlcBe    30-413-84/03/13,8403160039 

84031-90073   Foriifards    quflition*     For  FEHA  uttnessti    to   aillst    In 
preparation1    DC    testimony    on    offslte    emergency    planning 
contentions    All    testimony    uitl    be   required    to   be    filed 
on  04040A   ti   09  Hearing   will     commence    on   B40424   W/o    encl 
MCOURREN.M  J        Hearing   Branch   3        B4/O3/19        PERRY,  8        Federal 
Emergency    Mariagenent    Agency          Ip        S266&    139        24X 
Ficlt*    30-413.84/Oa/15,B4O31«?O073 

B4O319O174   Forwards    "NRC   Staff    Supplemantal    Proposed    Findings    of    F*tt 
in  Form   of    Partial    Initial    Decision   on    In   Camera    Issues    re 
Contention    6    (QA),"    per   S4Q3O7  to  Icon  W/o    encl 

JOHNBarj,C,  E         Haaring    Branch    4        B4/03/13        KELLEV.  J  L,  .    FOBTEBiFrF, 
PURDDM'P   H        Atomic    Safety    and   Licensing   Board    Panal         Ip 
S2671    162         24X   Fiche    50-413^  B4/03/13,  B403190174 

04032000-42  Memorandum  t    order    denying    motion    to    defer   further   *ttion 
on    two    pending    OL    dieiel    generator    contentions    until   after 
S0ER    ItBuancB 

FOSTER,  R    F    ,     PUHDDM,  P    W    ,      KELLEY,  J   L         Atanlc    Safety    and    Licensing 
Board    Panel         B1/O3/16  Palmetto   Mllanet        3pp        23699,182.      S1X 

Fiche    30-413,  B4/03/1A.  8403300042 

B40320OOO7    Interrogatories    t-    requests    to    produce    documents    to  carolln-t 
Environ    Study    Croup    it  Palmetto  Alliance    on   ASLB    contention 
re   dleiel    generator    reliability   Certificate    of   Svc    incl 
Related    correspondence 

CARR'A  V        Duke    Pouier    Co         CAHR-  A  V        Bishop,    Llberman,    Cook,    Purcill 
1.  Re-ynolds         B4/03/19  Carolina   Environmental    Study   Croup        Sl^f 

32699-203         24X    Fiche    50-4  13.  84/03/19,  B403B00007 

84032S0237    Supplemental    Invar  rogatoriea    to    utll    re    emtrgency    dl«sel 
contentions    admitted    by   ASLB    Certificate    of   Svc    encj   Related 
corr»Gpo[\den<e 
FtILEV,J   L        Carolina  Environmental    Study   Oroup         DSB  047,       BV03/1*? 

Du»e   Power    Co         9pp        22719   034        24  X   Fiche    30-413,84/03/19, 
8403  220337 

B4Q32E0233    Interrogatories    &    requests    to    produce    documents  ri   dinel 
generator    contentions    to    applicant   t>  NRC    staff   Certificate 
of  Svc    encl    Related    correspondence 

QLJILD'R        Palmetto    Alliance         GUILD,  R        Carolina   Environment*!    Study 
Oroup         GUILD,  R         Ouild,     R          DBS  049        84/03/22  Duk*  Power  Co. 

EOpp          8H719    014          24X   Fiche     BO-413,  84/03/22,  B403220B33. 

B40327OO11    Kotifles    that    svc     list  amended    to   reflect    appointment    of 
separate    board    For    emergency    planning   Shearln   B40302    Itr   to 
Oulld    Si  fi  i  1  By.  34O31B    Itr    to    Suild   b    tupp  lemental    ansuers    to 
interrogatories    end    W/o    enc  1,  Related    correspondence 
SHEARIN,R  V         Dufce    Pouter    Co         DSB    114        B4/03/E2,       MAROULIEB,H   B  , 
LAZO.R    N   .     HOOPER-  F  F        Atomic   Safety    and   Licensing   Board    Pantl.       lp> 
2376-?    3B5         24-X    Flche    50-413r  B4/Q3/22.  840327001  1 
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B4O32603A7   Response   to   ASLB    questions    re   whether    memorandum    referred 
concerning    dlesel    generator*    should    be   accepted   (<   hau  ABLB 
should    d«cid>    posed    Issues    Referral    request    fails    to 
satisfy    Interlocutory   review    test    Certificate    of   Svc    encl 
MCOARRY.  J  M         Duke    Power    Co         MCQARRY,  J   M         Bishop,     Llberman,     Copt. 
PurcBll     b   R«ijnold»         DSB    OB3         91/03/23         33pp         22760   079          24* 
Ftcha    3O-413,  B4/03/S3,  B4032i0367 


— 64O3O7O21O  Forwards    revised    response    to   NRC    Itr   re  violations    noted    in 
IE    Insp    Repts    30-413/83-17    t,    &0-414/B3-16   Corrective 
actions    QA   Procedure   QA-140.     "Inspector   Certification'"    mill 
be    ra vised 

TUCKER, H   D          Duke    Poiaer    Co         84/O1/23         0'RGILLV.J   P         Region    2. 
Office    of    Director          2pp          22S3B    3&Q         24X    Piths    SO-413.  64/02/24, 
B4O3D7020S 


6403270322'  Views    on  ASLB  840223  referral    of  540317  rejection    of 
generic    aspects   of    Intervenon   dlesel    ganerator 
contention   Certificate   of    Svc    and 

JOHNSON,  0  E       Hearing   Branch    4        DSB    132        84/03/23        G4pp 
227B7   O69         24X   Ficht    30-413,84/03/23,8403270322 

B4O3B9O3BS    Motion   to   amend    &   suppl    dlesel    generator   content! oni, or 
In   al tei-natlve, motion   for    admission   of   neu   dlesel    generator 
contention   ASLB   urged    to    grant  motion  t>   admit    recasted 
•c  on  tent  i  on 
OUtLD,R         Palmetto    Alliance         DSB    192         84/03/23  Atomic    Safety 

and   Llctmslng  Board   Panel        llpp        22B14   193       24X 

Fiche- 30-413,  84/03/23,8403290382 


B4031iO253    Inf  orm-s    that    no    circuit    breakers    u/undeTvolt-ajB    trip 
a  ttaehmenits    In    use    In    safety-related    application    other 
than    realtor    trip    iijs.  in   response    to    IE  Bulletin    33-00 
TUCKEfl,  H    II         Dune    POLJBF    Co          B4/G2/24         D'HEIULY,  J   P         Region    2, 
Office    of    Director          Ip         226&D    143         24X    Fiche    50-413,84/02/24, 
S4031403S3 


8403160086    Forward*    IE     Imp    Hepts    3O-4I3/B4-11    (.    50-414/84-07    Dn 
B4O131-O203  No   violations    or    deviations    Identified 
DANCEjH   C         Division    of   Project   &    Resident  Program        B4/02/27 
TUCKER,  H    0         Duke    Powtr    Co          2pp          33635    103         E4X 
Fi  cha:  30-413- 51/02/27-  B4031&QOB6 


B40329O3BB  Memorandum   on   emergency    dleiel    generator    questions    referred 
ftr    1QGFR2  730  Acceptance    of    referral    urged   Certificate    of 
svc    end. 

OUrLD,R        Palmetto   Alliance        GUILD,  R        Carolina   Environmental    Study 
Group.        CUILD,  R,       Guild,     R         DBS     194         B4/03/23         29pp.          28814-283, 
84X   Fl  tha-  90-413,  B4/03/23,  B40329O3BB 


— S4O3160093    IE    InBp    Ftepts    SO-4 13/84-1 1    tt   SO-414/B4-O7   on    B40131-0203   No 
Violations    or   deviations    identified    Major   area*    Inipected 
fire    protect  Ion/prevention 

MrLLEHrW  H        Region    2,    Office    of    Director        CONLON,  T    E        Division 
of   Engineering   &  Operational    Programs        84/02/21        9p  p         226SS   1O5 
24X    FichB    BO-413,94/OS/27, 9403160006 


8403290379   Response*    to   utll    Interrogatories   J<  request  bo    produce 

documents    on   dleiel    generator   contention  Certificate  of   Svc 
•net   Relatad   correspondence 

OU1LO.R         Palmetto   Alliance        GUILD-R        Suild.    R        *  Carolina 
Envlronmantal  study   Group        DSB   191       B4/03/23       9pp       228 14   144 
B4X    Fiehe    30-413,  B4/03/23,  B403290379 


84O117007B    IE    Info  Notice   84-43,     "Potential    Deficiency   in    Motor 
Operated    Vjlv«    Control    Circuits   &    Annunciation    "    S/c    list 
encl 

JORDAN,  E  L.       Division    of   Emerqencij    Preparedness  Si   Engineering 
Ftespante     (Past    83O1033         84/02/SB  Consnlidated    Edison    Co-      of   Meui 

York,      Inc          liapp         22909   339         24X    Flche    30-000, 84/02/36, 


J      Insurance  h   indemnity    information 


B403140037   Forwards   EndoriBtnent  9   to    NELIA  Policg   NF-281 
ROBBINB,  J  &        Marsh   &  McLennan.     Inc        84/03/03        D1NITZ,  I 
Director    for  State   &  Licenses  Relations        2pp        22633   122 
Flche;  BO-413.  B4/03/03,  B403140037 


Ass  1  stant 
24X 


S4O314O123  Foriuards   NRC    insp    repts   I*    ace ompannlng   violation   notices   re 
facility    QA   Entl    repta    b   notices    Issued    after    close    of 
DBC    L983   FiEarlngn    Palmetto    Alliance    SET  vert   w/notit*t  & 
utll    responi es. 

JOHNSON, G   E        Hsaring    Branch    4        B4/O2/39.      KELLEV, J  U        Atomic 
Saf«tij    «nd    Licensing    Board    Panel         3Bpj>        22624  040        24X 
Fiche    80-413, 84/OS/29,  B403I40123 


0      Inipectlon   repartii     IE  Bulletins    *   correspondence 

B4030BO203    Responds    to   FOIA   request    for   documents    from  Mar    1977  -   Mar 
1779    re    MR  McAfee   allegations  Forwards   App   A   documents    Info 
alto    available    In   PDR, 

FELTON.  J   M        Division   of   Rulas  and    Records,       84/01/24        GARDE,  8.  P 
Oovarnment  Accountability    Project,       2pp        22984    164        24X 
Flche:  30-413.  34/01/24,  B40GOBO203 

— 840308,0812  Discusses   791113-16   Intervlaus   ui/ craftsmen    Intervteutei 
selected    by    principal    Inspector, per   Tl    2312/4    criteria 
Related    info   ancl 

MURPHY.  C  E       Region   3,    Chicago,     Reactor   Construction    It  Engineering 
Support    Branch        79/12/04        THORNBURC.  H  D        Director's   Office, 
Office    of    Inspection   and   Enforcement        ?pp        S23B4    lit         2-4X 
Flch*-  30-413.84/01/24.  84030BOSO3 

B4031603»3    Forwards    IE    Insp    Repts   SO-413/B4-03  t   30-414/84-O3   on 
B431O3-06   b   11-13  No   violation*   or    deviations   noted 
DANCE.  H.  C        Division    of  Project  (a   Resident   Programs        84/O2/17 
TUCKER.  H    B        Duke   Power   Co.       2pp         22&&0    177        24X 
Fl  ch»:  30-413,  84/02/17,8403140-343 

— B40316038A   Forwards    IE    Imp   fieptl    30-413/84-03   ti   30-414/84-03    on 
340103-06  tc    11-13, No   violations    or    divlatlons    noted 
Proprietary   review   of   document   uiaivid    by    uti  1    to   assure 
distribution   to   parties    In    licensing    proceeding 

DANCE,  H.  C.      Division   of    Project    &  Resident   Programs        B4/01/2O. 
CARR.A.  V        Duke   Pouer   Co.       Ip         B2A60   179        S4X 
Ficfll    50-413,64/02/17,  B403140343 


B40316O143    Forwariti    final    responie     to     IE   Bulletin   79-14, Rev    l.Suppl    2 
re    QA   program   ifor    seismic    analysis    of   Seismic    Category    1 
p  iping    sy s 

TUCKER, H    G         Duke    Pouar    Co          B4/02/29         O'REILLY,  J   P         Region    2. 
Offie*    of    Director        4pp        22635   331         S4X   Flche    SO-413.  B4/03/29. 
S4031&0143 

B402O90007    IE    Info    Nollca    B4-14.     "Highlights    of   Recent  Transport 
Regulatory    Revs    by   DOT  &  NRC    "   Svc     list    encl 

GRACE,  J,  N        Division    of    GA,     Safeguards   &    Inspection  Programs    (Post 
830103)         84/03/02  Consolidated    Edison   Co      oF    Neu   Vork,     Inc 

130pp          22332    329         24X    Fiene    30-000,84/03/03,61)02090007 

8402 090 OOS    IE    Info    Notice   84-16,     "Failure    of    Automatic   Sprinkler  Bus 
Valves    to    Operate    "   Svc    list    enc  1 

JORDAN, E. L        Division    of   Emergency    Preparedness   It   Engineering 
Response    <Po*t   830103!         84/03/Oa  Consolidated    Edison    Go      of   Neu 

York,     Inc         122pp        223S3   098        24X    Fiche    50-000,84/03/02,8402090008 

8402090009    IE    Info    Notice   84-1B,     "Reporting    pf  Radiological    Rflmei    " 
Svc    list    encl 

JORDAN, E   U        Division    of   Emergency    Preparadness  Et  Engineering 
Response     (Post   330103)         B4/Q3/O2  Consolidated   Edison    Co.     of  Neu 

York.      Inc         H9pp        22533  217        24X   Fiche    30-000,  B4/03/02j  B402090009 

8402090011    IE    Info   Notice    B4-17,     "Problems   U/Llquid    Nitrogen   Cooling 
Components    Beloul  Nil    Ductility   Temp    "    Svc    list    encl. 
JORDAN. E  L        Division    of   Emergency    Preparedness  k    Engineering 
Response    (Post   83O103)        B4/03/05  Consolidated   Edison   Co      of  N*u 

York,     Inc         H7pp.       22353  336        B4X   Fiche    30-OOO,  B4/03/03j  B4020900II 


— B403E6Q363   IE    Insp    Repts    BO-413/B4-03  »,  30-414/84-03  on   8401O3-Oi   h 
11-13,  No   violation*    or    dtvijtioTii    noted   Major   areas 
Inspected    containment    spray-uelding, wdding    matt    control    fc 
radlographic   e«»m 

ECONOKOB.N       Region  S,    Office  of    Director       BLAKE,  J,  J        Division   of 
Engineering   fc  Operational    Programs.       84/01/20        9pp        SS460    1BO. 
S4X   Flch«;  SO-413,  B4/02/  17.  B4031&O343 

B40307O809-  Ack    receipt    of   B40123  Itr    supplementing   B3090B   response 
Informing   NRC  of   steps   taken   to  correct  violations  noted   In 
IE    Imp    Repts    30-413/83-17  t>    30-414/63-16 

DANCE,  H.  C        Division    of  Project  b    Resident  Programs        B4/OB/24 
TUCKER,  H  B.      Duke   Power   Co         Ip        2293B,  339.       24X 
Fiehe;  80-413,  04/02/24,8403070208 


S-402O9OO24    IE   Info  Notice   84-09,  Rev    1.     "Lesions   Learned    From    Inspt    of 
Flrt    Protection   Safe  Shutdown   8yt    "    Svc    Hit   encl. 
JORDANj  E   L        Division    of   Emergency    Preparedness   !<    Engineering 
Response    (Post    B3O103)         84/O3/O7  Consolidated    Edit  on    Co.     of   Ntu 

York,     Inc.       UBpp        32639   049        24X   Flche    30-000.  B4/03/  07,  B402  090024 

84OSQ9QO2B    IE    Info   Notice    B4-1B.     "Bfrreas    Corrosion  Crackinj    in  PHR 
Sift    "    Bvc    lift    ancl 

JORDAN.  E   L        Division    af   Emergency    Preparedness  ti    Engineering 
Response    (Post    B30103)         at/03/07.  Consolidated    Edison    Co      of  Neu 

York,     Inc-       llSpp        22tSB4    18i        24X   Fiehe    30-000,84/03/07,8402090028 


04O31  60293   Ack    receipt   of    840215   ttr    informing   NRC    af   step*    tatsn    to 
correct    violations    noted    In    IE   Imp    Repts    30-413/83-32    h 
30-41  4/83-39 

LEWIS,  R    C         Division   of    Project   It    Resident    Programs        84/O3/OG 
TUCKER,  H   B        Dulre    Pouar    Co         Ip         23640    1£4        24X 
Flche.  30-413,  84  /03/OB,  B40316O293 
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— 3403160299   R«*ponD«    to   MFIC    B4O117    Itr    re    violations    noted     in    IE    Imp 
ftepti     30-413/B3-32   &    30-41 4/B3-39   Corrective    actloni    QA 
Procedure  OA-130    revised    to    assure   that    uttl    written 
qualification*    for   auditor!    In    Pull    compliant*    u/codai 
TUCKER,  H   B         Duke    Power    Co         B4/02/IB         O' HE ILLY,  J   P         Region   Z, 
Office    af   Director         2pp          32660    125         24X    Fiche    9O-413,  04/03/OB. 
Q4031i0293 


B4O301QB07  Forwards    "Investigation   of  Type*   AF  tt  AE  Piston   BUrt»," 
Trensamericii   Delaval,  Inc    Oumert  O^aup    progran    commitments. 
Rept    evaluates    cracks    In   AF   ptiton    skirts    in  Shore ham  & 
Grand    Oulf  Nuclear   Power   Stations 

Kl»9ELER,W  J        TDI    ( Traniainnr  1  ca  Delaval,     Inc    )    Owners   Group. 
84/02/37        DENTON,  H   R        Off  lei   of  Nuclear  Reactor   Regulation, 
Director        3pp        22434    09O        24X  Fiche,  30-000,  B4/02/27.  B403010207 


—  B4Q31A0307   Foruards    IE    Insp    R»pts    3Q-413/B3-S2   &    50-414/83-37   on 

631312-16  6   notice    of   violation 

LEWISjR  C        Division   at    Pr-oject   &  Reiltfint    Program        34/01/17 

TUCKER,  H   B.        Duke    Pouer    Co.        3pp         22660    127         24X 

Fiche    SO-413,  84/O3/OB,  B40316-0293 

—  8403160314  Notice    of   violation   from    imp    on   83121S-li 

*      Raglan  2-    Office   af   Director         B4/01/17         Ip.       22640    12?        24X 
Fiche    90-413,  34/03/03.04031*0393, 

—  B40316031?    IE    Imp    rlepts    30-413/B3-52  &   50-414/83-39  on   B31212-16 

Violation  noted    failure    to    «statiliirt    p«r»onnel 

qualification*    for   auditors 

BELISLE.Q   A    .     FOSTER,  L    ,     EMITH'C.        Region    2,     Office    of    Director 

84/01/13         12pp         SBfiAO    130.        24X    Fiche,  3O-413,  B4/O3/OB,  B403160293 

S4O207OQ31    IE  Bulletin  34-02.     "Failures    of   *E   T>jp«  HFA  Rilaiji    in   Ui*    in 
Class    IE   Safttij    Byi    "    Sve    littt    >ncl 

DEYDUNO.R   C        Director'*    Offlt*.     Office   of    Inipoction   and 
Enforcement        84/03/1?  Conto  1  Ida  ted   Ed  I  ton   Co      of  Niu    York,     Inc 

134pp         S2823  094        24X   Fii  he,  5O-000.  H4/O3/1B,  B4020W03I 

B403S90H70  Ac  k    receipt  -of   B40308   Itr    Informlna    NRC    o*    itep*    tatin    to 
correct    violation*    not»d    In    IE    Imp    R«pts    SO-4I3/B3-2I    «- 
5O-4  1  4/B3-22 

LEWISjR   C        DlvUlnn  of   Pr-oject  *  Re»ld«nt   Proora/n»        34/O3/1S 
TUCKER,  H  B        Duls   Pow«r   Co         Jp        22600  020        S4X 
Flcha    30-41 


—  B403290S7&  Respond*    to    NRC   3  309  12    Itr    re   ulolation*  notid     In   IE   Inap 
Repta    30-41  3/S3-2S    tt   30-414/83-22  CorrBctiva    aetlcnt    QC    imp 
criteria    for   cable   pulling    rsvited    to-  clarify    in»p»    of   cable 
bending    radlui   &    unsupported    length   during    routing. 
TUCKER.  HE         Dufce    PauerCo         B4/03/0&         a'REILLV.  JP         Region    2. 
Office    of   Director-        3pp         22800  021        24X    Fitht    30-413.84/03/19. 
8403390270 

B402090O43    IE    Info  Notice    B4-17,     "Two   Events    Involving  Unautharli  id 
Entries    Into  PWR  Reactor    Cavitiss,  "    Svc    Hit    encl 
JO  ft  DAN  i  E  L        Division   of    Eraergancy    Prejiarodne**   t   Englnnrlno 
Reiponie    fPu*t    S301O3K       34/O3/21  ConiolldBted    Edison    Co      of   NBU 

Vork,     Inc         123pp.       22B23  229        24X   Flehe   50-000^4/03/21.6408090043 

B4020-90044    IE    Info  Notice    B4-HO.     "Sve    Life    nf    Rrlaijt    tn  S«fatg-R«lat«d 
S"js    "    Bvc    lltt    end 

JO-RDAN.E   L,       D-lvision   of    Emergency    Prepareifne*!   &   Engineering 
Fl<lponi«    CPoit   830103)         B4/03/S1  Consol  llattd    Edison   CD      af  Neu 

Vork.     Ine         135pp         2293  3  001        24X    Flehe   50-OOQ.S4/03/S1,  B402090O44 

B      Riportable    occurrences,     LERs    tt  related    correipondence 

B403010491    informs   Commission    op    problem*   u//emirgancy    iHeiel    gineratori 
m*s    b(j   Traniamirlca    Oalaval.  Inc 

DIRCKBrW  J       Gtflc*    of    the   Ei«cutive    Director    For   Opgratloni 
SECV-B3-O34        84/01/S3        4pp         22438   347        24X   Fiche    30-000.  B4/O1/2S, 
0403010451 

B403010140   Blanlficant   Defltlentu   fl«pt   BD  413-414/B4-O2  r« 
unconildercd    effect*    af    superheat''    itiam    possibly 
resulting    in   increased    louer    containment    temp    Meeting    on 
84031H   r»q,ueit«d 

TUCKER,  H   B        Duke   Pouai-  Co        BV02/I7        0  'flElLLV,  J  P        R»a  Ion  B, 
Ottica    of   Director        Zfp        2243S   322        S4X  FlcJie    S0-413,84/02/f7r 
B403D1O140 

B403S10032  Part  21    rapt    re    failure   of    auilllarv    feeduatvr    pump   drlv* 
turbines,  (Jirapel    HPS-4   T&T  va  lv*.  to   clou  Encl    Itr    dtrf    940203 
s*nt    to    lifted    utils   GE  notified    af   affected    units    in    DHR 
plant*. 

THEROUX,R    R        Terry    Corp         B4/02/22        WOODRUFF.  R   M        Direic  tor's 
Of  fie*,     Of  fie*   nf    Inspection    and    Enforcement         6pp,       237OA    327        24  X 
FlchB    30-000134/02/32.8403210032. 

B403090226  Blgnlflcant   DiflcUn-cg   Rept   413-414/B2-C4   Amending 
correctlvi   actloni    to  previously    lubmitted    rept.Reinsp    op 
Inaccessible    deficient    support*  may    be    ujiivtd    if    docum«nt«! 
evaluation    of   d**lgn  analysis    provldad, 

TUCKEfli  H  B-       Dukt    Power    Co        84/02/34        O'REILLY,  J  P        Region  2. 
Office    af   Director        Spt         22573,261        24X   Fiche    90-413.84/02/24. 
9403090226 


9403090311    Interim   Significant    Deficiency   Repts    BD-413/B2-27   fa 
8D-414/B2-27  re    cracked    cell    containers   St>    cracked    cells 
returned    to  Nlfe    for    Investigation   &  resolution   Bite 
pertonnel  ulli   conduct   uieitlij   battery   imp 

TUCKEfi.H  B        Duke   Power    Co        64/02/27        D'ftEILLY,  J  P        Region  S, 
Office    of  Director         2pp.        2B972  302        24X   Fiche,  30-413.  84/02/27, 
B4  03090241. 

B402070O21   Board   Notification   B4-O39   dlicusiet  NRC   840210   b    16  B*«tln)« 
u/TransameriCB   Dalav'li  Inc    Emergencu  Diesel    Oanerators 
Owner*   Oroup  Meeting    ichedoleJ   on   B4030B   for    flnallzatlon    of 
generic   program  plan   prior    to    NRC   review 

EISENHUT,  D  0  Division  of  Licensing  94/02/88  PALLADINO 
Conmililonen.  3pp  32346  003  24 X  Fiche: 90-000. 94/02/3B, 
B4OS090021. 

840301051B  For  war  <i  i    task    descriptions    for    16    known   problemt    re 
Tr an* am erica  Del»val>Inc    energencv    dlesvl    generators 
MUBELEHi  H  J        TDI    <Traniam«r  lea  Delaval.     Inc    )    Owners   Oroup, 
B4/02/SB        DENTON, H    R        OfflcD   of   Nuclear  Reactor   Regulation. 
Director,       42pp.       22433    177        24X   Fiche-  SO-000, 84/02/23. 8403010218 

8402090020  Boerd   Notification   84-044    forwards   Pert   21   rept  ra 
Tranianerlca  D»l*v«l-Inc    turboctiarger   thrust   bearing 
lubrication   defect    resulting    in  engine   nonavailability 
EISENHUT,  D,  0        Division    of   Licensing        B4/O2/29        PALLADINO 
Commissioners        4pp         22341    B63        24X  Fiche- 90-000. 84/02/29. 
B4O2090020 

840314004B  Forwards    "Grind    Oulf    Component   Tracking   Bgs.  "    "Shorehaa 
Component  Tricking    Sv<"    &    "Tr*nsamer lea  Delaval. Inc 
Dleiel    Generators   Owners    Group   Program  Plen, "    to  resolve 
c oncer ni  til/emergency    diesel    generators 

MUSELER.U  J        Long    Kland    Lighting    Co        64/03 /OB        DENTON. H  R 
Office    of  Nuclear    Reactor   Regulation.    Director.       2pp.       22 A 86  062 
24X  Fiche   30-000,  B4/03/O2,  B4O314004B 

— 940314O099   "Transamer ica    Delaval.ini:   Diesel    Oenerators    Owners  Oroup 
Program  Plan.  H 

*     TDI    (Traniamerlca   Oel«val<     Inc    )    Owners   Oroup        84/03/03. 
2olpp        22420  223,       24X   Fiche   90-000,84/03/02,8403140048. 

9403150123  Update   of   Significant  Deficiency    Rept    4I4/B2-29.  I ten> 
*hould    be  renumbered    413-414/B2-29  All    necessary    actions 

TUCKER, H  B  Duke  Power  Co.  B4/Q3/02  O'REILLY,  J,,P  .  Region  2, 
Office  of  Director  Ip  22639-332  B4X  Fiche,  8O-413,  B4/03/OZ, 
9103150128 

8402090033  Board    Notification    B4-047.  forwards    Transamerlca   Del«v*l.ln< 
Oiuners   Oroup   pitton   »ilrt  rept  *   task   descriptions 
CIBENHUT.D  0        Division    of    Licensing        84/03/07        PALLADINO 
Commissioner*        4pp         22674   221        24X  Flehe- 90-000. B4/03/07. 

Q40'2090033 

B403140tE2  Part  21   rept   re    status   update    concerning    abnormal    uear    on 
linear    converters.  Test    program  underway   Reiults    of 
investigation    Indicate    axcessiv*   wear   cauied    bij    hunting    of 
control    circultrg. 

DDDSON.  J  P.       Pacific    Alp    Products   Co,       B4/03/09  Director'" 

Office,    Office    of    Inspection    and   Enforcement.       7pp        22&24;0&B.       S4X 
FU  he;  SO-000.  B4/03/O9.  B4031  40122, 

B40S090038  Board   Notification  84-OS1-  forwards   "Transenerlca   Deleval.Inc 
(TDI)    Dleiel   Oenerators    Ou/uer*  Oroup   Program  Plan    " 
EI8£NHUT,D,0        Division    of   Licensing        84/03/12.       PALLADINO 
Conunlsaioneri        Spp         22683.214        24X  Fiche.  M-OOO. 84/03/12, 
840209003B 

B403090034  Board    Notlf  teafcton.   B4-OS2'  foruiards   meeting    sunoarles 
containing   transcripts   of  840210  tt   14  meetings   between  NftC  fc 
Trantamerlca   Delawal.Inc     (TDI)    Owners  Group,  Distribution 
litt   end, 

EIBENHUT,D,G,  Division  of  Licensing  S4/03/12  PALLADINO 
Commiiiioniri,  9pp.  2B70B.  OOl.  24X  Fiehe-  30-OOOi  84/03/13, 
B402090O3? 

— 840306093a  Foru*rdi    tummary    of  B40210  meeting  w/Transamerlca  Deleval. 
Ire  Owner*  Group    in  Be thesda,MD  re   problems  w/energency 
diesel    generators. 

CAHUaO.R       Licensing   Branch   a       84/02/27,      O'REILLY,  J.  P.      NHC   -  Ha 
Detailed   Affiliation   Given.       6pp        22708' 00&.       S4X 
Fiche:  50-000,  B4/03/1S,  B4&2070039. 
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— B403Q6O3S4  Transcript   of    B40210  meeting    m/Transamer lea    Delaval, Inc 
Owners   Oroup    In    Bethesda.MD   re    problems   lu/emergency    dlesel 
generators 

»      NRC   -  No   Detailed   Affiliation   Oivon         B4/02/10        147pp 
47201    OOB         24X    FUhe    90-000,  B4/03/12,  0103090039 

— B"I03O70409  Summary    of   84O216   netting    ui/Transamerlea    Delaval,  Inc    Oiuners 
Group    In  Wading    River-NY  re    program  plan    to    establish 
reliability    of    diesel    generators    Agenda, meeting    transcript   b 
attendance    Hit    encl 

MILLER, M  A        Llcanilng    Branch   4        94/02/27  Licensing    Branch    4 

Epp         Z270B    161         24X    Fiche    30-OOO, 64/O3/1S, B402090039 

— B4O3O7O423  Transcript    of    840216  conference    in  Wading   River. NY  ra 
Transamerlca    Delavali Inc    dlesel    generators   Pp    1-B2 
*      Conmiii loner 1         84/02/16,        B4pp         32703    169         24 X 
Flche. 30-000,84/03/12,0402090039 

9403140030  For ward i    "Deiign   Review    of   Connecting    Rod    Bearing    Shells    for 
Traniamerlca   Da  lava  1    Enterprise  Englnei"    for   Shoreham  & 
Brand    Oulf   dlesel    generators 

MUBELER.H  J        Lons    Island    Lighting   Co        B4/03/12        DENTON,  H  R 
attic*    of  Nuclear   Reactor    Regulations    Director        Epp         2B63H   074 
S4X  Fich e- SO-000.  84/O3/I2,  B4Q314O030 

84O313OI33  Forwards    "Transamarlca   Delaval, Inc    Diesel    Generator   Rocker 
Arm  Gapicreu  Stress    Analytl*    Kept    "    Capscreui  design   adequate 
For   applicable    engine*   fc    sve    conditions 

MUBELER, H  J        TDI    (Traniamer ica   Dalaval,     Ine    )    Owners    Group 
S4/O3/I3        DENTQN.H  R        Office   of   Nuclear   Reactor   Regulation. 
Director        2pp        22639.270        24 X    Flcha.  SO-000,  B4/03/13t 8403130133 

6403290244   Final    Significant   Deficiency   Rapt   8D  413-414/83-14   re    seal 
conduit    connection    to    safety-related    equipment    located    in 
harsh    environs.  Initially    reported    an    831102  Util    continuing 
to    evaluate   alternative    sealing   methods 

TUCK.ER..H  B        Duke   Power   Co        B4/O3/13        O'REILLY.J  P        Region  2. 
Office    of   Director        3pp        2EBOO.  224        24 X   Fiche    30-413, B4/Q3/1S, 
B40329O244 

6403300222   Raiptmds    to   340214    Requests    for    Info    1    (<  2   re    R-4    series 
engines. List    indicating    engine   number. model    ti   svc    number, 
customer    name   Ic  addressi  ratingi  da  te    shipped    ti   date    «tarted 
•  ncl. 

MATHEWS, C  S.       Transamerlca   Delavali     Inc         34/03/16        EISENHUT,  D  Q 
Dlvlilon    of   Licensing        20pp.       22671.179        24X  Flche. 80-000, 94/03/1 A, 
9403200222, 

B4O327G132   Forwards    "Emergency    Diesel    Generator   Air   Start   Valve 
Cap «c raw  Dimension   tc  Strait   Analysis,"   prepared   by   9&W   for 
Transamerlc*   Delavalilnc     (TDIt    Dle*el    Qenerator   Ounari 
Oroup 

MUSeLEB.H.J.      TDI    (Transamer lea  Delaval.     Ine    )   Owners  Group 
94/03/23,       DENTON,  H  R,       Office   of    Nuclear   Reactor   Regulation, 
Director,       2pp        S2774.001         S4X   FlcTie    30-000,84/03/23,8403370132 

84O3S7O134  Reiiueiti  meitlng    on   B4041B   to   discusi   short-tvrm  b   long- 
term    corrective   actions   &    Invistlgat ions    re    Trans arneric* 
Dalaval    dlesel    generators    Lilt   of    suggested   meeting    topics 
encl. 

KCQAUOHYj  J.  P.  TDI  (Trant amerlca  Delavali  Inc  )  Owners  Croup, 
64/03/33.  DENTON.H  R  Office  of  Nuclear  Reactor  Rngulatlon. 
Director.  4pp  22769-133,  24X  Fiche  SO-000.  B4/03/23i  B403270134 

T.     Hearing    transcripts    on   non-antltrui t   matters 

B402090O39   Board   Notification   B4-092' forwards   nuatlnfl    summarle« 
containing   trinicrlpts   of   840210  &   14  meetings   betwnen   NRG  & 
Trans amer ica  Delaval, Inc    (TDD   Owners  Qroup   Distribution 
list    encl 

EIBENHUT, DO,  Division  of  Licensing.  B4/03/12  PALLADIND 
Camnilscloners.  9pp.  22708:001.  24X  Fiche  30-000,  B4/O3/12r 
B4O20TO039 

— 8403060936  Foruardi    tummarg    of  B4OH10  meeting    w/Transamarica    Delava), 
Inc   Owners  Oroup    In  BethetdaiMD   re   problems  u/emergency 
divitl    generatori 

OARUao.R.       Licencing    Branch    S        B4/02/27        O'REILLY, J. P.       NRC    -  No 
Detailed   Affiliation  Oiven.       6pp        2Z7OB- 006.       SAX 
FIch t. 00-000, 84/03/12,  840209003? 


— B4030704S3  Transcript    of   840216    conference    In   Wading   RlvoriNY  re 
Tr  ansamer  lea    Del^valilnc    tliesol    generators   Pp    1~B2 
*       ConnnistlDFiers         84/02/ 1  f.         S4pp         327  OB    1&?         24  X 
FichB    50-OOO,a4/03/13,B402070O39 

B403160S36    Transcript    of    B4O314    telcon   re    facility    Pp    12.530-12,634 
*      Atomic    Safety    and    Licensing    Board  Panel        84/03/14        45pp 
S26&O    20B         24X   Fiche    30-413.  B4/O3/14,  B403160336 

B40326O2S1    Transcript   of  840321    telephone    conference    in  Dethestfa,  MD 
Pp     1-24 

»      Atomic    Safety    and    Licensing   Board   Panel        B4/03/21        ZBpp 
22794    283         24 X    Fiche    30-413,  B4/O3/21,  8403360231 


DOCKET    30-416  GRAND   GULF  NUCLEAR   STATION,    UNIT   1 

E      NRC    Safety   Evaluation  Report    (SEA),    suppU   It  c orresponde/nce 

84Q3OS0179   Fourth    partial    response    to  FOIA  request   for   six    categories 
of    document!    re    facilities   Forwards   App   A  documents  App    Q 
document    entirely    withhold    (ref   FOIA  Elemption    3)    Reviau   of 
addl    documents    subj    to   request   continuing 
FELTONi  J    H        Division   of   Rules    and   Records        34/03/13        ANDERSON,  S   1 

Oarvayi     Schubert,    Adams   &  Bai-ar        7pp        32383    226       H4X 
Flehe    30-000,  B4/02/13,B403oa0171? 

— BOOS130793  Provides    status   of    BER    inputs   1   acceptance   reviews    for    OL  & 
CP    Applicatlonn    Schedule    should    be  met 

BURKE, W   C        Effluent  Treatment    System*   Branch        80/02 /Oo 
KREOER,  W  E        Assistant   Director    for  Site   AnalysU        Ip        225B3   235 
24*    Flche    DO-OOOi 84/02/13.  B4O30B0179 

8403210140    Forward*,    confirmation   of   Lonergan    safety   relief    valve 
qualification    b   operabiltty    testing    of  reclassl f led  valves, 
per    utll     B211OB   &    IB    ltr»    &    EBEH    A 

DALE.L   F        Mississippi   PDuer    b  Li^ht  Co        84/03/13       DENTDN, H  R 
Office    ot   Nuclear    Reactor    Regulation,    Director        4pp        22707  276 
24X   Flche    50-416.  84/03/13,  8403210140 

F      Security,    medical,     emergency    Si    fire   protection    plans 

8403210115   Forwards    SALP  Rept«    30-416/B3-3S  i-   SO-417/B3-09    for 
Sept    198B   -  Sept    19B3 

LEWIS, R   C        Division   of  project   &  Resident   Programs        B4/01/U 
RICHARD,  J   B        Mississippi    Power    &   Light  CD        2p  p        S2707    144        24X 
Flche: 30-416, B4/01/1 1,9403210113 

— B403210122  SALP   fUpt»    30-416/63-35  t.  30-417/93-09   for  Bept    19B2  - 
Sept    1983 

*      Region  2,    Office    of    Director        84/01/11        33pp        32707    146        24X 
FichB    90-416,84/01/11.8403210113 

S4031602B1    Notifies    of  B40316   uiarhshop    to   dlscuis    10CFR30,App    R 
req,ulr>n«-nti   &    insp    results    to   resolve   misunderstandings    re 
fire    protection  Attendees    should    be    limited    to    six    duo    to 
siie    of    conference    room 

LEWIS. R   C        Division   of  Project   i   Resident   Programs        34/03/03 
RICHARD,  J   B        Mississippi    Power    &   Light   Co        If)        22660  390        24X 
Fiche: 50-416,64/03/02,8403160231- 

B4031fcO336   Discusses   util    840324    1  tr   re    1984    emergency    exercise 
Eie-rcjse    objectives    reviewed    t   cmnments   provided    to 
P    Banedic t, corporate    emergency    preparedness    coordinator 
VERRELLI.D  M        Division   of   Project   &  Resident   Program*        84/03/03 
RICHARD,  J   B        Missisiippi    Power   &   Light   Co        Ip        22660 '031        24X 
F 1 C  h  B • 30-416, H4/O3/OS , 8403 16O336 

B40313003Z   Forward*    State   of   LA   B31227  request    fop    B»mptlon    from  full 
participation    at   B40410  annual    radiological    emergency 
prep*redfie«»    eiarclse.  FEMA   supports    eiemptiani  based   on   State 
of    LA    full    participation    In   Waterford    e«ercise 
KRIMM.  H   W,       Federal    Emergency.    Management   Agency        B4/03/09 
JORDAN,  E   L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        3pp.       B2641   333        E4X   Flche  30-416,84/03/0?, 
B403130032 


0-     Adjudlcatory   correspondence 


-B4030A09M  Transcript    of    840210  meetins    u/Transamerica    Delavali Inc 
Owners    Oroup    In   B«thesdaiMD   re    problems   u/emergtncy    diesel 
generators. 

*     NRC  -  No  Detailed  Affiliation  Oiven       B4/02/1O        147pp 
67201:006,       24X   Flche. 90-000,  B4/03/12, Q402O90039 


8403060102    Order    all  owing   NRC    fc   applicant    until    B40319  to   respond    to 
petitioner   renumbered    Contentions    1,2  &  3  ti  allowing 
petitioner    10    dags   after    svc    for    response 

OROBBMAN. H       Atomic    Bafetu    and    Licensing   Board    Panel        B4/03/02 
2pp.        22317.019        S4X    Fiche    00-416,84/03/02,8403060102 


-0403070409  Sunmary    of    B40216   meeting    m/ Transamer ica   Delaval, Inc    Owner* 
Oroup    in  Mad  inn   River, NY  rt   program  plan   to   ttlablith 
reliability    of   dlesel    jeneratori,  Agenda, meeting    transcript    t* 
attendance   list  •ncl, 

MILLER, M  A.      Licensing   Branch  4.      64/02/27,  Licensing   Branch   4. 

Bpp.       22708:161         24X  Fiche- 30-OOO, 84/03/12, B4020V0039 


S40319O219   Foruard*    emergency    planning    contention*   as  modified   Si 
forwarded    to  ABLP 

OQDDARD.R.  J        Hearing    Branch    3        B4/03/16        SNELL,  H       Region  3, 
Office   of   Dlraetor        Ip       H2674;  199       24X  Flche  30-416,84/03/16, 
8403190219 
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—8403170220   Summarliei    040223-29  meetings    u/uti  1.  Prairie    AI  liance    &   FEMA 
In   Champaign.  1L   rt   mod    &   deletion    of    portion!    of 
Contention    1    on    eoergencg    planning    Proposed    nodi    encl 
Subaiti    ichedult    for    parties    to    further    settle    Issues 
CuDDARD.R   J        Hiarlng    Branch    3         B4/03/OS         CLARK,  H   K    .     PARIS.  0   H   . 
FERGUSON,  C   A        Atonic    Safety    and    Licensing    Board    Panel          Spp 
23674   200        2«   Fiche    30-416.  B4/O3/16.  3403190219 


B4Q330QO1B   Response    td    first    ardtr    following    prehearinj    conference 
modifying    tariffing    schedule    ASLB    ihould    deny    admission    of 
Paragraphs   6.7   &   B   *i    ufll    as    Contention*    Ii2   tt   3   &   dlstflisi 
proceeding  Certificate   of   Svc    end 

CONNER,  T   B        Mississippi    Power   lc   Light    Co         CONNER.  T   B         Conner   & 
Wetterhahn       B4/03/16  Atonic   Safety   and   Licensing   Board   Panel 

22pp         23699   OO1         24X   Ftche    30-416.  84/03/16.  B403200018 


B403310163  Response    to  Jack  sonians  United    for   Livable  Energy    Policies 
renumbered    Contentions    1,  S   S   3   Admission    of    renumbered 
contention!   acceptable   Certificate    of   Svc    encl 

WAGNER,  M   E        Hearing    Branch    4        E>SB    O16         84/03/19  Atomic    Sjfetg 

and    Llcinilng    Board   Panel         7pp         22718   217         24X 
Fiche    30-416.84/03/19,0403210163 


B403070334  Request*    review   of    amended    Tech    Speci   Si   certification    that 
Inch  Specs   reflect    plant   FBAFt   &  9ER    analg.e., within    ID    dags 
of    Itr   receipt 

EI8ENHUT.D  0        Dlviiion   of   Licensing        84/02/24        RICHARD,  J  D 
ninliilppi   Power  t.  Light   Co        2pp        22861    132        24X 
Fiche   90-416,04/02/24.8403070354 

B403080367  Respond,    to  FDIA   request    for   documents    re    DWR    Integranular 
Strait   Corrosion   Cracking    Dinners   Group   meeting    on    or  about 
B1102B  Forward!  App    A  document.   Record*   also    In   PDR. 
FELTQN,  J  H       Divi.lon   of    Rules   and   Record*        94/02/28        HAFNER,  D 
Suffolk    NucUar   Studg    Group         2pp         223B3   OOEJ         H4X 
Flchi    90-OOO,  84/02/29,  B4030B0367 

— S30921O434  Request,    evaluation   of   Grand   Oulf   t  Bhoraham  830817   tc  23 
responses,  respBctivelg    re    intei-granular    stress    cot-roil  on 
cricking    in   DM?   piping.  Rxponii    r*qui*tad    by    630716  M/a 
oncl 

eiSENHUT.D  0        Oivijlon    of    Llcinilng        83/09/06,       VOLLMEH.  R 
Divlilon   of   Engineering         lp        23SB3;O10        34 X 
Fiche   50-000,  84/02/28,  B4O30B0367 


S40327031B  Foruardi    itaff  S30317  relponte    to   petitioner   renumbered 
Contention*    1,2  &   3.  pir    requeit   H/o    enc  1 

HAONER.M   E        Hearing   Branch    4         OSB    131         34/03/22        STEWART, C 
Affiliation   Nat   Anlgntd         lp         22789   OSB         24X   Fit  he    90-416. 
84/03/22.  B40327031B 


H     Oeniral    correipondenc* 


B4D3270211   Eipreitit   toncern   on   iaf*t«   of   factlitg   NRC   should   not   alloiu 
operation    bifori    plant   meeti    lafety    criteria 

HIENEfl.J  L        Affiliation   Wot    A»»i9n*<!         B4/03/B2         DENTON,  H  fi 
Office    of  Nuclear  Reactor    Regulation.    Dlr«ctor        2pp        22772   144 
24*   Flqhe    30-416.  84/03/22,  8403370311 


J      Insurance   t  Indeonitij    information 


B403090236  Foruiardi    ditallsd    br**kdoun   of   approi   200   Tech    Bpec    changai 
rtq.uetted   ay    liceniee  tc  categoriied    In   Dlrcti   a 4 0202  memo 
DIRCKS,  W  J       Office    of    the   Executive   Director    Cor   Qperatlon*, 
84/02/29        PALLADINO,     QILINSKY.     ROBERTS      Commif t ion.rt         36pp. 
22927   213        24X   Fichu    30-416i 84/02/29,  B4O30S0236 

8403S30273  Notification   of   340309  meeting    u/util    In   Detheida.MD   to 
rflVltu  program   for   Tech    Specs, 

HOUSTON,  M  D       Lic.nting    Branch   3        84/03/09        8CHWENCER,A.       Licencing 
Branch    2,      3pp        2279°  282        24X  Flche'  30-416,  B4/03/03,  G4O3230S73 

8403300231   Summ.rg    of   640221    meeting    u/util    In   B»the«d«,MD  re    detalli 
of   utll    propoiad    on*it»/of f lite   electrical    power   reliability 
program   for  Trannmeric*   Del«vali  Inc    dieiel    generator! 
Attendance1  Hit  t  vieugraphi    encl, 

HOUSTON.M  D       Licensing   Branch  S       84/03/06,          Llctnilng   Dranch  2 
21pp        2EB49  001        24X  Fiche    S0-416i  G4/03/06i  B403300231 


B403140121   Foruai-di   Endor*«ment   29   to  NELIA  Pollcg   NF-297  t>   Endoriemant 
11    to   MAELU  Policg    MF-lOi 

DALE,L   F        rllislnlppi    Power    tc   Light   Co         84/03/02        KERH,  G   U 
Office    of   State   Proarami,     Director         4pp         22420   B84         24X 
Flihe   90-416. B4/03/02,  B4O314012I 

P      Operating    licinll    itagc   document!   tc  correspondence 

8403070323  Foru»rd>   Info   re    shift  advisors,  inc luding    job    description 
MCGAUQHV.J   P        Mississippi    Power   t,   Light    Co         84/02/20         DENTON,  H   R 
Office   of  Nuclear  Reactor   Regulation,    Director        6pp        22946   19B 
34X   Ficfte    30-416.  B4/02/2O.  B4 03070325 

B403010136  Forwards  Arnind    12    to  License  NPF-13  !*   safetg    evaluation 
Amenii   corrects   aiJminiitra  live  t>   technical    deficiencies    in 
Tech   Speci   re    lou-lou  tet    function,  source  range   monitors   Si 
Div  2  batteries 

SCHUEWCER.A        Llcen»ing    Branch    2         B4/02/21         MCCAUCHY.  J   P 
Mis»ttiippl    Power   t   Light    Co         4pp         22479   237         24X 
Fiche   30-416, B4/02/21,  B403010136 

--S403010143  Amend    12   to  Lic.nie  NPF-13,  correcting    admlni  *trativ,   t, 
technical    deficiencies    in   Tech   Speci   re    lou-lou   set 
function,  source  range  monitors  tc  Div  2  batteries 
SCHWENCER.A        Operating    Reactors    Branch    2         84/02/21          12t>D 
S2479   361         24X   Fiche    90-416.  S4/Q2/21,  B403010136 


B403010147  Safety   evaluation    supporting   Amend    12   to  Licensi 
»     NRC  -  No  Detailed  Affiliation  Given        84/02/21        4on 
22479   373        24X   Fictir    90-416,  B4/02/21.  8403010136 


NPF-13 


U"d','"^pr0bl"n  «h"*s'P--<"'l.m  sheets  w/supporting 
,  uncontrolled    Tech   Sp.cs   u,/Punchlitt   numbers    on 
tops   of   page*  where    inconsistencies    identified 

BTABLING.d  Mlisltsippi  Pou*r  t  Light  Co  84/02/21  KINTNER.  I 
KV  K  »:*">•'  ^filiation  Given  1.453pp  22782  349  24X 
Ftehe  30-4I6,B4/02/21,B403290009 

B4032BOOI4  Propose*   Tech    Spec,  u/inconi ist.nci.s    Identified 

a«  p.    I      iKP    .Poha*r  fc  Ll9h*  Co        84/02/21        979pp        227B9  093 
24X  Fiche    90-416,  S4/02/21,  B4032S0009 


8403090213  Forward*   reiulti    of    analgili    performed    ehoulng    relatlonthlp 
between  ECCB  reliability    <V  Aoattat   relay    (r»tt    intervals. 
Analgil*   withheld    (ref    10CFR2,  790). 

DALE.L  F  Miiilnlppl  Power  fc  Light  Co  04/03/07  DEHTON,  H,  R. 
OfflcB  of  Nuclear  Reactor  Regulation,  Director,  6pp.  22977-386 
24X  Flehe  80-416,84/03/07,8403090219 

8403120037  Foruardi    renuestad    info   ra    experience    lavelt    of    util 
operating    shift   personnel    &   expresses    support    of    poiltlan 
taken   by    Induitry   Working    Group   on  Operating    Shift 
experience   on   B40224 

DALE.L  F       Hi«si»»lppi    Power    t.  Light  Co        84/03/08.       DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         13pp         22990-304 
24X  Flehe   30-416,84/03/08,8403120037 

8403210109  Submit!    Interim  response    to  840224    Ur    requesting 
certification  re   Tech   Speci    &  F8AR  Review  k   certification 
program    in  progress    Meeting    scheduled    for   840309    to    dlieuvi 
program   scope,  review  criteria   b   scheitule 

DALE.L  F       HiifiKlppi   Power    Ic  Light   Co        B4/03/OB        DENTON,  H  R. 
Offic,    of  Nuclear  Reactor   Regulation,    Director        Bpp        22704'  360, 
24X  Fiche   SO-416.  B4/03/08,  8403210109 

8403210033  Endorse.   SH  Hobb.   F«b    19B4  Ltr   HON-019    to   W    Dinton    In 
re.pon.e    to  NRC  B3120B  r.^ueit   for   addl    Info   r.   Hgdroa.n 
Control    Owners   Oroup    (HCOO)    teit    prooram  Question,    to    bt 
answered    by  HCOO  tc   uti  1,  re*p*ctlvel«.  listed 

F        Ml"*"'PPl    Po^i-    b  Light   Co,       84/03/09        DENTON,  H.  R. 


8403190273  Generic   Ltr   B4-07    to   all    lic,n.et.    Df   BWRl   rt 
?rl™^,,;  ^Dr    pli"   '••Pl-"ment   at   BWR.   Bvc    list    tnel 
ElfiENHUT.D  0        Divl.lon   of   Llcan.ing.       84/03/14 
Edison   Co        Mpp        22823  334        24X   Fich.'^- 


8403290074  Forward,  updated  info  on  op.r.tlng  ihlft  e.p.r 
lilllll*  P^vlou.  submitt-l,  including  cha?*  of  .,p.?u 
n!^  ,  *  proposed  operating  ihlfts 


e.    to 


, 

Mi.ilsilppi  Power  b  Light  Co. 


84/03/16 


UTU 

22786 


*!    T'11*"   Dolt   C-1"!-""  Manual 
'il'i"11  PDU"r  fc  Liflht  Co      BB/oa/3i 

X  Fiche  30-416,  84/02/21,  B4032BOOO9 


33pp 


3=PP         22786   327 


"°»»»t»  D°'»  Calculation  Manual  - 
.L  fi    Kl.sissippi  Power  t,  Llaht  Co 
24X  Fiche  SO-4I6,  84^2/21,  84032^2009 


» 


SmcToVNucUaVfiea'ciur1'    PO""P   *  "'"*   C°        "'<»'« 
24X  Fiche   90-416,84/03/18,040321009?'         rtetor        SPP 

-8403210062   "Tech   Spec  Review   Program  De.cription    » 
c,  i     II1*  f.fi  povitf  *•  Light  Co       04/03/31,      aonn 
Fich.    30-416,  84/03/IB.  8403210037  PP 


""" 

H  0 


22709:023        24 X 
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9403300303  Notification    of    840322,  SB.  04O4   b    11    mattings   ui/utll    in 
Betheida,HD    to    review  program    for    proee»*Ing    Tech    Spec 
change    requests 

KINTNER.L  L        Licensing    Branch    1         84/03/17        A  DENS  AM,  E   0        Lieantino 
Branch    4         3pp         22844   303         24X    Flche    90-416,64/03/19,8403300303 

6403230094   Forward*    application    for    amend    to   Llcen*e   t*>F-13,  changing 
Tech    Sptci    re    automatic    depressurliatlon    sus   valv* 
apirabllity    requirements    to    achieve    consistency    between 
Tich   Spec*   fc   deilgn   b  accident   analyses 

MCQAUQHY.J  P        Mltslltlppl    Power    ti  Light   Co        B4/03/ZO        DENTON,  H  R 
Office   of   Nuclear  Reactor    Regulation,    Director        2pp        22726  E99 
24X  Flche    90-416,84/03/20,  B4032300B4 

—  840323008*?  Application    for    amend    to   License    NPF-13,  Chang  Ing    Tech   Specs 
re  automatic    deprenuri  lat  ion   sys   valva    operablllty 
requirements    to    achieve    consistency    between   Tich    Specs    t 
design   !<  accident    analysis 

MCOAUOHYi  J,  P        Mississippi    Power    ti  Light    Co        84/03/20         lp 
'  3O1         34X   Fiche.  90-416,84/03/20,8403230084 


—  B  403230092  Proposed    Tech    Specs    changing    automatic    depres»urliatlon    *ys 
valv*    operablllttj    requirements    h  min    operable    channels    per 
trip   iij*   to   on*   for   itandbg    llituid   control   sys   Initiation 
reactor  water   cl*anup    liolation   function 

*      Mississippi    Pouer   1<   Light  Co        B4/03/SO         llpp        22724  302        24  X 
Fiche    3O-416.  84/03/20,  840323OOB4 

0403300097  Transmits    fee    for    proposed    amend    to   License  NPF-13. 
DALE,L  F,       Mississippi    Pouer   ti  Light   Co        84/03/27        DENTON,  H  R, 
Office    of   Nuclear   Reactor   Regulation,    Director        2pp.       B2B2I   212 
S4X  Fiche:  90-414,  84/03/27,  8403300077 

B  4O  32  6033  5    "Grand    Oulf   Nuclear    Power    Plant  Audit    of   Nuclear    Plant   Tech 
Sp*ci.  " 

FEHRINOER,  J  M,  ,    ROCKHOLD,  H,  C,  .    COOKr  T.  L        EObO,     Inc        FINA-6B16 
ECC-EA-6342,       64/03/31         DONOMEW.  J  K  ,    MEYER,  0   C        Division    of 
Licensing.       IBpp        82773:343.       B4X   Flcha    90-416,84/03/31,8403260339 

Q.     Inipectlon   reportii     IE   Bulletins    Ii   correspondence 

B4Q3070O37  Foruardf   rept    describing    generic    problems    discovered    during 
surveillance    program   review    effort   &   correctly*    actions 
Implemented    to    correct   surveillance    deficiencies,  per    IE    Imp 
Rapt   30-416/82-67 

DALE,  L,  F.       Mlieisslppi    Power   ti  Light   Co,       83/12/01,       Q'REILLY,  J.  P 
Region   2,    Office    of    Director        H7pp        22947   348        24  X 
Flehi-  90-416,83/12/01,8403070037 

04  O  30  70268  Raiponds    to    question*   railed    during    special    safety    insp    on 
830322-29  re    IE  Bulletin    BO-  11    that    three   mortar    cube 
cnnpretelon   tests   did  not  meet  min   compresslve   strength 
rto.ulr*ments.  Structural    Integrity    unimpaired 

DALE.  L.  F.       Hlitisslppi    Power    tc  Light   Co        B3/12/30        O'REILLY,  J  P 
Raglan   2,    Office    of    Director.       6pp         22346   OB6.       E4X 
Fiche:  90-416,  83/12/30,  8403070266 


--B403160IOB    IE    Imp    Rept    90-416/84-04    on   840130-0202   No   violationi    or 
deviations    identified   Major   area*    Inipected    review  of 
startup    tsit   procedures, revleu   of    completed    startup    teit* 
fc  closeout   of   outstanding    Items 

BURNETT, P   T        Region   2,    Office    of    Director        JAPE.F        Division   of 
Engineering   &  Operational    Programs        84/03/10        spp        82632  336 
24X  Fiche   90-416,84/02/15.8403160100 

B40307016B  Ac k    receipt    of  B40213   Itr    informing   N"C   of  steps    taken   to 
correct    violations   6   deviation*   noted    In    IE    Imp   Rept 
SO-416/B3-30 

UERRELLI.D  M  Division  of  Project  &  Reildent  Programs  84/02/23 
RICHARD,  J  B  Mlsilislppl  Pouer  b  Light  Co  lp  22336  193  24X 
Fiche  90-416,84/02/22,8403070168 

—8403070173  Respond*    to  NRC   B4011E    Itr   re   violation*  &   deviations  noted 
in    IE    Imp   R«pt    90-416/83-90  Corrective   actions    training 
superintendent  given   written   reprimand   b    Importance    of 
attention    to   datail    stressed 

DALE,  L  F        Mississippi    Power   &  Light  Co        84/02/13       O'REILLY, J  P 
Reolon   8.    Office    of   Director        3pp        B2336    174        24X 
Fiche    30-416,84/02/22,8403070168 

— 8403070176  Responds    to   NRC   831119    Itr   re   violations  noted    in   IE   Insp 
Rept    30-416/83-30  Requettt    compliance   due   d*te   be  extinded 
until    840120 

DALE.L  F        Mississippi    Power  &  Light  Co        B4/01/13       O'REILLY, J  P 
Region   2,    Office    of  Director        lp        22936    197        24X 
Flcht    30-416,84/02/22,8403070168 

— B403070180  Respond*    to  NRC   831113    Itr   re   violation*  noted    in    IE   Insp 
Rept   90-416/83-90  Corrective   actions   ch»nge    to  Tich   Specs 
prepared, balancing    degree    of    detail    portrayed    in    table 
DAUE.L   F       Mississippi    Pouer   fc  Light  Co        B3/1S/13        O'REILLY, J  P 
Region    2,     Office    of    Director         2pp         22336-198         E4X 
Flchi    30-416,84/02/22,8403070168 

— 84030701B6  Aeli   receipt    of   831S1S  fc  21    Itrs    Informing  NRC   of    steps    taken 
to   correct   violations   tt   divlations   noted    In    IE    Imp   Rept 
30-416/83-30  Specific    programmatic    control*    to  b* 
implemented    should    be   provided 

VERRELLItD  M       Division    of   Project  b  Reildent  Programs        84/01/12 
RICHARD, J  B.      Mississippi    Power   &  Light   Co        2pp        22936   200        24X 
Fiche   30-416,84/02/22,8403070168 

—8403070189  Re*pond*    to  NRC   831113    Itr  re   deviation   noted    in    IE    In«p 
Rapt    90-416/B3-30   Corrective   actions   addl    IS   deilgn   change* 
being    ravieued    to    determine    If    training    required 

DALE.L.F        Mississippi    Pouor  b  Light   CD        83/1H/21        Q'REILLY.J  p 
Region   2,    Office   of   Director        2pp        B2936  202        24X 
FlchB-  30-416,  B4/OB/22, 8403070168 

—8403070206  Foruards    IE   Imp    Rept    30-416/83-SO   on  B30726-1014  &  notices 
of  violation  fc  deviation 

VERRELLI.D  M       Division    of   Project  ti  Resident  Programs        B3/11/13 
RICHARD, J    B         Miisissippl    Pouer    &   Light    Co         2pp         22936    206         24X 
Flche-  30-416,  84/02/22,  8403070168 


B4O3210113  Forwards   BALP   R«pt*    30-416/83-83   t.   SO-417/63-09   for 
Btpt    1982  -   Sept    1983. 

LEWIS, R.C        Division    of   Project  fc  R««ident   Program*        84/01/11. 
RICHARD,  J  B        riiliittippl    Power  «.   Light   Co,       2pp.       22707    144        24X 
Fiche.  90-416,  84/01/11,8403210119 

— B403210122  BALP   Repts    30-416/83-93  «   8O-417/B3-O7    for   Sept    1982   - 
Sept    1983, 

•      Region   2,    Office    of    Director.       B4/O1/11.       32pp        22707-146.       24X 
Fiche,    90-416,  B4/Ql/lli  8403310119, 

B403070247  Forwarde    IE    Insp    Rept   30-416/B4-03    on   840116-17   No 
Violations    or    deviations    identified 

VERRELLI.D  M.       Division    of   Project   *  Resident   Programs         B4/02/09 
RICHARD.J.B.       Mississippi    Power   t   Light   Co         2pp,       22336 'OBI.       24 X 
Fieh»: 90-416.  B4/OZ/O7,  0403070247. 


— S4O3070208  Notice   of   violation   from    imp    on  B30726-1014, 

*  Region  2,  Office  of  Director,  83/11/19  lp  22336  20B  B4X 
Flche  30-416.84/02/32,8403070168 

— B403070B09  Notice   of    deviation   from    Insp    on   830926-1014 

»  Region  2,  Office  of  Director  83/11/13  lp  22336  209  B4X 
Fiche  90-416,84/02/22,8403070168 

— 8403070216    IE    Imp    Rept   30-416/83-90  on  830926-1014  Violation   noted 
failure    to   meet  Tech    Bpec    organization  chart. Deviation 
noted    failure    to    provide   operator    training    on   detlgn 
change*    to   plant 

WAONERiA  0  Region  2,  Office  of  Director  JULIAN,  C  A,  Division 
of  Project  b  Rtsldent  Program*  83/11/13  7pp  22336  210  24X 
Flche  30-416,84/02/32,8403070168 


— 6403070243    IE    Imp    Rept    9O-416/84-03   on   9401 16-19.  No  vioUtlont    or 
deviations   Identified.  Major  areas    ln*pec ted. radioactive 
gateau*   It    liquid    ef fluents,  raduaete    organization,  mods, 
procedur«t> audits    t   solidification 

KAHLEiJ.B       Region  2,    Office  of  Director        BARR.K  P.      Division  of 
Engineering   1  Operational   Programs.      84/02/02       6pp        32336:063 
24X  Flcht-  90-416,  84/O2/09,  B403O7O247, 

B40 3 160 100  Forwards    IE    Insp    flept   30-416/84-04    on   B40130-O202   No 
violation*   or   deviations    identified. 

VERRELLI.D,  M        Division    of   Project    h  Resident   Programs        B4/O2/13 
RICHARD'J.B.       Hl*slsslppl    Pouer  t   Light   Co.       3pp        23692-334.       24X 
Fieh«: 90-416,  B4/OS/1B,  B40316O1CO 


B401170072    IE    Info  Notice   84-13,    "Potential    Deficiency    In  Motor 
Operated   Valve  Control    Circuits   &   Annunciation    "   Svc    list 
end 

JORDAN, E  L        Division    of   Emergency   Preparedness   &  Engineering 
Respon*!    (Post  8301O3)         84/02/S8  Consolidated    Ed  it  on   Co.     of  Neu 

York,     Inc         119pp,       23909   239        H4X  Flche,  90-000,  B4/02/2B,  B40117007B 

B402070007    IE    Info   Notice   84-14.     "Highlight*    of   Recent  Transport 
Regulatory   Rev*   by   DOT  b  NRC    "   Svc    list   encl 

OR AC Ei  J  H        Dlviilon    of   QA,    Safeguard*   fc   Inspection  Programs    (Po*t 
B3DI03)        84/03/02  Consolidated   Edlion  Co      of   Neu  York,     Inc 

ISOpp        22992.329        24X  Fiche.-  30-000,  84/03/02.  8402090007 

8402090008    IE    Info  Notice   84-16,     "Failure   of   Automatic  Sprinkler   Bg* 
Valves    to   Operate    "    Svc    lilt    encl. 

JORDAN, E  L        Division   of    Emergency   Preparadne**   b  Engineering 
Response    (Pa*t   B30103)         84/03/02  Consolidated   Edlion    Co      of  New 

Yorki     Inc         122pp.       22393-09B        24X   Fiehe    90-000, 84/03/02i  B402090008 
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B4020900O9    IE    Info   Notice    84    IS.     "Reporting    af    Radiological    Release*    " 
Svc    Hit    end 

JORDAN.  E   L        Division    of    Emergency   Prepareflne**    fc   Engineering 
Reiponse    (Post   B301O3)         34/03/02  Consolidated   Edison    Co      of    New 

York,     Inc         119pp         22333    217        24X   Fiche    50-000,84/03/02,8402090009 

B403120O34   Staff   requirement*    memo   re   B40S29   briefing    i"    Washington,  DC 
rt   SAUP  review  of   areas   prior    to   Issuance    of    full-power 
recommendation  &  document    interpreting   LEH   rept 

CHILK,  S  J  Office  of  the  Secretary  of  the  Commission  S4/03/Q2 
DIRCKS.H  J  Offici  of  the  Eiecutive  Director  for  Operations  lp 
346  24X  Fiche  30-416,54/03/02.9403150034 


8403220147   Monthly    operating    rept    for    Feb     1984   M/B40319    1  tr 

CE8ARE.J  0  ,    DALE.L  F        Mi»«i*siRpi    Power   fc  Light   Co        B4/OS/29 
DEYOUNO.R  C        Director'!   Office.     Office    of    In*pection   and 
Enforcement        6pp        22716  031        24X   Ftche    50-416,84/02/29.8403220147 

9      Reportable   occurrence*,    LERs   &  related    correspondence 

B40323Q14B  Forward  >   Technical    Review  Ftept  AEQD/T332,     "Reactor  Vt/isel 
Drainage    " 

BALAH.S        Reactor   Operation*    Analysts   Branch        63/10/07 
SEYFRIT.K  V        Reactor  Operation*   Analyils    Branch         lp         28743  398. 
24X  Fiche    30-416.  B3/10/O7,  B40323Q148, 


8402090011    IE    Info   Notice   54-17,     "Problems   W/Llquid    Nitrogen   Coolinj 
Components  Below  Nil    Ductility  Temp    "   Svc    list    end 
JOROAN.E  L       Division   of   Emergency   Preparedneis   &  Engineering 
Response    (Post  B30103)        B4/D3/OS  Con*olidated   Ediion   Co      of  New 

YorV,     Inc         117pp         22S93   336        24X   Fiche    90-OOO,  84/03/09,  B4020900U 


—  8403230190   "Reactor   V«*sel    Drainage,"    technical    revlaui   rept.  No    further 
evaluation  necessary 

8ALAH.S        Director'*   Office        93/10/07,       3pp        22743'  399        S4X 
Fiche    30-416,  63/10/07,8403230148 


6403390131    Forwards    IE    Imp    Rept   30-416/84-02   on   B40116-2O   No 
violation*   or   deviations    noted 

VERRELLI.D  M  Division  of  Project  fc  Resident  Program*  84/03/03, 
RICHARD.  J  B  Mi*»i*tippi  Power  It  Light  Co  2pp  22506  001  S4X 
Fiche  50-416,84/03/03,8403290151 


B403O10431    Informs   Comminlon    of   problems   w/emergeney    dlaiel    generator* 
mfg    by    Transamerlca   Delaval,  Inc 

DIRCKS.M  J       Office    of    th>   Executive   Director    for  Operation*,. 
BECV-83-034        84/01/29        4pp        22438  347        24X   Ftche1  5Q-OOOi  B4/Q1/23, 
8403010451 


--8403290136    IE    Imp    Rept    30-416/84-02   nn    840116-20  No   violation*    or 
deviation*   noted   Major   areas    inspected    electrical   preventive 
b  corrective  maint   activl ties. maint   record*   ti   training    of 
malnt   perionnel 

GIBBONS- T  D  Region  2,  Office  of  Director  CONLON.  T  E  Division 
of  Engineering  &  Operational  Program!  84/02/22  3pp  22806  003 
24X  Fiche  30-416,94/03/03,8403290151 

8402090024    IE  Info  Notice   B4-09,Hev   1,     "Leisons  Learned  From    Insp*    of 
Fire  Protection  Safe   Shutdown  Sy*    "   Svc    list   encl 
JQRDAN.E  L       Division  of   Emergency   Preparedness   t  Engineering 
Response    (Post  830103)        B4/03/07  Consolidated   Edison   Co      of  New 

York.    Inc        llBpp        22633  049       24X  Fiche   90-000.84/03/07.8402090024 

B40203002B   IE   Info  Notice  84-1B,    "Stress  Corrosion  Cracking    In  PUR 
Sys    "    Svc    li*t    encl 

JORDAN, E  L       Division  of   Emergency   Preparedneis   &  Engineering 
Response    (Post  830 103)        84/03/07  Consolidated   Edison   Co      of  New 

Yorl,     Inc         118pp         225B4    1B6        24X   Fiche    30-000.84/03/07,8402090023 

B402090031     IE   Bulletin   84-02,     "Failures    of   GE   Type    HFA   ReUl(t    in   Use    in 
Class    IE  Safety  Su*    "  Svc    litt  encl 

DEVOUNO.R   C        Dinctor'i    Office,     Office    of    Inspection   and 
Enforcement       64/03/12  Consolidated   Ediion  Co      of  Neu  York.     Inc 

134pp         22833   O94         24X   Fiche    50-000,  81/03/12, B40S090031 

8403290030  Provides    Interim  re*pon»e   to   IE  Bulletin  83-07.     "Apparently 
Fraudulent  Products  Sold    by   Ray  Miller, Inc    "   Reiult*   of 
investigation   to   date    indicate  no  Ray  Miller   products 
supplied    to    facilities  Final   response   expected    bij   840323 
MCQAUGHY.J  P        Hiisliilppi    Pouer   &  Light  Co        B4/03/13 
O'REILLY.J  P         Region   2,     Office   of    Director         3pp         23B06   224         24X 
Fiche    50-416,84/03/13,8403290030 


B40301Q121    Updated   LER   B3-1B1/O3X-1 ,  on  8311 10,  channel   C   a«-found 
letpolnt*    for   undervoltage    trip   inert    116  3-volt  ac    Causa 
unknoun  Voltage   adjuvted    within   dailred    range. W/840221    Itr 
PARKER,  J  ,    DALE.L   F        Mississippi    Pouer   t>  Light  Co,       B4/02/S1 
O'REILLY.J  P        Region  2,    Office    of   Director,       3pp.       22436:033.       24X 
Fiche    90-416,  B4/02/31.  B403O1O121 

8403020406  Advltei    that   draft    "Final    Rapt    on   Div    I    b    II    Tr*n»»merica 
Delavali  Inc    Diesel   Generator*,"    forwarded    to  NRC    on  840316 
will    be    submitted    In    final    form  on   640221, 

HOUSTON, M  D        Licensing    Branch   2        B4/02/21.  Licensing    Branch    S 

3pp        2S492    104        24X  Fiche    90-416,84/02/21,8403020406 

—8403020410  Draft    "Final    Rept    on  Div    I    &    It    Traniatnerlca    DiUval,Inc 
Dieml    Generators    " 

*      MIsilsslppl   Pouer   fc   Light  Co        84/02/19        74pp.       22473.  107.       24X 
Fiche    90-416,84/02/21, 840302O40i 

8403060433  Discusses    deficiencies    discovered    in   Delaval    amergvncy 
dieiel    generators   Written    submlttal    requested    giving    detail* 
pf    enhancement   program  to    justify    interim   operation 
E1SENHUT,  D  0        Division    of   Licensing        84/03/24.       RICHARD,  J  B. 
Mississippi    Poiuer   &   Light   Co        4pp        22930.003.       24X 
Flche    30-416,84/02/24,8403060453, 

8403080011    Faruards   response    to   Commissioner   Otltniliy   requeit    far    Info 
on   frequency    of   perionnel    errors    at    selected    operating 
p lints. Summary    of    tabulated    events    ra    operator    errors, 
personnel    arrore   or    procedural    errors    provided'  for   CY~B3 
DIRCKS,  U  J       Offlo    of    the   Eiecutive  Director    for   Operation*. 
B4/02/24        PALLADINO      Commi if loner«         17pp        22384. 148.       24X 
Fiche   30-000,84/02/24,8403090011, 


B4O3290306  Re<tussti  addl    delay    in  submittai    of    inservlce    in«p    program 
until   840801    Justification   provided 

DALE.L  F       Mississippi   Power  b  Light  Co        B4/03/16       DENTON, H  R 
Office   of  Nuclear  Reactor  Regulation.    Director        2pp        22B02   172 
24X  Fiche   SO-416.  84/03/16,  8403290306 


8403090091    LER  84-006-00   on   B40120, during    dryuell    high    pretiure 
channel    A   functional    test.  Indicator    light    failed    to 
Illuminate  Caused    by    failure    of    teit   procedure    to   properly 
Instruct    technician*    Procedure    being    revised.  U/B40S24    Itr. 
BYRD,R.U  .    DALE.L  F        Mitllislppi    Power   Ii  Light   Co        84/03/24        3pp 
22376.033        24X  Fiehe    90-416.84/02/24,8403090091. 


8402090043  IE    Info  Notice  84-19,    "Two   Event*    Involving  Unauthoriied 
Entries    into  PWR  Reactor   Cavities    "   Svc    list    encl 

JORDANiE  L        Division  of  Emergency   Preparedness   4  Engineering 
Reiponse    (Post  B30103)        B4/03/S1  Consolidated   Edison   Co      of  Neu 

Yort,     Inc         !S3pp         22823   229        24X   Fiihe    30-000,84/03/21.8402090043 

8402090044  IE   Info  Notice   84-20.    "Svc   Life   of   Relays    in  Safety-Related 
By*    "    Svc    list   encl 

JORDAN.  E  L       Division   of   Emergency   Preparedness  &  Engineering 
Response    (Post  8301O3)        84/03/21  Consol  Hated  Ediion   Co      of  Neu 

¥drt,     Inc         laSpp         22933   001         24X   Flche    30-000.84/03/21,8402090044 


R     Periodic    operating   reports   it  related   correspondence 

8403020047  Monthly   operating   rept   for   Jan    1984  M/840213   Itr 

CESARE.J  C  ,    DALE.L.F       HUiUtippI    Power   I.  Light  Co        84/01/31 
DEYOUNO.R  C        Director's   Office,    Office   of    Inspection  and 
Enforcement        12pp.      22441    179       24X  Fiche   30-416,84/01/31, 
9403020047 


B403090192  Final    RO  B4-006/0   on  84011B,Flre   Door*    1A312,  OC41 4, OC1O3  k 
1A314    taken   out   of    *vc    for   malnt   Causad    bij    damage   as   re*ult 
of   heavy    use  Fire  inatche*    aitabliihed   until    doors   re*tored, 
DALE,  L  F        Hitsisslppi    Pouer    b  Light   Co        B4/02/24        O'REILLY.J.  P 
Region   2,    Office    of    Director.       2pp        22373  307.       24X 
Fiche.  30-416.  84/02/24.  B403090192 

8403010207  Forwards    "Investigation   of   Types   AF  h   AE  PUton  Bkirtt, "    per 
Transamerie*   Delaval,  Ine    Oiuners   Oroup    program   commitments. 
Rept   evaluates    cracks    in   AF   piston    skirts    in   Shoreham  fc 
Grand   Oulf   Nuclear   Power    Stations, 

MUBELER,W,  J,       TD1    (Transamer  lea   Delaval,     Inc    )    Owners    Oroup 
MUSELER.H  J        Long    I* land    Lighting    Co.       84/02/27        DENTON,  H.  R. 
Office    of  Nuclear   Reactor    Regulation,    Director        3pp.       23434-090 
24X  Fiche;  30-000.  84/02/27.  B403010207 

— B403010446   "Investigation    of    Types    AF  b  AE  Pliton   Bklrti. H 

»      Failure   Analysis   Associates        FAAA-B4-a-14.       B4/02/37.       B3pp. 
22434   093.       24X   Fiche    30-000,  B4/02/27*  840301O207 


B403020443  Forwards  monthly    *t*tus   rept  of   offdte    emergency 
preparedness   for  OL  review*    for  Jan    1984  Change*    in  FEMA 
finding   dates  not   caused    by    delay    due   to  offslte   emergency 
planning   itsues 

DIRCK8.H  J       Office   of   the   Executive   Dli-ector    for  Operation* 
84/02/21        PALLADINO     Co«mi«sioner>        9pp        22492  083        24X 
Flehe   30-000,84/02/21,8403020443 


8403140203  Forwards    "Operating    History   Overview   for   Dieial    Oenerator* 
in  Nuclear  Sve,"   comparing   Transamarica  Delaval, Inc 
generators  w/generators   mfg    by    other  vendors 

HEBDON.F  J        Program  Technology   Branch.       B4/02/K7.       BERLINOER,  C  H 
NRC  -  No  Detailed  Affiliation  Oiven,      lp       23638:317,       34 X 
Fiche   30-000.  84/OS/27,  B4031403O3. 
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—  9403140203   "Operating    History    Overview    for    Diesel    Generators    In  Nuclear 
Bvc    " 

*       Director's    Office         B4/Q2/S1?         63pp          S3639    OO1         24X 
F 1 che - 90-000,  84/02/27.  B4O3 1 402O3 

B4O3O1021B  Forward i    task    descriptions    for    16    known   problem*    re 
Transamerica    Delaval, Inc    emergency    die»el    generator! 
NUSELER.H  J        TDI    (Transamer lea  Delaval,     Inc     )    Dinners   Group 
MUSELER.W  J        LonB    Uland    Lighting    Co        B4/02/2B        DENTDN,  H  R 
Office    of   Nuclear   Reactor    Regulation.     Director        42pp         22439   177 
24X    Fiche    30-000.  84/02/28,8403010218 

5403240233  Forward »    summary    list   of    deficiencies    Identified    per 
1OCFR9Q    59(e),Part   21    *    potential    generic    1 tr    repts    for 
comment* 
BTAfiOSTeCKI,  R        Division    of    Project    Ji  Resident    Program!         B 4/02 /SB 

Region    1,    Offlci    of   Director        7pp        22796   065        24X 
Flche    50-000,84/02/29,  B403260233 

6403090020  Board   Notification   S4-O44    forwards    Part   21   rept   re 
Transamerlca   Delaval.Inc    turbocharger    thrust    bearing 
Lubrication    defect    resulting    in    engine   nonavailability 
EISENHUTiD  0.       Division   of   Licencing        B4/02/29        PALLADINO, 
OIL1N8KY,    ROBERTS      Commi i i loners         4pp        22941    263        24X 
Flche    30-OOO,  84/02/29.  8402090020 

B 4030 90263  Final    Deficiency    Rept  PRD   B3/OS   n    inability    to   maintain 
preisurlied    water    supply    to   RHR   pump*   &   discharge,    piping 
supplied    by    Beehtel    Initially    reported    on   B30413   Hardware 
modi    implemented.   Alio   reportablo    per   Part   21 
MCOAUOHY, J  P,       Mississippi    Power    t>   Light    Co        84/03/02 
O'REILLY.J.P        Rogion   2,     Office   of   Director         4p{p        22373    144        24X 
Fi  c  he.  90-416,  84/03/02,  B4Q3Q902i5. 

84-O312014B  LER   84-007-00   on    B4012S,  d Iscovered    Ha  Ion    iys    control    panel 
Per    computer   tr   control    panel    room  w/mlising    fu»e«   Cause 
unknown  Fuses   replaced  H/B40302  Itr 

PARKER.  J  ,    DALE.L  F        HUtUtippi    Pouier   &  Light   Co        84/03/02        3pp 
32503: 297        24X   Flche- 90-416, 84/03/02,  8103120148 

84O31S0199  Special   Rept   B4-OQ7/0   on    B40131    S.   021O,  bolts    securing    Dlv    1 
•tandby    diesel    generator    left    bank    turbocharger    failed 
during    100   [>    test   runs   No    noticeable    effect    on    engine 
performance   no  tad    LER   B3-1O7   ulll    be    updated 

DALE,  L  F        Mlsiitsippl    Power    b  Light   Co,       S4/O3/02        Q'RGILLY,  J  P 
FUglon   2,    Office    of    Dlr*ctor        2pp         32586' 253        24X 
Ficha. 90-416.84/03/02,  8403120197 

8403130099  Updated   RO  83-QBB/l    on  830904, control    room  temp    reached 
SO   F, exceeding    limit    of   77  F   No    immediate   disqualification 
of    affected    equipment    occurred   Uoi-ft    case    effect    if 
reduction   of    equipment   qualified    life, 

DALE.L   F        MUf.lff.tppl   Power    fc  Light   Co        84/O3/02        O'REILLV.J  P 
Region   2,    Qffic.   of    Director        3pp        22999.001,       24X 
Flche    50-416,84/03/02,  B403130099 

34031301 92  Updated   LER   B3-189/03X-1'  on   B31201,  uihl  le    In  cold    ihutdaun, 
bT>«k*r    593-2109   tripped' causing    loss    of    power    to   Dlv    1    EBF 
bun   ti  all   balance   of   plant   load*  Caused   b<j   two   shorted 
uirai    In    breaker    hand    switch    Wir>e»    altered    W/B4O302   Itr 
BYRD.R.,    DALE,  L,  F        Mlstisfippl    Power   1<  Light   Co        B4/03/02 
O'REILLY.J  P        Realon   2,     Office    of   Director.       3pp        22617.299        24X 
Fiehe.SO-416,  B4/03/02,B4031301<?a, 

B4O3130274   Updated   LER   B3-1 9A/03K-1 : on  Q31003,  capscrew  securing 
starting    air   manifold    to    support    plate    on    left    bank    cylinder 
B    found   broken   intidt   plate  Caute   undetermined   Capicreui 
replaced    M/B403O2    Itr. 

BYRD,R.  ,    DALE,  L  F.      Mls*i«slppl   Power  l<  Light  Co       84/O3/02 
O'REILLY,  J  P.       Region  S,     Office    of    Director        3pp.       22617-130        84  X 
Ficha    90-416,  84/03/02.  8403130274. 

8 40 31 4004 B  Forwards    "Grand    Oulf   Component   Tracking    Bu«, "    "Shoreham 
Component  Tracking   8«i"   l<   "Tran*america  Delaval, Inc 
Dlciel   Beneratort  Owners   Oroup  Program  Plan, "   to  resolve 
concerns  w/energencu   diesel   generator! 

MU8ELER,H  J.       Long    Uland    Lighting    Co        84/03/02        DENTON,  H  R 
Office   of  Nuclear   R«actor   Regulation,    Dirtctor       2pp       22626  062 
24X   Flche: 90-OOOi  84/03/02,  8403 H 00 4 9 


-B4Q31400BO  "Orand  Oulf  Component  Tracking  Sift  " 
*  Lang  Island  Lighting  Co.  B4/ 02/29  B79pp 
Flcht,  90-000,  64/03/02,  B403140048. 


22626.064.       S4X 


9103130218   RO   84-OOS/O    on    810134, fire    barriers    loeattd    In    U7SO   control 
room    floor    modulo*    LA99-L01    ti   LA39-LD4    opened    to    Implement 
deilgn    change   package  Fire   match    established    Work    tail:   will 
be   completed    by  840416 

DALE.L   F         HissiiBippi    Pouier    !>   Light    Co         84/03/09        O'REILLY- J   P 
Region    E.     Office    of    Director         2pp         22617   297         S4X 
Fiche    90-416,84/03/03,  8403130348 

8103130253   Special    Kept    01-O09/0   on    a4O121,amoke    detector    In    lone   2-4 
covered    for    planned   maint   activities   Caused    by   welding    In 
piping    ronm  Firs  watch    established    Zone   reset   Si  restored    to 
operabllity    on  S4O2Q6 

DALEiL   F         MiBsiBsippl    Power    t.   Light   Co         04/03/03        O'REILLY-J   P 
Region    2,     Office    of    Director         2pp         33617    139         2AX 
Fiche    50-416,84/03/03,8403130253 

B40319003?  LED   04-008-00   on   840202,  dur Ing    cold    shutdown,  control    power 
to   HPCS   pump    lost   Caused    by    Incorrect    Info   on    electrical 
lineup    sheet    of   ays    operating    Instruction    Instruction* 
changed    to   correct    breaker    info  H/64O30S    Itr 

PAflKER,  J   ,    DALE.L  F        Mississippi    Power  b  Light   Co       84/O3/09       3pp 
22666    197         24X   Fichu    50-416,04/03/05,8403190059 

8403190113  Special    Rept   84-009/0  on   840201, HPCS   diesel    generator 
tripped    on    lou   lube    ail    pressure    during    routine 
surveillance  Caused    by    failed    relay   Agantat   relay    replaced 
w/identlcal    component   d    similar   type   relays    callbr 
DALE.L  F        Mississippi    Power   S.  Light   Co        84/03/09,      O'REILLY,  J  P 
Region   2.    Office    of    Director        Epp        2S666  266        24 X 
Fiche    30"416,B4/03/03,B403190115 

8403300231    Summary    of   B40221    meeting   u/util    In   Bethes4a,hD   re    details 
of    utll    proposed    on»l te/off s 1 tt   electrical    power   reliability 
program    for   Traniamerlca    Delaval.Inc    dleiel    generatori 
Attendance    list  it  vlewgraphs    encl 

HOUSTON, N  D        Licensing    Branch   Z        04/03/06  Licensing    Branch   2 

21pp         22845   001         24X   Fiche    90-416, B4/O3/O6, 8403300251 

S403120136  Part   21    rept   re   Uestinghouse  Type  8A~1    DBR  or   DBRV   standby 
ditsel    generator    differential    relay    defect  Relay    problem 
reported    in   840215  Suppl    i    to    IE    Info  Notice   83-63  RTE  Delta 
requested    to   review   defect   b   recommend    correction 
BDYER.R    E        Trantamerica    Delaval,     Inc        84/03/07  Director's 

Office,     Office   of    Inspection   and   Enforcement        2pp        23985   B19       24X 
Fiche   30-416.84/03/07,8403120136 

8403130464  LER   84-003-00  on  840210rwhile   power   removed   from   contra! 
room   fresh    air   unit    chlorine    detector   D, per   malnt   work 
orderiunlt    started    up   automatically    In    isolation  mode   Caused 
by    personnel    error   Personnel    counieled   U/04030B    Itr 
PARKER,  J   .    DALE,L  F        Mississippi   Pouier  tt  Light  Co        B4/03/08       3pp 
22613  24?        24X  Flche   90-416,84/03/08,8403130464 

8403190033  Updated   LER   B3-186/01X-1    on   830904,  Dlv    1    diosel    generator 
fuel    line   ruptured, causing    fire  near    left  banl    turdocharger 
Cau*ed    by    fatigue   crack    propagation   Fuel    line    support   added 
to   Dlv    1    tt  2   dletel    generators  M/B403QB    Itr 
DVRD.R    ,    DALE.L  F        Mississippi   Power  b  Light  Co        B4/03/O8 
D'REILLY.J  P        Region  2,    Office   of    Director        7pp        22666    119       24 X 
Flche    SO-416,84/03/08,8403190033 

8403300064  Updated   LER   B3-179/03X-1 , on  fl31109,Div    II    dlesel    generator 
shut   dawn   upon   discovery    of    fuel    oil    return    line    leak   After 
repair    during    restarti genera  tor    tripped    due    to    isolation    of 
fuel    supply    valve   F016B   W/84030S    Itr, 

DYRD,R   W   .    DALE,L  F        Mississippi    Power   &  Light   CD        84/03/08 
0'RE1LLY,J  P        Region   2,    Office   of   Director        4pp        22684   397        24X 
Flche    50-416,  B4/03/08,  B403200064. 

B403190Q43  Special   Rept  84-013/0  on   B40127, tmoke   detectors    In    Zone  2-10 
alarmed    b  mould   not    reset    Fire  watches    established    per  Tech 
Bpec   3,  3  7   9. Caused    by    accumulation    of    dust    particles    en 
ionliatlon    detector    Detectors    cleaned  &  reset 

DALEiL   F        Mississippi   Power    h  Light  Co.      84/03/09       Q'REILLY.J  P 
Region   2,    Office   of    Director        Bpp,       23666  246        24X 
Fiche- 50-416, 84/03/09,  B403190043 

B403190331    Special    Rept  84-012/0  on  B40201,  special    fire   door    Imp 
revealed    147  doors    in   auxiliary   b   control    bldgs   not    In 
compliance   ui/tpec   requirement*   Updated   rept    expected   by 
B40931. 

DALE,  L   F         Mlttitlippi    Power    L   Light   Co         84/03/09        O'REILLY,  J   P 
Region   2,    Office   of    Director        2pp        22673,290        B4X 
Flche    50-416,84/03/09.8403170331 


-B4O3140099   "Traneamerlca   Delavat,  Inc  Diesel   Generators   Owners  Oruup 
Program  Plan. " 

*      TDI    (Traniamerica   Delavali     Inc. 1    Owners   Oroup        84/03/02 
S&lpp        22688:223,       24 X   Flche:  30-000,  04/03/02.  B40314004B 


B402090039  Board   Notification   B4-O92    forwards   meeting    summaries 
containing    transcripts    of    B40210  b    16  meetings    between   NRC    & 
Transamerlca  Delaval.Inc    (TDI)  Owner*  Group   Distribution 
list  end 

EISENHUT, D  0  Division  of  Licensing  84/03/12  PALLADINO 
Commissioners  3pp  22708:001  24X  Flehe  30-000.84/03/12, 
B 402090039 
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3060336  Format1!!*   summary    of  84O21O   meeting    w/Transame-rl  ca    Delaval, 

nc  Owners   Group    in   Beth»ida.MD  re   pr-ublims   u/  emergency 

ieael    generators 

ARUBO,  R         Licensing    Branch    S         B4/O2/27         O  'ftEILLY.  J   P          NRG    -   No 

•  tailed   Affiliation   Oiven        ipp         K2708   O06        24X 

Iche    30-000,34/03/12!  B402OTO03? 

3060334   Transcript   of    910210  meeting    w/Transamerit  a    Delaval,  Inc 
ilnsrs   Oroup    in    Betfiesda--  Mt>   re    problems   ui/emerg  encu,    diesel 
enerators 

NRC  -  Ha   Detailed   Affiliation   Given        B4/O2/IO-       1  47p  |> 
'201    008        SAX    Flche    50-000,81/03/13,0402090039 

3O70409  Summary    nf  B-5G214    meeting  ui/Transamir  ica   Delaval,  Inc   Oiune-rs 

roup    in  VJading   Rivar.NY  r*    program   plan    to    establish 

tt  Utility    of   diesel    generator*    Agenda,  m«etlng    transcript   & 

t  tendance    list    end 

1LLER.MA        Licensing     Branch    4         B4/Q3/27  Licensing     Branch    4 

ip         33709    161.       34X   Flche    SO-OOOj  84/O3/  12.  B40B09O039 

3070423  Transcript   of    B4Q216  conferencH    in  Wading   RlvBr.NY  Tt 
•ansamerica  Delaval,  Inc    dieiel    generators    Pp    1-82 

Commissioners         8*/OB/16         B4p  p          227OB    1A9-        24X 
cha    3-0-000.  04/03/12.  640207003=7 

IOQ30   Forwards    "Design    Revlau   of    Connecting    Rod    Bearing    Shells    far 

mraerica  Del  aval  Enterprise    Engines"    For    ShOTcham  tt 

id   Gulf    diesal    generators 

UER.U  J       Long    Island    Lighting    Co         04/O3/12-       DENTQN,  H   H 

ce   of   Nuclear   Reactor    Regulation.     Director         2pp         23632  074 

Fichu    50-000.  B4/03/12,  9403140050 

1140086    "Design   Hevleu    of    Connecting    Rod    Bearing    shells    for 
ansamerica   Delaval    Enterprlie   Engines    " 

Failure  Analysis   Associates         PAD   739i        94/03/12         51pp 
632   O7A         S4X    Ficht    9O-OOO4  Q1/O3/12,  B403140050 

'0216  Special    Rapt   84-O1G/0  on   940210,  d  let*  1    generator    12    failed 

tart   on   manual    Initiation    signal    from    control    room 

ed   by    erroneous   step    in    procedure  resulting    In    improper 

atmeni   of    lifters   during    pushrod    replacement 

,L  F        Mississippi    Power    t  Lloht  Ca         84/03/12        O'REILLY.  J  P 

«n  S,    Office    of   Director         2pp        2267O  246        24X 

e    SQ-41t.,B4/03/l2.e4031'?021fi 

0292  Special  Rt-pt  B4-014/O.on    B402O4,  1  i  sted    fin    dooTi    block»d 

to   support  planned    maint   ac  t  ivi  1  1  es.  Fire   watches 
blished    pep  Tech  Spac    3,  7   7   until    doors    restored 
.L   F         Mississippi    Pauer    &   Light   Co          94/03/12         O'REILLY,  J   P 
an  S,    Qfflcs   of    DirectOT         2pp        22674    3S9        24X 


1017  Updates  LEfl  83-ia9/O3X-l    on   B31207    l<  84O2OI,  break  er    132-1704 

iv  3  ESP  bus    tripped    Caused    by    broken    current    llmlt*r 

5  tor    spttet   f-or    breaker    poiltlon    Indicating    light 

tat  relav   7012    replaced    U/B40312   Itr 

.R   .    DALE,  L  F        Mississippi   Pouer  k  Lijht   CD         B4/03/12 

ILLY,  J  p        R«gion  S*    Office   of    Director         4jip        S269B    346        24X 

e   30-416.  B4/03/12.H403200017 

1133   Foriuardt    "  Iran*  amer  1  ca  Delaval,  Inc    Diei»l    Generator  Rocker 

Cap  screw  Stress   Analysis    R-ept    "    Capicreu  design   adequate 

applicable    »nglnei    t    syc    conditions 

-ER,M  J        TD1    (Transamerica   Delaval,     Inc     »    Ounen    (Jroup 

3/13         DEMTDN.  H   R         Office    of    Nuclear    Reactor    Regulation. 

ttor        2pp        ZSS>31.S7a        ?4X  Fie  ha:  30-000.  H4/03/13,  B403tS0133 

)011   Special  Rapt  B4-O15/0   an   64022?,  Q  A    Identified    failure    to 
arm  monthly  verification   per    Item  2  COB)    requiring 

fuel    pool    coolers    to   be    isolated    from    sbandby    9Vc 

s(j»    Temporary    change    notice    Initiated 

L  F        Missilsippl   Pouer    fc  Light   Co.       84/03/13,       O'REILLY.  <J  P 
m  2.    Office  of   Director        3pp         S36B3   353        24X 
>    50-4!i,  94/03/13,6403300014 

1192  Final    deficiency    rfrpt  TB    anti-rotational    ietstrtu»    In   Anchor 
ng   glove  valves    Initially   reported    on    B402i3.  Setscrtui 
ened   &    stem  collar-    thread*    staked    using    ctr    punch 
reported   per   Part   21    for   Unit    1, 

IOHV.J  f,      mttisslppi    Power    t,  Light   CD         84/03/14 
LLY.J  P        Region  S,    Office    c-f    Director         9pp.       22707,  BS7        24  X 
30-4  16,  B4/03/14.B4032  10192. 

223  Rejfondi    to  840314    Request!    for    Info    1    k  2  r«   R-4    ttri" 
es   List    indicating    engine   nunberimod*!    b   *vc    numb  at- 
mer  name  fc  addrissi  ratinjr  date    shipped    b   datv    started 

MS,  C   S        Traniamerica   Delaval,     Inc         H4/03/16        EI6ENHUT,  D  O 
Ion  of  Licensing        2Opp.       226?1    17?         24X  Fl  ch  e.  SO-OOO,  H4/03/16. 
00222 


Q403260244  Updated   LER    B3-171/03X-1    on   B31OSB,  fuel    oil    leak    t   broken 
connector   jiuihrod    discovered    Cauied    by    crack    In   oil    tubing    (c 
difficulty    in  mlding   pushrod    Tubing    t>   pushrod   replaced 
H/840316    Itr 

BYRD.R    .    DALE.L  F        Klstitsippl   Power   (.  Light   Co        B4/03/16 
O'fiEILLV.J   P        Regions,     Office   of   Director        4pp        22734,338        24X 
Fiehe   30-4  16,  B4/03/lo,  Q403260344 

B4O3300114  Special   Rept  B4-011/0  broadleaf    vegatatlon    sample* 
unavailable    fur   collection    In   Feb    19S4   due    to   unseaionabla 
ueather    conditions   Re-quired    sampling    uiil    resume    uhtn 
vegetation   recovered    from   harth  ueather   conditions 
DALEiL   P        Mississippi    Pouer    i.  Light   Co        B  4/03/20        O'REILLY,  J  P 
Region   2,    Office   of    Director         lp.       S2B21    236        24X 
Flche    SO-41A,  64/03/20,8403300114 

B4033000O7  Updated   Special    Rept   B4-O03/1    on   B4O1 12,  standbU    dietal 
jun'ntor    12   tripped    on   reverse   power   uhll*   running    parallel 
ui/of fiits   p oiuer  Caused   by    faulty    control    rectifier    diode 
Keactlfler   replaced 

DALC.L   P        Hluiislppi   Power   i  Light    Co        B4/03/21        O'REILLY,  J  P 
Region   S,    Office   of    Director        2pp        22032   127        24X 
Flche   50-416,84/03/31.8403300007 

8403300027  Updated   LER    B3-1S2/01X-1    on   B3090B,  valve    P64F467  which 
supplies   operating    pressure    to  CO2   fire   protection   matter 
sel«ctar   valve    found    closed    Cause    unknown   Valve   nou  locked 
open  U/840321    Itr 

BYRP.R    ,    DA!-E,L  F        Miislfsippi   Pouer  &  Light  Co        B4/03/21 
O'REILLY,  J  P        Region   2,     Office  of    Director        4pp        228=2    134        24X 
FicM   SO-41&, 04/03/31,6403300027 

8403300037  Updated   LER    B3-169/03X-1    an   831023,  nitrogen   prtssurt    in 
control    rod    scram   accumulator*   40-33  &  24-29    fell    below 
1,S2O  psig    Caused    by    normal    leakage   Preitura    sultch   &  gauge 
tested    U/B40321    Itr 

BYRD.R    ,,    DALE.L   F         Mississippi    Pouer    t.   Uight   Co         B4/03/B1 
O'REILLY,  J   P         Region    2,     Office    of    Director         3pp         22021     237         24X 
Flche   30-416,34/03/31, B4O3300037 

8403300  OB  2  Updated   Special    Rept   04-111/1    on    03032S,  fire    penetration 
CE-S19D    In   computer    room    opened   under   maint   work    order 
<MWO)    to    Install    conduits    Cauied    by    des.l[|n   closure    detail 
b-aing    omitted    from  HUD  Programmatic    control    Implemented. 
DiALE,L   F        Mississippi   Pouer   (.  Light   Co        84/03/21        O'REILLY,  J  P 
Region    2,    Office   of    Director        2pp        220 E 2  076        24 X 
Flche   30-416,  B4/03/21,  84033000B3 

B4033Q0113  Update   LER   B2-OBO/O1X-4   on   B21004, capscreu  on   Dlv    2   standby 
diesel    generator   securing    rear    crankcase    cover    to    engine 
block    cractad  Caused    by    fatigue   due    to   engine   operation 
Cnp»creuii    replaced,  H/S40321    Itr 

BYRD.R    •     DALE,  L   P         Mississippi    Pauier    L   Light   Co         B4/O3/S1 
D'flEILLY,J   P        Region   2,     Office   of    Director        Bpp        B2BZ1'231        24X 
Fiche   3-0-416,54/03/21. S403300H3 

8403300117  Updated   LER  B3-185/03X-1    on   B31SO1, reactor   protection   tys 
Bus    6  (i    shutdnun   cooling    lost  when    power    tupply    breaker 
tripped    Caused    by    Isolation    valve    on    suction    of   pump 
closing    time    delay    setting    increased    to  3    S    »   W/840321    Itr 
BYRDrR    ,    DALE,  L  F        Mississippi   Pouir    Si  Light   Co        04/03/21. 
O'REILLY,  J  P        Region   2,     Office   of   Director        3pp        22820:232.       24X 
Fiche   ao-41A,84/03/21,84033O0117 

B4033O011S   Updated    LER    83-190/03X-1     on   831214,  Dlv   2    isolation    c-CCUrr*d< 
causing    loss    of    ihutdoun    coaling    u>hen   pump    suction  v«lv* 
FOO7    isolated   Caused    by    temporary    outage   restoration 
procedure   error.  Procedure    retired    H/B4Q321    Itr 
PARKER, J  ,    D-ALE.L  F        Ml  tsiftlppl    Pouer   tt   Light   Co        04/03/B1 
O'REILLY,  J  P        Region   S.     Office  of    Director        3pp,       22BKO:  310        24X 
Flche    50-41A.B4/03/21,  B4O330O11B 

B4O3300124  Updated   Special    Rept   B4-110/1    an   831213iFlre    Door    1A330 
blacked    open    to    support   planned   m*int    tt   testing   activities 
Fire    uatches    established    until    door    restored    on  040304 
DALE.L  F        Mississippi   Pouer    k  Light  Co        84/O3/21        O'BEILLY.J  P 
Region  2,    Office   of    Director         lp         2SB21    101,       S4X 
Fiche    30-416' 84/03/21,  B40-33001Z4 

6403270133  Forwards    "Emergency    Diesel    Generator    Air   Start   Valve 
Capsereu  Dimension    k  Str*»*    Analysis,"    prepared    b«   SbM    for 
Tran«america   Dtlaval,  Inc     (TDD    Diesel    0«nerat«r   Ouinirs 
Oroup 

MUHEt-EH,  W  J        TDI    ( Transam«r  ica   Delaval.     Inc.)   Owners    Croup. 
MUSELER,  H  J        Long    Island    Lighting    Co        04/03/23        DCNTurli  H.  R. 
Off(t«    of  Muclear  Reactor    Regulation,    DIrtctor        2pp,       22774'OO1 
24X   Fiche   3O-000,  B4/03/23,  0403270132 
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B403S70134  Requests    meeting    on    B4O418    to   discuss    short-term   &    long- 
term  corrective   actions    &    investigations    re    Transamer ice 
Dvlaval    dlesel    generators    List    of    suggested    meeting    topics 
end 

MCOAUGHV,  J  P        TDI    (Transamer i ca    Delaval,     Inc    >    Dinners    Group 
MCOAUOHYiO   P         Mississippi    Power    t,    Light    CD         B4/O3/S3         DENTON,  H   R 
Office    of   Nuclear   Reactor    Regulation.     Director        4pp        33769   133 
24X    Fiche    30-000.01/03/33,8403270134 


T      Hearing    transcripts    on   non-antitrust   matters 


B40.3Qe.OOaB  Transcript  of  840229  hearing  in  Vic  li  sburg,  MS  Pp  1-95 
»  Atomic  Safety  and  Licensing  Board  Panel  B4/O3/29  103pp 
22906.001  24X  Fiche  SO-416, 84/02/29, B4O30600BB 

84Q307037B   Transcript    of   Commission    B40229   briefing    in  Washing  ton, DC 
r«    itatus    of   util    progress    toward    obtaining    full    pouier   OL 
Pp     1-93   Supporting    documents tion    incl 

*      Commissioners         B4/02/29         IDlpp        22567   070        24 X 
Fiche    30-416,84/02/29, B40307037B 

5402070039  Board    Notification   Bfl-032    forward i    meeting    summaries 
containing    tranicrlpti    of    040210  &    16  meetings    between    NRC    & 
Transamerica    Dalaval,  tne    (TDI)    Otuners    Group    Distribution 
Hit  «nel 

EIBENHUT.D  0  Division  of  Licensing  84/03/12  PALLADINO 
Commissioners  3pp  S270B  001  24 X  Fiche  50-000, B4/03/12. 
8403090039 

— S4Q3Q60536   Forwards    summary    of  S40B10  meeting    u/Transamer 1 ca   Delaval, 
Inc    Burners   Oraup    in   Bethesda,MD  re    problems   la/emergency 
dleiel    generator* 

CARUBO.R        Licensing    Branch    2        84/08/27        O'REILLY.J   P        NSC   -  No 
Detailed    Affiliation   Oiven        6pp        2270B  006        S4X 
Flch»    30-000,84/03/12,8402090039 

— B4030603S4   Transcript    of    B40210  meeting    ui/Transamerlca    Delaval, Inc 
Owners   Oroup    in    Beth«sda,MD  re    problems    iii/emergency    d IBB  el 
generators 

»      NRC   -  No    Detailed   Affiliation   Given        84/03/10        147pp 
008         24X    Fiche    30-000. B4/03/12, S40S090039 


B403070335   Forwards    info    re    shift   advi sors,  inc lud ing    job  description 

MCGAUQHY-J   P         Mississippi    Power    b   Light   Co         84/03/20  DENTON.  H   ft 

Office    of    Nuclear   Reactor    Regulation,     Director         6pp  23946    19B 
24X    Fiche    30-416,  84/02/20,  B4O3O70323 

B403080367   Responds    to    FD1A    request    For    documents    re    BUR    Integranular 
Stress    Corrosion   Cracking    Oiuners    Group    meeting    on   or   about 
811023    Forwards   App    A    documents   Records    also    in   PDR 
f ELTON, J   M         Division    of    Rules   and    Records         84/02/25         HAFNER- D 
Suffolk    Nuclear   Study    Group         2pp         22383   OOB         24X 
Fiche    50-000,  84/02/28,  0403030367 

— 0309510134   Requests    evaluation   of    Grand    Oulf    «•   Shoreham   830B17   t<   23 
responses, respect ively    re    intargranu lar    strass   corrosion 
cracking     In    BUR    piping    Response    requested    by    830916   U/o 
encl 

EISENHUT. D   G         Division    of    Licensing         83/O9/O6        vQLLMERp fl 
Division    of    Engineering          lp         225B3   010         24X 
Fiche    50-000.  84 /02/2B,  B1030S0367 

8403050336  Forwards    detailed    breafcdoun   of  spproi    300  Tech    Spec    changes 
requested    by    licensee   &   categorized    in   DirckB   0-10202  memo 
DIRCKSiW  J        Office    of    the   Executive   Director    for   Operations 
84/02/29         PALLADIND,     QILINSKY,     ROBERTS      Commissioners         36pp 
32527   215         24X   Fiche    30-416. S4/Q2/29,  8403050236 

8403210109  Submits    Interim  response    to   B4OS24    Itr  requesting 
certification   re   Tech   Specs    &   F8AR  Revieu  !<  certification 
program    in    progress   Meeting    scheduled    for   84030?   to  discus* 
program    scope,  review   criteria   &  schedule 

DALE.L   F         Mississippi    Power    «c   Light   Co         B4/03/08        DENTON,  H   R 
Office    of  Nuclear   Reactor   Regulation.    Director        2pp        22704  360 
24X    Fiche    50-416.84/03/08,8403210109 


B4O321OO53   Endorses    SH   Hobbs    Feb    19B4   Ltr    HGN-019    to   HR    Denton    In 
response    to  NRC  B312OS  request    for    addl    infn   re   Hydrogen 
Control    Owners   Group    (HCOG)    test   program  Questions    to    be 
ansuered    by    HCDGIc   util.  respect! vely,  listed 

DALE.L    F         Mississippi    Power    !.   Light   Co         84/03/O9        DENTON.  H   R 
Office    of   Nuclear   Reactor    Regulation,    Director        2pp        22704  344 
24X    Fiche    50-416,  B1/03/09,  8403210033 


--S403070409  Summary    of   840216   meeting   ui/Trannamer  1  ca   Delaval,  Inc    Oujnurs 
Qraup    in   Hading    River, NY   re    program   plan    to    establish 
r«li«billty    of    dlesel    generators    Agenda, meeting    transcript   & 
attendance    list    *ncl. 

MILLER, H  A        Licensing    Branch    4        84/02/27  Licensing    Branch    4 

Bpp         2270B    161.        24X   Flche    30-000,84/03/12,8402090039 

— 8403070423  Transcript    of    B40H16  conference    in    Wading   River, NY  re 
Tranf *m»r ica    Dilaval,Inc    dlesel    generators    Pp    1-B2 
*       Commisslonirs          84/02/16         84pp          22700    169         E4X 
Fiche    SO-000,  B4/03/12,  B402070039 

8403330193  Tranteript    of   840320   briefing    in   Washing  ton,  DC    re    Tech    Spec 
raquirementi   Pp    1-74    Supporting    documentation    entl 
»     CommUtloner*       84/03/20,      85pp       32759   179       24X 
Flehe. SO-416,  B4/Q3/SO,  B403230195 


Examinations 


840329Q094   Foruiafds    updated    Info   on    operating    shift    experience    to 
iirperiede   previous    submi t tal.  inc luding    chart    of    eiperlence 
levals    of    five    proposed    operating    shift*, 

DALE.L  F        H(i*i**ippl    Power   fc  Light   Co.       84/03/16        DENTDN, H  R 
Office    of   Nucl««r    Reactor    Regulation,    Director         Bpp        22806  341 
24X  Flcha' 30-416.  84/03/16,  8403270094. 


B403210037   Forwards    description    of    Tech    Spec    ravlEU   program,  per    B40234 
request   Program  estimated    to    end    on  840406  Formal    response 
expected    by    &40409 

MCOAUOHV, J  P        Mississippi    Pouer   &  Light  Co        B4/O3/1B        DENTON,  H  R 
Office    of   Nuclear   Reactor   Regulation,    Director        2pp        22705  021 
24X    Fiche    30-416,84/03/18,8403210097 


— 8403210062    "Tech   Spec    Review  Program  Description   " 
*      Mississippi    Pouer    St    Light   Co         B4/03/3I         2Opp 
Fiche    30-416,84/03/18,8403310037 


32703   023        34X 


E      NRC   Safety    Evaluation  Report    (SER),    suppls   t  correspondence 

8403080179   Fourth    partial    response    to   FOIA   request    for    ill    categories 
of    documents   re   facilities    Forwards   App   A  documents  App    D 
document    entirely   withheld    (ref  FOIA  Eicuiptlon    S)    Revieu  of 
addl    documents    subj    to   request   continuing 
F  ELTON,  J  M        Division   of   Rules  and   Records        84/O2/13        ANDERSON'S    I 

Oarvey,    Schubert,    Adams   t   Barer        7pp        223B3  236       SflX 
Fiche    50-000,  84/03/13,0403090179 

— 80O3130793   Provides    status    of    SER    inputs   b    acceptance    reviews    far    OL 
CP   applications   Schedule    should    fie  met 

BURKE,  W  C        Effluent   Treatment  Systems   Branch        GO/02/06 
KREQER.W  E        Assistant    Director    for  Site   Analysis        lp        2E5B3  235 
24X   Fiche   50-000.04/02/13,8403080179 


X      On  fits    Storage    of    Lou   Lev*!    Waits 


8403220136    Informs    of    plans    for   meeting    classification  ti   waste    form 
r»"ltfir«i«ienti    of    10CFR61.  Contractor    currently    dewatering 
f»mint   id/approved    procedures    to   ensure    no    free    standing 
u«ter    elliti 

DALE.L   F,       Mlsillsippl    Pautr   &  Light   Co        B4/03/16        DENTDN, H  R 
Office    at   Nuclear   Reactor    Regulation,     Director        3pp        22713  333 
24X    Fiche: 50-416,  84/03/16,  B4032H0156 


DOCKET    30-417   ORAND  OULF  NUCLEAR  STATION,     UNIT  2 

A.     Application/construction    stage   documents   d   cornspondence 


Bi)03210140  Forwards    confirmation   of   Lonergan    safety    relief  valve 
qualification   &   nperablllty    testing    of   reclassified  valves, 
per    util    B2UOB   Ei    18    Itrs    &   SSER   4 

DALE.L  F        Mississippi    Poiuer   *  Light   Co        84/03/13       DENTON,  H  R 
Office    of   Nuclear   Reactor   Regulation.    Director        4pp        22707  276 
24X  Fiche    50-416.  B4/03/13. B40321014O 

F      Security,    medical,     emergency    b  fire   protection   plant 

B403S101I3  Forwards   8ALP  fiepts    SO-416/B3-33  S-    30-417/83-09    for 
Sept    1783  -   Sept    1983 

LEWIS, R   C        Division   of   Project  &   Resident   Programs        84/01/11 
RICHARD,  J  B        Mississippi    Pouer  I>  Light  Co        3pp        22707    144        24X 
Flche    50-416.B4/01/11,  B4032101 15 


S4O 31*0232  Faruardi    reg.ueft    for    addl    info   re    const   QA  program    to 
complete   evaluation   of   changes   to   program 

LEWIB.R.C        Division    of   Project  *   Reildent   Programs        B4/02/13 
RICHARDiJ  D        Mltsisilppi    Pouer  ti   Light   Co        3pp         22660    113        24 X 
Flchtr  SO-417, B4/02/13,  B4031A02SS 


-B403210122   BALP   Repts    50-416/B3-53   t    50-417/83-09    for    Bept     1982 
Sept    1983 

»      Region   S,    Office    of    Director        B4/O1/11        32pp        22707    146 
FichB    50-416,04/01/11,8403210115 
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8403160:231    Notifies    at    B403  1  6   workshop    to    discuss    lOCFRSO.App   R 
requirements    &   insp    reiul  ts    to  reinlve   misunderstandings   r> 
firo    protection  Attendees    should    be    limited    to   lit    due    to 
siiB    of    conference    room 

LEWIS, R    C         Division    of   Project   &    Resident    Program*         B4/O3/OS 
RICHARD,  J   B         Mississippi    Power   (.   tight    Co         Ip         22660   330        24X 
Fiche    50-41&,  34/0)3/02,9403160291 

94O31iQ336   Discusses    util    B4O224    1  tr    re    1984    emergency    exercise 
Exercise   objectlvos    rn viewed    &  comments    provided    to 
P    Boned  uti  corporate    emergency   praparedness    coordinator 
VERRELH.D   M         Division   of    Project   ti   Resident   Programs         84/03/03 
RICHARD,  J   D         Mississippi    Poiaar   t   Light   Co         Ip         22660   031         24X 
Flcno    5O-41&,  B4/03/Q5r  9403160336 

B4G31SO'052  Forwards    State   of   UA  631327  request   for    sumption    from   Full 
participation   at   940110  annual   radiological    emergency 
preparedness    exercise    FEMA   iupports    exemption,  band  on   State 
of  LA   full    participation    In   Uaterford    exercise 
KRIMMiff    W       Federal   Emergency   Management  Agency        64/03/09 
•JORDAN,  E  L        Division    of   Emergency  Preparedness  ic  Engineering 
Response     (Post   B3O103)         3pp         22641    339         24X   FlchS    30-116.94/03/09, 
e-4Q3130Q5H 


0      Adjudicators    correspondence 


3403210165  Response    to   Jac k tertians   United    for  Livable  Energy   Policies 
renumbered  Contentions    1,2  Si  3  Admission   of  renumbered 
contentions   acceptable   Certificate   of  Eve    encl 

WAGNER, N  E        Hearing    Branch    4        DSB  016        94/03/19  Atomic    Safety 

and    Licensing    Board   Panel          7pp         337 IB   217         24X 
Fiche:30-4ti,  B4/03/ 19,  8403310163 

B4O32703I8  Forwards    staff  630319  response    to   petitioner    renumbered 
Contentions    1,3  1   3, per  request  W/o   encl 

WAGNER, ME        Hearing    Branch    4       DSB    131        84/03/22       STEWART,  C 
Affiliation  Not  Assigned         Ip        22789  02Q       34*  Fiche    SO-416. 
34/03/22,9403370318 


H     General    correspondence 


B4O337O211    Eipresses    concern   on   safety   of   facility  NftC   should   not  allow 
operation  before   plant  meets    safety   criteria 

WIENER,  J    L        Affiliation   Not    Assigned         81/03/32         DENTON,  H   R 
Office   of  Nuclear   Reactor    Regulation-    Director       2pp        22772   144 
24*    Fiche   30-416,04/03/23,  8403270211 


J      Insurance  &    Indemnity    in  Format Ion 


6403140131    Forwards   Endorsement  29   to  NELIA  Policy  NF-237  &   Endorsement 
H    to    MAELU   Policy    flF-106 

DALE,  L   F         Mississippi    Pomer    !•   Light   Co         64/03/02        KERR,  0,  M 
Office   of   State  Programs,     Director        4pp        S3620  284       24X 
Fiche    50~4t6iB4/03/O2,  B403140121 


Inspection  reports,     IE  Bulletins   &  correspondence 


a 4 03 07 OS* 8   Responds    to   questions  raised   during    special    safety    imp    on 
630323-25  re    IE  Bulletin   80-11    that    three  mortar   cube 
compression    tests    did    not    meet  mln    compresslve    strength 
requirements    Structural    integrity    unimpaired, 

DALE,L  F        Mississippi    Power  *.  Light  Co        83/12/30       O'REILLYiJ  P 
R  1-g.ian   2.     Office    of    Director         6pp.       33946   086        24X 
Flcho    SO-416,  83/12/30,  B40307026B 

840321O115    Forwards    SALP    Repti    30-416/83-55   b   90-417/83-09    for 
Sapt     L9S2   -   Sept    19E3 

LEWIS,  R.C        Division   of  Project  b  Reiident   Program        84/01/11 
RICHARD,  J  B        ItlssHsippi    Power  fc   Light  Co        2pf>        2S707-  144        24X 
Flche    90-416164/01/11,8403210115 

— B4033101H2  SALP  Rapts    50-416/63-35  &  50-417/83-09    for  Sept    176S  - 
Bept    19B3 

*      Region  2.    Office    of   Dirlctur        84/01/11        32pp        22707   14&        24X 
Fie  he:  BO-41&.  B4/01/1 1,84032101  IS 

1190072    IE   Info  Notice  B4-13.    "Potential    Deflclincu   in   Motor 
p*r*t«S   Valve   Control    Circuits  St  Annunciation    "   Svc    Hit 
ncl. 

JORDANiE  L        Division    of  Emergency   Preparedness  &  Engineering 
R»»pon»»    (Post   630(03)        64/02/2B  Consolidated   Edlion   Co,    of  New 

York.     Inc        119pp         22909  239       S4X  Fiche    SO-000,  B4/02/B8,  B40l  190072 

B40H09O007    IE   Info  Notice   84-14,    "HJahlighti    of  Recint  Transport 
R *gul atori/  Hevi  b\j    DOT   b  NRC    "  Svc    list   encl 

GRACEjJ  N       Dlviiion  of   QA<    Safeguards   tc    Inspection  Programs    IPost 
93Q1O3)         B4/03/02  Con»«l Idated   Edison  Co      of  Hew  York,     Inc 

130pp.       S3552  329        24JC  Fich*   30-000,  64/03/OB,  8402090007 


B40209OOOB    IE    I  rift)   Notice    B4-16i     "Failure    of    Automatic    8prinkl*r    BIJI 
Valves    to  Operate    "    Svc    Hit    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         B4/03/O2  Confolidated    Edison    Go      of  N*u 

York,     Inc         122pp         22393    098,       24X    Fiche    30-OOO. B4/O3/02,  B40209000B 

8408090009   IE   Info  Notice   84-18,     "RBportinj    of   Radiological    Releaiei    " 
Svc    list   end 

JORDAN,  E  L        Division   of   Emergency    Preparedness   h  Engineering 
Response    (Poit   B301O3)         64/03/02.  Consolidated    Edison    Co      of   Neui 

York.     Inc,        119pp         23393,217         24X    Fiche    30-000,84/03/02,8402090009 

8403120034  Staff  requirements   memo   re   840229   briefing    in    Washiooton,  DC 
re    SALP   review  of   areas   prior    to    Issuance    of    full-pouier 
rocammendatiDn   &  document    interpreting    LER    rept 

CHILK.S  J  Office  of  the  Secretary  of  the  Commission  84/03/02 
DIRCK9, W  J  Office  of  the  Eiecutiv*  Director  Cor  Operation*  Ip 
22619  346  24JC  Fiche-  30-41&>  84/03/02,  B403120034 

8402090011    IE   Info  Notice   B4-17.     "Problems  M/Liquld   Nitrogen   Cooling 
Components   Below  Nil    Ductility   Temp    "   Svc    list   tncl 
JORDAN,  E  L       Division   of    Emergency    Preparednfii   d  Engineering 
Response    (Post   830103)        84/03/05  Consolidated    Edison   Co      of   New 

York,     Int        U7pp        22553336        24X  Flehe   50-000,  84/03/08.  840209001 1 

B40S090034    IE    Info  Notice   B4-09r Rev    1,     "Lessons   Learned   From    Imp*   of 
Fire  Protection  Safe  Shutdown   Bys    "   Bve    list   enel 
JORDAN) E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (post  830103)        84/03/07  Consolidated    Edison   Co.     of  Neu 

York,     Inc         UBpp        B2&3S  049        24X   Fiche    90-000, 84/03/07,  8402090024 

8402090028   IE   Info  Notice   B4-1B.     "Stress   Corrosion  Cracking    in  PUR 
By»    "   Bvc    list   encl 

JORDAN, E  L        Division   of   Emergency    Preparedness    fc  Engineering 
Response    (Post  830103)        84/03/07  Consolidated   Edison   Co      of   New 

York,     Inc          HBpp         22584    186         24X   Flche-50-000,84/03/07.  B402O90028 

84O2O90O31    IE  Bulletin  B4-O2,     "Failures    of   QE  Type  HFA  Rel*g*    In   Use    In 
Class    IE  Safety   Siji    "   Svc    list   encl 

DEYOUNO.R  C        Director's   Office,    Office    of    Inspection   and 
Enforcement        84/O3/12  Consolidated    Edison  Co      of   New   York.     Inc 

134pp        22823  094        24 X  Fiche    50-000, B4/03/12, 6402090031. 

8403390030  Provides    Interim   rasponse    to    IE  Bulletin   83-07,     "Apparently 
Fraudulent   Products    Sold    by    Ray   Killer, Inc    "   Results   of 
Investigation   to   date    indicate  no  Ray   Miller    products 
supplied    to    facilltlK   Final    retponte   expected    by   B40523 
HCOAUOHY.J  P        Mississippi    Power   tc  Light  Co        B4/03/13. 
O'REILLY.  J  P        Region  H.     Offic*   of   Director.       3pp        22806   BS4,       24X 
Fiche   30-416,34/03/13,8403290030. 

B402090043    IE   Info  Notice   84-19,     "Two   Event*    Involving   Unauthorized 
Entries    into  PUR  Reactor    Cavities    "    Svc    list   encl, 
JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Engineering 
R«*pon*>    (Post  830103)         64/03/21  Consolidated    Edlion   Co      of   New 

York,     Inc         ia3pp        22B23   229        24X   Fich*    50-000, 84/03/21,  B40209QQ43 

8408090044    IE   Info  Notice   84-EOi     "Bvc    Llfa   of   Relay*    in  S*f«tu-Relatad 
Bys    "   Bvc    1  lit    encl 

JORDAN. E  L        Division    of   Emergency    Preparedness   fc  Engineering 
Response    (Post   B30103)         84/03/21  Consolidated    Edison   Co      of   Neu 

York,     Inc         13Spp        22933   001.       24X   Fiche    30-000,  B4/03/S1,  840209O044 

R      Periodic    operating    reports    b   related    correspondence 

8403020443  Forwards   monthly    status   rept   of   offtlti   emergency 
preparedness    for  OL   revieus    for   Jan    1984   Changes    in  FEHA 
finding    dates  not   c*u»ed    by    delay    due    to   offilte   emergency 
planning    issues 

DIRCKB,  W  J       Office    of    the   Executive   Director    for  Operation* 
94/02/21        PALLADINO     Commissioners        9pp        22492.083        24X 
Fiche    90-000,84/02/31,8403020443 

B      Reportable    occurrences,    LERs   t  related    correspondence 

B403010431    Informs   Commi**ion    of   problems   u/ emergency    diesel    generators 
mfg    by   Transamerlca   Delaval,  Inc 

DIRCKB, W  J       Office    of    the   Eiecutlve   Director    for  Operations, 
SECY-83-034        84/01/25,       4pp.       22438  347.       24X   Fich*   90-000)84/01/29, 
8403010491 

B403010207  Forwards    » Inv»«tig«tion   of   Type*   AF  *  *E  PUton   Sklri»> "    per 
Tran*emerica   Delaval, Inc    Owner*  Droup   program   commitments. 
Rept   evaluate*    cracks    In   AF   pl*ton    skirt*    In  ShorehBm  It 
Orand   Oulf  Nuclear    Power   Stations 

MUSELER.U  J       TDI    tTraniamer Ua   Dilaval,     Inc.)    Owners   Croup, 
84/02/27        DENTON-H,  R        Offic*   at   Nuclear   Reactor   Regulation, 
Director       3pp       22434.090       24 X  Fiche   SO-OOO. 84/02/27.  840301O207 
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— 8403010146  "Investigation  of  Types  AF  &  AE  Piston  Skirts  " 
»  Failure  Analysis  Associates  FAAA-84-2-14  B4/O2/27 
22434  093  24X  Flche  30-OOO,  B4/O2/27,  340301050? 


B3pp 


8403140203  Forwards  "Operating  History  Overview  for  Diesel  Oenerators 
In  Nuclear  Svc.  "  comparing  Trahsamerica  Delaval,  Inc 
generators  u/g»neratQrs  mfg  by  other  vendors 

HEBDDN,  F  J   Program  Technology  Branch    B4/O2/27   BEHLINGER,  C  H 
NRC  -  No  Detailed  Affiliation  Given    Ip    2263B  319   34 X 
Fiche  30-000,84/02/87.8403140203 

— B403140205  "Operating  History  Overview  for  Diesel  Generators  In  Nuclear 
Svc.  " 

«   Director'*  Office    84/02/89   6Spp    22639  001    24X 
FtchB  80-000,84/02/27,0403140203 

84O3010S1B  Forwards  task  descriptions  for  16  (mown  problems  re 
Transamer ica  Delaval.Inc  emergency  diesei  generators 
MU8ELEft,W  J   TDI  (Transamer it*  Delaval,  Inc  )  Owners  Group 
MUBELER,H  J   Long  Island  Lighting  Co   B4/OZ/2B   DENTDN,  H  R 
Office  of  Nuclear  Reactor  Regulation.  Director    48pp    23433  177 
24X  Fiche  30-000, 84/02/8B,B40301021B 

B4O3260233  Forwards  summary  Hit  of  deficiencies  identified  per 
10CFRDO  SMeKPart  SI  t,  potential  generic  1  tr  repts  for 
comments 
BTAROSTECK1 ,  R   Division  of  Project  h  Resident  Program*.   04/02/38 

Region  1>  Office  of  Director.   7pp    22796  063   24 X 
Flehe.  30-000.  B4/OB/SB,  B4032A0233, 

6403090269  Final  Deficiency  Rapt  PRD  B3/OB  re  inability  to  maintain 
pressuriied  water  supply  to  RHR  pumps  &  discharge  piping 
•upplled  by  Bechtel  Initially  reported  on  B3041S  Hardware 
modi  implemented  Also  reportable  per  Part  21 
MCOAUOHY,  J,  P   Mississippi  Powor  tt  Light  Co    84/03/02 
d'HEILLY.  J,f>   Region  2,  OffU»  of  Director    4pp   22972  144   24X 
Flcha. 30-41i, B4/03/02,  B403090263 

84O314004B  Forwards  "Orand  Oulf  Component  Tracking  Sys,  "  "Bhoreham 
Component  Tracking  Sys"  fc  "Transamerlca  Delaval, Ine 
Dleial  Qenerators  Owners  Group  Program  Plan."  to  resolve 
concerns  Hi/emergency  diesei  generator* 

MUSELER,W  J   Long  Island  Lighting  Co   64/03/02   DENTDN,  H  R 
Office  of  Nuclear  Reactor  Kegulatlon.  Director    Zpp    82626  042 
24X  Flche  80-000,  84/03/02,  B40314004B 


— 8403140080  "Orand  Oulf  Component  Tracking  Bys  " 
»  Long  Itland  Lighting  Co.  B4/OZ/29  B79pp 
FlchB! 30-000.  84/03/02,8403140048 


23626   064        84X 


—  3403070453   Transcript    of    B40216   tonferonce    in   Uading   fiiver.NY   re 

Transarnenca   Dalaval,  Inc    diesei    generators  Pp    1-B2 
*      Commi  ss  iotiBTB         B4/O2/16         84pp         23708    169         24  X 
Flche    90-000,  B4/03/12,  Q402090039 

B4O3140030   Forwards    "Design   Review   of  Connecting   Rod   Bearing    Shells    for 
Tranaamet-lca   Delaval    Enterprise   Engines"    tor  3d  or  eh  am  & 
Brand    Quit  iiesel    generators 

HU3ELER,W  J        Long    Island    Lighting   Co        84/03/13        DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation.    Director        2pp        3S&3S  O74 
34X    Flche    SO-OOO.  B4/O3/12,B40314005O 

—  a  4O3  140096   "Design   Revleui    of   Connecting   Rod   Bearing   Shells    for 

Transainerlca   Delaval    Enterprise   Engines    " 

»      Failure    Andlyili    Associates         PAD   7396         B4/03/I2         Slpp 
076         24X    Fiche    30-000,  64/03/12,  8403140050 


— 8403140093    "Transamerica    Delaval.  Inc    Diesel    Qeneratori   Duintri   Oroup 
Program  Plan. " 

tt      TDI    (Traniamerica   Delaval.     Inc    J    Owners    Oroup,       B4/O3/02 
Sblpp        aatBB'asa,       24X    Fiche    SO-000, 84/03/02,  B40314O04B 


B403130133  Forwards    "Transamerlca  Delaval,  Inc    Diesel    Generator  Rocker 
Arm  Cap  nc  raw  Stress    Analysis   Rept    "   Capscreu  design  adequate 
for   applicable   engines    &    svc    conditions 

HUEELER,W  J        TDI    (Transamerica  Delaval,     Inc    )    Owners  Group 
B4/03/13,        DENTON.  H   R         Office    of    Nuclear    Reactor    Regulation, 
Director         2pp         23639   270         24X    Flche    30-000.  B4/03/13,  S4031S0133 

B403210192  Final    deficiency    rapt  re   anti-rotational    setscrews    In  Anchor 
Darling    glove   valves    Initially   reported    on  840213  Setscreiu 
tightened   b   stem  collar    threads    staked    using   ctr  punch 
Also    reported    per  Part   31    for   Unit    1 

KCOAUOHY.J  P        Misslseippi    Power    &  Light   Co        B4/03/14 
O'REILUY.J  P        Region  2.    Office   of   Director        5pp        22707   237        24X 
Flche    30-416,  B4/03/I4,  B40331O19S 

0403210041    Final    deficiency    rapt  re    incorrect    operation   of   Div   I    &   II 
diesei    generator    load    shedding    sequencing    sys    panels 
Initially   reported    on  830921    Circuit   cards    &  card   racks 
returned    for  mod   Re  installation   expected    by   840427 
NCOAUOHY.J  P        Mississippi    Power   (.  Light  Co        B4/03/13 
O'REILLY.J  P        Region   2.     Office   of   Director        5(.p        32707   032        24X 
Fiche    50-417,94/03/15,8403210041 

8403200822   Responds    to   840214    Requests    for    Info    I    t    S   re    R-4    **ries 
engines    List    indicating    engine  number,  mode  1    &  svc    number, 
customer    name   fr  address,  rating,  date    shipped   &  date    started 
oncl 

MATHEW3,  C    S         Transamerica    Delaval,     Inc         B4/03/16         EISENHUT,  D   0 
Division    of   Licensing        20pp        22691    179        24X  Piche  30-000,64/03/16, 
B403200S22 

B403270132   poruardi    "Emergency    Diesel    Generator   Air   Start   Valve 
Captcrew  Dimension    t.  Stress    Analysis,"    prepared    by   StW    for 
Transamerica   Delavalilnc    (TDD    Diesel    Generator  Duinars 
Oroup 

MU8ELER.U  J        TDI    (Transamerica  Delaval,     Inc    )    Dinners   Oroup 
84/03/23        DENTON.H  R        Office   of   Nuclear   Reactor   Regulation, 
Director        2pp        28774  001        24X   Fiche    30-000,84/03/23.8403270132 


9403120136  Part   21    rept   r*   Westlnghaui e   Type   SA-1    &SR  or    DBRV   standby 
dlettl    ginerator    differential    relay    defect    Relay    problem 
reported    in   B40219   Suppl    1    to    IE    Info  Notice   S3-&3  RTE  Delta 
requNttid    to   reviauj   defect    !<  recommend    correction, 
HOYERiR    E        Transamerica    Dalaval,     Inc        84/03/07  Director's 

Office,     Office    of    Inspection    and    Enforcement,       2pp        223B9;219        24X 
Flche' 30-416,  84/03/O7,  8403120136 


8403270134   Requests   meeting    on   B4041B   to   discuss    short-term   d    long- 
term   corrective  actions   t>    investigations   re   Transamerica 
Delaval    diesei    generators    List   of    suggested    meeting   topics 
oncl 

MCQAUQHY,  J  P  TDI  {Transamerica  Dalaval,  Inc  )  Owners  Oroup 
B4/03/23  DENTON.H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  22769  133  24X  Flche  SO-OOO, 84/03/23,  B403370I34 


9402090039  Board    Notification    84-032    forwards   meeting    summaries 
containing    tranicrlpts    of    840210  t>    16  meetings    between   NRG    t, 
Trannmerie*.   Delavali  Inc    (TDI)    Owners   Oroup    Di*tributlon 
lilt   encl 

EIBENHUT.D.  0.  Division  of  Licensing  84/03/12  PALL AD I NO 
Commit*  loners.  3pp.  22708,001  24X  Ftcha'  3O-000, 84/03/15, 
S402090039 

— B 403060336  Forwards    summary    of   B40S1O  meeting    w/Transamerica   Delaval, 
Inc   Owner*  Oroup    In  Qethesda.MD   re   problems   ui/em«rg*ncy 
diesei    generator* 

CARUSO.R,       Licensing    Branch    2        84/O2/27        O'HEILLY.J   P.       NRC   -  No 
Detailed   Affiliation   Olven.       6pp         22708-006        24X 
Fiche. 30-000,  84/03/12,8402090039 

— 8403060334  Transcript   of    B4021O  meeting    ui/Transamerica    Delaval' Inc 
Ounars    Oroup    In   Bethesda.HD   re    problems    u/amergency    dieiel 
generator* 

•     NRC  -  No  Detailed   Affiliation  Olven.      84/02/10       147pp 
A7201 'OOB.       S4X   Fich I- 30-000, 84/03/12,  8402090039, 

— 0*03070409  Summary    of   84O216  meeting    u/Transanterlca  Delaval,  Inc    Owners 
Oroup    in  Mading   Rtver'NY  re    program   plan    to    establish 
reliability   of   diaiel   g*neratorf. Agenda,  meeting    transcript  b 
attendance   list   end. 

MILLER, M.A,      Licensing   Branch  4.      B4/02/B7  Licensing   Branch   4 

Bpp         a270B'161         S4X   Fiche    30-000, B4/03/12, 8408090039 


T      Hearing    transcripts    on  non-antitrust   matters 


8403070376  Transcript    of   Commission   B4022?  briefing    In  Washington,  DC 
re   status   of   utll   progress   touard   obtaining   full   power  OL 
Pp    1-73   Supporting    documentation   encl 
a      Commits  loners        84/08/29         lOlpp        28S67  090       S4X 
Ficht    30-416, B4/OS/29,  8403070378 

84O2090039  Board    Notification   84-032   forwards   mteting   summaries 
containing    transcripts    of    B40810  &    16  meetings   betueen   NRC   !> 
Transam»rlca   Delaval, Inc    (TDI)    Owners   Group    Distribution 
lilt    end 

EISENHUT.D  0.  Division  of  Licensing  84/03/13  PALLADINO 
Commissioners  3pp  227OB,  001,  24X  Fiche-  5O-000,  B4/O3/12, 
8402090039, 

— 8403060536  Forwards    summary    of  B4021Q  meeting   w/Transamei  ica  Dilaval, 
Inc    Owners   Croup    in   B»the»da,MD  re   problems  lu/emergency 
diesei    generators 

CARUBO.R        Licensing    Branch    2.       04/02/27        O'REILLY.J  P        NRC   -  No 
Detailed   Affiliation   Given        6pp        28708' 006        24X 
Flche    30-000.84/03/12.8402090039 

— 8403060334  Transcript   of    B40210  meeting   u/Tran*amerlca   Delaval, Inc 
Ounari   Oroup    in  Bethesda,HD   ra    problems   u/emergency    diesei 
generators 

»      NRC   -  No   Detailed   Affiliation  Otven,       B4/02/10        147pp 
67201:008         24X    Fiche    80-000,64/03/12,8408090039 
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DOCKETED  ITEMS 


-94O3070409  Summary   of  B4Q2I6  meeting   u/Trantamerica  Delaval.Inc   Goners 
Group    in   Wading   River, NY   re    program   plan    to    establish 
reliability   of  dis»el    generators   Agenda,  meeting    transcript  tt 
attendance   list   encl 

MILLER'H  A        Licensing    Branch    4        84/03/27  Licensing    Branch    4 

Bpp         22703    lil         24*    Flche    3O-000' 64/03/IE, 8402090039 

-B403070423  Transcript   of    840316   conference   in  Wading  River,  NY  re 
Transamer ica   D»laval,Inc   diesel    generator!   Pp    1-B2 
*      Commissioners        64/02/16         B4pp        25703    169        24X 
Fiche    30-000,  B4/03/12,  H40209QQ39 


DOCKET   50-423   MILLSTONE  NUCLEAR    POWER   STATION,    UNIT   3 

A     Application/construction    stage   documents   (,   correspondence 

B401I20493  Notification    of    B4OU7-19   meetings    u/utll    In   Bethesda. 
MD   to   discuss   applicant   response-i   to  Mechanical   Engineering 
Branch    safety    review  Questions    210   B   to   SID  43 

DOOLITTLE.EL        Licensing    Branch    1         B4/O1/05        YOUNGBLDOD,  fl   J 
Licensing   Branch   I        3pp        21B04    104       24X  Flche   30-423.  B4/01/O5. 
B401120433 


3403070399   Forward!    proprietary   response    to   Question    492   4   re 
measurement   of  PCS   flow  Response   withhold    Iref    10CFR2  790) 
COUNSIL, U  Q       Northeast  Nuclear   Energy   Co      (subs     of  Northeast 
Utilities)       COUN81L,  W  0        Northeast  Utilities       B4/O2/16 
YOUNQBLODD.  B   J        Licensing    Branch    1         2pp         22347  034        34X 
Fiche    30-423,84/03/16,8403070299 


— B403070302  Requests   withholding    proprietary    info   re   response    tc 
Question  492  4  concerning   RGB  flotu  measurement   uncertainty 
(ref    10CFR2  790) 

UIESEMANN.R  A       Uestlng house  Electric   Corp        63/09/10 
YDUNQBLOQD.n   J        Llcenslno    Branch    1         Bpp         23347036         S4X 
Flche    30-423,84/02/16,8403070299 


B40302013B  Forwards   requests   for   add]    info   to   complete   evaluation   of 
environ   &  safety   portions    of   application   for  OU  Response 
requested    by   840315 

YQUNOULOOD,  B  j       Licensing    Branch    1        B4/02/17       CQUNBlL. H  0 
Northeast  Nuclear  Energy   Co      (tubs      of  Northeast  Utilities)        7pp 
22491    142        24X   Fiche    30-433,  B4/O2/17.  B40302013B 


B4O3070304   Provides    responses    to    three   open    Item'    from  NRC/BNL  Yankee 
Atomic   Electric   Co  1  consultants    Marl    I   containment   program 
plant-unique   analysis  rep t   8*021 6  revieu  meeting 

CELIA,  N  B        Teledyne   Engineering    Services         64/03/28        SIEuEL, B        NRC 
-  No  Detailed  Affiliation    Given        4pp       33341,    171       24 X 
Fiche   30-000,64/03/28.8403070304 

8403120330  Responds   to  831228   1 tr   advising   that   rept,    "Seismology 
&  Geophysical   Studies  Mlramichi    Area,  Neu  Brunswick   t  Central 
NH.  "  Vols   I   fr   I  lino   longer   proprietary 

VOUNQELOOD'B  0       Licensing   Branch    1        84/03/01        COUNSIL.U  0 
Northeast  Nuclear  Energy   Co      (subs      of  Northeast  Utilities)        2pp 
32596  333        Sit   Fiche    30-123,84/03/01,6403120320 


B4033001B2  Forwards  Topical    Reft  7703  on  missile   barrier    Interaction 
W/o  rept 

EMERSON,  W  F  Stone  b  Uebster  Engineering  Corp  84/03/06 
DDOLITTLE.E  L  Licensing  Branch  1  Ip  326B6  340  24X 
Fiche  30-433,  B4/03/06,  6403200182. 


— 8403200152  "Seismic   Fragilities   of   Structures   *  Component*   at   Millstone 
3   Nuclear    Power    Station    " 

WESLEY,  D  A  ,    CAMPBELL,  R   D   ,    HASHIMOTO.  P   8        Structural   Mechanics 
Associates        SMA   30601    01-fil-O         84/03/31          193pp         32609   321         24X 
Flche    30-423.  84/03/13.8403200149 

B40336O1BI   Forwards   sii   marked -up   oversiled   PIiIPs   showing   RCB   pressure 
Isolation  valves,  in   response    to   Mechanical   Engineering 
Branch   Question   210   12  Aperture   carde  are   available   In   PDS 
COUNSIL, W  0       Northeast   Nuclear   Energy   Co      (tubs      of  Northeast 
Utilities)        CQUNBIU.W  0        Northeast   Utilities        84/03/13. 
YdUNQBLOOD,  B    J        Licensing    Branch    1         Hpp         2S7S6, 04B         34X 
Flche    3O-423,B4/O3/13,84O3B6O1B1 

B403290H2  Forwards    completed    operating   shift   enperlence    lurveij 
Survey   reflects   shift   experience   base  at   present   ti   projected 
shift   eiperience   base  at    time   of   fuel    load   Shift   adviaari 
ulll   not   be   used   Proposal    encl 

COUN3IL,H  6       Northeast   Nuclear  Energy   Co      (subs      of   Northeatt 
Utilities)        CQUNSIU'M  0        Nortnaast   Utilities        B4/03/1? 
THOMPSON.HL        Division    of    Human    Factors    Safety         Bpp         S2BOi   303 
34X   Fiche    50-«3.  84/03/19,  S403290112 

S4033001B7  Forwards   proposed   agenda    for   second   corporate    IE  mgt 
meeting    on  840403   to   discuss    const   phase   to   preoperatlonal 
&   startup   test   phases  &   fire   protection   &   security   program 
BTAROSTECKI.  R       Division   of   Project   &  Resident   Programs        84/03/27 
COUNSIL,  W  0       Northeast   Nuclear   Energy   Co      dubs      of  Northeast 
Utilities)        3pp        22819  281        24 X  Flche   30-423, B4/O3/B7, B403300187 

C      Utility   Environmental   Report    <Efi),    amends   t  correspatiiienee 

B403 130340  Forwards   "Effluent   Toilcity   Testing   at   Millstone   Nuclear 
Power  Station  Using   Sheipshead   Minnoiu  During    1981-82" 
&   "Development   of  Long-Term  Effluent   Toiiclty   Testing 
Procedure        >  "    in   response   to   environ  rept   question 
COUNSIL,  W  a       Northeast  Utilities   Service  Co      (subs      of   Northeast 
Utilities)        COUNSILiWQ        Northeast   Uti  1 1  tits        84/02/03 
VOUNOBLOOD,  B   J       Licensing   Branch    1        2pp        22617  023        24X 
Ficha    30-423,64/02/03,8403130340 

— 8403130367   "Effluent   Toilcitu   Testing   at   Millstone   NueJear   Power 
Station  Using   Sheepshead   Minnow   (Cyprinodon   Uariegatui) 
During    1931-82   " 

e      Northeast   Utilities         S3/Q7/3I         31pp         23617  O2S         34X 
Flche    30-423,84/02/03,8403130360 

— B403130376   "Development   of  Long-Term  Effluent   Toiicity   Teiting 
Procedure   M/Bay   Mysid    (Kysidopsls   faahia)    li  Prelimlnaru 
Tasting   Results   at   Millstone  Nuclear   Power   Station   " 

*  Northeast  Utilities        83/07/31        24pp        22617  096        24X 
Flche    SO-423, 84/02/03,  8403130360 

B4O3070373  Forwards   Amend   b   to   environ   rept   -  OL   stage,  reviling   saismlc 
rl*k   assessment   curves   Transmlttal   t<  receipt   forms   «ncl 
COUNSIL. M  0       Northeast  Nuclear   Energy   Co      (subs      of  Northeast 
Utilities)        COUNSIL,  W  0   ,    SEARS. C  F       Northeast  Utilities 
B4/03/01         YQUNOBLQOD.B    J         Licensing    Branch    1         4pp         22344   293 
24X  Fiche   30-423,84/03/01.8403070273 

— B403070373  Amend   6   to   environ   ropt   -  OL   stage 

*  Northeast  Nuclear   Energy   Co      (subs      of   Northeast   Utilities) 
64/03/31         5pp         22046    297         S4X    Fiche    SO-4B3,  84/03/O1,  B403070273 


Q4032B0122  Summary   of  84032'}   meeting   u/Uestlnghouse  Owner*  Group    in 
Betheida, MD  re  proposed   Nastlnghouse   steam  generator   tube 
rupture   generic   program  Attendee    list  &  agenda   encl 
NEHSEB, V       Licensing   Branch   3       B4/03/07  Licensing   Branch   3 

33pp         22B1I    131        24X   Fi  che' 30-OOO,  84/03/07,  8103200123 

6403360299  Forwards  request    for   add  1    info   to   complete   evaluation   of 
safety   portion  of  DU  application   resulting   from  8401O5 
meeting   re   utll   response   to  Question  230  6  Response   b<j 
840919  requested 

YDUNOBLOaD,B   J        Licensing    Branch    1         B4/03/09        COUNClt.W   0 
Northeast  Nuclear  Energy   Co      dubs      of  Northeast  Utilities)        Spp 
22789  336        31X   Ficne    30-423,  B4/03/O9,  B403260399 


D      NRC   Draft/Final   Environmental   Statements,    sup  pit   tt   correspondence 

8403090001   Discusses    issuance    of  DES  on  840417   Revised   seismic 
fragilities   data   developed   &   effect   on   overall   risk   curves 
mill    be   completed    shortly   Expresses    concern   that   NRC   unable 
to   support   issuance   of   DES   on   time 

COUNSIL,  M  0       Northenst  Nuclear   Energy   Co      (subs      of   Northeast 
Utilities)        COUNSIL, W  0        Northeast   Utilities        B4/OZ/21 
YOUNOBLOOD.  B   J        Licensing    Branch    1         2pp         32490  063         24X 
Fiche   50-423.84/02/31,8403030001 

E     NRC  Safety   Evaluation  Report    <9ER>.    suppls   &  correspondence 


B403260800  Comments    on    Issue    3   Of   NUREO-OBaS,     "NRC   Policy    &   Planning 
Guidance,  1984   "  Seven  themes    identified   represent   Important 
adjectives   for   Industry 

CDUN81L,W  C       Northeast  Utilities        84/03/12       D1RCK5.W  J       Office   of 
the   EiecutfVB  Director   for   Operations       4pp        23754204        24X 
Fiche    50-000.  84/03/12,  8403260200, 


8403070130  Forwards   sections   of   draft   8ER   not   transmitted    in   B31230 
Itr  Requests  revieu   of    info   &  written   response   to   open    items 
prior   to   840913   in   order    to   accommodate   scFtedulv   for 
issuance   of   final    BEft   on   B40716 

YOUNOBLQOD,  D   J       Licensing   Branch    1        84/02/24        CQUNSIL.M   0 
Northeast   Nuclear   Energy   Co      (subs      of  Northeast   Utilities).       120pp, 
22564'  001        24X  Fiche   50-423,  04/02/24, B4Q3070 130 


B403200149  Forwards   "Seismic   Fragilities   at  Structure*  tt  Components   at 
Mil Istone  3  Nuclear  Power   Station,  "   per  B40306  meeting 
comml tment 

CDUNSIL.U  0       Northeast  Nuclear  Energy   Co      <suos     of  Northeast 
Utilities)       COUNSIL.  H,  C        Northtast  Utilities        64/03/13 
YOUNOBLOOD,  B   J        Licensing    Branch    1         Ip         22689   320        24 X 
Fiche  30-423.  B4/03/ 13,  B403200U9. 


B403160292  Forward*   response   to   SER   questions   contained    in   NRC   831SOS 
Itr  fc   discussed   at   Mechanical   Engineering   Branch   840117-19 
meetings 

COUNSIL, W  0  ,    SEARS, C   F        Northeast   Nuclear   Energy   Co      (subs,    of 
Northeast  Utilities)        COUNSIL- U  0        Northeast   Utilities.       B4/03/O1 
YOUNOBLOOD,  B  J       Licensing   Branch    1         lOOpp        23661.119.       84 X 
Fiche    30-433.84/03/01,8403160292 


DOCKETED  ITEMS 


0403220148   Forward*    itatui    of     draft    SER    open     Items     re     flrv    protection, 
p»r    E40216   meeting    ui/cnemicd  1    Engineering    Branch     All 
ventilation    sys    penetrating    firs    barriers    ver i f 1 ed, per 
Branch    Technical   Position    CMEB    9   5-1 

CGUNSIL.W  0   .    SEARS, C  F        Northeast    Nuclear    Energy   Co-      (subs      of 
Northeait    Utilities)         COUNSIL. W   Q         Northeatt    Utilities  B4/03/O7 

YOUNQBLOOD.B    J        Licensing    Branch     1          23pp          32716   053         24X 
Fiche    30-423.  B4/03/09,  B40322014S 

H4O32a02B£  Notification   of    Instrumentation  ti    Contol    Sut    Branch    CICSn) 
B4O313  meeting    ui/util    in   Bethesda.MD    to   dlvcuss   applicant 
responses    to    ICBU   unresslved    Items    re    draft    SER.Section    7 
DOOL1TTLE,E  L        Licensing    Branch    1         B4/03/13         VOUMOULOOD, B   J 
Licencing    Branch    1         3(ip         22808   OSB         24X    Flcne     50-423.64/03/13, 
B4032BQS86 

B4032A0149  Forwards    response    to    Cora    Performance    Branch    draft    BER  Qg>en 
Item    22B  re   rod    boiu  analysis 

COUN3IL,  W  0   ,    BEARS,  C   F        Northeast   Nuclear    Energy    Co       dubs      of 
Northeast   Utilities)        COUNBIL, W  0        Northeast    Utilities         B4/03/16 
YQUNQBLOOD,  B    J         Li  tens  ing    Branch    1          3pp          327  SO.  332         24  X 
Fiche    30-433!  84/03/14,  84032i>Ol>'19 

F      Security,    medical,     emergent ij    &    fire    protection    plans 

8403190243  Notification   of   B404IB   workshop    in    King    of   Prussia.  PA,    to 
discuss    iBisons    learned    from    recent    App   R    fir  if    protection 
safe    shutdown    imp    &   topics    described    In    IE    Info   Notice 
B4-O9    Agenda    for  workshop    encl 

MUHLEY.T  E       fUglnn    I,    Office    of  Diroctor         B4VO3/09        O'TQQLE, J  D 
Consolidated   Edison   Co      of  N»y   York,     Inc        33pp         S2A72    06E        .24X 
FichB     30-000,  B4/03/09,  B40319O243 

S403aB0148  Forwards    status    of    draft   SER   open    items   T-B   fire    protection, 
per    040216  meatlnu    in/Chemical    Enaineerinj   Branch,   All 
ventilation    sys    penetrating    fire   harriers   veri  f  led.  per 
Branch    Technical   Position    CHEB   9   3-1 

COUNBIL, W  0  ,    SEARS,  C   F        Northeast    Nuclear    Energy    Co       (subs      of 
Northeast   Utilities)        COUN31L, W  0        Northeast    Utilities.       B4/03/O9 
YOUNOBLODD,  B   J        Licensing    Branch    1         23pp         22716    OSG         24X 
FUh»-  HO-423,  B4/Q3/09,  S4Q32SO14B 


B4O119Q072    IE    Info    Notice    B4-  1  3,      "Potential    Deficiency    In    Motor 
Operated    Valve   Control    Circuits    b  Annunciation    "    Svc    list 
one  1 

JORDAN,  E   L        Division    of    Emergency   PreparednefB   *•  Engineering 
Response     (Post    B301O3>          84/02/23  Consolidated    EditOn    Co      of    NBIU 

Yort,     Inc  115pp          22909    239         24X    Flche    SO-000.  B4/02/2B,  B401  190072 


B40307O333   Ack    rocelpt    of   B4O2O9    1  tr    Informing    NSC    of   steps    taken    to 
correct    deviations    noted    in    IE    Insp    linpt   SO-423/B3-IB 
rlARTIN,  T    T        Dlvlilon    of    Engineering    4  Technical    Programs         B4/t)a/Sa 

COUNSIL.W   0         Northeast    Nuclear    Energi;   Cn       <*Ubs      of   NortJieaat 
Utilities)          2pp          22946    3O9         34X   Fit  ha    50-123,  B4/O2/BB.  9403070333 


—  S403O7O33t.  Responds    to    NRC    S4O11D    I  tr    re   deviation    noted    In    IE    Insp 
Rapt    30  -423/93-  1  3   Util    mill    continue    ta  allow   use    of    cable 
spllc.es    when    justified    bij    analgsiG    Rev  to    PSAR   ullt    be 
suomitted    by    B109I3    to    clarify    position 

CDUN3JL.W   0    ,     SEARS.  C    F          Northeast    Nuclear    Energy    Co.      <iubi       of 
Northeast  Utilities!         CQUNSIUW  &        Northeast   Utilities 
B4/OZ/09        MARTIN,  T    T        Division   of  Engineering  &   Tacfcni  C-S  1 
Progrann          3pp          22546    311          S4X   Fiche    50--)23.  B4/O2/2B,  8403070333 

340321001  1    Requests    eitenaion    until    B40401    bo   reijiond   to    IE    Dulletin 
83-06,     "Nonconforming   Matls    Supplied    by  Tube-Line  Corp    " 
Evaluation    &y   BtM    incomplete 

CQUKSIL.W  G    ,     BEARS,  C   F        NortAeaat   Nuclear   Energy   Co      (nubs      of 
JJortheast   Utilities)         CDUNSIL.W  0        Northeast  Utilities         84/02/39 
MURLEYi  T  E        Region    1.     Office    of    Director        3pp        22706   341.      24X 
Fllha    30-423,  34/02/39,  B4032I0011 

84O209QOO7    IE    Info    Notice    84-14.      "Highlights    of    Recent    Transport 
Regulatory    Revs    b  ij    DOT   fc   NHC    "   Svc    list   encl 

GRACE,  J    M        Division    of   QA.     Safeguard's  1    Inspection  Programs    (Post 
630103)         S4/Q3/O2  Consolidated    Edison  Co      of   New  Vctri,     Inc 

ISOpp          33552   337         34X    Fichc    SO-OOO,  84/03/0^,  3403090007 

B4O2090OOS    IE    Info    Notice   84-li,     "Failure  of   Automatic    Sprinkler  3i|9 
Valves    to    Operate    "    Svc    list    encl 

JDHDAN.  E    L        Division    nf    EmBraency  Pr&pareilnBs  i    ti  Engineering 
Response     (Post   Q30103)          B1/O3/O2  Consolidated    Edison    Co      of   Neu 

Vorlt.      Inc  122pp          225S3    093         24X   FicJiB    50-000,  B4/O3/02,  B10209000B 


B  4  -03270008    Informs    that   utll    will    provide    info    re    planned    deviations 
from    Buppl    1    to  NUREO-O737   by    S405O1    Del  BY    ha*    no    effect    on 
schedules    for    Imp  lamsntat  Ion    of    Supp  1    1    to   NUREQ-O737 
CQUN9IL,  H  O        Connecticut    Yankee   Atomic    Pouer  Co         SErtRS.  C    F 
Worth  Bait  Nuclear   Energy    Co,     (subs      of   Northeast    Utilities) 
COUNSEL,  M  0        Northeast  Utilities        04/03/16         EIBENHUT,  D    0 
Division   of   Licensing        2pp         22770   Oil        34X    Fiche    30-000,81/03/16, 
B4O327OOOB 

3403300187  Forwards   proposed   agenda    for    second    corporate    IE   mgt 
meeting    on  840403   to    discuss    const    phase    to    preoperattonal 
&    star-tup    teat    phases   h   fire    protection   &   security    programs 
6TAROSTECKr,R        Division    of    Project    &   Resident    Programs         84/03/27 
COUHBIL,  W  0        Northeast  Nuclear    Energy   Co      Ciubs      of  Northeast 
Utilities)        3pp,       22S19  2B1         24X  Fiche    30-423,  B4/O3/K7,  B4O330O1S7 


Utility  Final    Safety   Analysis  Report    (FBAR) 


B4 020 900 09    IE    Info   Notice    84-15.     "deporting   of   Radiological    Releases    " 
Eve    list    encl 

JDRDAN, E   L        Division    of   Emergency   PrepflrednBi*   d  Enainsering 
Response     (Past    B30103)          34/O3/05  Consolidated    Etflson    Co      of    NBLU 

York.      Inc          119pp          22353    317         24X   Fiche    30-OOO,  B4/O3/02,  Q403090009 

B4Q2090011     IE    Info   Notice   B4-17,     "PTOblemi  W/LiqUld   Nitrog»n   Cooling 
Campunents    Qelou  Nil    Ductility    Temp    "    Sue    list    encl 
JORDAN.  E   L        Division    of   Emergency   Preparednese   i  Engineering 
Hespome     (Post    330103)          O4/O3/OS  ConioUddted   Edison    Cfl       of    Neu 

York.      Inc  117pp          22933    334         SIX   Fiche    SO-OOO,  B4/03/03,  840209O01 1 

B402O90O24    IE    Info   Notic-e    B4-O9J  Rev    1.     "LBssons   Learned    From    Imps    of 
Fire   Protection   Safe    Shutdown    Sys    "  Svc    list    encl 
JORDAN.  E   L        Division   of   Emergency   Preparednes-s   fc   Engineering 
Hufiponne    <Post   330103)         B4/O3/O7  Consolidated  Edison    Co      of   Mem 

York.     Inc         HBpp         32A33   049        34X  Fiche   30-000,  S4/O3/07,  B402090024 


B4D31401-01   Forward »   Amend    7    to    FBAR   List    of    responses    to    NRC    requesti 
for    addl    info   tt   transmlttal    ti    receipt    form   dtd    S4O3O9    encl 
COUNSIL,  H.  0        Northeast   Nuclear   Energ-U   Co      (tubs      of   northeast 
Utilities)        COUNSJL,  WC        NoTthaast    Ut 1 1 1 tl es         94/03/0? 
YDUNOBLOOD,  B   J     .   Licensing    Branch    2         Spp         32622    OO1          Z4X 
Fiche:  30-4E3,  B4/O3/09,  B403M0101 

— B40314O109  Amend   7    to  FSAR 

*      Northeast   Nuclear   Energy    -Co,     (subs      of    Northeast    Utilities) 
S4/O3/31        9S6pp        22622-00'?        24X    Fiche    3O-423,  B4/O3/O9. 
B403140101 


B4OS09D02B    IE    Info    Notice    B4-1B.     "Stress    Corrosion    Cracking     in    PUR 
Bys    "    Svc    list    encl 

JORDAN* E  L         Division   of    Emersency    Preparedness   <<  Engineering 
Response    IPost   830103),       B4/O3/07  Consolidated  Ediaon    Co      of  Wew 

York,      Inc  tlBpp          22564     106         24X    Fiche    50-000,  B4/O3/07,  6402090028 

B4O209OQ31     IE    Bulletin    B4-02,     "Fallurea    of  OE  Type   HFA  Relays    In  Us»    in 
Class    IE    Safety  Sya    "    Svc    list    encl 

DEYOUNO,  H  C         Director's    Office,     Office  of    Inspection    and 
Enforcement         B4/O3/12  Consolidated  Edison   Co      of   Neu    York,    Inc 

134pp          a2323>O94          24X    .Fiche    30-000,  04/03/13.  B4Q3090Q31. 


Q      tnvpectlon  reporti.    IE  Bulletins  Si  correspondence 

S4030104E7  Forwards    IE    Insp    Rept    9O-423/B4-01    on   H401 16-30   Mo 
Violations    observed 

PARTE.OH.J  0.       Division   of   QA.     Safeouards   &    rn-spoetlon   Proiir«ms     (Post 
830103)        84/Oa/OH        COLfNBIL,W,  0        Northeast    Muclear  Enirgg    Co 
<*ubn      of  Northeast   UtllltiesJ         2pp,       22449    333         24X 
Pi  Che.  90-423,  64/Q2/02.  B4O3010427 

— B403O1O430    IE    Insp   Rept   30-4S3/B4-01    on   B40116-SO  No   vlnlstion* 
Identified   Major    areas    inspected    implementation    of   QA 
program  u/respect    to  Bahnson   Co.  implvmentat ion    of    QA    program 
for    *«n>plt   of   matl    supplier*   h    HVAC    equipment. 

MERSCHOFF.E  M  ,    NORMAN.  D        Region   4,     Office    of    Director         BAKER.  E 
Director's   Office.    Office    of    ln*p«ctlon   and    Enforcement         84/OI/31 
8pp.        82449   329         24X    Flch»-  30-423,  B4/oa/OB.  B4O3O104S7 


Provides    results    of    reevaluatlon   of    performance    assessment, 
per    utll    B31319    Itr   addressing    topics   discussed   at  83 1 129 
BALP  mat    meeting    Caiegary    1    rating   will   be   assigned    to 
refueling    area    far   Millstone    2  Eiplalnv  Category    2  ratings 
HURLEY,  T   E        Reg  1  on    1,    Office-    of    Director        94/03/16        COUNSIL.WO 
Northeast    Nuclear    Energy    Co       Csubs      af   Northeast    Utilities)         4pp 
aB716'O47        24X  Fiche    30-000.  B4/03/16,  0403320136 

8403330O33    Forurarijs    revised    Class    1    k  Class   2  portions   of   R*v   2   to   PSI 
2.O1,     "Preserviie    In«p    Manual     " 

COUNSIL, U   0    ,    BEARS, C,F        Northeast   Nuclear  Energy   Co      [»uos.    of 
Northeast   UUlltiti)         CQUNSIL.M   O       Mortheast   Utilities         S4/03/20 
YPUNOBLODD,  B   J        Licensing    Branch     1        Spp        23744    001        24 X 
Flehe    50-433. 04/03/30, 9403230033 

—  9403230037    Revised    Cldts     1    &    Class    2    portions    of    Rev   2    to    FBI    a   Qt , 
"Preaervlce    Insp    Manual    " 

*      Northeast   Nucloar   Energy    Co       (subs      of  Northeast   Utillti**) 
B4/03/20        716pp         2H744    003        24X  Fiche   SQ-423, 64/03/SO, 
B403230033 
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B402090043    IE    Info   Notice  Bfl-19.     "Tug   Events    Involving  Unauthorl  ted 
Entries    into   PUS   Reactor    Cavities   "   Svc    lilt    end 
JQRDAM,  E  L        Division   of    Emerging  Preparedness  &  Engineering 
ft»ttpon»e    (Post  B301O3)        84/03/21  Consolidated   Edison   Co      of  Neiu 

Yor*.     Inc          123pp         22933    227         S4X   Fiqhe    30-000,  B4/03/21,  S402090O43 

84020900*1    IE    Info    Notice    B4-20,     "Svc    Life    of   RB!*UI    in    Safety-Relate!! 
5ys    "    Svc    li«t   encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness  V  Engineering 
ftasponso    (Past  B30103)        B4/03/2-1  Consolidated   Edison   Co      of  Neu 

York,     Inc          13Dpp         22933,001         E4X   Flche    30-000, 84/03/21.  8403090044 

B40330C144   Responds    to    IE  Bulletin    B3-OB,     "Electrical  Circuit  Breaker* 
H/Undervoltage   Trip    Feature    in  U*»    In  Safetg-RBlated 
Applications   Oth&r   Than  Reactor    Trip   8gs    "   Haddam  Neck 
facility    uses   31    West  lngnouse-t<lpe  DB  breaker! 
COUN9TL.W  O        Northeast  Nuclear   Energy   Co      dubs      of  Northeast 
Utilities)         64/03/81,       MURLEY,  T    E        Region    1.     Office    of   Director 
4pp         22B2O   OfiB         24X   Fiche    30-000,84/03/21,8403300144 

R      Periodic    operating    reports    It  related   correspondence 

B40302Q443  Forward*   monthly    status    rept   of   affiltt    imergvncg 
preparedness    for    DL   reviews    for    Jan    19S4  Changes    in  FEHA 
finding    dates   nob    caused    by    delay   tfut   to  offilte    emargencg 
planning    Issues 

DIRCKS.W  J  Office  of  the  E»ecutive  Director  for  Operations 
B4/OS/21  PALLWHNu  Conunissioniirs  9pp  22492  083  84X 
Fiche  30-000,04/03/21,8403020443 

8      Reportaole    occurrences,    LERs  t,  related    correspondence 

B403210G9S   Part  31    r»pt   re    nonconf ormance   of   metal    hose   assemblies 
for   ABMEi.  Bee  fcion    III, Class    2  tt  3    svc   Status    of  nonconf  arming 
1  tarns    shipped   ancl    All    customer)    notified 

LALIKOg.J  M        TiUflex   Corp        83/12/16  Director's   Office,    Office 

of    Inspection  and    Enforcement        4pp        22704  324        24X 

Ficne-  50-OOO,  B3/12/16, 8403210095 

BIO 32 100 32  Part  21    rept   re    failure    of   auiiliarg    feeduater   pump   drive 
turbines,  Olmpfll  NPS-4   TliT  valve,  to   close  Encl    Itr   dtd   840203 
sent    to    listed   utils   OE  notified    of   affected    units    in   BUR 
P lanta 

THERDUX.R    R         Terrij    Corp          84/03/23        WOODRUFF,  R   W        Director's 
OfFicei     Office   of    Inspection   and    Enforcement        6pp        22706   327        24 X 
Ficno    HQ-OOO,  84/02/22.  B4Q3210Q32 

B403Q7O234,  Follouiup    Part  21    rept  r»   defective  mechanical    snubber 
capstan    springi   supplied    by   pacific   Scientific  Affected 
utlls    listed    Purchasers   have   be»n  notified   d  advised    to  uork 
diractlij    iii/paclflc    Bcientlflc    In    diiposition 

HDVI.U        NP9    Industrie,*,     Inc        94/02/24        DEYOUN8,R  C        Director's 
Office,     Office   of    Inspection   and    Enforcement        2pp        22336   277        24X 
Fieho    SO-OOO,  B4/02/H4,  S4O30702S6- 


9403360233  Forwards    sumraarg    list   of    deficiencies    identified    per 
1OCFR30    SSUt.Part   SI    tt  potential    generic    Itr   repti  for 
common t « 
8TAR08TECK1.R       Division    o*  Project  t.  Raiident   Programs        B4/C 

RrglOTI     lr    Office:    of    Director         7pp         2279&   069        24X 
FichE'  BO-000,  B4/Oa/E8,  8403260233 


8103130313  Potential    Significant  Deficiency   Rept   BD-91   re    design   & 
eon*t   of   NAMCO  Model    EA-180    limit    suiltches   providgd  as 
accassorles    on  valves    sup  pi  ltd   bij    Pacific  Valves    Inltfallg 
report«if    on    B40131    Discussions  u/vendor    Initiated 
COUNSIL,  U   0    ,     SEARB.C.P         Northeait   Utilities         84/03/01 
MURLEY,  T  E        Region    1.    Office   of    Director        2pj>        22617  320       24X 
Ficho    50-4a3,B4/03/OI.B4O3130ai3. 


3403210161    Significant    Deficiency   Rtpt  SD-4B  re   defective    deiign 
const  of  main   control    board    lug   utires   supplied   by  Reliance 
Electric    Co    Initially   reported  on   B31110   Insp   i  repair 
proarani    Initiated.  Next  rept    bg  Nov   1994 

COUNBIL.H  0.,    8EARB,  C,F        North**it  Utilities        04/03/01 
MURLEYiT  E.       Region    lr    Office   of   Director        2pp        22707.  UO       2 
Fichn   50-423,84/03/01,6403210141- 


V      Operator   Examinations 


B4D327011S   Forwards    completed    operating   shift   eiperl»nce    surveg 
Surveg    riplacts   thlft    eiperlenca    bue  at   present  b  projected 
shift   eiperla-nce   hatt   at    t£mt   of    fuel    load    Shift  advisors 
uill    not    be    used   Proposal    end 

COUWSIL,  H,  0        Northeast  Nuclear  Energg   Co      (subs      of  Northeait 
Utilities)         COUNBIL.W  0        Northeast  Utilities        84/03/19 
THOMPSON, HI-        Division  of   Human   Factors   Safety        8pp.      2280a'303. 
21X   Flche    SO-4S3,  84/03/19,8403890112 


DOCKET    BO-434   VOOTLE    ELECTRIC    CEhJERATINO   PLANT 

A      Appllcatlon/conitructlon    stagt   document*   &  correspondence 

B403030311    Notification   of   B403Q6-0?  meetings    ui/utll    in   Haynesboro,  OA 
to   facllltatB  NRC   revleu   through    site  visits 

MILLER, H  A       Licensing  Branch   4       84/02/B3       A DENS AM,  E  0       Licensing 
Branch    4       3pp        22301    272        24X   Fiche    50-4Z4t 84/02/23,  9403030311. 

B4O3010317  Amend    4   to   application   for   OLs, consisting    of   Amend    4   to 
FBAR 

FOBTER.D  0       Georgia  Pouer   Co        B4/OK/24        DENTON,  H  R        Office    of 
Nuclear   Reictor  Regulation,     Director        3pp        23433,111         24X 
Flche    90-424,84/02/24,840301031? 

C      Utility   Environmental   Report    <ER),    amends   fc   correspondenc* 

84030901B9  Commants    on    anviron    rapt   -  DL   stage, per   Ofc    of    Environ 
Project   Reviiu  Dec    19B3  memo    Two    unresolved    aquatic    Issues 
should    be   addressed    as    special    itudg    conditions    of   OL 
MCBA¥,L  0        Interior,    Dept      of,    Fish    It  Wildlife   Service         B4/01/SO 
FARLEY,  J  O       Southern  Co.     Service*,     Inc.       3pp        22573  304.       24 X 
Fiche   30-424,  84/01/20,8403090189. 

E      NRC   Safety   Evaluation  Report    (SER),    suppls   tt   correspondence 

B4030S0179  Fourth   partial    response    to   FOIA  request    for   six    categories 

of   documents  ra   facilities   Faruards   App   A   documents. App    B 

document    entirely    withheld    Iref  FOIA  Exemption   3)    Review  of 

addl    documents    subj    to   request   continuing 

FELTON.J  H       Division   of   Rule*  and   Records        84/02/13.       ANDERSON- H    I 

Qarveg,    Schubert,    Adams   &  Barer.       7pp        323B3' 226.       24 X 
Flche    30-000,84/02/13,9403080179. 

— B103040092  Forward  t    short    li    long-term  OL  fc  CP   review  schedule*,  In 
response   to   B01216  meeting    ui/USOS  List   of   OL   plant   revleus 
for  which  NRC   tentatlvelg    plant    to    seek   U90B  assistance    it 
provided. 

JACKSON,!)  E       Oeoiciences    Branch        NRC-03-80-113        81/01/21 
DEVINE,J  F        Interior,    Dept,     of,    Geological    Survey,       3pp. 
22393  272       24X  Fiche   30-000,84/02/13,9403090179 

0      Adjudicator);   correspondence 

8403020126  Response    opposing    applicant   answer    to   petitions    for    Ivave 
to    Intervene  b  requests    for    hearing    Request    for   hearings    to 
be    held    in  Atlanta, OA  reiterated    Certificate   of  Svc    end. 
TEPERrD  C        Georgian*   Agalntt   Nuclear  Energy        84/02/24  Atonic 

Safety   and   Licensing   Board    Panel        4pp        22442:147.       24X 
Flcha    30-424,84/02/24,  B4030201H6. 

8403140114  Reiterates    staff    B40813  response    to   Campaign    for    Prosperous 
Oeorgia    B40224   request    that    hearings   be-   held    in  Atlanta, OA 
Site   of    hearings    question    doe*   not   need    resolution   at 
present 

BORDENICK.B  Pt       Hearing    Branch   3.       84/O2/29.       MARQULIES.M   B    , 
LINENBEROERiO  ,    PARIS,  0  H        Atomic   Safety    and    Licensing    Board    Panel 
2pp        23623  397        24X   Fiche    30-424,84/02/29,8403140114. 

8403060090  Applicant    response    to   Campaign    for   Prosperous    Georgia    (CPOJ 
840224  memorandum  re    location    of    hearing   CPU  has   no   reason 
for   departing    from  NRC   policy    h   Ignores    fact   that    project 
ofc    moved    from  Atlanta    to    site   M/Certlflcate   of  Svc 

TfiOHBRIDGE,G.F        Seorgli    Power  Co        TROMBRIDOE.O  F,       Shaw,     Pittman, 
Pott*   &  Troubrldge        B4/03/D1        9pp        22316:301        24X 
Fiche    90-424,  84/03/01,9403060090 

8403130497  Requests    that   hearing*   on   OL  application    b*   held    in  State 
of   OA   to  afford    state   officials   h   constituents    opportunity 
to   attend   tt  monitor    proceedings. 

LQVETT,  B        Oeorgia,    State    of        84/03/07  Office    of    the    Secretary 

of    the   Commission         Ip        22613'34B        24X  Flche:  30-424, 84/03/07, 
B403130437 

8403130394  Memorandum  t   order    scheduling    840930   ipecial    prehearlng 
conference    in  Augusta, CA   to    Identify    key    istus-sito    consider 
all    Intervention   petitions   tt    to   establish    schedule    for 
further   action 

MAROULIEB.H  B    ,    LINENBEROER, 0    ,    PARIS,  0  H        Atomic    Safety    and 
Licensing    Board   Panel        84/03/09.       lOpp        22616' 091.       24 X 
Fl  che.  30-424,  S4/03/09,  8403130394 

B403230279  Requests    that    hearings   be    located    In  Maynesboro, OA. 

PARRI8H,S  0        Maynetboro,    OA,       DSB   078        84/03/19.  Office   of    the 

Secretary    of   the  Commission         Ip        22743' 093        24X 
Fiche,  90-424,84/03/19.8403230279 
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H      Seneral    correspondence 


BflO3130023  Advises    of    change    to    correspondence    distribution,  adding    JE 
Joiner   &  RE  Conuiaij.  deletino    DE  Dutton   &  changing    addresses 
of   DO  Foster   &  RA   Thomas 

FOSTER, D   O         Qeorala    Power    Co         84/O3/QB         ADENSAM.E   0         Licensing 
Branch    4         Bpp         22641    280         24X    Fiche    3O-424. B4/O3/QB,  8403130023 

K      Utility    Final    Safety   Analysis  Report    (FSAR)    &   amende 

0403010319  Amend    4   to   application   for   OLs, consist  ing    of   Amend    4   to 
FBAR 

FOSTER, D   O         Beorola    Payer    Co         84/02/24         DENTQN, H   R         Office    of 
Nuclear   Reactor   Regulation!     Director        2pp        22433    111        34X 
FichB    30-424.84/02/241  8403010319 


— B403010329  Amend   4    to   FSAR 

*      Oeorgia  Pouier    Co        84/02/24         184pp 
FUhe    30-424,  fl4/02/24i  B4O3010311? 


22433    113        24X 


Inspection   report*!     IE  Bulletin*    &    correspondence 


84O2O90007    IE    Infn   Notice    B4-14.     "Highlights    of    Recent   Transport 
Regulatory    Ravi    by    DOT   &   NRC    "    Svc     list    encl 

GRACE.  J  H        Division    of   QA.    Safeguards   it   Inspection  Programs    (Post 
830103)        84/03/02  Consolidated    Ed i inn   Co      of  Neu  York,     Inc 

130pp         22332   329         34X    Fiche    50-000.  B4/O3/02,  B4030900Q7 

B40207000B    IE    Info   Notice    84-16,     "Failure    of    Automatic    Sprinkler    Bys 
Valves    to   Operate    "    Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response     (Post    830103)         84/03/03  Consolidated    Edison    Co      of   Neu 

York,     Inc          122pp         223S3    090         24X   Fiche    30-000,  B4/03/03,  6403090008 

8402090009    IE    Info   Notice    84-13.     "Reporting    of   Radiological    Release*    " 
Bvc     Hat    end 

JORDAN. E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response     (Post   B3D103)         84/03/02  Consolidated    Edison    Co      of   Neiu 

York,     Inc         119pp        22353  217        24X  Fiche    90-000. B4/03/02,  B402Q7O009 

8402090011    IE   Info  Notue   04-17.     "Problems  W/Liquid   Nitrogen   Cooling 
Components    Below  Nil    Ductility   Temp    "   Eve    list    and 
JORDAN)  E  L        Division   of    Emergency    Preparedness   tt  Engineering 
Response    (Post   B30103)         B4/03/05  Consolidated   Edison   Co      of  New 

York,     Inc,        117pp         22353    336        24X    Fiche    SO-OQO,  B4/03/OS.  840309001 1 


8403080370  Appeals    denial    of   FDIA  request    for    draft    IE    Imp    Rept! 
BO-424/B3-13   S.    30-423/B3-I3 

DQMHYiA   H        Troutman,     Banders,    Lockerroan   &  Ashmore        03/11/14 
OPfice    of    the    Executive   Director    for   Operation!        2pp        22S7&  244 
24X  Fiche' 30-424.  B3/1 1/14,  B4030B0370 


B 4 020 90024    IE    Info  Notice   04-09, Rev    1,    "Lessons   Learned   From    Insps    of 
Fire   Protection  Safe   Shutdown   Stjs    "    Svc    list   encl 
JORDAN, E  L        Division   of    Emergency    Preparedness   b  Engineering 
Response    (Post   030103)         B4/03/07  Consolidated   Edlion    Co      of  Neiu 

York,     Inc         HBpp        22633  049       24X  Fiehe   50-000.  B4/03/07,  B402090024 


B4Q30B0372  Respond!    to   appeal    r*   denial    of   FDIA   request    for    draft    IE 
Imp    Repti    SO-424/B3-13  &   30-423/B3-13  Forwards    documents 
FELTON, J  H        Division    of    Rules   and    Records        84/01/31         DOMBY, A  H 
Troutman,    Banders.     Lockerman    t,  Ash  more         Ip         22376  346        24  X 
Fich»    30-424r 84/01/31,  8403080372 


B 4 020 9002 a    IE    Info   Notice   B4-18,    "Stress   Corrosion  Cracking    in  PUR 
BUS    "    Svc    list    and 

JORDAN, E  L        Division   of    Emergency    Preparedness  tt  Engineering 
Response     [Post    B301O3)          B4/O3/07  Consolidated    Edison    Co      Of   Naui 

York.     Inc          UBpp         225B4    186        24X    Fiehe' 50-OOO,  B4/03/07,  B402Q9002B 


— 34,03000377  Forwards    IE    Insp    Rept»    30-424/83-13   t.    50-423/B3-13  on 
830621-0720  &  notice    of    violation 

LEWIS.R   C        Division    of    Project    Si  Resident    Programs        B3/10/14 
KELLEY.R    J         Osorglo    Power    Co         2pp         22576    347         SIX 
FichB    30-424,84/01/31,8403080372 


B402090031    IE  Bulletin   84-02,     "Failures   of  OE  Type  HPA  Relays    in  Use    In 
Class    IE  Safety   Sy»    "    Svc    list   encl 

DEYOWNO,R   C        Director's    Office,    Office   of    Inspection  and 
Enforcement        84/03/13  Consolidated   Edison   Co      of  Neu   York,     Inc 

134pp         22B23   074         24X    Fiche    50-000,84/03/15,8402070031 


— B4030B0381    Notice    of    violation    from    Insp    on  830621-0720 

ft     Region   2,     Office    of    Director        83/10/14        3pp        22576   249        24X 
Fiche    30-424,84/01/31,8403080372 

— 94,03000384    IE    Insp    Rgptl    30-424/B3-13  i   30-423/B3-13  on    B3Oi21-0720 
Violations   noted, failure    to    Implement   pipe    support   control 
documents   k   provide    appropriate    concrete    expansion   anchor   & 
structural    steel    acceptance    criteria 

BROWNLEE.V  L.  ,    BANDERS,  W  F    ,    JACK6DN.  L   H        Region  2,    Office   of 
Director        83/1O/M        36pp.       22376  252        24X   FichB    30-424,84/01/31. 
B4030B0372 

B4O307001B  Forward*    IE    Imp    Repts   30-424/B3-23   fc   80-433/83-23  on 
B31111-B40116  No  vlolatlont    or   dsvlatlons    noted, 
DANCE,  H,  C        Division    of  Project   &  Resident   Programs        84/02/10 
KELl_Y.R,J        Oiorgla   Power    Co.       2pp        22347.327.       21X 
Fich»'  90-424.  84/02/10,  B40307001B, 

— B4030700B4    IE    Imp    Rept*    30-424/B3-23   &    30-4B3/B3-E3   on    B31 1 1 1-B401 16 
No   violations    or    deviation!    noted    Major    area*    inspected 
installation    of    electrical    cabinets, reactor    vessel    closure 
head    cladding    repair, ueld    matl    control    &   rebar   fc    farms 
BANDERS, W  F.       Raglon   2,     Office    of   Director         PANCIERA.V        Division 
of  Project  h  R*ildent  Programs        B4/02/09       4pp       B2D47  328       24X 
Fiche. 30-424. B4/02/lOr  B40307001B 

H4O3 160207  Forward*    IE    Insp    RBpts   30-424/84-03   t>    3O-425/B4-02   on 
B40 130-0203  No   violations    or    deviations    Identified 
DANCE,H  C        Division    of  Project   (•  Resident    Proflrams        B4/02/23 
KELLY.R.J        Oeorgla   Power    Co.       2pp         22633,221         24X 
F  i  Che:  80-4S4-  94/02/23,  84O3I6O207. 

— B40316031B    IE    Intp    Rept.    30-424/B4-O2   t,  30-4B3/B4-OB  on   B40130-O203 
No  violation!    or    deviations    identlfed   Major    ar*as    inspected 
electrical    cable    Imtal latlom  cable    termination, OA 
procedures.  Inflation   rasl!tanc*    testing    &    training 
MERRIHEATHER.,N   ,     CONLON,  T   E        Region   Z,    Offics    of  Dirtetar 
84/02/21.       Bpp.       BB633.  2B3.       24X   Fiche    30-424,84/03/23,8403160207 

840:1 190073    IE    Info   Notice   84-13,     "Potential    Deficiency    in   Motor 
Operated    Valve    Control    Circuits   &   Annunciation    "    Svc    list 
and. 

JORDAN,  E.L        Division   of    Emergency    Pr*parednet*   ti   Enginserlng 
Rasponie    (Post    930 1 03)         B4/02/BB  CaniDlldatad    Edison    Co      of  Neu 

York,     Ine,        115pp        2B909   239.       24X   FieNe- 30-000,  B4/02/2B,  840119007S 


B403290037  Provides    interim  response    to    IE  Bulletin  B3-O7,     "Apparently 
Fraudulent   Products    Sold    by    Ray   Millar,  Inc    "   Matli    supplied 
bi|    primary    suppliers    listed    Investigation   of   subtler 
suppliers    in   progress   Final    rept    expected    by   B406a4 
FOSTER. D  D        Georgia   Power   Co        84/03/13        O'REILLY,  J  P        Region  2. 
Office    of   Director        3pp        22B06  333        34X   Fiche   50-424,84/03/12, 
8403290037 

B40B090043    IE   Info  Notice   84-19,    "Tiuo   Events    Involving  Unauthorized 
Entries    into  PUR  Reactor   Cavities    "    Svc    list   encl 
JORDAN, E  L        Division   of   Emergency    Preparedness   ti  Engineering 
Response    (Post   B301O3)         34/03/21  Consolidated   Edison    Co      of  Now 

York,     Inc         123pp        22B23   229        24X   Fiehe   50-000.84/03/21,8402070041 

8402090044    IE    Info  Notice   84-20.    "Svc    Life   of   Relays    in   Safety-Related 
Bys    "    Svc    list    encl 

JORDAN, E  L        Division   of    Emergency    Preparedness   Ii  Engineering 
Response    (Post   S301O3)         B4/03/B1  Consolidated   Edison   Co      of  Neu 

York,     Int         133pp        22933   001        24X   Fiche    50-000,04/03/21,8402090044 

3      Reportable   occurrences,     LERi   &  related   correspondence 

8403010431    Informs  Commission    of   problems   u)/ emergency   diesel    generators 
mfg    by    Transamerlca   Dalaval, Inc 

DIRCK9rH  J,       Office    of    the   Executive  Director    for  Operations 
BECY-83-034,        84/01/55         4pp         2243B   347         24X    Fiche   30-000,84/01/33, 
B403D10431 

B4032 10032  Part  21   ript   re    failure    of   auxiliary    feeduater    pump    drive 
turbines, Oimpel   NPS-4  T&T   valve,  to    close  Encl    Itr   dtd   B40203 
sent    to    listed    utils    CE  notified    of   affected    units    in  BHR 
plants 

THEROUX,R  R        Terry   Carp        B4/O3/32       WOODRUFF.fi  W       Director's 
Office,    Office   of    Inspection   and   Enforcement        6pp        22706  327       24X 
Fiche,  30-000,  84/02/22,  S403B10032 

8403010394    Interim  deficiency    rept   re   broken    capstan    spring    tangs  on 
Pacific-Scientific    shocV    arrestors    Initially   reported    on 
B40126,  Ketal lurglcal    analysis    indicates   cracking   due   to 
stress    induced    by    spring    forming    Neit   rept    by    B40S1B 

FOSTER, D   0         Georgia    Power    Co         84/02/33         D'REILLY.J   P         Rtglon   2, 
Office    of  Director        2pp        32433  003       24X   Fiche  50-424,84/02/23, 
8403010334 
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0403090097   Final    deficiency    rtpt   re   Pullman   Canst  Industrie!    underslieo' 

ihop    filit   weltfi    on    corner    detalli    of    itiffener  angle*    far 

HVAC    duett   Condition   not    rtoartabU    per    1CCFR30  53<e)    or 
10CFR21 

FOSTER. D   O        Cforjia   Pouer    Co        B4/O2/24        O'REILLY,  J  P         fltglon   S. 

Office    of   Director         Ip         22576   004         34  X   Fie  fit  30-424.  B4/02/24, 
Q4030900°7 


-8403070409  Summary    of   B40216  malting   u/Traniamerlcai  Dtlaval.Inc   Owner* 
Oraup    In  Wading    River, NY   re    program  plan    to    titabllih 
reliability    of    dieset    juneraton    Agenda,  meeting    tran«crlpt   ti 
attendance    Hit    enel 

rllLLER.rTA        Lictnilng    Branch   4        B4/02/S7  Licensing    Branch   4 

Bpp        23708   161         24X  Flcha    30-000.84/03/13,8402090039 


B4Q3010S07  Forwards  'Investigation  of  Types  AF  t,  AE  Piston  Skirts."  per 
Trimaran-  tea  Dtlaval.  Inc  Ouners  Oraup  program  commi  tments 
Rept  evaluates  cracks  In  AF  pliton  skirts  In  Short  ham  & 
Qrani  Oulf  Nuclear  Power  Stations 

rtUSELER.H  J    TDI  (Transaner  lea  Delaval,  Inc  )  Owners  Oraup 
84/03/27    DENTCM,  H  R    Office  of  Nuclear  Reactor  Regulation. 
Director    3pp    22434  090    24*  Fiche  50-OOO,  B4/OS/27,  8403010207 

B4O301021S  Forwards  task  descriptions  for  16  knoun  problem  re 
Trim  unerica  Delaval.  Inc  emergency  diesel  generator* 
MUSELER.W  J    TDI  (Transamer  ica  Delaval.  Inc  )  Owner*  Group 
84/03/29    DENTON.H  R    Office  of  Nuclear  Reactor  Regulation, 
Director    42pp    22435  177    24X  Fiche  SO-OOO,  84/02/28.  B4O3010218 

6403260233  Foruardi  summary  list  nf  deficiencies  identified  per 
10CFR30  S9(e).Part  21  t>  potential  generic  1  tr  repts  for 
comments 
STAROSrECKI.R    Divinon  of  Project  t.  Resident  ProBrans    B4/O2/2B 

Hfglon  1.  Office  of  Director    7pp    237S6  Oi5    24X 
FlChB  50-000.34/02/28.8403260233 

B403120146  Interim  deficiency  rept  re  HVAC  duct  support  ueld  defects 
found  during  rijnsp  program  Initially  reported  on  840131 
Aifdl  Investigatinn  untJeruau  Interim  rept  will  be  submitted 
bu.  840910 

FOSTER.  D  0   Georgia  Power  Co    B4/03/O2    O'REILLY,  J  P    Region  2, 
Offlct  of  Director    3pp    223B5  2S2    24X  FUhe  50-424.94/03/02. 
B403120146 

B40314004B  Foruardt  "Qrantl  Gulf  Component  Trading  Sys,  "  "Shoreham 
Cosipnnent  Trading  Sys"  b  "Traniamerica  Delaval.lnc 
Dieiel  Oanerators  Oiunen  Group  Projram  Plan."  to  resolve 
concern!  u/emergencij  diesel  generators 

MUSELER.H  J    Long  liland  Lighting  Co    B4/03/02    DENTON,  H  R 
Office  of  Nuclear  Reactor  Regulation.  Director    2pe    22636  062 
24X  Fiche  50-000.  B4/03/02.  840314004B 

—  S4031400?3  "Tranianerlea  Dclaval.  Inc  Dteiel  Generator,  Ounen  Group 
Program  Plan  " 

»  TDI  (Transamerlca  Delaval.  Inc  )  Ounen  Group   84/03/02 
361pp    3362B  223    H4X  Fithe  50-000.84/03/02.8403140048 


lf"nclJ  "'*  "  "a'k*  ">  "nt.inment  penetration 
uelis  Initi»llg  reported  on  840309  All  ueldi  repaired  oer 
ASME  Code,  Section  111,  Subsection  NC 

FOSTEH.D  0   Oeorgia  Power  Co    B4/O3/07    O'REILLY,  J  P    Region  2, 
BM3I30M3      °T    4P"    32M1  °'°    34X  F'Che  5°-«"'8*/03/07, 

8403150069^,^1  d.fic.encg  rept  re  unverified  computer  cod.  in  D.,ign 
of  main  f.eduater  pip.  supports  Revieu,  t  evaluation 
eonplct*  Event  not  reportahU  pir  10CFR50  35le)  6  Part  21 
e  V*lnV*  "mPuter  ""routine  replaced  bv  Bechtel 

°"rBia  Pouer  Co    B*'03/07    O'REILLY.J  P    Region  2, 
^  Fich.  00-424.  84/03^07, 


B403190103  Deficiency  r.pt  re  Pullnan  Pouer  Products  fabrication  .ho, 
.pool  piece  widi  Initially  reputed  on  831021  Spoal"  P 

""£:».;:'£;!*!:!!•'*•  —"<  Dr  r"-'"-  *  "••»"»< 

F09TES,D  D   Georgia  Poiurr  Co    84/03/09 


—  8103070423  Tr«n*cript   of    B40216  confirmee    In   Wading   Rlvar.NY  r« 
Traniamerlca  Delaval.  Ine    dlnal    generator!   Pp    1-B2, 
«      Commlislonari        84/02/16        84pp        2K7OS    Ii7        S4X 

Fiche   30-000,  B4/03/1B,  B402090O39 

B40314003O  Foruar-di    "Dtilgn   Riviiw   of   Connactlng    Rod    Boarlng    Bholli    for 
Traniamerlca  Delaval    Entirprite   Engtnii"    for   Short  ham  & 
Opand   Gulf   dletal    generator* 

MUBELER.W  J        Lang    IiUnd    Lighting    Co        64/O3/I2        DENTON.  H  R 
Office   of  Nuclear   Reactor   Regulation,    Director        Bpp        S2&32  074 
24X   FUhe    SO-OOO,  B4/03/1S.8403MOOBO 

8403150133  Forward  i    "Traniamerica   D*lav«l,Inc    Dl«t.l    Oanerator   Rockvr 
Arm  Capicrtu  Etnti    Analuti*    R*pt    "    Capicnw  tfi*lgn   idenuat* 
for   applicable    engine*   &    ivc    condition* 

MUSELER,M  J        TDI    (Tran»amer  ica   Delay*!,     Inc    }    Ownerc   Oraup 
84/03/13        DENTON-H  R        Offlc.   of   Nucl*«r  Reactor  HffluKtlon, 
Director        2pp        2263-7,270        24X  Fleht    50-000,84/03/13,8403100133 

8403200222  Respond*    to   B40214   Riquait*    for    Info    1    «.  2  rt    H-4    f«rlet 
engines   List    Indicating    engln*   number,  model    fe   ivc    number, 
cuttomer   nine  t,  addran,  rating,  d«ta    (hipped    I   date    *tarted 
encl 
MATHEWS.C   S        Tran»amerlc*   Delaval,     Inc.       84/03/16.       EIBENHUT,  D  0 

nl^^S^Sf   LIe»n«lnS        =OPP        SB*"    I?'.       34X   Fich»   80-000,84/03/16, 
9  4  OjSQ  0  332 

B403B70&1T  Part  21    rept   re    broken   contact    c.rrlar    In    control    d.vU.    of 
7    3    tV-13  >V,  300-730   MVA,  S    hV   330-3,000   I,   all    HJW    circuit 
br>*a1ieri    InltUlli|    reported    on  B30223,  Addenda    to 
installation  fc  maint   procedure*   sent   to   affected   unlti 
£!/™l:'.l)  D       Hrou"1    Bovtrl    CorP      (1U01      <{f   Brown   flov.rl    *   Co.,    Ltd,  I, 
„„„';?.          fitcord    Service.    Branch    (Document  Control    Desk).       Spp 
22772    114        24X  Fiche-  30-000,  B4/03/19,  B4O3270219. 

8103270132  Forward*    "Emergency    Diesel    Generator   Air   Start    Valve 
Cap»creu  Dimenxian   (.  Stress    Analu.il*,  "    prepared    bu    BfcW   for 
Transamerlca   Delaval,  Inc    (TDU   Dintel    Oener«tor   Oun»r. 
Group 

^  ™2^W  J        TDI    <Trans«meriea   DoUval,     Inc    I    Ouner.    Group 
84/03/23        DSNTON.H  R        Office   of   Nuclear   R..ctor   R.aul.tlL 
Director        Bpp        22774,001         24X   Fiehe,  30-000,  B4/03/23,  8403270132, 


™« 

terffl   cor 

D.laval 

MCOAUOHY 
B4/03/23 

Director 


"*i  I!"*"1.9   °n  8W41fl   to   t"'eu"   «hort-terr« 

rective   action*    t,    inve.t  Igatlon.   re    Tran.am.rica, 
dieiel    generator*    Li.t   of    *ugg.,ted    meeting    topic* 


lonB- 


Broun 
' 


.JP        TDI    (Tran.ameriea    Delaval,     Inc,)    Oun 

OENTON.H  R        Office   of   Nuclear   Roactor   S  . 

4pp        22769    133        24X   Fiche    30-000,84/03/23,8403270134 


T^  Hearing   transcripts   on  non-»ntl  truit  matter* 

8402070039  Daard   Notific.tlon    84-032,  Forward,    meeting    .umm.rl.. 

containing    tran.crlpt,    of    B40210   fc    1A  m.etino*    h.twe.n   NRC  " 

"  Dtl-Vllllne    (TD1)   Dul"»'''  °""P   Dlitributlon 


•  .....  - 


...tin, 


CARUSO.R        Licen»ing    Branch   2        B4/02/27        O'BEILLY.J  P        WIG   - 
Detailed   Affiliation  Oiv.n        6pp        2S  70  8-  00  A.       MX 

Ficha   30-000,84/03/12,3402090039 


T'"nJeriP* 

up    B'th 


meeting   w/Tr.n. 


™™ 
67201    DOS 


Ditall«<'  Affiliation  Oiven.   B4/OS/10 
MX  Fiche.  SO-OOO,  84/03/12,  8402090039 


l,  Inc 


14701l 
PP> 


»,.„.„,„,, 


8403070423  Tranicrlpt    of   840816   conference    In   Had 
Tran.am.ric.   D.l.val.  Inc    die.el    generator,    pj    1 
e,    ^om"''*ion>f*        84/02/16        84pp        B2708    169 
Fiche-  30-000,  84/03/12,  8402090039 


no.   River    Nv 
SI  R'Vtr'NV 

24X 
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V      Operator   Examination* 


Utility    Final    Safety    Analysis   Report    (FSAR)    &    amends 


B4Q3130Q38  Forwards    operating    shift    ejperlence    tablet   for    shift 
supervisors,  senior    reactor    operators, reac tor    operator   d 
•  hlft    technical    adviior   Licensed    classroom    training  b    exam 
conducted 

FOSTER, D   0         Georgia    Power    Co         84/03/O9         DENTON,  H   R         Office    of 
Nuclear    Reactor   Regulation*     Director         14pp         22643  068         24X 
Fiche    30-424,  04/03/09,6403130038 


DOCKET    90-423    VOOTLE    ELECTRIC    QENERATINS    PLANT 

A      Application/construction    stage   documents    (t   correspondence 


5403010319   Amend    4   to    application   for   DLs. consi sting    of  Amend    4   to 
FBAR 

FOSTER.  D   O         Georgia    Power    Co         B4/02/34         DENTON,  H   R         Office    of 
Nuclear   Reactor  Regulation,    Director        2pp        33433    in        34X 
Fichfl    30-434,64/02/24,  3403010319 


— B403010325   Amend    4    to    FSAR 

»      Georgia    Pouier    Co         84/02/24          lB4pp 
Fiche    30-434.84/02/24.8103010319 


SS433    113         24X 


0      Inspection   reports,     IE  Bulletini    E<   correspondence 


B4Q3050311    Notification    of    B4030&-0?   meeting*   u/util    in    Uagneiboro, OA 
to   facilitate   NRC    review    through    site   visits 

MILLER,  M  A        Licensing    Branch    4        B4/02/23        A  DENS  A  H,  E   0        Licensing 
Branch    4        3pp        22301    272        24X   Fichu    30-434,  B4/Oa/23,  B4O30S0311 

8403010319  Amend    4    to   application    for   OLs, consisting    of   Amend    4    to 
FSAR 

FOSTER,  D  0        Oeorgia   Power   Co        B4/O2/34        DENTON.  H  R        Office    of 
Nuclear   Reactor  Regulation,     Director        2pp        22433    111        24X 
Fiche.  30-424.  84/02/24.  84Q3Q1O319 

C      Utility    Environmental    Report    (ER),     amende    b   correspondence 

B4Q30901B9  Comments    on    environ    rept   -   DC    stage,  per  Oft   of   Environ 
Project   Review  Dec    1983  memo, Two   unresolved    aquatic    Issues 
should    be   addressed    as    special    study    conditions    of   OL 
HCflAYiL  0         Interion    Dept      of,    Fiih   b  Wildlife   Service         84/01/20 
FARLEY,  J  0,       South  urn   Co      Services,     Inc         3pp         22973.304.       24X 
Fiche.  50-424,  84/01/20,  040309018? 


0      Adjudicator^    correspondence 


B.40302Q126  Responte    opposing    applicant   answer    to    petitions    for    leave 
to    Intervene   &   requests    for    hearing    Request    far    hearings    to 
bo   held    In  AtlantaiOA  reiterated   Certificate    of   Svc    end 
TEPER,  D,  C        Georgian*   Against   Nuclear   Energy        84/02/24  Atomic 

Safety    »nd   Licensing    Board   Panel         4pp         32442    147        24X 
Flche. 30-424,34/02/24.8403020126 


8403080370   Appeal*    dental    of    FOIA   request    for    draft    IE   Insp    Repts 
30-424/03-13   &    90-42S/B3-13 

HOMBV.A  H        Troutman,    Sanders,    Locterman   b  Ashmore        83/11/14 
Office    of    the   Executive   Director    for  Operations        2(lp        23376  244 
24X   Fiche    30-425,03/11/14,8403080370 

8403080372  Responds    to  appeal    re   denial    of   FOIA  request    for    draft    IE 
Insp    Repts    30-424/03-13   t    30-423/83-13   Forwards    documents 
FELTDN,  J  M        Division   of   Rules  and    Records        84/01/31        DOMBV,  A  H 
Troutman,    Sanders,    Lockerman   &  Ashmore        lp        22376  246        24X 
FlchH    30-434,84/01/31.8403080372 

--B4O30B0377   Forwards     IE    Insp    Repts    30-424/03-13   b   30-423/03-13   on 
830621-0720  ic  notice    of    violation 

LEUIB.R   C        Division    of    Project   t.  Resident  Programs        83/10/14 
KELLEY,  R    J         Georgia    Power    CD         2pp         22376   247         24X 
Flche    30-424,84/01/31,0403080372 

— 84030B0381    Notice    of   violation    from    insp    on  830621-0720 

*      Region    2.     Office    of    Director         03/10/14         3pp         22S76    249         24X 
Fiche    30-434,84/01/31,8403080373 

—8403000304    IE    Insp    Repts    90-424/63-13   t.   30-439/83-13   on    B30631-O720 
Violations   noted    failure    to    implement    pipe    support  control 
documents    te   provide   appropriate    concrete    eipansion  anchor   b 
structural    steel    acceptance    criteria 

BROHNLEE.V  L   .    LIU.  W   ,    RUFF.  A  D        Region   2,    Office  of   Director 
83/10/11         36pp         23576    292         24X    Fiche    90-424,84/01/31,0403080372 


8403140114   Reiterate*    staff    040210  response    to   Campaign    for    Prosperous 
Qaorgla   840224   request    that    hearings   be    held    In   AtlantaiQA 
Site   of    hearings    question    does   not   need    resolution    at 
present 

BORDENICK,  B   H        Hearing    Branch    3        B4/D2/29        MAROULIES.M   Q    . 
LINENBERQER.O   >    PAR  IB, G   H        Atomic    Safety    and    Licensing    Board   Panel 
2pp        22633   357.       24X  Fiche    30-424,04/02/29,8403140114 

8403060090  Applicant    response    to   Campaign    for   Prosperous    Georgia    (CPU) 
B40224  memorandum   re    location    of    hearing   CPO   has    no   reason 
for   departing    from   NRC    policy    &    Ignores    fact    that    project 
ofc    moved    from  Atlanta    to    site  W/Certlf icate    of    Svc 
TflOWBRIDQE.  0.  F        Georgia    Power  Co        TROWBRIDOE,  0  F        Shaw,     Pittman, 
Potts   1<  Trouibridga        84/03/01        Bpp        22316. 3O1         24X 
Flche:  S0-434i  B4/03/01, B403060Q9O 

B4Q3130437  Requests    that    hearings    on   OL  application    be   held    in   State 
of    OA   to   afford    state    officials   &    constituent!    opportunity 
to    attend    b  monitor    proceedings 

LOVETTi  8.       Georgia,     State    of        B4/03/07  Office    of    the    Secretary 

of    the   Commission         lp,       22613  34B        B4X   Flche    30-424,04/03/07, 
B4O3130437 

B 4 0313039 4  Memorandum   &   order    scheduling    840330   special    prehearlng 
conference    In   August*,  QA    to    Identify    key    Issued  to    consider 
all    Intervention   petition*   *    to    establish    schedule    for 
further    action 

MAFtOULIEB.K  D    ,    LINENBEROER,  0   .    PARIS,  0   H        Atomic    Safety    and 
Licensing   Board   Panel         84/03/09         lOpp         32616:081        24X 
Flche   30-424,84/03/09,8403130394. 

8403230279  Request*    that   hearings    be    located    In   Waijneiboro,  OA, 

FARRIBH.S  0.       Maynesboro,     OA        DSB    078        84/03/19  Office   of    the 

8«cretaru    of    the   CommUiion         lp,       32743   073        24X 
Flcht. 30-434,84/03/19,8403230279. 


H.     Ooneral    correspondence 


B403130023  Advises    of    change    to    correspondence    distribution, adding   JE 
Joiner   k  RE   Conuay, deleting    DE  Dutton   !f   changing    addresses 
of   DO  Foster  Ic  RA  Thomas, 

FOSTER i  D.  0.       Oeorgla    Power   Co        84/O3/OB        ADENSAM,  E  0        Licensing 
Brunch    4        2pp.       22641    280        24X   Fi che, 90-434, B4/03/08. B403130023 


8403070018  Forwards    IE    Insp    Repts   30-434/83-23  b   30-423/83-23   on 
B31111-840116  No   violations    or   deviations   noted 
DANCE.H  C        Division   of  Project  I  Resident   Programs        84/02/10 
KELLY,  R    J        Georgia   Pouier   Co        2pp        B2347   327        24X 
Fiche    30-424,04/02/10,0403070018 


—8403070024    IE    Insp    Repts    90-424/03-23   t    30-423/83-23   on   831111-040116 
No   violations    or    deviations    noted   Major    areas    inspected 
installation   of    electrical    cabineti, reactor   vessel    closure 
head    cladding    repair,  ueld   matl    control    &  rebar  &   farms 
SANDERS.W  F        Region  2.    Office    of   Director        PANCIERAiV        Division 
of   Project  &  Resident   Programs        84/02/09        4pp        3H547   328        34X 
Fiche    30-424,84/03/10,0403070018 


B403160207   Forwards    IE    Insp    Reptu    30-424/84-03   t>    80-429/84-02    on 
B40130-0303  Mo   violations    or    deviations    identified 
DANCE, H  C        Division   of   Project  ti  Resident   Programs        84/03/23 
KELLY.R   J        Georgia   Pouier    Cn        2pp        22653   231        24X 
Fichu    30-434. 84/02/23,  B403160307 


—8403160212    IE    Insp    Repts    SO-424/B4-02  d   30-435/84-02  on   840130-0203 
No   violations   or    deviations    identifed   Major   areas    inspected 
electrical    cable    instal lation. cab  1 e    termination,  OA 
procedures, insulation   resistance    testing    b   training 
MERRIWEATHER.N  ,    COIMLON,  T   E        Region   2,    Office   of  Director 
04/03/31        Bpp        S3653  223        24X   Fiche    50-424,84/02/23,8403160207 

8401190072    IE    Info  Notice    84-13,     "Potential    Deficiency    In  Motor 
Operated    Valve   Control    Circuits   tt  Annunciation    "    Svc    list 
end 

JORDAN,  E  L        Division   of   Emergency   Preparedness   tt  Engineering 
Response    (Post   B30103)        84/03/38  Consolidated    Edison    Co      of  New 

York,     Inc          119pp         239O9    239         24X    Fiche    30-000, B4/OB/20,  8401 190O73 

0402090007    IE    Info  Notice   Q4-I4,    "Highlights    of   Recent  Transport 
Regulatory    Revs   by    DOT  &  NRC    "   Svc    list    encl 

GRACE,  J  N        Division   of   OA,     Safeguards   &    Inspection  Programs    (Post 
030103)        84/03/02  Consolidated   Edison  Co      of  Neu  York,     Ine 

ISOpp          22SS2   339         24X    Flche    30-000, B4/O3/OB. 840B090007 

8403090008    IE    Info  Notice   04-16,    "Failure   of   Automatic   Sprinkler   Sys 
Valves    to   Operate    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness   &  Ens)tn"rlng 
Response    (Post   030 103 1         04/03/03  Consolidated    Edison   Co,     of   Neiu 

York,     Inc         122pp        22333  098        24X   Fichu    50-000,84/03/02,8402090009 
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8403090 00 V    IE    Info   Notice    B4-1S,     "Reporting    of   Radiological    Releases    " 
Sve    Hit    end 

JORDAN)  E   L        Division   of    Emarg-ency    Preparedness    &   Engineering 
Response    (Post   830103*          B4/O3/02  Consol  idated    Edison    Co      of   Neu 

York.     Inc         ll^pp         33333   EI7         24X   Fithe    30-000,84/03/02,8402090009 


8403010218  Forwards    task    descriptions    for    16   In  out.    p  rob  lam*    re 
Transamerica   Delflvalilnc    emergency,    dleael    generators 
MUSELER.U  J        TDI    (Traniamerl ca   Delaval,     Inc    )    Owner*   Group 
84/02/28        DENTON.H  R        Office  of   NucUar   Re»ctor   Regulation, 
Director         42pp         23433    177         24  X    Fich.    3O-000, 84/OH/S8.  B40301QBIB 


8403090011    IE    Info   Notice    Bfl-17,     "Problems   U/Llquid   Nitrogen    Cooling 
Component!   DelowNll    Ductility  Temp    "   Svc    list    encl 
JORDAN, E  L       Division  of   Emersencij   Preparedness  i  Engineering 
Response    (Post   B301O3)          B4/O3/OS  Consolidated    Edison    Co      of   New 

York.     Inc         117pp         S2333   336         24X   Fiche    30-000, 84/03/03,  8402090011 

8403090024   IE   Info  Notice    84-09.  Rev    li    "Wessons   Learned   Fran    Insps   of 
Fire   Protection   Safe   Shutdown    Sijs    "    Svc    list    end 
JORDAN.  E  L       Division   at   Emergency  Preparedness  i  Engineering 
Response    fPoit  630103)         84/O3/07  Consolidated   Edison   Co      of  Neur 

Yuri,     Inc         llBpp         32433   O4>7         24 X   Fichu    50-000,  84/03/07,  0402070024 

B 40 2.09002 B   IE    Info  Notice   S4-1B.     "Stress  Corrosion  Cracking    in  PUR 
Sijs    "   Svc    list   encl 

JORDAN,  E  L       Division  of   Emergency   Preparedness   b  Engineering 
Response    (Past  830103)         B1/O3/07  Consolidated   Edison   Co      of  Nay 

York,     Inc         HSpp         23584    186         24X    Fiche    30-000,84/03/07,8402090036 

B4O2Q90031     IE   Bulletin   64-08,     "Failures    of   OE   Type   HFA  Relays    in    Use    in 
Class    IE  Safety  Syg    "   Svc    list  encl 

DEYOUNS.fi  C       Director's   Office,    Office   of    Inspection  and 
Enforcement       84/03/12  C nnsol idated   Ediion   Co      nf  New  York,     Inc 

134pp         33623   094        24X    Fiche     90-OOO, B4/O3/12,  8402090031 

8403590037  Provides    interim  response    to    IE  Bulletin  63-07,    "Apparently 
Fraudulent  Products   Sold    bu,    Ray  Miller. Inc    "  Matls    supplied 
by   primary    suppliers    listed    Investigation   of    subtler 
suppliers    In  progress  Final    rept   eipected    by  B40624 
FOSTER. D  0       Georgia  Power  Co        84/03/13        D'HEILLY.J  P        Region  2. 
Office    of    Director         Spp         22806   233        24*   Fiche    30-424,84/03/13, 
8403390037 


B403090043   IE   Info  Notice   84-19.     "Two  Events    Involving  Unauthoriied 
Entries    into  PHR  Reactor    Cavities    "   Svi    list   encl 
JORDAN,  E  L       Division  of   Emergency  Preparedness  b  Engineering 
Response    (Post  630103)         64/03/31  Consolidated   Ediion   Co      of  New 

York,     Inc         I23pp         23823   229        24X   Fiche    30-000,84/03/21,8408090043 

8402090044    IE   Info  Notice    B4-3G,     "Svc   Life   of  Relays    in  Safety-Related 
Bys    "  Svc    list    encl 

JORDAN,  E  L       Division  o-f   Emergency  Preparedness  tt  Engineering 
Response    (Post  830103)         84/O3/21  Consolidated   Edison   Co      of  Neu 

YorV,     Inc         I33pp         32933   001         34X   Flche    30-000,84/03/21,8402090044 


S     Reportable   occurrences^    LERs    &  related   correipondence 


8403010451    Informs  CommiB'Sion    of  problems  w/emergency   dlescl    generators 
mfg   by   Transamerlca   Delaval,  Inc 

DIRCKS-M  J       Office   of    the   Executive  Director    for  Operations 
8ECY-83-034       84/01/23        4pp         22439  347        24X  Fiche  50-000.84/01/23, 
6403010431 


8403210032  Part   51   rept  re    Failure   of   dullliary    feeduater    pump   drive 
turbines, Oimpe]  NP8-4  T&T   valve,  to   close   Encl    Itr   tftd   840203 
sent    to    listed   utils  OE   notified   of   afficted   units    in  BUR 
plants 

THEHQUX.H  R        Terry   Cgrj!        B4/02/22       WOODRUFF,  R  W       Director's 
Officej    Office  of    Inspection    and   Enforcement        6pp        2270i   327        24X 
Fiehe    50-000,  B4/02/22.  8403310032 

8403010354    Interim  deficiency    rept   re    broken   capstan   spring    tangs   on 
Pacific-Scientific    shock    arreatars    Initially   reported    on 
840126  Metallurgical   analysis    indicates   cracking    due   to 
stress    induced    bij   spring    forming   Next   rept   by   840318 
FOSTER,  D  0       Georgia  Pouer  Co        84/02/23,      O'REILLY,  J  P        Region  2. 
Office   of  Director        Spp        BB433  003       24X  Fiche   50-424, 84/OB/S3, 
8403010334 


8403090097  Final    deficiency    rept  re  Pullman  Const    Industries    undersized 
shop   filet  melds   on   corner   details   of   ttiffener   angles    for 
HVAC   ducts  Condition  not   reportable   per    IQCFR30  sstt)    or 
10CFH21 

FQBTER.D  0       Georgia  Poiuer  Co        84/02/24        O'HEILLY-J  P        Region  2. 
Office    of  Director        lp        22576004        24X  Fiche   30-434,84/02/24, 
6403090097 


8403O102O7  Forwards    "Inv»*tig*tion   of   Tupe*   AF  (•  AE  Piston   8klrt»i" 
Transamerica  Delaval.Inc   Owners  Croup   program   commitments 
Rept   evaluates   cracks    in  AF  piston   skirts    in  Shoreham  h 
Brand  Dulf  Nuclear  Power   Station*. 

MUBELER,  W  J       TDI    (Traniamer  I  ca  Del«val,     Inc    1    Dinners  Group 
B4/02/37       DENTGN.  H  R        Office-  of  Nuclear  Reactor  Regulation, 
Director       3pp       22434   090        2«  Fiche   30-000,  B4/02/27,  8403010207 


8403260333  Foruards    summary    lict  of    deficiencies    Identified    per 
10CFR50   33(e),Part   21    &  potential    generic    Itr   repts   for 
comments 
BTAROSTECKI,  R        Division    of   Project   Si  Resident   Programs         84/03/28 

Region    1,    Office    of   Director        7pp        22736  063        24X 
Fiche    30-000,84/02/28,8403260233 

84031ZO14&   Interim  deficiency    rept    re    HVAC    duct    support   uield    deficit 
found   during    rtlnsp    program    Initially    reported    on  840131 
Addl    Investigation   underway    Interim  rept  ulll    be    submitted 
by   840910 

FOSTER, D  0        Qvorgi*   Power   Co        84/03/02        O'REILLY.J  P         Region   2, 
Office   of  Director        Spp        22383  232        24X   FUhe    30-424,84/03/02, 
8403120146 

8403140046  Foruards    "Grand    Gulf   Component   Tracking    Sys, "    "Bhoreham 
Component   Tracking    Sys"   b    "Traniamerica   Delavali Inc 
Diesel    Generator*   Duneri    Oroup  Program  Plan,"    to   resolve 
concerns   w/emergeneu,    dle*el    generators 

MUBELERiH  J        Long    Island    Lighting    Co        84/03/02.       DENTON. H  R 
Office    of  Nuclear   Reactor    Regulation,    Director        Spp        22626  062 
24X  Fiche    30-000,84/03/02,8403140048 

— 8403140093   "Transamerica   Delavalr  Inc   Distel    Generators   Oiuneri   Group 
Program  Plan    " 

*      TDI    CTransamerlca  Dal  aval,     Int    >    Owners   Group        04/03/02 
261pp        22628  223        24X   Fiche   30-000,  84/03/02,  84O314004S 

8403130043    Interim   deficiency    rept   re    crack»    In    containment    penetration 
uelds    Initially   reported    on   84020?  All    uelds   repaired    par 
ABHE  Cade, Section    II  I,  Sub *BC tlon   NC 

FOSTER,  D  D        Georgia   Power   Co        84/03/07        0 'REILLY,  J,  P,       Region  2, 
Office   of  Director        4pp        22641    010        24X  Fiene    30-424,84/03/07. 
8403150043 

8103130069  Final    deficiency    rept   r»    unverified    computer    coda    In    daslgn 
of  main    feeduater   pipe    supports  Review  &   evaluation 
complete   Event   not    reportable    per    10CFR30.  S3(e )    t<  Part    21 
Unverified   valve    computer    subroutine   replaced    bu,    Bechtel 
FOSTER, D  0        Georgia   Power   Co        84/03/07        D'REILLY,J  P         Region   2, 
Office   of  Director         lp        22643    182        24X   Fiche    30-424,  B4/O3/07, 
S403130069 

8403190105  Deficiency    rept   re    Pullman   Power   Products    fabrication    shop 
spool    piece  Welds    Initially    reported    on   831021    Spools 
containing   reported    defects    reworked    or   repaired    &   presently 
in   acceptable    condition 

FOSTER, D  0       Georgia   Power   Co        84/03/09        0'HE1LLY,J  P         Region   2, 
Office    of   Director        7pp         22669  313        B4X   Fiche    80-424,  84/03/09, 
8403190103 


8402070039   Board   Notification    B4-O32    foruiards   meeting    tummarles 
containing    transcripts    of    040210   t    16  meetings    between   NRC    h 
Transamerica   Delavalilnc    (TDI)   Owners   Group,  Distribution 
list   end 

EIBENHUT.DO  Division  of  Licensing  84/03/12  PALLADIND 
Commissioners  5pp  22708.001  24X  Fiche  30-000, B4/03/12, 
8403090039 


-8403060336  Forwards    summary    of   840210  meeting    w/Trani«merlca   Delaval, 
Inc  Owners   Group    in   Bethe*da>MD  re    problem*   w/emergency 
diesel    generator* 

CARU80,R       Licensing   Branch  2       84/02/27       O'REILLY.J  P        NRc  -  No 
Detailed   Affiliation  Given        6pp        S270B. 006        24X 
Fiche    50-000.84/03/12,8402090039 

-8403060334  Transcript   of    B40210  meeting   w/Tran*amer lea    Del  aval, Inc 
Owner i   Group    In  Bethesda.HD  re    problem*   w/emergency    die**l 
generators 

*  NBC   -  No   Detailed    Affiliation  Olvan        84/02/1O        147pp 
67201    008        24X  Fiche   30-000. S4/03/ 12, 8402090039 

-8403070409  Summarv    of   840E16   meeting    lu/Transamerlca  Delaval.  Inc    Owners 
Group    in  Uflding  River, NY  r*   program  plan   to   vttabllth 
reliability    of    diesel    generators    Agendai meeting    transcript  & 
attendance    Hit   encl 

MILLER, M  A       Licensing   Branch  4       84/02/27  Licensing    Br«nch   4 

8pp        2270B.  161        24X  Fiche,  50-000.  84/03/18,  B40209O039. 

-3403070423  Transcript    of    840216   conference    in   Nadtng   River,  NY  re 
Transamerica   Delaval, Inc    dlasel    generators   Pp    1-82 

*  Commissioners        B4/O2/16        84pp        22708: 169        24X 
Fiche    30-000,  S4/03/1S,  8402090039 
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84O314O030  Forwards    "Design    Review    of    Connecting    Rod    Bearing    Shells    for 
Transamerica   Delaval    Enterprise  Engine*"    for    Shoreham  b 
Grand    Oolf    diesel    generators 

MUSELER.W  J        Long    Island    Lighting    Co        Sfl/03/12        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation'    Director        2pp        32632  074 
-•y   Flehe    30-000,04/03/12,8403140050 

8403130133  Forwards    "Transamerica   Delaval, Inc    Diesel    Generator  Rocker 
Arm  C«pscrew   Stress    Analysis    Rept    "    Capscreu   design   adequate 
for    applicable    engine*    &    svc    conditions 

MUSELER.W  J        TDI    ( Traniamer i ca   Delaval,     Inc    >    Owners   Group 
84/03/13        DENTON,  H  R        Office   of   NucUar   Reactor   Regulation, 
Director         2pp         32639   27O         24 X    Fiche    90-000,84/03/13,0403190133 

6403200382  Respond*    to   B4O214   Requests    for    Info    1    &  Z  re    R-4    sarle* 
engines    List    Indicating    engine   numberi  model    Si    *ve    number, 
cuitomir   nama  &  addreisi  rating,  date    shipped    &   date    started 
encl. 

MATHEWS.C   B        Transamirlca    Delaval,     Inc        84/03/16        EISENHUT.  0  O 
Division    of   Licanslng        20pp        22691    179        H4X    Fiche   30-000,81/03/16, 
8403200222 

B40327O219  Part   21    ript   re    broken   contact   carrier    In    control    device    of 
7.S   XV-13    kV.  300-730  MVA,  3    kV  390-3,000  b   all    HKV  circuit 
breakers    Initially    reported    on  830223  Addenda    to 
Installation   fc  maint    procedure*    sent    to   affected    unit* 
DUVALLi  D,  D.       Broun    Boveri    Carp      dubi      of    Broun    Baverl    tt  Co   ,    Ltd    ) 
84/03/19  Record    Services    Branch    (Document   Control    Desk)        3pp 

3277B' 114        24X   Flche    30-000, B4/O3/19, B4 0327 02 19 


DOCKET   STN-5Q-437   FLOATING    NUCLEAR    PLANT 

O      Inspection   reports,     IE   Bulletins    h   correspondence 


B401190072    IE   Info  Notice   B4-13.    "Potential    D»fieiency    In   Motor 
Operated   Valve   Control    Circuit*  If  Annunciation    "   Svc    lilt 
end 

JORDAN,  E  L        Division   of    Emergency   Preparedness   *  Engineering 
Response    (Post   B301Q3)        B4/O2/2B  Consolidated   Edison    CD      of  NBUI 

York,     Inc          HSpp         23909   239        24X   FUhB    SO-000, 84/O2/2S,  B401 190072 

B402090Q07    IE    Info  Notice   B4-14,    "Highlights   of   Recent  Transport 
Regulatory    Revs   by    DOT  d  NRC    "   Svc    list    and 

QRACE,J   N         DivHion    of    QA.     Safeguards    b    Inspection   Program*    (Poit 
B30103)         B4/03/02  Consolidated   Edison  Co      of  Ufa  York,     Inc 

130pp          22333   32?         24X    FlchB    30-OOO, H4/03/O2,  B4O2090007 

B40209000S    IE    Info  Notice   B4-16,     "Failure    of   Automatic   Sprinkler    BUS 
Valves    to  Operate    "    Svc    list    «nc  1 

JORDAN,  E  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    (Poit   830 1 03 1        84/03/02  Consolidated   Edison   CD      of  Nau 

York,     Inc         I22pp        33353  09B        24X  Fiche    50-000, S4/Q3/02,  B40B09000B 

B 4 02090 00 9    IE    Info   Notice    84-15,     "Reporting    of   Radiological    Releases    " 
Svc    list    end 

JORDAN,  E  L        Division    of    Emergency   Preparedness   b  Engineering 
Response    (Post  8301O3)        B4/03/02  Conlol idatvd   Edison   Co      of  New 

York,     Inc          119pp         22953   217         24X   Fiche    30-000,34/03/02,8402090009 


8403270132  Forwards    "Emergency    Diesel    Generator   Air    Btart    Valve 
Capicreui  Dimension   &   Stress    Analysis."    prepared    by    B&H    for 
Transameriea   Delaval,  Inc     (TDI)    Dlaael    Generator   Dinners 
Croup, 

MUBELER.H  J       TDI    <Tran»amer ica  Delaval,    Inc    )   Owner*  Group 
84/03/23        DENTON, H  R        Office   of   Nuclear   Reactor   Regulation, 
Director        2pp        22774001,       24X    Flche    30-000,84/03/23,8403270132 

G403270134  Requests    meeting    on   B40418    to    discuss    short-term   b    long- 
term  corrective   actions   k    investigations    ra    Transamarica 
Delaval    dietel    generator*    List   of    suggested    meeting    topics 
encl 

MCOAUOHY,  J  P  TDI  (Transamerica  Delaval,  Inc  )  Dinners  Group 
84/03/23  DENTON, H  R  Office  of  Nuclear  Rtactor  Regulation, 
Director  4pp  22769  133  24X  Flche  30-000, B4/O3/Z3,  8403270134 


T.     Hearing    transcripts    on    non-antitrust   matter! 


B402090011    IE    Info  Notice   B4-17,    "Problems   W/Liquld   Nitrogen    Cooling 
Components   Delou  Nil    Ductility   Temp    "   Svc    list   encl 
JORDAN,  E  L        Division   of   Emergency   Preparedness  &  Engineering 
Response    (Post   B30103)        B4/03/05  Consolidated   Edison    Co      of  Neui 

York,     Inc          117pp         22S93   336         24 X   Fiche    90-OOO, B4/03/05,  940309001 1 

8402090024    IE    Info  Notice  B4-09.  Rev    1,     "Lessons   Learned   From    Insps   of 
Fire  Protection  Bafe    Shutdown  By«    "   Svc    list    *nc  1 
JORDAN,  E  L        Division   of    Emergency   Preparedness   b  Engineering 
Response    (Post  B30103)        B4/03/07  Consolidated   Edison   Co      of  Neu 

York,     Inc          llBpp         2S635   049         24X   Fiche    50-OOO, 84/03/07,  8402090024 

810209002B    IE    Info  Notice   B4-1B,     "Stress   Corrosion  Cracking    In  PUR 
Bys    "   Bvc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness  !i  Engineering 
Response    (Post   B30103)        84/03/07  Consul idated   Edison    Co      of   Neu 

York,     Inc         llBpp        225B4    1B6       24 X  Fiche    90-000, B4/03/07,  B402d9003B 


6402090039  Board    Notification   84-032' forwards    meeting    summaries 
containing    tranicripti    of    840S1O  !<    16  meitlngi    between   NRC    & 
Transamerlca    Delaval, Inc    (TDI>   Owner i   Group    Distribution 
list    encl 

EISENHUT,  D  0  Division  of  Licensing  84/O3/12  PALLADINO 
CommUlioners  3pp  2E70B  001  E4X  Fiche  30-000,84/03/12, 
B 402090039 

— B403060936  Forwards    summary    of  B4O21O  meeting    u>/Transamtrlca  Delaval, 
Inc   Oiimen    Group    In   BethesdaiMD   re    problems   u/emergency 
die>sel    generators 

CARUao.R        Llcensina    Branch    3        84/02/27        O'REILLY.J  P        NRC   -   No 
Detailed   Affiliation   Olven        6pp        BB708  OOi        24X 
Fiche' 00-000,84/03/12.  8402090039 

~~B403060994  Transcript    of    840210  meeting    w/Trans*merica    Delay*!, Inc 
Owner •    Oroup    In   Bithesda,MD  re    problem*   ui/emergencu    diesel 
generator* 

t      NRC   -  Ho   Detailed    Affiliation   Given        B 4/02/10        147pp. 
67301'QOa        24X   Flche' 30-000,  84/03/12,  8402090039 

-- B4030704Q9  Summary    of   B40B16   meBting   w/Transamarica  Del»val,Inc   Owners 
Oroup    in   Hading   River, NY   re    program  plan    to    establish 
reliability    of    diesel    generators    Agenda, meeting    transcript   fc 
attendance    Hit    encl. 

MILLER, M  A        Licensing    Branch    4        84/02/27,  Licensing    Branch    4 

Bpp,       28708:161         24X   Fichf  30-000, 84/03/12, 8402090039 

— 8403070433  Transcript    of    840216   conference    in    Hading   River- NY   re 
Transamerica    Delaval,  Inc    diesel    generators    Pp    1-B2 
*      CommitiiontTS        84/OK/16        B4pp         2270B-169.       24X 
Flche.  SO-000,  84/03/12,  8402090039. 


V,     Operator   Examination* 


840319003B   Forwards    operating    shift    eiperlence    tables    for    shift 
lupervi tort,  senior   reactor    operator*,  reactor    operator    t> 
shift    technical    advisor    Licensed    clasiroom    training   It    exam 
conducted 

FOSTER, D.  0        Georgia   Power   Co        84/03/09        DENTdN, H  R        Office    of 
Nuclear   Reactor  Regulation,     Director         14pp         22443' 060,       24X 
Flche- 30-424, 84/O3/09,  6403190038 


8402090031    IE  Bulletin   B4-02,     "Failures    of  GE  Tupe   HFA  Relays    in   Use    in 
Class    IE   Safety   Bus    "   Eve    list   encl 

DEYOUNO,  R   C        Director'*    Office,    Office   of    Inspection  and 
Enforcemint        B4/03/12  Consolidated  Edison  Co      of   Neu   York,     Inc 

134pp.       22823  O94        B4X   Fiche    90-000,  B4/03/12,  B4020-KJ031 

B402090043    IE    Info  Notice   B4-19>    "Two  Events    Involving  Unauthoriied 
Entries    Into  PUR  Reactor    Cavities    "   Svc    Hit    encl 
JORDAN, E  L        Division   of    Emergency    Preparedness   &  Engineering 
Rviponse    (Post   B30103)        94/03/21  Consolidated   Edison    Co      of   New 

York,     Inc         123pp        22323   229        24 X  Flche    90-OOO, 84/03/21,  B402O90043 

B402090044    IE    Info  Notice   S4-20,     "Svc   Life    of   Relays    in   Saf ely-Related 
Bys    "    Bvc    Hit    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   ti  Engineering 
Response    (Past   630103)         B4/03/21,  Consolidated   Edison   CD      of  Neu) 

York,     Inc         133pp        22933001        24X  Fiche    90-000, B4/03/21,  8402O90044 


DOCKET  30-43B  BELLEFDNTE  NUCLEAR  PLANT,    UNIT    1 

A      Application/construe tion    stage   document*   &   correspondence 

8403160247    Informs    of   B40327  meeting    to   discuss   proposed    responses 
to   NRC    questions   on   Rev  7    to    topical    BA  program, per 
840302    telcon 

LEWIS,  R    C        Region   S,    Office    of   Director        B4/03/08       PARR  IS,  H  O 
Tennessee  Valley   Authority         lp        22660  361        24X 
Flch*    30-000,84/03/08,  B403U0247 

B403160373   Notifies    of    use    of    ASME   Nuclear    Components   Cade   Case    N33-4 
for    hydrostatic    testing    of   Class   3   embedded    piping   NRC 
position    re    ute   of   Code   Case   N32-4   requested, 

MILLB,  L,M        Tennesife   Valley    Authority        B4/03/12        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation,    Dimeter        lp        25660  014        24X 
Fiche. 90-000, B4/03/ 12, B403160373 
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F      Security     medical,     emergency    &    fire    protection    plans 

9403160345   Eitends    invitation    to    attend    region    940316   workshop    at 
regional    ofc    to   discuss    !OCFR90,App    R    requirements    drocent 
results    of    imp    to    help    resolve   mi-sunders  tand  i  no.s    associated 
u/requi  rements 

LEWIS.  R  C  Division  of  Project  S-  Resident  Programs  S4/O3/Q2 
PAHRI8,H  0  Tennessee  Valley  Authority  Spp  226-60  033  24X 
Fiche  50-000, 84/03/02, B1O3160343 


J      Insurance  &   indemnity    information 


B4Q306Q413   Forwards   Endorsement    S3    to    NELIA   Policy    NF-2SB 
DUCK.J   R        Marsh    I.   McLannan,      Inc.          B4/O2/3B         SALT Z MAN.  J 
Director    Far   State   i   Licensee    Relations         2pp          B2S1B    267 
Fiche    SO-43B,S4/02/Sa, 8403060413 


Assistant 
24X 


84O2O900H    IE    Info   Notice   B4-17,     "Problems    W/Llo.uld    Nitrogen    Cooling 
Components   Below  Nil    Ductility   Temp    "   Svc    Hit    encl 
JORDAN,  E    L        Division   of    Emergency    Prepared  ness   &  Engineering 
Response    (Post  S301Q3J        B4/03/Q5  Consolidated    Edison    Co      of  Neu 

York.     Inc          H7pp          22BB3    336         24X    Fiche    3O-000.  B4/03/05,  6402090011 

B4Q2090Q24    IE   Info    Notice   84-09, Rev    1.     "Lessons   Learned    From    Insps   of 
Fire   Protection  Safe   Shutdown    By  s    "    Bvc:    list    encl 
JORDAN.  E   L        Division    of   Emergency    Preparedness   b  Engineering 
Response    (Post  8301O3)        B4/03/07  Consolidated    Edlion    Co      of   N>u> 

York.     Inc          UQpp         S263S    O49         24X    Fiche    3O-OOO, 84/03/07.  B4Q2O90Q24 

B4O209Q02B    IE    Info    Notice    B4-18,     "Stress    Corrosion    Cracking     in    PWR 
Sys    "    Bvc    list    encl 

JORDAN, E   L        Division   of    Emergency    Preparedness  &   Engineering 
Response    (Post  B301O3)        84/O3/O7  Consolidated    Edlion    Co      ot  Neu 

York,     Inc         1  IBpp         32384    1B&        34X    Fichu    SO-OOO,  B4/O3/O7,  B403090Q28 


(1      Inspection   reports,     IE   Bulletins   !<    correspondence 

B4Q307024I    Suppls    response    to  NRC    Itr   re    violation!    noted    in    IE   Insp 
Repts    50-433/33-20   (,   3O-439/S3-2O   No    actions    by    vendor 
necessary    to  prevent   recurrence    oF    abrasion    of    condEnsate 
pat   piping 

MILLS.L    M        Tennessee   Valley    Authority          B3/1S/O5         O'REILLY, J   P 
Region    2,    Office   of    Director          2pp          23547    325         SUf. 
Fiche    SO-438,B3/12/05,B403070241 

3403070066   Responds    to   NRC    81120B    Itr    re    violations    noted     In     IE    Insp 
Repts    30-43B/B1-29   J.    5Q-439/B1-29    Corrective   actions    repair 
plan   for    letdown   cooler    supports    revised    Completion    dates 
eipected    by    B40601    for    Unit    1    i    B50I31     far    Unit    2 

MILLS.  L    M        Tennessee   Valley    Authority          83/12/07         O'REILLY.J   P 
Region   S,    Office  of  Director         IP         22345    340        24X 
Fiche    50-438.83/12/07,0403070066 


B1Q2090031     IE  Bulletin   84-02,     "Failures    of    QE   Type  HFA  Relays    in   U«i    in 
Clans    IE    Safety   8yl    "   Svc     list   encl 

DEYOUNO.R   C        Director's    Office.     Offics    of    Inspection    and 
Enforcement        B4/03/13  Conioliddted.    Edison   Co      of   Htm   York,     Inc 

I34pn          23833   094         24X   Fi che , 5O-OOO.  B4/O3/ 12, B40BQ90O31 

B  4  O2  09  004  3    IE    Info   Notice    B4-19.     "  Tuo    Ev«nt*    Involving   Unauthorised 
Entries    Into   PWR   Reactor    Cavities    "    Svc    list    encl 
JORDAN. E    L        Division   of    Emergency   Preparedness   &  Engineering 
Response    (Post   Q301O3)        84/G3/21  Consolidated    Edison    Co      of   N«ui 

York,     Inc         123pp         22Q23,  229        24X    Fiche    50-000, B4/O3/21. H402090043 

04020^0044    IE    Info   Notice   H4-2O.     "Svc    Life    of    Relay*    in   Saf • ty-Rilated 
Sys    '"   Svc    list   encl 

JORDAN,  E   L        Division   of   Emergency    Preparedness   &  Engineering 
Response     (Post    8301O3)         S4/O3/21  Consolidated    Edlion    Co,     of   New 

Yorkr     Inc         135pp         22933   001         24X    Fiehe    50-000.84/03/21,8403090044 


8403070089   Revises    S31103    response    to    NRC    B31009     Itr    r«    violations 
notoi!    In    IE    Insp   Rept   3O-43B/83-23  Corrective    actions    craft 
OA   training   revised    to    include    training    for    ir  onuor  kcrs    on 
HVAC    Suctuork    supports    Training    complete 

MILLS,  L    M        Tennessee   Valley    Authority          B3/12/13         O-nElLUY.J   P 
Region    2,    Office    of    Director          2pp          22941     281          Z4X 
Ficha    50-438,  83/12/13,  B4O30700a? 

B40307021B  AcK   receipt    oP    840133    supp  1  emental    Itr    informing    NRC   of 
steps    taken    to  correct   violations    noted    in    IE    Imp    Repts 
30-43B/B1-33   !.    50-439/B1-33   Concurs    u/denlal    of    violation 
VERHELLI.D  M       Division    of    Project   4   Resident    Programs        84/02/33 
PARRIS,  H   G        Tennessee    Valley    Authority          lp          2254  1    296         34  X 
Fiche    50-438,  H4/02/23,  34O3O70218 

—  H403070224  Submits    second    revised    responEe    to    NRC   B20126    Itr   re 
violations   noted    in    IE     Insp    «ept5    SO-43a/Bl-33   & 
50-439/B1-31  Violation    re   piping    being    cold    sprung   due    to 
installation  of   seismic    s-upports    denied 

MILLS.  L  H       Tennessee   Valley    Authorltij         B4/O1/25        O'REILLY,  J  P 
Region   2,     Office    of   Director         3pp          22541    297         24X 
Fiche    SO-43B,  84/02/23,  B40307021B 

8401190072   IE    Info  Notice    B4-13,     "Potential    Deficiency    in   Motor 
Operated  Valve  Control    Circuits   !<  Annunciation    "   Svc    lift 
enc  1 

JORDAN:  E  L       Division  of    Emergency   Prapare'dnei  s   &   Engin«ei-lng 
Response    (Post   830103)          B4/02/2B  Cnns-ol  1  dated    Ed  i  5  On    Co      Of    May 

YorV,     Inc         llSpp         339O9    239         24X    Fiche     SO-000,  H^/02/2fl,  B4O1  190072 


8402090007    IE    Infn   Notice    84-14,     "Highlights    of    Recent   Transport 
Regulatory    Revs    by    DOT    ti    NRC     "    Svc     list    encl 

GRACE.  J-  N       Division   of   OA,     Safeguards    &    Inspection   Program!    (Post 
S30103)        B4/03/02  Consolidated    Edison   Co      of   Noui   Vorfcr     Inc 

32353329        24X    Fiche    50-000,84/0-3/02,8402090007 


9402090008    IE    Info   Notice    B4-lfc,     "Fal  lurs    of    Automatic    SprlnUer    SiJ» 
Valves    to  Operate   "   Svc     list    encl 

JORDAN,  E  L       Division  of    Emergency    Preparedness   Ii   Engineering 
Response    (Post  830103)         34/O3/O2  Cons-oil  dated    Gil  is  On    Co      of   Neui 

York,     Inc         132pp         225B3    09B         21X    Fiche     5O-OOO,  B4/03/02,  B40205OOOH 

B403090009   IE   Info  Notice    B4-15,     "Reporting    of  Radiological    Releases    " 
Svc    list    end 

JQRDAN.EU       Division  of    Emerflancy    Preparedness   fc  Engineering 
Response    (Post  B30103)         31/03/02  Consolidated    Edlion    Co      of   New 

Vork.     Inc         119pp         33333    317         SIX    Fiche     50-OOO.  S-4/03/02,  B402090009 


S      Repurtable   occurrences.    LERs    ti    related    correspondent* 

8403010491    Inform!   Commission    of    problems    u/ emergency    diesel    generator* 
mfg   by    Transamerica    Delaval. Inc 

OIRCKa, W    J        Office    of    the   Eiecutlve   Director    for    Dperations 
SECV-B3-034         04/01/23         4pp          22433   347         S4X    Fiehe-  50-000. 84/01/25. 
3403010451 

B40301O376    Final    deficiency    rept  re   uelds    on    assemblies    supplied    by 
Transamerlca    Delaval    b   IIE    Imperial    not    meeting   QA 
i-equireffients    Initially    reported    on    830615  Condition  not 
reportable   per    10CFR5O   3S(e) 

MILLS, L   M        Tennessee   Valley    Authority         84/02/22        O'REILLV.J  P 
Region   S,     Office    of    Director        2pp         23434   037        24X 
Fiche   30-438.  B4/Q2/S2,  B40301O37& 

84O3010093-   Third    interim  deficiency   ropt   ro   manual    adjustment    of    diesel 
generator    setpolnts    Initially    reported    on   B30309   Dili    mill 
Install    automatic    voltage    regulator    reset   package   Next    rept 
uilll    be    submitted    by    840924 

MILLB.L   M        Tennessee   Valley    Authority         84/02/23        D'REILLYiJ  P 
Region   ?,     Office    of    Director        app         23433   361        B4X 
Ficha   50-433, 84/O2/B3.  B40301O093 

8403010307    Forwards    "Investigation    of    Typoo   AF   ti  AE   Piston   Slilrts,"    per 
Tr an sam erica   Delavalilnc    Dunert    Croup    program    comml tm»ntt 
Rept    evaluates   cracks    In   AF    piston    skirts    In   Shoreham  & 
Grand    Oulf  Nuclear   Poiuer   Stations 

MUBELER,W  J        TDI    (Traniamer ica    Delaval,     Inc    I    Owners   Group 
84/02/27        DENTDM,  H   R        Office    of   Nuclear   Reactor   Regulation. 
Director-         3pp         22434   09O         H4X    Fiche    50-OOO.  84/O2/2?,  B40301O207 

8403090163  First    interim   deficiency    rept    re    carbon    iteel    pipe    supports 
tap    coated   u/Carbollne   303   paint    in    contact   u/stalnless 
steel    piping    Instructions    issued    to   remove    paint    from 
surfaced    where   contact    e>ceeds    140   F  Next   rept    by    840822. 
HILLS, L   M        Tennets.ee   Valley    Authority         B4/02/27        O'REILLY,  JP 
Region   a,     Office    of    Dime  tor        2pp         22573    133        B4X 
Fiche    30-43B.  B4/O2/27.  B403090163 

84030*50181    Tuelfth    interim   deftciencg    rept   re   main    steam    line    failure 
due    to   main   feidutater   overfill    Initially    reported    on  800319. 
Field    change    package    submitted    by    BW  Next    rapt    by    840423. 
Alia    rsportabli    per    Part   21 

M1LLB.L   M        Tennessee   Valley    Authority         84/02/27        O'REILLYiJ  P. 
Region   S,     Office    of    Director.       3pp         22S73. 272,       S4X 
Ficho   50-438,  B4/02/27.  B40309O1B1 


B403I60140   Ack    receipt    of    631103    V    1813    Itrs    informing    NRC    of    steps 
taken    to   correct  violations   noted    i"    IE    Insp   Rffpts 
50-438/83-23  i  30-439/H3-23  Concurs    u>/denial    of   Factors 
S  t-  3   of    Item  B 

LEWIS. fl   C       Division  of   Project  Si  Hesldenfc   Pros-rants        B4/O3./O2 
PARRIS,  H  &       Tennessee  Valley    Authority        2pp         22AS3   333        24X 
Fiche    50-438,84/03/02,3403160140 


B4O301O21B   Foruards    task    description"    for    16    Vnoun    problems    re 
Transamerica   Delaval, Inc    emergency    diesel    generators 
HUSELER.H   J        TDI    I Transamer ic»   Delaval,     Inc.)    Owner*  Group 
01/02/28        DENTON.H  R.       Office   of   Nuclear   Reactor   Regulation. 
Director        42pp        22435    177        24X  FIcht    30-000. B4/02/28.  B4030102iB. 
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B40309O024    Revised    final    deficiency    rapt    re    defective    attachments    at 
pipe    supports    to   6-inch    strip    plates    Initially    reported    on 
B11231    Engineer  ing    Change    Notice     1973   written    to    accomplish 
required    modi 

MILLS.L    M         Tennessee    Valley    Authority         84/O2/2B         O'REILLY.J   P 
Region    2,     Office    of    Director         Spp          E3376   029         24X 
Fiche    90-138,  84/02/28.  B403090O24 

8403070297    First     interim   deficiency    rept    re    numerous    def  ic  i  enc  ies    on 
E-mai    panels     Initially    reported    on    B40131     Incorrect 
connected   wires    ulll    tie    repaired    Neit   rept    by    810607  Also 
reportable    per    Part   21 

MIU-S,L   M         Tennessee    valley    Authority          B4/O2/29         O'REILLY.J   P 
Region    3.    Office    of    Director        2pp         33946  357        24X 
Fiche    50-433,84/02/29,8403070297 

B403070329  First    interim   deficiency    rept    re    adaptor    keyuay    on   8-inch 
Borg-Warner    globe   valves    Initially    reported    on   940131    Vendor 
uill    provide    corrective    action   &    identify    addl    valves 
requiring   mods    Also    reportable   per   Part   21 

MILL8.L  M        Tennessee   Valley    Authority        B4/02/H9        O'REILLY.J  P 
Region    2,     Office    of    Director         2pp         22946    3t3         24X 
Fiche    30-433,34/02/39!  8403070329 

B403Q70294   Second    Interim   deficiency    rapt   ru    carbon    steel    douiel    pin 
found    In   HP1    pump    Initially    reported    on   B31107  Pin   removed    St 
uet   cloth    test    performed    to    verify    no   residual    rust   remains 
Next   rept    expected    by   840822 

MILLS.L  M        Tennessee   valley    Authority        B4/03/01        O'REILLY.J  P 
Region   2,    Office    of    Director        2pp        22S41    290        24X 
Fiche    50-438, B4/03/01, B403070294 

8303120103  Flrat    interim   deficiency    rept    re    loose    drive   hubs    on 
overspecd    governor    drive    shaft   on   Transamerica   Delavalilnc 
diesels    Initially    reported    on   B40203  Svc    info   memo    being 
reviewed    for   approval    Also    reportable    per   Part   SI 

MILLB.L   M         Tennessee    valley    Authority         B4/Q3/O1         O'REILLY, J   P 
Region    2,     Office    of    Director         2pp         223B3    229         24X 
Fiche    30-000,04/03/01,8403120109 


— 8403060394  Tra 
Owners  Croup 
generators 

«      NRC    -   No    Detailed    Affiliation    Given         B4/02/10 
67201    OOB         24X    Fiche    5O-000, B4/O3/12,  B402Q90039 


cript    of    B4Q210  meeting   tu/Tran  saner  ita   Delaval,  Inc 
n    Bethesda.  MD   re    problems    u/emorgency    dlesel 


147pp 


— B403070409   Summary    of    S40216   meeting    u/Transamerica   Delaval,  Inc    Owners 
Group     in    Wading    River,  NY    re    program   plan    to    establish 
reliability    of    diesel    generators    Agenda, meeting    transcript   d 
attendance    list    end 

MILLER, M   A         Licensing    Branch    4         B4/02/27  Licensing    Branch    4 

Bpp         2270B    161         24X    Fiche    30-000,64/03/12.840209003'? 

--B403070423   Transcript    of    840216   conference    in    Wading   River, NY   re 
Transamerica    Delavalilnc    diesel    generators    Pp     1-S2 
»      Commissioners         84/03/16         B4pp         2270B    169        24X 
Fiche    30-000,34/03/12,8402090039 

8403140030  Forwards    "Design   Review  of   Connecting    Rod   Bearing    Shells    for 
Transamerica    Delaval    Enterprise  Engines"    for   Shoreham  i 
Grand   Oulf    dlesel    generators 

WJSELER.U   J         Long     Island    Lighting    Co         B4/O3/12         DENTCN,  H   R 
Office    of   Nuclear   Reactor    Regulation,    Director        Spp        22i32  O74 
24X    Fiche    90-000,  S4/O3/12,  B40314OO30 

B4Q31902S7   Third     Interim   Deficiency    Rept    NCR    3393    re    Ding ham-Wi 1 lamette 
makeup/HPI    pump   vibration    Initially    reported    on  330433  Neit 
rept    eipected    by   B40723    Item  also   repartable   under   Part    21 
MILLB.L   M         Tennessee    valley    Authority         B4/03/12        Q'REILLY.J   P 
Region    2,     Office    of    Director         3pp         22672   375         H4X 
Ficho    30-436,84/03/12,3403190297 

B403150133  Forwards    "Transamerica  Delaval, Inc    Diesel    Generator  Rocker 
Arm  Capscreu  stress    Analysis   Rapt    "    Capscreu  design  adequate 
for    applicable    engines   &    svc    conditions 

MUSELER.U   J         TDI     (Transamerica   Delaval,     Inc     )    Owners   Group 
B4/03/13        DENTQN.H  R        Office   of   Nuclear   Reactor  Regulation, 
Director         2pp         22639270         24X    Fiche    30-000, B4/03/13.  B4031S0133 


aflQ3120163  First    Interim   deficiency    rept    re    setting    of   shutdown  voltage 
for   vital    Inverters    by    Intl    Power    Machines    Initially 
reported    on   B40209   Corrective   action    requested    from  vendor 
Ne«t   rapt   by    B40522   Also    reported    per   Part    21 

MILLB.L    M         Tennessee    Valley    Authority         84/03/01         O'REILLY, J   P 
Region    2,     Office    of    Director         2pj>         S29B9    307         24 X 
Fiche    9Q~43B,B4/03/01,B403120163 


B403310046  Fit-st    interim   deficiency    rcpt    re    ITT   Orinnel    pipe    supports 
designed   u/suay    struts    Instead   of    required    caps    Initially 
reported    on    B40216   Neit    rept    by    350213   Also    reportable    per 
Part   21 

MILLS.L   M         Tennessee    Valley    Authority         94/03/13        O'REILLY,J   P 
Region    3,     Office    of    Director         2pp         22704    336         24X 
Fiche    50-430.84/03/13,6403210046 


8403140048  Forwards    "Grand    Oulf   Component    Tracking    Bye,"    "Bhoreham 
Component   Tracking    Sys"    &    "Transamerica    Delavalilnc 
Diesel    Generators   Owners    Group   Program  Plan,"    to   resolve 
concerns    u/emergency    diesel    generators 

MUBELER.W  J        Long    Island    Lighting    Co        84/03/02        DENTON.  H   R 
Office    of   Nuclear   Reactor    Regulation,     Director        2pp        23636  063 
H4X   Fiche, 30-000, 34/03/02,  B40314004S 


B4Q3310042  First    interim   deficiency    rept    re    incorrect    Insulation 
ueights    for    intake    pumping    station   piping    Initially   reported 
on   840321    Ut 1 1    will    perform   document    Insulation   weight 
calculations    for   ERCW   sys 

MILLS.L    H         Tennessee    Valley    Authority         B4/03/ia         O'REILLY, J 
Region    2,     Office    of    Director         3pp         22707    037         24X 
Fiche    90-438,  B4/03/14.  B4032100-J2 


—  B403140093    "Transamar  lea    Delaval,  Inc    Diesel    Generators   Ouners   Sroup 
Program  Plan    " 

»      TDI    (Transamerica   Delaval,     Inc    )    Burners    Group        B4/03/02 
361pp         2262B   S23         24X    Fiche    SO-ODD,  B4/03/02,  H40314004B 

S403130099   Revised    final    Deficiency    Rept   NCR   2053    re    cable    bend    radii 
for   dlBsel    generator    control    cabinet*    Initially    reported    on 
821206   Bubj    not    considered    nonconf  ormlng    condition  Record* 
amended    deleting    nonconf  ormance   as    10CFR50   55(e)     item 
HILLS,  L   It        Tennessee   Valley    Authority        B4/O3/03        O'REILLY-  J  P 
Region    2,    Office    of    Director        2pp        22641    023        24X 
FichB    SO-43B,04/03/Q5,B403150059 

8403160042  First    interim   deficiency    rept    ra    ITT   Orinnel    pip*    supports 
designed    ul/suay    struts    Instead    of   required    gaps    Initially 
reported    on   B4010S   Alternate    analysis    load    tables    will    be 
revised   Also    reportable    per    Part   21    Next   rept    by    B4082B 
MILLS.L  M        Tennessee   Valley    Authority         B4/03/Oi        O'REILLY.J  P 
R*gion   2,    Office    of    Director        2pp        22655    12i        24X 
FlehB.  SO-438,  04/03/06,  B403160042 


B40209003?  Board    Notification   B4~OS2    forwards    meeting    summar 
containing    transcripts    of    B40210  b    16  meetings    between   NRC 
Transamerica   Dslavalilnc     (TDI)    Ouiners   Group    Distribution 
list  and 


ies 
t> 


EIBENHUT,  D  0, 
Commissioners 
8403090039 


Division    of    Licensing        B4/03/12        PALLADINO 
3pp        2270B    001         B4X  Flcha.  50-000, 84/03/12, 


— 8403060936  Forwards    summary    of  B4021Q  meeting    u/Tr»nsamerica  Delaval, 
Inc    Owners    Group    In  QethesdaiMD   re    problems   u/imergency 
diesel    generators 

CARUSO. R        Licensino    Branch    2        04/03/37        O'REILLY.J  P         NRC   -  No 
Detailed    Affiliation  Oiven        6pp        2270B   006        34X 
Fiche    30-000,  84/03/12,  0403090039 


8403210132  First    Interim  deficiency    rept   re   defects    in  reactor   pressure 
vessel    (RPV)    stud    holes    Initially    reported    on   B40216  for 
Unit    1    Maint    insp    requirements  revised    to    include  vendor 
requirements    for    Insp    of    FiPV   stud    bolt    holes 

MILLS.L  n        Tennessee   Valley    Authority        94/03/14        O'REILLY.J  P 
Region   2,    Office   of    Director        2pp        22707   27O        24X 
Fiche    90-438,34/03/14. 9403310133 

B4O33Q0222   Responds    to    840214   Requests    for    Info    I    (<   2   re    R-4    series 
engines    List    indicating    engine  number, model    d   svc    number, 
customer   name   &  address,  rating,  date    shipped    Si   date    started 
encl 

MATHEWS.C   S         Transamerica    Delaval.     Inc         B4/O3/16         EISENHUT.D   G 
Division    of   Licensing        20pp        22691    179        24*   Fiche   SO-000, B4/03/16, 
S403200222 

8403300021    Supplemental    deficiency    rept  re    Incorrect    insulation  weights 
for    intake   pumping    station    piping    Initially    reported   on 
840221    First    interim  rept    dtd    940314    inadvertently    omitted 
fact    that   neit   rept   mould    be    submitted    on  841130 

MILLS.L    H         Tennessee    Valley    Authority         B4/03/21         O'REILLY, J   P 
Region    2,     Office    of    Director         lp         22B22    17B         E4X 
Fiche    30-438, B4/03/31,  B403300021 

B4O3300039  Supplemental    deficiency    rept  re   defects    in  reactor    pressure 
vessel    stud    holes    Initially    reported   on   B40216   for   Unit    1 
Next    rept   will    be    submitted    by  B40716 

MILLS.L   M        Tennessee   Valley    Authority        B4/C-3/31        O'REILLY.J  P 
Region    2,     Office    of    Director         lp         23621    33?         24X 
Fiche   30-438,84/03/21,3403300039 

B403300004  Final    deficiency    rept   re    Incorrect   modeling   of    problems    in 
TPIPE  program   Initially    reported    on  B30801    Item  not 
considered    ropor table    under    10CFR90   3s(e)    Records   amended 
to   delete    subj    nonconf ormance 

MILLS.L  M        Tennessee   Valley    Authority        84/03/33       O'REILLY.J  P 
Region    3,     Office    of    Director         2pp         22BI9    299         24X 
Fiche    30-438,84/03/23,8403300004 
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B4O33CQ094    Fifth     Interim    deficiency    rept    re    defects     in   rdU    qoollno 
water    chiller    unit    f  1  ou   control    valves   <nfg    by    Metrex  Valve 
Carp    Initially    reported    an  821126    Inves t 1 ?ati on    in    progreis 
Neit    rapt    by   S 30431    Also    importable    per  Part    SI 

MILLB.L   H-         Tennessee    Valley    Authority         84/03/23         O'REILLY, J   P 
Region    3,     Office    of    Director         2pp         22021    264         24X 
Fiche    90-43B.B4/03/S2.  S4033000S4 

0*03270132   Faruartfi    "Emergency    Diesel    aenerator    Air   Start    Valve 
Capscram   Dimension  &   Stress   Analysis,"    pr«par«d    by    SJ.W   for 
Trajiiamerlca   Dslaval.Inc    (TDI1    Diesel    Generator  Owners 
Group 

MUBELER.W  J        TDI    <Transamer Je*   Delaval,     Inc    I    Owners   Qroup 
B4/Q3/S3        DENTON.H  fl        OFfiC*   of  Nuclear    Reactor   Regulation. 
Director         2pp         3S774    001          24X   FUhe    30-000,84/03/23,8403270132 

BH0327013'!    Requetts   meeting    on   B4Q418    to    discuss    short-term    t    long- 
term  corrective   actions   !•    invest  iga  t  ions    re   TT«ri»amiri  ca 
Delaval    diesel    jenerators    List   of    suggested    meeting    topic* 
enc  1 

MCGAUCHY.JP  T01  (Transfer  lea  Delaval,  mi.  )  Owner*  Oroup 
B4/G3/33  DENTON.H  R  QffUB  oP  Nuclear  Reactor  Regulation. 
Director  4pp  3376V  133  24X  Fithe  30-000.64/03/23,8403370-134 


T      Hearing    transcripts    on   non-antl trps t   matters 


B4Qa09(HJ39   Board   Notification    B4-052   forwards    meeting    luminaries 

containing    transcripts    of   £40210   fc    14  meetings    oetunn  NRC    & 

Transamei-lca   Delival. Inc    (TDD   Owners  Qraup    Diitri&utlon 
Hit    encl 

E1SENHUT.  D    0         Blvfslon    of    Licensing  84/O3/12         PitLLADIND 

Commissioner's         5pp         32708    001         24X  Fiche    5Q-GOO,  B4/O3/ 1  2, 
8402 07003 9 


a      Inspection    reports,     IE    Bulletins    b  cor  respondents 

3403070241    Suppli   response    to    HRC    1  tr   re    violation*    noted    In    IE   Imp 
Rept*    3Q-43G/B3-2Q    t,    30- 4 39/83 -20    Mo    actions    by    vendor 
nec«s«aru    to   prevent    recurrence   at    abrasion   of    condensate 
pot   piping 

MILLB.L    M         Tennessee    Valley    Authority          03/12/03         O'REILLV.JP 
Region    Z.     Office    of    Director          2p p         52 34 7   329         24 X 
Fi-ch»    SO-438,B3/12/0»,  B403070241 

S4O3O70DA6  Responds    to    NRC    BU2OB    1  tr   re    violations    noted    In    IE   Imp 
ftepti    BO-43B/B1-2?   t>    SO-439/81-29   Corrttctlve  actions  repair 
plan  for    letdown    cooler    supports    revised   Completion  dates 
eip»ct*d    by   84O&01    For    Unit    1    fc  890131    for  Unit   2 

MILLS,  L    M         Tfrnneiaec    Valley    Aeithority          83/12/O7         O'REILLY,  J   P 
Region    2,     Office    of   Director          lp          22943   340         24X 
Fiche    90-43B.a3/12/07,S4O30700M 

8403070218   Ac  I   receipt    of    B4O1S3   supplemental    1  tr    informing    NRC    of 
step*    tjtien    to    correct   violations    noted    in    IE    Insp    Reptt 
30-43B/B1-33  Si   50-43")/Bl-33   Concurs   Lj/denlal    of  violation, 
VERFELLI.D  M        Division    of   Project   &  fl«*ident  Programs        S 4/02/23 
PARR  IS.  H  0        Tanneisei    Valley    Authority.       lp        22341   2<?i        24X 
Fiche    90-43B,e4/Oa/B3,Q40307021B 

— 84O307O224   Bulimiti    second    revised    r»sponl«    to  NRC   B30126    1  tr  re 
violation*   noted    In    IE    Insp    R»pt*   50-438/B1-33  t< 
BO-439/Q1 -31    Violation    re    piping    being    cold    sprung   due    to 
Installation    of    lel-tmlc    supports    den  lad 

MILLB.L  M        Tennessee    Valley    Authority        B4/01/83       O'REILLV.J  P 
Region  3,    Office    of   Director        3pp         28941   S?7        24X 
FUhe    90-«Bi  B4/O2/B3.  B4O307O218 


— a 40 30 i 053*   Foryardf    summary    of  B4Q31O   msetlnj    u/Traniamerl ca   Delaval. 
Inc    aunari  Group    in    BethoidaiMB  re   problem*    iu/«meroency 
dlesel    qeneratori 

CARU30.fi        Licensing    Branch    2        B4/O2/27        O'BEILLVjJ  P         NRC    -  NO 
Detailed    Affiliation   Given        6 t t        337QB   006        24X 
Fiche    50-000.84/03/12,  B40a0'50039 


BIO  1190072    IE    Info  Notlc«    34-13,     "Putentlal    Deflclincu    tn  Motor 
Operated   Valve    Control    Circuits   &    Annunciation,"   Bvc    list 
end  , 

JORDAN,  E  L        Division    of    Emergency    Preparedness   b  Engineering 
Response    (Post    B3O103)         B4/O2/S8  Consol idatad   Edison    Co      of  Ntu 

York.     Inc         119pp         229OV   239        24X  Fiche    90-000,  84/OH/2B,  B401 190072 


-a403060>554   Transcript   of   84O3IO  maatlng    u/Transamerlea    Delaval. 
Ouneri  Group    in    Detfi*  ida.HD   re    problem!  u/emergency    dleiel 
generators 

*      NRC  -   No   Detailed    Affiliation  Qlven        B4/02/1O        147pp 
67201    OOG         34X    Fiehe    50-OOOr  94/03/1 2,  0403070039 


8402090007    IE    Into  Notice   84-lfl.     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DOT  tt   NRC    "    Bvc    list    end 

GRACE.  J  N        Division    at    QA.     Safeguards    ti   Inspection  Programs    (Post 
B30103)         Q4/03/02  Consolidated    Edison  Co      of   Neu  York,     Inc 

130pp        29352329        24X   Fiche    50-000,84/03/02,8402090007. 


-S403070409  Summary    of   G4021A    meating  u/Transanerl ca  DelAvali  Inc    Diners 
Group    in  Wading    ftlver.NV   TB   prngi-am   plan    to   establish 
reliability   of   diesel    generators    Agenda,  meeting    transcript  & 
attendance    list    encl 

MILLER, H   A         Licensing     Dran,ch4         04/02/27  Licensing    BrancJi    4 

9[ip          32708    16J          24X    Fiche    M-000,  B4/O3/I2,  B402Q90037 

-B403070423  Transcripb   of    B4021fi  conference    in  Hading  River. NY  re 
Transaner lea  DE lava], Inc    dietel    generaton    Pp    1-92 
*      Commissioner!         B4/02/1&        B4pp          22708    169         24X 
Fiche    50-000,  B4/03/IE.8402C-7003'? 


B40209000-8    IE    Info  Notice   94-16,     "Falluro    of  Automatic  Sprinkler   Qyi 
Valves    to   Operate    "    Svc    list    encl 

JDUDflN.  E  L        Divl»ion    of    Emerge-ncy    Prepareiln»»s   fc  Engineering 
Response    (Post    B301O31         B4/Q3/Q2  Consolidated    Edison    Co      of  Neu 

Vert,     Inc         1220p         22593   09B        24X    Fiche   30-000,  B4/Q3/02.  0402090008 

B402090QO?    IE    Inpo   Notice    S4-1S,     "Reporting    of  Radiological    Releases    " 

Bvc    list    enc  1 

JORDAN.  E  L        Division    of    Emergency    Preparedness   t   Engineering 
Response    (Post    B30103)         B4/O3/02  Consolidated    Edison    Co      of  Neu 

York,     Inc         117pp         32533   217        24X    FlcM    30-000,34/03/02,6402090009 


DOCKET   50-439    DELLEFflNIE   NUCLEUS   PLAMT,     UNIT    2 

A      Application/construction    stage  documents    &   correspondence 


B402090011    IE    Info   Notice  34-17,     "Problems   H/Llquld    Nitrogen   Cooling 
Components   Be  low  Nil    Ductility    Temp    "    Bvc    lilt    encl 
JORDAN. £   L        Division   of    Emergency    Preparedness   b  Engineering 
Response    {Post   B301O3>         84/03/OS  Consolidated   Edison   CO      of  Neu 

York,     Inc         U7pp         33553    33b        24X   Fiche    30-000, 84/03/09,  B40B09001 1 


B403160247    Informs   of    810337  meeting    to   ditcuss    proposad    riiponies 
to  NRC    questions   on   Hev    7    to    topical    QA    pr-ogramr  per 
S403O2    telcon 

LEWIS.  R    C        Region   2,    Office    of  Director        84/03/09       PA8RI6,H  O 
Tennessee  Valley  Authority         lp        23660   34.K       24X 
FichB    30-000.84/03/08,  84O3Ii0247 


S402070024    IE    InFo  Notice   B4-Q9,  Rev    1,     "Lessons   Learned    From    Imps   of 
Fin    Protection   Safe    Bhutrfoun   Bus    "    Svc    list   encl 
JORDANrE   L        Dlvlslnn    of    Emergency    Preparedness  b  Engineering 
Heiponsi    (Post    B30103>         B4/O3/07  Consolidated    Edison   Co      of  Neu 

Vork,     Inc         HBpp         23635   047        24X   Fiche    30-000,84/03/07,8402090024 


B403160373   Notifies    of    U*c    Of    ASME   Nuclear    Component!   Cnfle    C*Ii   M32-4 
for   hydrostatic    testing    of  Class   3    embeddid    piping   NRC 
position  re   use   of  Code   Cas*   N32-4    requeited. 

MH.LS.L   M        Tinnes^ee  Valley   Authority        84/03/12        &ENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation,    Director         lp        226&0  014        SIX 
FichB   SO-ODD.  04/03/12,  8403ti0373 

F     Becuritg,    medical,     emergency    ti   fir*   protection    plant 

8403160345   Extends    invitation    to   attend    region   940316  workshop    at 
regional    ofc    to  discuss    lOCFRSO.App    R    retirements   *   recent 
results    of    Insp    to   help    resolv*  misunderstanding*   associated 
ui /requirements 

LEtJIS,  R    c        Division   oF   Project  1>  Reildent    Program!        Q4/03/02 
PfiRRIB.H   fi        Tennessee   Valley    Authority        2pp        32&60  083        24X 
FUhe   50-000,  B4/03/02.  6403160343 


B 1020-90028    IE    Info   Notice  B4-13.     "Stress    Corrosion  Cracking    In  PUR 
3Vs    "    Bvc    Hit    encl 

JORDAN.  E   L        Division    of    Emergency    Preparednit*  &  Engineering 
Response    (Post   S3O103)         B4/O3/07  Carnal id*ttd    Edison    Co      of  Niw 

York,     Inc         UBop         23304,  166        24X    Fl  che.  90-OOO,  84/03/07,  B4020700BB 

B4OS090031    IE   Bulletin   84-OK,     "Failures    of   OE  Tgpe   HFARelags    in  Use    In 
Class    IE   Bafetu.    By  s    "    Sve     ll*t    encl 

OEVDl/NO.R   C        Director'*    Office,    Office    of    Inspection   and 
Cnforcemint        84/03/12  Consolidated    Edison  Co      of   New   York,     Inc 

134pp          23323   O74         Z4X   Fiche    5O-OOO,  84/03/1B,  B402070031 

B4O2090043    IE    Info   Notice   64-19,     "Tuo   Events    Involving   Unauthorlied 
Entries    into  FUR   Reactor    Cavities    "    Svc    list   encl 
JORDAN,  E   L        Division    of    Emergency    Preparedness   h  Englneirlng 
Reisonte    (Post   B3O103)         B4/O3/2I,  Consolidated   Ed  it  on   Co      of  Neu 

York,     Inc         !23op         32933    227        24X   Fich*    30-000,84/03/21.8402090043 
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B4Q209O044    IE    Info   Notice    B4-2O,     "Svc    Lift    of    Relays    in   Safety-Related 
Bgs    "    Svc    lilt    end 

JORDAN, E  L        Division    of    Emergency    Preparedness    It   Engineering 
Response     (Post    B30103)          81/03/21  Consolidated    Edison    Co       of    NOLI 

York.     Inc          I33pp         22933    OO1          24X    Fiche    50-OOO.  04/O3/21,  B4O209OO44 


8      Repartable    occurrenci 


LERs    1«   related    correspondence 


84Q301O207  Forwards    " Invent iga tion    of    Types    AF   i  AE   Platan   Sklrti,"    per 
Transamerica   Delaval.  Ine    Ouiners    Group    program    commitments 
ftept    evaluate*    crack*    in    AF    piston    skirts    In    Shoreham  4. 
Orand   Oulf   Nuclear   Power    Stations 

MU8ELER.W  J        TDI    (Transamer  lea    Delsval,     Inc    )    Owners   Croup 
B4/02/2?        DENTON-H  fi        Office    of   Nuclear    Reactor    Regulation, 
Director         3pp          22434    070         24X    Flche     9Q-OOO, B4/O2/37,  6403010307 

B4Q301O431    Informs   Commission    of    problems   ui/Hmergency    diesel    generators 
mfg    by    Transamerica    Delaval,  Inc 

DIHCKSiW  J        Office    of    the   Executive   Director    for    Operations 
SECY-83-034         B4/01/23         4pp          2243B    347         24X    Flche    50-QOQ, B4/01 /25. 
9403010451 

B403Q1O376  Final    deficiency    rept    re   molds    an   assemblies    supplied    by 
TranBamerica    Delaval    &    HE    Imperial    not   meeting    QA 
roq.u irements    Initially    reported    on   O30fcl3  Condition   not 
reportable    per    1OCFR90   33<e) 

MILLS,  L  M        Tennessee   Valley    Authority         84/02/22        O'REILLY.J  P 
Rag  ton   2,    Office    of    Director         2pp         23434   037        24 X 
Flche    30-43S.  84/02/22,  B403010376 

B40301O073  Third    interim   deficiency    mpt    re   manual    adjustment   of    diesel 
generator    setpolnts    Initially    reported    on   83O307  Utll    will 
Install    automatic    voltage    regulator    retet    package   Halt   rept 
will    b«    submitted    by    S40B24 

KILLS,  L   M        Tennessee   Valley    Authority         84/02/23        O'REILLY.  JP 
R IS  Ian    2.     Office    of    Director          2pp          23433   361          24X 
FUhe    30-430,  B4/02/23, 840301  0073 

84030<?O163  pint    Interim   deficiency    rapt    re    carbon    steel    pipe    supports 
top    coated   u/Carbol  Ine   3O3   paint    in    contact   (ii/stainless 
steal    piping    Instructions    Issued    to    remove    patnt    from 
surfaces   where    contact    exceeds    140   F  Neit   rept    by    B40BS2 
MILLS, L  M        Tenn«ssee    Valley    Authority         04/02/27        O'REILLY.JP 
Region    2,     Office    of    Director         2pp          22979    133         24 X 
Fiche. 30-438iB4/02/27.B40309O163 

B4O3Q9OIB1    Twelfth    Interim   deficiency    rep-t    re    main    steam    line    failure 
due    to   main    feeduater    overfill     Initially    reported    on  000317 
Field    change    package    submitted    by    QfcH  Heit   rept    by    040622 
Alto    reportable    per   Part    21 

MILLS. L  M,       Tennessee   Valley    Authority         B4/OH/27        D'HEILLV, J  P 
Region    2,    Office    of    Director         3pp         22373   272.       24X 
Flchie:30-43B.B4/02/27.  840307Q1B1 

B40301021B  Forward i    task    divcriptions    for-    ii    known    problems    re 
Tran-samerlca    Delaval, Inc    emergency    diesel    generators 
MU3ELER,  H,  J,       TDI    (Transamer  ica    Delaval,     Inc    )    Ouiners   Oroup 
B4/Q2/2B        DENTONiH  R        Office    of    Nuclear   Reactor    Regulation, 
Director        4Epp         BH433    177         24X   Fiche    30-000, B4/02/2B.  040301021B 

B4O309O024  Revised    final    deficiency    ropt    ro    defective   attachments    of 
pipe    support*    to   6-lnch    strip    plates    Initially    reported    on 
811231    Engineering    Change    Notice    1972  urltten    to    accomplish 
required   mods 

riILLB,L  H        Tennessee   Valley    Authority         S4/02/2B        D'REILLY.J  p 
Region    H,     Office    of    Director          Spp          22376    D29         24X 
Fichu- 30-438,  S4/02/2B,  B4030700S4 

8403070:277  First    Interim   deficiency    rept    re    numerous    deficiencies    on 
E-mBX    panels, Initial ly    reported    on   840131    Incorrect 
connected   wires   will    be   repaired    Next   rept    by    840607  Also 
r-eportable    per   Part    2t 

MILLS, L,M        Tennessee    Valley    Authority         84/03/2?        O'REILLY,  JP 
R*g(oTi    2,    Dfflca    of    Director         Spp         22546   397.       S4X 
F  i  e  h • ; SO-43B,  84/02/27.  B403070277 

8403070327  First    interim   deficiency    r»pt    re    adaptor    keyuay    on   B-lnch 
Borg-Marner    globe    valves    Initially    reported    on   B40131    Vendor 
ulll    provide    corrective   action   &    Identify    addl    valves 
requiring  mods. Also   reportable  per   Part  21 

MILLS, L  M.       Tennessee   Valley    Authority         84/02/27        O'REILLYi J  P 
Region   5,    Office    of    Director         Bpp         2234i   313        K4X 
Fichm    30-43B. B4/02/27,  8403070329 


B403120105  First    interim   deficiency    rept   re    loose    drive    hubs    on 
overspeed    governor    drive    shaft    an   Transamerica   Delaval,  Inc 
diesels    IrltUlly    reported    on  O40303  Svc    info   memo   being 
ruvleyed    for   approval    Also   reportable    per   Part  21 

MILL5.L   H         Tennessee    valley    Authority         B4/03/01         O'REILUY,  J   P 
Region    2,     Office    of    Director         Spp         239Q5   837         24X 
Fiche    50-000,84/03/01, S403120105 

B4031-4004B  Forwards    "Orand    Oulf   Component  Tracking    Sy>.  "    "Bhoreharo 
Component    Tracking    Sys"   &    "Transamerica   Delaval.  Inc 
Diesel    Generator!    duners    Oroup   Program  Plan, "    to    resolve 
concerns   w/ emergency    diesel    generators 

J1USELER.W    J         Long     Island    Lighting    Co         34/03/03         DENTON,  H   H 
Office    of   Nuclear    Reactor    Regulation*    Director        2pp        22626  QbZ 
24X    Flehe    30-OOO.  84/O3/05r B4O314004B 

— B403140O7S   "TransaraErica    Delavalilnc   Diesel   Generators   Owners  Group 
Program   Plan    " 

«      TDI    (Transamerica    Delava!,    Inc    >    Diunera   Group        84/03/OS 
2ilpp          S262B    253         24X    Ficbo    50-000,  84/03/02,  8403140049 

B4O31H0007  First    Interim   deficiency    rept   re    failure   of  dc    isolation 
amplifiers    in   safety-related    panels   mfg    by   El-Te  i,  resulting 
in   orroneous   control    room    indications    on    123-volt   dc   sys 
Initially    reported    on   B40214   Nelt   rept    by   B40706 

HILLS. L   M         Tennessee    Valley    Authority         B4/03/O5         O'REILLY, J   P 
Region   2,    Office    at    Director        Epp        22A43  S?3        E4X 
FleJiE    30-43"?,  B4/03/03,  B403150007 

8403160042  Firat    interim   deficiency    rept   re    ITT  Orlnncl    pipe    supports 
designed    ui/suay    struts    instead    of   required    gaps    Initially 
reported    on   840108   Alternate    analysis    load    tables   uill    be 
revised    Also   reporlable   per   Part   21   Neit  rept    by    840838 
MILLS,  L   M         Tennessee    Valley    Authority         B4/03/06        O'REILLY,  J   P 
Region    2,     Office    Of    Director         2pp         22433    126         34X 
Flciie    30-43B,  B4/03/06.  0403160042 

84O3070031?  Board    Not!  f  Icat  i  on    B4-032   for  war  da  meeting    summaries 
containing    transcripts    of    B40210  h    16  meetings   between  NRG    & 

Transamerica   Delavalilnc     (TDI)    Ouiners   Croup   Distribution 
list    encl 

EI3ENHUT-D   O         Division    of    Licensing         B4/03/12         PALLADINO 

Comniiasioners        Spp        H270B   001        24X  Flche   30-OOO,  B4/03/12, 

0403090039 

— B403040536  Foruarda    summarg    of   B40310  meeting    ui/Transamerl ca   Delaval. 
Inc   Dinners   Group    in   Be  this  da,  MD  re   problemi   u/amergencij 
d  iesel    generators 

CAHUSO.R        Licensing    Branch   2       84/02/27        O'REILLY.J  P        NRC  -  Hn 
Detailed   Affiliation    Given        4pp        23703,006        24X 
Flcha    30-000,84/03/12,840307003? 

— 84O30i05S4  Transcript    of   S4021O  meeting   u/Transamerlca   Delaval,  Inc 
Owners   Group    in    Dethesda.MD  re   problems   ui/emergencij    diesel 
generators, 

*  NRC   -  Ho   Detailed    Affiliation  Given        04/02/10        I47pp 
67201    OQB         24X    Flcha    30-000, B4/03/ 13, S40S090037 

— 8403070409  Summary    of   B40216  meeting  ui/Transamer lea   Delaval.  Inc  Owners 
Group    in  Wading    diver, NY  re    program  plan   to    establish 
reliability    of    diesel    generators    Agenda,  meeting    transcript  & 
attendance    list    encl 

MILLER. M  A        Licensing    DrancJi  4        B4/03/27  Licensing    Branch   4 

Bpp        2B70B    161         24X   Fiche    30-000,  84/03/12,  64030^0037 

— 3403070433  Transcript   of    B4031A  conference    In  Wading  Riven  NV  re 
Transamerica   Delavalilnc    diesel    generators   Pp    1-BS 

*  Commissioners.        84/02/16         84pp         2270B    149         24X 
Fichu    50-000,  B4/03/12, B403070037 

B4O314003O  Poriuai-ds    "Design    Hevleu  of   Connecting   Rod   Hearing    Shell*    for 
Transamerica   Delaval    Enterprise  Engines"    for   Shoreham  t, 
Orand   Oull    dlese<l    generators 

MUBELER.U   J        Long    Island    Lighting    Ca        B4/03/1S        DENTONi  H   K, 
Office    of   Nuclear    Reactor    Regulation,    Director        2p$        22632-074 
24X    Flche    30-000.04/03/12. 84O314O030 

B403190133  Forwards    "Transamer ic«  Delaval,  Inc    Diesel   Generator  Rocker 
Arm    Capscreiu  Stress    Analysis   Rept    "   Capscfeut  design  adequate 
far    applicable    engines    t<    five    conditions 

MUBELER.W   J        TDI     (Transamerica  Delavali     Inc.)    Ouners   Group 
B4/O3/13        DENTQNiH   R        Office    of   Nuclear   Reactor   Regulation. 
Director        Spp        2Sfc3f   270        24X  Fiche    30-000,84/03/13,8403130133 


B4O3Q7Q374   Second    interim    deficiency    rept   re    carbon    steel    dowel    pin 
found    in   HPI    pump    Initially    reported    on   831107, Pin   removed    h 
y*t    cloth    test    performed    to    verify    no   residual    rust  remains, 
Next   rapt   expected   by  840B22 

MILLS,!-  M        Tennessee   Valley    Authority         84/03/01        O'REILLY.JP 
Region   2,    Office    of    Director         Spp         22941.290        24 X 
Fl Che : 30-43B. 84/03/01,  B403070Z94 


H403310046  First    interim   deficiency    rept   re    ITT  Grinnel    pipe    supports 
designed   ui/suiay    struts    instead    of   required   caps    Initially 
reported    on   B40216    Next   rapt    by  850213  Also   reportable    per 
Part   HI 

MILLS, L  M        Tennessee   Valley    Authority        B4/03/13        O'REILLY,  J  P 
Region   3,    Office   of    Director        2pp        23704-328        24X 
Flche    30-438,84/03/13, B403210046 
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DOCKETED  ITEMS 


B40321Q042  First    interim    deficiency    rept    re    incorrect    insulation 
weights     for     Intake    pumping     station    piping    Initially    reported 
on  040321   Util    ui  1 1    perform    document    Insolation   weight 
calculation*    far    EfiCW    sys 

HILLS. L    M        Tennessee-    Valleu    Authority         94/O3/14         O'REILLV.J   P 
Region    Z.     Office    af    Director         2pp         22707   O37         £4X 
Fiche    50-43B.  B4/03/14.  B40321O042 


-B40307040'9  Summarg    of   B402I6    meeting   u/Transamer i ca   Delaval.Inc   Quine 
Group    in  Wading   RivenNV   re    program   plan    to    establish 
reliability    of   diesel    generators   Agenda,  moat  ing    transcript  & 
attendance    list    end 

MlLtERiMA        Licensing    Branch    4        04/03/27  Licensing    Branch   4 

flpp         22708    lil          24X    Fichu    5O-OOO. B4/03/12,  04O2Q90039 


3403210132   First    interim   deficiency    rept   re    defects    in  reactor   pressure 
vessel     (RPV)    stud    holes    Initially    reported    on    S4Q216  for 
Unit    1    Kalnt    in*P    requirements   revised    to    Incluile   vendor 
requirements    for    insp    of  RPV    stud    bolt   holes 

MILLS, L   M         Tennessee    Wai  ley    Authority         84/03/14         O'REILLY-  J   P 
Region    2«     Office    af    Director         2pp         23707   270         24X 
Fiche   5O- 433,  B4/O3/14,  H403210132 

8403300232   Responds     to    64O2I4    Requests    for    Info     1    fc   S   re    B-4    series 
engines    List    indicating    engine  number,  mode  1    &    svc    number- 
customer    name   &  address, rat  1 ng, date    shipped    1   date    started 
encl 

M  ATHENS,  C    S         Trans  amer  lea    Delaval.      Inl         84/03/16         EISENKUT.D   Q 
Division    of   Licensing          2Opp         22491     179         S4X   Ficfie    30-OOO.  B4/03/16, 
B403300222 

B40330O021    EuppI  ementai    deficiency    rept   re-    incorrect    Insulation  weights 
For    Intake   pumping    station   piping    Initially    reported   on 
B40231    Pint    interim  rept    did    S4O314    Inad vert»ntlij    omitted 
fact    that    next    rept   uoulif    tie    submitted    on  B41130 

MILLS.L    M        Tennessee    Valley    Authority         84/03/21         O'REILLY.J   P 
Region   2.     Office    of    Director          lp         22B32    17B         24X 
Fiche   50-43B,B4-/03/21,  8403300021 

9403300039   Supplemental    deficiency    rept   re    defects    in   reactor   pressure 
vessel    stud   hole*    Initially    reported    on  B40216    for  Unit    1 
Neit    rept   will    be    submitted    by  B4071A 

HILLS. L  M        Tennessee    Valley    Authority        H4/03/21        O'HEILLY.J  P 
Regl-on   S.     Office    of   Director         lp        22B21    337        24X 
Fiche    90-436,34/03/21.,  8403300039 

8403300004   Final    deficiency    rept    re    Incorrect    modeling    of     problem!    In 
TPIPE   program    Initially    reported    on   B3000I    Item  not 
conildered    reportable   under    10CFR30   3SIe>    Records    amend nd 
to   delete    subj    none onformance 

MILLS.  L  M        Tennessee   Valley    Authority        B4/03/22        Q'REILLY.JP 
Region  2,    Office   of    Director         2pp        22317  293        ?4X 
Fiche*  30-433.  B4/03/22,  34O3300OO4 

B40327Q132   Forwards    "Emergency    Diesel    Generator   Air   Start    Valve 
Capscrew   Dimension   &  Stress    Analysis."    prepared    hy   St-u    far 
Transactor  i  ca  Delavalilnc     (TD1)    Dieiel    Ocne<rat>or   Burners 
Group 

MUBELeR.WJ       TDI    (TTansampr  ica  Delaval,     Inc    }    Quners    Group 
04/03/23        DENT  ON,  H   R        Office    of   Nuclear    Reactor   Regulation, 
Director        2pp         22774  001         24X  Fishe    50-000,84/03/23,3403270132 

B403270134   Requests    meet  ing    on   840110    to   discuss    short-term   &   long- 
term  corrective    actions    &    irwestigat ions  re    Traniamerica 
Delaval    diesel    generators    List   of    tuggest«d    meeting   topics 
encl 

MCOAUCHY,  J  P  TDI  tTpansama rica  DBlaval,  Inc  )  Dinners  Group 
84/03/23  DENTON.H  R  Office  of  Nuclear  fit  actor  Regulation, 
Director  -4pp  S3769  133  24X  Fiche  50-000,34/03/33.5403-270134 


-3-103070423  Transcript   of   B40H16    conference    in   Wading    River, NY  r» 
Transamerica   Delaval,  Inc    diesel    generators   Pp    1-S2 
>      Commissioners         84/OH/lfi.         S4pp         2270B    169         24X 
Fiche    50-000,  B4/03/12,  84O3O90O39 


DOCKET    30-440   PERRY   NUCLEAR    POWER    PLANT,     UNIT    1 

A     Application/construction    stage    documents    &   correspondence 

S4Q3Q7Oal3   FOIA    request    for    documents    re    B30919    meeting    to    discuii 
steam   erosion    issue    in    facility    proceeding    &   TM  Novak    930825 
memo    on   steam   «rotion    issue 

HIATT.S  L        Ohio   Cltliens    for    Responsible   Energy        83/12/03 
FELTQN.J  M        Division    of    Rules  and    Records         lp         22563   219        24 X 
Ficfie    50-440,  B3/13/OB,  B4O307O213 

8403070213  Responds    to  FOIA    requect    far    document!   re   B30919   meeting 
to    discuss    steam    erosion    issue    in    facility    proceeding    &    TM 
Novak    030635  memo   pn    subj    Forwards    flpp    A   documents   Documents 
4   &   9  withheld    (ref   FOIA  Eiemption    9> 

KELTON.J  M        Division   of   Rules   and    Records        B4/01/23        HIATT.S 
Ohio  Citlien*    for   Responsible    Energy        3pp        22563  220        24X 
Fiche    30-440, B4/O1/23.B403070215 

— B3062a021O  Forward*    draft    staff   position    on   Contention    13   re    iteam 
erosion  Applicant    has   not    demonstrated    capability    to    prevent 
or   discover    effect*    of    steam   erosion   Comments    requested 
PARR.  O   ti        Auiillary    Systems    Branch         83/06/14         LIAW, B 
Mechanical    Engineering    Branch          lp         22963   226         24 X 
FichE    SO-44O,  84/01/23,  04O3070215 

— B4O3070221    Requests    confirmation    on    lead    responsibilities    for 
Finalizing   NRC   position    re    steam   erosion    contention    lnu* 
Despanilb  1 11  tu    should    be    shared1    by   Mechanical    Engineering 
Branch   b   Meteorology    b   Effluent    Treatment   Branch 
NOVAK, T  M        Assistant   Director    fop  Licensing        B3/OB/20 
KNIGHT, J  P        Assistant    Director    for   Camp      &   Structures   Engineering 
(Post    030 20 1  )         JOHNSTON,  W  V        Assistant    Director    for    Matl*.    Ch«(n 
&  Environ    Technqlogy    (Post    830201)         3pp        22363   E24        34X 
Flchfl    30-440.  84/01/23,8403070215 

6403010246  Notification   of   S40417  moating    u/util,BNL  t,  Gilbert  Assoc    in 
B*thesda,MD    to    discuss   NRC    preliminary,    findings    re 
LOCA-ra lated   pool    dynamic    loads 

STEFANOiJJ        Licensing    Branch    1         84/02/17        YOUNOOLOOD, B, J 
Licensing   Branch    1        3pp         22449   351?        24X   Fiche    50-440- B4/02/17, 
B403010216 

04030K0037  Notification   of    contract    eiecution      "Dresden   &  Perry 
Simulator  Leasing.  "    awarded    to   CE 

JESSUP,  D        Technical    Assistance   Contracts    Branch        FIN  B-S7J3 
84/02/17       HAVINS.O  H        Director's    Office,     Office    of    Inspection  and 
Enforcement        lp        22191    04S        24X   Fiche    50-OOO, 84/02/17. 8403020037 


T     Hear  ins    transcripts    an    non-atitl  trust  matters 


B403060413   Forwards    Endorsement    23    to    NELIA   Policy    NF-25B 

DUCK,J  B        Marsh   4  McLennan,     Inc        B4/02/2B        SALTZMAN.  J        Assistant 
Director    for  State   &   Licensee    Relations        2pp        23318  267        S4X 
Fiche    SQ-43a.84/O2/2a,S403Q60413 

B402090039   Board  Notification   B4-092    forwardt  meetEng    *ummdries 
containing    tran>c.rlpti    of    B40210  It    14  meetings    betcjern   NRC    & 
Transamerlca   Delavaljlnc    ITD1)    Ouiners    Group    Distribution 
list   encl 

EISENHUr.D  O  Division  of  Licensing  B4/03/1B  PALLADINO 
Commisfioner*  Spp  2270B  001  S4X  Ftche  30-000^84/03/12. 
0402070039 

— 0403060836  Foruiard*    summary    of   640210  meeting    u/Transameriea   Delaval- 
Inc  (Tuners   Orouj    in  Oetheida,MD  re   pro-blent    ^/emergency 
diesel    generator! 

CARUSO.R        Licen»lng   Branch    2       34/02/27        O'REILLY.J  P        NRC  -  No 
Detailed   rtffiliat  inn  Given        6pp.       23709   004        24  X 
Fiche    50-000,  Bfl/03/lB,  B402O-?0039 

--8403060SS4   Transcript    o*    84021O  meeting   u/Traniamer ica    Dilaval,Inc 
Ouners   Group    In   Be  thesrfa,  (ID   Ft   problems   u/»mecgBncy    dieiel 
generators 

*     NRC  -  No  Detailed  Affiliation   Given        94/02/10        147pp 
67201    OOB         24X    Fiche    90-000.  S4/03/1  3,  64020-70037 


— B40302OO43  Contract      "Dresden    &  Perry    Simulator   Leasing-"    awarded    to 
QE 

PIEflCE.R   L         General    Electric    Co         FIN   D-B7I3         B4/O2/17         38pp 
B2491     046         24X    Fief\e    50-000,84/02/17,8403020037 

S403020439  Further    response    to    FOIA    request    for    documents    re    const 
assessment    team  visit    to    plant    in    Aug    &   Sept    1983  Forwards 
listed    document s 

FELTON,  J  M        Division   of    Rules    and    Records        B4/02/22        HIATT,  8,  L 
Ohio   Citiieni    for   Responsible   Energy         lp        22491    203        24X 
Fiche    90-440.84/02/22,B403020439 

— B403020441   Submits    outline    re    const    assessment    team  vlflt    Related    info 
anc  1 

*      NRC    -  No   Detailed   Affiliation    Oivtn        83/07/29        ROHRBACHERi  H 
Director's   Office,    Office    of    Inspection   and   Enforcement,       93pp 
22491    204        24X   Fiche    30-440,  04/02/33, B403O20433 

B4O306O181    Responds    to   Generic    Ltr    B4-01    re   use    of    terms    Important    to 
safety   &    safety-related   Further-    discussion   lu/Util 
Clatsif Ication   Croup    b  AIF   Subcommittee    on   Safety 
Classification   recommended 

EDELMAN,  M  R        Cleveland    Electric    Illuminating    Co        B4/02/H9, 
TAYLQR.J.H        Director's    Office.    Office    of    Inspection  «n<l   Enforcemtnt 
lp        2HS18  851        24X   Fiche    50-440,84/02/29,8403040181, 


DOCKETED  ITEMS 


34O313OO92   Forwards    responses     to    NRC    B4O314     1  tr    re     environ    equipment 
qualification   audit   Response    to    eiception    taken    fey    NRC    in 
generic    evaluation    of    Rev    1     to   NEDE-24326-F    will     be 
submitted    bg    8-50423 

EDEL.MAN.H   R         Cleveland    Electric     Illuminating    Co         84/O3/O7 
YOWQBLOSE),  D    J         Licensing    Branch     1          374 pp          33603   335          34 X 
Fictte    30-410,84/03/07,8403130092 

— B4G3130106   Rev    0    to    "Sys    Component    Evaluation    Worksheet     for    Class     IE 
Equipment    in   Harsh    Environ    " 

flOSCH.C    ,     THOMAS.E    B    .     MATHENY,  K    A         Cleveland    Electric 
llluminatina    Co         CC-74-133   HOO         04/O2/06         6pp         226O3     192         24X 
Flche    30-440,01/03/07.8403130093 


840307036,3    Forwards    FEMA    comments    on 
for    review   !<   consideration 
YOUNG9LODD, B    d         Licensing    Branch     1 
Cleveland    Electric     Illuminating    CD 
Fiche    50-440,84/02/29,0403070363 


Draft    2    of    public    in*o    brochure, 


H4/02/2?         EDELMAN,  M    R 
3pp         39567   SOS         S4X 


B4O313QI94    Responds    to    NBC    comments    on    detailed    control    rQnm    deaion 
review    program  plan,  per    831223   Itr   Control    room    Inventory 
requirements    will    he    sa  t  i  sf  i  ed,  per    Suppl     1    to   NUREG-Q737   (• 
Generic    Ltr    83-18   during    Apr     1984    task    analysis    review 
EDELMAN, MR         Cleveland    Electric     Illuminating    Co         84/02/29 
VnUMQBLOOB..  B   J         Licensing    Branch    1          /pp         22617   300         34X 
Flche    50-440,84/02/29,8403130194 


—  34O313O11S  Rev   B    to    "Sys    Component    Evaluation    Worlsheet    for   Class    IE 
Equipment    in    Harsh    Environ    " 

OGSCH, C    -     THOMAS, E  B    ,     MATHENY, K   A        Cleveland    Electric 
Illuminating    Co         66-1000    RB         B4/02/O6         6pp          22403     19B         24X 
Fiche    30-440,84/03/07-8403130092 

— 0403130128  Rev  A    to    "8ys    Component    Evaluation    Worksheet    for   Class    IE 
Equipment    in   Harsh    Environ    " 

QOSCH.  C    .     THOMAS, E   B    ,     MATHENY,  K   A         Cleveland    Electric 
Illuminating    Co          10B025   RA         84/03/06         20pp          22603    204         24X 
Fi^he    30-440,  B4/03/07,  8403130093 

— S403130I3B  Rev  B    to    "Sys    Component   Evaluation    Workshop    far    Class    IE 
Equipment    in   Harsh   Environ    " 

OOSCH, C    ,     THOMAS, E  fl    ,     MATHENY,  K   A        Cleveland    Electric 
Illuminating    Co         848-8894-2  RB        84/02/06         13pp        2E603  234        24X 
Fiche    50-440, 84/03/07,  B40313009S 

84Q311?O379    Informs    that   QA    plan    for    operations    phase. per    Chapter    17   2 
of    FSAR, approved    to    expedite    development    of    procedure*   & 
instructions    during    preoperat lonal    testing    phase 
EDELMAN, M  R        Cleveland   Electric    Illuminating    Co         B4/03/OB 
KEPPUER.J  0        Region   3,    Office    of    Director         Ip         S367B    317        24X 
FlchU    30-440, B4/03/OB,  B403190375 

8403170371    Forwards    tables    reflecting    nuclear    p outer    plant    eip»rtence 
for    operating    ihift    position*,  including    currant    staffing 
experience    level*   &    level    projected    at    time    of    fuel    load 
EDELMAN. MR        Cleveland    Electric    Illuminating    Co        84/03/09 
DENTON,  H  R        Office    of   Nuclear  Reactor    Regulation,    Director         13pp 
3267S    SB3         SAX    Flche    30-440,  B4/O3/O9i  84031-70391 


B403O5O12B    Forwards    "Perru,     Nuclear    Power    Station    Offslte    Radiological 
Emergency    Planning,"    interim    rept    Eicrtlse    to    test    plans 
scheduled    for   B4113B 

KRIMM.R    U         Federal    Emergency    Management    Ao.ency         B4/O3/01 
JORDAN'S   L        Division    of    Emergency   Preparedness    &  Engineering 
Response     (Post   830103)  Ip         2248B   223         34X   Fiche    50-140. B4/03/OI , 

Q4O3O901BB 

— 84O30S0131     "Perry    Nuclear    Pouier  Station   Radiological   Emergency 
Planning*"    Interim    rept 

«       Federal    Emergency    Management    Agency         B4/01/1Q         175pp 
33468    221         24X    Fiche     &0-44O, 34/03/O1 , B10303QI2B 

3403120112   ForiuardB    agenda    far   Q40323   regional    uortshop    in    Rosemont.lc. 
ui/all    Region    III    licenaoes    to    discuss    fire   protection    safe 
shutdown    requirements    of    lOCFRSOiApp   R   Workshop    luill    provide 
guidance    to    licensees 

BPESBARD.  F(    L         Dlvislo-n    of    Engineering         B4/O3/O6         EDELMAN,  M   R 
Cleveland    Electric    Illuminating   Co        3pp        32363233        24X 
Fiche    90-440,84/03/06,  B4031201 12 


0      Ad judicatory    correap ondencfl 


6403D2O106    Anaiuer    to   SunFto-uier    Alliance,  Inc    B4O214   motion     to    readmit 
Issue   2    re    financial    qualifications    contention   Motion   should 
be    denied    based   an    1782    financial    qualifications    rule 
Certificate    of   Bvc    enc 1 

SILQERQ.J    E      Cleveland    Electric    Illuminating    Co         SILGERC,  J    E        Shau 
Pittman,     Po-tts    k  Troubridge        B4/02/29  Atomic    Safety    and 

Licensing     Board   Panel  7pp         22442    101         B4X    Fiche    90-4-40. 84/02/29, 

O4O302010A 


B4O2O9004I    Board   Notification    B4-050   provides    Commission    policy 
statement   &    propoied    rulemalilng    on    environ   qualifications 
EIBEMHUT. D   O         Diviiion    of    Licensing          84/O3/11  Atomic     Safety    ar 

Lleansing    Board    Panel         lOpp         24X  Flehe    SO-OOO,  B4/03/14,  H402O90041 

S4O323O047   Advises    that    completion    of    final    field    wiring    for    diesel 
generator    attended    to   B4O515 

EDELKAN.M  R,       Cleveland    Electric    Illuminating    Co         B4/03/13 
KEPPLER.J  0        Region   3,     Office   of   Director         Ip         22728    390        24X 
F  i  c  h  e  ,  30-440,  B4/03/  1 3,  B403230047 

E      NRC    Safety    Evaluation   Report    (SER),     supple    ti   correspondence 

B4O301OO17   Forward*    8SER    4    CNURED-OBB7)    re    operation   of    facilities 
W/o    oriel 

YOUNOBLOOD,  B    J         Licensing    Branch     1          84/02/17.        EDELMAN, M    P 
Clave  land   Electric    Illuminating   Co        3pp         22479  341        ?4X 
Flcht. 30-440, S4/02/ 17.  B40301 0017 


8-403060275  Forwards    supplemental    answers    tn    Interrogatories    on    Issue 
i,  B    tt   19  W/Q  affidavit*    Rotated   correspondence 

OLASSPIEOEL,  H         Sham.     Pittman,     Potts    V   Trouior  idg  e         QLASSP  IEGEL,  H 
Cleveland    Electric    1 1  luminat ing  Co        84/02/29        HIATT.S        Ohio 
Citliens-    for   Responsible    Energy        2pp        22919  040        24X 
Ficho    30-140,04/02/29,0403060273 

— S4030602BO    Supplemental    answers   to    interrogatories   on    Issues   6,9   !. 
Certificate    of   Svc    encl    Related    correspondence 

GLASSPIEGEL, H         Cleveland    Electric    Illuminating    Co         S4/O2/29 
24pp         22319   042         24X    Tlche    30-440,  84/03/2?,  B403O6O273 

B4O3D6O397    FcTUiards    affidavits    to   accompany    applicant    supplemental 
ansuers    to    Interrogatories    on    Issues   6,  B  t    15  Certificate    of 
Svc    encl    Related   correspondence 

OLASBPICGELj  H         Sham,     Pittman,     Potts   S    froubrldge         QLASSP  IEGEL,  H 
Cleveland    Electric    Illuminating   Co        84/03/01        HlflTT,  B        Ohio 
CItiions    for   Responsible    Eneigy        5pp        22916  258        24X 
Flche    90-44O.S4/03/O1,  0403060357 


8403290337  Reo,uict«    addl    copies    of    proposed    Invarvlce   tasting    prograi 
for    pumps   d   valves    lubmitted    in  response    to    SEfS   Outstanding 
Ifiue    3  Relief    requests    should    be    granted,  pending 
completion    of    itaff    review 

VOUNOBLDDD, B   J        Licanllno    Branch    1         84/03/14         EDELMANr M    H 
Cl«VBland   Electric    Illuminating   Co        3pp        B2BH2   263        24X 
PIcha; 30-440,  84/03/14,  8403390337 


B4O314O176   Response    to  Sunfloujer   Alliance  840214  motion   to    readmit 
Contention   2   re   applicant    financial    qualifications  ASLD 
should    hold     In   abeyance    motion   until    further    guidance 
provided    bg    NRC  Certificate    of   Bvc    encl 

WOODHEAD.C    P        Hearing    Branch    4        84/03/09  Atomic    Safety   and 

Licensing    Board   Panel         7pp        22624    104        24X  Flche    50-440,94/03/05. 
S403I40176 


F.     Security,    medical,     emergency    Si   fire    protection    plans 

84-Q2O90QO&   Board    Notification    B4-034    forwards    R   Vollmer    B40206  memo    to 
D    Eii«nhut    r»    fire    research    reiulti    concerning    fires    in 
•lactrlcal    cabinets    in    control    room 

EIBENHUT-D  o  Division  of  Licensing  B4/OS/23  PALLAD1NO 
ComnlVRloners  Ip  SS376.203  S4X  Fiche  50-000, 84/02/23, 
8402090006. 

— B4O3O30316  Recommend*    that    info  r«    fire    research    result*    concerning 
Plr»*    In    electrical    cabinets    in    control    room    be    submitted 
for    board    notif  1  tatloni  per    NfiR   Dfc    Ltr    19,dtd    821001,  PT ther 
•valuation   of    teit   data    required, 

VDLLMER,R,H,       Division    of    Engineering         84/02/06        EIBENNUT, D,  O 
Division    of   Licensing         lOpp        22376,204         S4X 
Flehe. 30-000, 84/02/23,  8402090006 


9403130010   Answer   to   Ohio    Cltiiens    for  Responsible    Energy    eleventh    set 
of    interroga tories    to    applicant   re    Issue    16  Cert  if icate    Of 
Svc    encl    Related    correspondence 

BWIQER.M    A         Cleveland    Electric    Illuminating    Co         BWIGER,  M    A         Shaw, 
Pittman-     Potts    &   Troubridge         B4/03/OB         17pp         22614    327         24X 
Flche    90-41O.S4/03/08.  S1O3130010 

B4O313O13?    Interrogatories    &   request    for   production   of  documents    to 
Ohio    Cltiiens    for    Responsible   Energy   re   reliability   of 
Tranaamerica    Delaval    standby    diesel    generators   U/Certif lea te 
of    Bvc    Related    correspondence 

BWIQERiM   A        Cleveland    Electric    Illuminating   Co        BWIGER,  M   A        Sfiaui, 
Pittman,     Pntts   &  Troubpldge        84/03/09  Ohio  Cltiiens    for 

Re»pan»iblB    Energy        2Hpp         2S601    024        24X  Fiche    50-440,84/03/09, 
B403130139 
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0403130403    Updates    applicant    8402OB    response    to    Ohio    Citlien-t     for 
Responsible   Energy    Interrogatory    1O-2   re    consultant*    used    on 
Issue    li    concerning    reliability    of    standby    diesel 
generator*   Related    cvrrci pondenca 

SHIQER.H   A         Bh*U,     Plttman,     Potts    I,   Troubi-idge         EUrQER.H   A 
Cleveland    Electric     1 1  luminatlngi   Co        04/03/09        HI  ATT,  S  L        Ohio 
Citizens    for   Responsible    Energy        3pp         2  261 A    043        24X 
Fit  Is    30-440,61/03/09.0103130-903 


— B4G3190354    IE    Insp    Reptt    30-440/B4-O1    &   30-441/84-01    on    B40130-0203  No 
noncompllance   or    deviations    noted    Major   areas    inspected 
procedures,  work    activities    &  quality    records    review   for 
safety-related    piping 

CIL1MBEKQ. H  L  .  KAUFMAN, P  D  ,  DANIELBON.D  H  Region  3.  OffUI.Qf 
Director  84/03/27  7pp  S2A73  200  24X  Fiehe  30-440,84/02/28. 
e4031"?034B 


840313000?    Response     to    ABLE    83033O    order    for    affidavit    supporting 
contention    that    polymer    degradation    would    not    create    unsafe 
condition!    Electrical    equipment    In   lone   DH-2  ate  apt  able 
Related    eorrespondencB 

SWIOEH.  M  A        Cleveland   Electric    Illuminating   Co        SHICER.M   A        Shau, 
Plttman.     Potts    &   Troatrldoe          34/03/07         5pp         22642   31B         24X 
FUhe    50-440,B4/03/09JB403150OO'? 

—  9403150014    Affidavit    nf    a    Kasturi     in    response    to    A5LB    830330    order    re 
summary   disposition    of    Issue  f   Certificate   of   Svc   encl 
KABTURI.B         Impel  1    Corp          B4/03/OB         7pp          22642   317         24X 
Fiche    30-440,  B4/03/0?,B4O3I5000<? 


orwards    original    affidavit   if   EJ   Christiansen    to    replace 
photocopy   attached    to   applicant  84O30B   answers    to   Ohio 
Citizen*    for   Responsible    Energy    eleventh    set    of 
Interrogate  Tie*   Delated    c  01  11  espondence 

SWrCER.M   A         Shaui.     Plttman,     Potts    t,    Trnii.lirliJge         BWlOERj  M   A 
Cleveland    Electric    Illuminating   CD        B-5/03/1S  Office   of    the 

Secretary    at    the   Commission         3pp         23641    291         E4X 
Fichs    30-440,64/03/12,8403150001 

8403190066   Forwards   recent    insp    rspts    re    facilities    to  ABLB    ti   parties 
HOODHEAD.C  P        (Waring    Branch    4        B4/O3/I4,       BLOCH.P  0    ,    KLINE.J  R  , 

Atomic    Safety    and   Licensing    Board    Panel         97pp 
225         24X    fiehe    5O-44O,  84/Q3/14,  B403I  900i6f) 


8403570075  Brief    In    support    of    exceptions    to    partial    initial    detrition 
r*   QA   issue    Certificate    of    Svc    end 

LODGE,  T   J         Sunflower    Alltancg         DSB    107         H4/O3/20  Atofnlc    Saf«tn 

and    Licensing   Appeal    Panel         21pp         22761,  224        24X 
Fiche    30-440,  B4/03/2O.  B4.O3B70075 

B4O3300262  Qrdep    denying   Ohio    Citiiens    for   Responilbli  Enersg    S31014 
nation    to   rBConstdir    summary    ditpo&l  tion   re    tjrolne  mitiilt 
Served    on  840330 

BLOCH.P    D   .    KLINE.J  R   ,    tRIflKT,e   0        Atomic    Safety    and    Licensing 
Board    Panel         CSS   SSt>        84/03/29  Ohio   citizens    for    Responsible 

Enargy          2pp          25824    014          24X   Fiche    SO-440.  84/03/2?,  04033002iB 


H      General    corre&ponif ence 


8403090350   Acfc    receipt    of  B4021O    Itr    re  NRC    actions    on  us*    oF    stiff 
pipe   cldinp-s    IE    Info    Mot  its    S3 -SO    tamed    identifying 
potential    problem  Evaluation   of   addl    info    uiill    be    documinteff 
in    future    5ER 

STEFANO.J  J  Licensing  Branch  I  84/02/27  H1ATT.5  Ohio  Citizen* 
for  Responsible  Energy  3p  p  2S5O1  333  24X  FicFi.  90-440. 84/O3/27, 
B4O3O5O35O 


B402090007    IE    Info  Notice    84-14,     "Highlight*    of   Recent  Transport 
Regulatory    Revs    by   DOT  b  NRC    "  Bvc    list    encl 

GRACE,  J  N        Division    of   QA,     Safeguards    Si    Inspection  Programs    (Pott 
B3O103)        84/03/02  Consolidated    Edison   Co      of   New  York,     Inc 

130pp         B2532   3S9         24X    Fiche    5Q-OOQ' B4/03/OB,  S402Q7Q007 

B4OSOVOOOB    IE    Info  Notice    84~1&,     "Failure    af   Automatic   Sprinkler  Sg s 
Valves   to  Operate    "    Svc    list    encl 

JORDAN, E  L        Division   op   Emergency    Preparedness    &  Engineering 
Response    (Post    030103)         B4/O3/O2  Consolldatvd    Edison    Co      of  Niu 

York,     Inc         122pp        23553   0-98        24X   Fiche    30-000,04/03/02,8403090009 

8402090009   IE    info  Notice    94-19,     "Reporting    of   Radiological    Releatai    " 
Svc    list    encl 

JDRDANiE  L        Division    af    Emergency    Preparednx*   &   Enginetrlng 
Response    (Past    330103)         04/03/02  Consolidated   Edison    Co      of  Niur 

York,     Inc         119pp        323S3    217        24X   Fiche    50-000, 84/03/02,  B402090009, 

3402090011    IE    Info  Notice   B4-17,     "Problems    W/Liquid    Nitrogen    Cooling 
Components   Below  Nil    Ductility    Temp    "   Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    &  Engincerinj 
Response    (Post    B30103)         84/03/09,  Consolidated   Ed i ion    Co      of  Neu 

York,     Inc         117pp        223S3   336        24X   fMcho    30-000,  B4/03/03,  B4O20900U 

8403120122   rtck    receipt   of   840824    Itr    Informing    NRC    of    steps    taken   to 
correct   noncomp  llanee    noted     In    IE    Insp    Repts    SO'440/B3-37   Ii 
30-441/83-35 

LITTLE,U  S        Region   3,    Office    of    Director        84/03/06        EDELMAN,  W  R 
Cleveland   Electric    Illuminating   Co        Ip        223B?  231.       24X 
Fiche,  30-440,  S4/03/06,  B4O31S0122 

—0103120126  Responds    to  NRC   S40127    Itr   re   violation*   noted    in    IE    Imp 
Rupts    30-440/83-37    &    SO-441/83-33   Corrective    action* 
training   &   revaluation    Of    candidate    performed    per   LK 
Camstocfc   Procedure   4    14- 

EDELMAN,M  fl        Cleveland    Electric    Illuminating    Co        B4/02/2.4 
LITTLE.  W  B        Division   of   Engineering         7pp         22387  222        24X 
Fiche    30-440,  B4/03/O6,  B40312O1E2 

B40i30900a4    IE    Info  NoticB   84-09,  Rev    1,     "Lessons   Learned    From    Insps   of 
Fire    Protection   Safe    Shutdown    Bys    "   Eve    list    enel 
JORDAN,  E  L        Division    of    EmHrgency    Preparedness   J<  Engineering 
Response    (Post   830 103)         B4/03/07,  Consolidated   Edison    Co      of  Niu 

York,     Inc         llBpp        22633    049        S4X   Fiche    3O-000. B4/O3/O7, 8402070024 

B40207002B    IE    Info  Notice   84-lflr     "Stress   Corrosion   Cracking    in  PWR 
Bys    "    Svc    list    encl 

JQRDAH, E  L        Divltion    of   Emergency   Preparedness    t  Engineering 
Response    {Post   830103)         84/O3/07  Consol idatad    Edison    Co      of  Neu 

York,     Inc         118pp        223B4    186        24X   Fiche    30-000, S4/03/07, 040209002B 


Antitrust    eorresponrfenca 


B4D303O174   Responds    to   Antitrust   Div   reqliBit    for   NRC    imposition  of 
civil    jenaltlBs   re    alleged    uillful     Failure    to    comply    fully 
in/Antitrust    Ufcens»   Condition    3  Commission   believes 
imposition    of    civil    penalties-    Inappropriate 

PAU-ADINDiN   J        Commissioner*         B4/01/31         CUTLER.  M  S  •     MCORATH,  J   P 
•JusticB,     Dept      ofj     Attorney    Oenarjl >    Office    of        2pp        223EB    1B7 
24X   Fiche. 50-OQQr B4/O1/31 ,  B4 03030 194 

B403GB0140  Responds    to   City    of    Cleveland    84O206  motion   for 
c  larif  Icatinn    tc  correction   of    finding    of   Director  -oF   NRR    re 
OL   antitrust    review   NRR    should    reaffirm    findings    af   no 
significant    change    &   deny    Citi/    of    Cleveldnd    itiotion- 
JAHLER.R   E        Sham,    Pittman,    Pottl    S.  Troubridge        2AH.ER.R,  E 
CltveUnd    Electric    Illuminating    Co        B  4V  03/06        DENTOH,  H  R        Office 
of   Nuclear   Reactor   Regulation!     Director        42pp.       ESS3?  327,      24X 
Flehe    SO -44O. 84/03/04,  84030B0140 

»      Inspection   reports'     IE  Bulletins    &   correipondenc* 

B40Uf0072    IE    Info   Notice    64-13,     "Potential   DtPiclencv    in    Motor 
Operated  Valve   Control    Circuits  &   Annunciation   "    Svc    Hit 
encl 

JORDAN1,  E  L        Division   of   Emnrasncv    Pr»paredn«*»   &  Engineering 
Reiponse    <Poit   8301031.       B4/Q2/2S  CPHSO! ioated   ediiDn    Co      of    Neui 

York.     Inc.       115pp.       22709   239        24X    Ficfte    30-OOOf  B4/O2/S8,  B401 19007S 

34O319034B  Forwards    IE    Intf    Rept»   SO-440/84-O1    I.    SO-44t/B4-01    on. 
640130-O203  No   noneompl lance    noted 

LITTLE,  H  S        Region    3.     Office    of   Director.       84/02/28        EDELMAN,  M  B 
Cleveland  Electric    Illuminating    Co         2pp        22673, 2B&        24X 
Fiche:Sa-440ja4/02.'SB,  B40319034B 


8403130204  Confirms   S40410   meeting    in   Region    III    ofc    In   Olen   Ellyn.  1L 

tO     dlBiCUS!     SALP 

NDRELIUS.C  E  Division  of  Project  «-  Resident  Program*  B4/O3/09 
EDELMAN,NR  Cleveland  Electric  Illuminating  Co  Ip  22617.317 
24X  Fiehe  50-44O,  H4/03/09,  84O3130204 

B40S09O031    IE  Bulletin   SI-OS.     "Failures    of   OE   Tupe   HFA  Relaus    In  Use    in 
Class    IE  Safety   Sys    "   Svc     list   ancl 

DEVOUNO.R   C        Director's   Office,     Office    of    Inspection    and 
Enforcement        84/03/13  Coniol idated    Edison   Co      of   Neu   York,     Inc 

134pp-        22B23   094        24X  Fiche    3O-OOO,  B4/03/13,  B402090031 

Q40319OO66  Faruiardi    recent    insp    repts   re    facilitlei    to   ABLB    &   parties 
WDODrfEADpC  P,       Hiring    Branch    4        B4/03/14        BLOCH,  P,  B    ,    KLINE,  J  R   , 
BBIOWT, 0  0        Atomic    Safety    and   Licensing    Board    Pantl,       97pp 
32464    233        24X  Fiche    90-440,84/03/14,8403190066 

8403270224   Respond*    to   Suppls    1    S<  B    to    IE  Bulletin   83-O7   re    apparently 
fraudulent   R*ij   Miller,  Inc    products    Initial    contact   iii/vendors 
indicates    one    application    of    product    In   nontaf ety-related 
sys  Completion   of    investigation    expected    by    Dec    19B4 
EDELMAN, M  R        Cleveland    Electric    Illuminating    Co.       84/03/1& 
KEPPLER, J,O        Region  3,     Office    of   Director         Ip        22772.  OB 3        24X 
Fiche:  30-440,  B4/O3/ 16,  B4032702B4. 

840CO90043    IE    Info   Notice    Q4-19,     "Tuo   Events    Involving   Unauthorlisd 
Entries    Into  PHR   Reactor    Cavltiei    "    Bvc    list   «ncl 
JORDAN.E  L.       Dlvliton   of    Emergency   Preparedn*»*    d  Enginetrlng 
Riiponi*    (Pott   830103}         84/03/21  Coniolidatid    Edl*on    Co      of  Niw 

Yorl,     Hie         123pp        22823  229        H4X   Fiehe   30-000,  84/03/21,  B40Z070043 
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8402070044    IE    Info    Notice    B4-2O,     "Svc    Life    of     Relays    In    Safety-fit  la  ted 
8ys    "    BVC    Hit    end 

JORDAN,  E  L        Division   of    Emergency   Preparedness    (.  Engineering 
Respon»B    (Poit    B3O103)          B4/O3/21  Consolidated    Edison    Co      of    Neuj 

York.     Inc          133pp         32933    001         24X    Fichfl    30-OOO. 01/03/21. 840209Q044 

R      Periodic    operating    reports    &   related    correspondence 

8103020443  Forward*   month Ig    status    rept   of    off nits    emergency 
preparedness    for   OL   r*vieuis    for  Jan    1954   Change*    in  FEMA 
•finding    date*    not    cau-inl    bij    delay    due    to   offoite    emergency 
p  lanninj    issues 

D1RCKS.W  J        Office    of    the    Executive    Director    far   Operations 
94/02/31         PALLADINO      Commissioners         9pp         32492   OB3          24 X 
Flelie    30-000,64/02/21.8403020143 

B      Importable    occurrences,     LERs    fc  related   correspondence 


— B  4031 400  ?S    "Transamerl  ca    Delaval.  Inc    Diesel    Generators,    Ouinen   Group 
Program  Plan   " 

*      TDJ     (Transamor f ca   Delaval,    Inc    J    Pinners   Croup        B4/03/02 
261pp  2262B   223         24  X    Fit  he    3Q-OOO.  B4/O3/02,  B403140Q48 

8402090033   Hoard    Notification   B4-047   forwards   Transamenca   Delava.1,  Inc 
Owners    Group    piston    skirt    rapt  fc   task    descriptions 
EIBENHUT.D  O        Division   of   Licensing        84/O3/07        PALLADlNtJ 
Commissioners         4pp         22674    221         3flX   Fie  he    SO-OOO,  B4/03/07, 
B4Q2090D33 

B40314O12a  Part   21    rept   re    status   updato   concerning    abnormal    wear    an 
linear    converter!    Teat   program  underway  Results   of 
investigation    indicate    eicessive  wear   caused    bij   hunting    of 
control    circuitry 

DDDBON,  J  P        Pacific    Air   Products    Co        84/03/09  Director'* 

Office-     Office    of    Inspection    and   Enforcement        7pp        33624:068        24X 
Fiche    3O-000,  B4/03/09,  B403140122 


B403010431    informs  Commission    of   problems  u/em*rg»ncy   dlesel    generators 
mfg    by    Transamerica    Delaval, Inc 

DIRCKfii  H  J        Offlci    of    the    E**cutivo    Director    for  Operations 
SECV-83-034         B4/O1 /23         4pp         2243S   347         24X    Ftche    80-000,04/01/25, 
9403010431. 

8403290274    Interim  deficiency    rept   re    loose    flexible   coupling    clrive 
hubs    on    components    supplied    bo,    Tranaamarica    Delaval. Inc 
Initially   reported    on    B40120   Neit    rept    by    B40S31    Alio 
reported   per   Part   21 

EDELMAN.M  ft        Cleveland    Electric    Illuminating    Co.       B4/02/I7 
KEPPLER.J  0        Region   3,    Office   of    Director        2pp        22426   299       24X 
F 1  chfl  •  80-440.  B4/02/ 1 7,  3402290274 


8403190031     Interim   deficiency    rept   re   failure    of    linear    converter*   on 
multi-blade    dampers    supplied    by  Pacific   Air   Products. Co 
utiliiad     In    )af etg-re lated    HVAC   ag*    Initlallg    reported    on 
B4021&  Final    rept    by   840710  Also  repnrteif    per   Part    31 
EDELrTAN.tl   R        Cleveland    Electric    Illuminating   Co        B4/03/09 
KEPPLER.J   O       Region  3,    Office   of   Director        2pp         S3kt,i>   IBf,       24 X 
Fiche    30-440,  B4/O3/09.  B403190O51 

B40209003B    Doard    Notification   B4-031    forwards    "Tranaamsrl  ca    Delaval<Inc 
(TDII    Dleiel   Oeneratori   Ouiners  Group   Program  Plan    " 
EISENHUT,D    0        Division    of   LUensing        94/O3/12        PALLADIHO 
Commlssianers         Spp         SS&EB    214         24 X   Flche    30-000,64/03/12, 
9403090038 


B4O3010207  Foruiard*    " Invest Ijiatl on   of    Type*   AF   Gi   AE  PUton    Skirts,"    per 
Traniameriea   Dtlaval.Iric    Oiunert  Oroup    program    commitments 
R*pt    evaluates    cracks    In    AF   piston    ikirt*    in   en  or  eh am  & 
Brand   Oulf  Nuclear   Pouivr    Stations, 

MU5ELER.M  J        TDI    (Trariiamer ic *   Dalaval.     Inc    }    Owners   Croup 
B4/02/27        DENTDN.H  R        Office    of    Nuclear   Rtactor   Regulation, 
Dlrtetor        3pp        22434:090        ST4X   Flche    SO-OOO,  84/O2/27,  B4030I0207 


S402090039   Board   Notification   B4-O52    foriiiards    meeting    summaries 

containing    transcripts    of    B40210  tt    16  meetings    bfltueen   NRC    b 

Traniameriea  Delaval.Inc    (TDD   Ouners  Oroup    Distribution, 
list    encl 

EIBENHUT,  D   O         Division    of   Licensing  B4/O3/12         PALLAOIfja 

CommlBsioners        5pp        2270B  OO1        24X  Flche    30-000,84/03/18. 
B4O2090039 


8402090021    Board    Notification    34-039    di*cusle>    NRC    B40210    Ei    16  mivtln 
u/Transamerica    Delaval,  Inc    Emergency   Diesel    Oentrators 
Dunnri    Oroup   Meeting    scheduled    on    040308  for    Pinalliatlon    of 
generic    program  plan    prior    to   NRC    r»vleu 

EISENHUT.D  0  Division  of  Licerninj  B4/OS/2B  PALLADINO 
Cornmiiilonsrt  3pp.  2234i  003  24X  Fichn  30-000,84/02/26, 
B40B070021 

B4O301021B  Foruierds    task    descriptions    for    16    known    problems    re 
TranMmerica   Delaval,  Inc    entBrgency    diesel    generators 
MUSELER,H  J        TDI    (Tr«nsamer tea  Delflval,     Inc    )    Ourner*   Oroup 
B4/03/2B        DENTON,H  R         Office    of   Nuclear   Reactor    Regulation, 
Director        42pp.       B2433    177,       24X   Flche    30-000, B4/03/2B,  840301031 B 

B4O32&0233  Foruardi    (ummaru    list    of    deficiencies     Identified    per 
10CFR30    33(e),part    21    fc    potential    generic    1 tr    repts   for 
cojnmonti 
STAROSTECKl.R.       Dlvltlon    of    Project   *  Resident    Programs         84/02/28 

Region    1,    Office    of   Director,       7pp.       22756  063         24X 
Flche, SO-OOO.  B4/02/2B,  B4032t0233 

B40B090020  Board    Notification    84-044    forwards    Part   21   rept    re 
Trani<mertca   Delaval, Inc    turbocharger    thrust   bearing 
lubrication    defect    resulting    In   engine    nonaval labi  lltg 
EIBENHUT,  DO        Dlvlilon    of   Lieentlnd        84/02/29         PALL-AD  I  NO 
Comrai.iloneri        4pp        H2341.263,       S4X  Fiche    30-000,84/03/29, 
B4O2090020 

8403180076  Supplemental    final    deficiency    rept    re    Bailey   72 O    «.  tat  inn 
device*   suppliad   by   OE   in   Pouer   0*neration  control    contplei 
p«neli    (RDC   32(B1)1    Due    to   ripair    delays, three    station"    not 
r«fcurn«d   Corrective   action   ulll    be   completed   b\i   840301 
EDELMAN.M  R.       Cleveland    Electric    Illuminating    Co         B4/03/O1 
HEPPLEH, J,0.       Raglon   3,     Offict   of   Director        Ip         223BB.  189        S4X 
Ficher SO-44O, 04/03/01,  B40312O09i 

B403120032   Interim  d»fici»ncij   rept  re   cracks   on  actuator  mounting 
tir«ck*ti   for  motor   operated   exhaust   louveri    (RDC   9-3(94 If. 
Initially    reported    on  S4Q303. Nonconf ormance   rept*    inued    by 
H,  C    C.    Power*.  Final    rept    will    be    submitted    by    B 4 0427 
eDEUIANiMR,       Cleveland    Electric    Illuminating   Co         84/03/02 
KEPPLER,J  0,       Region  3,     Office   of    Director        2pp         223B6. 279        24X 
rich*'  30-440,84/03/02,  B4031 20032 

B40314004B   Forward*    "Brand    Out*   Component    Tracking    Syi, "    "Shoraham 
Component    Tracking   Bys"    *    "Tran*«merica    Delaval, Inc 
Dleael    fitneratori    Quinen    Oroup   Program   Plan,  "    to    resolve 
concern"    w/»mera«ncy    die»el    aen'rators. 

MUSELER.M  J        Long    ItUnd    Lighting    Co.       B4/03/02         DENT  ON,  H   R 
Office    of   Nutl*ar   Ra«ctor    RvguUtlom    Director         2pp,       2262A   062 
24X    Fiche   80-000,  84/03/O2,  B4O314004B 


— 8403060536  Forwards    summary    of  840210  meeting   lu/Transameri  ca   Delaval* 
Inc   Owners   Group    in   Dethetdai.MD  re   problems   u/emergency 
diaaal    generators 

CflRUBO,  R        Licensing    Branch    2       84/02/27        D'REILLY.J  P        NRC  -  No 
Detailed    Affiliation  Slven        iflp        22703   006,       24X 
Ficha   30-000,84/03/12,6402090039 

— S4O306OS34    Transcript    of   B40210  meeting   uJ/Transamnriea   Delaval,  Inc 
OuJners   Group    in    Bathetda,MD   re   problems  u/emergency   dleset 
g  anerator  * 

*  NRC   -    No  Dfftalled   Affiliation   Given        B4/02/10        147pp 
67201    DOS,       24X   Fiche    50-000,  B4/03/12,  840209003? 

— 8403070404    Summary    of   B40216  meeting  lu/Transamoric a   Delaval,  Inc  Ouners 
Oroup    Id    Wading    River,  NY  re   program  plan    to   establish 
rellatilitg    of    dlesel    generator*   Agenda, meeting    transcript  & 
attendance    list    encl 

HILLER.M  A       Licensing    Branch   4        B4/02/27  Llcernlng    Branch   4 

9pp        22708   161         24X  Fiche   50-000,84/03/12,8402070039 

— B403O70423   Transcript    of    B40216  conference    in  Hadinj   River, NY  r» 
Traniamerica   Delaval, Inc    diesel    generators   Pp    1-83 

•  Commissioners,       04/02/16        B4pp        22708.  169        H4X 
Fiche    50-000,84/03/12,8402090039 

84O314O030  Forward*    "Design   Review  of   Connecting   Rod    Bearing    Shells    for 
Tran»«merlca   Delaval    Enterprise   Engines"    for   Shoreham  ti 
Orand   Oulf    dleiel    generators 

HUSELER,W   J        Long    Islam)   Lighting   Co        84/O3/12        DENTOM,  H   R 
Office    of    Nuclear   Reactor   Regulation,    Director        2pp        2S632  074 
H4X   Fiche    5O-000> 84/03/12, 8403140090 

84O315Q133  Fot-uard»    "Transomerica  Delaval.Inc    Diesel    Generator   Roct*r 
Arm   Capscrsu  Stress    Analysis   Rept    "    Capscreu   design   adequat* 
for    applicable   engines   &    svc    conditions 

MUaELER.W   J        TDI    (Transamerlca    Delaval,     Inc     )    Owners    Oroup 
84/O3/13        DENTON,H  R        Office   of  Nuclear  Rtactor  Regulation' 
Director        2pp        82639:270        24X  Fiche   50-000,84/03/13,8403130133 

0403300222  Respond*    to   8-10214   Requests    for    Info    1    d  2  re  R-4    series 
engines   LKt    indicating    engine  number, model    tr  svc   number, 
customer   name   &  addrei*,  rating, -date    shipped    &  date    started 
encl 

MATHEWB.C   S        Trannamerica   Delaval,     Inc        B4./Q3/16        EIBENHUT.D  0 
DlvUlon   of    Licensing        20pp        Z2691    179        24X  Flche;  50-000,  B4/03/16, 
8403200222 
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B403230011    Interim    deficiency     rept    ra    sync  (iron  i  lat  Inn    between    standby 
dieael    generator  •!<    alternate    preferred    power    source 
Initially   reported    on   B4O2i6   Evaluation    of    as-designed 
condition  underwit)    Neit   rept    by   S40430 

EDELMflN,  H   R         Cleveland    Electric     Illuminating    Co         B4/O3/16 
KEPPLER.J   Q         Region    3,     Office    of    Director          2pfl         32737    359         24X 
FUhe    90-440.94/03/16,8403530011 

9403230043    Interim    deficiency     rept    re    design    Of    diesel    generator     logic 
inconsistent    u/F'SAR    Initially    reported     an    B 4021 A   Gilbert 
Assoc. Inc    Investigating    ponslble    safety-    implications    of 
identified   dtscrepanc ies    N«it    rept    eipected    by    S40430 
EDEtMAM.M   R         Cleveland    EUctrlc     Illuminating    Co         B4/03/16 
KEPPLER.J   0         Region    3.     Office    of    Director          2pp         22727    361          24X 
FIcha    50-440,64/03/16-0403330043 

8403330033   Interim  deficiency    rept    re    defects    In    design   of   MFCS 
interfaces    to    suppression    pool    cleanup    sys    Gilbert   Agsoci Inc 
evaluating   as-designed   condition    ic   associated    logic    to 
determine    if   design    change    neceisary.    Nait    rept    6  ij   B4Q43O 
EDELMANiMR         C  Uve  land    El  ectr  ic     Illuminating     Co         84/O3/16         KEPPLER 

Region   3,    Office    of    Director        Spp         SH726   291        24X 
Flche    50-440,04/03/14.  8403330083 


— B403O7Q221    Requests    confirmation    on    lead   responsibilities    for 
Flmlliinj    NRG   position    re    steam   erosion   contention    lnut 
Responsibility    should    be    shared    by   Mechanic*!    Engineering 
Branch   t-  Meteorology,    b   Effluent    Treatment    Branch 
NDVAK.T  H        Assistant   Director    for  Licensing         83/00/23, 
KNIGHT.  .J  P        Assistant    Director    for  Comp      &  Structures   Englntirlnj 
(Post   8303OD          JOHNBTON.W    V         Assistant    Director    for    Matls,     Chifli 
!<   Environ   Technology     (Post    B3O2O1  >         Spp         22363224         24X 
Flche    30-440,  S4/01/23, 8103070215 

84O301O246  Notification    of   84.0417  meeting   uj/util.BNL  &  Gilbert  Assoc    In 
BethBSda.HD   to   discuss    NRC    preliminary    finding*   r* 
LOCA-rslated    pool    dynamic     loads 

STEFANO.J   J        Licensing    Branch    1         B4/OH/17        VOUNQBLOOD,  H    J 
Licensing    Branch    1        3pp         22449   33?        S4X   Flche    30-440.84/02/17. 
8403  EM  0246 

8403020037   Notification    of    contract    eiecutlon      "Dresden   ti  Parry 
Simulator   Leasing."    awarded    to  CE 

JESSUP.B        Technical   Assistance    Contract*   Branch        FIN  B-B713 
94/02/17        HAV1NS.O  H        Director's   Office.    Office   of    Inspection  and 
Enforcement         lp        28491    043        24X   Fiche   30-000,  84/02/17.  B4Q30S0037 


9403230101    Interim  deficiency    rept    re    design    of    valve    coordination    for 
HPCS   syi    Initially    reported     on    B4QB1&   AE    currently 
investigating    it-designed    condition    of    valves    ti  aciaclated 
logic   Nfl't   reft    expected     by    B40430 

EDELMAN.  M   R         Cleveland    Electric     Illuminating    Co         84/03/16 
KEPPLER.J  0        Region    3,    Office    oP    Director        3pp        23736  341         24X 
Fiche    30-440.  B4/03/16.  840323010! 

3403360247  Final    deficiency    rept    ra    lack    of    power    monitor    downstream 
of    fuses    In   HpCS   safety-related    control    circuits   Gilbert 
Assoc.  Inc    evJljating    as-de-slgned    condition    of    sys    to  make 
appropriate   design    changes,   changes    eipetted    by    S4DS01 
EDELMAN.M  R        Cleveland   Electric    Illuminating    Co        B4/O3/U 
KEPPLER.J   0         Flag  Ion    3,     Office    of    Director          2pp         2373A    0&3         24X 
Flche    5Q-440,B<!/03/16,  6403360247 

B40327013H  ForujrdB    "Emergency    Dlosel    Senerator    Air    Start    Valve 
Cap  screu  Dimension    >*   Stress    Analiji  1  1.  "    prepared    fay    SJ.W    for 
TransamBrica   DeSavalilne     (TD1)    Dieiel    Generator   Ouiners 
Group 

MU9ELER.W   J         TDI     (  Transamer  1  ca   Delavali     Inc     )     Owners    Group 
Bfl/03/33        DENTON.H   R         QFfict    of    Nuclear    Reactor    FtBgu  1  a  ti  on. 
Director        2pp          2ff774   001          H4X    Fiche    SO-OOO.  S4/O3/23.  3403270)32 


B403270134  Requests    meeting    on    840413   to    discuss    short-term  b    long- 
term  corrective   actions    d    investigations    re    Transamerlca 
Delaval    dlesel    generators    List   of    sugg-esteri    meet  in  j    topics 
encl 

MCQAUGHY.J  P  TDI  (  Traniamar  tea  Delaval.  Inc,  )  Owners  Group 
B4/03/23  DENTDN.H  R  Office  of  Nuclear  Reactor  Regulation. 
Director  4pp  32769  133  24X  Fiche  50-000.04/03/33,3403270131 


V      Operator  Eiaminations 


—  3403050043  Contract      "Dresden 
OE 

PIERCE,  RL         General    Electric    Co         FINB-S713         04/02/17, 
22491    O4fi         24X   Ficho    30-000,  B4/OS/17r  B403020037 


Perry   Simulator    Loaslngi  "    aiuarded 
3Bpp 


8403190371    Foruards    babies    reflecting    nuclear    power    plant    •xperlenee 
For   operating    shift    poii tlons,  Inc ludinj    current    staffing 
eipsrisnte    levels    E<    level    projected   at    time    of    fuel    load 
EDELMAN,M  H        Cleveland   Electric    1 1  lunti  nat  ing    Co        B4/03/09 
DENTON.H   R         Office    of   Nuclear    Reactor    Regulation,     Dlrflctor          13pp 
22673   382         34X   Ficho    30-1<10,  B4/O3/01?,  94031<?O391 


DDCKET   30-441    PERRY    NUCLEAR    POWER    PLANT,     UNIT    2 

A      Appllcatio-n/coni truetlon    stage   documents    &.  correspundencs 


B103020435   Further   response    to    FOIA  request    for    documents    re    const 
assessment    team  visit    to    plant    in   Aug    &  B«pt    1783  Forwards 
listed    dacument-s 

FELTON,  J   M        Dlvl»ion    of    Rules   and    Records        84/02/22        HIATTiS  L 
Ohio   Cltliens    for  Responsible   Energy         lp         22471    303        24  X 
Flche*  50-440",  B4/02/S2,  Q4O3020433 

—  3403020441   Submits    outline   re    const   assessment    team  visit    Related    Info 
encl  ' 

»      NRC    -  No  Detailed   Affiliation   Given,       B3/07/27        ROHRDACHERiR 
Director's    Office,    Office    of    Inspection   and    Enforcement         SBpp 
33491    204        24X   Flche    50-440,64/02/22.8403030433 

B4Q306D181    Responds    to  Oenorlc    Ltr    B4-01    re    u*t    of    terms    Important   to 
safety   {.   saf  ety-reUtad    Further   discussion   ui/Utll 
Clasaif  Icatlon    Group    &  AIF  Subcommittee    on   Safety 
Classic  icati  cm   recommended 

EDELMAN.M  R        Cleveland   Electric    Illuminating    Co        84/02/29 
TAYLOR,  J   M        Director's   Office,    Office    of    Inspection  and    Enforcemsnfc 
lp         32918    331        24X    Fiche    90-440,84/02/29.8403060181 

B40313D092  Forwards   responses    to   NRC   840214    Itr    re    environ    equipment 
qualification   audit   Response    to   viception   t»ktn    bij    NRG    in 
generic    ovaluatlon   of    Rev    1     to   NEDE-243a6-P    will    be 
submitted    by   8404S3 

EDELMAN.M  R        Cleveland    Electric    Illuminating    Co        84/93/07 
YOUNOELOOD,  3  J        Licensing   Branch    1        374  pp         22602  229         84X 
Fiche    SO-44O,  B4./03/07j  8403130093 

—  8403130106  Rev    0  to    "Sys    Component    Evaluation   Worksheet    for   Class    IE 
Equipment    In    Harsh    Environ    " 

ODBCH,  C   ,     THOMAS,  E    D    ,     HATHEMY,  K  A        Cleveland    Electric 
Illuminating    Co        CC-74-133  BOO        84/02/06        4pp.       22603    192       84X 
Flche    30-440.  B4/03/07.  B403130092 

—0403130118  Rev   B   to    "Sys    Component   Evaluation   Worksheet    for   Cl**i    IE 
Equlpmsnt    In    Harsh    Environ    " 

ODBCH.C  ,   THOMAS,  E  B  .    MATHENY.K  A      Cleveland  Electric 

Illuminating    Co        ES-1OOO    RB        84/02/06        6pp.       226031  19B        24X 
Fiche    30-440,84/03/07,8403130092 


8403070313  FOIA  r»q.uest   for    documents   re    B30?19  inentlng    to   discuss 
steam  erosion    issue    in   facility    proceeding    t  TH  Novak    S30B25 
memo  on   steam   erosion   issue 

HIATT.8  L        Ohio    Citizens    for    Reiponslble    Energy        93/12/OB 
FELTON, J  M        Division  of   Rules   and    Records         lp        28563   219        JJ4X 
Fiche    30-440.  03/12/OB.  B403O70213 

B403070215  Respond*    to   FDIA   request    for    documents   re   S3O919  meeting 
to    discuss    steam  erosion    Issue    in    facility    proceeding    it    TH 
Nova!  B30B33  memo    on    subj    Foruiarrfa    App    A   documents    Document* 
4  &  9  withheld    (ret  FOIA   Exempt ion    9) 

FELTDMrJ  M        Division   of   Rules   and    Record*        04/01/33,       HIATT.S 
Ohio  CItiiens    for   Responsible   Eneroy         3pp         S29S.3  520        24X 
Fithe    30-440,  84/01/23,  340-3070215 


position   on  Contention    13   re    ste«m 
»nstrated    capabilltu    to    prevent 
irosion   Comnnnti   requested 
Jranch        B3/0&/14        LIAWiB 
lp         S2563-226        E4X 


— 3403130128  Rev   A   to    "Sys    Component    Evaluation   Worksheet    for   Clafi    IE 
Equipment    in   Harsh    Environ    " 

GOBCH.  C   ,     THOMAS,  E    B    ,     MATHENY,  K  A        Cleveland   Electric 
Illuminating    Co        108O25   RA        84/02/06        20pp.       2S603: B04        24X 
Fiche'  30-440184/03/07.  8403130092 

— 8403130130  Rev   B    to    "Qy*    Component   Evaluation   Workshop    for    dais   IE 
Equipment    in  Harsh   Environ   " 

ODSCH.C   .     THOHAS,  E    B    ,     MATHENY, K  A        Cleveland   Electric 
Illuminating    CO        348-8834-2  RB        84/02/06         13pp        22603:224,       24X 
Flche    90-440,84/03/07.0403130093 

B403190375    Informs    that  QA   plan    for    operations    phate< per    Chapter    17  2 
of   FBARr approved    to    axpadlti    development   of    procedures    I 
instructions    during    preoperational    testing    phase. 
EDELMAN,  M  R        Cleveland    Electric    Illuminating    Co        64/03/00, 
KEPPLER.J  0        fiegUn    3.     Office   of   Director.       lp.       22673:21?        34X 
FlchB   30-440,84/03/08,8403190379 
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3103190391    Forwards    tablet    reflecting    nuclear    pouter    plant    B>  parlance 
tor    operating    shift    pos Itl ons. inc lud Ing    current    staffing 
tiperitnce    levels    if    level    projected    at    time    of    fuel    load 
EDELMAN, MR        Cleveland    Electric    Illuminating    Co        84/03/09 
DEWTONrH  R        Office    of   Nuclear  Reactor   Regulation.    Director        13pp 
226,73-282         24X    FUh»    50-440,  84/03/09,  8103190391 

840EO90041    Board    Notification    04-030    provides    Commission    policg 
statement  b   proposed    rulemaking    on    environ    qualifications 
E1SENHUT.D  0        Division   of    Licensing        94/03/14  Atomic    Safety    and 

Licensing   Board   Panel         lOpp        SIX   Fiehe    30-000,84/03/14,8402090041 

9403330047   Advises    that    completion   of    final    field    wiring    for    diesel 
generator   eitended    to   B40313 

EDELMAN.MR        Cleveland    Electric    Illuminating    Co        84/O3/13 
KEPPLER.J  0        Region   3,    Office    of    Director         lp         22728  33O        24X 
Fiche: 90-440, 84/03/13,0403230047 

E      NRC    Safety    Evaluation   Report    (SER)i     suppls    t   correspondence 

8403090179  Fourth    partial    responie    to   FOIA   request    for    ail    categories 
of    document*    re    facilities    Forwards    App    A   document!  App    B 
doeunnent    entirely    withheld    (ref  FOIA  Exemption    3)    Review   of 
•  ddl    documents    tubj    to   request   continuing 
FELTON, J  M        Division   of    Rule*    and    Records,       B4/O2/13        ANDERSON,  S    I 

O»rv»y.    Schubert,     Mams    &   Barer        7pp        22583   221,        24X 
Fieh«    30-000,  84/02/13,  B4030BO179 

— B1O3O40032  Forward*    ihart    b    long-term  DL  &   CP   review   schedules.  In 
r-emponse    to   BO1216  meeting    w/UBQS  Ll*t    of    OL   plant   reviewi 
far    which    NRC    tentatively    plans    to    seek    USOS   assistance    i» 
provided. 

JACKSON. R   E        Oeoieienees    Branch        NRC-03-80-113        B1/O1/21 
DEVlNEi JF        Inter  lor i     Dept      of,    Geological    Survey        Spp 
2&SB3.272        24X    FUht   30-000,  04/02/13,  B4030S0179 


— B4O30S0131    "Perry    Nuclear    Pouer  Station  Radiological   Emergency 
Planning,"    Interim    rept 

*      Federal    emergency    Management    Agency         64/01/10         193pp 
224BB    524         24X    Flthe    30-440. B4/03/O1,  S40305O12B 

B403120112  Forward*    agenda    for    B40323  regional    mortihnp    in  Rosemont- IL 
w/all    Region    III    licensees    to    discuss    fire    protection    safe 
shutdown    requirements    of    10CFR90,App    R   Workshop    mill    provide 
guidance    to    licensees 

SPESSARD.R   L         Division    of    Engineering         94/03/0&         EDEU1AN.  M   R 
Cleveland    Electric     Illuminating   Co         3pp         22388   232         24X 
Flcha    30-440,84/03/06,8403120112 


0      Adjudit 


B4Q3Q20106   Answer    to    Sunflower    Alliance, Inc    340214   motion    to    readmit 
Is*ue    2  re    financial    qualification!    contention   Motion   should 
be    denied    based    on    1983  financial    qualifications   rule 
Certificate    of   Svc    encl 

SILHERO.J   E      Cleveland    Electric    Illuminating    Co         3ILBERO,  J   E        Sham 
Plttman,    Potts   &  Trowbridge        94/02/29  Atomic   Safety   and 

Licensing    Board  Panel        7pp        22442    101        24X   Fiche  SO-440, 84/02/29, 
8403020 106 

B403060275  Forwards    jupplemetital   answers    to    interrogatories    on   Issues 
6,8   ti    IS   W/o    affidavits    Related    correspondence 

OLASSPIEOEL.H         Shaw,     Plttman,    Potts    &   Troubrldge         GLASSPIEGEL.H 
Cleveland    Electric    Illuminating  Co        S4/02/29        HI ATT,  S        Ohio 
Cltitens    for   Responsible   Energy        2pp        22S19  04O       24 X 
Flcho    50-440,  84/02/29,  8403060279 

— B403O60290  Supplemental    answers   to    interrogatories    on    Issues   t,,  B  &   I 
Certificate   of  Svc    encl    Related    correspondence 

OLASBPIECEL,  H        Cleveland    Electric    Illuminating    Co         84/O2/39 
24pp         22519   04H         24X    Fiche    30-440, B4/O2/29, B40306027S 


S4O301OO17  Forward  I    8BER   4    (NUREO-OeS7)    re    operation    of    facilities 
H/o   encl. 

YOUNQHLOOD, B   J,       Licensinfl    Branch    1         B4/O2/17        EDEUMAN- M   P 
Cleveland   Electric    Illuminating   Co        3pp         22479   341        24 X 
Fi  e  h»  ,  30-440,  84 /02/  17,  8403010017 

B4O329Q397  Requests    addl    copies    of    proposed    inorvlce    testing    program 
fur    pumps   fc  valves    submitted    In   re»pon«e    to   flER    Outstanding 
I**UB    9   Rillef    requettt    should    be    granted, pending 
camp  let  ion   of    *taff   review 

YOUNOBLOOD,  B  J       Licencing   Dranch    1        B4/03/14       EDELMAN,  M  R 
CltvnUnd    Electric    lllumln-tlng   Co        3pp        HBB22,a63        S4X 
FUha:  90-440,  B4/03/1 4,  840327O3S7 

F      Security,    medical,     emergency    b   fire    protection    plans 

9402090004  Board    Notification   84-034    forwards   R   Vollmer   840206  memo    to 
D    Eisenhut   re    flro    research    results    concerning    fires    In 
al*ctrical   cabinet*    In   control   room 

EIBENHUT.D  0  Division  of  Licensing  B4/O2/23  PALLADIND 
Comlsiloners  lp  22376203  24X  Fiche  30-000,  B4/02/S3. 
9408070006 

— B4O3O80316  Recommend!    that    Info   re    fire    research    results    concerning 
fires    In    electrical    cabinet*    in    control    room   be    submitted 
for    board    not  if Icatlon, per    NRR   Dfc    Ltr    19, dtd    821001    Further 
•valuation    of    test    data    required 

VQLLMER. R   H        Division    of    Engineerlnj        84/02/06        E I  BEN HUT,  D  O 
Division  of  Licensing        lOpp,      22376  204       24X 
Fiche- 90-000, 84/02/23i  B402090006 


8403060237   Forwards   affidavits    to  accompany    applicant   supplemental 
ansuers    to    interrogatories    on    Issues   6,8  b   15  Certificate    of 
Svc    end    Related    correspondence 

GLASSPIEQEL.M        Bhaw.    Pittman,    Potts   &  Troubridge        GLASSP IEOEL, H 
Cleveland   Electric    1 1 luminatinj  Co        B4/03/01        HIATT,  S        Ohio 
Citliens    for  Responsible   Energy        3pp        22516  255       24 X 
Fiche    50-440,84/03/01,8403060257 

B4O3140176  Responoe    to   Sunflower  Alliance   840214   motion   to   readmit 
Contention  2  re  applicant    financial    qualifications   ASLB 
should    hold    in   abeyance  motion  until    further   guidance 
provided    by    NRC  Certificate    of  Svc    encl 

WOODHEAD.C  P        Hearing   Branch    4        84/03/03  Atomic   Safety   and 

Licensing   Board  Panel        7pp        23624    104        24X   Fiche  30-440,04/03/05, 
8403140176 

B4O3130010  Answer   to  Ohio  Cltiien*    for  fie»pon*ible  Energy    eleventh    set 
of    interrogatories    to    applicant  re    I»»ue    16  Certificate    of 
Svc    encl    Related    correspondence 

SHIOER.M  A        Cleveland   Electric    Illuminating   Co        SH1GEH,  M  A        Sham. 
Plttman,     Potts    !i   Troiubrldge         84/03/08         17pp         22614    327         24X 
Fiche    90-440,84/03/08,8403130010 

B4O313Q139    Interrogatories    &  request    for    production   of   documents    to 
Ohio   Citliens    for   Responsible   Energy   re   reliability   of 
Transamerica   Delaval    standby    diesel    generators   U/Certi f lea te 
of   Svc   Related    correspondence 

BW10ER.M  A        Cleveland   Electric    Illuminating   Co        SWIOER,  M   A        Shaw, 
Plttman,    Potts   (.  Troubridoe        84/03/09  Ohio  Cltiiens   for 

Responsible   Energy        2Bpp        22601   024        24X  Flche    SO-440, 84/03/09, 
8403130139 


84O3070363  Forward*    FEHA  comment*    on    Draft   a   of    public    Info    brochure. 
for   revleu  &  consideration, 

YOUMOBLODD,  B   J.       Licensing    Branch    1         84/02/29        EDELMAN,  M,  R. 
Cleveland   Electric    Illuminating   Co        3pp        22967   209        24X 
Fl eh* . 30-440, 84/02/29,  B403070363 

9403130194  Responds    to   HRC    comments    on    detailed    control    room    design 
revlBW  program  plan, per  B31223  Itr   Control   room   Inventory 
requirement*   will    be   tatisf led. per  Suppl    I    to  NUREQ-0737  & 
Oen«rie    Ltr    93-18    during    Apr    1984    ta«k    analysts    review 
EDELMAN, M. R.       Cleveland    Electric    Illuminating    Co        84/02/29 
YOUNOBLOOD.  B.J,      Llcenting   Branch    i        7pp        22617  300       24X 
Fl  eh« : 80-440,  B4/O3/29,  8403130194 

94030DO128  Forward*    "Perru    Nuclear   Potuer    Station   Off»ite    Radiological 
Em»rBtncy   Planning,"    interim   rept   E»ercif»    to    t»«t    pl»n« 
•ch*duled    for   B41128, 

KRIMTI,  R.H,       Federal    Emergency    Management   Agency         84/03/01 
JORDAN.  E  L        DivUUn   of    Emergency   Preparedness   &  Engineering 
Ruponie    (Post    030103).       lp         22488-323        24X   Fiche   90-440,94/03/01. 
Q4 03030 129 


B4031304O3  Update*   applicant   B40208  responle    to  Ohio  Cltiiens    for 
Responsible   Energy    Interrogatory    10-2  re    consultants  used    on 
Ii.ue-   16   concerning    reliability    of    standby    tfiesel 
generator*   Related    correspondence 

SWIOER,  M  A        Shau,    Pittman,    Potts   (.  Trowbridge        SW1GER,  M  A 
Cleveland   Electric    Illuminating  Co        B4/O3/09       HIATT,  S  L        Ohio 
Citiians    for   Re*ponsible   Energy        3pp        22616  049       24X 
Flehe    30-440,84/03/09,0403130403 

840319000?   Response    to    ASLB    B3O33O    order    for    affidavit    supporting 
contention    that  polymer   degradation   mould    not   create  unsafe 
conditions  Electrical    equipment    In    Zone  DW-2  acceptable 
Related    correspondence 

SWIOER, M,A        Cleveland   Electric    Illuminating   Co        SHIOER.M.A        Sham. 
Pittman,    Potts   (.  Trou/bridge,       84/03/09        Spp        22642312        24X 
Fiche; 30-440, 84/03/09, B403 1 90009 

—8403190014  Affidavit    of  S   Kasturl    in  response    to   ASLB   830330  order  TI 
summary   deposition   of    Hsue  9  Certificate   of  Svc   encl 
KASTURI.S        Impell    Corp        84/03/08        9pp        32642  317        24X 
Fiche    90-440,84/03/09,8403190009 
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B403130QQI    Forward*    original     affidavit   of   EJ   Christiansen     to    replace 
photocopy   attaches    to    applicant  B4O30B   answers    to    Ohio 
Cltitens    for  RespnniiblH  Energy    eleventh    sflt    of 
interrogatories   Related    correspondence 

BHIOER.M  A        Sham.     Plttman,     Potti   «.   Trowfiridae          SWIGER.M   A 
Cleveland  Electric    Illuminating   Co        B4/03/12  Office    a  f    the 

Secretary    a*    the   Commission         3pp         22A41    291          S4X 
Ficfi*    30-440,84/03/12,  B4031SOOD1 

B4031900&6   Forwards   recent    insp    repts    re    facilities     to   rtSLB    b    parties 
HOODHEAD.C   P        Hearing    Branch    4        84/03/11         DLQCH.  P   B     .     KL1NE.J   R    . 
BRIGHT, 0  Q       Atomic    Safety    and  Licensing   Bnard    Panel         97pp 
33664   223         E4X   Flche    30-440,  84/O3/14,  B4O31900fii 

8403370073  Brief    In   support    of    eiception*    to   partial     Initial    decision 
re   OA   Issue   Certificate   of    Svc    end 

LODGE. TJ        Sunflower    Alliance         DSB    1D7         B4/O3/20  Atomic    Safety 

and    Llcenslrg   Appeal    Panel         21pp         22766   324          24 X 
Ficne    30-440, 84/03/20,3403270073 

3403300262   Order    denying    Ohio    Citiiens    for   Responsible   Energy    B31O14 
notion    to  reconsider    summary   disposition  re    turbine-  missile 
Served    on   B40330 

BLOCK.  P    B   ,     KLINE,  J   H    ,     BRIOHT.O   0         Atomic    Safety    and    Licensing 
Board  Panel.      OSB  226        84/03/39  Ohio  Citliens    For    Responsible 

Energy         2pp         32B24    O14         24X   Fiche    3O-440.  84/03/29,  B40330026a 


B40209O009    IE    Info  Notice   G4-13.     "Reporting    of   Rad io looieal    Raleasei    " 
Svc    Hat    end 

JDfiDflN,  E  L       Division    of    Emergency    Preparedness    !<   Engineering 
Response    (Post   B30103)         81/03/02  Consolidated    Ed  it  on    Co.     of    Main 

York.     Ine        H9pp        22333   217        24X   Fiche    30-000104/03/02,8402090009 

B 4020*70011    IE    Info  Notice   84-17.     "Problem   H/Llquid    Nitrogen   Cooling 
Componnnts   BolauNll    Ductility    Temp     "    Bvc    Hit    enc 1 
JORDAN, E  L       Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post   B301Q3)         84/03/03  Consolidated    Edlion   Ca      of   Main 

York,     Inc         117pp        2=393336        24X    Flchi    SO-OOO,  B4Y03/OS,  840309001 1 

B4O31201SB  Ack    receipt    of   840224    Itr    informing   NRC    of    «t*pi    taken    to 
correct   nancnmpllance    noted    In    IE    Imp    Rgptt    3O-440/B3-37   It 
30-14 1/B3-3S 

LITTLE.W   8       Region  3.    Office   of   Director        B4/O3/O6        EDELMAN, H  R 
Cleveland   Electric    Illuminating   Co         Ip        22389- 231         24X 
Fichi    30-440,34/03/00,8403120122, 

— 8403120126  Responds    to  NFtC   B40127    Itr   re   violation*    noted    in    IE    Intp 
Repts    30-440/B3-37  !.  SO-441/83-33   Corrective    action* 
training   i  revaluation    of    candidate    performed    p»r   UK 
Corcttock   Procedure   4    14. 

EDELMAN.M  R  Cleveland  Electric  Illuminating  Co  B4/02/24, 
LITTLE,  W  S  Division  of  Engineering  7pp  Z29B9  222.  24X 
Flche  30-440.  H4/03/O6,  B40312O122, 


H     General   correspondence 


B403O303SO   Acli    receipt    of   84O310   Itr    re   NSC    actions    on   use    of    stiff 
pipe   clampi     IE    Info    Malice    83-BO    Issued    identififlng 
potintlal    problim  Evaluation   of  addl    Info  will    be    documented 
in    future  SER 

STEFANQ,  J  J  Licensing  Branch  1  34/02/37  HIATT,  8  Ohio  Cltiiens 
for  Responsible  Energy  3pp  22SO1  323  24X  Fiche-  30-440,  84/02/27, 
B4030S0350 


M     Antitrust   correiponilence 


S403090174  Responds    to    Antitrust  Div   request    for    NRC    imposition    of 
civil    penalties  re  alleged    willful    Failure    to    comply    fully 
u/Anti trust   Licente  Condition  3  Commission   believes 
imposition   of   civil    penalties    Inappropriate 

PALLADIMD.N   J        Commi  *s  loners        B4/01/31         CUTLER, H    B    ,     MCQRATH.J   P 
Justice,    Dept      of,    Attorney    General,    Office    of        2pp        2392B    187 
24X    Fiche    30-000,84/01/31,6403050194 

B4030B0140   Responds    to    City    of    Cleveland    840206   motion    for 
clarification  4  correction    of   finding   of   Director    of  NBR    re 
DL  antitrust  revieu  NRR    should   reaffirm  findings,   at  no 
significant    change   &   deny    City   of  Cleveland   motion 
IAHt.ER,R  E       Shaui,    Plttman,     Potti   t   Troiubridge.       ZAM-ERrR   E 
ClevBlanJ  Electric    Illuminating  Co        B4/03/06         DEN TON, H  R        Office 
of  Nuclear  Reactor  Regulation,    Director        4Spp»       22957   327        21 X 
FlchH    50-440,84/03/06,  B4030B0140 


84O2090O24    IE    Info  Notice   84-09, R*v    1,     "Laicon*    Learnad   From    Innpi    of 
Firo   Protection   Bafe   Shutdown   Sift    "    Bvc    Hit    and. 
JORDAN,  E   L        Division    of    Emergency    Preparednai*    ti    Engineering 
Response    (Past   830103)         B4/O3/O7.  Caniol ld*t«d    Edlion   Co      of   HIUJ 

York,     Inc        llSpp        224 33   049        &4X   Fiche    SD-OOO,  B4/03/07,  840KO7OD24 

84O2090OS8    IE    Info  Notice    B4-1B,     "Btrsts    Corrotlon.   Cracking    In  PWR 
Sys    "    Svc    list    end 

JORDAN,  E  L        Division    of    Emergency    F>Tapar*dnei*    l>   Engin*arlng 
Response    (Post   B30103J         B4/03/O7  Consolld«fafld    Ed i ion   Co      of    N«u 

Vork,     Inc        llepp        22BB4    18t        24X    Fichi   30-OOQ,  B*/03/07-  B402090Q2B 

B40313O204   Confirms   840410   meeting    In    Region    III    ofc     In   01*n   Ellyn> tL 
to   dlBcuci   SALP 

NORELIUS,  C  E  Division  of  Project  &  Resident  Program  84/03/09 
EDELMAN.H  R  Cleveland  Electric  Illuminating  Co  Ip  22il7  31? 
24X  Fichc  SO-440,  B4/03/09,  B403130204 

8402090031    IE  Bulletin  84-02,     "Failure*    of   QE  Type   HFA  Ral«v>    In   U*»    in 
Class    IE   Safety    9gi    "    Svc    list    encl. 

DEVOUNO,  R  C        Director's    Office,    Office    of    Inspection   and 
Enfnrcement        84/03/12  Consolidated   Edlion    Co.     of   Nau   Yorhi     Inc 

134pp        22BB3  094        24X   Fiche    50-QOO,  B4/03/1Z,  B402O70031 

S4O3190O66  Forwards    recant    imp    reptg    Tt    facllltivi    to  A9LB    t>   parttH*. 
HODDHEAD, C  P        Hearing   Branch    4        B4/03/14        DLOCH, P  B        Atomic 
Safety    and  Licensing    Board    Panel         ^7pp*      23664,225     "  24X 
Flche    SO-440,84/03/14r84O3190066 


Q      Inspection    reports,     IE  Bulletins  b  cnrresponilence 

B401W0072   IE    Info  Notice  B4-13,    "Potential    Deficiency    in    Motor 
Operated   Valve  Control    Circuits  &  Annunciation    "   Svc    list 
encl 

JORPANiEt,       Division    of   Emergency   Preparedness    d  Engineering 
Response    (Post  830103)        84/03/28  Consolidated   Edison   Co      of   Naw 

York,     Ine         HSpp         22^09   339        24X   Fiehe    SO-OOO,  B4/O2/S0,  84O1  190072 

B4031'?034a   Forwards    IE     In;    Repts    30-440/B4-01    &    30-44I/B4-OI    on 
B40130-0203  No  noncorap 1  lane e   noted 

LITTLE.H  S        Reuion   3.     Office    of    Director         84/02/2B         EDELMAN,  M   R 
Cleveland   Electric    Illuminating   Co         2pp         E2673   2BA         24X 
Flihe    30-440,  84/02/28,  B403190348 

—8403190354    IE    Imp    Repts    50-440/84-01   fc   30-441/04-01    on.    840130-0203   No 
nonconpliance   or   deviations   noted   Major   area*    inspected 
procedures, unr*   activities   &  nualltij    record*    review   for 
safety-related  piping 

CILIMBEHO.R  L  ,  KAUFMAN,  P  D  ,  DAN1EL80N.D  H  Bcgion  3,  Dfficf  of 
Dlr.Ctor  84/02/37.  7pp.  2S673  288  B4X  FichB  30-440,94/02/28, 
8403 1903 4 B 


B4  0327  032  4   Responds    to   Sup  pi*    1    i<  2   to    IE  Bulletin   G3-O7   re    apparently 
fraudulent  Ray   Miller Inc    products    Initial   contact    ui/vtndari 
indicate!   one   application    of    product    In   noniaf aty-related 
sys    Completion    of    investigation   e>pe)ct*d    by    Dec     1984 
EDELMAN.M  R        Cleveland   Electric    Illuminating    CD,        B4/03/16 
KEPPLER.Jfi        Region   3,    Office    of   Director         Ip         aH772'OB3        2-4X 
Flche    30-440,84/03/14,8405870234 

B40209O043    IE    Info  Notice   B4-19,     "Tiuo    Ev*nts    Involving   Unauthorised 
Entria*    into  PUR  Reactor    Cavities    "    Svc    list    encl 
JORDAN,  E  L        Division    of    Emergencij    Priparednei*    ti   Engineering 
Response    (Prut   B30103)         B4/O3/21  Coniol id* ted    Edlion    Co.     of    N»u 

Vort,     Inc        123pp        22823   BB9        24X    Flche,  90-000.  84/03/21,  84D2O9OO43, 

8402090044    IE   Info  Notice   B4-20,     "Svc    Life    of   Relays     in   a»f «tu-R»lat til 
Bys    "   Svc    list    tncl 

JORDAN j E   L        Division    of    Emergency    Preparedness    &    Engineering 
Response    (Past   830103)         84/03/21  Consolidated    Edison    Co.     of   Ntu 

York.      Inc         139pp.        3293 3    001          24X    Fich*    BO-OOO,  84/03/21.  B402O9O044. 

B      Reportable   occurrences,     LERs    &  related    corrts p ond *nct 


B402090007    IE    Info  Notice   B4-14.    "Highlights   of   Recent   Transport 
Regulatory  Revs   by   DOT  &  NRC    "  Bvc    list    encl 
fl^^  N  o.^'Ii0"   ef  OA|    B*f»Bul"I<1*  *  Inspection  Programs    (Po.t 

B30I03)         84/03/02  Consolidated    Edison   Co       ofN.uYork-     Inc 

130pp         22332   329        34X   Flche    30-000,  84/03/02,  B4O2O900O7 


8403010431    Informs  Commission    of    problems   u/nmergenc v)    diesel    generator* 
mfg    bij    Transamerlca   0«laval>  Inc. 

DIRCKS, H  J       Office   oF   the  Executive   Director    for   Operations 
5ECY-83-034        B4/O1/2S        4pp         2243B-347.       84X    Flch*.  30-OOO.  B4/01/a3, 
9403010431 


B40209000H  IE    Infp  Nolle.   84-14,    "Failure   of  Automatic   Sprinkler    By. 
Valves    to  Operate   "   Svc    list   encl  * 

JORDAM.EL        Division,   of   Emergency   Preparedness   S,  Eng inear Ina 
Response    (Post  B30I03,        B4/03/02  Consolidated    EMl^n   Co      of    N.* 

York,    Inc        lB2pp        223S3  09B       34X   Fiche   30-000,  B4/03/02,  B4OB09000B 


8402290274    Interim  deficiency    rept   re    loose    fltxlbl*    coupling    drive 
hubs    on   components   supplied   by   Transamarlca   De lav* lr  Inc. 
Initially    reported    on   B40120   Nent   rapt    by   840331.  Also 
reported    per  Part   21 

EDELMAN, MR        Cleveland   Electric    Illuminating    Co         B4/O2/17 
KEPPLERiJO        Region   3,    Office    of    Director        Spp         S24B6-299         34 X 
Fiche   30-440,  B4/OB/17.  B4O2290274 
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B4O301O207  Forward*    "  Invest  i  gallon    of    Types   AF  I>  AE  Piston   Skirt*," 
Trantajmeriea    Delavalilnc    Owner*   Group    program   commi tment* 
Rept    Bvaluates    cracki    In   AF   piston    iklrts    in    Shoreham  h 
Orand    Oulf   Nuclear    Power    Stations 

MU8ELER,H  J        TDI    (Tran*amer lea  Delaval,     Inc    )    Owners   Group 
B4/O2/27        DENTONiH   R        Office   of    Nuclear   Reactor  Regulation, 
Director         3pp         82434    090         B4X    Flche    30-000,  84/QB/27,  B403010207 


B4QE09Q039   Board   Notification    B4-Q33   forwards   meeting    summaries 
containing    transcripti    of   840310  &    16  meeting!   between   MRC   & 
Transamerica   Dtlavalilnc    (TDD   dinners   Group    Distribution 
Hit    end 

EIBENHUT.D  0  Division  of  Licensing  B4/O3/I2  PALLADINO 
CommUsioners  Spp  2270B  001  34X  Fiih«  50-OOO,  B4/03/12, 
84Q2Q90039 


B4D2090021    Board    Notification   B4-039   dlscuises   NRC   B40210   &    16  moating: 
w/Transemerica   Delaval, Inc    Emergency   Diesel    Generators 
Clu fieri    Orotip   Haetlng    scheduled    on    B403Q8   for    flnaliiation    of 
B»ne>Tle    program  plan    prior    to   NRC   review 

E1BENHUT.D  0  Division  of  deeming  B4/O2/2B  PALLADINO 
Commissioner*  Spp  23946  003  34 X  Flche  30-000, 84/08/28, 
8402070021 


— 8403060936  Forwards    »ummary    of  840210  meeting   w/Traniamerica  Delaval. 
Inc    Darners   Oroup    in  Bethe*da,KO  re   problems   iu/ emergency 
dieial    generators 

CARUBO.R         Licensing    Branch    2        B4/Q2/27         O'REILLY.J   P         NHC    -   No 
Detailed    Affiliation   Given         6pp         2270B   006         24X 
Fiche    30-000,  B4/03/IE.  B40BO90O39 


B4Q3D1031B  Forward*    task    descriptions    for    16    known   problems    re 
Traniamerlca   Delaval,Inc    emergency    die*el    generator* 
HUSEL-Efi.W  J        TDI    (Transamerica   Delaval,     Inc    )    Owner*   group. 
B4VQ2/2B        DENTON,  H   R        Office   of   Nuclear   Reactor   Ragulation, 
Director        42pp        22435    177        24K   Flche    30-OOO, B4/QB/2B, B40301021Q 

B4O32&0233  Forwards    summary    li*t   of    deficiencies    Identified    per 
1OCFR50,  99(a),Part   21    tc   potential    generic    Itr    rept*    for 
C  airmen ti. 
BTAROSTECKI,R,       Division    of   Project   Si  Resident   Programs         B4/Q2/28 

Rvgian    1,    Office    of   Director        7pp        22736  O63        84X 
rich*. 30-000,84/02/28,8403260233 


— B403Q6Q394  Transcript   of   840210  meeting    u/Tran*amerUa   Delaval,  Inc 
Owners    Group    In   Betheida,  MD  re    problems   w/emergency   ifleiel 
generator* 

*      NRC   -  No   DBtalled   Affiliation  Given        B4/OS/IO        147pp 
67201    OOB         24X   Fich»    50-000. B4/03/12,  84Q809O039 

—8403070409  Summary    of  840316  meeting   ui/Transamerica  Delaval.  Inc    Owners 
Oroup    In  Hading   River. NY  re    program  plan    to    establish 
reliability   of    dlalel    generators  Agenda, meeting    transcript  b 
attendance    list   end 

MILLER.M  A        Licensing    Branch   4        B4/02/27  Licensing    Branch    4 

Bpp         22708    161         24X   Flche    30-DDO. 84/03/12, B402D90039 


B402090020   Board   Notification   84-044    forwards    Part    El    rept   re 
TraniBmerica   Delaval, Inc    turbocharger    thrust    bearing 
lubrication    defict    retultlng    in   englni    nonavailability 
E1SENNUT,D  0        Divition    of    Licensing.       84/02/29        PALLADINO 
CommUtionirt,      4pp        22941   263       24X  Flche   3D-OOO,  84/OB/B9, 
B  4  02090020. 

B4O312O096  Supplemental    final    deficiency    rept    re   Bailey    720    station 
devtcii    supplied    by    OE    in    Power  Generation    control    complex 
panel!    (RDC   32(8D)    Due    to   repair    delays,  three    station*    not 
returned   Corrective    action   will    be    completed    by    B40901 
EDELHAN. M, R        Cleveland    Electric    Illuminating    Co        84/03/01 
KEPPLER,J   0         Region    3.     Office    of    Director          lp         2B988    1B9         B4X 
Fleh«    90-440, B4/03/O1,  B403120096 

B4DQ12O032    Interim   deficiency    rept   re    crack*    on    actuator   mounting 
brackets    for   motor    operated    exhaust    louvers    (RDC   ?3(B4) ). 
Initially    reported    on   840B03  Nunconformance    rept*    Isiuid    by 
H   C   C,    Power*  Final   rept  will   be   submitted   by   a 4 04 27. 
EDELHAN.M,  R        Cleveland    Electric    Illuminating    Co        B4/03/OB 
KEPPLER.J  0.       Region   3,    Office   of   Director        Epp        223B6  279        24X 
Rich!' 30-440, B4/D3/02,  B40312003B. 

84D314004B  Forwards    "Grand    Gulf   Component   Tracking    Syi,"    "Shoreham 
Camportffnt   Tracking    Bys"    l<    "Transamerica   Delaval,  Inc 
Oi*ial    Oenerators   Ouiners    Oroup    Program  Plan,  "    to   resolve 
conearfis   in/emergency    diesel    generators 

MUSELER.H  J        Long    Island    Lighting    Co        84/03/OB        DENTDN,  H  R 
Office    of   Nuclear   Reactor   Regulation,    Director        2pp         BB6B6  062 
2!4X    Fithe'  30-000,  B4/03/02,  B40314004B 

—  B103140093    "TransBmnrica    Delavalilnc    Diesel    Generator*   Owners   Oroup 
Program  Plan   " 

ti      TDI    (Transamerte*   Delaval,     Inc,  )    Omner*    Group        84/03/02 
24 lap        S2A2B1S23        E4X   Fiche   30-000,84/03/02,8403140048 

B4Q2Q"?OQ33  Board    Notification    B4-047- forward*    Traniamtrica    Delavalilnc 
Ountr*   Oroup   pUton   skirt   rept  fc   t*«k   description* 
EIBENHUT, D.  0.       Dlvi*ion    of   Licensing        84/03/07,       PALLADINO 
'OoBimlBBioner*        4pp.       22i74   221         B4X   Fich*.  30-000,  B4/03/07, 
B 102090033 


-84030704B3  Transcript   of    B40216  conference    in  Wading  River, NV  r» 
Traniamerica   Dnlaval,Inc    dlesel    generators  Pp    1-82 
*      Commissioners        84/02/16        B4pp        22708   169        24X 
Fiche    50-000, B4/03/1B,  S40209O039 


B403140030  Forwards    "Design   Review  of  Connecting   Rod   Bearing    Shell*    for 
Transamerica   Delaval   Enterprise  Engine*"    for  Shoreham  & 
Brand    Oulf   diesel    gtnerators 

MUSELER,H  J        Lang    Island    Lighting   Co        B4/03/12        DENT ON,  H  R 
Office    of   Nuclear  Reactor   Regulation,    Director        2pp        22632  074 
24X   Flche    30-000, B4/03/12,  S4031400SO 

B4031S0133  Forwards    "Traniamerica  Delaval,  Inc    Dinsil   Oenerator  Rocker 
Arm  Capscreu  Stress   Analysis    Rept    "   Capscreui  design  adequate 
for   applicable    engines   &    svc    conditions 

MUSELER-W  J        TDI    (Transamer  lea  Delaval,     Inc    )    Ouiners   Oroup 
B4/O3/13        DENTON- H  R.       Office   of  Nuclear  Reactor  Regulation, 
Director         2pp         22639   270         24X    Fiche    50-000, 84/03/13,  0403130133 

B403SOOS22  Respond*    to  840214   Requests    for    Info    1   &  2  re   R-4    lerlei 
engines    Li*t    indicating    engine   number, model    d  *vc    number, 
customer    name   &  address,  rating,  date   shipped   !<  date    started 
encl 

MATHEW8, C   S        Tran*am»rica   Drlaval,     Inc        B4/03/16        EI8ENHUT,  D   0 
Division    of    Licensing         2Opp         22691     179         B4X    Fiche   30-OOO,  B4/O3/16, 
8403BOOB22 

B403230011    Interim  deficiency    rept   re    synihronliatlon  between   standby 
dllsel    generator  Ii  alternate    preferred    pouer    lource 
Initially   reported    on   B40216  Evaluation   of   as-designed 
condition    underuay    Ne>t   rept    by  B40430 

EDELMAN.M  R        Cleveland   Electric    Illuminating   Co        84/03/16 
KEPPLER.J  G        Region  3,    Office   of   Director        2pp        22727-399        34X 
Flche    90-440,84/03/16,8403230011 

B403230045   Interim  deficiency    rept  re   design   of   dle*el   senerator    logit 
Inconsistent  w/FBAR    Initially    reported    on  840216  Gilbert 
Atsoc,  Inc    investigating    possible    safety    Implications   of 
identified    discrepancies    Neit   rept    expected    by   B40430 
EDELMAN,MR        Cleveland    Electric    Illuminating   CD        84/03/16 
KEPPLER.J  O        Region   3,    Office   of   Director        2pp        22727  361        24X 
Fich*    SO-440,B4/03/16,8403230043 


B4O314O122  Part   21    rept    re    status   updata    concerning    abnormal    wear   on 
Lln«ar    converters   Test   program  underuay   Results    of 
Investigation    Indicate    excesilve   uear    caused    by    hunting    of 

control  circuitry 

DODSDNiJ.P        Pacific    Air   Products    Co        84/03/09  Director's 

Office,     Offlca   of    Intpection    and    Enforcement        7pp        82624,068        24X 

FiclU: SO-000, 84/03/09,  B403140122, 


8403230083   Interim  deficiency    rept   re   defects    in   design  of  MFCS 
Interfaces    to   suppression   pool    cleanup    >ys    Gilbert   Anoc,  Inc 
evaluating   as-deaigned   condition  &  associated    logic    to 
determine    if   design    change   necesiary  Kent   rept   by   B40430 
EDELMANrM  R        Cleveland    Electric    Illuminating    Co        B4/03/16        KEPPLER 

Region    3,    Office    of   Director        2pp,       BE726  291        24X 
Fiche,  30-440, 84/03/16t 8403230083 


B4&3190O31    Interim   deficiency    rept    re    failur«    of    linear    converters    on 
Muttl-blada    dampers    supplied    by   Pacific    Air    Product*, Co 
utilized    In    fafetyrel«t«d    HVAC   *us    Initially    reported    on 
fl40Bli.  Final   rept   by   840710  Also   reported   per  Part  21 
EDELrMNiM.R.       Cleveland    Electric    Illuminating    Co        84/03/0? 
KEPPLERiJ.O,       Region   3,     Office    of    Director        2pp        2B66ec  186        24X 
Flch«: 30-440. 84/03/07,  8403190091 


B403230101    Interim  deficiency    rept   re   design    of   valve   coordination   for 
HPCS    *ys    Initially    reported    on  840216  AE   currently 
invt«tlgatlng    *«-desIgned    condition   of  valve*   t,  aisoclated 
logic   Next   rept   expected    by    B40430 

EDELHAN.M  R        Cleveland   Electric    Illuminating   Co        84/03/16 
KEPPLER,  J  G.      Region  3i    Office   of   Director        2pp        2272i  341        24X 
Flchf    30-440,  84/03/16iB403230101 


84O2O90038  Board   Notification   84-031    forwards    "Transamarlca    Delavalilnc 
(TDIJ    Diesel    Oenerators   Ouiner*   Group    Program  Plan." 
ElflENHUT.D  0.      Dlvlilon   of  Licensing       84/03/12       PALLADINO 
Co.»l«lU"ioner»        3pp,       226BB  214,       B4X   Fiche    90-000,  B4/03/12, 
S4OS09O03B. 


8403260247  Final    deficiency    rept  re    lack    of    power  monitor    downstream 
of    fuses    in  HPCS   safety-related    control    circuit*   Gilbert 
A*soc,  Inc    evaluating    as-designed   condition   of    sy*    to  make 
appropriate    design    changes, Change*    expected    by   S40S01 
EDELMAN.MR        Cleveland    Electric    Illuminating    Co        84/03/16 
KEPPLER,  J  0        Region   3,    Office   of   Director        Bpp        22736.063        24X 
Fiehe    30-440,84/03/16,8403260347 
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B403270132  Forurarda    "Eraergtncy    Diesel    Senerator   Air    Start    Valve 
Capscreu  Dimension    ft   Stress   .Analytic"    prepared    by    BiW    Fur 
Transameric-a    Delavali  Inc    tTD!)    Dies-el   Generator   Gunevs 
•Group 

flUSELEfi.W  J        IDI    (TransameTica  D*laval,     Inc    ^    Owners   Croup 
£4/03/23        DENTDN.H   R         Office    of    Nuclear    Reactor    Regulation, 
D-irector        2pp         22774    OO1          24X    Fiche    50-000, 84/03/32*  3403370132 

B40'3270134   Requests    meeti-no    on    B4041B    to    discuss    short-t-irm    i    long- 
term  -corrective   actions    ti    investigations    re    Tranaameriea 
Dalav-al    tiieiel    generators   List   of    suggested    meeting    topics 
end 

KCGAUGHY.J  P  TD1  ITran-samer 1 ca  Delavfll,  Inc  I  Gamers  Group 
84/03/23  D€NrOM,H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  23769  133  24X  FUhe  5Q-OOO.  B4/O3/23,  BflO327OI34 


T      Hearing    transcripts   on    non-antitrust   matters 


B4O32B0122   Summary    of    8-10224    meeting    W/WB sting  house    Oumort    Group     In 
B e thesda, HO   re    proposed    Hesti  nghouse    steam  generator    tube 
rupture    generic    program  Attendee    Hit   &  agenda    encl 
N ERSES, V        Licensing    Dranch    3        B4/03/O7  Licensing    Branch    3 

39pp          23811     131          24X    Fl  che.  5O-OOO,  B4/03/O7,  8403200128 

B4O2090041    Board    Notification    B4-OSO   provide*   Commission    policy 
statement   i,    pro-posed    ru 1 eroak  Ing    on    environ   qualification* 
EISENHUT.D   0        Division    of    Licensing        84/03/14  Atomic    Sapatu    anfi 

Liceniing    Board    Panel  lOpp          24X   Ficho    30-000.84/03/14,0402090041 

H403210O91?   Forwards  nau-a    release   re    joint   ouners   B40301    maetina. 
notification    of   ASLQ   &    ivc    list   Estimated    data    for    initial 
op.er-flti.on    of    Unit    1     ii    Jul     1<JB6 

PEVINC6NT18.  J  Yankee  Atomic  Electric  Co  DEVINCGNT18,  J  Public 
Service  Co  of  New  Hampshire  84/03/11  KNIQHTON.  O  M  Llc*n*lng 
Branch  3  9pp  S37O&  DfO  21X  FUhe  SO-443,  B4/03/14,  B403210099- 


B402090Q39  Hoard   Notification    B4-052   foruiard-5    meeting    summaries 
containing    transcripts    of   B4D21O   fc    16  meetings    between    NRC    b 
Transamerlca   Delavali-Jnc    <TDI>   Ouners  Group    Distribution 
list    end 

EISENHUT, DO  Division  of  Liceniing  B4/03/I2  PALL AD IN 0 
Commissioners  5pp  2270B  OO1  21X  Fiche  30-000,84/03/12, 
940307003? 


— 8.403310101    Advises    of    neui    interim   schedule    for    fuel    load    at    facility 
Estimated    fu«l    load    date    tor   Unite    J    (,  2  are   851231    t 
900731, respectively 

OAD,  R   K         Rapes    b    Gray          GAD.R    K         Public    Service   Co       of    Neu 
Hampshire         B4/O3/O1          HOYT.H    .     HARBOUR,  J    ,     LUEBKE,  E    A         Atomic 
Safety    and    Licenslnj   Board    Panel         Ip        2B706  099        24X 
Ftcha   30-4-43,  B4/03/ 14,  B4032100W 


--H403O60336  Fnruiards    summarij    of  B4021O   meeting    ui/Transamer  i  ca   Delaval, 
Inc   Qiunars   Group    In    Bothesda- MD  re   problems   ui/ emergency 
diesel    generators 

CARUSQ,R        Licensing    Dranch   2        B4/02/27        O'flEILLV.J  F         NRC    -   Ha 
Detailed   Affiliation    Given        &pp        22708   O06        S4X 
Fiche    30-000,e4/03/12,B40aO'!?OO3l? 


B40321O14S   FtequBBts    approval    to    Implement   Paragraphs   rF-3324    S- 19B3 
edition    b   NP-4437,  19BO    edition    through    Winter    1782    of    ABME 
Sactipn    III    Code    for    linear-type    piping    supports 

DEVINCENHS.  J  Yankee  Atomic  Electric  Co  DEVINCENTISi  J  Public 
Servlc*  Ca  of  Neui  Hampshire  B4/O3/13  KNIOHTON.O  M  LUeniing 
Brauch  3  14pp  H27O7  112  S4X  Fiche  SO-443,  B4/03/1B,  B40321O14S 


—  B4O3Oii03S4  Transcript    of    B4021O  meBting   ui/Tranjamerica    Delaval.Inc 

{tuners  Group    in   Bethesdai  MD   re    problems   is/  emergency    dim  el 

generators 

»      NHC  -  No   Detailed    Affiliation   Given        B4/02/10        147pp 

67201    00  3         24X   Fictit    50-OOD,  B4/O3/12,  B4O2090039 

—  B403070"109  Summaru    of    B4021A   meeting    u/Transamer  tea    D-llava  !•  Inc    Qmners 

Group    in  Mad  ins   River,  HV    re   program   plan    bo    establish 
reliability    of    die-tel    generators    Agenda*  meet  1  r>g    transcript    t, 
attendance    list    encl 

MILLER,  M   A         Liceniing    Dranch    4         m/02/27  Licensing    Branch    4 

Bpp         2270B    161          24X   F  iche*  5O-000.  31/03/12,  H40209O039 


—  8403070433  Transcript    of   640S1A    c-onferBnee    in 


River,  NY  re 


Transamerlca    Delav-al.lnc    diesel    generators    Pf    1-B2 
*      Commissioners        B4/02/16        34pp         2270B    Ib9        24X 
Fiche    SO-OOO.S4/O3/12.  B402090O39 


B4O327O121    Forwards    operator    shift    eipariEncB    tableB.per    DF   Bchn*lt 
request  First    set    of    cables    identifies    eiperience    levels   *( 
of    B4043D  gecond    %ot    projects   -experience    levels    to   Dec    19S5, 
scheduled    fuel    load    date    Shift    advlaori   will    not    be   used 
DEVINCENTIB,  J         Yankee    Atomie    Electric    Co         DEVINCENTISi  J         Public 
Service    Ca       of    Neu   Hampshire          B4/O3/2O         DENTONi  H   R         Office    of 
Nuclear    Reactor   Regulation,     Director         IBpp        22779    139,       24X 
Fiche    80-443. B4/O3/BO,  Q403270121 

B4O3230061    Forwards   Caseload   -Forecast   Panel    data    package   pretente-4    to 
Panel    rep-re  tentative*    dur-ing    040313  (,   14   visit    to    plant 
Data    package    prepared    in    response    to    encl    panel    agenda 
DEV1NCENTIE.  J        YanVee    Atomic   Electric   Co        DEVINCENTIS,  J        Public 
Service   Co      of    Hani   Hampshire         B4/03/21        KNIQHTON,  OW        Helming 
Dranch    3         139pp          22756    O4  1          24X    Piche    S0-443i  B4/03/21,  B4032300A1 

F      Security,    nedi-cali     emergency    Ii   fire   protection    plans 


Operator  Eiamination* 


840319-0391   Forwards    tables    reflecting    nuclear    power   plant    eiperience 
for    operating    iMft    posi t ions> Inc lud ing    current    staffing 
experience    levels   &    level    projected    at    time    of    fuel    load 
EDELMAN.MR        Cleveland   Electric    Illuminating   Co        B4/03/O? 
DEMTON.H  R        Office    of   Nuclear   Reactor  Regulation,    Director         13pp 
526-75   H62        24K   Flcfte    30-440.94/03/09,6403190391 


DOCKET    30-443   SEABROOK    NUCLEAR    STATION,     UNIT    ! 

A      flppl ic ation/construc tion    stage    documents    &   corrsipandenci 


S1030iOS59  Advisos    that   NRC    will    not   review  emtrgtincy   plans    to    d*l«te 
privacy    or    proprietary    info    unless    «peclfically    requested    bg 
licensee,  per    B1O7O1?   Generic    Ltr   Bl-27  U/o  renuest,  entire 
plan  ulll    be-    placed    in   PDR 

RNIGHTOM.OW        Licensing    Branch   3        B4/02/2O        HAHRIBDN.R    J        Public 
Sorvice    Co      of    Neui    Hampshire         4pp        S29S2  578        34X 
Fiche    50-443,S4/02/20.S4O3O6O539 

B402O9000S   Doard    Notification    S4.-O34    foruards   R   Vollmer   B40SO&  memo    to 
D   ElBenhut    re    fire    research    results    concerning    fires    in 
electrical    cabinets    in    control    room 

EISENHUT,  D  fl  Division  of  Licensing  B4/02/23  PALLADIND 
Commissioners  Ip  25 57 A  HO3  34K  Fiche  50-000,  B4/02/23, 
8-103090006 


8402090003  Responds    to   PO1A    request    for   const    completion    dates    for 
nuclear    plants    currently    under    const  b   analyses    containing 
estimates  based   on    incluiion    of    Caseload    Forecast  Panel 
meetings  Forwards   App    A,  E    d  C    documents. 
FELTDNj J  K        Division   of    Rules    and    Record*        33/10/31 
RDSENSAUM.D   M         Technical     Analgsls    Corp          f<7pp         23193   292         34X 
Fichu    30-000,  B3/1O/3I,  B402090003 


— B4O30B0316   Recommends    that    info   re    fire   research   results   concerning 
fires    in    aluctrlcal    cabinets    in    control    room   be    submlttid 
Par    board    notification,  per    NRR  Ofc   Ltr    17,  dtd    B31001.  Further 
evaluation    of    teat    data    required 

VOLLMER.R   H        Division    oP    Engineering        84/02/06        EI8ENHUTfD   O 
Division   of   Licensing          lOpp        22576  204        24X 
Fiche    50-000-.  84/02/23.  B4OS090D06 


— B4O20901B6  Handmri tten   calculation*    E.  graphs    re    const   activities    (. 
preoperational    t<   acceptance    testing   Related    info    encl 
*     NRC  -  No   Detailed   Affiliation   Given        B1/O9/I6        ip p 
221"5i,191         24X    Fiche    50-OOO,  B3/1O/31,  8408090003 

B403090017  Board    Notification   fl4-O38    forwards    RJ   Matt*on   B4O1S3  memo 
ta    DO  Eisenfiut    providing    statui    update    of    NRC    actions   re 
UittJiUhouBB   ECCS  actuation    logic 

EIBENHUT.D.O  Division  op  Licensing  84/02/27  PALLADINO 
Commlsilnner-s  7pj  22546-007  B4X  Fi  che:  50-000,  B4/OH/27, 
8402090017. 

B4031S0080  RequBsts   correction    tn    Amend    3    to   CPPH-133   k  CPPR-13ii    to 
indicate   that   Watdington    Electric    Coopara tive, Inc    never 
became    joint    owner    or    licensee    op   project 

R1TBHEB,J,A        Ropet    d  Qrag         RITSHER-.J  A        Public   Servic.*    Co      of    New 
Hampshire        H4/03/07  Division    of    Licensins        Epp        S2641    OS1 

24X  Ficht'SO-443rB4/03/07,B4031SOOBO 


B4O3070143   fiummarlies    B31219    meeting    u/util    at    Region    I    ofc    re 
emergancij    telecommunications    at    facility  Summary    encl 
Locations    Par    emergency    notification   sys   adequate    for   NRC 
amerge-ncij    response 
MARTIMiT.T        Division    of    Engineering   b  Technical    Programs,       01/03/03 

KARRI  BON,  R    J        Public   Service  Co      of  Neu  Hampshire        4pp 
S2975    062         24X    FUhe    BO-443,  B4/03/02,  B4030<?0143, 

B4O319OZ43  Noiiflcitlon    of    840418  workshop    in   King    of  Prussia, PA    to 
discuss    lessons    Irarned    fro-tn   recent   App   R   fire    protection 
safe    shutdown    in«f>    &    topics    deicrlbgd    In    IE    Info   Notice 
B4-O9  Agenda    POT    uiorlishop    oncl 

MURLEVjT    E        Ragion    1,     Office    of   Director.       B4/O3/07        O'TQOLE,  J  D, 
Consolidated    Edison   Cu      of    Neu   York,     Inc.      39pp        22&72-062        24 X 
Fich«    SO-OOO,  84/03/0?,  B403190B43 
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0403160236  Forward)    flnallied    updated    App    A    to   radiological     emergency 
plan    describing    emergency    c  lasslf icatl on    &  action   Rev  mill 
be    included    in    future    amend    to  OL   application 

DEVINCENTIS.  d  Yankee  Atomic  Electric  CD  DEVINCENTI8.  J  Public 
Service  Co  of  Neu  Hampshire  B4/03/14  KNIOHTON, O  W  Licensing 
Br-anch  3  Ip  22661  O10  24X  Fiche  50-443,84/03/14,8403160236 


B103O90O62   Advises    that    time    far   Commission    to    review   ALAB-738 
expired    Commission    declined    review    Decision    became    final 
agency    action    on   B40305 

CHILK,  S   J        Office    of    the    Secretary    of    the   Commission        84/03/OS 
Atomic    Safety    and    Licensing    Appeal    Panel          Ip         22576   O49         34X 
FlchB    3O-443,  84/03/08.  B4Q3O9O062 


— 84O3I&0263  Updated    App   A    to    radiological    emergency    p lam  con*it ting    of 
•morgency    classification    sijs   It    emergency    Action    levels 
*      Public    Service   Co      of   NBUI  Hampshire         B3/03/31         13pp 
2 3661    Oil         24X    Fiche    30-443, 84/03/14,  B40316025i 


0      Ad judlcatory    correspondence 


B403140OH2   Resppnse    in    opposition    to    Seacoast    Anti-Pollution    League 
appeal    of   denial    of    motion    to   dismiss   application  Appeal 
failBd    to  meet    requirements    for   directed    certification 
Certificate    of    Svc     end 

PATTERSON!  W   F         Hearing    Branch   3         84/O3/OB  Atomic    Safety    and 

Licensing    Appeal    Panel          2Opp         32633   093         24X   Fiche    SO-443, 
H4/03/08, B403k40032 


64O3070O42  Suppl    to   840224    answer    to   Sea  coast   Anti-Pollution    League 
CSAPL)    B40210  motion    for    reconsideration    of    d»nial    of    SAPL 
supplemental    Contention    3   Certificate    of   Svc    »ncl 

GAD,  R   K        Public   Service    Co      of  Neu  Hampshire         OAD, R   K        Ropes   & 
Bray         04/02/28  Atomic    Safety    and    Licensing    Board    Panel         3pp, 

32341    ZS3         24X    Fiche    30-443,64/02/28,8403070042 

B40302O173  Nau  England    Coalition   on   Nuclear    Pollution   Contention  VII 
re    financial    qualifications    of   utll    to    operate   & 
decommission    facility   Certificate    of   Svc    encl 

CUFflAN, D        Nay   England   Coalition   on   Nuclear    Pollution        CURRAN, D    , 
JORDAN,  H  B        Harmon   &  Weiss        84/02/27  Atomic    Safety   and 

Licencing   Beard   Panel         13pp         22443  223        24X   Fiche   90-443,84/02/29, 
B403020 1 73 

S4O307OO20  Foruards    supplemental    response*    to    Atty    General    Bellotl 
interrogatories. Related    correspondence 

CABSIDY. B  P        Federal    Emergency   Management    Agency        84/02/39 
Docketing   &  Services   Branch         2pp        22545   329        21 X 
FIcha    50-443, 84/03/29.  B40307002O 


B403190129  Memorandum   &   order    denying   motion    for    directed    certification 
of    ABLE   S4O113   memorandum   fc   order 
SHOEMAKER, C    J         Atomic    Safety    and    Licensing    Appeal    Panel          04/03/16 

Beacoast    Anti-Pollution.   League        9pp        22669    191        24* 
Fiche    50-443,64/03/16,8403190129 

8403210L96  Response   opposing   New  England    Coalition    on  Nuclear   Pollution 
(NECNP)    Contention    VII    re    financial    qual if i catinns    nf   util 
to    operate    &   decommission    facility    Certificate    of   Svc    encl 
PERLlSrR   0        Hearing    Branch    3        D9B  O13        B4/03/20  Atomic   Safety 

and    Licensing    Board    Panel         5pp        22710  079        24X 
FlchB    30-443,84/03/20,8403210196 

8403330130  Response   opposing   Neu  England   Coalition  Against   Nuclear 
Pouier    motion    to    file    supplemental    contention   on   state   & 
local    omergnncu,   response    plans  Probabilistic    safety 
•assessment    summary    rept    encl    U/Certi  f  Icate    of   Svc 
OAD.  R    K        Public   Service    Co      of  Neu   Hampshire        BAD,  R  K        Ropai   !< 
Gray         D8B   07S        S4/O3/2O  Atomic    Safety    and  Licensing    Board 

Panel          36pp          22743    023         24X   Fiche    50-443,  B4/03/2O,  B4032301BQ 


— 9403070022  Supplemental    response    to   Atty    General    Delicti 

interrogatories   re    number    of   persons    for    which    State    of    NH 
must    assure   medical    *vc*iper    1OCFR30    47    ^/Certificate    of 
Hvc. Related    correspondence 

BWIREN,B   J        Federal    Emergency    Management   Agency        84/02/2? 
S3S43  331        24X   Fiche    30-443,84/02/29,8403070020 


•Jpp 


B4OS140O31    Re*pon>e    to   Seacoatt   Anti-Pollution   League    (SAPL)    B4O21O 
motion    for    reconsideratlati    of    denial    of    SAPL  830913 
•upp lamintal    Contention    S    re    utll    financial    qualifications, 
Motion    should    be    denied   W/Certlf IcatH    of    Bvc 

PEHLIB, R   Q        Hearing    Branch    3        B4/03/D1  Atomic    Safety    and 

Licencing    Board   Panel         7pp         22633    112        24X    Fiche    30-443, 84/03/01 , 
B40314Q051 

8403070232    In  far mi    that    as    result   of    correspondence   &   discussion  w/ 
coun«*l    For    applicant,  NBUI   England    Coalition    on    Nuclear 
Pollution  ujill    withdraw   Contention    III    3   u/ASLS   approval 
CURflAN,  D        Harmon   &   Weiss        "CURRAN.  D        Neu  England    Coalition    on 
Nuclear   Pollution        84/03/05        HOVT, H   F   ,     LUE3KE,  E  A  ,    HARBDUfl,J- 
Atomic    Safety    and    Licensing    Board    Panel         Ip         22339363         24X 
Flcha: S0-443r  B4/03/O3, B40307O232 

84Q30BO142  Relpons*    to   Bsacoast   Anti-Pollution   League    (SAPL)    B4O217 
appeal    of   denial    of    motion    to    dismiss    application    for   Unit 
2,  A SLAB    decision   not    erroneous  &    should    be    affirmed   SAPU 
motlon    should    be    denied    W/Certif leate    of    Svc 
D10MAN.T  0   ,    OAD,R    K        Public    Service    Co      of   Neu   Hampshire 
DIOMAN-T  o        Ropes    !<  Cray         B4/03/03  Atomic    Safatg    and    Licensing 

Appial    Panel          Upp         22537,207         24 X    Fichu    3O-443,  B4/03/OS, 
B4O30S0142, 

8403O9O093  Response    to   Neu   England    Coalition    on    Nuclear   Pollution 
(NEC HP)    Contention   VII    re    financial    qualification   of   utll 
to    operate   &   decommission    facility   NECNP    Contention   VII 
should    be    excluded    Certificate    of   Svc    *nc 1 

D30MAN, T  0        Public    Service    Co      of   Neiu  Hampshire         DIONAM,  T  S        Rope* 
&c   Cray        84/03/03,  Atomic    Safety    and    Licensing    Board    Panel        4pp 

22376:031        24X   Fiche    30-443,84/03/03,6403090093 


84O3270OQ2  Second    petition    For    leave    to    Intervene    in    proceedings 
Cortificate    of    Svc    encl 

DDHEHTV.J   F         toherty,     J    F         DBB    111         B4/03/B2  Atomic    Safety    and 

Licensing    Do  art)    Panel         Bpp         2277O   O01         24x   Fiche   30-443,84/03/22, 
3403370002 

84O3260343  Order    denying   &    rejecting    Scacoast   Anti-Pollution    League 
motion    for   reconsideration  t-   Neiu  England    Coalition    on 
Nuclear    Pollution   proffered   Contention    3,  respect!  vely   Served 
on    84O326 

HQVT.  H   F        Office    of    the    Secretary    of   the  Commission        DBB    087. 
84/03/23  Seacoast   Anti-Pollution    League         Spp         22760    179         24X 

FlchB    SO-443, 64/03/33,8403260343 

B4D3300569  Response   opposing   JF   Doherty   B40328   second   petition   for 
leave    to    Intervene    Petition    falls    to    show  good    cause   for 
late    filing    Certificate    of   8vc    encl 
OAD,  R    V,   ,    DIGNANiT   G        Public    Service  Co      at   Nsui  Hampshire        OAD,  R   K 

Ropes    &  Gray        DSD    213        B4/O3/23  Atomic   Safety  and   Licensing 

Board    Panel          <?pp          23024    059         24X    Fichu    30-443,  Bd/03/28.  S40330O269 

8403300363  Notice   of    change    In   address    in   svc    list  Certificate   of 
Svc    end 

CURRAN,  D         Harmon    fc    Weiss         DSB   227         Q4/03/3O         3pp         22834   C-6B 
24X    Piche    50-443,64/03/30,8403300263 

Q       Inspection   reports,     IE  Bulletins   b    correspondence 

Q403O202B2   Forwards    IE    Insp    Repts    SO-443/B3-2B   5,    5O-444/B3-15   on 
331206-840120  &  notice   of   violation 

STAROSTECKI.R        Division    of   Project   fc  Resident  Programs        B4/Oa/17 
HARKIBON,fi    J        Public   Service   Co      of  Mow  Hampshire        2pp         23439   17? 
24X  FlchB    30-443.84/02/17,8403020282 

— B40302O301    Notice   op   violation   from    insp    on  B31206-B1O120 

*      Region    1.     Office   of*    Director        84/02/1?        Spp        22437:174        24X 
FiChe    30-443,  84/02/17,8403020282 


8403070134   Forward*    util    response    to    Sea^oatt    Anti-Pollution    League 
•ppaal    of    denial    of   motion    to    dismiss    application    for   Unit 
S   W/o    end    Related    caretpondance 

DIONAN.T  0        Ropes    fc  Gray         DIOHAN, T  0        Public    Service    Co      of  Neu 
Hanp*htr«        84/O3/09  Public   Document    Branch         Ip        22374   063, 

S4X    Fit  he,  90-443,  B4/03/03,  B4O3090124 


— B4O302O30B    IE     Insp    Repts    30-443/83-22   &    30-444/B3- 13   on    831206-840120 
Violations   noted    recurrent    electrical    const  violation  which 
maij    be    Indicative    of    interface   problem   be  tun  en  AE  b 
electrical    contractor 
CERNE,A   C    ,     WE8COTT,H  M        Region    1,    Office    of   Director        OALLO,  B   M 

Division    of    Projoct  &   Resident   Programs        84/02/09        12pp 
H2439    176        24X  Fiche    50-443r 84/02/17, 0403020382 


B40314OO23  Notice   of   wlthdraual    of    appearance    in    procsidlng 

ZITSER.B.B        Connecticut,     State   of        84/O3/06        Spp        22633   213        21 
FIch«: 50-443. 84/03/06.  8403140023 

8403070107  Qrdtr   accepting    Neu   England   Coalition    on   Nucltar    Pollution 
84D3O3   decision    to   ulthdrau   Contention    III    3   re    training    of 
unit    «hlft    supervisors 

HDYTi  H   F        Atomic    Safety    and    Licensing:    Board   Panol        S4/03/07        Ip 
22576   OBO,       24X  Fiche    30-443, 84/03/07,  B4O3O90107 


84O31S0100  Final    deficianey    rept  t-    final    response   to    IE   Bulletin   B3-Ob 
"N-onconf orming    Matls   Supplied    by   Tube-Line   Corp    "    Addl 
tmtlng    performed    Tube-Line   matl   acceptable    Item  not 
reportabla    per    10CFR30  as(e) 

DEV1NCENTI3,  J        Yankee   Atomic   Electric    Co        DEvlNCENTIS,  J.       Public 
Service    Co      of   Neu   Hampthin        84/02/22        HURLEY,  T   C        Region    1, 
Office    oF    Director        3pp         22643    139        24 X  Fiche    30-443,84/02/52, 
B4031 30100 
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B401190Q72    IE    Info  Notice   84-13.     "Potential    Deficiency    in    Motor 
Operated    Valve    Control    Circuit*  b  Annunciation    "    Bvc    lilt 
enc  1 

JORDANjE   L        Division    of   Emergency    Preparedness    &  Engineering 
Response     (Post    B3Q103>          B4/02/2B  Consolidate*    Edison    Co       of    N«u 

VOTt,     Inc         113pp         229O9    339        24*    Fiche    SO-OOOi  B4/O2/23,  S4O1  19OQ72 

8402Q70O07    IE    Info  Notice   84-14,     "Highlights    of   Rec»nt   Transport 
Regulatory   Revs    by    DDT   fc  NRC.  "   Svc    Hit    end 

ORACE.  J,  M        Dlvlilon    of    OA.     Safeguards    &    Inspection   Prusrams    (Pott 
B301Q3).        84/O3/02  Cnnso  1  1  d'ated    Edilon    Co       Of   Una   York.     Inc 

ISQpp          32332    321         24X    Fiche    5O-OOO,  84/03/02.  H4OEOTOOQ7 

B40209000B   IE    Info  Notice   B4-IA.     "Failure    of   Automatic    Sprinkler   Sys 
Valves    to  Operate    "    Svc    list    end 

JORDAN.  E  L        Division   of    Emergency    PrBparedneis   &  Engineering 
Response    (Post    B301O3)         B4/03/02  Coniol  i  dated    Edison   Co      of    Neu 

York.      Inc          I33fp.        32353    Q1B         24X    Fichi    SQ-QQQ,  B4/O3/O2.  84020<?OOQB 


84O31S01OO  Final    deficlancy    rapt  b    final    r*«pon»*    to    IE  Bulletin   83-06- 
"No  neon  form  Ing    Mat  It   Supplied    by   Tube-Line   Corp    "    Addl 
testing    performed   Tube-Line   matl    acceptable    Item   not 
reportable   par    10CFR90.  33<  e) 

DEVINCENTIS,  J  Vankie  Atomic  Electric  Co,  DEVINCENTIS,  J  Public 
Service  Co  of  Ntu  Hampshire  B4/O2/Z2  MURLEV,  T.  C  Raglan  1.  • 
Office  or  Director  3pp  QBc.43  139.  24X  Flc  hi  90-443.  B4/02/  22, 


840209000?    IE    Info  Notice   84-15.     "Reporting    of   Radiological    Release*    " 
Bvc    list    enc  1 

JORDAN,  E  L        Division   of    Emargniei)   Preparedness    &   Engineering 
Response    {Post    B301G3*         B4/O3/02.  Consolidated    Edison   Co      of   >N*u 

York,      Inc          119pp          22333    217         24X    Fleh«    5O-OOO.  84/03/O2.  B4Q209QOO? 

3402090011     IE     Info   Notice    B4-17,     "Problem*    H/Lin.uld   JJitrofltn    Cooling 
Components    Balou  Nil    Ductility    Ttmp    "   Svc    lift    end 
JDBDAN,  E  L        .Division   of   Emergency    Preparedness    &  Engineering 
Response    (Po-»t   B30IO3J         84/03/OS,  Consolidated    Edison   Co      of   Niu 

York.     Inc         H7pp         22553   336,       S4X    FicM    50-OOOr  84/03/05.  B4Q2090011. 

B4QH090024     IE    Info   Notice    S4-O9j  R*V     1,     "Lesions    Lsarnfrif   From    Imp*    of 
Firn   Protection    Safe    Shutdown    Sy».  "    Bvc    lift    incl 
JORDAN.  £  L        Division   of    Ernei-gincy    Preparedness    t  £njln»*ring 
Reiponie    (Poit    B30I03)         94/O3/O7  Cons:ol  idated    Etfiion    Co      of   Niu 

York:.     Inc          llflpp          22633    049.        21X    FlChB    SO-OOO,  84/03/07,  B4O2O-JOO24 

3402O?OOaB    IE  -Info  Nntica   84-tB.     "8tl-»SB   Corrosion   Cricking    in  PMR 
Bya    "    Bvc     list    encl- 

JDflDAN,  E   L        Division    of    emergency    Prepar*dn*i«    Si  £ng-in*aring 
ResjionSE    (Post    9301O3),       B4/03/O7  Coniol  Idated    Edi*on    Co      of   Ntui 

Vorl,      tnc          UB|>p          ?2394     1B&.        2tX    FIthfl    SO-OOOt  B4/03/07,  B4O2O90O2S 


B4O2Q70O31     IE    Bulletin    B4-O?,     "Failurei    of    OE   TVP*    HFA   ReUgi    in    U»  B    in 
Claia    IE    Safety    S(js    "    Svc     list    «ncl 

DEVaUNO.R   C        Director's   Office,    Office    of    Inspection  and 
EnforeBmant        B4/O3/12  Consol  I  it  a  tad   Eiiton    Co      of  New  York,     Inc 

134pp         22B23-094         Jf<VX    Fiche     5O-OOO,  B1/O3/12,  840207003  1 

B402090043    IE    Info   Nntice    84-19.,     "Two    Events    Involvinj   Unauthoriiad 
Entrina    into   PUR   Rnactor  -Cavities    "    Svc    list    tncl 
JORDAN.  E  L        Division    of    Emergency    Preparedness    &  Englneirini 
Response    (Post    330103)         B4/03/21  Consolidated    Edison    Co      of  N*u 

York.      Inc          123pp          32823    227         24X    Fiche    3O-000,  84/03/21  ,  B402090O43 


B402O90044    IE    Info  Notice    B4-20,     "Svc    Life    of   Rilays    in   S«f  ety-Rela  ttd 
Sijs    "    Bvc    list    end 

JORDAN.  E   L        Division   of    Emergincy    Preparufntts   &  Englne*rlng 
FtespuniB    (Post    530103)         84/03/21  Consolidated    Ell  i*  on    Co      of   N*u 

Vortr,     Inc         135pp         22933    OO1.       SIX    Fiche    SO-000,  84/03/21  ,  B402070O44 

R      Periodic    operating    reports    t    related    correspondence 


8403210032  Part   81    rept   re    failure   of   auxiliary    feedw*ter    pueip    drive 
turbines.  Oimpel    NPS-4  T&T    valve,  to    closa   End    Itr    dtd    640203 
sant    to    lilted    utll*   OE  notified    of   affected    units    in   BHfl 
plants. 

THERDUX.R   R        Terrg    Carp         B4/02/S2        WOODRUFF,  R   U        Director's 
OfflCB.    Office    of    Inspection    and   Enforcement        6pp        22706  327        S4K 
Fiche    BO-OOO,  84/02/22,  B40321O032 

840306O311   Part  21    final    design  r«pt   rv    Inadaquacg    of   eve    water   t 
clrcula>tInB   uater   pump    house    structure   Analytlt   completed, 
Repair    const    activities    In   progress, 

KREIDER,H  0        United   Engineers   l>  Constructors'     Ine      (subs,     of 
flaytheon  Co   )        84/02/28  Director'*  Office,    Office   of    Inspection 

and   Enforcement        3pp        32315-335        24  X  Fictil1  30-443,  34/02/29, 
8403060311 

8403220190   Interim  deficiency    repb   re   cracked   diechanlcal    shock    arrestar 
c«pitan   springs    supplied    by    Pacific    Scientific.  Initial  ly 
reported  on  931O24,  All   49   arrestors  returned   to  vendor   for 
exam  t   mill    bt   replaced    if   nacessarij.  Neit   rept    by    S40330. 
DEVINCENTIS,  J,       Yank  t«    Atomic    Electric    Co,       DCvINCENTIS.  J.       Public 
Service  Co      of   Neu  Hampshire        B4/02/2B.       BTAR08TECKI,  R.       Division  of 
Project  &  Resident  Programs,      2pp.      22719.361.      24X 
Fichu.  BO-443,  B4/OB/E8,  S40322O15O 

8403260233  Foruards    summary    list   of    deficiencies    identified    per 
1OCFR3O  S9(e),Part   81   Si   potential    generic    Itr   r*pts    for 
commant*. 
STAROBTECKI,  R        Division    of   Project    b  R*sident   Programs         B4/02/2B, 

Region    i.    Office   of   Director.       7pp        22756-063        24X 
Fiche-  30-000,  B4/02/SB.  S40S26O233 

B403220005   Interim  deficiency    rept   re    isolated    incident    of   violation  of 
spec    for   assembly   &   erection    of    piping    b  mechanical 
equipment    Initially    reported    on   821110,  Investigation 
undiriiiay.  Uork  ulll   b*   completed   by   640601, 

DEVINCENTIS,  J        Yankee    Atomic   Electric    Co,       DEVINCENT18.  J        Public 
Service   Co,     of   Miu  Hampshire.       84/03/02.       STAROBTECKI.R.       Division  of 
Project   t  Ris-tdent   Programs        2pp.       22712'  361.       24  X 
Fi  chv:  30-443.  B4/03/02.G40322O009. 

B403220164   Interim  deficiency    rept   re    possible    jamming    of   Oould 
combination   reversing   motor    startart.  Initially    reported    on 
840S1O.  Oould    replacing    all    defective    combination    reversing 
motor    st«rt«rs.  M»*t   rapt    will    b«   provided    by   84  0430 
DEVINCENTIS.  J,       Yankee   Atomic    Electric    Co        DEV1NCEMTIB,  J.       Public 
Servlca   Co.     of   Keu  Hampshire,       B4/O3/O3        STARDBTECKI,  R        Division  of 
Project  b  Resident   PrO|)ranis         3pp.       227  IB  034        24  X 
Fichi    50-443,  B4/03/03,  B4O322O1M. 

B40319024B  Supplemental    Part    21    rapt    ra    failed    engine   thrust    blaring. 
Plugs    properly    installed    in    both    units.  Unit*    free    of 
potential    defect. 

MORIARTY,  JM        Colt    Industrie*,     Inc.       04/03  /OB        KEPPLERi  d.  0.       fliglon 
3,     OPflc.    of    Director         lp         22673'043        24X  Fiche.  90-000,  B4/03/OB, 
B40319O249 


B403O20443   Forwards   monthly    ttatu*    rept    of    affilta    emergency 
prtparedness    for  OL,    ravltws    for   Jan    19Q4. Change*    In  FEMA 
finding    dates    not   c  jut  erf    bif    d«lay    due   60    offslta    rmtrgency 
p lanninp    Issues 

DIRCKSiU    J        Office    of    the    Executive   Director    For  Gpirattons 
84/02/21          PAL LADING      Commissioners.        9pp          224V2   033         24X 
FUhe    SO-OOO.B4/OS/21. 8403020443 


840319O374  Part   21    rept   re    failed    engine    thrust    bearing.  Initially 
reported   on  800302  Field    intp    of  Col t-Plelstlck    Type   PC-S 
dlesel    generator    siti    completed    ming    revised    drauings   Unit 
In   compliance   ui/lnsp    procedure   Si  free    of   potential    defect 
HQRIARTYi  J  M,       Colt    Industries,     Inc         84/03/08        KEPPLER.J.O,       Rtgion 
3r    Office    of   Director         lp.       22674,  3  S3.       24X  Fiche:  30-443.  84/03/08. 
84031 9O374 


5      R  t  part-Jib  1«    occurrences.    LERs    Si   related    correspondence 

B403210O95   Part  21   reft    re    noncoiif ormance   of    metal    host    assemblies 
for    AGUE, Section    IlltCtats    2   t  3  SVC   Status    of    nonconf orming 
Ittms    xJiipped    encl    All    cuttomers    notified 

LALrKOB.JM        Titeflir   Corp         83/12/14,  Dlrec tor 's   af f Ice.    Office 

of    Inipictton    and   Enforcement.       4pp.       32704   324        24X 
Fiche    30-000,83/12/16,8403210093, 

8403130468    Interim  deficiency    rept   re    cracked    b  troken   puffar   pleton 
Tod*    in    Drown  Bovei-1    Type    3HK   briafcert    Initially    reported    on 
B4O119.A11    Unit    1    breakers    urlll    be    Inspected    durlnp  next 
schadulid    maint    In   Mar    1964, 

DEVINCENTIS-  J        Public    B»rvlce  Co      of  Neu  Hampshire.       B4/02/14 
8TARQBTECKI.R        Division   of    Projuct   «.  Resident  Programs         3pp, 
216        24X   Fichi    30-443,  B4/C-2/14,  B40313046B 


B403270319  Part  21   rept  re   broken   contact  carrier   in   control   device  of 
7    9   kV-19    kV.  300-790  HvA.  9    kV  390-3,000  t  all    HKV   circuit 
breakers    Initially    reported    on  030223  Addenda    to 
Installation    k  n*lnt   procedures    t«nt    to   affected    units. 
DUVALL.  D  D        Brown   Boverl    Corp.     («ubs,     of   Broun  Boverl    l<  Co,  i    Ltd,). 
BH/oa/1?  Record   services   Branch    (Document  Control   Duk).      3pp, 

22772:  114        S4X    Fiche-  90-OODj  84/03/1 9i  840327021*?. 


V,     Operator   Examination* 


6403270121   Forward*    operator    shift    experience    tables, par   DF  Bchnell 
rs>qu**t  First    set    of    tab  la*    Identifies    a>perienca    levels   •• 
of   840430  Second    set    projects    experience    levels    to   Dec    19BSi 
scheduled    fuel    load    date,  Shift   advisors   ulll   not    be  used. 
DEVINCENTIS.  J        Yankee    Atomic    Electric    Co.       DeVINCENTIS,  J.       Public 
Service   Co,     of   Neu  Hampshire,       B4/03/20        DENTON.  H.  R,       Offica    of 
Nucloar   Reactor    Regulation.     Director,       IBpp        22770:139.       24 X 
Fiche: 30-443>  84/03/20.  B40327O131 


DOCKETED  ITEMS 


349 


DOCKET    3O-444   SEABRQOK   NUCLEAR    STATION.     UNIT    2 

A      Application/construction    stage    document*   &    correspondence 

B402O9QQO3   Responds    to   FQIA   request    for   const    completion    dates    For 
nuclear    plants    currently    under    const    b   analyses    containing 
eitlmntei    based    an    inclusion    of    Caseload   Forecast   Panel 
meeting*    Forwards   App   A.  B   &   C    documents 
FELTON.J  K        Dlvliion   of    Rulti   and    Records        B3/1Q/31 
RDSENBAUM.  D.  M         Technical    Analyftl*    Carp          19pp          23193    292         B4X 
Fich»    50-000.83/10/31,8402090003 

— B4O209Q1B6  Handwritten    calculations    Gi  graphs    re    const   activities    b 
prtoperational    &   acceptance    testing   Related    Info    encl 
*      NRC    -  No    Detailed    Affiliation  Qiven        Bl/09/16        bff 
22196     171         24X   Flche    30-000, 83/10X31,  B4O2090O03 

8403090017   Board   Notification    84-038    forwards    RJ  Matfcson   840123  (nemo 
to    DO   Eisenhut    providing    status    update    of   NRC   actions   re 
We«tino,hou*e   ECCS   actuation    logic 

EIBENHUT.  D  0  Division  of  Licencing  84/02^27-  PALLAD1NCJ 
Comml«eianers  7pp  22946  007  24X  Flche  SO-OOO, 84/02/27, 
9402O9O017 

8403190000   Requests    correction    to   Amend    9    to   CPPR-133  t>  CPPR-136    to 
indicate    that   Washington    Electric    Cooperative. Inc    never 
becaima    joint    ouner    or    licensee   of    project 

RITBHER,  J  A        Ropes   Ei  Sray         RITSHERiJ  A        Public    Service*    Co      of  New 
Hampshire        B4/03/07  Division    of    Licensing         2pp        22641,031 

24X    Flcha    30-443.84/03/07,9403130080 


B4O209OO06    Board    Notification    B4-O34    forwards    R   Vollraar    B40206    memo    to 
D    Eioenhut    re    fire    research    results    concerning    fires     In 
electrical    cabinets    in    control   room 

EIBENHUT,  D  O  Division  of  Licensing  B4/Q2/23  PALLflDIMO 
Commissioners  lp  23376  2O3  24X  Flche  SO-OOO,  84/02/33. 
B4Q3O90004 

— B4030B031&  Recommends    that    info  re    fire    research   results    concerning 
fires    in    electrical    cabinets    in    control    room  lie   submitted 
for    board    notification,  per    NRR  Ofc   Lti-    19,  dtd   82100-1    Fur  ther 
evaluation    of    test    data    required 

VOLLMER.H    H         Division    OF    Engineering         84/02/06         EISENHUT, DO 
Division    of    Licensing  lOpp         22S76   204         24X 

Flche    3Q-000.  84/O2/23,  B40H090006 

B4030<?O143  Summarliea   H31211?   must  ing    u/util    at  Region    I    ofc    re 
emergency    telecommunications    at   facility  Summary    encl 
Locations    for    emergency    notification    sys   adequate    for    NRC 
emerg ency    response 
MARTIN, T    T        Division    of    Engineering   fe   Technical    Programs        04/03/02 

HARRISON,  H    J         Public    Service   Co       of   Neu   Hampshire.        4pp 
32578    062         24X   Fiche    5Q-443,  B4/03/02,  B403090I43 

B4O3190243  Notification   of    84.O418  uorfcshop    in   King    of   Prussia, PA   to 
discus*    lessons    learned    from    recent   App   fi    fire    protection 
•  aft    shutdown    Itisp    &   topics    described    in    IE    Info  Notice 
04-09   Agenda    for  workshop    encl 

HURLEY,  T  E        Region    1.     Office   of  Director        84/03/09        D'TOQLE.J  D 
Consolidated    Edison  Co      of   Neu  York,    Inc        3Spp        22472  062        34X 
Fiche    30-QOO, B4/03/09.  8403190243 


B4033S012E    Bummirij    of    B40224   meeting    w/Mestingh<iu«e   Duinerf   Group    in 
BBthevda.MD  re    proposed    Hattingnouse    steam   gvneratnr    tube 
rupture    generic    program  Attendee    list   &  agenda    encl 
MERGES, V        Licensing    Branch    3        B4/03/07  Licenilng    Branch   3 

33pp.        22811    131         24X   Fiche    50-000,84/03/07.8403380122 


B40316O296  Foruards    flnaltzad    updated    App    A   to   radiological    emergency 
plan    describing    emergency    classification  &  action  Rev  uill 
be    Included    in    future   amend    to  OL    application 

DEVINCENTIS.  J  Yankee  Atomic  Electric  Co  DEVINCENTrS,  J  Public 
Service  Co  of  Neu  Hampshire  84/03/14  KNIQHTQN,  G  W  Licensing 
Branch  3  lp  B2&61  O1O  24X  Fiche  30-443,84/03/14,8403160236 


B4OEO9O041    Board    Notification    34-080- provides   Conuniision    policy 
statement   d   proposed    rulemaklng    on    environ    qualifications 
EIHENNUT-  D  0        Division    of   Licensing         B4/O3/14,  Atomic    Safety   and 

Licensing    Board   Pa.n»l         lOpp        24X  Fiche    30-OOO,  84/03/14.  B4O2090041 


— Q40316O263   Updated    App    A    to    radiological    emergency    p 1  an. canil sting 
emergency    classification    sijs  &  emergency    action    levels 
»      Public    Service   Co      of   Neu  Hampshiro        83/03/31         IBpn 
32661    Oil          24X   Ftche    BO-443,  B4/03/14,  8403160336 


B4O3S10Q99    Foriuardi   no  kit    release   re    joint    oumeri    B40301    meeting, 
notification    of  A8LB   I.   »vc    list   Estimated    date    for    initial 
operation   of    Unit    1    is   Jul    1986 

DEVlNCENTia- J.  Yankee  Atomic  Electric  Co  DEVINCENTIS,  J  Public 
SarvicB  Co  of  NBU  Hampshire  B4/03/14  KN10HTON.  0  W  Licensing 
Branch  3  9pp  S27O6  090  24X  Fiche  30-443.84/03/14,8403310099 

— 6403210101    Advises    of   neu    interim    schedule    for    fuel    load    at    facility 
Estimated    fuel    load    date    for   Units    1    h  2  are    8SIE31    h 
7O0731, ro»pectlve)y 

SAD.  R   K        RopBi    &  Cray.       OAD. R    K        Public    Service  Co      of    Mew 
Hampthlre.       84/03/01         HOYT. H   ,    HARBOUR, J   .    LUEBKE.E   A        Atomic 
S«f»tv    "«'   Licensing   Board    Panel         lp.       22706:09?        24X 
Fiehif  30-443,  H4/03/14,  8403210099 

B403210143    Request*    »pprov*l    to    Implement  Paragraphs    NF-3324    9,1983 
•  dttion   fc  NF-44S7,  19BO   edition    throuijh    Winter    19B2    of   ASME 
Section    III    Cade    for    linear- type    piping    support* 

DEV3NCENTIS, J,  Yankee  Atomic  Electric  Co  DEV1NCENTI8,  J  Public 
Service  Co  of  Neu  Hampshire  84/03/19  KNIOHTON,  «  W  Licensing 
Branch  3  14pp  22707  IIS  24X  Flch«  30-443. B4/Q3/13,  8403210142, 

B40327O121    Forwardt    operator    shift    experience    t»tle», per    OF   Schnell 
riquest,  First    set    or    tables    identifies    experience    levels    as 
of    84043O  Second    let    projects    •(perienct    levnli    to    Dee    1983. 
scheduled    fuel    load    date. Shift   advisors   will    not   ba   used 
OEVINCENTIS, J,       Yankee   Atomic    Electric    Co        DEVINCENTIS,  J        Public 
Service)   Co.     of   New  Hampshire        84/03/20        DENTDNi  H   R        Office    of 
Nuclear  Reactor   Regulation,     Director         IBpp         22773   139        24X 
Flch*.  30-443r  84/03/20,  B4O3270121 


Ad  jud  lea  torij    carrespondence 


94O3070042   Suppl     to   B40224    answer    tn   SeacoaBt    Anti-Pollution    League 
(EAPL)    84O21O   motion    for    rvccnsldaratlon   of    denial    of    SAPL 
supplemental    Contention    5   Certificate   of  Svc    encl 

OAD.R.K        Public   Service    Co      of  N«u  Hampshire        Q/\0,R   H        Ropes   S< 
Oray         S4/O2/28  Atomic    Safety    and  Licensing    Board    Panel         Spp 

2BS41    255         34X   Fiche    50-443,84/02/38,8103070042 

84O3020173   Neu    England   Coalition   on   Nuclear  Pollution   Contention  VII 
re    financial    qualifications    of  util    to    operate    t> 
decommission    facility    Certificate    of   Eve    end 

CURRAN.D        N-BU  England    Coalition    on  Nuclear   Pollution        CURHAN,  D  , 
JORDAN, W  5         Harmon   h  Wei  EG         S4/O2/29  Atomic   Safety    and 

Licensing    Board   Panel          ISpp        22443  323        24X   Fiche    30-443,64/02/29, 
B403020173 

B40307O020   Forwards    supplemental    responses    to  Atty   General    Belloti 
interrogatories   Related    c  orr  eipondence 

CASSIDY,D    P         Federal    Emergency   Management   Agencu        S4/OS/29 
Docketing    &   Services   Branch.       2pp        23343  329        2ix 
Fiche    30-443,84/02/29.8403070020 

— B403O70022   Supplemental    response    to   Alty   General    Belkoti 

in terrogatortei   re   number    of  persons    for  uihlch   State    of    NH 

must    asiure   uiedical    svcsrpBr    10CFRSO   47  W/Certif icate    of 

Svc    Related    correspondence 

BWIfiEN,  B    J        Federal    Emergency    Management  Agency         84/02/29       9pp 

22543:331         24X  Fich«    30-443,  B4/02/39.  S403070020 


S4O3230O61    Foruards   Caseload    Forecast   Panel    data    package    presented    to 
P*nal    representative*   during    040313   h    14   vi»it    to   plant 
Data    pajckage    prepared    in    response    to    encl    panel    agenda 
DEVINCENTIS' J.       Yankee  Atomic    Electric    Co.       DEVINCENTIB.  J,       Public 
Service)  Co     of  Neu  Hampshire,      a 4/03/21,      KNIOHTON,  0  W       Licensing 
BrancJi    3         139pp        2272.6:041,       24X   Flche.  30-443,  S4/03/21.  8403330061 

F     Btcuritij,    medical,    gmergencu   h   fire   protection   plant 

8403040939    Advise*    that  NRC   (Jill   not  ravlou   amergency    plan*    to   delete 

privacy    or    proprietary    info    unleis  specifically    requested    bu 
licensee. per   0107O9  0*nerlc    Ltr  SI -27  M/o   requett,  untlre 
pl»n  will   be   placid    in  PDR, 

KNIOHTON.  3  H,      Licin*lng   Branch  3  84/02/SO.      HARRISON,  R   J       Public 

Service   Co.    of  Neu  Hampthirt.      4pp  22332-272       24X 
Flche,  30-443,  94/02/20, 8403060539 


B10314O03t    Response    to   Seacoait   Anti-Pollution  League    (SAPL3    81051O 
motion    for   reconsideration    of    denial    of    SAPL  B309ia 
supplemental    Contention    3   TV    util    financial    o.uallf Icatlons 
Motion    should    be   denied    U/Certlf icate    of   Svc. 

PERLIB.  R    0,       Hearing    Branch    3        B4/03/O1  Atomic    Bafety    and 

Licensing    Board  Panel         7pp         22633    112        24X   Flche:  50-443, 84/03/01. 
8403140031, 

B4O3Q7Q23E    Informs    that   as    result   o<f    correspandencB   b   discussion   u/ 
counsel    For    applicant,  New   England    Coalition   on   Nuclear 
Pollution  tuill    withdraw    Contention    III    3  u/ASLD   approval 
CURRAN.D        Harmon  &  Meiis         CURRAN.D        Neu  England    Coalition    on 
Nuclear   Pollution        84/03/03        HOYT.HF    ,    LUEHKE,  E,  A    .    HAfiBOUft,  J 
Atomic    Safety    and   Licencing    Board    Panel.       lp        23930  342        24X 
Flche-' 30-443,  84/03/03,8403070232 


DOCKETED  ITEMS 


I03O142    Response    to   Sea  coast    Anti-Pollution    League    (SAPL!    610217 
iptal    of    denial    of   motion    to    dismiss   application    for    Unit 

ASLAH    decision    not    erroneous    fc    should    tit-    affirmed    SAPL 

tion   should   be    denied    W/Cert If  irate   of    Svc 
IGflAN,  T   Q    ,     BAD.  R    K         Publit    Siirvlca    Co       of    Hem   Hampshire 

OMAN.  T  0        Ropes    S.  Gray         B4/03/Q3  Atonic    Safety    and   Licensing 

ipeal    Panel          llpp          22539    307         34X    FUhe    SO-443. 64/03/05, 
100090142 

1090093   Ftetponse    to   New    England    Coalition    on   Nuclear    Pollution 
IECNP)    Contention  Vfl    re    financial    o.ual  it  i  cat  1  on   o*   utfl 

operate  4   rfecommi  ssion    facility   NECNP   Contention  VII 
uuld    t>o   etcluded   Certificate    of   Svc    encl 

GNOW,  T   O         Public    Service    CD       Of    N«ui   Hampshire         DIGNAN,  T   O         Ropes 
Crag         84/03/03  Atonic    Safety    ant    Licencing    Board     Panel          4pf> 

'376    OJ1         24X   Fichs    50-443.04/03/03.9403090093 

O9O124    Forward!    util    response    to    Seacoast    Anti-Pollution   Leeguc 

peal    af   denial    of   motion    to    dismiss   application    for   Unit 

W/o    end   Related    eorespondence 

QNAN..  T    O         Rop»s    t   Gray          DICNAN,  T   O         Pun  He    Service    Co       of    N»w 

ropshire        B4/O3/O5  Public   Document-   Branch         Ip         22376  063 

X   FicH*    50-443,  84/03/OS,  94Q3090124 

140025   Notice    Df  ulthSraual    of   app-earance    In    proceeding, 

TSER.B    S         Connecticut,     State    of          61/03/06         2pp         22633   219,        24X 

cho    SO-443.  04/03/06,8403140025 

37OIO7  Order  aceipting    New  England    Coalition    on  Hue laar    Pollution 
>303   decision   to   withdraw  Content  ion    III    3  rt    training    af 
t    shift    iuperviior« 

T,H  F        Atomic   Eafetcj    and    Licensing    Board   Panel        84/03/07         Ip 
576    OBO         24.X   FieJ>e    50-4*3,  94/03/O7,  B403090IO7 

190O62  Advises    that    time    for  Comml ssion    to    review  ALAB-738 
ilred    Commission   declined    review  Decision    became    final 

ncy    action    an  840305 

LH,  S  J        Office    of    the   Secretary    of    the    Commission         H4/03/G8 
imlc    Safety    aniF  Licensing    Appeal    Panel         Ip         35376  O49        24X 

he-  30-443.  64/03/03,  BIO 30 70 062 


40033   ReiponsB    in    opposition    to    Seacoast    Anti-Pollution  League 

•al    of    denial    of  motion    to.   dismiss    application    Appeal 

led    to   meet  requirements    for    directed    certification 

tfficate    of   Svc    end 

TERSOfJ.H  F       Hearing    Branch   3        B4/O3/08  Atomic    Safety    and 

enslng    Appeal   Panel          2Opp         826.33   073         24X    FUhe    5O-443, 

03/OB;  3403140052 


70129  Memorandum  &   order    denying    motion    for    directed    orti  f  lea  tlon 

45LH   B40113  memorandum   t   order 

IJfAKEfl.C   J       Atomic    Eafetij    and   Licensing    Appeal    Panel         B4/O3/16 

Ejcnast   Anti-Pollution    League          ?pp          236A<J     171          24X 

IB    30-443.  94/03/16.  B403190129 

10176  Response    opposing    Neu  England    Coalition    on  Nuclear  Pollution 

NP)    Contuntion   Vfl    re    financial    ig.ua!  i  f  i  cat  1  ans    al    utl  I 
iperate   t   decommission    facility    Certificate    of   Svc    one  I 

IS.R  fi        Hearing    Branch    3        DSB    O13        B4/O3/3O  Atomic    Safety 

LUornlng   Board    Fanel         5pp        2271O  07?        34X 

B    30-443.  B4/03/'20. 


O180   Reiponte    oppoilng    NBUI   EriglanS    Coalition   Again  it    Nwcl*-*r 

i    mot  tun   to    file    -suppl  amenta  1    contention    on    state    Jt 

1    emirgencu    rtsponce    plans   Prooatl  list  ic    safety 

ssment    tummary    rept    encl    W/Certif  1  eate    Df   Svc 

~.   K        Public    Service    Co      of  Neu  Hampshire         CAD,R,K         Aopes    fe 

DSD   O7S        B4/03/30  Atomic    Safety    and    Licencing    Board 

I          36pp         22743   025         24X   Plche    3O-443.  S4/O3/SO,  8403230100, 


0403300019  Order    denying    State    of  CT  Div  af   Con»um«r   Counsel    petition 
to    intervene    in  CP    raneual    proceeding   b  declaring    Se*coalt 
Anti-Pollution    League   motion    far    joinder   moat    Served 
an  B40359 

CHILK'S  J       Office    of    the    Secretary    of    the   Commission        DSB  208    . 
64/03/27  Saacoait   Anti-Pollution  League        opp        22832,  165        H4X 

Fiche    80-444,84/03/39,6403300019 

B40330O2i3  Notice    of    change    in    address    in   svc    li»t   Certificate    of 
Svc    encl 

CUHRANiD         Karmon    t>   Mel  si          DSB   327         84/03/30         3pp         22B24-O&B 
24X   FlchB    SO-443.  84/03/30,8403300263 

Q      Inspection   reports,     IE  Bulletins   &   correspondence 

8403020262   Forwards    IE    Insp    Fleptt   SO-443/Q3-22  d   90-444/83-19  on 
831306-040120  b   notice    of    vlDlation 

BTASOSTECKl.R        Division   of   Project  &  Resident   Programs         B4/OR/17. 
HARfllBON.R  J        Public    Service    Co      of  Ntw  Hajnpthlr*.       3pp        22439    172 
S4X   Flcne   30-443,04/03/17,8403020282 

--S403O20303  IE    Imp    Rapts    90-443/83-22  ti  50-444/B3-19  on   031206-840120 
Violation!    noted    recurrent    electrical    const   violation   uh  len 
maif    bi    Indicative    of    Interface    problem   between   AE  b 
electrical    contractor 
CERNE.A   C    .     WESCQTT,  H   K         Region    1.     Office    of    Director.        OALLOj  R,  H 

Dlvliion  of  Project  Ic  Resident   Program!        64/02/09        12pp 
22437   176        24X   Fiehe    90-443,84/03/17,8403030882 

S40315O100  Final    deficiency    rept   &   final    response    to    IE  Bulletin  83-06- 
"Non  conforming   Matls   Supplied    bu   Tube-Line   Corp."   Addl 
testing   performed   Tube-Line    matl    acceptable    Item  not 
reportable   per    iOCFRBO    B9(H) 

OEV1NC6NTIS,  J        Vankee   Atomic    Electric   Co        84/02/22.       HURLEY,  T  C 
Region    1,    Office   of   Director        3pp        22643    199        24X 
Fich«    50-443-84/02/22,8403130100 

B401190O72    IE   Info  Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated  Valve   Control    Circuits  &  Annunciation    "   Svc    Hit 
encl 

JORDAN-,  E  L        Division   of   Emergency   Preparednest   t  Engineering 
Response    <Post   830103)        84/03/28  Consolidated   Edison   Co      a'  N«u 

Vorl,     Inc         HSpp        22909-239        24X  Flche    SO-000,  B4/OH/2B,  B401  1  V0072 

S402090D07   IE   Info   Notice   B4-14,     "Highlight*    of   Recent  Tr*niport 
Regulatory  Revs    by    DOT   &   NRC    "   Svc    Hit   encl 

OBACE.J  H        Division  of  QA,     safeguards   &    Inspection  Programs    {post 
830103)        84/03/02  Consolidated   Edison   Co      of   Neu  YorO>     Inc 

ISOpp        22382  329        34X   Fiche-  M-000,  84/03/OB,  B40S090007. 

8402090008   IE   Info   Notice   84-16,     "Failure   of   Automatic   Sprinkler   Su* 
Valves    to  Operate    "    Svc    list    encl 

JORDAN,  E  L        Dlvliion   of   Emergency   Prejiarednes*   ti  Engineering 
Response    fPoft  8301O3)         84/03/02  Consolideted   Edit  on   Co      of    Neu 

York,     Inc         !22pp        22S53  O9B        24X   Fiche    90-000,64/03/03,8402090006, 

B4030700O9  IE   Info   Notice   84-15,     "Reporting    of  Radiological    Relea«ei    " 
Svc    list   encl 

JORDAN.  E  L       Division   of   Emergency   Preparedness   &  Engineering 
Responie    (Pott  B301O3)         84/03/02  Consolidated    Edtion   Co      of    Neu 

York,     Enc         H9pp        22353  217        24X   Flche    50-000,  84/03/02,  B4Q2OTO007. 

B403090011    IE    Info   Notice  84-17,     "Problems   H/Liquid    Nitrogen    Cooling 
Camponentt    Belou  Nil    Ductility   Temp    "   Svc    Ittt    encl. 
JORDAN,  E  L        Division  of    Emergency    Preparedness    t  Engineering 
Rtsponte    (Poit   B301O3)         84/03/05  Contolldated   Edison   Co      of    Neu 

York,     Inc         117pp.       22993  336        24X  Flche   50-000,84/03/05,8402090011 


)OOS  Second   petition    for    leave    to    intervene    in    proceedings. 
If  icate    of   Svc    anc  1 

TV.J.F         Doherty.     0    F         09B     111          34/03/22  Atomic    Safety    antf 

11  ing    Board    Panel          8pp         22770   OO1          24X    Ficht    50-443,84/03/22, 
370002 

1343  Order   denijing   t>    rejecting    Saacoasb   Anti-Pollution    League 

<n    for   reconsideration   E<   Neu  England    Coalition    on 

*ar    Pollution   proffered    Contention    5>  reipec  tlvelij    Strvsd 


H   F        DfflcB   of    the    Secretary    of    ttis    Commission        DSB    087 
1/23,  Stacoait    Anti-Pollution    League         5pp        22740-179 

,  50-443.  64/03/33,  3403360343 


>2&<t  Response   opposing    JF  Doherty    B4033B   second   petition   for 

to    intlrvene   Petition    falls    to    shoui   good    caus*    for 
filing   Certificate    at    Svc    encl. 

K.  .    DIGNAMrT  0        Public   Service    Co      of   Neu  Hampshire        OAD,  R    K 
•   t   Oray        DSB   S13        E4/  03/28  Atomic    6*f»tij   and   Licensing 

Pam«l        9pp        23824   O51?        ?4X   FIcho-  30-443,  B4/03/2B,  H403300269 


8402090024    IE    Info   Notice    84-09,  Rev    1,     "Lessons  Learned   From    Intp*    of 
Fire  Protection   Safe   Shutdown   SYS,  "    Svc    list   encl 
JORDAN,  E  L.      Divlilon  of  Emergency   Preparedneii   h  Engineering 
Response    (Poit   S3O103)         B4/O3/07  Consolidated   Edison   Co      of   Neu 

York,     Inc         llBpp        22635049        34X  Flchc  50-000,  84/03/07,  8402090024 

S402O90028  IE  Info  Notice   B4-18,    "Stress  Corrosion  Cracking    In  PUB 
Sv*   "   Bvc   Hit   end 

JDHDANi  £  L        Dtvislo-n  of    Emergency   Preparedness   h  Engineering 
Retponie    (Post  B30103)         84/03/07  Con«ol  Idated    Edlton   Co      of   N*w 

York,     Inc         ItBpp         23534    186        24X  Fiche    50-000,  B4/03/07,  S402O90D2B 

B402090O3t    IE  Bulletin   84-02,     "Failures   of   OE  Type   HFA  Relay*    In    Ui»    In 
Class    IE  Safety   Sys    "  Bvc    list   encl, 

DEVQUNO,R  C        Director's   Office,    Office   of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edlton  Co.     of  New   York,     Inc 

134pp          22B331094         24X    Flche    50-000.84/03/12,8402090031 

9403090043   IE   Info   Notice    64-19,    "Tuio  Event*    Involving   Uneuthorlieil 
Entries    into  J"HR   Reactor    Cavities    "   Svc    list   encl 
JORDAN,  E  L        Division  of    Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Edison    Co.     of   Neu 

York,     Ine         123pp        22823329        24X   Fiehe.  50-000,  84/03/21,  0402090043 


DOCKETED  ITEMS 


351 


B4  020  7004  4    IE    Info   Notice    B4-20,     "Svc    Life    of    Relays     In    Saf  e  ty-Re  la  ted 
B(j»     »    Bvc     Hit    and 

JORDAN.  £   L        Division   of    Emergency    Preparedness    fc  Engineering 
R**ponie     (Poit    630103)         fl4/03/21  Consolidated    Edison    Co       of   Nau 

York,      int  133pp         22933    001         S4X    Flche    SO-OOO, B4/03/ZI , 8402090044 

B      Hap  o-rt-ib  !•   occurrences.    LERi   tt  related    correspondence 

B4O31304&S    Intarim  deficiency    rtpt    re    cracked   b   broken  puffer    piston 
rod*    in    Broun    Bov»ri    Type    5HK   breaker*    Initially    reported    on 
B4Q117   All    Unit    1    breakers    mill    be    Impacted    during    neit 
schadulod    malnt    In  Mar    19B4 

DEVINCENT1S, J        Public    Service  Co      of    Nem  Hampshire        64/03/14 
aTAROBTECKI.R        Division    of   Project   &   Resident   Program],        3pp 
22613    216         24X   Fiche    50-443-64/02/14,0403130448 

94031901-00   Final    deficiency    rept  &    final    response    to    IE   Bulletin  S3-O6 
"Noncon forming    Matl*    Supplied    bg    Tube-Line   Corp    "   Add] 
ttitlng    performed    Tube-Lin*   m*tl    acceptable    I  tern   not 
raportabU    ptr    IQCFHSu   35<e> 

DEVINCENTIS,  J        V*nkee   Atomic    Electric    Co        DEV1NCENTIB.  J        Public 
airvie*    CD.     of   Neu  Hampshire        84/O2/2Z        HURLEY,  T  C        Region    1, 
Office    Of   Director        3pp         22643    139        24X   Flche    80-443,  B4/OZ/22, 
B40319O100 

S40321O035  Part   21    rtpt   re    failure    of   auxiliary    feedwater    pump    drive 
turbine*, Gimpel   NPS-4   TfcT    valve- ta   close    Encl     Itr    dtd   840203 
lent    to    list«d    utili   GE   notified    of   affected    units    in   BUR 
planti. 

THEROUX.BR        TerruCorp         B4/02/HS        WOODRUFF, R.  W        Director's 
Office,     Office    of    Inspection    and    Enforcement         6pp        22704  327        24X 
Flche    30-OOQ, 64/02/22, B 4 032 10032 

B4O304O311    Part   21    final    design   rapt    re    inadequacy    of    ivc    water   ti 
circulating    water   pump    house    structure   Analysis    completed 
Repair    const   activities    in    progress 

KREIDERiH  O        United   Engineer*   t   Construe  tnrir     Inc      (subs      of 
Raytheon    Co    )        84/02/28  Director'!   Offlcs,    Office    of    Inspection 

and    Enforcement         3ft         22313   333         24X    Flche     90-443,84/07/28, 
8403060311. 

9403220 ISO    Interim   deficiency    r«pt   re    cr-acfcad   mechanical    shock   arrester 
capvtan    springe    supplied    bg    pacific    Scientific    Initially 
reported    an    B31O24  All    48   arreitors   returned    to   vendor    for 
exam   fc    mill    be    replaced    If    nstemrg   Melt    not    bg    B40330 
DEVINCENTIB,  J        Yankee   Atomic    Electric    CD        DEVINCENT1S,  J        Public 
Service    Co      of   New  Hampshire        84/02/29        5TAROSTECK.I,  R         Division   af 
Projact   J.  Resident   Program*        2pp         52715    361         24X 
FiC he1  3O-443,  84/02/20,8403320130 

J4Q324O233   Forwards    *ummary    list   of    def le lenciei    identified    per 
1OCFRSO    3S<o),Part    21    b   potential    generic    Itr    repts    for 
comm»nt« 
STARDBTECK1, R        Division    of   project    l>  Resident   Programs.       B4/O2/SB 

Region    I,    Office    of   Director,       7pp        227S6.0i>B        24X 
Flcha>  SO-OOO,  B4/02/2B,  8403260233 


Operator   £Tiaminat ions 


B4O327Oiai    Foruiards    operator    ihlft   eiperience    tables,  per   DF  Schnell 
requeit   Flrit    iet    of    tablet    Identifies    tip  erlence    levels   as 
of   84O430   Second    set    projects    e. parlance    levels    to   Dec    19B5, 
scheduled    fuel    load    date    Shift  advisors   will   not    be  used 
DEVINCENTIBi  J         Van  ten    Atomic    Electric    Co         B4/03/20         DEN TON,  H   R 
Office    of   Nuclear   Reactor    Regulation,    Director         ispp        23779    137 
24X    Fiche    3O-443.  B4/03/20.  B4032701SJ 


DOCKET    30-4flS    CDMANCHE   PEAK    STEAM   ELECTRIC   5TA   ,     UNIT    1 

A      Application/construction    stage   documents  it  correspondence 

3401120423   Forward*    Amend    7    to    CPPR-1S6   b   CPPR-127,  safety    evaluation    & 
notice    of    issuance    &  availability   Amend   reflects    change    in 
owner  a  hip    of    facilltiea 

ElSENHUTiD  O        Division  of  Liceniing        S3/12/30        QARV,  R   J        Teias 
Utilities    Electric    Co      (formerly    Teiai   Utilities    venerating   Co    ) 
3j)p          H2210   343         34X   Fiche    30-443-93/12/30,0^01130425 

— 9401120423  Amend  7    to  CPPR-13A  t  CPPR-137,  ref  le<  t  ing   change    in 
ownership    of    facilities 

E1SENKUT,  D  O        Division    of   Llconsing        83/12/30       4p  p        21B04  341 
24 X    Flche    5O-44S,  03/12/30,  B401 120433 

— B4O112O433    Sofeti|   evaluation    supporting   Amend   7    to  CPPR-12i  t  CPPR-137 
*     Office    of    Nuclear   Reactor  Regulation,     Director       83/12/29       3pP 
S1SO4   330         24X    Flclio    30-443,23/12/30,8401120425 

— Bfl01ISO437    Motice    nf    isiuance    (.   availability    of    Amend    7    to    CPPR-136   t, 
CPPR-127 

YOUNGDLOOD, D    J         Licensing    Branch     1         B3/12/27         3pp         21804    343 
24X    Fiche     30-443.83/12/30,8401120423 

8403060135   H«q.uests    exemption    from   provisions    of    ODC    4   requiring 
protaetion    of    s true ture,  sys   !<   components   against    certain 
dynamic    effects    associated   u/postula ted    braabi    in   RCS 
primary    loop, per   Generic    Ltr   B4-04 

OWV,  R    J        rexai   Utilities   Electric   Co      (formerly    Tunas   Utilities 
Generating    Co    )        B4/02/17        YOUNSDLOOD.  B  J       Licensing    Branch    1 
4pp        22013    331        24X  Fichu    9O-449,  34/OS/17,  84030&OI53 

B4O3O2014B  Forwards-  far  reviaiuj  draft    Bnviron    protection  plan    proposed 
for   App    B    to    plant   OLa 

VOUNOQLOOD,  D    J        Licensing    Branch    1        B4/02/S1        GARY,  R   J        Texas 
Utilities   Electric    Co      (formerly    Teiai   Utilities   Oeneratlng    Co    ) 
3pp.        22491     1S7         E4X   Fiche    3O-443,  B4/02/21 ,  B40302014B 

— B4O303O132   Environ    protection    plan    (nonrad  1  olog  teal )    for    facility. App 
to  OLs, draft 

fl      NRC    -    NO    Detailed    Affiliation    Given         84/02/21         JDpp 
H3471     15<?          24X    Fiche- 30-445,94/03/21,8403020148 


I4032SOQ03    Interim   deficiency    r*pt   re    iiolated    incident    of   violation    of 
ipec    Pur    *e-semblij    ti    erection    of   piping    b  mechanical 
equipment    Initially    reported    on  B2111O    Investigation 
undnruiay    Wort   ulll    be    completed    by    B40&01 

OEVIMCENTIS,  J        Yankee   Atomic   EUctric    Co        DEVINCE^^•^S,  J        Public 
Service    Co      of   New  Htmpihlre.       04/03/02        BTAHD8TECKI,  R.       Division   of 
Project    &   Rttidint    Programs        2pp         2271S-361         24X 
Fiche    SO-443. 84/03/02,  B403220003 

4D322O1&4    Interim  deficiency    rept   re    possible    jamming    of    Could 
combination    reversing    motor    starters    Initially    reported    on 
84021Q   Gould    replacing    all    defective   combination  rtvarslng 
motor    ftarters   Ne»t    rept   mill    be   provided    by   B40430 
DEVINCEHTIS,  J        Yank.e  Atomic   Electric    Co        DEVINCENTIB.  J        Public 
Service    Co       of  New  Hampshire        84/03/OB        BTARDSTECKI.fi         Division   of 
Pro j act   &   Ftaiicfent  Programs.      3pp        227 IB  034        24X 
Fiche;  30-443,84/03/03,0403220164 

403270219   Part   21    rept   re    broken   contact    carrier    In    control    device    of 
7.5    kV-lB    kV.HOQ-730  MVA, 3    kV  350-3,000  i    all    HKV    circuit 
bre»k«r»,  iTiitlallv    reported    on  B30323  Addenda    to 
in«t*llatian   &  milnt    procidure*    sent    to   Affected    units 
DUVALL,  D.  D.       Broiun    Baveri    Carp      dubf      of    Broun   Dover!    b  Co    ,    Ltd    ) 
B4/03XJ9  Record    Service*    Branch    (Document   Control    Desk t         3pp 

327 72; 11 4.       24X  Flch"   30-000.84/03^19,8403270219 


Hearing    transcript*    on   non-ant! trust  natters 


I03S7O339    Transcript    of   Commission   B40323  af f Irmation/dHcunioti  t< 
vote    In    M'Bhlngton.DC   r*   reo.ueit    for   denial    of    renewal    of 
Beabraok    Unit   2  CP   fc  8ECY-B4-4B  conearning    review    of   ALAB- 
724    In    matter    of  H«t  Ed   Pp    1-3 

«      Commit  ilon.rt,      £34/03/23       4pp,      22767*354       24X 
Flchit.  00-000,  84/03/33,  B403270335 


B402070017  Board    Notification   B4-033    foryarifs    RJ  Mattson   840123  memo 
to    DO  Elsenhut    providing    status   update   of  NRC  actions   r-t 
Meetinghouse    ECCS  actuation    logic 

EISENHin.D  G  Division  of  Licensing  84/03/27  PALLAPINO 
Commlsitonorx  7pj>  22S44  007  24X  Fichu  30-000,34/02/27, 
B4020-J0017 

3403090273   RB((U«sti    provision    of    alternative    surve  i  1  lanco    to    replace 
requirement    presently    In   Tech    Specs    re    turbine    overspeed 
protection   Proposed    alternative  maint,calibr  St    testing 
program    should    assure    that   protection   sys   operable 
YOONQBLODD,  B   J        Licensing    Branch    1        B4/03/S9        OARY.R   J        Teia« 
Utilities  Electric    Co      (formerly   Texas   Utilities    Generating    Co    I 
4pp,       22SOI     107        24 X  Fiche    30-443,  84/O2/29,  B403O30273 

8403060299   Inform  NRC    that   Nuclear  Ut  1 1  TasV    Action  Committee 

completed    final    draft   of   rept   defining  appropriate  vendor 

Interface  program  discussed  in  Generic  Ltr  B3-2B  Final  rept 
scheduled  to  be  released  by  Apr  1784 

SCHMIDT,  H  C         Teiaa    Utilities   Electric  Co      (formerly  Teiat   Utilities. 
Generating    Co-  )        B4/OS/29        EIGENHUT,  D  0        Office   of  Nuclear  Reactor 

Rapulatlon,     Director         If         22313   342  34  X    Flche    30-443-  84/02/29. 
940306039? 

S493090308  Forwards   request    for  addl    info   re    leal-bs-f ore-break    analysis 
h    fracture    tdugAneso   of    piping    mat's    under    thermal    aging 
candltions   Submittal    date   requeEted    ulthln   5  days    of    Itr 
receipt 

YOUNOBL.OOD,  B    J        Licensing    Branch    1        84/03/02        OARY.R    J        Te«as 
Utilities  Electric   Co,     (formerly    Teiat   Utilities    Generating    Co    ) 
4pp.       223B4    33B.       24X  Flche    50-445,84/03/02.0403070300 

B4O3160071?   ForiJardi   Buppl    1    to    "Human  Factors    control   Room  Design 
Review,  "    final    rept 

OARY,  R    J       Tfrxai   Utilities   Electric   Co      (forrn»rly    Texas    Utilities 
Operating   Co    )         B4/03/OB        YOUNQBLQQD,  D   J        Licensing    Branch    1 
Ip         23654  001         24X  Fiche   30-145,  B4/03/OB,  8403UC-079 
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— 8403160093   SuppI    1     to    "Human   Factors    Control    Room   Dffslgn    Reviiu,"    final 
rept 

t     Teias  Utilities  Electric   Co      (formerly    Tens  Utilities 
Generating    Co    )         B4/03/31         122pp         23654.  -002         24X 
Fiche    3O-445.  84/03/03,0403160079 


-8403130136  Proposed    guidelines    for    1983  emBrgency    preparedness    fl«ld 
•»«rclse    scheduled    for    831214 

*      Texas   Utilities   Electric   Co      (  formarlu.    Teia*   UtllltH* 
Oannratino   Co    I        83/O9/13        3pp         2H601    303        24X 
Flche    30-445*83/09/13,8403130116 


8408090041    Board   Notification   84-03O   provides    Commission    policy 
statement   &   proposed   rulemaking   on  environ   qual  i ficat  inn* 
E1SENHUT.D   C        Division    of   Licensing         34/03/14  Atomic    Safetg    and 

Licensing    Board   Panel         lOpp         S4X   Fiche    50-ODD,  84/03/14,  B40E090041 

8403300249   Notification   of    Caseload    Forecast    Team   84O319-21    meetings    & 
lit*  visit  u/utll    In  Arlington  b  Gl<n  Rose,  TX    to  discuss 
const   camp  let  Ion   schedule    Agenda   encl 

BUR  WELL.  S    B        Licensing    Branch    1         84/03/19         VOUNOBLOOD,  B    J 
Licensing    Branch    I         9pp         B2B45   022        24X   Fithe    50-449,84/03/1!), 
8403300349 

E      NRC  Safety  Evaluation  Report    (SER),    suppls    &   correspondence 

B4030B0179  Fourth  partial   response    to  F01A  requnit   for    sli   categories 
af   documents  rt   facilities  Forwards  App  A  document*  App    B 
document   entirely   withheld    (rtf  FOIA  Eiemption   S)    Review  of 
addl    document*   mbj    to  request  continuing 
FELTON,  JM        Division   of   Ruin    and    Records         84/02/13         ANDERSON'S    I 

Garvey.    Schubert.     Adami   &   Barer         7pp         323B3   226         24X 
Flche    90-QOQ.84/02/13,B403060179 

— BOO  SI  30793  Provides    stfltu*   of  SER    inputs   it  acceptance    rivleus    for  OL  & 
CP  applications   Schedule    should    be  mtt 

BURKE,  H   C        Effluent   Treatment   Systems    Branch         80/03/06 
KHECER.W  E       Assistant   Director    for  Site  Analytic         If        22593  £35 
24 X   Fiche    90-000,84/02/13,8403030179 

8403020289   Forwards    resolution    of   SER   Confirmatory    Inue     it    re   util 
830218   I.   0316   submittals    concerning   TMI    Action    Items    I    C   2   tc 
I    C   3 

YOUNG BL 00 D.  B   J        Licensing    Branch     1         84/02/21         QAHV,  R    J         Teias 
Utilities  Electric   Co      (formerly   Texas   Utilities  Generating  Co    ) 
5pp         22493   241         24X   Fiche    50-445,  B4/02/21.  8403020239 

8403260069  Forwards    evaluation   of  B3071B  request    for    deletion  of 
steam  electric    station   license   condition  re    loin-pressure 
turbine    disc    insp   HRC   maintains    position    In   S£R    (NUREtt-0797) 
that   insp  mult   be   conducted 

VQLWJOBLDOD,  B   J        Limiting    Branch    1         34/02/23         CARV,  R.  J         T«ias 
Utilities  Electric   Co      (formerly   Teias  Utilities  Generating   Co    ) 
2pp         22763   239        24X   Flche    50-445,84/03/88.8403260069 

84O31402B8   Forwards    SSER   re   TMI    Action   Plan    Items    I    C    1    &    I    C   8   of   SER 
Confirmatory   Issue   3   concerning   guidance    for    evaluation   & 
development   of   procedures    for    transients  (c  accidents 
VOUNOBLDOD,  B   J        Licensing    Branch    1         84/03/O6         GARYi  R- J         Teias 
Utilities  Electric   Co      (formerly   Texas  Utilities  Generating  Co    ) 
6pp         22636   312        24X   Fiche    50-445,84/03/06,8403140298 

8403140273  Provides   clarification  of  NHC   favorable   findings    re  SER 
Confirnatory   Issue    11    for  TMI   Action  Plan    Item    1   G    1    Util 
should    either   commit   to   perform  natural   circulation   boron 
ailing    test   or   rtf   baron   mining   test  at  Diablo   Canyon 
VCKJNGflLOQD,  B  J       Licensing    Branch    1        84/03/06,      OARV,  H    J        Tei4) 
Utilities  Electric    Co      (formerly   Teias  Utilities  Generatlno  Co    ) 
3pp         23635   333        24X   FichB    50-443.  84/03/06-  S4O3140293 

H403190103   Forwards   vibration    instrumentation   plan   Plan    closes    out   SSER 
3   Confirmatory    Issue  C6  re    pressure  of   flou   Induced    tube 
failure    in  Model   D-4  &  D-9   iteam  generators 

SCHMIDT,  H  C         Teias    Utilities   Electric   Co       (Formarly    Texas    Utilities 
Oeneratinj  Co    }        84/03/1S.      YOUNOBLOOD.B   J        Licensing    Branch    1 
4pp         22643    162        24X   Fiche    50-445,  84/03/12,  B4O3190103 

8403370349  Raituetts    schedule    for  responding    to   SER  Outstanding    Itiue   3 
re    environ  qualification   at    safety-related  mechanical 
equipment   in  harsh    environ*   tc   Issue   4  re   alternate   «af« 
i  hutdiaun 

VaUNGflLDOD,  B  J       Licensing    Branch    1        84/03/13,      CARV,  R.   J        Texas 
Utilities  Electric   Co      (formerly  Texas  Utilities  Generating   Co    ) 
4pp         22787   352        24X   Fiche    50-445,84/03/13.8403270343 

™!!*CUri''''    *•*'"'•     "»raencv  »•  fire  protection   plans 


— 84O3130136  Rev    1    to    proposed    objectives    for    1983    emergsncy     pr»p*r«iln» i » 
field    eierclse 

*  Teias   Utilities   Electric    Co      (formerly    Texos    Utilities. 
Oonerating   Co    )        83/04/12        14pp         82601    30i        24X 
Flche    90-445,  Q3/09/13,  B403130H6 

B403130313  Foruarfls    "NRC   Emerosncy    Preparednnss    Appraisal    Itetn»    Bt«ttJ» 
Tracking    Rept,"    to   aid   NRC    In   preparation*    for    upcoming 
apprsi**!   Emergency    preparedness    planning    project 
organliation   chart   b    list    of    responsibilities    also    encl 
JOMES.R    A        Tena*   Utilitie*    Electric    Co      (formerly    Te>a«   Utllltlt-* 
Oennrating    Co    )         83/09/13         MADSENj  0    L         Region    4..     Office     of 
Director        6pp        22605  095        24X   Fiehe    SO-44S.  B3/09/13,  8403130313 

— B40313031?   "NRC  Emergency    Preparodnas.    AppraHal    Item  Statue,    Traeliinfl 
Rept    " 

*  Teias   Utilities    Electric    Co      (formerly    TBXBS    Utilitiei 
Ge-neratlng   CD    )        83/09/11        79pp        32609    101         24 X 
Fiche    50-449,83/09/13,8403130313 

84032 fr0204  Forwards    1C    Insp    Rept   80-449/B3-43    on    631114-10  No 
violations    or    deviations    noted 

JOHNSON,  E  H  Region  4,  Office  of  Dlroctor  84/02/03  QARY.  R-  J 
Teiac.  Utilities  El *c trie  Co  (formavly  Te*ai  Utilities  Generating 
Co  )  2pp  22736  223  24X  Flche  30-443,  94/02/03,  8403260306 

— 8403260214    IE    Insp    Rept    50-445/83-43   on   B31114-1B   No    violation! 
or    deviations   noted   Major    areas    inspected    protected    areai 
physical    barriers    -  vital    area,  testing    &   malnt   &    security 
su,s    power    supply    Details   withheld    (r«f    1OCFR73   91), 
CALDHELL,  R    A    ,     KELLY,  J    ,     HUNNICUTT,  D    M         Region    4,     Office     at 
Director        B4./02/02         lp         227Si    223        24X   Flche    30-449,84/02/03- 
9403360306 

8403030146   Submits   scenario    for    providing    Info   re    emergency 
preparedneis    enercise 

COLLINS,  J  T        Region   4,    Office   of    Director         01/02X09        OARV,  R    J 
TBIBS   Utilities  Electric    Co      (formerly    Texas    Utilitiei   fleneratlng 
Co    )         2pp        22487   312        24X    Flche    30-443,  84/OH/09,  B403030 146, 

8403130443   Forwards    IE    Insp    Rept    30-449/83-31    on   Q31201-B4013 1    No 
deviations    or   violation*    identified 

JOHNSON,  E  H        Region   4,    DfPics   of    Director,       B4/OS/22        OARY,  R    J 
Teias   Utilities  Electric    Co      (formerly    Texas    Utilities    Oin*r*ting 
•Co    I,       2pp        22613    153        24X    Flche    90-443, 84/02/22.  840313044S 

—  B403130433   IE   Insp   Rept    30-443/83-31    on  831 201-B40131    No   violations    or 
deviations    Identified    Major   areas    inspected    initial    startup 
procedures   review,  fuel    rice i pt,  emergency    drill    &    IE    bulletin 
f ol  louup 

KEtLEY.D   L   ,     SM1TH.W   F    ,     HUNNICUTT, D    M         Region    4,     Dfflc*     of 
Director        B4/02/23        6pp        22613    IBS        24X   Fleh«   90-443^94/02/53. 
B4O313O443 

8402090006   Hoard    Notification   84-034    forwards    R    Vollmer   840206.   memo    to 
D  Elsenhut   re    Fire    research    results    concerning    firm    in 
electrical    cabinets    In   control    room 

E1SENHUT.DO  Division  of  Licensing  84/02/23  PALLADINQ 
Commissioners  lp  22376  803  24X  Fiche  90-000,  S4/02/33j 
8403090006 

— B403D80316  Recommends    that    info  r*    fire  research    results    concerning 
fires    In   electrical    cabinets    in   control    room    be    aubmltted 
for    board    notification. per    NRR   Gfc   Ltr    19,dtd    821001    Further 
evaluation   of   test    data)   required 

vdLLHER, R  H        Division    of    Engineering        B4/OH/04,       EI8ENHUT.D    0 
Dlviiion   of   Licensing         lOpp        22376   204        24X 
FlchB    30-000,84/02/83,6402090006 

0      Adjudlcatory   correspondence 


iaai  faTW*Ti*   Pr°P°"<l    Buidellnes   t,  Rev   I    to   proposed    objectives 
1983  emergency   oreparednen   field   eiercls*,  f  or   review 
" --heduletf    for  831214  Comments  requested    by   830923 

Oen.ratlng   Co    }         B3/09/l"      MADSEwfo   L      '^^"^4,  'off  i  c"*of  ^^ 
Director       Bpp        226O1-3O1,       24X  Fiche    50-443.83/09/13,8403130116 


84O307O177   Motion  r»    summary    of    cross-examination    «raaa    supplied     to 
CYONA   on   S4082H  Applicants    have   used    thin   uall    pipe  i,  m.nu 
instances   of   mln   pip*   wall    violations    aiist    H/M  Ualsh 
affidavit  Related    coreipondenc* 

ELLIBjJ        Citliens   Association    for   Sound   Enerfly         B4/OB/29.  Atomic 

Safotij    and   Licensing    Board    Panel         4pp        32.341-326        24X 
Ficho    50-443.84/02/89,8403070177 

—8403070181    Affidavit    of   W   Halsh   ft    thin  u.ll    pipB    Plp.    fittlnoi     Uro.r 
than   nominal    wall    thickness   assumed    by    piping    designer* 
increase    thermal    expansion    load*    on   piping    support*    V 

UflLSH.M        Cltliena    Association    for  Sound    Energy 
22B41    330        24X   Fiehe    SO-44B,  84/02/29.  84O3070177, 
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— 84O3Q7O182  Forwards    M  Wai ih    affidavit   Certificate    of   8vc    encl 
ELLIS,  J         Citiiens    Association    for    Sound    Energy         84/O2/29 
Docketing    b  Services    Branch         3pp         23941    333        34 X 
Fiche    30-443.  84/02/39,84030701  77 

B4O3070191    Notifies    that    no    conflict    of    interest    exists    in    dual 
representation    of    Drown   i   Root   &   Hutchinson    ft    investigation 
of    CYQNA    matter 

SHARNDFF.Q        Shatu.     Pittman,     Potts    &   Troubrldge        CHARNQFF,  0        Texas 
Utllitlei    Electric    CD      (formerly    Texas    Utilities   Generating   Co    ) 
S4/03/01         BLOCK, P        Atomic    Safety    and    Li  coming   Board    Panel         3pp 
32S47   273         24X    Fiche    30-443, B4/O3/OI,  840307O191 


B4O319QO06    Informs    that    Insp    Rept   B3-32r  particular  ly   app.Page    6.  Items 
B    i  C    re    allegations    of    undue    pressure   t  restriction  ti 
threatening    uj/firins    uiill    be    used    for   cross-examination 
during    hearing    Certificate    of   Svc    end  ' 

ELLIS. J        Cltliens    Association   for    Sound  Energy        84/03/13 
BLPCH.P    I!    ,     MCCOLLPM,  K   A    .     JORDAN.  W    K        Atomic    Safety    and    Licensing 
Board    Panel          9pp          22664    332        24 X    Fiche    50-445,84/03/13,8403190006 

B4O3190I48   Forwards     Investigation   Repts    4-03-001    t,    4-B3-013    dtd    B30834 
&<    1 1O3,  respectively    Complete    b  redacted   versions    encl 
TREBVrB   A         Hearing     Branch     1         B4/03/13         QLOCH,  P   D   ,     JORDAN,  W   H   . 
KCCDLLPMi  K.   A         Atomic     Safetg    and    Licensing    Board    Panel         EOOpp 
3S667-OOI         24X   Fiche    30-443,  B4/O3/ 13,  840319014B 


8403090126    Notice    of   appearance    in    proceeding    Certificate    of    Bvc    one  1 
PigDTT.  D        Cyona  Energy    Service*         PIQOTT.D        Ori-icli.    Herrington  ti 
Sutcllffe         B4/O3/03         4pp         23373    341          SIX    Fiche    30-443,84/03/05, 
S4O309Q1S6 


B4O319O111    Notice   of   appearance    in    proceeding   Certificate    of    Svc    and 
BACHMANN.R   0         Hearing    Branch    1         84/03/14         3pp         22666   263         24X 
FIcho-  30-443,84/03/14,  8403190111 


B4O3Q9O1EB    Answer    urging    rejection    of    utll  B40H03    plan    to    respond    to 

ASLB    memorandum  fc   order   re   Q.A   for    design  A8LB    should   require 
IQQX    relnsp, deiign    verification   t   mgt    audit   Certificate    of 
Svc    and. 

ELLIS, J        Citiiens   Association    for    Sound  Energy         84/03/05  Atomic 

Safety    and   Licensing    Board    Panel.       19pp  22571    021        24 X 
Fiche,  30-443,  84/03/03,  8403090128. 

8403090099    Memorandum   requesting    Ofc    of    Investigations    flit    target 
datee.    for    completion   &  release   of    rept    re    facility 
investigations   &   policy    for    filing    completed    rep ti    w/ASLB 
•  ubj    to    protective    order 

BLOCHrP    B,       Atomic    Safety    and    Licensing    Board1   Panel        84/O3/OB        lp 
S237&.Q01        24X   Fiche    30-443, B4/Q3/OB, B4O309Q099 


B4Q319O11B   Forwards    NRC    Inap    Repts    99900330/B4-OI    S;   30-145/83-S2   of 
CVONA   Energy    Bvcl    QA    program    used    during  Unit    1    independent 
assessment   program  No    application    to  withhold   rept   received 
TREBY.S  A        Hearing    Branch    I        Q4/03/14        BLOCH,  P  B  ,    JORDAN,  W  H  , 
MCCQU-QM,K  A        Atomic    Safaty    and   Licensing    Board   Panel        S3pp 
HH666   373        24 X  Fiche    30-443,  B4/03/14,  B4031<?01  IS 

8403200026  Eighteenth    set    of    interrogator  lei   t.  requests    to   produce    to 
applicants    re    Issue    of    intimldationi  harassment   &    threatening 
op   QC    inspectors  <•   other    employees   Certificate    of  Svc    end- 
Related    correspond  en c B 

ELLIS,  J        Cittiens   Association   for  Sound   Energy        B4/O3/14  Texas 

Utilities    Electric    Co       (formerly   Texas   Utilities   Generating    Co    I 
9pp          22i99   2BB         24X    Fiche    30-443,84/03/14,8403200026 


8403140093   Comments    on    util    plan   to   respond    to    B4O203  memorandum  b 
order    re    OA    far    design   Plan    supported    in    part   Certificate 
of    Bvc    encl 

MIZUNO.O  S  Hearing  Branch  1  S4/03/O9,  17pp  22634  Ii3  21X 
Fichn  30-449-84/03/09.  B403140035 

B403J4OO34    Foruards   response    ta   84O303    comments    on    generic    problems 
&    erois-Bxaminatlon    questions   Eihlblts   920-933,706   h  S71-901 
•ncl    Certificate    of    Svc    encl, Related    correspondence 
ELL IB, J.       Cltltens    Association    for   Sound    Energy         S4/03/1O 
WILLIAMS,  N  H        Cugna   Energy    Service*        23pp         S3633  O21         21X 
Ficho:  30-443. B4/03/ 10,  8403140034 

H40314OO13   Confirms    agreement    to   preserve   any    matls    Informally 
requested    on   discovery   re    electrical    Inspector*    Related 
correspondence 

HORIN.  W  A        Bishop,     Liberman.    Cook,     Purcell    (t  Reynolds.        HQRIN.WA 
Teia»   Utilities   Electric    Co,     (formerly    Teias    Utilities   Generating 
Co.)          84/03/12        BLOCHrP    B    i    MCCDLLOM,  K   A    >     JORDAN,  W  H,       Atomic 
Safety    and   Licensing    Hoard   Panel         lp        22633    223        24X 
Fieha: 30-443, S4/03/12, 8403140013 

84O314OOSO   Answer    to   Citiiens    Assoc    for    Bound    Energy     (CASE)    840339 
(notion    rv    cross-examination    areas    supplied    to    CYONA  CASE 
matteri    inappropriate   fc    Irrelevant    in    context    of    CY-ONA  rept. 
H/Cert i f icate   of   Svc. Related    correspondence 

REYNOLDS,  N  B,  ,  HORINiW  A  Texas  Utilities  Electric  Co  (formerly 
Teiaa  Utilities  Generating  Co,)  REYNOLDS,  N  S  Bishopi  Llbermam 
Cooki  Purcell  fc  Reynolds  84/03/la  Atomic  Safety  and  Licensing 

Board    Panel         llpp.       22633  290        B4X   Flche.  30-443, B4/O3/12, 
B403B40020. 


B4O32OO126  Nineteenth    set    of    Interrogatories   &  requests    to   produce    to 
applicant   Certificate    of   Svc    encl    Related    correspondence 
ELLIS,  J        Citlien*    Association   for   Sound   Energy        84/O3/14,       llpp 
3H699    067         24X    FUlte    30-443,84/03/14,0403300136 

B4O319OO02  Meraorandum    clarifying   open    listed    Issues   re  OA   program 
BLOCH,  P   B    ,    JDRDAM,  U   H  .    KCCQLLDM,K   A        Atomic    Safety    and   Licensing 
Board    Panel        84/03/13        21pp        22664  326        24X   Fiche    30-443, 
84/03/15,8403190003 

B4O319OO2B  Memorandum   ordering    Oft    of    Investigation!    to    filepby 
B40329,  affidavits    responsive    to  ASLP   concerns   re    observation 
of    in  tervieuees   Applicants    should    file   affidavits    stating1 
results    of    Investigation    by    840411 

BLQCH,  P    D        Atomic    Safety    and    Licensing   Hoard   Panel        B4/03/13        app 
22665    36O         S4X   FicJie    SO-445,  B4/03/1S,  B4Q3190O2B 

B4O3200009  Requests    to    be    informed    about   requested    supplementation 
a  P   answers    tc-    Interrogatories    li  requests    to    produce  Related 
c  orreapondence 

ELLIS,  J        Citiiens   Association   for   Sound  Energy        84/03/13 
REYNOLD8.N8        Bishop,     Liborman,    Cook,    Purcel  1    &  Reynol ds         lp 
226B5   202        34X  Flche    30-443,84/03/13,3403200009 

8403200012  Advises    that    listed    documents   mill    be    used    In   crnss- 
•  namlnation   of   NRC    staff   ultnesses    on  molding   Related 
c  arreapondence 

ELLIS, J        Citiien«   Asaociation   for  Sound   Energy        B4/O3/1S 
TREBY,  B   ,    M1ZUNO,0  6        Office    of    the  Executive   Legal   Director        lp 
HK6B3    337         24X   Flche     30-445,84/03/13,8403200012 


84O3170024    Seventeenth    set    of    Interrogatories   b    requests    to    produce    to 
applicant*   Certificate    of    Svc    end    Related    correspondence 
ELLIBhJ.       Citizens    Association   for    Bound    Energy,       04/03/12,  Texas 

Utilities    Electric    Co      [formerly    Teiav    Utilities    Oeneratlng    Co    1 
9pp.       2S666'076        24X   Fie  he' 30-443,  B4/03/12,  S403190024 


B4O320OO2S  Forward*    further    responses    from  Walsh    re   Cygna   84O313 
responses    to   Cltliens    Assoc    for  Sound   Energy   Certificate    o-f 
Bvc    and    Related   carrot pandence 

ELLIS, J        Citizens   Association   for   Sound   Energy        84/03/13 
PIODTF-D  R.       arricfc.     Herrington  fc  Sutcllffe        Spp        22699  223        24X 
Fiche    30-445,  84/03/1  3-,  0403200033 


B40319OO3S   Motion    for    discovery   re    T-shirt    Incident, Incident    fall* 
under    heading    of   neur  fc   significant    Info    re    intimidation 
matters:    b   deemed    discoverable   Certificate    of    Svc    encl 
Related    correspondence 

ELLIB,  J.       Citiiens    Association   for   Sound    Energy         B4/03/1H  Atomic 

Safety    *nd   Licensing    Board    Panel         9pp.       22666  067.       24X 
FUhe>,  50-449,  64/03/12,8403190032 

B403130O3S   Suppl    to   applicant    840203    plan    to   respond    to   memorandum  & 
order   re   QA  for  dqslgni discussing   ABLE  340224   comments   an 
H«l»ti /Doij le    Issues    re    compliance    u/Crlterla    I    &    XVI- 
CertlFlcate    of   Bvc    encl    Related    correspondence 

REYNOLDS,  N  B        Tenas   Utilities  Electric   Co      (formerly    Texas   Utilities 
Oaneratino   Co.).       REYNOLDS,  N  S,       Bishop,    Llberman,    Cooki    Purcell    t 
fl»gnold»         84/03/13        12pp         22643  27B,       S4X   Fiche. 90-443,  84/03/13, 
340319O03B 


B4O320O049  Requests    ASLB   advise    IF   motion   POT    admission   of   encl    tuo 
page*    re   nonconformance   rept*    concerning   handwritten/ 
typewritten   discrepancies    mould  be    entertained    at  present 
R elated    c or respond  en c a 

ELLIS,  J        Citiieni   Association   for   Sound   Energy        84/03/13 
BLOCH,  P   B    ,    MCCOLLDh.K  A   i    JORDAN,  W.  H       Atomic    Safety   and    Licensing 
Board     Panel          4pp          92698    287         24X    Fiche    30-449.84/03/13.6403200049 

B4O3200073  Requests    listed    documents    for    IBth   ti  2Oth    sets    of 
interrogatories   Certificate    of  five    encl   Related 
c  orre ipondence 

ELLIS, J        Citizen*   Association  for   Sound   Energy        84/03/13 
REYNOLDS,NS   ,    HORIN,  B        Bishop,    Liberman,    Cook-    Purcell    &    Reynold! 
lp        H26B4  362        24X    Fiche    30-443,84/03/13,8403200073 

8403200114  Discusses    supplementation   of   aniuers    to    Interrogatories   !< 
requests    to    produce    re   T-shirt   incident  Applicants   have 
history    of   tiffing   uncooperative  re    discovery   matters 
Rotated    correspondence 

ELLIS,  J,       Cltlians   Association  for   Sound   Energy        B4/03/13 
BLOCH.P.B    ,    JORDAN.W   H   ,    MCCOLLOM,  V.   A       Atomic    Safety    and    Licensing 
Board    Panal         Bpp         23683   327        24X    Fiche   30-44S, B4/03/ 15,  B403B001 14 
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B4Q320O119   Twentieth    sot    of    in terrogator i ts   &    request    to    produce 
to    applicant    Certificate     of    Svc    me  1    Related    correspondent e 
ELLIS,  J         Cltiiens    Association    for    Sound    Energy          84/03/15  Tei 

Utilities  Electric    Co      (formerly    Teias    Utilities    (Jener-atlng   Co    > 
8pp          226B3    344         24X   Fiche     SQ-449,  B4/Q3/I9,  B4032D01 IB 


-B4O3OB0333   Notification    of    ilgnificant    licensee   m»etlng    on    531315  u/ 
util     in  Arlington. TX    to    discuss    potent!*!    enforcement    action 
re    intimidation    of    employees   by    H  Williams 

*     Reolon  4,     Office   of   Director        33/12/08  Region   4,    Office   or 

Director         Ip         229B3    193         24X    Fiche    50-443,  S4/O1/20, 84030S032J) 


B4Q32OO147   Forwards    Citiiens    Assoc     for    Sound    Energy    Exhibit    927, 
"Formulas    for   Stress   fr    Strain."    omitted    from  B4O313   Itr 
H/o    encl    Related    eorresp nnd*nco 

ELLIS,  J         CltliBns    Association    For    Sound    Energg.        B4/O3/1S 
PIGOTT.D   R         Qprick,     Harrington   S.    SutcliFfe          Ip          3249?    130         24X 
Fiche    90-449,84/03/13.6403200147 


-B4030BO335   Foruiard.1    rept    re>    Investigation    Into   allegations    nad*   by 
MA   Dunham  &   concerns    related    to    protective   coating*    Related 
documents    encl 

GARY,  R  J        Texas   Utilities   Electric    Co      (formerly   Texas    Utilities 
Oeneratlng   Co    )         83/12/13        COLLINS, J        Region   4.    Office   of 
Director        22pp        223B3   E04        24X   Flthe    30-445, 84/01/20-  B4030BQ329 


8403310102   Forwards     IE    Imp    Repts    50-445/B3-47    l<   30-446/B3-22   H/o 
end's    Related    correspondence 

TREBY.S    A         Hearing    Branch     1          B4/03/16         DLDCH.P    B    ,     JORDAN, U   H 
MCCOLtaM.K   A         Atomic    Safety     and    Licensing    Board    Panel          lj> 
22706    117         24X   Fiche    3O-443, 84/O3/ li. 8403310102 


81 O3 260306   Forwards    IE    Imp    Rept    90-443/83-43    on    B31114-1B   No 
violation*    or    deviations    noted 

JOHNSON,  E  H  flag  Ion  4,  Office  of  Dlr«Ctor  84 /OB/ 03  GARY,  R  J 
Texas  Utilities  Electric  Co  (formerly  Texas  Utilities  Qtneratlng 
Co  )  Bpp  22756  323  24*  FlChe  50-443.  34/02/03,  B40326O206 


84O32OO0ii3   Notice    that    evidentiary    hearing    scheduled    for    B4O423-27 
rescheduled    for  84O434-27    in    Fort   Worth, TX 

DLOCH.P   D        Atomic    Safety   and    Licensing    Boar  if   Panel        84/03/19.       Ip 
226B4    361          24X   Fiche    3D-443, 84/03/19. B4032OOQ69 

B40327O031    Requests     that   J1D   Spence    tie    substituted     for    RJ   Gari)    on    svc 
list   Ba-lated    correspondence 

REYNOtDS.N  S        ttiihap.    LiiBrmanr    Cook.    Purcell    fc   Reynolds 
REYNOLDS. N  S        Texas   Utilities   Electric    Co      (formirly    Texai   Utilities 
Oeneratlng   Co    >         DSD    1  IS        94/03 /If        CLEMENTS,  WL        Docketing   4. 
Services    Branch.       Ip         S27i9    337        24X   Ficht    50-44Sr B4/O3/ 19, 
B403270031 

B4O32BO331?   Responds     tn    ASLB    840303    mamorandum    re    schedule    li    policy    of 
OFc    of    Investigation   Pollcij    re   release    of    repti    to  ASLB 
includes   revlaui  of    rept    tc   deletions    to    protect    Ide-ntity    of 
confldintial    sources 

HAVES, fl    D         Qffic*    of     Investigation         DSD    157         84/03/21 
MCCDLLOM,K   A    ,     iJLOCH.  P    D     ,     JORDAN, W   H         Atomic    Saf.ty    and    LltenJing 
Board    Panel    ,      2pp          227B7   O97         SAX    Fiche    30-443, B4/03/21,  B40323O339 


— 84O3260214    IE    Itisp   Rept    3O-44H/B3-43  on   831 1 14-18  Ho   violations 
or   deviations   noted   Major   «reai    Inspected    protected    area, 
physical    barrier*    -  vital    area,  testing    tr  malnt   tt    security 
sgs    pouer    supply   Details    withheld    (rtf    10CFB73, 21) 
CALDWELL,  fi   A    ,     KELLV,  J    ,     HUNN1CUTT,  D,  H         Region    4,     Office    of 
Director        34/02/02         Ip         22756   225.       24X  Flche    90-449,84/02/03, 
B4032&02Q6 

8403D6018O  Faruiardi    IE    Insp    Rept   50-445/84-01    on  840123-27  No 
violations    or    deviations    Identified 

JOHNBOM, E  H  Region  4.  Office  of  Director  84/02/17  OARY, R  J 
Texas  Utllltiit  Electric  Co  C formerly  Texas  Uttlitle*  Oeneratlng 
Co  )  2pp  22919  012  21X  Fiche  30-449,  B4/02/17.  B4030401BO. 

— B403060104    IE    Insp    Rept    30-44S/84-O1    on    040123-27.  No    vioUtlonS    or 
deviation!    Identified    Major    areas    Inspected    licensee 
chemistry /radio chemistry    program,  Including    primary    chemlstrg 
program,  call br   4  QC   8<   corporate   QA  program, 

NICHOLAS.  J  B    .    UISC.  R    ,     MURRAV,  B        Region   4.    Office    of   Director 
B4/02/17         20pp          22319, O14         24X   Flehe- BO-443, S4/O2/17, Q4030M1BO 


G4032B0342   Memorandum  &   order    releasing    transcript    of   B40221    tn   camar; 
iBssloTis    t<  applicant   memo   re    release    of    transcript  as   part 
of   public    record    of    proceeding 
BLQCH.J5    B         Atomic     Saf«tu    and    Licensing    Board    Panel         D9Q     190 

Ip         227B7    100,        24X   Flthe    50-44S, 84/03/26,  B403EB0342 


8403060371    Forward i    IE    Insp    Rept   50-449/83-92   on   831220-940130  No 
violations    or    deviation*    noted 

JOHNSON,  E  H  Region  4,  Office  of  Director  84/02/21  OARY, R  J 
Teias  Utilities  Electric  Co  C formerly  Teias  Utilities  Oeneratlng 
Co  )  2pp  22311  319  24X  Flche  50-449,  B4/02/21,  84O30&0371 


H      General    correspond ent-e 

B40327O173   Request!    that    name    be   placed    on   mailing    list    for    mat  Is 
issued    in    -facility    OL  %    IE  monitoring    process 
flAHDE, B    P         Qovernment    Accountability    Project         B4/O3/19          DURUELL, S 

Office    of  Nuclear    Reactor   Regulation.     Director         Ip        22771    137 
24X   FUha   50-443,84/03/19, S4O3270173 

B4O3230059   Designates    MD  Sp-ence    ds    recipient   of    official    correspondence 
pertaining    to    fscllitiei 

CLEMENTS. B  R        Teias   Utilities   Electric    Co      (fornerlu    Ttxat   UtilttiBi 
OenerJttng    Co    ),       84/O3/20         DEN TON, H  R        Office    at  Nuclvar  Reactor 
Regulation.     Director          Ip          Z27H6    22?         24X    Fiche    9O-449,  B4/O3/SO, 
&403230059 


Inspection    reports.     IE    Bulletins   h   correspondence 


B40308O374   FQ1A  request    for   documents    conilderrd   b"J    NRC    in   preparation 
oP   notice   of    violation   (.    proposed    ImpoiltCan    of    civil 
penal ty,  631222    Itr    transtnttt ing   violation   b    rvpt    of 
invest ijotion   re    intimidation    of   QA   personnel 

HARTHAtJ,  SL        Debevoise    Ei  Liber-man        83/12/30        FELTON,  J  M.      Division 
of   Rules    and    Records        2pp         22963    169        24X    Fich*    50-44.5,63/12/30, 
S4030B0324. 

8403080325  Partial    response    to    F01A   request    for    documents    considered    bij 
NSC    in    preparation    of    three    categories    oF    documents 
concerning    facilities   Forwards   documanti    lilted    on   App    A 
TEUTON, J  M        Division   of    Rules   and    Records         B4/O1/20        HARTMAN,  S  L 
Etoavalse   &  Llberman        2pp         22963    171         24X    Fich*    50-449,84/01/20, 
6403080325 

— B4030B0327   Rev   27    to   Procedur*   QI-OP-11     4-9    re    visual    defects    Imp    i 
ifry    film   tJUckneu    Related    info    enc] 

f      7«<as   Utilities    Electric    Co      (formerly    Teias   Utilities 
Cten«rJting    Co    ).       83/11/08.       ipp        22393   173        24X 
Flche    90-445,84/01/20,6403080325 

— 84030S033S    D«icrlb«i     commitments    made-    to    N«C    In    RJ   Oary    830988 
response    to    notice    of   violation   fr    p-roposed    Imposition    of 
c  Lvll    penalty 

CLEMEMTS,D   R        Teias    Utilities   Electric    Co       (formtrly    Tti»* 
Utilities   Qtnarating    Co    )         83/11/29        COLLINBrJ  T        Realon  4. 
Office    of    Director         llpp         22583    182        B4X    Fich*   30-443,84/01/20. 
B4030&0325 


— B4030S.0373    IE    Insp   Rept    90-443/B3-S2   on   831220-B40130   Major   area* 
inspected   alleged    poor    electrical    cable    tray    clamping 
practical   Concerns    ri    poor    const    practices    unsubstantiated, 
OHERQ, C  R    ,    HUNNICUTT,  D   M        Region  4,    Office    of    Director. 
B4/O2/17        opp        22911    317        24X   Fiche    90-445, 64/02/21, B4030&0371 

8403130442  Forwards    IE    Insp    Rept   50-443/B3-51    on   831201-B40131.  No 
deviations    or    violations    identified 

JOHNSON, E  H  Region  4,  Office  of  Director  B4/02/Z2  OARY,  R  J 
Texas  Utilities  Electric  Co  {formerly  Teiat  Utilities  Oenerating 
Co  )  2pp  22613  193  S4X  Fiche  90-440,  B4/02/22,  8403130442. 

— 9403130493    IE    Insp   Rept    50-445/83-31    on   931201-840131    No   violationl   or 
deviation!    Identified    Major    areas    inspected    initial    startup 
procedure*   review,  fuel    receipt,  emergency    drill    ti    IE   bulletin 
f ol 1 auup 

KELLEY.D  L    ,     SMITH,  W  F   ,     HUNNICUTT.D  M        Region    4,    Office    of 
Director        84/02/22        App         22613    139        24X   Fiche    30-449,  B4/02/23, 
64031 30442 

8403O&0431   Requests    addl    Info   ro   ultrasonic    exam   of    cast    *tainlfts 
steel    piping    in   RCPD   as    part    of   priservlce    insp    program 
Response   requested    utthin    3   d»ys    of    lir   receipt 

YOUNOBLOQC,  B  j  Licensing  Branch  1  B4/02/24  OARY, R. J  Texas 
Utilities  Electric  Co  (formerly  Tetat  Utilities  Generation  Co. ). 
3pp  H2S52  047  24X  FichB  SO-449, 84/02/24,  84030A0431 

9401 190072    IE    Info   Notice    84-13,     "Potential    Deficiency    in   Ho  tor 
Operated   Valve    Control    Circuits  &   Annunciation    "    Sve    list 
encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    h  Engineering 
Response    (Post    83O103)         B4/OS/SB  Consolidated   EdUon    Co.     of  NIUI 

York,     Inc         HSpp         239O9239        24X   Fiche.  80-000,  B4/O2/3B,  B4OH90072. 

8403130183  Foruiards    IE    Insp    Repti   90-443/83-47  fc   50-446/03-22  on 
830801-840117      No    violations    or   deviation*   noted 

JOHNSON,  E  H  Region  4,  Office  of  Director  B4/OS/2S.  OARY,  R.  J. 
Taint  Utilities  Electric  Co  (formerly  Teias  Utilities  Otnerating 
Co  )  3pp  22607  IS?  E4X  Fiche; 50-443, 84/02/28,  8403130183 

— B403130S19    IE    Insp   Repts    90-443/83-47   t-   50-446/83-22  on   830801-840117 
MD   violations   or    deviations    noted    Major   areas    Inspected* 
issues    befor*   A8LB    hearing    board 

TAYLOR, R  0  ,    HUNNICUTT.D  M       Region   4,    Office   of   Director. 
84/02/28        6pp         22607    131         24X   Fich*    50-449, 84/02/2B,  B40313O1B3 


DOCKETED  ITEMS 


S4032&O069  Forward*    evaluation    of   8307 IB    request    Far    deletion   of 
stc*n>    electric    station    license   condition    re    leu-pressure 
turbine    disc    imp    NRG   maintains    position    in    SER    CNUREG-O797J 
that    imp    must    bi    conducted 

YGUNOBLQOB,  B    J         Licensing    Branch     1          B4/O2/3B         GARY,  R    J          Teias 
Utilities    Electric    Co      (formerlg    Texas    Utilities    Generating    Co    J 
2pp  32743    335         24X    Fiche     30-145.  B4/02/3B.  84O3260O69 

— 8"4Qi32AOQai    Evaluation    of    util    B30718  request    to    delate    turbine    disc 
imp     license    condition    UT    Imp*    required    ft    first    refueling 
ti    evsry    »ubieq,uent    refueling    outage 

*       NRC    -    No    Detailed    Affiliation    Given         B4/02/2B         19pp 
22763    237         24X    Fiche    5O-443, 84/O2/2B.  8403260069 


Periodic    operating    reports    t,    related    correspondence 


84O3O2O443   Foriuards   monthly     status    rept    of    offiite    emergency 
preparedness    for   OL    revi  BLO-S     for    Jan    19B4    Changes    in   FEMA 
Finding    date?    not   caused    bu    delay    due    to   offiite   emergency 
p lanning    1 ssues 

DIRCKB.W    J         Office     of    the    E.ecutlve    Director    for   Operations 
84/02/21         PALLrtDINO      Commissioners         9pp         22192   OB3         24X 
Fiche    SO-OOQ.  B4/02/21.  B403020443 


S       Reportable    occurrBiic.es.      LERs    &   related    correspondence 


8403090007    IE    Info   Notice    B4-14.     "Highliflhts    of    Recent  Transport 
Regulatoru    Revs    bg    DOT  l<   NRC    "   Svc    list    encl 

GRACE. J    N         Diviiion    of    QA,     Safeguards    t>    Inspection   Programs    (Post 
B301O3)         84/03/02  Consolidated    Edison   Co      of   Neu  York,     Inc 

130pp  225S2   329         24X    Fiche    30-000, 84/03/02,  B4O2O900O7 

B40209OOOB    IE    Info   Notice    B4-16.     "Fail  urn    of   Automatic    Sprinkler   Bus 
Valvas     to   Operate    "    Svc    Hit    end 

JORDAN.  E  L         Division   of    Emergency    Preparedness    it  Engineering 
Response    (Post   83O103)         S4/03/O2  Conso 1 1 date-d    Edison   Co      of   Neui 

YorJii      Inc  122pp          22593    098         24X    Fiche    30-000.  04/03/03,  B40309OQOB 

B4O209OOD9    IE    Info   Notice   84-13.     "Reporting    of   Radiological    Releases    " 
QVC    Il«t    one  1 

JORDAN)  E  L         Division   of    Emergency    Preparedness    t>    Engineering 
Relpensa    (Post    B30103)         84/03/02  Consolidated    Edison    Co      of   New 

York*      Inc  ll<7pp          22993    217         24X    Fiche,  90-000.  B4/O3/O2,  8402090009 

B4O2090011    IE    Info   Notice   S4-17.     "Problems   U/Llquid    Nitrogen    Cooling 
Components    Below  Nil    Ductility   Temp    "   Svc    list    encl 
JORDAN,  E.  L         Division    of    Emergency    Preparedness   fc   Engineering 
Response    (Post   B30103)         B4/O3/03  Consolidated    Edison   Co      of   New 

York.      Inc  H7pp          22393    331,         24X    Flche    90-000.84/03/03,8402090011 

B4O3Q9Q024    IE    Info   Notice   84-09, Rev    1,     "Lessons   Learned   From    Insps    of 
Fire    Protection   Safe    Shutdown   Sys    "    Svc    list    encl 
JORDAN,  E   L         Division    of    Emergency:   Preparedness    b    Engineering 
RttpoTiiB    (Post   830103)         B4/O3/07  Consolidated    Edison   Co      of   New 

York.      Inc  HBpp          22633    049         24-X    Flche    50-QOO,  S4/O3/07,  B402090024 

B40HO90O28    IE    Info  Notice   B4-1B,     "Stress    Corrosion   Cracking    in  PUR 
Bg*    "    Svc    list    encl 

JORDAN r E   L         Diviiion    of    Emergency    Preparedness    &    Engineering 
Rtlponse    (Post   83O103)         B4/O3/07  Consolidated    Edison   Co      of   New 

York,      Inc  llBpp,        22SB4     IBi         24X    Flche    30-000, B4/O3/O7.  B40209OO2B 


B4O3O1O431     Informs   Commission    of    problems   ill/emergency   dlasel     generators 
mfg    bg    Transamerlca    Delaval.Inc 

DIRCK6.W   J         Office    of     the    Executive    Director     For    Operations 
SECY-B3-034          B4/01/35          Ipp         22438   347         24-X    Fiche    30-OOO,  B4/01 /29. 
B4D3O1O451 

84O3210O32   Part    21    rapt    re     failure    of    auxiliary     feettuater    puma    drive 
turbines,  Clmpel    PJPS-4    TfcT    valve,  to   close   Encl     ttr   dtd   840303 
sent    Co    listed    uttle    QE    notified    of   affected    units    in  DWR 
p lants 

THEfiDUX.B   R          Terry    Corp  B4/O3/22         WOODRUFF. R   W        Director's 

Office.    Office    of    Inspection   and    Enforcement         6pp        22706    327        24X 
Flche    SO-OOO, B4/O2/22,  B403210032 

B4O307O234   Follomup    Part    SI     rept    re    defective    mechanical     inubbsr 
capstan    springs    supplied    by   Pacific    Scientific    Affected 
utils    listed    Purchasers    have    been   notified   t    advised    to  uork 
directly   u/Paciflc    Scientific    in    disposition 

HDVI.  L         NFS     Industries.      Inc         84/02/34         DEYQUNQ,  R   C         Director's 
Office,     Office    of    Inspection   and    Enforcement         Spp        52336    3T3        24X 
Flcha    SO-ODO,  B4/02/24,  B4G3O70356 

B403O102O7   Forwards    " Invest igatlon    of   Types   AF   &    AE  Piston   Skirts,"    per 
TranBamerica    Delaval.Inc    Ouinars   Group    program    commitments 
Rffpt    evaluates    cracks    in    AF    piston   sfcirts    In    Slioreham  6 
Grand    Qulf   Nuclear    Pguier    Stations 

MUSELER.W   J          TD1    tTr ansamer  1  ca   Delava.1,     Inc     )     Owners    Group 
84/02/37        DENTON'H  R         Office    of  Nuclear   Reactor  Regulation, 
Director         3pp         33434    09O         24X    Flche     SO-OOO,  H4/02/27,  840301O3O7 

B4O2O90021    Board    Notification    B4-039    discusses    NRC   940210   (.    !•£.   meetings 
u/Tranaamerica    Delaval,Inc    Emergency    Diesel   Generators 
Duners    Group    Meeting    scheduled    on   640303    for    f Inaluation    of 
generic    prog-ra.m   plan    prior    to   NRC    revieu 

EIBENHUT.D  O  Division  Of  Licensing  B4/02/2B  PALLftDIHO 
Comfflissianers  9pp  S2546  003  24X  Flche  50-000, 84/02/2B, 
8402090021 


B40317O4O&    InPormi    that   no    Insp    repts    mill    be    Issued    for    Rept   Numbers 
30-44S/B3-41    I.   SO-446/B3-2S 

JOHNSON, E  H  Region  4,  Office  of  Director  B4/O3/07  QARY.R  J 
TBI*«  Utilities  Electric  Co  (formerly  Texas  Utilities  Otnerating 
Co,)  lp  22674  337  24X  Flche  30-443,84/03/09,8403190406 


B403O103L8  Far  mar  dt    tssk    descriptions    for    16   tnoun   problems    re 
Transamerlca    Delaval.  Inc     emergency    diese]    generators 
MUSELEH.W  J         TDI    t  Tranadmor  lea   Delaval,     Inc     )    Ouner*   Group 
B4/03/aB        DEHTON,  H  R         Office   of   Nuclear   Reactor   Regulation! 
Director         42pp         2243S    177         34X    Fictie    30-000,34/03/30,8403010219 


9402070031     IE    Bulletin   84-02,     "Failures    of    OE  Type    HFA  Relays    in   Use    In 
Cl4is    IE   Safety   Sus    "    Svc    list   cnc  I 

DEYOUNGrR  C.       Director's    Office,    Office    of    Inspection   and 
Enforcement         at/03/12  ConioHdated    Edison    Co      of  Neui   Yorkr     Inc 

134pp.  22823   094          24X   Flche    9O-OOO,  B4/03/12,  840209O031 

B403I90118   Forwards    NRC    In»p    Rept*    99900530/84-01    (.    30-443/B3-32    of 
GVQNA   En*r|)v    Svcs    QA   program    used    during    Unit    I     Independent 
asBtsiment    program  No   application    to   withhold    rept    recelvid 
TREDV.  B    A        Hearing    Branch    1        84/03/14        QLOCH,  P    D   ,    JORDAN.  U  H   , 
HCCOLLOKr  H.  A        Atomic    Safety    and    Licensing    Board    Panel         23pp 
73         24X  Flche    90-449.  84/03/14,  84031901  IB 


B4032OOL29    Forwards    vendor    insp    rept*    for    info   h   action   Repts    Identify 
concerns    found    bu    Vtndor    Program   Branch    during    insps    of 
vendor    activities    AcK    of    Itr    receipt    requested 

JOHNSON.  £  H  Region  4,  Office  of  Director  84/03/16  GARY,  R  J 
T«i*»  Utilities  Elactrlc  Co  Iformarly  Teias  Utilities  Gintratlng 
Co  }.  3pp  22699  173  24X  Flche.  90-443,  84/O3/16,  8403200123 


B1OHO9OO2O  Board    Nntification   B4-044    forwards   Part   21   rept   re 
Transamerica    Delaval.  Inc     turbocharger    thrust    bearing 
lubrication    defect    resulting    in  engine    nonavailability 
EISENHUT.D    G          Division    of    Licensing         04/02/29        PALLADINO 
Commissioners         4pp         325-11    2i3        24X   Fiche    50-000.84/02/29, 
8402090020 


B40314O04B  Foruiards    "Grand    Gulf    Component  Tracking   Bys.  "    "Shoreham 
Component   Tracking    Sys"    &    "Transamerlc»  Delav^l-Inc 
Diesel    Generators   QuneT-s    Group    Frag  ram    Plan,"    to  resolve 
concerns   in/emergency    dlesel    generators 

MUSELER,W  J         Long    Island    Lighting   Co        B1/O3/02        DENT ON,  H    R 
Office    of  Nuclear  Reactor    Regulation,     Director        2pp        22636  042 
H4X    Fiche    50-000,64/03/02,8403140048 

— B40-314D09S   "Tr  ansaner  1  ca    Delaval  •  Inc    Diesel    Generators    Oiunera    Oraup 
Progr am  Pla-n    " 

*      TDI    <Tran  tamer  lea    Delaval,     Inc    )    dinners    Group        84/03/02 
26lpp         2362B   283          34X     Fiche,  30-000,  B4/03/O2,  B4031 40048 


9403090O43    IE    Info   Notice   84-19-     "Two   Event*    Involving    Un«uthori lad 
Entritt    into    PMR   Reactor   Cavities    "    Svc    list    encl 
JORDAN,  E    L         Division    of   Emergency    Preparedness    fc    Enoin»«rlna 
fl»tpon»*    (Pott    B30103)         84/03/21  Consolidated    Ecflion    Co      of  Key 

York,     Inc          133pp         3B823   229        24X   Flche    BO-OOO, 84/O3/21, B402O90O43 

B402090O44    IE    Info   Notice   B4-2O,     "Svc    Life    of   Relayi    in   Safety-Related 
BL t    "    Svc    1  lit    encl 

JORDAN.  E   L.       Division   of   Emergency    Praparednei*    &    Engineering 
Ri»pon>B     (Post   830103)         84/03/31  Consolidated    Edison    Ca      of   N«u 

Vor-h,      Inc.        i33pp         32933   O01        34X   Fiche    30-000, 84/03/KIi  B402090044 


8403160213    Interim  Deficiency    Rept    SDAR-123  re    laminations   d 
de 1  ami  nations    In   cable    tray    support    column    in    cable   spread 
room. Initially    reported    on    S401 1 1    Evaluation    continuing 
Completion    expe-cted    bu    B4G513 

OARV, fi    J        Texas   Utilities    Electric    Co      <farm<rly   Teiai    Utilities 
generating    Co    )        84/03/OA        JOHNSON,  E   H        Region  4.    Office    of 
Director          lp          224 SB    231  34X   Fiche,  SO-443,  B4/03/06,  8403  14.0213 

8403090033  Board    Notification   84-047    foruardi   Transamerlca   Dfllaval.lnc 
Ouiners    Group    piston    skirt    rept   &    task    descriptions 
EIBENHUT.D  G         Division    of    Licensing        B4/03/07        PALLADINO 
Commissioners         4pp         33674   331,       34X   Fiche    SO-OOO,  64/03/07. 
S4O309O033 
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DOCKETED  ITEMS 


B4Q-209Q038   Board    Notification    34-031     forwards     "Transamer  1  ca    Dslaval.Inc 
(TDD    Diesel    Senerator-5    Dinners   Group   Program   Plan    " 
EISENHirr.D   G         Division    at    Licensing         84/03/12         PALLADIDD 
Commissioners         3pp         22488    214         34X   Fithe    30-000.84/03/13, 
84Q209003H 


--B403D9010S  Affidavit    of    J    Doyle, correc ting    B40222   testimony    d 
cross-eiaminat ion    of    CVONA    Certificate    of    Bvc     encl 
DOVLE, J        Citiiens   Association    for   Sound   Energy        B4/03/03 
22376   OS2         24X    Fiche    5O-415.  B4/03/O5.  8403090104 


7ap 


B4O209Q031?    Board    Notification    64-O52    foruards    meetins    summaries 
containing    transcripts    of    B4ti?lQ  &    16  meetings    between   NRC   & 
Transam erica  Delaval,  Inc    (TDI)    Oynsrs  Group    Distribution 

lilt     BT1C\ 

EISENHUT.D  G  Division  of  Licensing  84/O3/12  PALLADTNO 
Commissioners  5pj)  3S70B  OO1  24X  Fit  he  5Q--000.  B4/O3/1  2, 
B4Q2O90Q31? 


8402090039   Board    Notification   B4-O52    forwards    meeting    sumfnariet 
containing    transcripts    of    340210  &    16  meetings    between   NRC    & 
Transamerica    Delaval, Inc    (TDI)    Burners  Group    Distribution 
list    »nel 

EIBENHUTiOG  Division  of  Llcansing  B4/O3/1S  PALLADINO 
Commissioners  5pp  337O8  O01  24X  Fiche  30-000,64/03/12. 
8402070039 


— 04O30&033&  Forwards    summary    of  340210  meeting    ui/Trantamvr  1  ca  Delaval, 
Inc   duns-pa   Group    In   Bethesda..MD  re   problems    ij/emerg«ncy 
diesel    generators 

CARUS". R         Licensing    Branch    2         B4/O2/27         D'REILLV.J    P         NHC    -    No 
Detailed    Affiliation    Given        6gp        22706  006        34X 
FleliB    30-000.,  flt/03/ 13.  84D20'?D03<5' 


-8403060936  Forwards    summary    of  B4O210  meeting    u/Transami-r lea  Dtlaval, 
Inc    Owners  Group    In   Bethasda. MD   rs    problems    u/emerjjency 
diesHl    generators 

CAFlUBuiR        Licensing    Branch    Z        84/02/27        O'REILUY.J  P        NBC  -  No 
Detailed    Affiliation  Si  van        6pp        32 708  006        24 X 
Fiche    30-000,81/03/12.  8402090039 


-3403O&0554    Transcript    of   830210  meeting  w/Transamer  Ita    Delaval.Inc 
Owners    Group     In.   UetJi  B-sda,  MD   re    problems    iv/'amcrgencij    dlesBl 
generators 

«      MflC   -   Ha  Detailed    Affiliation   Given        84/02/10        1  47j>  p 
OOfi         24X    FtcUB    30-000,64/03/12,8403090039 


-9403D7O409   Summary    of    640216    meeting    Li/TranBameri  ca   Delavalilnc    Guners 
Group    in   Wading    River.  NY  re-   program   plan    to   establish 
reliability    of   diesel    generators   Agenda,  meeting    transcript  ti 
attendance    list    encl 

MILL-ERiMA        Licenslnj)    Branch  4        84/02/27  Licensing    Branch    4 

9pp          2370B-    161          24X    Fich*    50-000,  84/03/12,  B-102090039 


-940306-0534   Transcript   of    B4O210  jneeting   u/Transamer  ici    Oilaval.  Inc 
Ouners   Group    in   DethB*da,MI>  re    problems    ui/  emergency    dlesil 


*     NRC  -   No   Detailed    Affiliation   Given        B4/02/10. 
672O1    OOB         24X   Ficho    50-000.  B4/03/15.  8403090039 


147pp 


-B4O3070409  Summary    of   B40216  meeting    w/Transamer  ica   Delaval.  Inc   Oyne 
Group    in   Hading   River,  NY   re    program  plan    to    establish 
•reliability    of    dleiel    generator*    Agenda,  meeting    tranicript  & 
attendance    list   encl 

MILLER.  M  A        Licensing    Branch   1        B4/02/S7  Licensing    Branch    4 

Spp         S270B    161         34X   Fiche    50-000,84/03/12,8403090039 


-0403070433  Transcript    of    B4021&  conference    in   Hading   River- NV  re 
Trannamerica    Delaval. Inc    dlesei    generator*    Pp    1-B2 
«      Commissioners        B4/02/1&        94pp        2270B    1*9        24X 
Fiche    50-000,34/03/12.6402090039 


-9103070423   Transcript    of   810216  conference    in   Wading   River. NY  r* 
TransamBFica   Delavalilnc    dlesel    generators    Pp    1-B2 
*      Camffliaiioneri         84/02/16,        04pp         2270B    169         24 X 
Ficho    SO-OOO,  04/03/12.  84O2090039 


B403140030  Foruards    "Design  Review   of    Connecting   Rod    Bearing    Shells    for 
Trasisamer  lea  Delava]    Enterprise   Engines"    for    Bhoreham  b 
Grand    Gulf    diesel    generators 

MUSELER.H   J        Lona     Island    LiBhti"9    Co         B4/O3/12         DENTON, H   R 
Office'    of   Muclejr    Reactor    Regu  latf  on,     Director         2pp         22632   074 
S4X   Fiche    3O-000.  34/03/ 12.  B-4O314OO5O 

H4O3I30133  ForuarilB    "Transamer  ica   Delavali  Inc    Diesel    Generator  Rocker 
Arm  Cap  screw  Streis    Analysis    Rept    "   Capscreu   deiign  adequate 
fur    applicdble   enginei    ti    svc    conditions 

MUSELER,  W  J        TDI    { Tramaraer  i  ca   t>elaval.     Inc    )    Dinners    Croup 
S4/03/13        DENTDNjH  R        Office   of    Nuclear   Reactor   regulation. 
Director         2pp         22639    270         24X    Fichu    30-000,64/03/13,8403130133 

8403300232   Responds    to    B4O214    flequests    for    Info    1     !.   2   re    R-4     itrles 
engines    List    indicating    engine   number. model    U    svc    number, 
customer   name   h  address> rat  ing. date    shipped    U   date    started 
end 

MATHEWB,C    B         Tr-anaamer  1  c  a    Delaval,     Inc         S4/O3/16        EISENHUT.D   0 
Division    Of    Licensing         20pp          32691     179         24X   Fiche    BO-OOO,  84/O3/16, 
8403200222 

8403270132   Foruard*    "fmBrgency    Diesel    Generator    Air    Start    Valve 
Capscreu  Dimension   4   Stress   Analysis. "   prepared    by    S&W    for 
Transamertca   Delaval,  Inc     (TDI)    Dine-1    Generator  Ouners 
QTaup 

MUSELERj  U  J        lot    -ITranidmerica    Delaval.     Inc.)    Oumera   Group 
S4/O3/23         DENTON.H   R         Dfflce    of    Nuclear    Heactor   Rijulatior, 
Director         3pp         B2774   001         34X    Fiche    SO-OOO. B4/03/a3r 0403370132 

8403270134  Requests   meeting    on   B40410    to   discus*    short-term    &    long- 
tern   corrective    actions,   &    invnt igations   re    Transatnerlca 
Delavai    die-sel    {generators    List   of    suggested   me* ting    topics 
encl 

MCOAU3HV, J  P  TOI  ITranssmerlea  Delavalr  Inc  )  Oiutier"  Croup 
BVO3/23  DENTOW.H  R  Office  of  Nuclear  Reactor  Rejifl  atl  on, 
Director  4pp.  22769  133  SdX  Flcha  50-000.34/03/23,6403270134 


B4O33SOOOQ  Transcript   of   B40319    hearing    in   Fnrt   Worth, TX    Pp    10.3B4- 
10,713 

»      Atomic    Safety   and   Licensing    Board   Panel        84/03/19        34Opp 
22747   001         34X   Fiche    90-443,  B4/O3/19,  B403H6000B 

9403270167  Transcript    of   B40321    hearing    in   Fort   Horth. TX   Pp    11,019- 
11, 318 

M      Atomic    Safety   and   Licensing   Board   Panel         B4/03/SI         349pp 
22774    ISO        24X  Fiche    30-445. B4/O3/21, 940327O167 

8403270063  Transcript    of   040322   hearing    In   Fort   Worth, TX    Pp    11,337- 
11.  710. 

*  Atomic   Safety   and   Licensing   Board   Panel        B4/03/22        373pp 
23765   007         24X   Flehe    30-445,  04/O3/2E, B4032700B2 

B403280021    Transcript    of  040323    hearing    in   Fort   Worth, TX    Pp    11.711- 
11.  99S 

*  Atomic   8-afety   and   Licensing   Board   Panel        84/03/23        300pp 
32777    173         H4X   Fiche    30-445.  B4/O3/33,  84032BOOS1 


V     Operator  Elimination* 


B4031301AO  Forward*    nuclear    plant   fliperlence    tables    for    shift   advliort, 
shift   supBrvlsort.  assistant    shift    supervisors,  reactor 
operators   &    shift    technical    advi*or«   Eipected    OL   &   fuel    load 
dates   are   B407O1 

CLEHENTB,  B  R        Texas   Utilities    Electric    Co      (formerly    Te>as   UtiUtm 
Generating   Co    )        B4/03/OB         DENTQN, H,  R        Office    of  Nuclear   Reactor 
Regulation,     Director        Bpp         22608   B39        24X  Ft  I:  he    90-449.84/03/09, 
B40313O160 


DOCKET    3O-446    COMANCHE   PEAK    STEAM   ELECTRIC    8TA    ,     UNIT   2 

A      Application/construction    stage   documents   &   correspondence 


T.     Hearing    transcripts    on    nan-antitrust   matters 


S40302O143   Transcript:    of  84Q22B   teltphon*    con  ft-rent  t    in  Bith*»da,MD  Pp 
10,330-10-383 

*      Atomic   Safety   and   Licensing    Board   Panel,       94/02/20        33pp 
B2440   275         24X   FUh«    30-449,94/03/28,8403020143. 

8403090104   Forward*    correction    to  J  Doyle  B40222    testimony   Related 
correspondence 

ELLIS. J        Cltiiens    Association    For   Sound    Energy        34/03/03 
HLOCH.P    B   ,    JOFJIMN.W  H  .     MCCOLLOH,  K  A        Atomic    Safety   and    Licensing 
Board   Panal         ijt        22376   OBI.       24X   FUni    50-445,  B4/03/OS,  B4030901O4 


S401la04as  Forwards    Amend   7    to    CPPFt-126  ti  CPPR-f 27.  safety    evaluation   !• 
notice    of    isiuance    &  availability    Amend    reflects    change    in 
ownership    of    facilities 

EIBENHUT,  P  0        Division    of   Licensing        93/12/30        OAHY,  R,  J        Teiai 
Utilities   Electric    Co      (formerly   Tens   Utilities   fltnerating   Go    ). 
3pp        25210   343        24X  FUh*    50-443,  B3/12/30,  B401 1E04Z3 

— 8401120423  Amend    7    to  CPPR-12&  fc  CPPR-127,  ref lee  ting    change    In 
ouinap ship    of    fac  littles 

EFSENHUTrD  0        Division    of   Licensing,       83/1E/30        4pp.       21904  341 
24X  FichB' 30-445, 83/12/30,  B4O1 120423 

— 8401120433  Safety    evaluation    fupportlng   Amend    7    to   CPPR-12&  t  CPPR-127. 
*      Off-ice    of    Nuclear  Reactor   Regulation!    Director        83/12/2?.       3pf. 
21S04    339         S4X    Fiche    50-449' B3/12/30, B401 120429 
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—  840112O437  Notice    of    issuance    &  availability    of   Amend    7    to    CPPR-126    & 

CPPR-127 

YBUNOBLOOD,  B    j         Licensing    Branch     1          33/12/39         3pp         21SO4    340 

24X    Fiche    50-443,  83/12/30.  8401120435 

B403060153  Requests    eiemption    from   provisions    of    CDC    4  requiring 
protection    of    struc  ture,  lys    &   components    against    certain 
dynamic    effects    associated    in/postulated    breaks    in   RCS 
primary    loop.  per   Oenerlc    Ltr    84-04 

9AHY.R.  J        Teias    Utilities   Electric    Co       (formerly    Tmas    Utilities 
Oeneratinfl    Co    }          B4/O2/17         YDUNGBLOOD.  B    j         Licensing    Branch     1 
4pp          28313    331          24X    Fiche    50-445,  B4/O2/  17,  8403060133 

•B-403OZOI4B  Forwards,  for    revieui,  draft    environ    protection   plan    proposed 
far    App    B    to   plant   01,  i 

YOUNQBLOOD.B   J        Licensing    Branch    1        B4/Q2/21         GARY,  H    J         Teias 
Utilities   Electric    Co      (formerly    Texas    Utilities    generating    Co    ) 
Spp          S2491     1S7         34X    Fiche    50-443,84/02/21,0403020140 

—  8403030199  Environ    protection    plan    (nonradiological  )    For    facility,  App    B 

to   OLir  draft 

*      NRC  -  No   Di  tailed   Affiliation  Given        84/02/21         iSpp 

22491     199         24X    Fiche    30-443,04/03/21,0403020143 

B403OSO273  Request*    provision    of    alternative    surveillance    to    replace 
requirement   presently    in   Tech    Specs    re    turbine    overipeed 
p-rot»ction   Proposed    alternative  malnt.  cal  ibr   &    tasting 
program    should    assure    that    protection   sys    operable 
VTIUNOBLQOD.  B   J        Licencing    Branch    1        S4/O2/S9        GARY.R    J        Texas 
Utilities   Electric    Co      (formerly    Te<ac    Utilities   Generating   Co    ) 
4pp-        SSSOl     109         24X   FichO'  30-445,  84/02/29,8403050273 

9403040299    Inform*   NRC    that    Nuclear    Utll  Task    Action   Committee 

completed    final    draft    of    rept    defining  appropriate    vendor 

interfuse    program   discussed    in   Generic  Ltr    83-20   Final    rept 
scheduled    to   be   released    bij    Apr    1704 

SCHMIDT,  HC        Texas   Utilities   Electric  Co       (formerly   Teiai    Utilities 
Generating   Co    )         84/02/29        EISENHUT,  D  0        Office    of   Nuclear    Reactor 

Regulation,     Director          Ip          22313,362  24X    Fiche.  30-443,  84/02/29, 


8403090300  Forward!    request    for    addl    Info    re    lead-before-breat    analysis 
t,    fracture    toughness    of    piping    mat  IB    under    thermal    aging 
conditions   Bubmittal    date    requested    ulthin    3   days    of    Itr 
receipt 

YOUNOBLOOD,  B   J        Licensing    Branch    1        84/03/02        OARY.R   J        Teias 
Utilities   Electric    Co      (formerly    Texas    Utilities   Generating    Co    ) 
4pp.        32304    338         21X   Fiche-  30-445,  84/03/03,  0403090308 

B40316Q079  Forwards   Suppl    1    to    "Human   Factors   Control    Room   Design 
Review,  "    final    rept 

QARV~,R.  J        Texas    Utilities    Electric    Co       (formerly    Texas    Utilities 
Qenerating   Co    )         84/03/08        YOU  NOB  LOO  D,  D    J        Licensing    Branch    1 
Ip.       32634   001        24X   Fiche    SO-443,  64/03/OB,  0403160079 

—  84031  60  OS3  Suppl    1    to    "Human    Factors    Control    Roam   Design  Review."    final 
ript. 

*      Texas   Utilities    Electric    Co       (formerly    Texas    Utilities 
Generating   Co    ).       84/03/31         122j>p         22634  OO2        24X 
Fiche    30-443,84/03/08,940316007'? 

B402O90041    Board   Notification    B4-O30    provide.    Commission    policy 
ttatemant   ti   proposed    rulemaklng    an    environ    qualifications 
EISENHUTiDQ        Division    of   Licenting         84/03/14  Atomic    Safety    and 

Licensing    Hoard   Panel         lOpp        24X   Fiche'  30-OOO,  84/03/14,  B402090041 


04032&OO&7  Forwards    evaluation    of  830718  request    For    deletion    of 
•steam    electric    station    license  condition  ra    Iqiu-pre  isure 
turbine    disc     ingp    NRC    maintain!    position    in   SEH    INUREG—0797  > 
that    insp   must    be    conducted 

YQUNQBLOOD,  B    J        Licensing    Branch     1         84/02/2B        GARY.R    J         TH«a! 
Utilities   Electric    CD       (formerly   Teias   Utilities  Oeneratlng    Co    ) 
2pp         32763   235         24X    Fiche    30-443,  S4/O2/38,  B40326QO69 

8403140200  Forwards  SSER    re    TK1   Action  Plan   Items    1   C    1    &    I    C    8  of  BER 
Confirmatory    Issue    3   concerning    ouidance    far   evaluation   & 
development   of   procedures    for    transients   &   accidents 
VOUNOELOOD,  D    J        Licensing    Branch     1         84/03/06         GARV,  R    J         Texas 
Utilities   Electric    Co      (formerly   Teias   Utilities   Oeneratlng    Co    ) 
6pp          32636   312         34X    Fiche    80-445,64/03/04,8403140268 

8403140293  Provides   clarification  of   NRC    favorable    findings    re  SEfi 
Confirmatory    Issue    11     for    TMI    Action  Plan    Item    1    G    1   Util 
Should     oither    commit    to    perform   natural    circulation    boron 
miilng     test    or   ref    boron   mining    test  at   Diablo   Canyon 
VOUNQBLOOD,  B   J       Licensing   Branch    1        84/03/06        OARV,  B    J        Teias 
Utilities   Electric    Co       (formerly   Texas   Utilities  Oeneratlng    Co    ) 
3pp          22633   333         3-1X    Fiehe    SO-445.  84/03/06,  8403140293 

0403270345  Requests    schedule    for   responding    to  SER  Outstanding    Issue   3 
re    environ   qualification    of    safety-related   mechanical 
aquipnmnt    in    harsh    environs   &    Issue    4  re   alternate    safe 
shutdown 

VDUMOOLODD,  B    j        Licensing    Branch     1         04/O3/13         GARY,  R    J         Texas 
Utilities   Electric    Co       (formerly   Tanas   Utilities   Generating    Co    ) 
4pp         2S7B7   333        24X    Fiche    SO-44S,  84/O3/13,  8403270345 

F      Security,    medical,     emergency   &  fire   protection   plans 

8403130116   Forwards    proposed    guidelines   Si   Rev    1    to    proposed    objective-s 
fur    1983   emergency    preparedness    field    eierclti,far   rev  1  eu 
£iercise    scheduled    for    831214  Comments   requested    by   030923 
JONES, n    A        Texas  Utilities    Electric   Co      (formerly    Taiai  Utilities 
generating   Co    I        93/O9/13        MADSEN,  0  L        Region  4,    Office    of 
Director         2pp         22601.301          24X    Fiche    30-445, 83/0?/13j  84031301 16 

— 8403130126  Proposed    guidelines    for    1903   emergency    preparedness    field 
exercise    scheduled    for   831214 

»      Te>as   Utilities   Electric    Co      (formerly    Texas  Utilities 
Generating    Co    )          83/09/13         3p|>         22601    303         24JC 
Fiche    30-4*3,03/09/13,  8403130116 

— 0403130136  Re-v    1    tD    proposed    objectives    for    19B3  emergency    preparedness 
field    eierclae 

*  Texas  utilities    Electric    Co      (Formerly   Texas  Utilities 
Generating    Co    )          B3/04/12         Hpp         23601    306         24X 
Fiche    50-443,83/09/13,0103130116 

B403130313  Forwards    "NDC    Emergency   Preparedness   Appraisal     Items  StatUL 
Tracking   Rept,"    to   aitf    NRC    in   preparations    for   upcoming 
appraisal   Emergency    preparedness   planning    project 
organization    chart   (f    list    of    responsibilities   also    e>ncl- 
JONE8.R    A        Texas  Utilities    Electric   Co      (formerly    Texas   Utilities 
Generating   Co    I        83/O9/13        MADBEN.  0  L        Region   4,    Office    of 
Director        6p  p        22609,093        24X  Fiche    30-44B,  03/O9/13.  8403130313 

— 84O313O319   "NRC  Emergency    Preparedness  Appraisal    Item  Status    Tracking 
Rept    " 

*  Te»a«   Utilities    Electric    Co      (formerly   Texas  Utilities 
Ooneratlng   Co   J       83/09/11       79pp       22605   101       24X 
Ficha    30-445,83/09/13,0403130313 


E      NRC    Safety    Evaluation   Report    (8ER),     suppls    &   correspond tnc i 

B403OB0179   Fourth    partial    response    to   FOIA  requ**t    for    Hi    categories 
of    documents   re    facilities   Forward*   App    A    documents, App    B 
document    entirely    withheld    (ref   FOIA  Exemption    5)    Review  of 
addl    documents    subj    to   request   continuing 
FELTON. J   M        Division   of   Rules   and    Record!        84/02/13        ANDERSON,  8    I 

Oarvau,     Schubert,     Adams    l<   Barer        7pp         S3 383"  226        24X 
Fiche: 30-000, 84/02/13,  8403080177. 

— 8009130793  Provides    status    of    BER    Inputs    k    acceptance    revieu*    for    PL 
CP    app  Itcatlont.  Schedule    should    be   met, 

BURKE, W  C.       Effluent   Treatment   Systems    Branch         80/02/06 
KREOER.M  E        Atlictant    Director    for   Bite    Analysis         Ip         225B3  235 
24X    Fiche. 30-000,81/02/13,8403080179. 

B403OSOSB9   Faruards    resolution    of   8ER  Confirmatory    Issue    11    re    utll 
S3O21B   b   0316   submlttals    concerning    TKI    Action    Items    I. C. S   & 
I.  C    B. 

YOUNQBLOOD,  H. J        Licensing    Branch    1        B4/OS/21         OARY, R   J        Texai 
Utilities   Electric    Co      (formerly    Texat   Utilities    Oenerating    Co    ) 
Spp,       2B492  241        =4X   Fiche    90-443,84/02/21,8403020209 


B4O303014&  Submits    scenario    for    providing    info   re    emergency 
preparedness    exercise 

COLLINS, J  T  Region  4i  Office  of  Director  B4/O2/09  GARY,R  J 
Texas  Utilities  Electric  Co  (formerly  Texas  Utilities  Oeneratlng 
Cfl  >  Bpp  S24B7  313  24X  Fiche  30-445,84/02/09,8403030146 

B402O900O6  Board   Notification   84-034    forwards    R  Vollmer  840206  memo   to 
D    Eitenhut   re    ftre   research    results    concerning    fire*    in 
a  1  »ctrlc »1    cabinets    in    control    roam 

EIBENHUT.D  S  Divl»ion  of  Licensing  84/02/23  PALLADINO 
Commlsiioners  Ip.  83376  203  24X  Fiche  30-000,  B4/02/S3, 
B4O2070O06 

— 84O308O316  Recommends    that    info  re    fire   research    results    concerning 
fires-    in    electrical    cabinets    in    control    room   be    submitted 
for    board   notification,  per   NRR  Ofc   Ltr    I9,dtd   8B1O01    Further 
evaluation   of    test    d-ata    required 

VOLLMER.R   H        Division    of   Engineering        04/03/06        ElBENHUT.D.O 
D-ivllion   of    Licensing         lOpp        3B576  504        24X 
Flcha    30-000,84/02/23,8402090006 
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0      Adjudicator^    correspond ance 


8403070177    Motion    r*    iumraarij    of    croa  a-examlnat  1  on    areas    supplied     to 
CYQNA    on  B4O232  Applicants    haw   used    thin  wall    pipe-  &  many 
Instances    of    min   pipe   uiall    violations   eiiit.W/M  Ualsh 
affidavit  Related    corespondent* 

ELLIS,  J        CltitenE    Association    far    Sound    Energy        84/02/39  Atomic 

Safety    and   Licensing    Board    Panel         4pp         23341    336        24 X 
Fiche:  50-449, B4/02/29, B4O307O1 77 

--6403070161    Affidavit    of   H  Walsh   re    thin  uall    pipe-Pipe    fittings    larger 
than    nominal    wall     thickness    assumed    b<j    fifing    designers     mill 
increase    thermal    expansion    loads    on  piping    supports   & 
nou  1  es 

WALEH,M        Citliens    Association    far   Sound    Energy.       B4/O2/2B        4pp 
22541    330         24X    Fiche    50-445.  B4/02/29j B40307Q177 


B403190033  Motion    for    discoverg    re    T-shirt    incident    Incident    fall* 
under    heading    of    neu  tt    significant    info   re    Intimidation 
matters    it  deemed    d i scoverab 1 e. Certi f icate    af   Svc    encl 
Related    ens-respond  ante 

ELLIB,  J        Clttiens    Association   for    Sound   Energy        B4/03/12  Atonic 

Safety    ant    Licensing   Board    Panel         9pp        25666  067        24X 
Ficha    90-449,  B4/O3/1S,  B403190032 

9403130033  Suppl    to   applicant    B402O3   plan    to    respond    to   memorandum  d 
order    re  OA   far   design,  d 1 seusslng   ASLB   840224    comments    on 
Walsh/Bogle    issue*    re   compliance    u/Critsria    I    !<   XVI 
Certificate   of   Svc    encl    Related    correspondence 

REYNOLDS, N    B         Tolas    Utilities   Electric    Co       (formerly    Texas    Utillttet 
Generating    Co    }        REVNDLDB.  K  S        Bishop,    Llberman,    Cooki    Purcell   tc 
Regnolds        64/03/13        12pp         22613   279        24X   Fiche    90-449.  B4/O3/13, 
B403 130032 


— B4Q30701B2  Fnruardl    M  Walsh    affidavit  Certificate   of   Svt    end 
ELLIS, J        CitUens    Association    for   Sound    Energy        84/OZ/29 
Docketing    tc  Services   Branch        3pp        H2541    333        24X 
Fiche    30-445,  84/02/2?,  B403070177 

B4O3Q7O1<M  Notifies  that  n-D  conflict  of  interest  exists  in  dual 
r  epres  entatJ  on  of  Broun  &  Root  fc  H-utchlnson  re  investigation 
of  CYQNA  mutter 

CHARNOFF,  O         Shaw.     FUtraan.     Potts    fc    Trauibrldge         CKARNOFF- O         Teias 
Utilities   Electric   Co      former  lij    Teias   Utilities   Generating   Co    ). 
B4/Q3/O1        DLOCHrP         Atonic    Safety    and    Licensing    Board   P-anel        3pp 
22347.273         24X   Fiche    3O-443.  B4/O3/01.  84O307O191 


B403190OO6   Informs    that    Imp    Rept  B3-32,  particular Ig    app,  Page   6.  Items 
D  &  C    re  allegations    of    undue    pressure    &  restriction  & 
threatening   u/firlng   iul  1 1    be    used    for   cross-examination 
during    hearing   Certificate    of    Svc    encl 

ELLIS.J        Citlians   Association    for   Sound   Energg         B4/03/13 
BLGCH,  P    B   .    MCCOLLQM,  K  A   ,     JORDAN.  W  H        Atonic    Safety    and    Licensing 
Board    Panel        9pp        326 A 4   332        24X   Fiche    30-445.  B4/O3/13.  B403190Q06 

S40319Q14B  Forwards    Investigation  Repta   4-83-001    b   4-33-013    dtd   B30B34 
t    1103.  respec tivalg    Complete    EC  redacted    version*    encl 
TREBY.B   A        Hearing    Branch    1         84/03/13        BLDCH.  P    B   ,    JORDAN.  W  H  r 
MCCOLLOMiK  A        Atomic   Safety    and    Licensing    Board    Panel        ZOOpp 
28667-001         24X   Flche    SO-443,  H4/03/13i B40319014B 


S4O30701H6  Wotice   of   appearance    In    proceeding    Ctrfclf i cats    flf   Svc    «ne I 
PIGD1T,  D        Cijgna   Energy    Services        PfQOTTrD,       Drri;k,    Herrlngtan  & 
fiutcllffe         B4/03/OS         4pp         22373   341          34X    Fiche    5O-445, B4/03/03, 
8403090126 


B40319D111   Notice   of   appearance    in 
BACHMANN.R   0        Hearing    Branch    1 
Fiche:  SO-449,  B4/O3/14.  34O31901 11 


proceeding    Certificate    af    Svc    encl 
S4/03/14        3pp         28666  263        B4X 


8403090128   Ansiuer    urginj   rejection    of    utll   B40H03   plan    to    respond    to 
ASLB   memorandum  &   order    re   QA    for   design. ASLB    should    require 
1O-OH  reinap, design    verification  h  mgt  audit   Certificate    of 
Svc    enc 1 

ELLIB, J        Citiiens   Association    For    Sound   Energg         S4/03/O5  Atomic 

Bafetg    and   Licensing    Board    Panel         17pp        22371    O21         24X 
Fiche    50-449.B4/O3/05.  B4O309012B 

B4O3O90099  rlemoT»ndum  requesting    dfc    of    Investigations    file    target 
dates    for    completion    &   release    of   rept   re    Facility 
investigations    b   policy    for    filing    completed    rept*  w/ASLE 
subj    to    protective    order 

BLGCH, P    B        Atonic    Safety    and   Licensing    Board   Panel         B4/O3/OS         lp 
22976   OO1          24X    Flche    50-^45- 84/03/09, 0403090079 


6403190118   Forward  i    NRC    Itisp    Repts    9990O33O/B4-D1    fc    30-449/83-5S   of 
CYGNA  Energy    Svcs  QA   program   used    during   Unit    1    Independent 
assessment    program  No   application    to   withhold    rept    received 
THEflY.S   A        Hnaring    Branch    1         94/03/14        BLOCH.  P   B,  ,    JORDAN,  W  H  . 
MCCOLLOMi  K   A        Atomic    Safety    and    Licensing    Board    Panel        Q3pp 
33661,   373         34 X    Flche    30-443,  B4/O3/14,  8403190118 

B403200026  Eighteenth    set    of    Interrogatories    1  requests    to    produce   to 
applicants    re    issue    of    Intimidation,  harassment    it   threatening 
of   QC    inspectors    b   other    employees    Certificate    of    Svc    encl 
Related    correspondence 

ELLIS,  J        Citiiens   Association    for    Sound    Energy         B4/O3/14,  Teiii 

Utilities  Electric    Co      Iformerly    Texas   Utilities   Oeneratinn   Co    ) 
5pp        53699238        24X  Flche    30-445,84/03/14,0403200026 


94O314005S  Commgtitu    on    util    flan    tu   re  a  pond    to   B4O2O3  memorandum  h 
artier   re    OA   for    design  Plan    supported    in   part   Certificate 
of   Svc    enc 1 

MIZUNO.  G    S         Hearing    Branch     1          B4/O3/O9          17pp          22634    163         S4X 
Fiche    50-443.  B4/03/01?,  8403140035 

B403140034  Forwards   response    to   64 0305    comments    on   generic    problems 
S,   crosa-eiamination    questions    Eihibits   920-925,906  &   691-^01 
encl    Certificate    of   Bvc    encl    Related    correspondence 
ELLIS, J        Cttiiens   Association    for   Hound   Enargg         B4/O3/1O 
WILLIAMS,  MH        Cygna    Energg    Services        25pf>         22633. 03 1         24X 
Fiche    SO-443.B4/O3/10, 8403140034 

B403140Qf3  Confirm    agreement    to  preserve    ang    mails    Informal  lij 
requested    an   di ) cover g    r*    electrical    inspectors    Related 
correspondence 

HQRIN,  W  A        Bishop,     Libernian,     Cook,     Purcell    It  Revnolrii         HORIN,  W  A 
Teij*   Utilities    Etactric    Co       <formerlg    Teias   Utilities    (Generating 
Co    )         B4/03/1B        BLDCH.  P    B    ,     HCCDLLOrl,  K  A   .    JQJiDAN,  H   H         Atomic 
Safety    and    Lic«nslng    toard    Panel  lp         22633   235         34 X 

FicJie    SO-443,S4/O3/12,aiQ3I4O013 

S40314002O  Answer    to   Cjtiions    Assoe    for   Sound    Energy    (CASE)    B40329 
motion    re    cross-Kami n*tinn    areas    supplied    to   CYfiHA  CAGE 
mattera    inappropriate    It    irrelevant    in   context    c-f    CYGNA   rept 
M/C«rfcificatB    of    Eve   Related    correspondence 

HEVKQLDS.M  S  ,    HDHIN.W  A        Tejas    UtlHties    EUctrlc   Co       (formerly 
Texas    Utilities  Generating   Co    )        REYNOLDS, N  S        Bisfioji,     Liberman, 
II    I<  Reynolds        S4/O3/12  Atonic   Safety    and    Licenilng 

llpp        22633    39O,       £4X  Flche    50-443,64/03/12, 


8403200126  Nineteenth    set    of    Interrogatories   d  requests    to   produce    to 
applicant  Certificate   of   Svc    encl    Related    correspondence 
ELLIS,  J        Citiiens   Association   for   Sound   Energg        B4/03/14         llpp 
2269?,  O67         24X   Ftche    5O-445,  B4/O3/14,  B403200126 

84031900O3  Memorandum   clarifying    open    listed    issues    re  QA   program 

BLQCH,  P    0    ,     JORDAN,  H   H    .     MCCOLLDM,  K   A         Atomic    Safety    and    Llcentlng 
Board    Panel        B4/O3/1S        Hipp        22664   326        E4X   Fiche    30-445, 
84/03/13,  B4031  90O02 

B403190O2B  Memorandum   ordering    Ofc    of    Investigations    to    file,bg 
B4O329,  affidavits    responsive    to  ASLP    concerns    re    observation 
of    interviewees   Applicants    should    file    affidavits    stating 
results    of    investigation    by    Q40411 

BLQCH, P. I!        Atomic    Safetg    and    Licensing    Board    Panel        B4/03/19       Sfp 
22663    360         24X    Fl Che'  50-445. B4/03/1S, Q4031900K8 

84032000O9  RDqu»»ts    to   he    Informed    about    requested    supplementation 
of    anfluiers    to    interrogatories    b  requests    to   produce   Related 
correspondence 

ELLIS, J        Citiient   Association    for    Sound    Energg         84/03/10 
REYNOLDS,  N  5        Blthop,    Liberman,     Cook,    Purcell    h   Reynolds         lp, 
22685   K02         H4X    Fiche    30-443,84/03/13,8403200009 

S4032QOO12  Advises    that    listed    documents   ulll    be    used    in    cross- 
examination   op   NRC    staff   luitnessas    on   welding    Related 
correspondence 

ELLISi  J        Citltens   Association   for    Sound   Energg        B4/03/13 
TREBYrS    ,    MIIUNO,  0  S        Office    of    the   Executive   Legal    Director.       lp 
S26B3-357        24, X  Fiche   SO-449,  B4/O3/1S,  B403200012 


pvent«tnth    set    of    interrogatories    IE  requests    to    produce    to 
Certificate    of   Eve    enc 1    Related   correspondence 
itlieni-   Association   for   Sound    Energy         64/03/13  Texas 

lectric    Co      (formerly   Texas   Utilities   «eneratlng   Co    ), 
07A         24X    Fiche' 50-449,  94/03/12,  B4031?OOS4 


B403SOOD29  Foruiards    further    responses    from  Waliti    re    Cygna    B40313 
reiponaes    to  Citiiens   Assoc    for  Sound    Energg    Certificate    of 
Svc    encl   Related    correspondence 

ELLIB,  J        Citiiens    Association    for   Sound    Energg         84/03/19 
PIOOTT,D  R        Orrlcfc,    Herrlngton  Si  Sutcllffs,       5pp,       22699.323.      24X 
Flche    50-445,84/03/15,8403200023 
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9403200049    Request!    ASL0    advise     if    notion    for    admission    of    encl     tun 
pages    re    noneonformance    repts    concerning    fiandur  i  tten/ 
typewritten    d  Iserepanc  ies    uould    be    entertained    at    present 
R«l at«d    correspondence 

ELLIBi  -J        Cltiiens    Association    for    Sound    Energy         04/03/13 
BLQCH.P    B    ,     MCCDLLOM.K   A    .     JORDAN.  U    H         Atomic    Safety    and    Licensing 
Board   Panel         4pp        S269B   207        24X    Fiche    30-419.  B4/O3/13. B403200049 

B4Q38OOO73   Rfl^uests    listed    documents    for    18th    b   30th    sots    of 
interrogatories    Certificate    of    Svc    enc 1    Related 
correspondence 

ELL  I  Si  J          Citizen*    Association    for    Sound    Energy          B4/03/1S 
REYNOLDS.  N    B    ,     HORIN-D         Bishop.     Libormon,     Cook,     Purcell    &    Reynolds 
tp          22484    3bS         SAX    Fiche    50-443.  B4/03/1S. B40320Q073 

S4032OO114    Discusses    supp  lementat  1  on    of    ansiwers    to    Interrogatories   & 
requests    to    produce    re   T-shirt    incident  Applicants    have 
history    of    being    uncooperative   re    discovery    matter! 
Related    correspondence 

ELLIS. J        Citliens    Association    for    Bound   Energy         B4/O3/15 
FLOCH.P    B   ,     JORDAN.W  H  ,     MCCOLLOM,  K   A        Atomic    Safety    and    Licensing 
Board    Panel          Bpp          22685    327         24X    Fiche    50-445,84/03/15.8403200114 


B4O3KQQIIS    TuiEntleth    set    of    interrogatories    ti  request    to    produce 
to   applicant    Certificate    of    Svc    end    Related    correspondence 
ELLIB,  J         Cltltens    Association    for    Sound   Energy         B4/03/13 
Utilities    Electric    Co      (formerly    Teias    Utilities   Generating    Co 
Bop         HS6S5   344        24X  Fiche    30-445.  B4/O3/1  5,  84O32O01 1  B 


Teias 

) 


B4O320D147    Forwards    Citizens    Assoc    for   Sound    Energy    Eihihlt    927, 
"Formulas    Far    Stress    ti   Strain."    omitted    from  B40313   1  tr 
H/o    •ncl.  Related    correspondence 

ELLIS. J         Citiiens    Association   for    Sound   Energy         B4/03/19 
PIOOTTiD.fi         Orrick,    Herrington   «c  Sutcliffe         lp         23679    1SB        24 X 
Flcn»    9O-44B, 04/03/15,8403200147 

04Q321O1O2    Forwards    IE    Insp    Rept«    50-443/83-47    &    50-446/83-22    W/O 
encli.  Related    correspondence 

TREBYiS    A,        Hearing    Branch     1          S4/03/1&         BLDCH, P    &    ,     JORDAN. W    H    , 
MCCOLLQMpK   A        Atomic    Safety    and    Licensing    Doard    Panel         lp 
22706-117         24X   Fiehe    50-445,84/03/16,8403210102 

3403300045  Notice    that    evidentiary    hearing    scheduled    for    840423-37 
rescheduled     For    840424-27    in    Fort    Worth. TX 

BLOCH. P     D          Atomic    Safety    and    Licensing    Board    Panel          84/03/17          lp 
22684   3£>1         24X   Fiche    30-445.  S4/03/19,  B403B00065 

8403370031    Requests    that   MD   Bpence    be    substituted    for   RJ  Oarij    on    ivc 
lilt   Related    correspondent e 

REYNOLDS,  N  3        Bishop,    Liberman.     Cook,    Purcell    t  Reynolds 
REYNOLDS,  N  S        Teia*   Utilities   Electric    Co       (formerly    Texas    Utilities 
Generating    Co     )          DSD    11B         B4/O3/ 1 9         CLEMENTS.  W    L         Docketing    t. 
Service*    Branch.        lp         22769    327         24X    Fiche    90-445,84/03/19, 
B40327OO31 

840329033?   Responds    to   ABLE   840309  memorandum  re    schedule   It    policy    of 
Ofc    at    Investigation   Policy    n    release    of    repts    to    ASLB 
Includes    review   of    rept   &   deletions    to    protect    Identity    of 
confidential    sources 

HAYESi B     0          Office    of    Investiflation.         DBB    137         B4/03/21 
NCCOLLDM,  H  A    r    BLOCK, P   D    ,     JORDAN,  W   H        Atomic    Safety    and    Licensing 
Board    P«n>l  2pp          22787    097         24 X    Fiche    30-445,  S4/O3/21,  B403S80339 

B403SBD342  Memorandum  fc   order    releasing    transcript    of  840231    In    camera 
tensions    &  applicant   (nemo    re    release    of    transcript    at    part 
of    public    record    of    proceeding 

BLOCH,  P    3         Atomic    Safety    and    Licensing    Doard   Panel         DSD    150 
84/O3/2A  lp          22787    100         24X    Fiche    50-443. S4/03/E6, 84032B0342 


H      Oeneral    corr»»pond«nco 


B4G3270173    Request*    that    name    be    placed    an  mailing    list    for    motlc 
Itiuad     in    facility    OL  b    IE  monitoring    process, 
OARDE.B.P.       Oavarnment   Accountability    Project        84/03/19        BURWELL.  S 

0*fic»    of   Nucl*«r   R. actor   Regulation,     Director         lp         22771    137 
24X   Fich*'  3O-44S,  B4/O3/19,  B403270173 

fl4D 32300-39    DeKignatet    MD  Gpence    as    recipi*nt    of   official    correspondence 
pertaining    to    facili  ties 

CLEMENTS.  B.  H         T*i«s    Utilities   Electric    Co       (formerly    Te>a*    Utilities 
Oineratlng    Co     )         B4/03/20        DENTDN,  H  R        Office    of   Nuclt*r    R**ctor 
Ftigultblon,     Director         lp         22726  2S9        SIX   Fiche    50-443, 84/03/20, 
B4032300B7. 


Q      Inspection    reports,     IE    Gulletlna   t,   correspondence 

8403060324   F01A   request    for    documents    considered    by    NRC    In    preparation 
of    notice   of   violation    %    proposed    imposition    of    civil 
penalty,  931222    Itr    transmitting   violation   ti  rept   of 
Investigation    re    intimidation    of   Oft    personnel 

HARTMAN.S   L         Debevoise    S<    Liberman         B3/12/3O         FELTON,  J   H         Division 
af    Rules    and    Records          3pp         H23B3    Ii9         24X    Fiche    50-445.03/13/30, 
B4030SO334 

a4O3O8O3as  Partial    response    to    FDIA  request    for    documents    considered    by 
NRC     in     preparation    of    three    categories    of    documents 
concerning    facilities    Fcrwarils    documents    listed    on   App    A 
FELTDN,  J   M         Division    of    Rules    and    Records         B4/01/2O         HARTrtAM,  3   L 
Dttbevolse    (.    Llberman          3?  p         S23B3    171         24X    Fiche    50-443,  B4/O1  ISO. 
9403000325 

— 8403080327   Rev   37    to    Procedure    QI-QP-11    4-3   re    visual    defects    insp    (t 
dry    film    thickness    Related    Info   encl 

•t      Toias   Utilities    Electric   Co      (formerly    Teias   Utilities 
Generating    Co    )          B3/11/OB         6pp         2S5B3    173         24X 
Flcho     50-443.  B4/O1  /SO,  B4030BO325 

— 84O30BO332   Describes    commt  tments   made    to  NRC    in  RJ  Gary    S3O928 
response    to-  notice    of    violation   !i   proposed    Imposition    of 
civil    penalty 

CLEMENTe.D   R        Teias    Utilities   Electric    Co      (formerly    Tuias 
Utilities    Generating    Co    )        B3/11/29        COLLINB.J  T        Region  4, 
Office    of    Director          1 1  pp         225B3    1B2         24X    Fiche    SO-445, 84/0 1/30. 
B4030B0329 

— S4O30SD333  Foruards    rept    re    investigation    Into   allegations    made    by 
MA   Dunham    &   concern*    related    to    protective    coatings    Related 
documents    encl 

QARY,  R   J        Teias   Utilities   Electric    Co      (formerly  Teiat   Utilities 
Generating    Co    )         B3/12/13        COLLINS.  J        Region   4,    Office    o* 
Director          E2pp          225S3    2O4         34X    Fiche    30-443,84/01/20,8403080323 

B403O£i0431   Requests    add  1     Info    re   ultrasonic    eiam   of    cast    stainless 
steel    piping    in  RCPD    as    part    oF   preservlce    insp    program 
Response    requested   uilthln    9    days   of    Itr   receipt 

YnUNQBLOuD,  0    J       Licensing    Branch    t         B4/02/24        GARY,  R    J        Teias 
Utilities  Electric    Co       (formerly    Teias   Utilities  Generating    Co    ) 
3pp          32S52    047         21X    Ftche    30-443,  04702/24,  B403060431 

B401190073    IE     Info    Notice    B4-13.     "Potential    Deficiency    in    Motor 
Operated   Valve   Control    Circuits  i  Annunciation   "   Svc    list 
encl 

JORDAN, E  L        Division    of   Emergency   Preparedness  &  Engineering 
Rosponae     (Post    B301O3)          84/02/58  Consolidated    Edison    Co      of   Neu 

York,     Inc         HSpp        22909    239        24X   Fiche    50-000.  B4/03/2S.  S401 190072 

84031301B3   Forwards    IE    Iltap     Repts    30-445/B3-47   fc    50-44&/B3-22    on 
B3O801-B40117      Nn   violations    or   deviations    noted 

JOHNSQM,  E  H  Region  4,  Office  of  Director  B4/Oa/2a  GARY.  R  J 
Teias  Utilities  Electric  Co  (formerly  Teias  Utilities  Generating 
Co  )  2pp  22607  129  24X  Fiche  50-443.  B4/O2/2B.  B403 130103 

--B4O3130219    IE    Intp    Repts     50-445/B3-47    fc    30-446/B3-B2   on    830301-840117 
No   violations   or    deviation*   noted    Major    areas    inspected 
issues    before  ABLn    hearing    board 

TAYLOR, R   0   ,    HUNNICUTT,  D   K        Region    4,    Office    of   Director 
B4/OS/38         App         226O7     131          24X   Fiche    50-445,  B4/02/28,  B40313OIB3 

8403260069  Forwards    evaluation    of  830718  request    for   deletion    of 
steam   electric    station    license    condition   re    lou-pressure 
turbine    disc    insp   NRC    maintains   position    in  8ER    (NUREO-O797) 
that    tnsp   must    be    conducted 

YOUMOBLOOD,  B   J       Licensing    Branch    1        84/03/28        GARY,  R    J        Tei4» 
Utilities  Electric    Co       (formerly    Teias   Utilities  Generating    Co    ) 
2pp          22763    235         24X    Fie  he    30-445,84/02/23,8403260069 

— B403260OB1    Evaluation    of    util    83O718   request    to    delete    turbine    disc 
Imp     license    condition    UT    Imps   required    at    first  refueling 
It    every    subsequent    refueling    outage 

*       NRC    -   No    Detailed    Affiliation   Given         B4/02/2B         19pp 
22763    237        24X   Fiche    30-445,  84/02/28,  B4O3E60049 

B402O-70007    IE    Info  Notice    84-14,     "Highlights    of    Recent   Transport 
RenuUtary   Revs    by    DOT   b  NflC    "   Svc    list   encl 

ORACErJ    N        Division    of    OA,     Safeguards    fr    Inspection  Programs    (Post 
B30103)         B4/03/02  Consolidated    Edison    Co      of   Neu  York,     Inc 

13Opp          22332:329         24 X    Fiche    30-000,84/03/02.0402090007 


e4020<?0003   IE    Info  Notice    B4-1&,     "Failure    of    Automatic   Sprinkler   Bys 
Valves    to  Operate    "    Svc    list    end 

JORDAN,  E  L        Division    of    Emergency    Preparedness   Si  Engineering 
Response    (Post   8301O3)         84/03/02  Consolidated   Edison   Co      of  Heiu 

Yorfc.     Inc         !S2pp        22393    O98        24X   Fiche    30-OOO.  B1/03/OB,  S40209000B 
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B4Q20W009    IE    Info    Notice    B4-1S,     "Reporting     of    Radiological     Releases     " 
Svc    list    end 

JORDAN,  E   t.         Division    of    Emergency    Preparedness    &    Engineering 
Response     (Post    B301O3)          B4/03/02  Consolidated    Edison    Co      of    Neu 

Vorl.     Inc          119pp          23353    217         24*    Fiche    SO-OOO.  B4/O3/02,  0402O90Q09 

B402O9C011     IE    Info   Notice    84-17.     "Problems    H/Liquid    Nitrogen    Cooling 
Components   Oeloui  Nil    Ductility    Temp    "    Svc    list   encl 
JORDAN, E   L         Division   of    Emergency    Preparedness    &    Engineering 
Response    (Poit    630103)          B4/03/O5  Consolidated    Ed  lion    CD      of    Neu 

York,      Inc          H7PP         33553    334,         24X    Fiche    30-000.94/03/05,0402090011 

8402070024    IE    Info  Notice   84-01?.  Rev    1,     "Lesions    Learned    From    Insps    of 
Fire   Protection   Safe    Shutdown    Sy  s    "    Svc    Hst    ent  1 
JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   9301O3)         84/03/07  Consolidated    Edison   Co      of    Neiu 

Vorfc,     Inc         HSpp        326:35    049        31X   Fiche    50-UOQ.  B4/O3/07,  B40207Q024 

B4Q207QQ2B    IE    Inf-o   Notice   84-15.     "Stres.5  Corrosion   Cracking    in  PUR 
Sijs    "    Svc     !  1st    end 

JORIWNi  E   L        Division    of    Emergency    Preparedness   tt   Engineering 
Response    (Post   B3Q103)         B-1/03/O7  Consolidated    Edison   Co      of    Neu 

Vorfc,      Inc          llBpp          223B4     186         24X    Fiche    90-000.04/03/07-8-402090028 

S<IQ31704O6     Informs     that    no     insn    reptfi   will    be    issued     for    Rept    Numbers 
gO-445/H3-fll    J.    30-446/B3-2B 

JOHNSON. E  H  Region  A,  Office  of  Director  84/O3/07  GARY.R  J 
Toias  Utilities  Electric  CD  [formerly  Tetas  Utilities  Generating 
Co  )  lp  22674  357  34X  Fiche  50-445,04/03/09,8403190406 

B4C-2Q9Q031     IE   Bulletin    04-02,      "Failures    of    OE    Type    UFA   Relay,    in    Use    in 
Class    IE  Safety   Sys    "    Svc     list    encl 

DemUNG.R  C        Director's    Office,     Office   of    Inspection    and 
Enforcement        S4/O3/13  Consolidated   Edison   CO      of    Neu   York,     Inc 

134pp          23823094         24*    Fiche    50-000.  SI/03/  IS,  B402090031 


B4Q30103O7   Forwards     "Investigation    of    Types    AF   &   AE   Piston   Bkirtl.  "    pir 
Transamerica   Delaval,  Inc    Oiuners   Group    program   commitments 
Rept   evaluates    cracks    In   AF    piston    skirts    In   Bhoreham  ti 
Grand    Gulf  Nuclear   Power    Stations 

MUSELERiU  J        TDI    <  Tran*ame<r  ic  a   Delaval,     Inc    )    Owners   Oroup 
04/02/27        DENTDN,  H  R        Office    of   Nuclear   Reactor   Regulation, 
Director        3pp        32434  09O        24X   Fiehe    50-000,84/05/27,8403010307, 

B4020"?00al   Board    Notification    B4-039  discusses   NRC   84021O  &    16  moeUnjt 
ui/Transamer  ica    Delaval.Inc    Emergency    Diesel    (Jen  Bra  tors 
Oun*rs    Group   Meeting    scheduled    on   840308    for    final i lation    of 
generic    program   plan    prior    to    NRC   revieu 

EIBENHUT.DO  Division  of  Llcanslng  B4/02/2B  PALtADJNO 
CommUEionen  9p.p  23346  003  SIX  Fiche  30-000,34/02/23' 
0402070021 

840301021B  Forwards    task    descriptions    for    16    known    problem*    re 
Transamerica   Delavalilnc    emergency    diesel    generators 
MUBELER.U  J        TDI     (Transamerica   Delaval,     Inc    )    Owners    Oroup 
B4/02/S8       DEMTON,  H  R        Office    of- Nuclear   Reactor   Regulation 
Director        42pp         32435   177.       E4X   Fiche    SO-000, B4/02/2B. 840301021B 

010309002O  Board    Notification    B4-O44    foruavda   Part   31    rapt  r» 
Transamerica  Delaval, Inc    turbocharger    thrust    bearing 
lubrication    defect    resulting    in   engine    nanavai lab  1 1 itg 
EISENHUT.D  H        Division   of   Licensing        B4/OB/S9        PALUADlNO 
Cofumisstonflrs        4pp        22341:263        34X  Flehe    SO-000, 84/O2/29. 
8402090020 

3103140046  Forwards    "Grand    Gulf   Component   Tracking    Si/«,  "    "Bhoreham 
Component   Tracking    Sgs"   Si    "Transamerica   Delaval.  Inc 
Dle»el    Generators   Dinners    Group    Program  Plan,"    to   resolve 
concerns   u/emergency    diesel    gonerators 

MUSELER.W  J        Long    Island    Lighting    Co        S4/O3/OZ        DENT  ON,  H  R 
Office    of   Nuclear   Reactor    Regulation,     Director         2pp 
24X   Fiche   3O-000,  84/03/02,  B403I4004B 


B10319011B   Forwards    MfC    Inap   Repts    99?OO530/a4-Ol   *.  30-44S/B3-52   of 
CYONA  Energy    Hvca    QA    program    used    during    Unit    1    Independent 
assessment   program  Ho    application    to   withhold    rept    received 
TREGV,  3   A         Hearing    Branch     1          B4/O3/14         DLOCH,  P    B         Atomic    Safety 
and    Licensing    Board    Panel          23pp          226Ai    273         34  X 
Flch»    50-445,  B4/03/H,  8403190113 

B4032OO125  Forward*   vendor    Inip    rfots    for    info   it    action   B«pts    identifi; 
concerns    found    by    Vendor    Program  Branch    during    inips  of 
vendor    activities    Ac  I    of    Itr   receipt   requested 

JOHNSON.  E  H  Region  4,  Office  of  Director  B4/03/16  OARY.R  J 
Teias  Utilities  Electric  CD  {formerly  Teia*  Utilities  Generating 
Co  >  3pp  22i99  173  H4X  Flcha  50-343,84/03/14,3403200123 


B402090O43    IE    Info   Notice    B4-19.     "Tuo   Events    Involving  Unauthori  led 
Entries    into   PUR   Rear  tor   Cavities    "    Svc    list   encl 
JORDANr  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response     (Post   B3O1O3)          B4/O3/2I  Consolidated    EdUon    Co,     of   Meu 

Vorl,     Inc          133pp         32823    339         24X    Fiche    50-000,  84/03/31  ,  B402090O43 

B402O7O044    IE    Info   Notice    31-20,     "Svc    Life    of    Relays    In    Safe  tg-Rela  ted 
Si^s    "    Svc    1  i  it   enc  I 

JORDANrE  L        Division   of    Em«rDency    Preparedness    b  Engineering 
Response    <Post83OlO3)         B4/03/21  Conao  I  ida  ttt  Erfi  son    Co      of  New 

York.     Inc         139pp         23933   001         24X   Fiche    3C--OOO,  64/03/21  j  B4020TO044 


S      flepartable    occurrences,     LERs    ti  related    correspond  enre 

B40301O491     Informs   Commission   of    problems   u/emergency    dlesel    generators 
rnfg    bg    Tranaa^erica    Delaval,  Inc 

DIRCKBiW   J        Office    of    the   Ei»cutive  Director    For   Operation* 
SECY-B3-034         B4/O1/25         4pp         25433347         24X    Fiche    SO-OOO,  34/O1/S5- 
S4O3010451 

340321DD32   Part   81    rept    re    fdilure   of    auxiliary    feeriuater    pump    drive 
turbine*.  Cimpel    HP3-4    T&T    valve.  to   close  Encl    Itr   dtd   B4Q303 
sent    to    listed    irtilt    ftE  notified    of    affected    units    in  BUR 
plants 

THEfUlUXfR   R        Terry   Corp         34/02/22.       WOODRUFF.  R  W        Director's 
OFffcc,     Office    qf    Inspection  and    Enforcement        6pp        337Qt>    3*7       24X 
Fiche    90-000.  B4/Q2/23,  B403310032 

3A-Q3Q7O23ti   Follauup    Part    21    rept   re    defective    mechanical    unubber 
capstan    springs   supplied    bu,    Pacific    Scientific    Affected 
utils    listed    Purchasers    have    been    notified    f   advised    to    uiorh 
directly    ui/Paclfic    Scientific    In   disposition 

rlOVI.L        NFS   Industi-los-     Inc        91/O2/24        DEVQUNO,  R  C        Director'* 
Office,    Office   of    Inspection   and   Enforcement        2pp        22336    279       24X 
FJ  che-  50-000,  94/02/24,  B403070SSS. 


— B403140093   "Transamer lea    Delaval,  Inc   Diesel    Generators    Ouneri   Oroup 
Program  Plan    " 

»      TDI    (Tratisamerica  Delaval.     Inc    »   Ouners   Oroop        34/03/08 
Silpp        32638:223        B4X   Fiche    50-000,84/03/02,8403140040 

B4031i0213    Interim  Deficiency    Rept   SDAR-125   re    laminations   & 
delanina tlons    In    cable    tray    support   column    in    cable    spread 
roam    Initially    reported    on   840111    Evaluation    continuing 
•Completion  eipected    by   B40515 

OARY.R   J        Te»a«   Utilities   Electric    Co      (formerly    Texas    Utilities 
Generating   Co    )        94/03/06        JOHNSON. E  H        Region    4,    Office    of 
Director        lp        22655  231         24X   Fiche    50-44S.  B4/03/06i  B403160213 

3102090033   Hoard   Notification    B4~047    forwards    Transamerica   Delavali  Inc 
Owners   Oroup    pivton    skirt   rept  *    tat*    descriptions 
EISENHUT. D  G        Division  of  Licensing        B4/03/07        PALLADINO 
Coflifflllsiotiers        4pp        22674    221.       24X   Fiche    50-000,  Bt/03/07, 
3402090033 

94OS090O3B    Board  Notification   84-OS1    faruards    "Transamer 1 ca    D»l*v*l-  Inc 
(TDI)    Diesel    Generators   Owner*  Group   Program  Plan    " 
EISENHUTrD   0         Division    of   Licensing         84/O3/13         PALL AD I NO 
Comffilislonurt         Spp          226BB   214         24X   Fiche    SO-000,  B4/O3/12. 
8402090033 

Q40209OO37   Board   Notification   B4-O52   foruards   meeting    summaries 
containing    transcripts    of    B4O2IO  t,    16  meetings    bttuicn    NRC    h 
Tranaamerica    Delaval,  Inc    (TDD    Quiners   Group    Distribution 
list    encl 

EISENHUT'DO  Division  of  Licensing  B4/03/12.  PALLADINO 
Commiislaners  Spp  2270B  O01  24X  Fiche  30-000,84/03/12. 
3102070039 

— B40306QS36  Foruards    summary    of   840210  meeting    u/Transamerlcm  D*laval, 
Inc    Ouiners    Group    in  B»ttie>d*, MD   re   problxns    y/emergency 
dlesel    generators 

CARUSO, R        Licensing   Branch    S        H4/oa/S7        O'REILLY.J  P        NRC   -   No 
Detailed  Affiliation  Given        £>pp        2270 B  006        24 X 
Fiche   SO-000,  B4/03/12,  B402O90O39 

— B4O3060334   Transcript    of   S4021D  meeting    u/Traniamer Ic4    D«laval,Inc 
Ouners    Group    in    Betnesda.MD   r*    problems    w/emergency    dle**l 
S«narators 

*     NRC   -  Ha   Detailed   Affiliation   Qlven        S4/02/1O        147pp. 
672O1   OOB        24X  Fiche,  90-OOO, 84/03/13,  B402090039 

— 8403070409  Summary    of   B40S16   meeting   u/Transamerlca   Delaval,  Inc   Oianir 
Group    in  Wading   River,  NV  re    program  plan    to    establish 
reliability    of    diesel    generators   Agenda,  meeting    transcript  & 
attendance    list    encl 

KILLER, H  A        Licensing    Brancn    4        84/O2/27.  Licensing    Branch    4. 

Bpp-       22708-161          24X   Flche    50-000,  S4/03/12,  B402090O39 
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— 8403O70423  Transcript    of    840216   conference    In   Wading    River, NY   re 
Transamerica   Delaval,  Inc    diesel    generators    Pp    1-S2 
»       Commissioners         84/OB/16         B4pp          2270B    169         24* 
Fiche    50-000, 64/03/12.  B4O209Q039 


— B4Q3O7Q423   Transcript    of    B4O316   conference    In    Wading   River.,  NY   TB 
Transamanca    Delaval,  Inc    diesel    generators    Pp     1-92 
*       Commissioners         84/02/16        B4pp         2270B    169         34X 
Fiche     30-OOO,  84/03/13.  B40S09M39 


84O314OOSO   Forwards    "Design    Revieui    of    Connecting    Rod    Bearing     Shells     Fni 
Trannamer lea   Delaval    Enterprise   Engines"    for    Shore ham  & 
Qrand    Quit    diesel    generators 

MUSELER.W   J         Long     Island    Lighting    Co         84/03/12         DENTON,  H   R 
Office    of   Nuclear    Reactor   Regulation,     Director        2pp         23632  074 
24X    Fiche    50-000,84/03/12,8403140050 

9403150133  Forward!    "Transamer i ca   Delaval.lnc    Diesel    Generator   Rocker 
Arm   Capscrey  Stress    Analysis    Rept    "    Capscrau   design  adequate 
for    applicable    engines   Si    svc    conditions 

MUBELEK.U  J        TDI    (Transamer  lea    Delaval,     Inc    t    Oumers    Croup 
84/O3/13        DENTQN.H   R        Office    of   Nuclear    Reactor    Regulation, 
Director         2pp         22639   270         24X    Fiche    50-000,84/03/13,8403150133 

£403200822   Responds    to    840214    Requests    for    Info    1    &    2   r a    R-4     series 
englnei    List    indicating    engine   number, made  1    &    avc    number, 
customer   name   &  address, rating, date    shipped    &   date    started 
ene  1 

MATHEWS.C   B        Transamer ica    Delaval,     Inc         84/03/16        EISENHUT.DS 
Division   of   Licensing        20pp        22691    17?        E4X   Fiche    50-000, B4/03/16. 


B4032iOOOB   Transcript    of   840319    hearing     in    Fort    North, TX    Pp     1O,3B4- 

10,  715 

*  Atomic   Safety    and    Licensing   Board   Panel        84/03/19        34Opp 
22747    001         24X    Fiche    50-445,84/03/19,3403260008 

8403270167   Transcript    of   84O331    hearing    in  Fort    Worth,  TX  Pp    11,019- 
1  1.  318 

»       Atomic    Safety    and    Licensing    Board    Panel         34/03/21         349pp 
B3774    130         24X    Fiche    30-445,84/03/31.8403270167 

B40327QOB2    Transcript    oF    B4O322    hearing    in   Fort    North, TX    Pp     11,337- 

11,  710 

»       Atomic    Safety    and    Licensing    Board    Panel         B4/03/22         373pp 
23765   OO9         24X    Fiche    30-443,  S4/03/2S,  0403270082 

B4032B0021    Transcript    of   B40323   hearing    in  Fort    Worth, TX  Pp    11,711- 
1 1 . 998 

*  Atomic    Safety   and    Licensing   Board   Panel        84/O3/23        30Dpp 
22777    173         24X    Flcha    30-445, 84/03/23,  B403380Q2I 


8403270133  Forward*    "Emergency    Diesel    Generator   Air    Start    Valve 
Capicreiii  Dimension   tt  Stress    Analysis,"    prepared    by    SfcW    for 
Transamer lea   Delavalilnc     (TDI)    Diesel    Generator    Dun era 
Group 

MU9ELER>W  J        TDI    (Tvansamer i ca   Delaval,     Inc    )    Owners    Croup, 
94/03/23        DENTON,  H   R        Office   of    Nuclear   Reactor    Regulation, 
Director         2pp.        22774   001          24 X    Fiche    5Q-OOO.  84/03/23, B403E70133 

S4-0327O134   Requetts    meeting    an   84O418    to    discuss    short-term  &    long- 
term    corrective   actions    fr    investigations    re    Traniamerica 
Da  lava!    dieiel    generators    List   of    suggested    meeting    topics 
end 

MCOrtUOHY,  J  P  TDI  (Traniamerica  Delaval,  Inc  )  Ouners  Group 
84/03/23  DENTONiH  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  BH769  133  24X  Fiche  5O-OOOi H4/O3/23, 8403370134 


V      Operator   Eiaml nation-s 


9403130160  Foruards    nuclear    plant   eiperience    tables    for    shift    advisors, 
shift    supervi  sors,  ass  istant    shift    supervisors,  reactor 
operators   &   shift    technical    advisors  Eipacted    OL  &    fuel    load 
dates    are   8407O1 

CLEMENTS.  D   tt          Teias    Utilities   Electric    Co       (formerly    Texas    Utilities 
Generating    Co     )          84/O3/OS         DENTON,  H,  R         Bffice    of   Nuclear    Reactor 
Regulation,    Director        8pp         22608  23B        24X  Fiche   30-445,04/03/09, 
0103130 I 60 


DOCKET   BTN-50-447    OESSAR-233 

A      App-1  leation/construc  tion    stage  documents   &  correspondence 


T.     Hearina    transcripts    on   non-antitrust   matters 


840302O14S  Transcript    of   B4022S    telephone    conference    in    Bethesda.rlD   Pp 
1O,  3SO-10, 383 

*      Atomic    Safety    and    Llc»n«ing   Board    Panel         84-/02/2a        33pp 
2244O    273         24X   Fiche    30-443, B4/OS/2B,  B403O20145 


B403O1OO13  Further   res-ponle    to   FOIA  request    for    documents    ra    PRft 
evacuation    time    estimates    Forwards    "Reviey  b  Evaluation    of 
GEBSAR-I1    PRA— Containment   Failure   Modes    1<  Fission  Product 
Release    "    Rept    partially    withheld    <rof   FD1A  Eiemptlar   41 
PEL  TON.  J  M        Division    of   Rules   and    Records        B4/01/03        HlftTT.S 
OMo   Citizens    for   Responsible   Energy        4pp        32445  276        24X 
Fiche    90-447,  B4/01/O3.  84O3O1OO13 


B403O9O1O4  Foruiardi    correction    to    J  Doyle    84O222    testimony   Related 
correspondence 

ECLI9,  J.       Cltliens    Association    for   Sound   Energy         G4/O3/05 
BLOCHj P    D    ,    JORDDN,  W  H   ,     MCCDLLOM, K  A        Atomic    Safety    and    Licensing 
Board    Panel         Ip         22376   031         24X   Fiche    SO-443, 84/O3/03, B4O30901O4 

— B40309O108  Affidavit    of   J   Dou 1 e,  correct  ing    840222    testimony    during 
cross-examination    of   CYGNA   Certificate    of    Bvc    encl 
DOVLEj J        Citliens    Association    fur   Sound    Energy        81/03/03        7pp 
32371,  082        24X    Fiche    50-445,  84/03/05,  B4O309O104 

840209QO3?  Board   Notification   84-O52    foruiArdi    meeting    summarln* 
containing    trarrscrlpts    of    B4021O  J<    16  meetings    between   NRC    Bi 
TraniAinerlca    Delaval,  Inc    (TDI)    Dinners  Qroup    Distribution 
H»t   »ncl 

EISENHUT-D.O  Division  of  Licensing  E4/O3/12  PALLADINO 
Commlisrloners  3pp  2Z70B.  001  24X  Flcha  90-000,64/03/12, 
B4O209O039 

— B403060S36  Forwards    summary    of   B4021O  meeting    w/Transameri cm   Delavl, 
Inc    Quners   Group    in   Bethi*da,MD   re    problems   ui/Bmergency 
<f[ea»l    generators 

CARU90,R        Licensing    Branch    2        84/02/27-       O'REILLY;  J.  P,       NRC   -   No 
Detailed    Affiliation   Given.       &Pf>        22708    006        24X 
Fled*! 50-000,  B4/03/12,  B4O2090O3? 

— B40306O534   Transcript    of    840210  moBting    u/Tran»americd   Delaval.  Inc 
Ouner*   Group    in   Bethesda,  HD   re    problem*    ui/tmergeticy    di*sel 
generators 

*      NRC   -  Ha   Detailed   Affiliation   Olvtn        84/02/1O         147pp, 
4,7201    008,       24X   Fiche    50-000,  B4/03/12,  B4OS09003? 

— B4O3O7O409  Summary    of   840216   meeting    u/Transamer led  Delavalilnc   Ounp 
Qroup    in   Hading    Riven  NY   re    program  plan    to    astafaliih 
reliability    of   diasel    generator*    Agenda,  meting    transcript   & 
attendance    Hat    end 

MILLER, M  A       Liceniing   Branch   4       84/O2/S7  Licensing   Branch    4 

6pp         2270B;  161         24X   Fiche    SO-OOO,  84/03/12, 840309QO39 


—8303170191    "Review   h   Evaluatiqn   of    OEBSAR-II    Probabilistic    Riili 
Assessment   -    Containment    Failure   Modes  &  Fission  Product 
Release,"    Itr    rept 

*      Brookhaven    National    Laboratory        B3/O7/27  Division    of 

Systems    Integration    (post   811005)         180pp        66922    190        24X 
Fiche    50-447,94/01/03,8403010013 


840330021i   Notification    of    840320   moating    u/OE   b   BNL    In   Dethe  =  da,MD   t 
discuss    source    term   reanal'ijsls  &  results    of    sensitivity 
studies    on   parameters    affecting    fission    product   release 
BCfYLETTF.D        Standard  i  lat  ion   tt  Special    Projects   Branch        34/O3/15 
THOtlAS,  G   Q        Standard  i  lat  Ion   i:  Spec  la  1    Projects  Branch        3pp 
22843   045         24X    Fiche    50-447,  84/03/15,  8403300216 

S      Reportable    occurrences,    LERs   5-  related    correspondence 

8403260333  Forwards    summary    list  of    deficiencies    identified    per 
1OCFR50    55<e>.Part   21    &   potential    generic    Itr    repts    For 
comment t 
STARDBTECKI,  R         Division    of   Project   fr  Resident   Programs        B1/03/aB 

Region     1>    Office    of   Director        7pp        227S6  065        24X 
Flcha    30-000,  B4/02/29,  84O3260233 


DOCKET   8TN-SO-4S4    BYRQN    STATION,     UNIT    I 

A      Application/construction    stage  documents   &   correspondence 

840301O106)  Forwards   addl    info   re   design   of  Category    1   masonry    walls 
Rept    identifies    all    crack*    &   explains   uhy    cracks    do  not 
compromise   structural    integrltv   of   walls 

TRAMM.TR        Commonwealth    Edison  Co        84/02/32        DENTOM.  H  R         Office 
of   Nuclear   Reactor   Regulation,    Director         16pp        22436  041         24X 
Fiche    50-000,  B4/02/22, 8403010106 

B40EO90017   Board    Notification    84-038   foruiards   RJ  Hattson   S4QS23  memo 
to   DO  Elsenhut    providing    status  update   of  NRC    actions   re 
Uaitinghouse   ECCS   actuation    logic 

EI8ENHUT.DO  Division  of  Licensing  04/02/27  PALLADINO 
Commisiionera  7pp  2254A  O07  S4X  Fiche  50-000,84/02/27. 
8402090017 
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B103P6024S  Forma  r  da   revised    info   re    preset-vice    in  am  &   tasting   of 
STiiiBDBTf    at    facilities    End    testing    program   supercedes 
program    provided    In   920319    1 tr   &   accepted    in   SSER    12 

TflAHM.T    R         Comi*pnu*alth    Edison    Co         64/02/36         DEN  TON,  H   R         Office 
of   Nuel»ar  Reactor   Regulation,    Director        lp        22316  013        24X 
F  ith  B:  30-000.  B4/03/2B,  84030&0245 

— 3103060267  Rev    1    to    "Preser vice   Testing    IPr cservlce    Insp)    Program    Plan 
for  Snubbers    " 

•      Commonwealth    Edison    Co         83/10/21          47op         S251A   O14         24X 
Fiche    30-QOO.B4/03/2B,  8403060343 

8403060394  Advises    of    change*    to   sthedules    for-    initial    fuel     landing 
of    facilities   Requests    NHC   resources   be   allocate!    to    support 
fjel    load   after   reialution   of    pending    license  appeal 
REED,  C         Commonwealth   Edison    Co        64/02/38        DEN  TOW.  H  R         Office   of 
Nuclear   Reactor  Regulation.     Director        2pp         22319   ISO        24X 
Fiche-  30-000,  34/02/29,  8403060394 

8403090119  Forward*    suppl«m*nla  1    response    to  Oeneric    Ltr    93-28. 
"Required  Actions  Eased    on  Generic    Implication*    of   Sal  en 
ATMS  Events    " 

BAKNESjp.L        Commonwealth    Ed  lion    Co         S4/O2/SY         BENTON,  H    R        Off  tee 
of    Nuclear   Re  jet  or   Regulation.    Director        Stiff        224BB  OB4.      SAX 
Ficft*    50-000,04/02/27,8403090119 

9103260016    Trip   rept   of   B31 107-07   site    visit    to    conduct    second   seismic 
qualification  review   team   audit  Appropriate    seismic   b 
dynamic    qualification   program   defined    to  assurance    that 
equipment    mill    function    properly 

LEE, A         Equipment    Qua! i ficatton   Branch         S4/O3/05        WOONAN, V   B 
Equipment   Qualification    Branch        9pp        22763  30 i        24X 
Fichu    50-454,B4/03/05,B40326Q01B 

—  8403240022  Forwards    review   comments    In   SSERs    for    second    tslimic 
quail  Flcatian   rtvieui    team    audit    Addendum   i-ept    includes    some 
resolutions   based    on   applicant  -B4O1O3   submittal 

SUBUDHI.H        Broothaven    National    Laboratory,       84/OI/31         NOON  AN,  V. 
Equipment    Gualif f Cation    Branch         2Opp         22763.311         24X 
Ficfie    30-454i  04/03/05.3403260018 

8403360057   Trip    rept    of  B21113-17   site   visit    to    conduct    seismic 
qualification  review    team    audit   ui/BNL   personnel    Appropriate 
seismic    tr  dynamic    qualification   program    defined    to    assure 
equipment    operation    during   &    after   SSE 

LEE, A        Equipment  Qua  1 i f i cation  Branch        94/03/03        NOONAN.  V  S 
Equipment    Qualification    Branch          3pP          22763   236         24X 
Fiche    30-434, 04/03/05,8403260057 

— 8403240061    Forward*    review  comments    on  SSERs    for   second    seismic 
qualification   review   team   audit    Based   on    audit    flmfinjs. 
equipment    qua  1 i Pica ti on    status    at  plant    sat  it  factory 
SWBUDHI.M        Broc-khaven   National    Laboratory        84/O1/3I         NDONAN,V  5 

Equipment   Qualification   Branch      ,20pp        as?A3  241        24 X 
Fiche    80-454.84/03/05,8403260057 

840-3O9004I    Board   Notification    B4-Q30   provides    Commission    policy 
statement  &    proposed    rulemaMng    on    environ    qualifications 
EIBENHUT.  E>  0        Division    of  Licensing        S4/03/14  Atomic    Safety   and 

Licensing   Board  Panel         iOpp         24X    Fiche    90-000.64/03/14.8402070041 

8403320)33  Forwards    info  re    eiperience    level    of    Individuals    assigned 
to    shift    operating    posit intisj  in   response    to    request 
Tabulation    showing    experience    of    shift    engineer, shl ft 
foreman, stat 1  on  control    room    engineer   &   operator   encl 

TRAHM.T    R         Commonueal  th    Edison   Co         84/03/19         DEWTON,  H   R         Office 
of    Nuclear   Reactor   Ragulatlonj    Olrcttor-        7pp         22716  030         E4K 
Fie  he: 30-434, 64/03/1 9,8403220133 

B403360182    Chart  f  IBS    HUREG-0737,  Item    It    K   3   31, in    resjionse    to    Generic 
Ltr   B3-35   Mestlnghou-ie   Ouiners    Group    authoriiei)    pragram    to 
demonstrate   conservatllm   of   HFLASH   (mall    break    LOCA 
analysesj per    Item    1 1   K  3   30 

BARNES.  P   L        Commonwealth    Edison    Co        84/03/21         EISENHUT.  D   0 
Division    of   UcBrtsins         lp        33756    17O        24X   Fiche   SO-OOO,  B4/O3/21. 
9403360182 


B403010120   Foruards    addl     info    to   831230    submlttal  re    NUREO-0737,  I  ten 

III   D    1    I.     "Primary    Coolant    Outside   Containment  "   Rev 
identifies    portions    of    sys    not    to   be    tested   b   responds    to 

NRC   comments    Info    should    closg  BER   Confirmatory  ISSUE   26 

TRAHM.  T  F1        Ccmmonuealth    Edison  Co        B4/O2/22  DENTON,  H  R         Office 

of    Nuclear    Reactor    Regulation,    Director        8pp  22433  002         Z4X 
Fichl     50-000,  B4/02/2a.  940301  O120 

840301028o  Provides    addl    info    re   effects    of    local    Intensa    pr»cipiUticn 
at    facilities    InPo    resolves    Confirmatory    Issu*    A  S 
identified    in   SEH  Reinforced    concrete   curbs    provided   at 
Biter  lor   grade    floor    level    doors 

THAHM.  T  Ft        Commonueilth    Edison  Co        B4/02/22        DENTON.  H  R         Office 
of    Nuclear    Reactor   Regulation.    Director        2pp        22434  297         84X 
Fiche    30-000.  04/02/23.8403010286 

8403260132  Submits    addl    info    re    do  sign   of    hydrogen   rtcomblnurs    p«r 
Section  fc  2   3   of    SEFt  Hydrogen    recomblners    operate    in 
parallel, utilizing    same    suction  &   e>haust   piping    for    each 
containment   Diagram   end 

TRAMM.  T  R        C  ammo  nine » 1th    Edison  Co        84/02/22        DENTON.  H  R         Office 
of   Nuclear   Reactor   Regulation,    Director        2pp        BB7S8-  147.        24X 
Fiehe' 30-000,  84/02/22,  84032*0133 

B40304034S  Forwards    "Rept   OeatecHni cat   Sves   Seismic   Crosshol*   Surveif  i. 
Dynamic    Soil    Properties   «t    River    Scrtenhouse. Byron    Station 
Units    112"    Info   closes    out    SHR   Confirmatory    Issue    1    tt 
responds    to    tuio  FEAR    questions 

TRAMM,  T  R        Commonwealth    Edison   Co        84/02/2B        DENTQN.  H  K         Office 
of    Nuclear   Reactor  Regulation,     Director         lp        22911    136         24X 
Fiche    50-434.  B4/02/2S- 0403060343 

— Q4O3D6Q347    "Rept  Qeotechnlcal    Svc  s    Baiimic    Crosthol*  Survey    It   Dun«nic 
Soil    Properties    at   River    Bcraenhouie, Byron   Station  Units 
1    tt  S    " 

i      Dames    &   Moore         84/02/06         22pp         52311,137         24X 
Fiche    30-454,84/02/28,  B4O30&0343 

B40326001B   Trip    rept    of    B31 1O7-O9    site    visit    to    conduct    second    Seismic 
qualification  review   team   audit  Appropriate    seismic    b 
dynamic    qualification   program    defined    to   assurance    that 
equipment  mill    function   properly 

LEE, A        Equipment   Qualification   Branch        84/03/O9        NOONAN. V  S 
Equipment  Qualification   DrBnch         Spp        22763  30i        24 X 
Fiche    50-454.  B4/03/OS,  B40326OO  ie 

— 8403260022  Forwards    review    comments    in  SSERs    for    second    seismic 
qualification   review   team    audit    Addendum   rapt    Includes    some 
resolutions    based    on   applicant   B40103   submlttal 

BUBUDHI.M        Braokhaven   National    Laboratory.       84/01/31         MOOHAN. V 
Equipment   Qualification   Branch        20pp        23763  311         24X 
Fiche    30-454.  84/03/09.  B403S6O01B 

8403260057  Trip    ript    of   B21113-17   site   visit    bo    conduct    seismic 
qualification   review    team   audit  dt/DNL   personnel    Appropriate 
seismic    it   dynamic    qualification   program   defined    to   assure 
equipment   operation    during    &   after    BSE 

LEE, A        Equipment   Qualification  Branch        B4/03/OS        NDONAN, V  S 
Enulpmsnt  Qualification   Branch         Spp        22763.236        24X 
Fiche    5O-434. 84/03/05,0403260037 

— 8403260061    Forwards    review   comments    on  SSERs    for    second    seismic 
qualification    review   team    audit    Dated    on    audit    findings' 
equipment    qualification    status    at   plant    satisfactory 
SUDUDHI.H        Drookhaven   National    Laboratory        B4/01/31         NOONAN, V. S 

Equipment    Qualification    Branch         20pp          22763.261.        24 X 
Fiche.  50-454,  84/03/03.  8403S60037 


F      Securitu,    medical,     emergency    S.   fire   protection   plan* 


B4O3D7O347   Public    version    of    revised    emergency    plan    implementing 
procedure    indei    14/840215    transnlttal    form   &  JM  Fulton    B40302 
release    memo 

*      Commonmialth    Edison    Co         84/O1/20         IBpp         22366   041.        2<4X 
Fiche    5O-454,  B4/01/20,  Q403070347 


E.     NRC   Safety    Evaluation   Report    {BER).     supple    tt   corresponifence 

8403O80179  Fourth   partial    response    to    FD1A   request    for    lii    categories 
of   documents    re    facilities  Forwards    App    A   documents   App    B 
document    entirely   withheld    (ref  FOIA  Exemption    S),  Review  of 
addl    document!   suhj    to   request   continuing 
FELTON-J  H        Division   of    Ruins    and   Record!         94/02/13        ANDERSON.  S    I 

Garve4'    Schubert.    A  da  mi    (,  Barer        7pp        22983  S26        24X 
Ficho    30-000,6-4/02/13,840308017'? 

— BO  as  1307  93  Provides    status    nf   e£R    input*  &  acc*ptanc.e   reviews    for   01 
CP  applications   9ch»dul«    should    be   met 

BURKE.H  C        Effluent   Treatment    Systems  Branch        BO/02/06. 
KREOER.M  E        A&iistant    Director    For   Sit*   Analu.Ui         lp.       22983  233 
24X  Fiche   30-000.84/02/13,6403080179 


B4O301O403    Rev    0    Eo    Procedure    BZP    BOO-T1 
Checks    " 

*      Commonuieal th    Edison  Co         84/O2/18        7pp, 
Fiche    SO-4S4r84/02/lQ,S4030104O3 


criectlist-Communlcaition 
22433- 104        S4X 


3403020193   Advises    that  NRC   ui  1  >    not   review   «mergency    plans    to    <f»l«tt 
privacy    or   proprietary    info    unl«*s    specifically   requested    by 
licensee, per   810707  Generic    Ltr    91-27  W/o   request. entire 
plan   will    be    placed    In  PDR 

YOUN8BLQOD.  B    J        Licensing    Branctl    1        84/03/21        FARRAR.D   L. 
Commonutalth    Ediscn    Co        2pp        22494   360        24K  Fiche   30-000,84/03/21- 
3403030196 
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B40S0900Oc>    Board    Notification    B4-O34    forwards    It    Vollmer    8403O6   memo     to 
0    EiBBihut    re    fire    research    results    concerning    fires    in 
electrical    cabinets    in   control    roam 

E1SENMUT. D  Q  Division  of  Licensing  B4/O3/23  PALLADINO 
CommlSB  loners  lp  22376  203  24X  Flche  SO-OOO,  B4/O2/33, 
S4G2090OOe> 

— S4Q3DS031i   Roconvnends    that    info    re    fire    research    results    concerning 
fires     in    electrical    cabinets    in    control    room   be    submitted 
for    board    notification. per    NRR   Ofc    Ltr    19,dtd    H2I001    Further 
evaluation    of    test    data    required 

VOLLMER.R    H         Division    of    Engineering          &4/02/O6         EIBENHUT,  D    0 
Division    OF    Licensing          lOpp         22576    2O4         24 X 
Fie  he-  50-OOO, B4/02/33,  040209OQ06 


0103140129  Advisee    that    staff    unable    to  accelerate    schedule    for    filing 
of    appellate   brief   on   QAi  need    for    power   &  alternative   energy 
sources, financial    qualifications   i    seismology   Brief   mill    be 
filed    by    S4033Q 

RAWSON,  ft    J         Hearing    Branch    4         B4/O3/06         FtOSENTHAL.  A   S   ,     KOHL,  C   N   , 
ODTCHV,  R    L        Atomic    Safety    and   Licensing    Appeal    Panel         lp 
351,24    301         24X    Flche    50-454.  84/03/04,  S40314O129 

B403140146    Forwards    Paperinllo    840329    Itr    to   C    Reed     foruarding    FEHA 
interim    finding    on   offsite    radiological    emergency    planning 
NRC    uitl    addr-ess    interim   finding    in   SSEfi 

RAW5GN,  R    J         Hearing    Branch    4         B4/03/Oi        P.OSENTHAL,  A   S    . 
QDTCHY, R    L    ,     KOHL, C    N         Atomic    Safety    and    Licensing   Appeal    Panel 
33pp          33624    SIS         24K    Fiche    50-454.  84/03/04,  B4031 -1O146 


8403010336    Forward*     IE    Safeguards    Insp    Rep  t    5O-434/84-1?    on    B4O30S-1O 
No    noncomp 1 lance   no  tod 

AXELEDH-W    L          Region    3,     Office    of    Director         84/02/28         REED, C 
ComfflDnuical  th     Edison    Co         2pp         22433   039         24X    Flche    50-454,  B4/O2/BS. 
B4Q30 10336 


B403140Q6B   Forwards   potentially    relevant    documents    ti  matl    to    matters 
pending    before   ASLAB    a/a    encla 

RAUSON.R    J         Hearing    Branch    4         84/O3/07         RDSENTHAL,  A   S    ,     KOHL,  C   N 
GOTCHV- R    L        Atomic   Safety    and   Licensing    Appeal    Panel         Epp 
22&33   079         24X    Fiche    50-454, B4/03/07, 0403140068 


— B4Q3QJ034B    IE    Safeguards    Insp   Rept    50-454/84-12    on    B40308-10  No 
noncomp  1  lam  e   noted   Major    areas    inspec tod- organi lation  & 
opar-ation   measurement   &    controls    b    storage    &    Internal 
controls    Details    withheld     (ref    10CFRS   790) 

MADEDA,  T    J    .     CREED,  J   R         Region    3,     Office    of    Director          B4/02/2B 
2pp          22433   O41          24X    Fictie    50-434,  B4/O2/2B,  B4030  10336 

0403120162   Rev    0    to   Procedure    DZP    SOO-1,     "Operation    Checks    of 
Communications    Sys    "    W/840320   transmittal    &    receipt    form 
*      Commonmealth    Edison   Co         B4/02/2B        4pp         23590    144        24X 
Fit  he    50-454,  04/03/23.  0403100162 

8403030163    Foruard*   FEMA   B4020 1    Itr, final    eiercise    evaluations    on 
931113    ofFsite    emergency    preparedness    eiercise   &    interim 
finding    recommondat ions    re    offsifce    emergeneg    response    plan 
for    area    around    facility    No    -deficiencies    identified 
PAPEfllELLO,  C    J        R»gion   3,     Office    of   Director        84/02/29        REED,  C 
Commont.iB.alth    Edison   Co        2pp         22483  O61         24X   Fiche   30-434,94/02/29, 
8403090142 

84O3ISO1O?    Notifies    of   840323   uorfcshop    on    fire    protection    safe    shutdown 
requirements    of    10CFRSO,  App    F?    in  Roaemont,  IL    to    discuss    IE 
Info   Nutlcit   B4-09   5i    provide    add!    shutdown    analyses    &/or    nod 
guidance    Agenda    end 

EPEBaAKD, R    L         Division    of   Emergency    Preparedness   &   Operational 
Support         84/0-3/06        REED, C         Commonwealth    Edison   Co         3pp 
S23BB     163.        S4X    Fiche    30-434,  B4/03/06,  B4&3130109 

8403130044   «ev    1     to    Procedure    BZP  3BO-7,     "Estimation    of   Offsite    Dose 
From  Unplanned    Release    of   Radioactive   Effluents    "    U/B3O310 
transmittal    form 

*      Cammonuj*altn    Edison   Co         B4/03/O7        &p  p         32643    130        24X 
Fiche    30-454, B4/03/07,  0403130044 


H1Q314Q14B  ForiuardB    IE    Inap    Repts   50-454/S3-61,  30-43B/B3-41,  50-434/84- 
03,  50-439/B4-02i  30-434/33-53.  50-435/S3-43,  50-4S4/Qfl-O5r 
30-435/84-01,50-494/84-06   !<    SO-455/S4-05    per    requirements    of 
ALAB-143 

RAWSON. R    J         Hearing    Branch    4         B4/03/O7        ROSENTHAL,  A   S    , 
GOTCHY.R    L   ,    KOHL,  C  N        Atomic    Safety   and   Licensing  Appeal    Panel 
76pp          23635   OB6         24X    Fiche    30-454, 94/03/07,  B4031101 4B 

8403Q9O1O3   Memorandun   acheduling    B40417   oral    argument    In   D«th«sda,MD  re 
pending    appeal    Formal    argument   uill    be    issued    in    earlij   Apr 
SHOEMAKER, C   J        Atomic    Safety    and   Licensing    Appeal    Panel        34/03/03 
2pp          32373   356         24X   Flche    50-454,  B4/03/OB,  B403Q9O102 

3403160002    Response    opposing    applicant    alternative   motion    to    reopen 
record    t,    vacate    ASLQ    denial    of   DL  Motion   would    be    considartd 
acceptable    under    single    issue   of   relnspectiun    pro-gram 
Certificate    of    Svc    encl 

UHrCHER,J  H        DeKalb    Area   Alliance    for   Responsible    Energy 
WHICHER,J  M        Mhlcher,    J   M        81/03/1?  Atomic    Safety   and   Licensing 

Appeal    Panel         llpp        22653    198        34X    Fiche   50-454,04/03/13, 
B4O3I 60002 

S4031AiOO19    Grief     in    rcspanufl    to    applicant    appeal    of    ABLE   G40113    Initial 
decision    denying    DL  app-1  itat ion  ASLQ   properly    denied   OL 
WHICHEB.J  M   ,    CASBEL.  D  W        DeKalb    Area   Alliance    for   Responsible 
Energy         WHICHER.JM        UhJcher,    JM        94/03/12  Atomic    Safety    and 

Licensing    Appeal    Panel         £4pp        22653   225        24X  Flche    50-454, 
B4/03/12, B403160019 

B40314OO41    Memorandum  changing    proposed    date    for    oral    argument   of 
pending    appeal     from   H4O417    to    O419 

SHOEMAKER, C    J        Atomic    Safety    and   Licensing   Appeal    Panel        B4/O3/13 
lp          23634    161          24X    FUhfl    50-454,  84/O3/13,  8403140O.41 


8403170308   Rev   S    to   Procedure    BZP-600-A3    "Station    Directory    t.  Mgt 
PBrtarinil    HomB    Phone   List    "    W/B40313    trJnsmittal     Itr 
»      CommonuiBJlltll    Edison    Co         84/03/12         9pp          33673    263         34X 
FlcJi»;  30-45-4,  81/03/12.  840319O308 

B40326O34A   Rev    1     to   Emergency    Plan    Implementing    Procedure    DIP   380-3, 
"Po«t~Acc Ident    Stack    Sampling    of   Wide-Range   Gas    Monitor 
<WROM>    " 

+      Cammonuieal  th    Edison    Co          94/03/13         Spp          23731    033          34X 

Flche:  SO-OOO,  84/03/13,  B403260346 

94O3140190  Effieroency    plan    Implementing    procedures    inde*    W/B40329 
tran-snlttat    b    receipt    form 

»      Commonuaaltb    Edison   Co         04/01/20        17pp         236EO  21i        34X 
Fich«-  30-434,  84/03/29,  8403140190 

0.     Adjudicator^    ccrrespondencB 

Q4Q314Q033  Riqueitt    reconsideration    of   decialon    to   bar    facility;    From 
starting    up    Utll    most    experienced    w/nuclear    plants    &   revs 
ulll    niult    In    corrective    actions 

HOPKINS- R.       Affiliation   Not    Assigned        B4/02/'30  NRC    -   No   Detailed 

Affiliation    Olven        2pp         33634    139        34X    Fiche    SO-4S4,  84/02/30, 
B4O314OP33. 


B4032-OO152    Dlscueses    util     B4021B   b   0314    nonconf  ormanc  e    repti    re 
discrepant   welds    in   cable    pan    hangers    supplied    bt/    Sys 
Control    Corp   Earlier   nonconf ormance    repts   re   matter    Issued 
in    1977  at   Dyron   Related    correspondence 

MIlJLERiM    I         Isham,     Lincoln    &    Deals         MILLER.  M    I          Commonwealth 
Edison    Co         94/03/H         KOHL,  C    M   ,     GOTCHY,  H    L    ,     RQSENTHAL.A   S         Atomic 
Safety    and   Licensing   Appeal    Panel        2pp        23699  045        24X 
FichO    30-454.  Bfl/03/H,  S4O3200123 

84O326O331    Forwards,     listing     of    errata    in    84O312    brief 

UHICKER.  J   M        Bos-lnessmen,    for    the   Public    Interest        WHICHER.J  M 
WhUJiBT.     J   M         DSD    070          S4/03/23         KOHL,  C    N    ,     GOTCHY,  R    L    , 
RDSENTHAL.A   S         Atomic    Safety    and    Licensing    Appeal    Panel          3pp 
2274.0    357         24X    FichB    50-434,  B4/03/22,  B403260351 


M      Antitrust   correspondence 


B40327O376    Foruards    staff    significant    change   analysis   W/D    encl 
Related    correspondence 

VOQLEn-D    H         Hearing    Branch    2         DSD    190         B4/03/3B         LIEQERHAN,M 
Affiliation  Not   Assigned         lp        S3814    122        E4X  Fiche    50-454, 
B4/O3/28,  8403390376 


Inspection   reports,     IE   Bulletins   &   correspondence 


84D30ZO181    Forwards    "Rept    on   Byron   QC    Inspector    Relnspectton 
Program    " 

BIELAWSKIirt    P         Isham,    Lincoln  t<  Beale         QIELAWSKI.A  P        Commonuieal th 
Edison    Co         B4/O3/27        ROEENTHAL,  A   S   ,    GOTCHY, R   L    ,    KOHL, C    W        Atomic 
9M*itu    <nd    Llcunilng    Appeal    Panel        224pp         33440   311         24X 
Fieri' SO-4S4, 84/03/27. 84030201B1 

8403060079   Advi«e«    of    Issues    to    be   addressed     In    840312   brief, per 
B 401 27    requEst. 

WHICHER.J  M        Businessmen    for    th»   Public    Interest        34/O3/O1 
ROSENTHAL,  A   S    ,     KOHL,  C   M   ,     GOTCHY.  R   L        Atomic    Safety    and    Licensing 
ApplAl    Panel          lp         22516   338        24X   Flche    30-484,  B4/03/O1 , B403060079 


8403010130  Revises   ti    suppls    preservice    insp    program   plani  in    retponse    to 
NRC    comments   ti    suggestions   Add!    info   re   eiam  of    cast 
stainless    steel    components    provided    Revised   Relief    Request 
NR-14    t   Note   8    uric  1    for    NRC    approval 

TRAMPI-  T  R        Commomueal  th    Edison   Co        G4/03/17        DENTONj  H  R        Office 
of   Nuclear    Reactor    Regulation,    Director        5pp        33435  343        24X 
Ticha    50-454, B4/OS/17,  840301O130 

Q4030100B3  Forwards    final    rapt    on    Byron  QA    inspector    relnip    program 
DELOEDRGE.L   0         Commonwealth    Edison    Co         84/02/34         KEPPLER,  J   G 
Region    3,     Office    of    Director        lp        32434   26B        24X 
Filhe    50-451,04/03/34,6403010083 
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— S4Q301QOB7  Final    "Reot    on    Bi|ron    Inspector   Reinsp   Program    " 

•  Commcnuealtn    Erflsoii    Co          94/02/29         333pp          ES431- 270         S4X 
Fiche     SO-454,  84/02/24,  3403010033 

8403OS0043  Forwards  Rev  O    to   "Corporate   Regulatory   Performance 
lroprov«ment  Plan    "   Plan   designed    to    heighten    employee 
a-uareness   t,   strengthen   corporate   ability    to    improve 
i-BSttlatovi   pBT  f  ormance 

THOMAS, D  Commonweal th  Edison  CD  84/03/24  KEPPLFR,  J  0  Region 
3,  Office  at  Director  3pp  22470  139  34X  Fiche  50-000, 04/O2/24, 
0403090043 

— B4O3O30O46  Rev  0    to    "Corporate  Regulatory    Performance    Improvement 
Plat)    •' 

*  Commonwealth    Edison    Co          04/02/5°?         33pp         224'M    142         24X 
Fithe 


B4O320029S   Forwards     IE    Insp    Rept    5O-434/B3-60   on    B31212-16   &   39   & 
notice   of   violation 

SPESSARD.R  I,        Division   of   Emergency   Preparedness   &  Operational 
Support        94/03/06        KEEP. C         Commonwealth    Edison   CD        2pf> 
22696   234         24X    Ftche    50-434.  04/03/06.  B40320O295 

—8403200397   Hotlqe    of    violation    from    imp    on    031218-16   4   29 

8PEESARD,  R  L  Division  of  Emergency  Preparedne* i  t.  Operational 
Support  84/03/O6,  Ip  22696  236  24X  Fiche  30-434, 84/03/06. 
8403300295 

— B4032O0300    IE    In»P    Rflpt    30-434/83-6O   on   831212-16   t,   E<?   Noncompl  linct 
noted    sensing    lino    connections    to    safety-related    Instrument* 
lLT-0529,39  &   49    installed    contrary    to   Sargent   &  Lundy 
Drawing,   Berle-a   M-2036   requirements 

MENDEZ.R   ,     UILLIAMB.C   C         Region   3.    Office    of   Director        84/02/27 
<?pp         22676   337         24X   Fiche    50-494,  04/03/06,  0403200295 


8403020181    Forward's    "Rep  t    on    Byron    QC    Inspector   RM  nspec  t  ion 
Program   " 

BIELAWSKl.A    P         Jgharn.     Lincoln   &    Basle         QIELAM5KI.A   P.        Commonwealth 
Edison    CO         94/02/27         ffOSENTHAL.A    S   ,     ODICHV, R    L    ,     KOHL. C    W         Atomic 
Safety    anil  Licensing   Appeal    Panel         224pp         23440   311         24X 
FUhB    SO— 


B40209Q024    IE    Info  Notice   B4-O9, Rev   1,     "Lessons   Learned   From    ln*/»i  of 
Fire    Protection   Safe   Shutdown   Sys    "   Svc    Hit    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness   h  Engineering 
Response    (Post   930103)         84/03/O7  Consolidated   Edison   Co.     of  Niu 

Yorti,     Inc         llSpp        32635   049,       24X  Fiche    30-000,  84/03/07,  B40209Q024 


8401190072    IE    Info   Notice    94-13,     "Potential    Deficient!/    In    Motor 
Operated    Valve    Control    Circuits  &   Annunciation    "   Eve    list 
and 

JORDAN, E  L        Division   at    Emergency    Preparedness   &  Enalnaerlnfl 
Re»ponae    (Post    630103)         a4/O3/3B  Consol i daCfld    Edison   Co      of    Hea 

York,     Inc        llSpp        33909    239        24*   Ffch*    SO-000,  B4/03/BS,  8401 19007S 

B403010336   Foruards    IE   Safeguard;    Insf    Rept    50-45-4/B4-12   on    84020B-10 
No    noncoropliance    notBrf 

flXELSON.W   L         Region    3.     Office    of    Director          B4/Q2/33         REED,  C 
Commonwealth  Ednan   Co        2pji        22433  O39        24X    Ficfii   30-494,94/02/29. 
aiOaO 10336 


0402090030    IE    Info   Notice  84-1B,     "Stress   Corrosion   Cricking    In   PUR 
Sgs    "    Svc    list    end 

JORDANj  G  L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post  930103)         84/03/07  Consolidated   Ed  t  ton   Co,     of   N*u 

York,     Inc        tlspp        22:984    186        24X   Fiche    30-OOOi  S4/03/07.  0402090038 

9403140149  Forwards    IE    Insp    Repts   30-434/H3-61.  50-43S/B3~41.  50-1S4/fl4- 
02,  SO-4S3/B4-02,  50-4S4/B3-3B,  HO-45S/S3-43,  30-454/H4-05, 
5O-43B/B4-04,  SO— J54/B4-O6    &    30-433/B4-OS    p*f    requirement*    of 
ALAB-143 

RAUBDN,R   J        Hearing    Branch    A        S4/03/07        R05ENTHAL.  A   6   - 
OOTCHY.R   L    ,     KOHL.C    N         Atomic    Safety    and    Licensing    Appeal    Panel 
7App          B2625   O86         24X    Fiche     SO-454, S4/03/07.  B40314014B 


-940301034S    IE   SafeSUardi    Imp    Rept    5O-454/B«~12    on   &4flaOB-10Ho 
nontOFip  1  lanee   noted   Major    areas    inspected    oroanl  latl  on   * 
operation   measurement    &    controls    &    storagr   &    internal 
controls    Details    withheld    {ref    1OCFR?  790) 

HADEDA,  T   O    ,     CREED,  J   R         Region    3<     Office     of    Director  B4/02/ 

2pp         22433    041          24X    Fit ft*    50-454. B4/O3/SB, B403010336 


8403220094  Foriuarda    IE    Insp    Repts   5O-434/84-10  &   SO-4S3/S4-OB  on 
BQQ131,  0201-03   t,   07-10   No    noncomp  1  ianco    noted 

PAPEBIELI.O,C   J        Region  3,    Office    of  Director        B4/03/07        REED,  C 
Commonuealth    Edison   Ca        Spp         22716  311        24X   Fiche   30-434,84/03/07, 
S403230094 


Foriiiards    revised    info   re    preservfce    eiaffl   b   testing    of 
fnudbers    at    facilities   End    testing    program    supertides 
program    provided    in    82O319    1 tr    1«  accepted    ir    BSER    12 
TRAMM;T   H        CommonuJBaUh    Edison  Co        B4/02/S0        DENTON,  H   H.      Office 
of    Nuclear   Reactor   Regulation,     Director          Ip          22316   013          84X 
Ficha' 50-000, B4/02/HB,  B40306O24S 


--8403230097    IE    Insp   Repts    50-4S4/B4-10  t,  30-4S3/B4-08  on   B40131.  0301-03 
*<  07-1O  No  Tioncompllance   noted    najor   area*    Inspected 
preoperatlonal    radiation    protection  program,  including 
organiiatloTi,  staff  ing,  training    tt  NUREO-0737    itoms 
HUETER.L   J    ,    onEOER,L  R         Region  3,    Office    of   Director        84/03/07 
llpp        2371A  313        aiX   Fiche   30-434,84/03/07,8403220094 


--B403060267  Rev    I    fco    "Pressrvite    resting    (Preserviefl    Inspl    Program   Plan 
for   Bnubbera    " 

*      Comrac-nwealth    Edison   Co        B3/lO/ai         47pp         22316  014        24X 
FichE    50-000,84/02/23,8403060245 

8402090007    IE   Info   Notice    84-14,     "Hxgh 1 i shls    of   Recent   Transport 
Regulatory    Revs   by    DOT   &  NRC    "  Svc    ]ist    enc I 

GRACE.  J  N        Division   of    QA.     Safeguards    !<   Inspection  program*    (Post 
a3O!O3)         fl 4 /OS/OS  Consolidated    Edison    Cd      of   New   Yor* ,     Inc 

ISOpp          S2552   329         24*    Flctie    50-000.  84/03/O2.  84O2090007 

840S0900OB    IE    Info  Notice    84-16,     "Failure    of   Automatic   Sprinkler    Sys 
Valves    to   Operate    "    Svc    list    fnc 1 

JORDAN-,  E  L        Division   of    Emergency    Preparedresi   (.   Engineering 
Response    (Fait  B30103)         B4/O3/O3  Consolidated    Edison    Co      of   Neu 

Yorkf     Inc          132pp          32B53   09B         24X    FieJis    SO-OOO.  8*/O3/Oa,  B4020900O8 

34OB09000?    IE    Info  Notice   64-15,     "Reporting    of  Radio  1 ogica 1    Releases 
Svc    Hat    end 

JORDAN- E   L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post   6301 03 >        34/03/02  Consolidated    Edison    Co      of   Mem 

York,     Inc         119PP        23393   217        S4X   Fiche    30-000,  04/03/OH,  B402090O09 

6402090011    IE   3nfo   Notice   84-17.     "problems   U/Lii[Uid   Nitrogen    Cooling 
Componints    BelouNll    Ductility   Tamp,1'    Svc    list    encl 
JORDAN, E  L        Division    of   Emergem:  V   Priparednesi    fe  Engineering 
Response    (Post   830103)         B4/O3/Q3  Consolidated   Edison    Co      of  NBU 

Yorli,     Tnc         117pp         S23-53  336        24X   Fiche    50-000,  04/03/03i  8402O9001 1 

B403I90297  Forwards    IE    Insp    Rept»   50-4S4/84-O4    *<   30-455/84-03    on 
840123-26  No   noncompl ianc e    identified, 

LITTLE,  W  8        Region    3.    Office    oP   Director        94/03/03        REED, C 
Coiwncnweaith    Edison   Co        Spp         22673  255        24X   Fit  he   30-494,  B4/ 03/03, 
S  403 190297. 

—34*3190303    IE    Insp    Kept*    50—154/84-04   It   50-485/84-0-3   on    B10123-24    NO 
nottcofflplldnce   or    deviation*    Identified   Major    *ra*s 
inspected    clo*»out    of    up  en    items   i   deficiency    items   tt 
»i-built   ma  It  dawn    of    ctructural    steel    fr*minj    &    supports 
KEAriKC.D  E   ,    DANIELSONiD  H        Region  3,    Office    of   Director 
S4/03/03        6ff        25673   257        S4X   Fiche    30-454,94/03/03,8403190297 


8403190268  Act    receipt    of  840223   Itr    Informing   NRC    of   steps    taken   to 
correct   violation*    re    steam    generator   snubber    qualification 
tests    noted    in    IE    Insp    Repts    30-4S4/B4-OB  t>  30-4S3/B4-06 
LITTLE,  W  B        Region    3,     Office    of    Director        B4/03/OB        REED,  C 
Commonwealth  Edison   Co         Ip         22672  226        24X  Fiche  50-454,64/03/03. 


—  0403190274    Respond!     to    NRC    B40S06    Itr    re    violations   noted     in    IE    Insp 

Repts    90-434/34-08  h   50-435/64-06  Corrective   action*    leak 
on   snubber  repaired   tc   quasi-static    structural    test  combined 
Hi/fluid    stiffness    calculation   performed 

SWARTZ.E   D        Commonwealth    Edison   Co        84/02/23        KEPPLER.J  0 
Region  3,    Office    of   Director        3pP        22672  227        24X 
Ficho    50-434,  84/03/08.  B40319026B 

—  B4O319O278  Preliminary   Spec    120,     "Testing   Svcs    for   Steam  Oeneratort,  " 

«     Sargent   h  Lundy,     Inc         84/02/22        3Bpp        22672  K32        24X 
Ficho    50-454,84/03/08,8403190260 

84032E0243  Ac  I   receipt    of    831330  response    to    IE    Insp    Rept    50-494/83-23 
Addl    ins;    of    internal    flooding   &   postulated    cracks   &  breaks 
in    high-energy    &  moderate-energy    lines   mill    be    conducted 
during    wk   nf  S40319 

DEYOUMO,  R  C        Director's   Office,    Office   of    Inspection    and 
Enforcement        04/O3/09        REED.  C        Commonuealth    Edison   Co        Spp 
22723*336        24X  Fiche    50-494,84/03/09,8403220245 

840209003f    IE  Bulletin   84-02,     "Failures    of  OE  Type  UFA  Relays    in   Use    in 
Clast    IE  Safety   Sijs    "   Svc    list    mcl 

DEYOUNG-R  C        Olr«ctor'»    Office,    Office    of    Inspection  and 
Enforcement        84/03/12  Consolidated   Edison   Co      of   New   York,     Inc 

I34pp         22B23  O94        24X    Fiche    SO-OOO,  B4/O3/I2,  8402090031. 

B103300O17  foruards    IE    Insp    Rept    30-494/84-07    on   B40123-0225  Ic  notice 
Of   violation 

STREETEft.JF        Region  3,     Office   of   Director        84/03/13        REED.CR 
ComAionutaltn   Edison   Co        2pp         2282S   148        24X   Fiche   90-434.  84/03/13, 
0403300017 


DOCKETED  ITEMS 
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— B4033O0023  Notice    of    violation   from    insp    on    040123-0233 
BTREETER.J   F         Region    3,     Office    of    Dirtctor          04/03/13 
32823     100         24X    Fiche    30-434, B4/Q3/13,  84Q3300017 


2pp 


— B4033OQO30    IE    Imp    Rept    50-454/84-07    on    84O123-O325   Noneomp I lance 
noted    failure    to    adequately    evaluate    preoperational    tut 
procedure   results    &    failure    to   adequately    document  personnel 
Instruction   corrective    action* 
RINSiM   .    WILLIAMS, D   ,    VANDENBURQH. C        Region   3,    Office    of    Director 

84/03/13        13pp         22S22    132        24X  Fiche    3O-454,  H4/O3/13, 
B403300017 


— 8403270260   BALP    Rflpts    30-456/83-06   l>    30-457/33-06    for    1982    Category    2 
assigned    in  areas    of    piping    sijs   d    supports   b   electrical 
power    supply   &   distribution 

*       Region    3.     Office    of    Director         84/03/32         23p  p         23770203         24X 
Fie  ha     30-000,  B4/O3/22, 8A03370246 

— B4O3270263  Forwards    lummary    of   ilgnificant    finding*    for    SALP   ript   which 
will    be   diicuenud    at   830613   meeting 

HIND,  J   A        Region   3.    Office    of    Director        83/06/Q8        REED.C 
CommonUBal th   Edison   Co        3pp        83770  220       24X 
Fiehe    30-000,94/03/22,0403270246 


84Q333QQBB    Acli    receipt    of   regulatory    performance    Improvement    p  l*n 
Periodic    meeting*   requested    to   discuss    progress    on    program 
b    provide    feedback 

KEPFLERjJ  0        Region   3,    Office   of    Director         B4/O3/2Q        THOMAS, D 
Commonu»*lth    Edison    Co          lp          22730    161          24X    Fiche    00-000, B4/03/2Q, 
S403230OBB 


Periodic    operating    reports   &   related    correspondence 


B4O33B012O  Annual  whole  body  external  Biposure*  For  1993  W/940316  Itr 
RYBAK.B  Commonwealth  Edison  Co  03/12/31  7pp  22716  007  S4X 
Flche  30-000.03/12/31, 3403280120 


—  84O3B30107  Forwards    corporate   regulatory    performance    Improvement   plan 

THOrtABr  B        Commonwealth    Edison   CD        84/02/84        KEPPLER,  J  0        Region 
3,    Office    of   Director        3pp        25730    162        H4X    Flche    30-000, 
84/Q3/KC-,  B4O32300BB, 

—  B  4  03230  126  Rev  0   to    "Corporate  Regulatory    Performance    Improvement   Plan 

Far    Dresden,  Quad   Cities,  Zion  b  LaBalle    Operating    Nuclaar 
Station*   t.  Byron   h   Braidwood  Projact  Operating 
Qrganii'tlons    " 

*      Cammonuealth    Edlton    Co        84/02/27        22pp         22730    169        24X 
Fichfl"  30-000,  B4/03/20,  8403230083 

S4  03  24:019  A  Forward*   rvsponiei    to    IE   Bulletin    B3-07,     "Apparentlij 
Fraudulent   Product*   Bold    by    R*y   Milter,  Inc    "   Quad    Citioi 
lupplltd1   w/plplng  matl*   from  Ray   Miller.  Inc    during    const 
Evaluation   end    Concern*    of    IE  Bulletin  83-O&   latlsfied, 
BARNES,  P   L        Conmonuealth    Edlion  Co        84/03/20        K£FPLER,J,0        R«glon 
3,     OfHet    of   Director,       19pp.       22736    189        S4X   Ficha-  3O-OOOi  B4/O3/20, 
84032A017&. 

B403270I11    Forwards   niponte    to    IE   Bulletin   30-19,     "Emergency 
Notification   Bye    (ENS)    Pouer    Bupplle*    "    ENS    tested   ft   found 
functional    during    preaperatlonal    testing 

BARNES,  P,  L.       Commonwealth    Edison   Co        34/03/20        KEPPLER.J   0        Region 
3,     Office    of   Director        3pp         22774    048        24X   Flch*.  30-434,  84/03/SO- 
34032701  1  1 

8402090043    IE   Info  Notice   B4-19,    "Tuio   Events    Involving  Unauthori  tad 
Enfcriffa    Into  PWfi  Reactor   Caviti**    "   Svc   lltfe   encl 
JORDAN.  E.  L        Division   of    Emergency    Preparedness    &  Engineering 
Revponce     (Poit   B3Q103).       B4/03/21  Consol  Idatad   Edison    Co      of   Neu 

Yorfcj     Ine         123pp.       22833829        24X    Fleh»    3O-000,  S4/O3/B1,  B4O2090043 

B402Q90O44    IE    Info  Notice   84-20,     "Svc    Llf*    of    Relays    In   Saf  ety-R»lat*J 
fly>.  "   Sve    list   encl, 

•JORDAN1!  E.  U,       Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post    030103),       84/03/31  Consol  1  da  tod   Edison    Co,     of    N«u 

York,     Inc.       IBSpp         22933.001        24X   Fiche    3O-000,  B4/O3/-B1,  B4O2090044 


3403260228   Ack   receipt    of   B402E7    Itr    Informing    NRC    of    steps    takin    to 
correct    noneompllance   notad    in    IE    In«P    Rapt    30-434/83-94. 
LITTLE,  H   B,       Region    3,    Office    of   Director         B4/03/21         REED,  C 
Conmanuialth    Edilon   Co        2pp        33739:143        24X    Flchf   30-434/34/03/21, 
B4O32fcO228. 

—  B403260E37   Responds    to   NRC   031212    Itr   re    vtol'tlans    noted    in    IE    imp 
Rept    30-434/83-34.  Corrective   action*.  Conduit   ClASlAi 
snaltight    fitting    loosened    h  rotatBd    to    attain    separation 
front  Conduits   C1A41O2  tt   C1A31E4 

FABRARiD.L        CommonuiBal  th    Edison   Co        84/02/27        KEPPLER.JO 
Re-fllon   3,    Office    of   Director.       4pp         227S3.  147        Z4X 
FI  eh«  ;  90-434,  B4/03/B1,  B403260228 

8403270246   Forwards   BALP   Repts    30-434/03-22^30-433/03-10.30-436/83-06  fc 
90-497/B3-06   for    1932    increased    empnaili    required    in    areas 
of   HVAC    h    ilectrical    svs 

KEPPLERiJ  O.       Region   3,     Office   of   Director         04/03/22        REED,  C 
Commo.nWB*lth    Edison   Co         7pp        22770    133.       K4X   Fiehe.  30-000,  84/03/22, 
8403370246 


B40327Q292   BALP   Repts    SC-434/S3-23 
«      Ragion   3,    Office    of    Director 
Fie  h»-  30-000,  84/03/22i  340327024& 


k    30-4S3/S3-13    for    1982. 
84/03/22.       29pp.       2S770.  142. 


B4O327023S   Foriiiardi    significant  BALP    rept    findings   which    will    be 
dlmeuBsed   at   630613  meeting 

HINDi  J.  A,      Region  3,    Of  flea  of  Director        83/06/03.      REED,  C. 
Commonwealth    Edison   Co         4pp.       22770    171         34X 
Fiehe:  30-000,  B4/03/2H,  8403270246. 


B40303O443   Forward*   monthly    status   rept   af   offiitt    emergency 
preparedfnssi    for    OL  reviews    far  J»n    I9B4  Change*    In  FEMA 
finding    date*   nut   caused    by    delay    due   to   offslte    emergency 
planning    Issues 

DIRCKS.W    J        Qfflci    of    the   Executive   Dlraetor    for   Operations, 
B4/OS/21        PALLADIND      Commiss 1 onors        9pp        22492   083        24X 
Flcho    30-000,04/02/21,8403020443 


8      Repartabl>    occurrences,     LERs   &  related   correspondoncB 

B4O3140122   Part  31    rept    ft    status   update    concerning    abnormal    uiear   on 
lifiaar    converters    Te*t    program   underway   Results   of 
Investigation    Indicate    excessive  wear    caused    by    hunting    of 
control    circuitry 

DODEdN.J   P        Pacific    Air    Product*    Co        34/03/09  Director's 

Office,     Office    of    Inspection    and    Enforcement        7pp        22624   06B        SIX 
Ficlii-    30-000,  84/03/09,  S4O31401K2 


U      CongrBsslonal/Eiecutive    Correspondence 


84032OO043    Provides    addl    remarks    on   NRC    eiceptlam    to  accuracy    of 
statements    in    recent    Congressional    testimony    re   failure   of 
NRC    to    Inform  AELB   promptly    of    problem*   at    facility   Problem 
can    be    cured    by    eliminating   NRC  rale    in   hearings 

OILINBKV,V        Commissioners        84/03/1&        U0ALL,  M  K        House    of  Rep    , 
Interior    i   Insular   Affairs        5pp        2269B  322        24X 
Fiehe    50-434, 04/03/16,8403200043 

84032OO075    Submits    addl    comments    to   remark   made   at   recent  NRC   budget 
hearing    ft    forwards    Dircfcs   memo   re    comments   Role   of    NRC   as 
full    party    in    licensing    hearing*   should   be    eliminated 
OILINSKY,  V        Comm I s i i ormr  i        84/03/16        SIMPSON,  A        Senate, 
Environment   Si  Public   Works        3pp        22A99  036        24X 
FichOJ  30-434,84/03/16^8403200073 


V      Operator   Elimination* 


B4O3S2O133   Forwards    info   re    etperience    level    of    individuals    assigned 
to    shift    operating    po»i tioni, in  response    to   request 
Tabulation   showing    eiperience    of   shift    engineeri  shift 
foreman,  station   control    room   engineer   It  operator   encl 
TRAMM. T  R-       Commonwealth    Edlfon  Co        84/03/1?        DEN TON,  H  R        Offlc* 
of   Nuclear   Reactor  Regulation!     Director        7pp        22716   030        24X 
Flcho.  30-434,  84/O3/ 19,  S4O32201 33 


DOCKET   BTN-SO-4S5  DVRON   STATION,    UNIT  2 

A      Application/construction    itagv   documents   &   correspondence 

8403010106   Forwards    addl    Info   re   design    of  Category     1    masonry   walls 
Rept    tdentlfle*  all    cracks   &    explains   uihy    cracks    do   not 
comj>rt)mi»*   structural    integrftif    of   walls 

TRAMtl,  T,  R        Commonwealth    Editon  Co        84/02/22        DENTON.  H  R.      Office 
of  Nuclear   Reactor   Regulation,     Director        lipp        22436  041        24)1 
Fich*'  30-000, 84/02/83,  34O30101O6 

B402090O17    Board   Notification   84-038    forwards   RJ  Mattson   B40123  memo 
to   BO   Eisenhut   providing    status    update    of  NRC   actions    re 
Weitinjhoun   ECC3   actuation    lofllc, 

EISENHUT, D  0  Division  of  Licensing  84/02/27  PALLADINO 
Commissioners  7pp  2B546  007,  24X  Flche  50-OOO. 84/03/37, 
Q402O90017 

84030&O243    Forwards    revised    Info  T«    preservlc*    exam   &   testing    of 
tnubbers    at    facilitiB*   Encl    testing    program  tupercede* 
program   provldad    In   8203 19   Itr  t,  accepted    in  SSEfl    12 
TRAMM, T  R         Commonuealth    Edison  Co        84/O2/SB        DENTDN,  H  R        Office 
of  Nuclear   Reactor   Regulation,    Director         lp        22316  O13        24X 
Flche    30-000, B4/OB/2Q,  B4O3060B43 
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— B4O3O60267    REV    i    to    "Preservice   Testing     IPreservice    Insp)    Program   Plan 
far    Snub b era    " 

*      Coimmnuealth   Edison   Cn         83/10/2!         47pp         22516   014         24X 
Fiche    5O-QQD,  84/02/38,  B403060245 

B4O3O4O394   Advises   of    changes    to  schedules    for    initial    Fuel    loading 
of    facilities   Requests    NRC    resources    be    allocated    ta    support 
Fuel    load    after  re*olution    of   pending    license   appeal 

REED*  C         Commonwealth    Edison    Co        84/02/26         DENTGN,  H   R         Office    of 
Nuclear    Reactor   Regulation,     Director         Epp         32513    ISO         24X 
Fiche    50-000.84/03/28,8403060394 

8403090119  Forwards   supplemental   response   to   Generic   Ltr   63-28, 
"Required    Actions  Bassd   on  Generic    Implications   of   Salem 
ATMS    Events    " 

BARNES. P    t.        Commonwealth    Edison   Co         84/02/29         DENTON,  H   R         Office 
of    Nuclear    Fleactor    Regulation.     Director         26pp         234B8   OB4         24  X 
Fich.8     9O-QOO,  84/02/27,  Q403O30119 

B4QE09Q041    Board   Notification   S4-030   provides    Commission    polity 
statement    It  proposed   rulemalting   on   environ   qualifications 
E1SENHUT.  0  G        Division   of   Licensing        84/03/14  Atomic    Safety    and 

Licensing    Board   Panel         lOpp         H4X    Fiche    30-000. B4/O3/14,  B4O2090041 

6403320133    Forwards    info    re    experience    level    of    Individuals    assigned 
to    shift    operating    positions;  in  response    to   request 
Tabulation   showing    eiperience    n*    shift   eng ineer, shi f t 
Foreman,  i  tat  ion  control    room   engineer  &   operator   encl 
TRAMM.  T  R        Commonwealth   Edison  Co        94/03/19        DENTON- H  R        Office 
of   Nuclear  Reactor   Regulation,    Director        7pp        33716  030        34X 
Fich*    50-454,84/03/19,8403220133 

6403260182   Clarifies   HUREQ-O737, Item   II  K  3  31, In   response    ta  Generic 
Ltr   B3-39    Westinghouss   Duners   Gioup    authoriied    program    to 
demonstrate   conservatism  of  WFLASH  small    break   LOCA 
analy ses., p  er    Item   1 1   K  3  3O 

BARNES.P    I-       Commonwealth   Edison  Co        04/03/21        E18EMHUT,  D  0 
Division    of   Licensing         Ip         22736    170         ?4X    Fiche    M-000,  B4/03/21, 
B4032601S2 

E      NRC    Safety   Evaluation  Report    (SER),    auppls    &  correspondence 

S4O3DB0179   Fourth    partial    response    to   FO1A  request    foi    sii    categories 
of    documents    re    Facilities   Forwards    App    A    documents   App    B 
document    entirely   withheld    (ref  FQIA  Eiemption   5)    Rwleu  of 
addl    documents   sub j    to  request  Continuing 
FELTQN.J    n        Division   of    Rules   and    Records         84/O2/13         ANDERSON,  S    I 

Garvey.     Schubert.    Adams   &   Barer        7pp        32303  326       24X 
Ficho    50-000,a4/02/131B4030B0179 

--B005130793  Provides    status   of  SSR    Inputs   ti   acceptance   reviews    for   OL  t 
CP    applications  Schedule    should   be  met 

BURKE, H  C       Effluent   Treatment  Systems   Branch        80/02/06 
KRECER.W   E        Assistant    Director    for   Situ    Analysis         Ip         223B3   335 
H4X   Ftche    50-000,64/02/13,6403090179 

3403010130   Forwards    addl     info    to   331330   submittal  re    NUREO-0737,  I  tern 

III    D    1    1,     "Primary   Coolant   Outside   Containment  "   Rev 
identifies   portions   of   sys   not   to   be   tested   &  responds    to 

NRC    comments    Info    should    close  BER   Confirmatory  Issue   2B 

TRAMM. T    R        Comroonuealth    Edison  Co        84/03/22  DENTQN.  H  R        Office 

of    Nuclear    Reactor    Regulation.    Director         Bpp  22432   O02         24X 
Fiche    50-000,  84/02/23.  8403010120 


F      Security,    medical,     emergency    &   Fire    protection    plans 

8403070347  Public   version   of    revised    emergency    plan    implementing 
procedure    index   U/840219    transmittal    form  &  JM  Filton   840308 
release   memo 

*  Commonwealth   Edison   CD        84/01/20        18pp        82966  Oil         24X 
Fiche    80-494,04/01/30.8403070347 

B403010403   Rev   0    to   Procedure    DZP    300-TI.     "Ch«c  k  1  ist-Communl  cation 
Ch»c*s    " 

*  Commonwealth    Edison   Co         84/02/10         7pp         33433    104         B4X 
Fiche    50-494,84/02/18.  8403O104O3 

S40302019B  Advises   that   NRC    oil  1 1    not    review   emergency    plani    to   delete 
privacy    or   proprietary    info    unless    specifically    requested    by 
licensee, per  8107O9  Generic    Ltr   81-27  W/o   request, ftnt ir> 
plan   uiill    be   placed    In  PDR 

VOUMQBLOOD.  B   J        Licensing    Branch     1         B4/02/21         FARRAR.D    L 
Commonwealth  Edison   Co        Epp        23494  3tO        24 X   Fiche    90-000,04/02/21, 
8403020198 

B4O2070006  Board   Notification   B4-034    foriuardi   fl   Vollmer   810206  memo    to 
D  Eisenhut   re   Fire    research    result*    concerning    fir»»    in 
electrical    cabinets    in    control    room 

EIBENHUT-D  0  Division  oF  Licensing  84/02/23  PALL AD I  NO 
Commissioners  Ip  23376  203  24X  Flch*  90-000,94/03/23, 
6402090006 

— B4030B031i  RBcommends    that    info  re    fire   research    r»iulti    concerning 
fires    In    electrical    cabinets    in    control    room  be    submitted 
for   board    notification!  per    NRR    Ofc    Ltr    19, dtd    821001    Further 
evaluation  oF   test    data    required 

VOLLMER.R  M       Division    of   Engineering        84/02/06,       EISENHUT.D  0 
Division    of   Licensing          lOpp         22376   204         24X 
Fiche    90-000,84/02/23,3403090006 

8403120162  Rev  o   to   Procedure   DZP   50O-1,     "Operation   Checks    of 
Communications   Bijs    "    W/840320    transmittal    t\   receipt    form 

*  Commonuealth   Edison  Co        84/02/58        4pp         22990    144        24X 
Fiche   50-434,84/02/28,  8403130163 

8403090162  Foruaros    FErtA  810201    Itr,  final    exercise    evaluatlont   on 
831113   offilte    emergency    preparedness    exercise   ti    interim 
finding    recommendations    re    ofFsite    emergency    response    plan 
for   area   around   Facility    Mo    deficiencies    Identified 
PAPERIELLO.C  J       Region   3.    Office    of   Director        84/03/29        REED. C 
Commonwealth  Edison   Co        Epp        224B3  061        24X   FlchB    90-434, B4/O2/29, 
8403090162 

8403120109  Notifies    of    340323   workshop    on    Fire    protection    safe    shutdown 
requirements   of    lOCFRSO.App    R    in   Rosemont,  IL    to   discuss    IE 
Info  Notice   84-09  &   provide    addl    shutdown    analyses    Si/or    mod 
guidance  Agenda  encl 

9PE58ARD,R,C        Division    of   Emergency    Preparedness   &  Operational 
Support        84/03/06        REED, C        Commonwealth    Edison  Co        3pp 
22386    163        24X   Fiche    90-484,84/03/06,9403120109 

8403190044  Rev   1    to   Procedure    BZP   380-7,     "Estimation    of   DFfslta    Doie 
From  Unplanned    Release   of    Radioactive   EFfluents    "   W/B3031O 
transmittal    form 

*  Commonwealth  Edison   CD        84/03/07        6pp         ES643'130        24X 
Fiche   30-454,64/03/07.8403130044 


0403010286   Provides   addl    Info  re   effects    oF    local    intense    precipitation 
£ t   facilities    Info   resolves   Confirmatory    Issue   A  2 
IttentlFied    in  SER   Reinforced    concrete  curbs    provided  at 
eiterior    grade   floor    level    doors 

TRAHM.T   R        Commonwealth   Edison  Co        84/03/22       DENTON. H  R        Office 
of   Nuclear   Reactor   Regulation,     Director         2pp         22434   257         24X 
.Fiche    SO-OOO,  84/O2/23,  84030IO286 

B4D326O133  Submits  addl    info   re   design   of   hydrogen  recomblneri   per 
Section   6   3  5  of  SER  Hydrogen   recombiners   operate    in 
par»l  le 1> uti It! ing    same   suction  &  Bihaust   piping    for   each 
containment   Diagram  encl 

TRAMMiT  R        Commonueal  th   Ellison  Co        64/Oa/S2       DENTDN,  H  R        Office. 
af  Nuclear  Reactor  Regulation,    Director        2pp        2Z798    147        24X 
Fiche    5O-000,  B4/02/22,  B403260133 

84030&Q34S  Forward    "Rept  Geotechnical   Bvcs  seismic   Crosshole   Survey   t> 
Dgnamic    Soil   Properties   at  River  Screenhouse,  Byron   Station 
Units    I    &  2   "    Info   closes    out   EfiR   Confirmatory    Issue    1    1 
rasp  and s    to    tuo  FSAR   question! 

TRAHM.T   R        Commnniuealth    Edison  Co        64/02/29       DENTOM.  H  fi        Office 
of  Nuclear  Reactor   Regulation,    Director        Ip        22311    136        24X 
Fiche   9O-4S4,B4/02/29.  B40306O349 

— 9403060347   "Rept  Geotechnical    Svcs   Seismic   Crosshole  Survey    fc  Dynamic 
Soil    Properties    at  River   Screenhoute,  Huron  Station  Units 
1    S,  a    " 

»       Dames   t,   Moore         84/02/06        22pp         22511     137        24X 
Flcha    50-454,84/02/28,8403060345 


6403360346  Rev   1    to   Emergency    Plan    Implementing    Procedure    DZP    380-3, 
"Post-Accident   Stack    Sampling    of   Wide-Range   QJS    Monitor 
(WRCM1    " 

•  Commonwealth  Edison   Co        84/O3/13        9pp        22731,035        24X 
Fiche    30-000.64/03/15,8403260346 

84031401*70  Emergency    plan    implementing    procedures    index    H/B40339 
transmittal    &  receipt    form 

*  Commonwealth   Edison   Co        84/01/30        17pp         22630-316         S4X 
Fiche   30-431,64/03/39,8403140190 


Q      Adjudicator^   correspondence 


8-103140033  Requests   reconsideration    of   decision    to    bar    Facility    from 
starting    up   Uttl    most    experienced    w/nuclgar    plant*   &  rev* 
ulll    result    in   corrective    actions 

HOPKINS, R,      Affiliation   Not    Assigned        84/02/20  NRC    -   No   Detailed 

AFfiliation  Given        2pp         22634.159.       24X   Fiche    30-434,84/02/20, 
9403140035 

8403020181   Forwards    "Rept    on   Duron   SC    Inspector   Rilnspectlon 
Program    " 

DIELAVISKI,A,P        Isham,    Lincoln  fc   Deale        BIELAMSKI.A  P        Cammonuaalth 
Edison   Co        B4/02/S7        RQSENTHAU.A  S   ,    QDTCHY,  R   L,  ,    KOHL.C.M.       Atomic 
Safety    and   Licensing   Appeal    Panel        224 pp        2244O'31i         24 X 
Fiche    90-434,84/02/27,8403020181 
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8403060077   Advises    of     issues    to    be    addressed     In    B4O312    brief, per 
B4O127    request 

UHICHER.JM        Businessmen    for    the    Public    Interest        04/03/01 
ROSENTHAL.A   3    ,     KOHL. C    W    -     OOTCHY. R    L         Atomic    Safety    and    Licensing 
Appeal    Panel          lp         22316    338         24X    Fie  tie    3O-434.  84/03/01.  8403060079 

8403140129  Adviiet    that    staff    unable    to  accelerate    schedule    far    filing 
of   appellate    brief    on   OA, need    for    power   &   alternative    energy 
sources, financial    qualifications   &    seismology    Brief  mill    be 
filed    by    840330 

RAW3QN.  R    J         Hearing    Branch    4         B4/03/O6         R08ENTHAL,  A   8    ,     KOHL,  C    N    , 
DOTCHYi R   L        Atomic    Safety    and    Licensing   Appeal    Panel         lp 
22624    204         24 X    Fiche    SO-434,  B4/O3/Q6,  8403140129 


B403O30O43   Forwards    Rev   0    to    "Corporate   Regulatory    Performance 
Improvement   Plan   "    Plan    designed    to    heighten   employee 
awareness   k   strengthen   corporate   ability    to    Improve 
regulatory    performance 

THOMAS, B  Commonwealth  Edison  CD  B4/02/24  KEPPLER,  J  Q  Region 
3,  Office  of  Director  3pp  32490  139  24X  Fiche  50-000,84/08/24. 
B4O3030043 


— 8403030046  Rev  0   to    "Corporate  Regulatory   Performance    Improvement 
Plan    " 

*      Commonwealth    Edison    Co         B4/02/29         32pp         22490    142         24X 
Fiche    SO~OOO.B4/03/24,B403030043 


B40314O146  Forward*   Paperlello    B4O229    Itr    to   C   Reed    forwarding    FEMA 
Inttrlm    finding    on    offiito    radiological    emergency    planning 
NRG  will    address    Interim    finding    In   SSER 

RAHBON,  R    J         Hearing    Branch    4         84/03/06         RDSENTHAL,  A    5    , 
OOTCHYi  R   L   i    KOHL.  C    N        Atomic    Safety    and    Licensing   Appeal    Panel 
22pp          23624   213         24X   Fichu    30-434. B4/03/QA,  B403140146 

B4031400&B  Forwards    potentially    relevant    documents   &  matl    to   matters 
pending    before   ASLAB   W/a    ends 

RAHSON.R   J        Hearing    Branch    4        94/03/07        RDSENTHAL,  A  G   ,     KQHLiC  1M 
OOTCHY,  R    L        Atomic    Safety    and   Licensing    Appeal    Panel        2pp 
28633   Q79         24X   Fiche    BO-434. B4/03/07,  B40314OOAH 


B4O3020181    Forwards    "Rept   on  Byron   QC    Inspector  Reinspection 
Program    " 

BIELAWBKI.A   P         Isham,     Lincoln   i>   Beale         S4/02/27        RQSENTHAL,  A   S 
Atomic    Safety    and    Licensing    Appeal    Panel         224 pp         23440   311         24X 
Fiche    9O-434, 04/02/27,  B40302O1S1 

8401190072    IE    Info  Notice   B4-13.    "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits  5c  Annunciation    "   Bvc    list 
nncl 

JORDAN, E   L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Pott   830103}        84/02/28  Consolidated   Edison   Co      of  Nem 

Yorli     Int         115pp         32909   239        SAX    Fiche, SO-000, 84/02/2B,  8401190072 


B40314014B  Forwards    IE    Insp    Kept*    30-434/83-61.  30-455/83-41. 3O-434/S4- 
02, 30-433/B4-02,  30-434/83-38, SO-4SS/B3-43, 30-434/84-03, 
3Q-433/B4-04, 30-434/84-06   &    30-433/B4-03   per    requirements    of 
ALAB-143. 

RAH80N, R    J        Hearing    Branch    4        84/03/07        ROSENTHAL,  A  S   , 
OOTCHY, R   L   ,    KOHL.C   N        Atomic   Safety   and    Licensing   Appeal    Panel 
76pp         22629   OB6         24 X   Fiche    30-434,  84/03/O7,  B4Q314014B 

8403090102  Memorandum    scheduling    B40417   oral    argument    in    Bethesda,  MD  re 
pending    appeal    Formal    argument   will    be    issued    in    early   Apr 
SHOEMAKER, C   J        Atomic    Safety    and    Licensing    Appeal    Panel         84/03/08 
2pp         22373    396         24X    Fiche    30-434, B4/03/00, 8403090102 

B403160002  Response    opposing    applicant   alternative   motion    to    reopen 
record    S<   vac  at*   A8LB    denial    of  OL   Motion   would    be    considered 
acceptable    under    single    issue    of    reinfection    program 
Certificate   of  Svc   end 

WHICHER.J  M        DeKulb    Area    Alliance    for    Responsible   Energy 
HHICHER.J  M        Whlcher,    J   M        84/03/1S  Atomic    Safety    and   Licensing 

Appaal    Panel         llpp        22653    198        24X  Flehe-  3O-434, B4/03/12, 
8403160002 

8403160019   Brief    In   response    to   applicant   appeal    of   ABLE   840113   initial 
decision   denying   OL   application  ASLB   properly    denied   DL 
HHICHER.J  M   ,    CA88EL.D  M        DeKalb    Area   Alliance    for  Responsible 
Energy        HHICHER.J  M        Whieher,    J  M        B4/03/12  Atomic    Safety    and 

Licensing   Appeal    Panel         64pp.       22633  223        24X   Fiche- 30-434. 
B4/03/12, 8403160019 

8403140041    Memorandum   changing    proposed    date    for    oral   argument    of 
pending   appeal    from  B40417   to  0419 

SHOEMAKER, C   J.       Atomic    Safety    and    Licensing    Appeal    Panel         B4/03/13 
lp        22634    161        24X   Fiehf  30-434, B4/03/13,  B40314O041 

B403200122   Discusses    util    840218  b  0314   nonconf ormance   repts    re 
discrepant   welds    In    cable    pan    hangers    supplied    by    Bys 
Control    Corp    Earlier    nonconf ormance    repts    pe   matter    issued 
In    1977   at   Huron.  Re  latvd    correspondence 

MILLER.M    I         I*  ham,    Lincoln    &  Be  ale        MILLER.  M    I,       Commonuiealto 
EdUon   Ca        84/03/14        KOHL,  C   U   •    OQTCHY,  R   L   ,     ROBENTHAL,  A   S        Atomic 
Safety    and   Llcen*lng    Appeal    Panel         2pp,       22i97, 043        24X 
Fiche.  30-434,  84/03/14,8403200122, 

B403S60331   Forwards    listing   of   errata   in  B40312  brief. 

MHICHER,J  M        Buslnestmen    for    the   Public    Interest        WHICHER. J  M 
Whichar,    JM        DBB   090        64/03/22        KOHL.  C   N.  ,    OOTCHY.R.L., 
HOBENTHAL, A,  S        Atomic    Safety    and    Licensing    Appeal    Panel         3pp 
22760;  209.       24X   Fiche    30-434,  84/03/22,  84032i0331 


8403060245  Forwards   revised    info  re   preset-vice   eiam  d  testing    of 
snuhbers   at    facilities   End    testing    program   supercedes 
program   provided    in   B2O319    Itr  tt  accepted    In  SSER    12 
TfiAMK,  T  R        Commonwealth    Edison  Co        84/02/3S        DENTONi  H,  R        Office 
of   Nuclear   Reactor   Regulation,    Director        lp        22516  013        24X 
Fiche    30-000, B4/02/29,  B40306024S 

— B403060267  Rev    1    to    "Presurvlce  Testing    IPreeervice    Inapl    Program  Plan 
for   Snubbers    " 

•      Commonuealth    Edison    Co         S3/1O/21         47pp         22316   014         24X 
Fiche    30-000,  84/02/28,  S4O306O243 

840H090007    IE    Info  Notice   84-14,    "Highlights    of  Recent  Transport 
Regulatory   Revs   by    DOT  &  NRC    "   Svc    list   encl 

GRACE,  J  N        Division    of   QA,     Safeguards   fc    Inspection  Programs    (Post 
B30103)        84/03/02  Consolidated    Edison  Co      of   New  YorVj     Inc 

130pp         22S32   329         24X    Fi'he    SO-OOO, B4/03/02, 8402070007 

840209000B    IE    Info  Notice   84-16,    "Failure   of   Automatic   Sprinkler   Sys 
Valves    to  Operate    "    Bvc    lift    encl 

JORDAN,  E   L        Division   of    Emergency    Preparedness   ft  Engineering 
Response    (Post   B30103)        B4/03/02  Consolidated   Edison   Co      of  Neu 

YorJ,     Inc          12Qpji         22593   098        24X   Fiche    30-OOO,  B4/03/O2,  B402090009 

B402090009    IE    Info   Notice    84-13,     "Reporting    of   Radiological    Releases    " 
Svc    list    enc  1 

JORDAN. E   L        Division   of   Emergency   Preparedness    &  Engineering 
Response     (Past    830103)         64/03/02  Consolidated    Edison    CD      of   NBIU 

York,     Inc         119pp        22333  217       24X   Fiche  30-000.94/03/02,8402090009 

B40S090011    IE    Info  Notice   84-17,    "Problems  M/Llquld   Nitrogen    Cooling 
Components   Be  low  Nil    Ductility   Temp    "   Svc    list    encl, 
JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        84/03/03  Consolidated   Edison   Co      of  Maw 

York.     Inc         117pp        22393  336       24X   Fiche   3O-000, B4/03/O3,  B40209001 1 

8403190397  Forwards    IE    Insp    Repts   30-434/B4-04  t   30-453/84-03   on 
840123-26  No   noncomp liance    identified 

LITTLE,  14  S        Region  3,    Office   of    Director        84/03/03       REED.  C. 
Commonwealth   Edison  Co        2pp        83673  253       24X  Fiche  30-434,84/03/05, 
8403190297 

—8403190303    IE    Insp    Repts    30-434/84-04   tc   30-433/84-03   on    840123-26   No 
noncomp 1  lance    or    deviations    identified   Major    areas 
inspected    closeout    of    open    items   &   deficiency    items  tt 
as-built   uuHtdaun    of    structural    steel    framing   !<  supports 
KEATINO.D  E  ,    DANIELSON,  0  H       Region   3.    Office   of  Director 
84/03/09        6pp        22673   237        24X  Fiche   30-434,84/03/03,8403190297 


0      Inspection   reports,     IE  Bulletins    d   correspondence 


84Q3Q10QB3  Forward*    final    rept    on   Byron  QA    Inspector    relnsp    program 
DELaEOROE.L. 0.       Commonuealth    Edison   Co        84/02/24        KEPPLER, J  0 
Region    3,     Office    of    Director          lp.        22434    268         24X 
Fiche:  30-434,  84/02/24,8403010083. 

— 8403010087  Final    "Rept    on    Byron    Inspector   Relncp   Program." 

*      CommoniUBalth    Edison    Co.       84/O2/2?        223 pp         22434   27O        24X 
Flcha    30-494,84/02/24.8403010033 


B402Q90024    IE    Info  Notice   B4-09, Rev    1,     "Lessons   Learned  From    Insps   of 
Fire  Protection  Safe   Shutdown   8ys    "   Bvc    list   encl 
JORDANi  E  L        Division    of    Emergency   Preparedness   tt  Engineering 
Response    (Post   B30103)         84/03/07  Consolidated   Edison   Co      of  Neu 

York,     Inc         118pp        22633  049       24X   Fiche,  SO-OOO,  84/03/07,  8402090024 

8402090028    IE    Info  Notice   B4-19.     "Stress  Corrosion  Cracking    in  PUR 
Sys,  "  Svc   list   ancl 

JORDAN.  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        S4/03/07  Consolidated    Edison   Co      of  NIUI 

York.     Inc         llSpp        H23B4    1B6        24X   Fiche   30-000, B4/03/07,  8402090036 
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B4Q3140I4B   Forwards     IE    Insp    Repts    30~454/S3-&1 , 30-433/83-41, 30-434/84- 
02.  3Q-435/B4-Q2.  50-434/B3-38.  30-435/83-43,  30-494/84-03, 
30-433/64-04.30-434/84-06    &    50-433/94-05    par    riqui rements    of 
ALA3-I43 

RAWSON.R    J        Hearing    Branch    4         B4/O3/07         ROSENTHAL,  A    B         Atomic 
Safffty    and  Lice-nflng    Appeal    Panel         74 pj         22625,086        24X 
FichO    5O~454.84/Q3/O7,B4O314O14B 


•B40327024&  Forwards    8ALP   Repts    3O-434/B3-22.  50-43B/B3-1B,  30-4S6/B3-Q6   tc 
30-437/B3-OA   for    1982   Increased    Bmph*«ii   required    In  areas 
of    HVAC    tc  *l»ctrlcal    sus 

KEPPLER.JO,      Rejlon    3,     Office    of    Director        B4/03/22        REED,  C 
Commonwealth   Edison    Co        7pp         2277 O   139        24 X  FUh*  30-000,84/03/23. 
B4G3B7O246 


B4032aOO'?4   Fortmrds    IE    Insp    Rept*   3Q-4S4/84-1O   &   3O-433/B4-OB   on 
B40131>0201-D3  (,  07-10  No    noncompliance    noted 

PAPER1ELLOFC   J         Region   3,     Office    of    Director         84/03/07         REED.C 
Commonwealth   Ed i son   Co        Sop        S2716  311         24X    Fiche   SO-434. B4/03/O7. 
B4O322QO94 

— B403220097    IE    Insp    Repts    30-434/B4-IO   E,    50-439/94-06   on    840131,  0201-O3 
t  07-1O  Ho  noncorp  I  lane  *    noted   Major  area*    inspected 
jireop erational   radiation   protection   program,  including 
orgnniiation, staffinfl.  training   &  NUREC-0737    Item 

KuETER.U   J    ,     GREGER.L   R         Region   3,     Offlc«    of    Director          B4/O3/07 
llpp         2271 A  313        24X    FUh*    50-454,94/03/07,31033200^4 

840319026B  Acli   riceipt    of   B 4 0223    1  tr    informing   NHC    of    steps    taken   to 
corrnct    violations   re    steam   generator    inubbar    qualification 
tests   notad    in    IE   Insp  Rspts    30-4S4/B4-OB  d  3O-433/84-06 
LITTLE.  U   3       Region    3,    Office    of   Director        B-4/03/08        REED, C 
Comnonuealth    Edison    CD          lp          82672    226         34X   Fie  Jit    50— 49*r  B4/Q3/Q8, 
B40319026B 


—3403370233  SALP  Repts    30-434/83-33   8.   30-433/B3-1B   for    19B2 

*      R«l)l(jti   3,    Office    of    Director         64/03/22       29pp.      22770   142       34 
Flche    30-000,  S4/03/82j B4O327034fi 

— 8403270293  Forward!    tlgnlflcant    BAUP   rgpt    flndlngi   which   will    b* 
dlicuiced    at   830613  m»-stlng 

HINDiJ  A        Region   9,    Office    of    Dlractor        B3/06/08,       REED,  C. 
Camnonuealth    Ediion    Co          4pp.        22770 > 171         24 X 
FiChB    30-000,64/03/22,  e403a7024fi 

R      PtrLodic    operating    report*    h   rilatvd   carretpondinca 

G403320120  Annifal  ufhol*  botlv  eiternal  aipoiurei  for  1?B3  M/840316  Itr 
RYBAK>B  Conmontjr»«lth  Edison  Co.  93/12/31  7pp  22716,007  24X 
Fie  he. 30-000,  83/13/31,8403220120 

B      Rcportable    occurrmcet,    LER»   Si  relattd   correipondenc* 


-B403L90E74  Rifognds    to  HHC    B40SO4    Itr    re   violation*    noted    In    IE  I«l»n 
Rtpfci    30-454/34-08   t  30-435/B4-0&  Correttlve    aetioni    l»*k 
on    snubb-Br   repaired   b   quisl-ttatic    t  true  tupj  1    telt  conoined 
u/Flyld    stiffness   tatculation   perfDrmed 

SWARTZ.E  D        Commonwealth    Ediion   Co        B4/03/23        K£PPLE«, J  O 
Rtgion    3,     Office    of    Director.        3pp.        22672    227         24X 
Fiehe   30-434. 84/03/03,  B4O3I9026S 


64031-40122  Part    31    ript    re    status    upd«t>    concirning   abnormal    uear   on 
linear    converters    Te»t   progr*m   underiiiau  Results   of 
Investigation    indicate    eicecsive    we*r   cauod    bg    hunting    of 
control   circuitry 

DDDaON.J  P        Pacific    Air    Product*    Co        B4/03/09  Dir*ctor't 

Office.    Office    of    Inspection    and    Enforcement        7pp,      22624. Ota,      24JT 
Fitht   90-OOOIB4/03/09,B40314O122 


3403190378  Preliffllnarv   Spec    120,     "Testing    Sves    for  Steam   freneT 
*      Sargent    t>   Lundy,     Inc          84/02/22         38pp         2247E    232         24X 
Ficha    SO-4 


B402090O31     IE    Bulletin   84-02.     "Failurrs    of   CE   Typt    HFA   Ralaus    In    Us*     In 
Class    IE   Safety   Bye    "    Svc     list    End, 

DEYQUNQ.R  C        Director's    Office,    Office    of    Inspection   and 
Enforcement        B4/03/IS  Consolidated   Ellison  Co      of   New    York,     Inc 

134pp          22S33   094         24X    Flehe    30-OOO,  84/03/12,  B4O2090031, 


U      Con9r»sslonal /Executive    Corr-e«p ondence 


B4Q3200043   Provldei    *d<dl    remarks    an   HftC  viceptions    to   accuracy    of 
ifcatemBnt*    In   recent    Congrettlonal    testimony   rt    failure    of 
HRC    to    Inform   ABLE    promptly    »f   problems   at    facility  Problem 
can   be    cured   by   eliminating    NRC   role    in   hearing* 
QILIHSKY.V        Commissioners         64/O3/16       UDALL.  H,  K       Houst    of  Rep 
Interior    &   Iniular   Affair*         Spp         22698  322,       S4X 
Flchi    30-434,  84/03/16,8403200043. 


G4032300B8  At t    receipt   oF    regulatory    performance    improviraent    plan 
Periodic    meetings    requested    to   discuss    progress    an   program 
&   provide    fee-dbact 

KEPPLER,J  0        Region   3,    Office  of    Director        84/03/2O        THOMAS, B 
Comrcanuiealth    Edison   Co        lp         23730   161         S4X   Fiihe:5O-000, 64/03/20, 
B40323OO88 


84O32O0079   Submits   Jddl    comments    to   ramark   made   at   recent    NRC   budget 
hearing   &   forwards    Dlrcki    memo   rr    comments   Role   of   H)C    as 
full    party    In    licensing    hearings    should    be    eliminated 
OILIM3KY,  V       Commissioner*         B4/O3/16       5IMPBON.A       Senate. 
Environmtnt   b  Public   Harts        Spp        3369?  036       24X 
Flche. 30-484,84/03/16,0403200075 


— 8403230107  Forwards    corporate*   regulatory    performance    improvement   plan 
THOMAS,  D        Commonweal  tti   Edison  Co        34/02/24.        KEPPLER.J    B        Region 
3,    Office    of   Director        3pp        32730    162        H4X  Fiche    50-000. 
B4/O3/2O. B403230D98 

— B403330126  R«v  0   tp    "CoTpopate  Rsgulatorij   Performance    Impro-veimnt   Plan 
Far   Dresden,  Quad    Ci ti*i,  Zion,  &  LiSal  If    Op«ratinj   Nuclear 
Stations   t   Byron    b  Braidwood  Project   Opar^ting 
Or jar  1  ration*   " 

*•      Commofiuealth   Edison   Co        84/O2/29        22pp        22730    163        24X 
Flche    50-000,  B4/O3/30,  3403230038 

B40326OI9&  Forwards    Ttsponsas    to    IE   Djllntln   B3-07.     "Appirentli) 
Fraudulent  Productl    Sold    bg    Ray   Miller. Inc    "    Quad    Cltiis 
supplied    u/piplng   matls    from   Ray  riiller,  Tnc    durltig    const 
Evaluation   end    Concerns    of    IE  Bulletin    83- Oi   *atlsfigd 
BARNES. P   L        CoiMionutaalth    Ediian  Co        B4/O3/2D        KEPPLER,  J   9        Rtglan 
3.    Office    of    Director         |9pi         22756    18S        24X  Fiche   3O-OC-0. 94/03/30, 
9403260196 

B40327Oltl    Foruurds   response    to    IE  Bulletin   BO- 13,     "Emerj^ncv 
Notification  Eg  a    (EWB>   Pouer    Supplies    "   ENS    tr»t»d    b   found 
functional    during    preoperatlonal    testing 

BARNESjP.L        Commonuealt*    Ediion   Co        B4/O3/20        KEPPLERr J    C        Rigion 
3r    Off  let    of   Director        Spp        22774    04B        24X    Fiche   30-4B4.  &4/O3/30. 
B403270111 

84020^0043    IE   Info  Notice  84-19,    "Tuifl    Evert*    Involving   UrJUlhori i*d 
Entries    into  PWJt  Reactor   Cavities    "    Svc    list    erjcl. 
JORDAN,  E   L        Division   of   Emer^sncy    Prapar»dness   &  engineering 
Response-    (Post   830103)        84/03/21  Consolidated    Edison    Co      of   New 

York,     Inc         123pp,        22B23'221?-       24JC    F£ch«    30-000, 84/03/21,  B4O2O90043 


B4-20,     "Svc    Life    of   R«lays    in  Safety-Related 


B4020'7004.4    IE    Info   No 
Bus.  "    Svc    list    »ncl 
JORDAN,  E,L        Division-   of   Emergency   Preparedness  d  Engineering 
Response    (Post    S30I03)        84/03/B1  Con.ol Idatad    Edison   Co      of   New 

York,     Inc         139pp        22933   001.       24X    Fiche    30-000.  B4/03/21 ,  S402090044 


V      Operator    Examinations 


B4D3220I33   Foruardi    info   re    experience    level    of    Individual*    assigned 
to    shift    operating    positions, In   rosponse   to   request. 
Tabulation    shouinj    eipvrivnc*    of    shift   engineer,  shift 
for»ni»n.  station  control    room    tnsln«»r  tt  operator  encl 
TRAMHi  T  R        Commonwaa  1th    Edison  Co        B4/03/19       DENTON,  H,  R        Offic* 
of   Nuclear   Reactor    Regulation,     Director        7pp        22716  030        24 X 
Fiche   SD-4S4, 94/03/19,8403320133 


DOCKET  STN-30-434,  BRAIDWQDD   STATION.    UNIT   1 

A      Appl  icatior/cons  true  tion    stage    documents   !<   correspondence 

B4O30101O4   Foruards    addl    info    r»   design   of   Cattgorg    1   matonrv  walls. 
fiapt    idintiflts   all    tracks   fc    explalnR  whg    cracks   do   not 
coTipromisa   structural    tntagrity   of   walls 

TRAMM<T  R        Commonwealth    Edison   Co         S4/02/22,       DENTON.  H  R        Office 
of  Nuclear  Reactor    Regulation,     Director        tApp        22436 '041.      24 X 
Flch*    30-000,  B4/02/E2, 8403010106 

8403060249   Toruard*    revised    info   re    preservtce   eiam  t  tasting    of 
snubbers    at    facllitl**    Encl    tasting    program   tupercedts 
program   provided    In   BSO319    Itr   t   accepted    in  B8ER    IS 
TRAMM,T  R       Commonuiaa  1th   Edison  Co       B4/02/2B       DENTON.  H  R,      Office 
of   Nuclear   Reactor    Regulation,     Director        lp.      S231o  013.       24X 
Fich*    30-OOO,  84/02/28,8403060243 

— B4O306oa*7  Rev    1    to    "Prestrvice    Tasting  (Preservici    Insp)    Program  Plal 
for    Bnubbers    " 

•      Commonnmtth    Edison    Co.       03/10/21  47pp.      22516- O14.       34 X 
Fich*   50-OOO,  B4/03/8a.8403O&0243. 

G403O60374    Advises    of    changes    to    schedules    far    Initial    fuel    loading 
of    t acil i tlti. Requests   NRC    resources    be  allocated    to   support 
fuel    load   »ft»r  resolution   of   pending   license  appeal, 
REED,  C        ConmonwaaUh    Edison    Co        84/02/28.       DENTONiH.R        Offlc*   of 
Nuclear   Reactor  Regulation.     Director        2pp,       2231B   130.       24X 
Flche    SO-000,  B4./Oa/2e,  0403060394 
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Forward  i    tup  plemental    response    to    Generic    Ltr    83-28, 
"Required   Actions   Based    on    Generic    Impl  Icati  DPI    of    Salem 
ATUS   Event*    " 

BARNES,  P   L         Commonwealth    Ed  lion   Co         84/O2/H9         DENTON.  H   R         Qffict 
of   Nuclear   Reactor   Regulation,    Director        26pp         224BS    O94         34  X 
Flene    30-000-84/02/27,  B403O301  19 


Clarifies   NUHEQ-O737,  Item    II    K  3   31,  In    response    to   Generic 
Ltr   83-39  He»tlnBhouse   Owners    Group    aulhoriied    program    to 
demonatrate    conservatism   at    W  FLASH   small    break    LOCA 
analyses,  per    Item   1  1   H.  3  3O 

BARNES,  P   L        CommnnuiB*lth    Edison  Co        84/03/21         EISCNHUT.D  0 
Division    Of   Licensing  IP          22736     17O         24X    Flehe    50-000.84/03/21. 

04O326O1B2 

ff       IIRC    Draft/Final    Environmental   Statements,     iirpplc   EC   correspondence 

0403130037  Ac*   receipt    of   DEB   Muting    tenatlvelu    scheduled    For   840222 
for   consideration   DIJ   Oovernmental    Svci    Committee 
*        Illlnoii,     Btate    of.        84i/O2/02          STEVENS,  J    A         Dlvlilon    of 
UIontlElg          tpp         22613   362         21  X    Flche    3O-486,  84/02/02,  B40313OQ37 

0403060313   Provides    Comments     on    DEB     INUREQ-lO26f    Juit  1  f  ic»tlon    for    not 
providing    design  analysis    of    seismic    event    requested 
ETCHISdN,  D.       Illlnoii.     State    of,    Dept      Nuc      Safety     [formerly    Dept 
Put  lie    Health)        B4/03/22  Division    of    Licensing.       3pp 

330        24*  Flche    30-4S&,  84/02/22,  B403Q6O313 


0403080237  Lists   concern*    on    proposed    water    supply    igi    discussed    In 
Dec    19S3  DE8    (NUREG-1O26)  .  i  ncludino    deoradatlon    at   uator 
quality    from  cooling   water    discharge    to   Kankafcee    River 
OALLAOHER,  J  H        Will    Countv     IL        84/03/02  Division    of   Licensing 

Ip         H-B361   031,       24X   Flche    50-43i.  B4/O3/OE,  8403000227 

f34'0313DO97  Comments    on   DES    (NUREO-1036)    for    facility    DEB    does 
not    completely    describe    fuel    cycle    impact    &    should    contain 
statement  ri   range   of    nonfatal    cancer    injuries    &    birth. 
defect*    Induced  bg   fuel   cycle  Rn-2B2 

DOHERTY,  J  F        Dohfrtg,     J  F         B4/03/07        STEVENS,  J.  A        Division    of 
Llcinslng        2pp        22401    117        S4X    Ficne   SQ-456,  B4yO3/O7.  0403130057 


B403260132    Submits   addl    fcnfn   re    deiign    of  hgdrogen  re-comb  Innrj   far 
Bectian    i  2   9  of   5ER   Hjdrogen   recombtners    operate    In 
parallelj  utilizing    same    suction  Ji   eihaust    piping    for   each 
containment    Diagram    end 

TRAMM,  T    R         Commonwealth    Ediion   Co         B1/02/23         DENTQN,  H   R         Office 
of    Nuclear    Reactor    Regulation.     Director         2pp         22758    147         24X 
Fichu    90-000,84/02/25,5403560132 

F     Security,    medical,     emergency   E.  fire   protection   plans 

B40302Qll?a   Advises    that  NRC   will    not   review   emergency    plans    to  delete 
privacy    OT    proprietarv    Info   unless    BO*C  If  1  cal  li;    requested    bij 
llcenasei  per  81070?  Oenel-ic   Ltv  Bl-27  W/o  Tequsit,  entire 
plan  will    be  placed    in   PDR 

YOUWODLOOD,  B   J         Licensing    Branch    1         84/02/21         FARRAR.D    L 
Comraonuealth  EdUon   Co        2pp        2S494  360        H4X   Fiche  50-000,64/02/21- 
B40302019S 

840312000B   Advises    of    840323  regional    uorkihop    in   Rose/nont,  IL  u/all 
Region    III    licBnse-es    to   diicun   fire   protection    safe 
shutdown    TSquiremsnt*   of    lOCFRSO.App   R  Agentfa   enc) 
9PESBARD,  R    L        Divtiinn    of   Emergency   PrepaTedneti   !.  Dnarational 
Support          B4/03/O6         REED, C         Commonwealth    Edison   Co         3pp 
22386   26O         24  X    Fiche    SO-4S6,  84/03/06.  B40312000B 


84032i034ii   Rev   1    to  Emergaiug   Plan    Implementing   Procedure    BZP  3QO-3, 
"Post-Accident   Stack    Sampling    of  Hide-Range    Oas    Monitor 
(HROM)     " 

*      Commonuealth    Ediion    Co         84/03/19         Spp         32751    059         24X 
Fiehe   30-000,84/03/15.8403260346 


Q      Ad jud  1  eatery   correspondence 


840314004O  Comment*    of   JF    Dohertij    on  DES   (NUREG-1036)   Statement   must 
elarifij     If.  In  analijili    of    environ    impacts   of    paitulated 
acciden t s> ang   credit    given    Far    applicant  compliance  u/ang 
TKI-related    rBHuirement a    Related   correspondence 

DOHERTY,  J   F         Affiliation   Not    Aisigned         84/03/07         STEVENS,  J   A 
Divisio-n    of    Licensing        2pp        B2633    ISO       24X  Fiche   30-436,84/03/07. 
0403140040 


.   Foruards   commetitt    on   DCS    re    aptratlon    of    facilltlei    Major 
•nviron    concerns    identified    during     1970*   h    appropriate 
mitigating    actions    to   alleviate  concerns   a<deo.u-Btelg 
reflected  More   data   r*    aquatic    impact    should    be    rnFerenced 
KENNEY,  D        Illlnoii,    State    of        84/03/08  Division    of   Lic«n»lng 

-4pp.        SSlilS   357         S4X    Flche     SO-456.,  B4/O3/OBj  8403130474 


04C314QOQ1    Foruirdi    comments    on   DES    CNUREO-102&)    Comments    tubmltted    f-or 
consideration   by   Commission    per   10CFRM, 

MCDONDUOH,C   L        Commonuealt4i    Edison   Co        9A/03/IS  Division   of 

Lietnalng        13pp       BS433;BS1.      B4X   Fiehe,  3O-4S6,  B4/03/  12,  S4Q3HOOQ1 


9403160011    Forwards    C    Ree-d    B4022B   Itr    re    schedule    for    fuel    loading 
datts  d    notice   of    appearance   W/o   notice   of    appearance 
Related    c  orr espnndence 

OALLOi  J  I -s  ham,  Lincoln  &  Deale  OALLO,J  Coramonuieg  1  th  Ediion  Co 
B4/03/13  MILLER,  H  E  ,  CALLIHAN.A  D  ,  COLE.  R  F  Atomic  Safetg  and 
Licensing  Board  Fan*  1  3pp  22635  IfiB  3flX  FUKe  50-4SAi  84/03/13. 
8403 1600 11 

B40316Q023  Notice  of  appearance  in  proceeding  Certificate  of  Svc  encl 
OALLQ,  J  Commonweal  tn  Edison  Co  DALLD.J  liham,  Lincoln  b  Bulo 
B4/03/13  2pp  22633  333  SIX  Flche  SO-45A,  B4/03/13,  8403160023 


.--. »w~,"-,    Dlscussei    review   of    DES,  Fac  i  1 1  tij    will    employ    two   PHRs 
to    produce   up    to  6890  MWt   No    major    objections    to    proposed 
operation  FES   should    provide    addl    raduastB    treatment    sy» 
Info. 

REED,  L.  0        Environment*!    Protection   Agencg         84/03/12, 
VOUNOBLOOD, B  J       Llcin*lng   Branch    1        3pp,       22693; 3 37        24 X 
Flche    30-436,84/03/12,  B403200104 


8403360-36)    Notice    of    appearance    in   proceeding.  Cert  1  ficate    of    Svc    enc  1 
DLuDltJ   G        Commonwealth    Ed  It  on   Co        BLOOM,  J  0        I  sham,     Lincoln  & 
Beale         DSD    086         B4/O3/22        3pp         33760   074         24X 
FUhe   30-486,84/03/22.8403260361 


Inspection   reports.     IE  Bulletins   fc   correspondent? 


E,       HRG   &af*ty   Evaluation    Report    <BER  )  -     suppls    &    correspondence 

S1Q30B0179   Fourth    partial    response    to    FOIA  request    for    six    eateoorles 
of    docirmentf    re   facllttii*    Faruiards    App    A   documents    App    B 
document    entirely   uithheld    (ref  FOIA  Exemption    9)    R«vl*u  of 
«ddl    document!    mbj    to    request   continuing, 
FELTON,  J.  M,      Division  of   Rulei  and   Records        at/02/13       ANDERSON.  8   I 

Carve  u,     Schuberti    Adams    b   Bartr         7pp        22983   SSi,        249C 
i^Icha:  50-000,  B4/02/13,  B1030B0179 

~~      BOOS1  30793  Provides    status    of   BER    inputs  4i    acceptance    rtvlius    for    QL    t> 
CP    Applications   Schedule    should    be   met 

BURKE,  W.C,       Effluent   Tree,ttntnt   Bgitemi   Branch         BO/OE/0& 
KRECERrME        Atilstant   Director    For   Site    Analgsit.       If        22SS3r235 
24X    Flche    30-000,64/02/13,8403050179 


Office 

84!t 


Pravldis   addl    info    re   affect*    of    local    Intense    precipitation 
*t    facilities    Info    retolves    Conf  trmatory    lisue    A,  E 
**lentified    in   BER.  Rttnf  orcerf    concrete    curbs    provided   at 
*>terlor   orade   floor   level   doors, 

T1(iiMM,  T.  R.       Commonwealth    Edison  Co         84/02/22         DENTON,  H   R,       Office 
£*    Nucltar   Reactor   Regulation.    Director        2pp         K2434   SS7.       Z4X 
^1  c  h*  !  30-000,  B4/Oa/B2,  B4O30  1  03B6 


Feruards  addl    info    to  831230  mbmlttal   r»  NUREO-0737,  Item 
1  II,  D,  I     1,     "Primary   Coolant    Outside   Containment    "    R»v 
*d«ntifi»f   portloni    of    *yi    not   to    be    tested    li    respond*    to 
"ftC   eomment*   Info  ihould    elate  BER   Conf  irmatoru   Isiue   SB 
TjRAMMiT.R        Commonweelth    Ediion  Co        84/02/22         DENTON,  H  R 
*>  f   Nuclear  Reactor  Rigulatlan,    Director       8pp.      22432  OO2 
f5"  i  ch«!  30-000,  04/08/28,  B403010120 


S403030043   Forwards   Rev  0    to    "Corporate    Regulatory   Performance 
Improvement   Plan    "    Plan   designed    to    heighten   employee 
auarenese    b    strengthen   corporate   ability    to    Improve 
regulator i|    performance 

THOMAS,  B  Commonwealth  Edlion  Co  64/02/B4  KEPPLER,  J  G  Rtolon 
3,  Office  of  Director  3pp  22490  139  2431  Fiche  50-000,34/02/24, 
B403030043 

— 8403QS004&  Rev  0    to    "Corporate  Regulatnrg  Performance  I mpr ov»m»nt 
Plan    " 

»      Commanuealtli    Ediion    Co         84/02/29        22pp         224?0  142         24 X 
Flche:  BO-000,  B4/OB/B4.  B403050O43 

6401170072    IE    Infa   Notice   64-13,     "Potential    D«f  ic  lency    In   Motor 
Operated    Valvt  Control    Circuits   &  Annunciation,  "    Sue    list 
enc  1 

JORDAN.  E  L        Division   of    Emergency  Preparedness   &   Engineering 
Response    (Post  830103)         84/02/2B  Cuniol idated    Edison    Co      of  Neu 

York,     Inc         llSpp         2290=?    239        24X  Fiche   50-000.  34/03/26,  B401 19007B 

B403060243   Forwards    revised    info    re   preservlce    exam   t<  testing    of 
inubbera    at    facllltiri  Encl    testing   program   supercedei 
program   praviited    in   820319   Itr   &  accepted    in  SEER    12 
TRAMM,  T  R         Commonwealth    Edison  Co        84/OB/2B        DENTaw.  H  R        Office 
of   Nuclear    Reactor    Regulation!    Director        Ip.      22516  O13        24 X 
Fiehe-  3Q-OOQrB4/OZ/Sa.  B403060B45 

— 8403060267  Rev   I    to    "Preservice   Testing    IPres»rvice    Jn*p)    Prooram   Plan 
for  Bnubbers    " 

*     Comnio-nuealth    Edison    Co        B3/10/S1,      47pp        229I&  014        24X 
Fiche    SO-000,  84/02/28,  B4030t0245 
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6402070007    IE    Info   Notice   84-14.     "Highlights    of   Recent   Transport 
Regulatory   Rev»    by    DOT   (.   NRC    "   Svc     list    encl 

ORACEi  J   N        Division    of   GA,     Safeguards    b    Inspection   Programi    (Post 
830103)         B4/Q3/02  Consolidated    Edison   Co      of   New   York,     Inc 

23552   339        24X   FiEhe    SO-OOO,  04/03/02.  8402090007 


8402090044    IE    Info   Notice    84-20.     "Bvc    Life    of    Relay*    in    Safety-Related 
Sys    "   Svt    1 1st    end 

JORDAN.  £  L       Diviiion   of    Emergency    Preparedness    b   Engineering 
Response    (Past  B301Q3)         04/03/21  Consolidated    Edison    Co      of  New 

York,     Int         13Spp         33933    001         H4X    Fiehe    30-000.84/03/21,3402090044 


H40209O000    IE    Info   Notice    84-16.     "Failure    of    Automatic    Sprinkler   Bgs 
Valves    to  Operate    "   Svc    list    encl 

JORDAN.  E  L       Division   of   Emergency    Preparedness   b  Engineering 
Response    (Past   630 1031         84/03/02  Consolidated    Edison    Co      of   Neui 

York,     Inc        122pp        22553  09B       SAX  Fiche    90-000.  84/03/02.  8402090OOB 

B402090Q09    IE    Info   Notice    84-13.     "Reporting    of    Radiological    Releases    " 
Svc    list   encl 

JORDAN. G  L       Division   of   Emergency    Preparedness   Sc  Engineering 
Response    (Post  8301031        84/03/02  Consolidated   EdUon   Co      of   New 

YorV,     Inc        mpp        32533  217       24X   Fiche    SO-OOO, 84/03/02.  8402090009 

8402090011    IE   Info  Notice   B4-17,    "Problems   W/Ltquid   Nitrogen   Cooling 
Components   Delow  Nil    Ductility  Temp    "   Svc    list    enc 1 
JORDANi E  L       Division   of   Emergency    Preparndn«»s  b  Engineering 
Response    (Post  330103)        B4/Q3/O3  Consolidated    Ediion   Co      of  New 

York,     Inc         117pp         23S53   336        S4X   Fiche    90-000.84/03/09,5403090011 

B4O2O90024    IE  Info  Notice  94-09,  Rev    1.    "Lessons  (.earned   From    Insps    of 
Fire  Protection  Safe   Shutdown  Sys    "   Svc    list   end 
JORDAN, E  L       Diviiion   of   Emergency    Preparedness   tt  Engineering 
Response    (Post  830103)        S4/O3/07  Consolidated   Edison   Co      of  New 

Yort,     Inc        HSpp        83633  049       E4.X  Fiche    SO-OOO,  84/03/07.  8402090024 

9403090028   IE   Info  Notice  B4-1S,    "Stress   Corrosion  Cracking    in  PWR 
Sys    "   Svc    list    end 

JORDAN' E  L       Division   of  Emergency   Preparedness  b  Engineering 
Response    (Post  6301031        B4/03707  Consolidated   Ediion   Co      of  New 

Yorl,     Inc         HSpp         22384    186        24X   Fiche    50-000.84/03/07,6403090028 

8403090031    IE  Bulletin   34-03.     "Failures   of   GE  Type   HFA  Relays    In   Use    in 
Class    IE  Safety   Sys    "   Svc    list   end 

DEYOUNO.R  C       Director's   Office.     Office   of    Inspection   and 
Enforcement       3-1/03/12  Consolidated  Edison  Co      of   Neu  York.     Inc 

134pp         22333   094         24X   Ficfie    SO-OOO,  B4/O3/12,  8402090031 


0403270246   Forwards    SALP   Ropts    30-494/B3-22, 30-433/83-10,  30-436/83-06   b 
3O-437/B3-06  for    1983    Increased    emphasis    required    in   areai 
of   HVAC   b   electrical    ays 

KEPPUER.J   0         Realon    3,     Office    of    Director         34/03/22         REED.  C 
Commonwealth   Edison   CD        7pp        22770    139        24X   Fiche    30-000,04/03/28, 
8403270246 

—9403270260   8ALP   Rapts    30-436/B3-O6    fc   30-437/B3-O6    for     19BB    Category    a 
assigned    in   areai    of    piping    sys    b    support!   &   electrical 
power    supply    b  distribution 

»     Region  3,    Office    of    Director        04/03/22        23pp        23770  203        24X 
Fiche    30-000.  B4/03/33,  8403270246 

— 8403270263  Forwards    summary    of   significant    finding*    for    SALP  ript   which 
uiill    be   discussed    at  830613  meeting 

H1ND.J  A       Region   3,    Office   of    Director        83/06/OB        REED,  C 
Commonwealth   Edison   Co        3pp        22770  22B        Z4X 
Ficho    30-000, B4/03/22.  B403370246 

R      Periodic    operating    reports   t>  related    correspondence 

B403220120  Annual  whole  body  external  etposurec  for  1983  H/B40316  Ur 
RYDAK,  H  Commonuealth  Edison  Co  B3/12/31  7pp  22716  007  24 X 
Fiche  90-000,83/12/31.8403220120 

8403030443  Foruards   monthly    status    rept    of    offilte    emergency 
preparedness    for  OL   reviews    for   vj«n    19S4  Changes    in  FEHA 
finding    dates   not   caused    by    delay    due    to   offtite    amergancy 
planning    issues 

DIRCKS, U  J       Office    of    the   Executive   Director    for    Operation* 
84/02/21        PALLADIND      Commissioners        <?pp         22472  083,       24X 
Fiche    30-000.84/02/21,0403020443 


Heportable   occurrences,    LERs   fc  related    correspondence 


9403300026   Forwards    IE    Insp    Repts    3O-4S6/94-03   t   30-4S7/B4-03   on 
84023B-0303  No   noncomp 1 ianca    noted 

PAPERIELLO.C  J       Region  3,    Office    of  Dir-ecfcnr        84/03/16        REED.  C 
Comnonuiealtli   Edison  Co        2pp        25B19  29?        24X   Fiche  50-486,  84/03/16, 
8403300026 

—B403300033    IE    iTisp    Repts    30-456/84-03   i    30-457/84-03   on    B4O22S-0302   No 
violations   or   deviations    identified  Major   areas    inspected 
rngt   controls,  QA,  chemistry    program  h  procedures,  actions    taken 
re   previous    items    of    noncomp  1  i  cance  Si  open    items 

DESTMANH,  M  J  .    ELAWINEKI.U   J  ,     BCHUHACHCR,  M  C        Region  3.    Office    of 
Director        84/03/13         8pp         22319   299         24X   Fiehe   50-436.04/03/16. 
B403300026 

84032300B8  AcV   receipt    of   regulatory   performance    improvement    plan 
Periodic   meetings  requested    to  discuss   progress    on   program 
&  provide    fiedback 

KEPPLER.JO       Region   3.    Office  of    Director        B4/O3/30        THOMAS, B 
Commonwealth   Edison  Co        Ip        22730   161        24X  Fiche  30-000. B4/03/30. 
8403330088 

— 0403230107  Forwards   corporate  regulatory    perf ormance    Improvement   plan 
THOMAS,  D        Commonwealth    Edison   Co         B4/02/24         KEPPLER.J   0         Region 
3,    Office   of   Director        3pp        22730    162        24X   Fiche   90-000. 
84/03/30, 84033300BB 


0403120013    Interim  Deficiency    Rept    B4-01    re    need    to    Improve    LK  Comstock 
documentation    filing    sys    Initially    reported    on   B4O131    LK 
Comstock    provided    three    level    review   to   prevent    Incomplete 
or    unacceptable    filing    Final    rept    by    040901 

SWART!,  C   D       Commonwealth    Edison   Co        84/03/02        KEPPLER.J   0        Region 
3,    Office    of   Director        3pp        22B08  031        24X   Fiehe    30-456,84/03/03, 
0403150013 

B403140122  Part   31   repb   re    status    update    concerning    abnormal    uear   an 
linear    converters   Test    program   underway    Result*    of 
investigation    Indicate    excessive   wear    caused    by    hunting    of 
control    circuitry 

DODSON,  J  P        Pacific    Air    Product*    Co        04/03/09  Director'! 

Office,    Office    of    Inspection    and    Enforcement        7pp        22624. 06B,       24X 
Fiche    50-000,  84/03/09,  B403I40122 

8403190193  Final    Deficiency    Rept   B4-Q5  re    Incorrectly   wind 
distribution   panel    IDC09E    Initially    reported    on   640207, 
Internal    wiring   reviled    to  meet   approved    design    drawing  I 
Revs    to    be   completed    by    June    1964 

SWARTZ.  E  D        Commonwealth    Edison   Co        B4/03/12        KEPPLER.J.O.       Region 
3,    Office   of   Director        2pp        32674   203        24X    Flch»'  BO-486, 84/03/13. 
8403190193 


T      Hearing    transcripts    on   non-antitrust   matter* 


— 8403230126  Rev  0  to   "Corporate  Regulatory   Performance    improvement  Plan 
For   Dresden, Quad   Cities.  2ion  b  LaSalle  Operating   Nuclear 
Stations   &  Byron  It   Draldwood  Project  Operating 
Organiifttant   " 

*     Commonwealth   Edison   Co        B4/02/29        32pp        23730    169.      24X 
Flche    BO-000,  84/03/20.  8403230083 

64.03360196  Forwards   responses    to   IE   Bulletin   83-07,    "Apparently 
Fraudulent  Products   Sold    by    Ray   Miller, Inc    "  Quart   Cities 
supplied   w/piping  matls    from  Ray    Miller.  Inc    during    const 
Evaluation   encl   Concerns    of    IE  Bulletin  03-06  satisfied 
BARNES, P  L       Commonwealth    Edison   Co        94/03 /SO       KEPPLERiJ  0       Region 
3.    Office   of  Director         19pp        32756    185        24X  Flche  30-000.  B4/03/20, 
B403360196 

B402Q90043    IE   Info  Notice   64-19.    "Tuio  Events    Involving  Unauthoriiefl 
Entries    into  PUR  R tat  tor  Cavities    "   Svc    list  encl, 
JORDAN.E  L       Division    of   Emergency   Preparedness   b  Engineering 
""""  "         630103)       B4/03/as  Consolidated  Edison  Co     of  Neu 

Ipp         22823   229         34X   Fiche    30-000,84/03/21,8402090043 


0403130232  Transcript    of   ACRS   Subcommittee    on    Bralduood    8t»Utm  840308 
meeting    in  Joliet.IL   Pp    1-163  Vieuigraphs    encl 

*  ACR8   -  Advisory    Committee    on  Reactor   Safeguards        84/03/08. 
183pp         B260S    193         B4X    Fiche    30-436,  B4/03/OB,  B40313O222. 

B403140008  Transcript    of   ACRE   Subcommittee    on   Braiduood    Station   B40309 
meeting    in   Jollet,  IL  Pp    164-283  Supporting    documentation 
end 

•  ACRE  -  Advisory    Committee    on  Reactor   Safeguards        84/03/09. 
379pp        22631   033        24X  Fiche    30-436, B4/03/09. 040314OOO6, 


DOCKET  8TN-SO-437  BRA1DWOOD   STATION.     UNIT  2 

A      Application/construction    stage    document*   L    correspondence 

0403010106  Forwards    adttl    info    re   design   of   Category    1    matonry    uallt. 
Rept    Identifies   all    cracks   b    explains   why    cr«ctis    do  not 
compromise    structural    integrity    of    wall* 

TRAMM.T  R        Commonwealth    Ediion  Co        84/02/22        DEN TON , H  R        Office 
of   Nucliur  Reactor   Regulation.     Director         16pp.       23436-041         24X 
Fiche    30-000,84/02/22,0403010106 
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04Q3Q60243  Forward!    revised    info   re    preservi ce    exam   li    tenting    of 
•  nubbers   at    facilities    Encl    testing    program    tupercede* 
program   provided    In   82O31?    1  tr   &   accepted    in   SSER    12 

TRAMM.T   R         Commonuealth    Edison   Co          84/02/HB          DENTON, H   R          Office 
of   Nuclear   Reactor   Regulation.     Director         lp         2291&   013         24X 
Fiche    50-000,84/02/28,8403060245 


— 8003130793  Provides    status    of   EEH    inputs   b   acceptance   reviBui   tor   QL    «• 
CP    applications    Schedule     should    be   met 

BURKE,  H  C        Effluent   Treatment    Systems   Branch        SO/02/Oi 
KBEGEHiW   E        Assistant    Director    for   Site   Analyiis         lp          22593   235 
24X    Fiche    30-QOO.  84/02/13,  B4Q30B017? 


- — 34O3060267  Rev   1    to    "Preservico    Testing  (Prfrservlee    Insp)    Program   Plan 
for  finubbers    " 

«      Commanuiealth    Edison    Co         Q3/1Q/K1  47pp          2231&    Oil          24 X 
Flthe    30-000,04/03/29,8403060243 

3-4O3060374   Advises    of    changes    to    schedules    for    Initial    fuel    leading 
of    facilities   Requests   NflC   retources    be    allocated    to    support 
fuel    laid   after   resolution   of   pending    license    appeal 

ReGD.C        Commonwealth  Edison   Co        84/02/28        DENTON,  H   R         Office    of 
Nuclear   Riactor  Regulation,    Director         2pp         22510    130        24X 
Fiche.  30-000,  84/02/28,  8403060374 

1403030119  Forwards    supplemental    response    to    Generic    Ltr    83-38, 
"Rea,uiri<f  Actions   Bated    on  Generic    Implications    of    Salem 
ATMS  Ev«nti    " 

BARNES,  P    L         Commonwealth    Edi»on    Co          B4/02/2?         DENTON,  H    H         Office 
of    Nuclear  Reactor   Regulation,    Director        2&pp         SS1B3   054         S4X 
Fiehs,  30-000,  84/02/37,640303011-7 

4O3240182  Clarifiei   NUREQ-0737,  It*m    II    K    3  31,  in    rvcponie    to    Generic 
Ltr    83-35  Westlnghouie   owners   Group    author! i*d    program    to 
demonstrate   conservatism    of   UFLABH  small    break    LOCA 
analyse*, per    Item    II   K  3   30 

BARNES,  P  L        Commonwealth   Edison    Co.       B4/03/21         ETEENHUT,  D    0 
DtvUton    of   Llcanslng          lp         227 S 4    170         24X    Flch>    90-000,84/03/21. 
B 403260 182 

MRC   Draft/Final    Environmental    Statements,     suppls    &  correspondence 

4O3130037  ACk    receipt   of    DES  Meeting    t*natlv*l(j    scheduled    tor    840222 
for    consideration    by   Governmental    Svc*    Committee 
*      IlllnoU,    State   of        04/02/03        STEVENS,  J   A        Division    of 
L. iteming        Ipp        22613  363        24X   Flchfr    SO-4S-6,  84/C3/O2,  B4O313003-7 

IO30&0313  Provides    comments   an  DES    (NUREO-10HA)    Justification    for    not 
providing    design  analysis    of    seismic    «v»nt   reo,u«st«d 
ETCHiaON,  D        Illinois,    State    of-     Dep  t      Nuc      Safety    (formerly    Dept 
Public   Health)        84/02/22.  Division    of   Licensing-       3pp. 

32315  330       24X  Fiche    30-436, 84/O2/2B,  84O30&O313 


8103010130    Forwardi    addl     info     to    B31230    lUbmittal    re    NUREQ-O737,  Item 
III   D   1    1,     "Primary    Cool-ant    Outside  Containment    "   Rsv 
identifies   portions    of    ays    not    to   be   tested   &   responds    to 
NRC   comments    Info    should    closo   BER  Confirmatorg    Issue  28 
TRAMH,  T   R         Commoniuea  1  tfi     Edison    Co         84/O2/23        DENTOM,  H   R         Office 
of    Nuclear   Reactor    Regulation,     Director         Bpp         22433   OO3         24 X 
Fiche    30-OOO,  B4/02/22.  B40301012O 

B40301O2B6  Provides   addl    »nfo    r»   effects   of    local    intense    precipitation 
at    facilities    Info    resolves    Conf Jrmatoro    Iisue  A  3 
Identified    in  EER   Reinforced    concrete   curbs    provided  at 
eiterlar    grade    floor    level    door* 

TRAMM.T  R        Commonwealth    Edison  Co       84/02/33        DENTON,  H  R        Office 
of   NucUsr   Reactor    Regulation.     Director       2pp        22434  297        34X 
Fiche   30-OQQ.-B4/03/23.a4030102Bc. 

8403260132   Submit!    addl     inPo    re    design   of    hgdrogen   retomblners    PBT 
Section   6  2  3  of  BER   Hydrogen    recombiners   operate    in 
paral lal,  uti  li i ing    same    suction    Si  exhaust   piping   for  each 
containment    Diagram    one  1 

TRAMM.T   R         Commonweal  th     Edison    Co         B4/02/22         DENTON,  H    R         Office 
of  Nuclear   Reactor   Regulation,    Director       2po        32758   147        24X 
Fiche   30-000-,  flfl/02/22,  B4O326.O132 

F      S> cur itv    medlca.li     emergency   &    fire  protection  plant 

•B4Q302019B   Advises    that    NfiC    mill    not    review   emHrttncij    pUns     to    delate 
privacy    or    proprietary    info    unless    speclPicallg   requested    by 
1  icenseei  per    B10709  Cener  ic    Ltr  a  1-37  U/o   request,  entire 
plan  uill    be    placed    in   FDR 

YOUNGBLDOD,  G    J         Licensing    Branch     1         34/02/31         FARRAR,  D    L 
Comnonueal  fch    Edison   Co         2pp         22474  360       24 X  Fiche   30-000i  B4/02/21, 
8403020173 

9403120008   Adviies    of    04 032 3    regional    uorkshop     in   Ro*emont,  IL    y/all 
Region    111     licensees    to    discuss    fire  protection   tafe 
shutdown  requirements    of    10CFR50,App  R  Agentfa    end 
SPESSARD,R    L        Division    of    Emergencg  Preparedness  d  Operational 
Support        84/03/06        REEQ'C         Commonwealth   Edison  Co        3pp 
22386  260        24X  Fiche    50-436,34/03/06,0403120008 


I<O3O90227  Lists    concerns    on   propoied    water    supply    *g»   dlscussad    in 
Dec    1983  DEB    (NUREO-1026> •  inc lud  i ng    degradation    of   meter 
q.ualltv    Prom  cooling   water   discharge    to    Kankafcv«   River 
GALLAGHER, J  R       Hill   Countg,    IL        84/03/Q2  Division   of   Licensing 

lp.       22361-031        24X  Fiche    90-496, 84/03/02,  84O3O80227 

Q 3 130057  Comments    on   DES    (NUREG-1O26)    for    facility    DG8    dons 

not    completely    describe    fuel    cycle    impact   ti    should    contain 

•atatemint   rt  range    of   nonfatal    cancer    Injuriai    l<   birth 

dofaeti   Induced   bg   fuel   cycle  Rn-222 

DOHEBTV.J.F.       Dohertg,    J    F        S4/O3/07        STEVENS,  J  A        Diviilon    at 

UJceniing,      Spp        22601    117        24X   Fiche;  50-4SA,  84/O3/O7.B403130O37 

O3130474  Forward t    comments    on   DES   re    operation    of    facilities    Major 
•  nvlron   concern*    identified    during    1970s    ti   appropriate 
nnltlgatlng   actions    to   alleviate    concern*    adfq.ua tol-g 
•-•fleeted.  More    data    r«   aquatic    Impact    should    ba    ref  ore-need 
^.EWNEY,  D        Illinoii,    Btatv   of        84/03/08  Division    of   Licencing 

*pp.       22613:337.       24X  Fich«    90-43&,  84/03/OB.  Q403130474, 

33140001   Foruard*    comment*    on   DES    (NUREO-102A )    Comment*    «ubmitted    for 
:  can  1.1  derail  on   by   Commlsilon   per    10CFR91 

ICDOWmc  L.      Conmonuea  1  th   Edison  Co        B4/03/12  Division   of 

-Itinilng.       13pp,       23633:291        24X  Flche    SO-4S6. 84/O3/12,  8403140001 

^3200104  Diicunei    review    of    DEB.  Facility    will    employ    tuo    PWRi 
"•Q    product   up    to   6890  rlWt    No   major    obgjectioni    to    proposed 
i^»r«tlonFC8   thould    provide    addl    radwasta    treatment    »y* 

nfD. 

ECDj L. 0.       Environmental    Protiction  Agency        B4/O3/1S 
'OUNOBLDOD,  B  0       Licensing   Branch    1,      3pp        28*83  397        24X 

teh«.  30-456, B4/03/12.B403S00104 


84O3260346  ficv    1    to   Emergency    Plan    Implementing    Procsdure    BZP    3BO-3, 
"Post-Accident  Stack    Sampling    if   Uide-Range   Oai  Monitor 
(WHOM)    " 

*      Commonwealth  Edison    Co         84/O3/19       Spp        22731    033        24X 
Fiche'  30-000,  84/03/13.8403360346 


0      Ad  jud  Icatorij    carre&pondance 


B4O3140040  Comment*    of    JF   pDhart-y    on  DES    (NUREO-1026)  Statement  must 
clarify    if.  In   analysis    of    environ    impacts   of   pcttulated 

accldentGrany    credit    given    for    applicant  compliance  a/an\] 
TNI-relatad    requirements   Relaterf    correspondence 

DOHERTY,  J  F        Affiliation    Not   Maigned        84/03/07  STEVENS,  J  A 

Division  of  Licensing  Spp  22633  120  24 X  Fiche  50-456,84/03/07' 
6403140040 

B4Q316O011    Forwards    C    Reed    340228    1  tr   re   schedule    for    fuel    loading 
dates   ti  notice   of    appearance    W/-0    notice   of   appearance 
Related    correspondence 

OALLO,  J  Isham,  Lincoln  &  Deal«  OALLO,  J  Commonueal  th  Edison  Co 
84/03/13  MILLER, M  £  .  CALL  THAN,  A  D  ,  COLE.R  F  Atomic  Safety  and 
Licensing  Board  Panel  3jip  22633  165  34X  Fich*  50-456, 84/03/ 13. 
8403160011 

B4O3160023  Notice  of  appearance  in  proceeding  Certificate  of  8vc  end 
QiALLOiJ  Comnonueal  th  Edison  Co  OALLO,  J  Ithim.  Lincoln  t,  Deal* 
84/03/13  Sff  23483  333  24X  Fiche  30-436,  84/03/13, 8403140023 

B4O3260361    Notice  of    appearance    in    proceeding.  Certificate    of   Svc    end 
BLOOMi  J  0        Commonuojl  th    Edison  Co        BLOOM,  J  0        Ithjmi    Lincoln  & 
Stale         DSD    OB6         B4/03/22          3pB          22760' 074         24X 
Flehe    30-436,  E4/03/H2,  B4032AO'3i) 


NRC  Safety  Evaluation  Report   (SERF,    luppts  I*   corresponilence 


Q       Inspection    reports,     IE   Bulletin!    &  correspondence 


SO80179  Fourth    partial    response    to   FOIA    request    for    sin    categortei 

f     document*   rt   facilities    Forwards   App   A    document*.   App    B 

Qcunvnt   entirely    uithheld    (ref  FOIA  Exemption    3)    Revleui   of 

ddl    documinti    lubj    to   request  continuing 

ELTON,  J  K       Division    of   Rules  and    Record*        84/O2/13        AMDERBON,  S    I 

Qarviy,    Schubert-    Adams   b  Barer        7pp        23393  336,      P.4X 

t  ch  e:  90-000,  B4/02/13,  8403O80t79 


fl"!O3030043  Foriuard*   Rev    0    to    "Corporate  Regulatory   Performance/ 
Improvement    Plan   "   Plan   dcsignad    to   heighten   employee 
auiartnin  4    strengthen    corporate   ability    to    improve 
T egulatorv    performance 

THOMAS,  B  Commonuealth  Edison  Co  B4/02/24  KEPPLER,  J.  O  Region 
3,  Office  of  Director  3pp  32490  137  24X  Fiche  30-000,84/02/24, 
8403050043 
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DOCKETED  ITEMS 


--84030300-46   RBV    0    to    "Corporate   Regulatory    Performance    Improvement 
Plan    " 

"•      Commonwealth    Ed  I  sun    Co         S4/Oa/H9         23pp         22490    142         24X 
Fiche    5O-000,  84/02/24,  B403030Q43 

B40119007H     IE    Info    Notice    B4-I3.     "Potential    Deficiency    In    Motor 
Operated    Valve    Control    circuits  ti  Annunciation    "  Svc    Hit 
pnc  L 

JORDAN. E    L        Division    of   Emergency   Preparedness   d  Engineering 
Response     (Post    B30103I          34/02/28  Consolidated   Edison    Co      of   New 

York.      Inc          HSpp         22909   239         24X    Fiche    SO-000,  B4/02/28,  8401  190072 

a4O3QQQ24&   Foruards    revised    info   re    prmervice    «»am   b   testing    of 
snubbers    at    facilities    Enc  1    testing    program   supersedes 
program    provided     in   S20319    1  tf   (.    accepted    In   SSEfi    12 

TRAMM.  T    R         Commonwealth    Edison   Co         84/02/28         DENTDN,  H   R         Office 
of   Nuclear  Redactor    Regulation..    Director        Ip        32316  013        24X 
Fiche    3O-000.  64/02/28.6403060245 

— 84Q306O267  Rev    1    to    "Preservlce   Testing    IPreservice   Insp)    Program  Plan 
for   Snubbers    " 

f      CommonuiBal  th    Edison   Co          B3/10/P1         47pp         H231i   014         24X 
Fiche    30-OQO,  B4/02/2B, B403Q60245 

84Q309QOO7     IE    Info   Notice    34-14,     "Highlights    of    Recent   Transport 
Regulatory   Reva    by    DDT    !.   NflC     "   Svc    list    end 

GRACE.  J  N        Division   of    QA,     Safeguards   d    Inspection  Programs    (Post 
830103)          84/03/02  Consolidated    Edison    Co      of   Mem   York,     Inc 

13Gpp          3239?   329         24X    Fiche-    50-000,  84/03/02,  8402090007 

B4O2090008    (E    Info  Notice   04-16,     "Failure    of  Automatic  Sprinkler   Sys 
Valves    to   Operate     "    Svc     list     enc  1 

JORDAN. E    L        Division    of   Emergency    Preparedness    i.  Engineer  ing 
Response     (Post    B301031          84/O3/02  Consolidated   Edison    Co      of   Neiu 

York,      Inc          122pp         32553   09B         24X   Fiche    50-000, Bfl/03/02,  84Q209QOQB 


"Reporting    of   Radiological    Releases 


B4O209Q009     IE    Info    Notice    B4-1 5, 
Svc     Hat    end 

JQRDAN.E   I.        Division    of    Emergency   Preparedneis   &  Engin«erlng 
Response     (Post    B30103)          B4/03/O2  Consolidated    Edison    Co      of   Neu 

Yuri.      Inc          119pp         223S3   217        SIX    Fiche    30-000,04/03/02,8403090009 

B4.02090QI!     IE    Info   Notice    B4-17.     "Problems    W/LUuid    Nitrogen    Cooling 
Components   Below  Nil    Ductility   Temp    "   Svc    list    end 
JORDAN,  £    L       Division    of   Emergency   Preparedness   !i  Engineering 
Response     (Post    83OI03)          84/O3/03  Consolidated    Edison    Co      of   New 

York,      Inc          117pp         32353   33*         24X   Fiche    50-000,  B4/03/OS,  840209001 1 

84020900311     IE    Info   Notice    84 -0"7,  Rev    1,     "Lessons   Learned    From    Insps    of 
Firs    Protection   Safe   Bhutdoun    Sys    "   Svt    list    end 
JORDAN,  E   L        Division   of   Emergency   Preparedness  Si  Engineering 
Response     (Post    B30103>          B4/03/07  Consolidated    Edison    Co      of   Neu 

York,      Inc          1 1  Bpp         22633   04"?         24X   Fiche    30-000, B4/03/O7.  B402090024 

B40209QQ2B    IE    Info  Notice    B4-1S,     "Stress  Corrosion  Cracking    in  PWR 
Sys     "    Svc     list     end 

JORDAN,  E    L         Division    of    Emergency    Preparedness    tc   Engineering 
Response    (Post    B3O1D3)         Q4/O3/07  Consolidated   Edison    Co      of  Neu 

York.      Int          1 ISpp         22584    1 3 A         24X    Fiche    30-000. B4/03/07,  B40S09002H 

640209003!     IE   Bulletin   Bfl-02,     "Failures    of   GE   Type   HFA   Relays     in   Use    in 
Class    IE    Safety   Sys    "    Svc    list    end 

DEYOUNG.R    C        Director's    Office-    Office   of    Inspection  and 
Enforcement        64/03/12  Consolidated   Edison   Co      of   Neu   York,     Inc 

134pp         22B23   O9*         2<1X    Fiche    30-OOO,  B4/O3/12,  B4O2070031 

B4033OOO26   Forwarifi     IE    Insp    Repts    30-45^/84-03   &    50-437/84-03    on 
B^022a-030'2   No    noncomp  1  iance    noted 

PAPERT£LLO,C   J         Region    3.     Office    of   Director         B4/03/1A         HEED,  C 
Commonweal  th   Edison   Co         2pp        22819  297       24X  Fiche  30-436,84/03/16, 
340330003* 

—  B4Q3300033    IE    Insp.    Repts    SO-4S6/S4-03   It   30-457/84-03   on    840228-0302   Ho 
violations   or    do-vlatians    identified   Major   areas    inspected 
mgt    controls.  OA,  eheroi  stry    program  t  procedures,  ac  tigns    tafcen 
r«    previous    Items    of    noncomp  lltance   (c  open    Items 

OESTMANN.M   J    ,    SLAWIMSKI.U    J   ,     SCHUMACHER,  H   C         Region   3,     Office    of 
Director        B4/03/I9        Spp         22819  299        24X  Ficha   SO-4S6, S4/03/16, 
Q403300026 

8403230086  Ack   receipt   of    regulatory    performance    improvement    plan 
Periodic    meetings    requested    to  discuss   progress    on   program 
!•    provide    feedback 

KEPPLGRjJ  G       Region  3,     Office   of   Director        84/03/20        THOMAS,  D 
ComnonuBalth    Ed  1  son    Co          Ip          22730    161         24X   Fiche   30-000,84/03/20, 
8403230098 


— 8403230126  Rev  0    to    "Corporate  Regulatory   Performance    Improvement    Plan 
For   Dresden,  Quad    Cities,  Zion  t>  LaEalle   Operating    Nuclear 
Stations    &    Byron    &    Braiduood    Project    Operating 
Organ! lat ions    " 

»      Commonwealth    Ednon    Co          Q4/O2/29         K2pp         22730    168         Z4X 
Ft  the    50-OOO.  B4/03/20,  B4O3230O88 

8403260196  Forwards    responses    to    IE   Bulletin  83-07,     "Apparently 
Fraudulent  Products    Sold    by    Ray   Miller,  Inc    "    Quad    Cities 
supplied    ui/piping   matls    from   Ray   Miller,  Inc    during    const 
Evaluation   encl    Concerns    of    IE  Bulletin   B3-O6   satisfied 

BARNES,  P  L  Commonwealth  Edison  Co  B4/O3/20  KEPPLER, J  O  Raglon 
3,  Office  of  Director  19pp  22736  IBS  24X  FichB  3O-OOOr B4/O3/20, 
8403260196 

8402090043  IE    Info   Notice   84-19,     "Two   Events    Involving   Unauthorl lad 
Entries    into   PUft   Reactor    Cavities    "    Svc    list    encl 

JORDAN,  E   L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         84/03/21  Consolidated    Edlion    Co      at    N«u 

York,     Inc         123pp        22B23   229        24X   Fiche    3O-000, S4/03/21,  Q402090O43 

8402090044  IE    Info   Notice   B4-20,     "Svc    Life    of   Relays    in   Saf  *  ti)-Rt  lat  id 
Sys    "    Svc    Hut    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post   Q3D103>        84/O3/21  Consolidated    Ed  lion    Co      of    N«u 

York,     Inc        133pp        23933   001        24X   Fiche    90-OOO, G4/O3/H1,  8402090044 

B403270246  Foi-uards   SALP  Repts    30-434/83-22,  30-4SS/B3-1B,  SO-436/B3-OA   Si 
30-437/83-06   for    1982    Increased    emphasis    required    in   areis 
of   HVAC   t,   electrical    sy« 

KEPPLER, J  0        Region   3,    Office    of   Director        64/03/22        REED.  C 
Commonwealth    Edison   Co        7pp        22770   133        24X   Flch*    30-000,84/03/22, 
8403570246 

— 84Q3B7Q260   SALP    Repts    30-4Sc,/83-Oci    t.   SO-4S7/B3-06    for    1982    CateoariJ    2 
assigned    in   areas    of   piping    *ys    &    supports    Si    electrical 
pouer    supply   &   distribution 

*      Region   3.    Office   of    Director        84/03/2H        25pp        22770  203        24X 
Fiche    50-000,84/03/22,8403270246 

— 8403270263  Forwards    summary    of   significant    finding*    For    BALP   r«pt   uhich 
mill    be   discussed    at  930613   meeting 

HIND.J  A       Region   3,    Office    of   Director        83/O6/OB        REED,  C 
Commonwealth    Edison   Co         3pp         22770   228         24X 
Fichu    30-000,84/03/22,8403270246 

H      Periodic   operating    reports    (<   related   correspondence 

B40322O120  Annual  whole  body  external  eiposures  for  19B3  M/B40316  1 tr 
RYBAKi  B  Commnniueal  th  Edison  Co  B3/12/31,  7pp  22716  007  24X 
Fiche  30-000,83/12/31,8403220120 

8      Reportable   occurrences,     LERs    t   related    correspondence 

8403130013    Interim  Deficiency    Rept   84-01    re    need    to    Improve    LK  Comstotk 
documentation    filing    sys    Initially    reported    on   840131    LK 
Com«tock    provided    three    level    review   to    prevent    incomplete 
or   unacceptable    filing   Final    ript    by    840501 

SWARTZ.E  D        Commonweal th    Edison   Co        84/03/02        HEPPLEU, J   0        Region 
3,    Office   of    Director        3pp         225SB  031         24X   Fiche   30-484, 84/03/OHj 
8403120013 

8403190193  Final    Deficiency    Rept   84-02  re    Incorrectly    uilred 
distribution    panel    IDC03E    Initially    reported    on   B40E07, 
Internal    uiring   revised    to   meet   approved    design    drawings 
Revs    to   be   completed    by    June    1984 

SWAHTZiE   D        Commonwealth    Edison   Co        S4/03/12        KEPPLERpJ.O        Region 
3,    Office    of   Director        2pp         22674   203        24X   Fich*    3D-436i  B4/03/1S, 
8403190193 

T      Hearing    transcripts    on   non-antitrust   matters 

B403130222   Transcript    of   ACRS   Subcommittee    on   Bralduood    Station   B40>308 
meeting    in  JolUt.IL   Pp    1-163   Vleugraphs    «ncl 

*  ACRS  -  Advisory   Committee    on  Reactor   Safeguards         84/03/08 
!B3pp        22603    195        34X   Fiche    30-456,84/03/08,8403130222 

8403140008   Transcript    of  ACRS    Subcommittee    on   Draiduood    Station   B4O309 
meeting    in  Joliet.IL   Pp    164-283  Supporting    documentation 
encl 

*  ACfiS  -  Advisory   Committee    on  Reactor   Safeguards        84/03/09 
379pp        22631    033        24X   Fiche    30-456,84/03/09,8403140008 


— B4O323O107  Forwards    corporate    regulatory    performance   Improvement   plan 
THOMAS,  D         Commonwealth    Edison   Co         B4/OH/24         KEPPLER,  J    0        Region 
3,     Office    of    Director         3pp         22730    162        24X    Fiche    30-000, 
84/03/2O,  B4032300SB 


DOCKETED  ITEMS 


DOCKET    3O-45B    RIVER    BEND   STATION,     UNIT    1 

A      Application/construction    stage   documents   &    correspondence 

84O307OQ6.1    Forward*    responses    to   Containment   Sy s    Branch    Questions   4 SO  7 
If    4QO    16    re-    PRV   &    major    components    EC    suppression    pool     bypass 
leakage    &   FEAR   revs    to    be    included    tn   neit    amend 
BOOKER. J    E          Gulf    States    Utilities    Co         B4/OS/17         DENTON,  H   R 
Office    of    Nuclear    Reactor    Regulation,     Director          lipp          22541    31O 
24X    Fl che;  30-458.  84 /O2/  17,  B4 03070061 

B4O30BO378    Forwards    responses    to  NRC    84O106    questions   re   FSAR    revs, 
including    Info    re    training    staff    qualif icatlona, OA   staff 
qual  1  fie  ati  onsj,  fire    protection    training    &   conformance    to 
Reg    Guide    8    13  Proposed    revs    to   FSAft    also    end 

BOOKER.  «J    E          Gulf    States    Utilities    Co         B4/O2/17         DENTON,  H    R 
Office    OF    Nuclear    Reactor    Regulation,     Director          42pp          22336   ZOO 
24X   FichB    SO-4SB, 84/02/17.  B4Q3QB0378 

8403070330    Forward*    request    for    addl    info    re    spent    fuel    rack    melding 
detail*    &    structural    design, based    on    revieu    of    application 
for    OL 

SCHWENCER.A.         Licensing    Branch    2         84/03/23          CAH1LL.W    J    . 
BOOKER, J    E        Golf   States    Utilities    Co        3pp         23364    127         24 X 
Fiche     30-438,84/02/33,8403070330 

84O3Q1O321    Notifies    that    structures    adjacent    to   Unit    2  e«cavatlon  area 
under    analytic    for    effects    of    eitavation    ponding    per  revised 
daslgn    basis    flood    analysis   Ponding    mill    not    produce 
•  1-gnif  leant    addl    structural    loads 

BOOKER, J.E         Oulf   Stats!    Utilities    Co        04/02/37        DENTON,  H   R, 
Offica    of    Nuclear   Reactor    Regulation,    Director         1p        22432.101         24 X 
Fichu.  3O-43B,  04/02/27,8403010321 

84-O307OO9H   Forwards    clarifications    to   Procedures    &  Sys  Revieu   Branch 
questions.  Changes    to  FSAR    iiiill    be    incorporated    in    neit 
amend 

BOOKER.  J    E          Oulf    States    UtilitUt    Co         84/02/27         DENTON,  H   R 
Office    of    Nuclear   Reactor    Regulation!     Director         Hipp         22341    102 
H4X   Fiche::  30-458,  84/02/87.  B4O3070032 

84O3020H94    Provides    info    re    status    of    generic    &   plant-specific    uork 
concerning    containment    Issue*    raised    by    Humphreys,  par    utll 
830818    commitment   Status    rept    ui  1 1    be    provided    by    640731 
BOOKER, J  E        Oulf    States    Utilities    Co,       84/02/2B        DENT ON.  H  R 
Office    of    Nuclear   Reactor    Regulation    Director         Ip        22440,069        24* 
Fiche"  3O-45B.  84/02/28,  B4030SO294 

B4Q-3O3QO7B  Forward*    "Historical    ti  Archaeological    Investigation   of  Ruins 
of    NinetBentb.    Century   Suoar   Mill     (16WF-36)    in    West 
F«liciana    Pari»h,LA    "   Determination   re   Nafcl    Register 
eligibility    requested 

BOOKER. J    E         Oulf   States    Utilities    Co        34/03/01         DEHL IEUX, R.  0 
Louisiana,     State   of         Ip         22405    132        24 X   Fiche    5O-438.  84/O3/01. 
B4Q303O07B 

— B4O303Q081     "Historical    &  Archaeological    Investigation    of    Ruins    of 
Nineteenth    Century    Sugar    Mill    C16WF-3a>    in    West   Feliciana 
Parinhj  LA   " 

SHUHANj M   K         Affiliation    Not   Assigned        ORBER, C   E        Louisiana  State 
Univ         B4/Q2/10        36pp         224B3    133        24X   Fiche    30-438.84/03/01. 
8403090078 

8403070010   Foriuar,ds    calculated    methodology    for    source    terms    b    aource 
distribution    pathway*    based    on   design    basis   LOCA   for 
equipment    qualification    r«dlatlon    Environ* 

BOOKER,  J-E         Oulf   SUt»*    Utilities    CD        S4/03/01         DENTOM,  H   Ft 
Office    of   Nuclaar  Reactor  Regulation-    Director        3pp       B2347   332 
H4X   Fiche    SO-4SBrS4/03/01,  8403070010 


B4033O0292   Summary    at    81O2 1 5   meeting    ui/util     in    DetheBda,  MD   re    POUJBF 
Sys    Branch    revieu    Items    Topics    discussed    re    mechanical    Si 
electrical    areas    identified    Att-endee    list    end 

WE1KKAM.  E    J         Licensing     Branch    2         94/03/06  Licensing    Branch    2 

3pp.        22344    321          34  X    Fichu     3D-4SB.  B4/03/O6.  B4O330O292 

B403200034    Forwards    response    to    Pciuer    Bgfl    Branch     request     For    adtfl 
info    re    communications    sysi lighting    sgs   &    circuit 
configuration   curves    Written    changes    to  FSAR    teit, including 
table   &    figures, also    ens  1 

BOWER,  J    E         Oulf    States    Utilities    Co         S4/O3/07          DENTON,  H   R 
DffltB    nf    Nuclear    Reactor    Regulation,     Director          22pp          H2683    113 
24X    Fiche    5O-4SB* 84/O3/O7,  8403200034 

8403260291    Foruiards    organi latl on   charts    re    corporate    struc ture.  plant 
administrative   structure    t>    project  mgt    structure    Changes 
luill    ba    supplied    in    farm    of    FSAR    teit   rev    in    fifture 
submittal    &   FSAR   amend 

BOOKER.  J    E         Gulf    States    Utilities    Co         B4/03/16         DENTOM- H    R 
Office    of   Nuclear    Reactor    Regulation,    Director         Ip         22791    O70 
Fiche    30-43B. 84/03/16.  B4O32fiO291 

940322020?  Forwards    Army    Corps    of   Engineers   831127    Itr    re    Old    fllver 
Control    project,  in    response    to    NRC    request.  Damag e    sustained 
bit    In  ID   sill     structure    in    1773   resolved    N/four    overslie 
brochures    Aperture    cards    are    available    in  PDR 

BOOKER, J    E         Oul*   States    Utilities    Co         B4/O3/19         DENTON, H   R 
Office    of    Nuclear  Reactor    Regulation,    Director         13pp         2271B    193 
24X    Fichu    30-43Bi  84/03/ 1 1,  S4O322O20? 

E      NRC    Safety    Evaluation    Report    (SER),    suppls    &  corresp ondence 

B4O307OO42  Foi-uiarils    i  upp  1  etnental    responies    to    requests    for    addl    info 
draft   SER    open    items,  id ent 1 f ied    by    Mechanical    Engineering 
Branch    in   S3 122  9    iti-    Where    indicated,  responses   uill    be 
provided    in    future    amend    to    F9AR 

BOOKER,  J    E          Oulf    States     Utilities    Co         84/O2/21          EJENTQNv  H    R 
Office    of  Nuclear  Reactor   Regulation,    Director         2?pp         Z234B   Oil 
24X    Fiche    9O-43S.  84/02/21  ,  B4O307006S 

B4O3130069   Foriuardi-   responses    to    open    items    in    Auxiliary    Sys    Branch 
draft   SER  &    NRC  81OQ05   &    1231    requests    for    addl     info 
Responses    supplement    util    831201,30  (<  Q40HO2    submlttals 
BOOKER. J    E          Oulf    States     Utilities    Co         B4/03/O6         DENTON,  H   R 
Office    of   Nuclear    Reactor    Regulation,    Director         23pp         2261S-2-22 
H4X  Fiche   30-459.  84/03/06,  840313DOA9 

Q403190017   Foruards    response    to  NRC    B40123   position    re   drijuell/ 
containment    purge    eijs    Discussions    held    on   84Q131    ui/ 
Containment    Sys   Branch    clarified    bases    for    position   & 
detailed    util    responses    for    input    to   SER 

BOOKER, J    E          Oulf    States     Utilities    Co         84/03/13         DENTON. H   R 
Office    of   Nuclear   Reactor    Regulation,    Director         6pp        22663   334 
24X  Fiche    50-138.  B4/O3/13,a4G3190017 

F      Security,    medical,     emergcncij   &   fire   protection   plans 

8403260060   Forwards    IE   Coordination    Meetins    Kept    30-43a/B3-10    on 
G310O3  No    violations    or    deviations    identified 

JOHNSON, E   H        Region    4,     Office   of    Director         B4/O1/1S        CAHILL.W  J 
Oulf    States    Utilities   Co         Zpp         22746  36O        E4X 
Fiche    30-430, 84/01/13.  84032iOO£Q 

— 040 3260 OiB    IE   Coordination   Meeting    Rept    50-459/83-18  on    B310O3  No 
Violations    or   deviations    identified    Details    uitthheld    Irof 
10CFR2   77O). 

HELLY,  J  A    .    HALL.  R    E   .     CHOaSHAN,  W  A        Region    4,     Office    of    Director 
83/12/3O         Ip        22746   3o2         S4X    Ftche   BO-4B8.  B4/O1 /12, B4O326006O 


B40313Q190  Forwards   responst    to    NRC   B01222    request    for  revieui    of 
control*    for    handling    heavy    loads, as    committed    to    in  830809 
Itr    R«Hponse    to    it»m«    In    Section    2    1    of    S012S2    Itr    alio 
*ne  I 

BOOKER.J   E.       Oulf   States    Utilities.    Co        B4/03/OI         DENTON.  H   R 
Office;    of    Nuclfrar   Reactor    Regulation,     Director         63pp        22606'  063 
Z4X   Fiche    30-498.  84/03/01,  B40313QI9Q 

04 032 10 06*?   Forwards   responses    to   Power   Byt    Branch    request    for   addl    info 
re    tnatl    contained    tn   B31230   i   B4O210  correspondence. 
including    dieael    generator    operations    training    b    fuel    oil 
storage    tank    Changes    will    be    Incorporated    In    FSAR   amend 
BOOKER, J   E         Culf   States    Utilities    Co.       B4/03/O3        DENTON,  H  R 
Office    of    Nucl«ar   Reactor    Regulation.     Director         IBOpp         227O2   124 
24X   Fictl*    00-4BB,  84/03/03,  8403210069 

B4033&01QO   Faruards    operating    shift    experience    tables, per    DF    Bchnell 
r * quest 

ODELL, W    H.        Oulf   State*    Utilities    Co,       84/03/06        THOMPSON, H 
Division    at    Human   Factor!    Safety         9pp         22731    046        24X 
Fiche.30-4BB.B4/03/06,  8403860180 


8403260317  Forwards    IE    ln»p    Rept    SO-ASa/84-O3    on    H4O1O9-13  Mo 
violations    or    deviations    noted 

JOHNSON,  E   H         RegiB-n    4,     Office    of    Director          B4/O2/O6          CAHILL.M 
Oulf    States    Utilities    CD         2pp         BH75A    134         24  K 
Fiche.  30-455,  84/02/06.  9403260217 

—8403260220    IE    ln*p    Rept    30-45B/84-O3  on  91O109-13  No  violetions    or 
deviations    noted    Major    areas    Inspected    physical    security 
plan    &    implementing    procedures    Details  ultliheld 
(ref    10CFH73  31  J 

EVANS,  C   A    ,     KELLY,  J  A   .     CH  DESMAN,  H  A        Region    4,     Office    of 
Director         84/02/06         Ip         E2796    136        24X   Fiche    50-43B,  B4/02/QA. 


S4O303O14S  Notifies    that    NRC    will    provide    Inspectors    ta    observe    oniltf 
Aspects    of    periodic    exercise.*    far    emergency    preparedness  ! 

Scenario   for   submission    of    into   listed  I 

COLLINB.J    T          Region    4.     Office    of    r/irector          B4/O3/0?         CAHILL,W    J   ' 
Oulf    States    Utilities    Co         2pp         22487   31O        24X 
Flche    30-438.  B4/03/Q9.  84Q3O30149 
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DOCKETED  ITEMS 


B4Q30BQ37B   Forwards    responses    to    NRC    B40106   questions   re   FSAR    revs. 
Including    info  re    training    staff   quail ficati ons.  OA   staff 
quaJi f i cat  1  a us, f Ire    protection    training    lc  conf nrmance    to 
Reg    Guide  B    13  Proposed    revs    to    FSAR   also   end 

BOOKER, J    E         Gulf   States    Utilities   Co         B4/02/I7         DENTGN,  H   R 
Office    of   Nuclear   Reactor    Regulation.     Director         43pp         22536   200 
24X    FichE    30-433,84/02/17,8403080378 

B4031304B6   Forwards    addl     info    re    Generic    Ltr    82-33,     "Suppl     1     to   NUREO- 
0737   -   Requirements    for   Emergency   Response   Capability    " 
Info    BUppli    emergency    operating     procedures    generation 
package    submitted    330331 

BOOKER, J    E         Gulf   States    Utilities    Co        B4/02/27         DENT  ON,  H   R 
Office-    of   Nuclear  Reactor    Regulation,    Director        4pp        22614  009 
24X    Fiehe    3O-453, 84/02/27, 84031304B6 

—  8403130487    Rev    1    to   Procedure   ADM-Q003,    "Development,  Control    fc  Us*   of 
Procedures    " 

HAMMOND,  E         Qulf   States    Utilities    Co         84/O2/13        30pp         22614   013 
34X    Fiche    30-450.84/02/37,0403130486 


0       Inspection    reports,     IE    Bulletins    &    correspondence 

0403360060   Forwards    IE   Coordination    Meeting    fiept    90-45B/03-1B    on 
831003  No  violations    or    deviations    identified 

JOHNSON. E  H        Ruglon    4,    Office   of    Director        64/01/12        CAHILL,  W   J 
Oulf   States   Utilities   Co        3pp        22746  360        SIX 
Fiche    50-438.34/01/12,8103260060 

— B40326006B    IE   Coordination    Meeting    Rept    90-49B/B3-1B   on    831003    No 
violations    or   deviations    identified    Details   uilthheld    (ref 
10CFR2   790) 

KELLY. J   A   .     HALL.R    E    ,     CRO8SMAN.  W   A         Region    4,     Office    of    Director 
03/12/30         Ip         32746    362         34X    Fiche    30-138,  84/01/12-  8403260040 

0403260217  Forwards    IE    Imp    Rept   SO- 43B/B4-03   on   840109-13, No 
violations   or   deviations    noted 

JOHNSON, E   H         Region    4,     Office    of    Director         64/02/06         CAHILL, W 
Oulf   States   Utilities   Co        2pp        22796    194        24X 
Fiche   50-450,84/02/06.8403260217 


6403540196    Notification    of    840314    meeting    ui/util    I   SW    in    Bethesda.MD 
to    discu-ss    design    nf    control    room   u/r»»pect    to    fir* 
protection    alternate   &   safe    shutdown 

WEINK.AM.E   J         Licensing    Branch    2        84/03/02         5CHHENCER.A         Licensing 
Branch    3         3pp         22i37   352        24X   Fiche    50-498,84/03/02,8403140196 

6403130393    Forwards    Rev   2    to    physical    security    plan    &   eiplanation    of 
maj-or    change!    to   facilitate   review  Rev  It   explanation 
withheld    (ref    1QCFR3   790) 

CAHILL,  W    J         Gulf   State.    Utilities    CD         84/03/07         DEMON,  H   R 
Office    of    Nuclear   Reactor    Regulation,     Director         Ip         32616   373         24X 
Fltoe    SO-43a,84/103/O7,B403130393 


G      Ad  judicature   correspondence 


B40314QQ09  Forwards   offsite    emergency    planning   Contentions    1-12 

WATK1N5.L   0        Watkins.    L    B        BV03/09  Atomic   Safety    and   Licensing 

Board    Panel         Ip         22633    267         H4X    Fiche    50-498, 84/03/09,  8403140009 

--S4031 4O012   Proposed    emergency    planning   Contentions    1-12,  id entifying 
major    flaus    in  emergency    plan   Certificate   of   Svc    encl 
IRVINO.S    M   .     HATKIN8.L    B    ,     P IERCE.  J   W         Joint    Intervanors    -   River 
Detld          04/03/13  Atomic    Safety    and   Licensing    Board    Panel         20pp 

E2633   2iB        S4X   Fiche     90-439,04/03/09,0403140009 

B 4 03290392  Answer    opposing    Joint    Intervenors   040309  contentions  re 
oFf'Site    emergency   planning   No    contention  meets    bails  & 
specificity    requirements    of    10CFR2  714  W/svc    list 

WETTERHAHW, M   J         Gulf   States    Utilities    Co         HETTERHAHN,  M   J         Conner    ti 
Hetterfiahn        DSB    193        B4/03/26  Atomic    Safety    and   Licensing   Board 

Panel          3Bpp         32B14    342         24X    FichE    50-450,  H4/03/36, 8403290392 

840330DO25  Order    e-stflfc  1 1  aht ng    purpose    of   040418  prehearlng    conference 
Served    on    B4Q33.9 

COTTER,  D    F>         Atomic    Safety    and    Licensing    Board    Panel         84/03/E0 
3pp          33633    102        24X   Fiche    50-439,84/03/23,8403300035 


— 8403260220   IE   Insp    Rept    90- 458/B4-03   on   840109-13  No  violations   or 
deviations   noted    Major    areas    inspected    physical    security 
plan   ti    implementing    procedures   Details    ulthheld 
(ref    10CFR73   31) 

EVANS.C   A    .     KELLV,  J   A    ,     GROSSMAN,  W   A         Region    4,     Office    of 
Director        84/03/06        Ip         22756    156        24X   Fiche    90-498,84/02/06, 
8403360317 

840303012?  Forwards    IE    Insp    Rept   SO-45B/B3-21    on   B311 18-840120, No 
violations   or   deviations    noted 

JOHN00N.E  H        Region    4,     Office   of   Director,       84/08/14        CAHILL.  W  J 
Oulf    States    Utilities    Co         3pp         33489    102         24X 
Fiche    30-430,  84/03/14,  04030S01S9 

— B4O3O30134    IE    Insp    Rapt    30-4S8/03-21    On   831 1 1B-84012O   No    Violations 
or   deviations    noted   Major    areas    inspected    *it«    tour,  I icentee 

identified    deficiency    rept. safety-related    piping    &  hanger 
installation   ti   electrical    cable   b   raciuay    Installation, 
FARRELL.R  E   ,    CROS8HAN,  W  A        Region   4,    Office    of    Director 
84/03/14         5pp         33409    104         H4X    FUht    30-438,84/02/14,8403030129 

B4031S0063  Forwards    IE    Insp    Rept    BO-4SB/83-22   on   831501-840131    &  notice 
of    violation 

JOHNSON, E  H        Region   4,    Office   of   Director        84/02/22        CAHILL,  W  J. 
Oulf   States   Utilities   Co        2pp        28506   593        24X 
Fiche    30-459,  84/02/22,  840312006S 

—0403130067  Notice    of   violation   from    insp    on   831201-B40131, 

*      Region   4,    Office   of    Director        84/02/33        3pp        22506    294        24X 
Fiche    50-430,84/02/22,8403120065 

— 840312007S    IE    Imp    Rept    50-433/83-32    nn    B31201-840131    Violation 
identified    failure    of    follouup    action    in   audit    program  tt 
records    of   activities    affecting    quality   not    identifiable    or 
retrievab lo 

CHAMBERLAIN,"    ,     GROSSMAN,  W    A         Region    4,     Office    of    Director 
84/02/31         Spp         32906    397         S4X    Flche    30-450,84/02/22,8403130063 


Antitrust    correspondent* 


B4O33SOa71    Requests   clarification   fc/or   comments    on    listed    items    or 
documents    as  result    of   revieu   of    updated    responses    to  Reg 
Guide   9   3,  per  antitrust    review   Response  requested   within    14 
daijs    from    1  tr   date 

HECAM.  W    H         Site   Analusii    Branch         04/03/12         CAHILL,  U   J         6ulf 
States    Utilities   Co         3pp         22733   319        34X    Fiche    30-490,04/03/12. 
B403220271 


B403360161    AcV  receipt    of    B30713   It  840203   Ura    responding    to   NRC 
request    for   addl    info  re    antitrust   revieu  Listed    addl    Info 
requested   uithln   14   days    of    Itr    receipt   tc  prior    to    setting 
up   meeting    to   resolve    issues 

RECAN.  W  H        Site   Analysis    Branch        84/03/12        SPIEGEL,  G        Spiegel,    0 
Zpp          22809   292        E4X   Fiche    5Q-45B,  84/03/12.  B4O3200161 

8403360033  Forwards   response    to  B40313  request    for   addl    info    re 
antitrust   revleu  d  draft    proposed    reliability    coordination 
agreement    Draft    agreement    prepared    by   Middle   South   Utlls 
unacceptab 1 e 

CAHILL, W   J         Oulf   States    Utilities    Co         84/03/23        REGAN,  W   H         Siting 
Analysis    Branch.       l,673flp        2277B    116       24X  Fichfl    50-438,84/03/23, 
04032QO033 


6401190072    IE    Info   Notice    B4-13,     "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits   l<  Annunciation    "    Svc    list 
enc  1 

JORDAN,  E  L        Division   of    Emergency    Preparedness    ti  Engineering 
Response    (Post   830103)         04/02/28  Consolidated    Edison    Co      of   Niu 

York,     Inc         llSpp        22909   239        Z4X   Flche   30-000,  84/02/28,  8401 1TO072 

0402090007  IE    Info   Notice   84-14,     "Highlights    of   R*cent  Transport 
Regulatory   Revs    bu,    DOT  b   NRC    "  Bvc    list    *ncl 

GRACE,  J  N        Division    of    QA,     0afeguards    ti    Inspection  Program*    (Post 
830103)        84/03/02  Consolidated    Edison  Co,     of   Neu   York,     Inc, 

130pp        22332>329        34X    Fiehi    90-000,04/03/03,8402090007, 

0402090008  IE    Info   Notice    04-16,     "Failur*    of   Automatic   Sprinkler   8yt 
Valves    to  Operate    "    Svc    list    end 

JORDAN, E  L        Division   of    Emergency    Preparedness    h  Engineering 
Response    [Post   B301O3)         84/O3/OS  Consolidated    Edlion    Co.     of  Neui 

York,     Inc,       IBBpp        22953  09B        24X   Fiche, 30-OOO, B4/03/02.  B40209000B 

0403090009   IE    Info   Notice    84-13,     "Reporting    of   Radiological    Releases    " 
Svc    lilt    encl, 

JORDAN, E,L        Division   of    Emergency    Prepartdnes*    &  Engineering 
Response   fPost  B30103)        84/03/02  Coniolldated   Edison   Co.    of  Niu 

YorV,     Inc         119pp        32553   217        24X   Flche   30-OOO.  B4/03/02,  B4O2090009 


B4O329017&  Foruards   addl   matls   req.uestej    in  NRC   040312  Itr   rt    antitrust 
revieu    Utll    attempting    to    lock    St  Martinvllle    Into   reneued 
long-term  commitment 

OUTTMAN.  D         Spiegel    fcMeDiarmid         84/03/26         REGAN,  W        Sitt    Analysis 
33 r»nch          23bpp         22802   21O         24X    Fiche    5O-4SS,  B4/O3/26,  8403290176 


8402090011    IE    Info  Notice    04-17.    "Problems   H/Llquld    Nitrogen    Cooling 
Components    Belou  Nil    Ductility   Temp    "   Bvc    list    encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness    ti   Engineering 
Response    (Post   030103)         04/03/09.  Consolidated    Edison    Co,     of   New 

York.     Inc         117pp        22553336        34X    Flehl.  30-000, 04/03/05,  B40209001 1 


DOCKETED  ITEMS 


a4OE090Q24    IE   Info   Notice    B4-O1?,  Rev    1.     "Lessons    Learned    From    Inap*    of 
Fire   Protection   satt   aha-td-oum  Sif»    "    Svc     list    end 
JOflBAN,  E  U        Division    of    Emergency    Preparedness    Si  Engineering 
Refponse    (Post    B301O3)         84/03/07  Consolidated   Ed i 5  on    Co      of   Neu 

Vnrlr.     Inc          HSpp          S3633    049         24X    Fiche    5O~OOO, B4/O3/O7.  B4QK09QO24 

8402O<?002flf   IE    Info  Notice    04-18.     "St-reai    Corrosion    Cracking    in  PUR 
3y>     "    Svc    lilt     end 

JORDAN.  E  U        Diviiion   of    Emergency    Preparedness    &   Engineering 
Response    (Post    83D1O3)         B4/03/O7  Consolidated    Ed  j  son    Co      of    New 

Yuri.     Inc  UBpp          3K5B4     I8i         24X     Fiche    50-ODO. B4/03/O7,  S4020v002S 

BIO 3 130 438   Act   receipt   of    S40BC6   Itr    informing    NRC    of   st«P*     taken    to 
eorrect    violations    noted     in    IE  Insp    Hept    SO-48B/83-20 
JOHNS DN,  E    H         Region   4,     OffltB    of    Director          84/O3/08         CAHILU.  M    J 
Otllf   Stain*   Utilities    Co         Ip,       £2613318        SIX    Fiche    SO-43B, 
04/03/08,  84031 3043B 

— B40313O448   Reiponifs    to  NRC    B40I03    Itr   re    vloUtions   noted     in    IE    Insp 
Kept    SO-43B/83-20    Corrective   actloni    FSAR    changed    per 
Change    Notice    F9  3   ?,  RBV    1, to    accurately    reflect    loading 
calculation 

CAH1LL.W.J         Oulf    State*    Utilities    Co         84/O2/Q6         COLLINS.J    T 
Region    4j     Office    of   Di-rector        1pp.       22613    319         24X 
FichB    30-4SB,  B4/03/OB,  8403130430 

B4O2Q*OQ31    IE    Bulletin   04-02-     "Failures    of   GE   Type    HFrt  Relay*    In   UID    in 
Clan    IE   Safety    By*    "    Svc     list  end 

DEYOUN8,fl   C-       Director'*    Qffica,     Office    of    Intpectlon    and 
Enforcement        84/03/12  Conicl  Ida  ted    Edison    Co      of    New    York.     Inc 

134pp          Z2B23.074         24X    Fiche    SQ-OOO,  S4/O3/ 12,  8402070031, 

S4031A0233   Forward*  vendor    in*p    repts     ideivtif g tug    concern'    found    by 
Vendor    Program   Branch   during    imp    of    vendor    activities 
Evaluation    of    significance    of    findings   TB    quality    It 
acceptabi 1 i tu    of    product    or    *vc   requested 

JOHNSON.E   H        Region    4,    Office   of    Director         B4/O3/I3         CAH1LL,  W   B 
Oulf   State*   Utilities  Co         2pp        £2661   043        34X 
Fleh*    30-43B.B4/Og/13,B403160233 

B4QS090043    IE    Info   Notice   B4~19i     "Tum    Event*    Involving  Unauthorired 
Entrloi    Into   PUR   Reactor    Cavitl**    "    Bvc    li»t    »nel 
JORUAN.  E  L         Dlvlilon    of    Emero-incy    Preparedne**    Ji  ETijiniering 
Rsiponn    (Poit    S301O3)         B1/O3/21  Coniol 1  dated    Ed  I  son    Co      of   New 

York.     Inc          !S3pp          S29B3    229.       24X    Fi che,  BO-OOO.  BI/OS/Sl,  B4O2O9O043 

B40EQ70044    IE    Info    Motiee    84-SOi     "Bvc    LI  fa    of    Relavc    in   8*f* tv-Rslatsd 
BUB    "   Bvc    Hit   end 

•JORDANi  E  L        Diviiion   of    Emir-gene  U    Preparednan    &    Engineering 
Resp-oni*    fPeit   8301O3J         84/O3/21  Consol itfated    Ediaon    Co      of  Netu 

York;     Inc         13Spp         22933    O01        24X    Fiche-  SO-QQOi  S4/O3/21 r 8402090044 

8403270070  Ack    riceipt    of    B40217    Itr     informing    NRC    of    atopi    taken    to 
correct    vldlatloni    noted    in    IE    Imp    Kept    30-498/93-19 
JOHNSON, E,H        Region    4,    Office   of    Director.       B1/03/E3        CAHILL,  H   J 
Oulf   State*   Utilltiei    Co          ip        337 hi>   337        24X   Fiche    3O-45B. 
B4/03/33, B40327OO70. 

— 8403370076   Raipondi    to  NRC    840120    Itr    re    violation*    noted     in    IE    Insp 
Rept    30-49B/B3-19  Corrvctlve    action*    Pracei*    Requlriment 
Bheet    (PRB)    2  re    focltt    wild*   revised   It    Imp    pDrtonnel 
retrained    to  renulr«men t»    of    OAI    1O-1   &   PRE-O3, Rev   7. 
CAHILL.W.  J        Oulf    Statis    Utilitm    Co,       B4/O2/17        COLLINS.  JT 
Riglun   4,     Office    of    Director.       4pp         22766; 323         24 X 
FiChe    30-458.84/03/23,8403270070, 

R.     Periodic    operating    report*    h    related    correiBC-ndence 


S40301O22B    Interim   Doflciuncu    Wept    DR-134   re    four    Unas    located  at 
flutist   oF    each  RHR   9-J3  HX    shell    Investigation    incomplete 
Neit    status    r»pt   will    be    iubmittud    bij    B40123 

BOOKER, J   E        Oulf    States    Utilities    Co        B4/02/33        COLLINS.J  T 
Region    4,     Office    of    Director          Ip         2243S    176         24X 
Fichfl    50-458-  84/02/23.  B403O1O2SB 

B40301O379     Interim   Deficiency     Rept    Dft-163   re    flSOLIO    trip    coils    supplie 
(jg   Could    Investigation    incomplete   Not    rept   will    be    subfflittd 
bii   B40430 

BOOKER.  J   E         Gulf    States    Utilities    Co         64/03/23        COLLIN9,  J    T 
Region    4,     Office    of    Director          Ip          SS434    OBI         34X 
Fiche    90-45B,  B4/O2/S3.  B4O3OIO379 

B40301D2O7   Forwards    "Investigation    of    Type!    AF  &   AE  Piato-n  Skirts,"    pel 
Transanerica   Delaval.lnc    Ouners  Qroup   program   commitments 
Rept    evaluates    cracks    In   AF    piston    skirts    in   Shore ham  & 
Grand    Oulf    Nuclear    Power    Stations 

MLJSELER.W  J        TO!    (Transamer  Ico  Deldval,     Inc    )    Dinners   Group 
84/02/27         DENTON,  H   R         Office    of    Nuclear    Reactor    Regulation. 
Director        3PP        S2434   090         24X  Fiche    SO -000,  B4/O2/H7,  8403010307 

8403010218  Forwards    task    doscrtptions    fpr    lh    Inoun  problem*    re 
Trantamerlca   Deiaval,  Inc    emergencv    ille*el    generators 
MUSELERtH  J        TDI    (Transamor i ca  Delavali     Inc    )    Quners   Group 
S4/02/2B        DENTON, H  R        Office   of    Nuclear   Reactor   Regulation, 
Director         42pp         22433    177          24X    Ficfte    BO-000,  84/02/EB.  8403010213 

B4030403SO  Final    Deflclencij    Rept  DR-92  re    Category   1    stainless    «tiel 
thermowella    lupplivd   ky  PYCO.  Inc   Condition    not    reportable 
per    10CFRSO   99<e) 

BDQKERi  J   E         Gulf    States    Utilities    Co         84/02/28        COLLINS. J   T 
Region    4.     Office   of    Director         Ip         S33I7  3i>3        24X 
Fiche.  30-45S,S4/02/2B,  3403060320 

B4031302&4    Interim   Deficient!)    Rept    DR-I2?    re    Agastat   relays    W/CROO93 
base*    lupplled    t>u    OE    Investigation    Incomplete   N«it  rept   will 
be    submitted    bg   340457 

HDDKEH.  J   E         Oulf    State*    Utilities    CD         B4/O3/2B        COLLINS, JT 
Region    4.    Office   of    Director         Ip         226O7    130        34X 
FichB*  30-4 Sa,S4/02/2B,B40313Q2A4 

8403130173   Interim  Deficiency    Rept   DR-163    re    set    screw  over    keu   on 
drive    hub    for    overspeed    governor   fuel    transfer    pump   drive    In 
It and by    dtesel    generator   A   supplied    by   Transanerf ca   Delaval, 
Inc    Investigation    Incomplete    Next    rept   by    840430 

BOOKER!  J   E         Qulf    States    Utilities    Co         84/03/02        COLLINS. J   T 
fieoiDn    4,     Office    Of    Director          Ip         2261S    298         24X 
FichB    30-490,84/03/02,6403130175 

9403140048  Foruardi    "Grand    Cul  f    Component   Tracking  Eijs,  "    "Bhnreham 
Component   Tracking    8^'"    *    "Tran*amer  iea   Del  aval.  Inc 
Diesel    Oenepators   Owner*   Oroup  Program   Plan,"    to  r**olve 
concerns  u/ emergency    illesel    generator* 

MUSELGH,  U  J        Long    Island    Lighting    Co        B4/03/O2       DCNTON,  H   R 
Office    of   Nuclear   Reactor    Regulation,    Director        2pp        3342i   0&2 
24X   Fiehe    30-000,  84/03/02,  8403140048 

— 8403140099    "Transamerl ca   Dekavalilnc    Diesel    eenerators   OUIHCTI    Group 
Program  Plan    " 

-«      TDI    (Tranjamerica    Delaval,     Inc    1  Ounevi    Group        24/O3/02 
Solpp         32629   223         24X    iFiche    50-000^84/03/02,8403140048 

84O31&0310   Interim  Deficiency    Rept  DR-li4   re    intermixed    electrodes 
Investigation    Incomnltti    Not    rept    by  840423 

BODRER.J  E        Oulf  State*    Utilities    Co        S4/03/O7       CCLLIN3, J   T 
Region    4,    Office   of    Director         Ip        2266O  273        24X 
Fiche   30-458, a4/03/Q7,a4031i0310 


S4 0303044 3  Forward*    month Ig     status    rept    of    offsibe    emergency 
preparedinn    for    OL   revlius    for   Jan    1?B4  Changes    in   FEMA 
flndltig    date*    not    cauied    by    dalay    due    to    offiitt    emergency 
p  tanning    i**uit. 

DJRCKS'W.J        Office    of    the    Executive   Director    for    Operation! 
84/03/21,       P^LLADINO      Com*!  s«  1  oner*         'iff         22492,083,       24X 
Flen«.*0-000,  84/02/21,  B403O20443 


840209003?   Board    Notification    B4-092    faruardi    meeting   summaries 
containing    tranicrlpts    of    B40210  t>    16  mtetjng*    between    NRC    & 
Traniamerica    Delaval,  Ir>c    ITDT1   Ouner*  Oroup.  Distribut  io-n 
ll*t   end 

EiaENHUT.D  Q  Division  of  Llcenilng  84/03/12  PALLADINO 
Comminloners  3pp  22708  001  34*  Fiche.  SO-OOO,  B4/03/12, 
8403090039 


S.     Rep  or  table    occurrence*!     LERt    ti  related    corrtipondence 

B40301O451    Infarn*    Commission    of    problems    u/amirfi t ney    die*il    generator* 
nfg    bu    Trent america   Delavalj  Inc 

DIRCKS.  W.  J        Office   of    the    Executive   Director    For    Operations 
BECY-83-034         B4/01/29        4pp.       22438347        24X   Fiehe   BO-OOO,  B4/01/aS, 

8 4030 104 M, 

^4103010073    Interim  DefJtlenc«    Rept   DR-147    re    end    attachment    of    pipe 
support   component   lupplled    bv   Beraen-P* t*r*on,  Inveitlga tlon 
continuing.  Next   rept    expected    bij    34O4O3 

BOOKER, J.E.       Oulf    Bt*tes    Utilities    Co,        B4/O2/23        COLL  I  MS, J. T. 
Region    4,    Qfflci    of   Director.       ID.       22432-001,       24X 
Fiche:  50-456,  04/02/23- B403010073. 


-B40306O936  Foruiards    suirmdry    of   B4021O  meeting    lu/Transamerl  ca   Delaveli 
Tnc   Dinners    Group    In  Bethe*daiMD  re    problem*   u/emergency 
d'leie)    generator* 

CARUSO,  R,       Licensing    Branch    tt        84/02/57        O'REILLV,  J  P.       NRC   -  Ma 
Detailed    Affiliation   Given        &PP        22708- OO A,       B4K 
Fiche; 30-000,  B4/03/1B,  8402090039 

-3403040S54   Transcript   of    B40310  meeting   ui/Trantamir lea   Delaval<  Inc 
Ounirt    Group    in  B^t^es<i*lMD    re    problem*    in/ emergency    dleiel 
generator  t 

*      NRC   -  No   Detailed    Affiliation   Oiven        B4/02/10,       147pp 
47201    008        24X  Fiehe    30-OOO, B4/O3/ 12,  8402O9&039 
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-84O3Q7Q409  Summary    of    8402 16  meeting   u/Transamerlca  Delaval.Inc   Duners 
Oroup    In   Wading    River. NY   re    program   plan    to    establish 
reliability    of   dl«*nl    generators  Agenda,  meeting    transcript  & 
attendant*    liit    encl 

MILLER, M  A        Licencing    Branch  4        84/02/37  Licensing    Brancr.   4 

Bpp         2270B    161         24X   Fiche    50-000. 84/03/12,  8402090039 


-B4O3060936  Forwards    summary    of  B40210  meeting   u/Transamer 1 ca  D»laval< 
Inc   Owners   Group    in  Bethesda.MD   re   problems   iii/emergency 
dieiol    generators 

CARUSO.R        Licensing   Branch    2        B4/02/27        O'REILUY.J  P        MRC  -  Mo 
Detailed  Affiliation   Given        &pp        2270B  006        24X 
Fiche    30-000,  84/03/12,  B40209Q039 


— B4Q3Q70423  Transcript    of   B40216  conference    in  Hading  River, NY  re 
Transamerica  Delaval,  Inc    diesel    generators  Pp    I-B2 
*      Commissioner*         84/O2/16        B4pp         2B7OS    169        24X 
Fiche    50-OOO. B4/03/ 12, B402090O39 

B403140090  Forward i   "Design   Review  of  Connecting   Rod   Bearing    Shell*    for 
Transamerica   Delaval    Enterprise  Engines"    for  Shoreham  fc 
Grand   Qulf  dieiel    generators 

MU5ELER.W  J         Long    Island    Lighting    Co        84/O3/1Z        DENTON,  H   R 
Office    of  Nuclear  Reactor   Regulation.    Director        2pp        £2632  074 
S4X    Fichfl    SQ-OOOi  84/03/12,  8403140050 

B403150133  Forwards   "Transamerica  Delaval. Inc    Diesel    Generator  Rocker 
Arm  Capscreu  Stress   Analysis   Dipt    "   Capscriu  design  adequate 
for    applicable   engines   &   ivc    condition* 

MUSELER.W  J        TDI    (Trnnsamerica  Delaval.     Inc    )    Owners  Qroup 
84/03/13        DENTONiH   R         Office   of   Nuclear   Reactor   Regulation. 
Director        Sff         22639   27O         24X   FUhe    30-000.84/03/13,8403130133 

84,03270039   Interim  Deficiency   Rept  DR-166  re    location  of    terminal 
blocti    Investigation    incomplete    Interim  or    final   rept   ulll 
be    provided    b<j   840511 

BOOKER,  J  E        Oulf  States   Utilities   Co        B4/O3/13       COLLINS. J  T 
Region   4.    Office  of   Director        IP        22769  321        24X 
Fiche    50-450,84/03/15.  8403270039 

8403270201    Interim  Deficiency   Rept  DR-163  re    capper   bus   ban    mpplled 
by    Southern  Metal t   Corp   &  Gulf  Coast  Supply    Investigation 
incomplete  Next  rept   uii  1 1    be   provided   by   840513 
BOOKER. J  E        Oulf   States   Utilities   Co        B4/03/13       COLLINS, J  T 
Region   4>    Office  of   Director        lp        22772   13B        24X 
Flche    SO-4SB.  B4/03/1S,  B40327O2O1 


-B403060354  Transcript   of    B4021O  meeting    ui/Tran*am»r  ica   Oil  aval.  Inc 
Owners  Group    in   Bethesda.MD  re    problem*   w/emet-aencu    dieiel 
generators 

*      NfiC  -  Na   Detailed   Affiliation   Olven        B4/02/1O,       I47pp 
67201   OOB        24X   Ficho    SQ-OOO. B4/03/12,  9402090039 

-B403070409  Summary    of   B4O214.   meetinfl   u/Transam«rlcJi  Delavalilnc   Owners 
Group    In  Wading   RlverrNY   re    program  plan    to    establish 
reliability    of   die**l    generator*   Agenda,  meeting    transcript  fc 
attendance    list   end 

MILLER. M  A        Licensing    Branch   4        84/02/27,  Llcanilng    Branch   4. 

Bpp,       B270B   1A1        24X   Flche,  90-000,  B4/03/12,  B40209O039. 

-S403070423  Tr*n*cript   of   B40Blt  conf  Branca    In   Wading   River,  NY  re> 
Transjmerlca   DeUvali  Inc    dinel    generators   Pp    1-B2. 
»      Commlsslonert.       B4/02/16        B4pp        2270B.  1A9        24X 
Flche   30-000,  84/03/12,8402070039 
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B4032601BO  Forward  I    operating    shift    experience    tableiipar    OF    Schnell 
request 

ODELL.W  H       Gulf   States   Utilities    Co        B4/03/0&        THOMPSON, H 
Division   nf  Human  Factors    Safety        9pp.       23731.046        24X 
Flche    SO-49B,  84/03/06,  8403260180 


DOCKET    BO-459   RIVER    BEND   STATION.     UNIT   2 

A     Appllcatlon/conttruction    stage   documents    h  correspondence 


B 4. 03200 2 32  Responds    to   B40214  Requests    for    Info    1    i  2  re   R-4    series 
engines   List    indicating    engine  number, model    b   svc   number, 
customer   name    tc  address,  rating,  date   shipped    &  date    started 
enc  1 

MATHEUa.C   S         Tr*nnmerica    D«Uval,     Inc         B4/03/16        EISENHUT,0   0 
Division    of    Licensing         20pp         22691    179         24X    Fich*   50-OOO. B4/03/16. 
B4Q3200223 


B4D3270026   Intarim  Deficiency    Rept   DR-1S2  re  ulre    terminations    in 
480-volt    standby  motor    contrnl   ctrs    supplied   by   Gould   Broun 
Boveri    Investigation    incomplete    Interim  or   final   rept 
•ipected   by    640914 

BOOKER, J   E         Oulf   States    Utilities    Co         B4/03/16        COLLINS, J   T 
Region   4,    Office  of   Director        lp        22769  341        24X 
FIthe    50-458,84/03/16,  B403270026 


B403270O4B    Intarim  Deficiency   Rept   DR-II2  re   Clasi    IE  battery    chargers 
supplied   bif   Power  Conversion  Products    Investigation 
Incomplete    Interim   or    final    rept   to   be   submitted   by  B40413 
BQOKER.J   E         Qulf   States   Utilities   Co         84/03/16        COLLINS, J   T 
Region   4.     OF* let   Of   Director         lp         22769   314         24 X 
Fiche    90-438,84/03/16,8403270045 

B40327D132  Forward  I    "Emergency   Dies«l   Generator  Air   Start   Valve 
Cap-screw  Dimension   b  Siren    Analysis.*   prepared    by   StM   for 
Traniamerica   Delaval.Inc    (TDI)   Dletel   Generator   Ouners 
Group 

MUSELER.H  J         TDI     (Transamerica   Delaval,     Inc.)    Owners   Oroup 
B4/O3/23        DENTON,  H   R         Office    of   Nuclear   Reactor   Regulation, 
Diroctor       2pp        22774   001        24X  Fiche   90-000,84/03/23.3403270132 

8403270134  Request)  meeting    on  B40418   to   diicuss    short-term  &    long- 
term  corrective  actions   b    investigations   re   Traniamerica 
Dal  aval    diesa!    generators   List   of   suggested   meeting    topics 
end 

MCOAuGHY.J  P  TDI  (Traniamtrica  Delaval,  Inc  >  Dinners  Oroup 
B4/03/23  OEHTDN.H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  4pp  22769  133  24X  Flehe  50-000,34/03/23,8403270134 


T     Hearing   transcripts  on  non-antitrust  matter! 


8402090039  Board   Notification  B4-032   foruiardi   meeting    summaries 
containing    transcripts    of   B4O210  t>   16  meettngi   betueen  NRC    Ic 
Traniamerica    Delaval,  Inc    (TDI)  Owners   Oroup.  Distribution 
list  encl, 

EIBENHUTiD  S  Division  of  Licensing  84/03/12  PALLADINO 
Commissioners  9pp  22709,001  24X  Fiche,  90-000, 84/03/12, 
8403090039 


8403070061   For ward I   responses    to  Containment    Bys    Branch    Questions   4BO  7 
&  4BO   16  re  PRV  Ic  major   component*    Ic   suppression   pool    bypass 
leakage   &  F8AR    revs    to   be    Included    In   next    amend. 
BOOKER,  J  E       Oulf   States    Utilities   Co        84/08/17.       PENTON,  H  R 
Office    of  Nuclear  Reactor    Regulation,    Director.       16pp         22D41    310 
24X   Fiche   SO-49B, B4/02/17,  84030700tl 

B4030B037B  Forwards    retponten    to  NRC   840106   questions  re    F8AR   revii 
including    Info   re    training    staff    qualif lc«t ions ,  OA   staff 
qualifications,  fire    protection   training   &   conformance    to 
Reg   Oulde   8    13  Proposed    revs    to  FSAR  alia    encl. 
BOOKER,  J  E       Qulf  States    Utilities   Co        84/02/17        OENTON, H   R 
Office    of  Nuclear   Reactor    Regulation,    Director         42pp.       22996.200 
24X   Fiche    30-4SB,  84/02/17,  8403080378 

0403010331   Notifies    that    structures   adjacent    to   Unit   2   excavation   *r«* 
under  analysis    for    effect*    of    excavation   ponding    per   revised 
design    bail*    flood    analysis    Ponding    ulll    not    produce 
significant   addl    structural     load* 

BOOKER,  J  E        Gulf   States    Utilities    Co        B4/02/27,       DENTON,  H  H 
Office    of  Nuclear   Reactor   Regulation,    Director         lp.       32432'  101,       2<4X 
Fichu   SO-45B,  84/02/27,8403010321 

8403070092  Foruiardi    clarification*    to    Procedures    1  8vs   Review  Branch 
questions   Change*    to   FSAR   will    be    incorporated    In   neit 
amend 

BOOKER,  J  E        Gulf   States    Utilities    Co        84/02/27        DENTON,  H  R, 
Office    of  Nuclear   Reactor    Regulation,    Director        21pp.       22341' 1O2, 
24X  Fiche  30-458,84/02/27,8403070032 

B4D303007B  Forwards    "Historical    h  Archaeological    Investigation   of  Ruins 
of  Nineteenth    Century   Sugar    Hill    ( UWF-36)    in   West 
Fellciana  Parish, LA    "   Determination   re   Natl    Register 
eligibility    reque*ted 

BOOKER,  J  E        Oulf   Btatas    Utilities    Co.       B4/03/01         DEBLIE<JX>R.  B. 
Louisiana,    State    of        lp         22489   132        24X   Fich*' 30-48B, 84/03/01, 
8403090078. 

— 84030900BI    "Historical    Si   Archaeological    Investigation   of   Ruin«    0* 
Nineteenth   Century    Sugar   Mill    (16WF-36)    In   Uest   Fellclan* 
Parish, LA   " 

SHUMAN'M  K        Affiliation   Not  Assigned        OR8ER, C. E,       Louisiana   Bt*t« 
Univ        84/02/10        96pp.       22489:133        24X   FIthe,  SO-43B, 84/03/01, 
8403030078 

8403220209  Forward*  Army   Corps   of  Engineer*  831127   Itr  r«  Old   River 
Control   project, in  response    to  NRC   request  Damage   sustained 
by   low  sill   structure   In    1973  raiolved   H/four   oversize 
brochures, Aperture    card*    are    available    in   PDR 

BOOKER,  J  E        Sulf   State*    Utilities    Co        84/03/19        DENTON,  H.  R. 
Office    of  Nuclear   Reactor    Regulation,    Director.       13pp.       22718!  193. 
24X   Fiche   50-438,  84/03/19,8403220209 
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WRC  Safety   Evaluation  Report    (8EH),    suppls   &    correspondence 


Forward!    supplemental    re-sponses    to    requests    for   addl    Info 
BER    open    itimi,  Identified    by    Mechanical    Engineering 
Branch    In   S3  1229   Itr   Where    Indicated.  responses    will    be 
provided    in    future;    amend    to   FBAR 

BOOKER,  J   E         Oulf    States    Utilities    Co         B4/O2/21          DENTQN,  H   R 
Off  let    of   Nuclear   Reactor    Regulation.     Director        29pp         23343  014 
S4X    Flche    30-43B,  B4/02/21.B403070062 


Forward  i    response    to    NFC    B401S3    position   re   dryuiffll/ 
G  onfcainment   purge    sy«   Discussions    held    on   B40131    u/ 
Containment   Bys   Branch    clarified    bates    for    position   fc 
detailed    utll    response!    for    Input    to   BER, 

BOOKER.  JE        Oulf   Statal    Utilltlii    Co        84/03/13        DENTON.  H  R 
Office    of   Nuclear   Reactor    Regulation.     Director        6pp        32663   394. 
SZ4X    Fiche    30-438,04/03/13,8403190017 


B4O2090011    IE    Info  Notice    84-17,     "Problems   U/Lia.ulif   Nitrogen    Cooling 
Components    Be  low  Mil    Ductility    Temp    "   8vc    list    end 
JORDAN.  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    [Post    B3Q1O3)         64/03/03  Consolidated    Ediion   Co      of  Neu 

York,      Inc  H7pp          S25S3   336         24X   Flche    SO-OOOr  84/O3/05, 84O209001 1 

B4Q2090O24    IE    Info  Mntlce    B4~O9i  Rav    1,     "Les»ont  Learned    From    Innpi   of 
Fire   Protection  Safe    Shutdown  Sys    "   Svc    list   encl 
JOHDAMi  E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    (Post    830 1 03)  S4/03/O7  Consolidated    Ed  lion    Co       Of   Neui 

York.      Inc          119pp          22A35   049         24X   Fiche    SO-000,  B4/03/07,  0402070024 

B4>O2090O2B    IE    Info  Notice    B4-1B,     "Stress   Corrosion  Cracking    in  PWR 
Sus    "    Bvc    Uit    and 

JORDAN.  E  L        Division   of    Emergency   Preparedness    &  Engineering 
Response    (Post   B301O3).        B4/03/07  Consolidated    EdUnn   Co      of  Nau 

York.     Inc         llSpp         2B584    1B6        24X  Flche   30-000.  B4/O3/07.  B40209002B 


Security,    medical,     emergency   4   fire   protection    plans 


Forwards   response*    to   NRC   B4O106    questions    re    FSAfi   r»vs. 
f.  Deluding    Info    re    training    staff    qualifications.  QA   staff 
qualifications,  fire    protection    training   tt   conformance    to 
Flag    Guide  S,  13  Proposed    revs    to  FBAR   alia    end 
0QDKER.J  E.       Oulf  Stales    Uttlitiei    Co        84/03/17        DENTON,  H  R 
O'flc*    of  Nuclear   Reactor    Regulation.     Director,       42pp,       22356  SCO 
H4X    FlchB   90-498,  B4/03/17.  8403OBQ37B 


Forwards   addl    Info    re    Oenoric    Ltv   82-33.     "Bupp 1    1     to   NUREO- 
O737  -  Requirement*    for    Emergency    Response   Capability    " 
Info    supple    emergency    operating    procedural    generation 
package    submitted   S30B31 

BOOKER,  J   E         Oulf    States    Utilities    Co         B4/02/27         DENTON,  H   R 
O-ffice    of  Nuclear   Reactor    Regulation,    Director.       4pp.       22614  O09 
Flche   30-498,  B4/02/27,  B4031304B6 


B4O 3 070031    IE   Bulletin    B4-O2,     "Failures    of   BE  Tgfe  HFA  Relays    in  Use    in 
Class    IE  BaPet^    By*    "    Bvc    list    encl 

DEYuUNC.R  C        Director's    Office,    Office   of    Inspection   and 
Enforcement        H4/03/12  Consolidated   Edison  Co      of   N«u   York,     Inc 

134pp          22B23.094         24X    Flche    50-000,  B4/O3/12,  B40K090O31 

8402070043    IE    Info  Notice    B4-19,     "Tuio   Events    Involving   Unauthorl  i«d 
Entries    Into    PWR  Rejctor    Cavities    "    Svc    Hit    encl 
JORDAN, E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    (Post    B30103)         S4/03/21  Consolidated    Edison   Co      of  Neu 

York,     Inc         I23pp         22S23  229        24X  Ficha    SO-OOO,  84/03/21,  S402090043 

8402090044    IE    Info  Notice    34-20,     "Svc   Life   of   Rel«us    In   Safety-Belated 
Byi    "    Svc    list    encl 

OORDANrE  L        Division   of    Emergency   Preparednesi    1<  Engineering 
Respanie    (Post  B301O3)         B4/03/21  Consolidated   EdUon   Co      of  Htu 

York,     I-nc         133pp         22933  001        24X  Flche   SO-OOO.  B4/03/B1,  B402090044 


Adjudicatory    correspondence 


S      Reportable    occurrences.     LERs  &  related    correspondence 


O4O314D007  Forwards    offsite    emergency    planning   Contention*    1-12 

UATKINSrL,  B        Matkins.    L   B        84/03/09  Atomic    Safety    and    Licensing 

Board  Panel,       lp        22633   267        24X  Flche    50-4SB,  B4/03/09,  B103140O09 

--  B^  03  1400  12   Proposed    emergency    planning    Contention*    l-12i  identify  Ing 
major    flaui    In   emergency    plan   Cartiflcate    of    Svc    encl. 
IBVINO.  S  M.  ,    MATKINS,  L   B.  ,    PIERCE,  J  W        Joint    Intervenor-   -   River 
B*nd.       84/03/13,  Atomic    Safety    and   Licensing    Board    Panel,       20  pp 

aafi33'268        24X   Fich*    30-439,  84/03/09.  B4031400O9 


Answer    opposing    Joint    Intarvenors   840309    contentions    re 
off  lite    emergency    planning.  No    contention   meets    bagli    S, 
specificity   requlnmenti   of    IOCFR2,  714   W/svc    list 

WETTEHHAHN.  M  J        Oulf  Btates    Utilities    CD        WETTERHAHN.  M,  J        Conner   & 
Meetterhahn        DB8    173,       B4/03/2&  Atomic    Safety    and   Licensing   Doai  d 

F»dH»l        3Bpp        22814   342        24X  Fi  che'  30-43B,  B4/03/S6,  84O3B90392, 

B4O33O0029  Order    e*teblishlnfl    purpose    of    840418   prahearlng    conference 
Served   on  840329. 

COTTER,  B  P,       Atomic    Safety    and  l.icBn*ing    Board    Panel         B4/O3/3B 
22BS2.  182,       2.4X  Flche'  90-43B,  B4/O3/2B,  B4O33000S5 


°-         Inspection    reports,     IE  Bulletins   It   correspondence 

3401190072    IE    Info   Notice   B4-13>     "Potential    Deficiency    In    Motor 
Operated    Valve   Control    Circuits    tc  Annunciation    "   Svc    list 
*"MCl. 

vJORDANi  E,  L,       Division    of    Emergency    Preparedneis   4t   Engineering 
R*>ponse    (Post   B30103)         B4/02/2B  Consolidated    Edison   Co.     of  Neui 

Vorlu     Inc         113pp.       22909-B39        24X  Flche'  30-000,  B4/O2/HB.  8401  190072 

*"*Oao90007    IE    Info   Notice   84-U,     "Hlghllflhts    of   Recant    Traneport 
R*gul*tory  Revs   by   DOT  &  NHC.  "  Svc    list   encl. 

^fiiACE.J  N,       Division    of  QA.     Safeguards    &    Inspection  Programs    (Post 
O3O1O3K       84/03/02  Consolld«ted    Edison    Co      of   New  York.     Inc, 

*  3Opp.       22992:  329.       S4X   Fiche:  30-000,  B4/03/02,  B40301Q007 


IE   Info  Notice  84-16,    "Failure   of   Automatic   Sprinkler   Byi 
to  Operate,"    Bvc    list    encl 

j  E  L.       Divltlon    of    Emergency    Preparedness    1   Engineering 

R**ponl*    (Poit   B30103).       B4/03/02  Consolidated    Edison    Co,     of  New 

»"«>»*|<,     Jnc,       122pp        22393:098.       24X   Flejie    30-OOO,  84/03/02,  B402090008 

4OHO70009    IE    Info   Notice   84-19,    "Reporting    of   Radiological    Releases    " 
BVC    lilt   end. 

E.  L,      Division   of   Emergency   Preparedness   t>  Engineering 
te    (Poit    B30103)         B4/03/O2  Consolidated    Edison   Co.    of   Neu 

Inc.       117pp.       22333:217        24X   Flche:  SO-OOO,  84/03/03.  8402090009 


B4O30102O7  Foruiards    "Investigation   of   Types   AF  (•  AE  Piston  Skirts."   per 
Transamerica    Dalavalitnc    Oiuneri   Group    program  commitments 
Rept    evaluates   cracks    in    AF    piston    skirts    in   Shoreham  t< 
Orand    Oulf   Nuclear   Power    Station* 

MUSELER.lt  J        TDI    CTran»amer  ica   Dalaval,     Inc    )    Dinners  Qroup 
84/02/H7        DENTDN.H   R         Office   of  Nuclear   Reactor  Regulation, 
Director        3pp        2S4G4   O90        24X  Fiche    30-000,  B4/02/27*  8403010207 

640301021B  Forwards    task    descriptions    for    16   Inaun   problemi    re 
Transamerica    Delaval. Inc     emergency   dieiel    generators 
MUSELER.W  J        TDI    (Tran»4mer  ica   Delaval.     Inc    )   Owners   Group 
B4/OB/2B        DENTON.H  R         OffUe  of   Nuclear  Reactor  Regulation, 
Director         4Epp         23133    177         24X    Fiche    30-000, 84/02/26.  B4O301O218 

84O3140O4B  Forwards    "Grand    Oulf  Component   Tracking   Biji,  "    "Ghoreham 
Component   Tracking    Sys"    &    "Transamerlcii   Delaval,  Inc 
Diesel    Generators  Owners    Oroup  Program  Plan."    to   resolve 
concern*   u/emergencu,    dies  el    genera  tori 

HUSELER.W  J        Lang    Island    Lighting   Co,       B4/03/02        DENTONi  H  R 
Office    of   Nuclear  Reactor    Regulation,    Director        3pp.       23626  062 
24X  Flche   3O-000.  B4/O3/OS, B4Q314004B 

— B40314QO99    "Transamer  1  ca    Do  1  avail  Inc   Diesel   Oeneraton    Ouners   Group 
Program  Plan   " 

»      TDI    (TransamtrEcd    De  laval,     Inc    )    Ouineri   Oroup        B4/03/O2 
241pp         2262B-223         34X    Flche    30-000,  S4/03/OS,  S40314004B 

B40209O039  Doard   Notification    B4-QS2   forwards   meeting    summaries 
containing    transcript's    of    B40210  &    16  meetings   between   NRC   & 
Transafflerlca    Delavftl.  Inc     (TDD   Owners    Qroup   Dlitrlbutlon 
li«t   encl 

EIBENHUT.D  0  Division  of  Licensing  B4/03/12  PALLADINO 
Commissioners  3pp  33708  001  24X  Fiche  30-000,84/03/12. 
B40209OO39, 

— 8403060536  Foruardi    summary    of  84O210  meeting   u/Transamertc*  Delaval, 
Inc   Diunera    Oroup    in   BethesdA.MD  re   prablemi   u/emergency 
dlesel    generators 

CARUSO.R        Licensing    Branch   2        B4/02/27        O'REILLY,  J  P        NRC   -  No 
Detailed    Affiliation    Given        bfp        S370B  006        24X 
Flche, 30-000, B4/03/ IS,  B402090039 

—  8403060354   Transcript    of    B40B10  meeting  u/Traniamerlca    Delavali  Inc 
Ouners   Oroup    In   Bethcsda.KD  r*   problems   u/em*rgency    dlesel 
genvratort 

*      NRC   -   No  Detailed   Affiliation   Qiv«tt        B4/02/10        147pp. 
67201    OOB        24X  Flche    30-OOO,  84/03/12, 8402090039 

— S 403070 4 09   Summary    of    B4O216    meeting  u/Traniamer-lca  Del«val,Inc   Ouineri 
Oroup     in   Wading   River. NY  re   program  plan    to   establish 
reliability    of    diesel    generators   Agenda,  meeting    transcript  & 
attendance    list   encl. 

MILLER,  M  A        Licensing    Branch    4.       B4/02/27  Licensing    Branch   4 

Bpp         22708   161         24X    Flche   SO-000,  84/03/12,  6403090039 
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DOCKETED  ITEMS 


— 8403070423   Transcript    of    B4QE16   conference    in    Uadlng   River. NY   re 
Transamerica   Delaval,  Inc    diesel    generators   Pp    1-83 
*      Commissioner!         34/02/16        84pp         22.7  OB    169        21 X 
Fiche    50-ODO,  B4/03/12,  B4Q2O70039 

B40314O030  Forward's    "Design  Review  of   Connecting   Rod   Bearing    Shells    for 
Transamerica   Delaval   Enterprise  Engines"    for  Shore ham  & 
Grand   Gulf  diesel    generators 

HUSELEfi.W   J         Long    Island    Lighting    Co         B4/O3/1S        DENTON,  H   R 
Office    of  Nuclear   Reactor   Regulation,    Director        2pp        23632  074 
S4X    Fiche    50-000.84/03/12.0403140030 

B403130133  Forwards    "Transamei-ica  Delaval, Inc   Diesel   Generator  Rocker 
Arm   Capacreui  Stress   Analysis    Rspt    "   Capscreu  design  adequate 
far   applicable   engines   &   svc    conditions 

hUSELEII.U  J        TDI    (Transamerlca   Dela/al.     Inc    )   dinners  Group 
B4/O3/13       DENTON,  H  8        Office   of  Nuclear   Reactor  Regulation, 
Director         2pp         B2639   270         24X   Fiche    90-OOO,  B4/03/13,  B40313Q133 

8403500252   Responds,    to   840214    Requests    for    Info    1    &   2   re    R-4    series 
engine]    List    Indicating   engine  number,  model    &  svc   number, 
customer  name   6   address,  rating,  date    (hipped   &  date    itarted 
end 

(1ATHEWg,C  B        TTansamerica    Delaval,     Inc        B4/O3/16       EIBENHUT,  D  0 
Division   of   Lice-ruing         20pp         23A91    179        24X   Fiche   SO-000.  B4/O3/16, 
B4O32Q0232 

Q40327O132  Forwards    "Emergency    Diesel   Oeneratnr  Air  Start   Valve 
Capscreu  Dimension  &  Stress    Analysis,"    prepared   by   BiW    for 
TTaniamerica   Delaval.  Inc    (TDI)    Diesel    Generator   Owners 
Group 

MUSELER.W  J        TDI    (Transamer  lea  Delaval.     Inc    )   Ouneri  Group 
84/03/23       DENTGH, H  R       Office   of  Nuclear   Reactor  Regulation, 
Director        2pp         22774' 001          B4X   Fiche    30-000, 84/03/23,  8403270132 

8403270134  Requests  meeting    DEI    B4041B   to   discuss    short-term   Si   long- 
term  corrective    actions  b    investigations   re   Transamtrica 
Delaval    diesel    generators    List  of    suggested   meeting    topics 
end 

MCGAUOHY.J  P  TDI  (Transamerica  Delaval,  Inc  )  Owners  Group 
B4/03/H3  DENTON.H  R  Office  of  Nuclear  Reactor  Regulation. 
Director  4pp  2276?  133  24X  Flche  30-000, B4/O3/23. 8103270134 


T      Hearing    transcripts   on  non-antitrust  matters 


— B30B1004B3  Discusses    status    of   OL  applications    Revieui    of    encl   WPP  SB 
S30712    Itr   requested    in    order   to    determine   present    status    of 
Unit   3   for    billing    purposes    W/o    encl 
MILLER,  W  0        License  Fee   Management   Branch        83/08/09        FONNEP  R  L 

Regulations   Division        Zpp        22446  326        S4X   Flche    90-000, 
84/01/17,9403010030 

B4030B0179  Fourth    partial    response    to   FOIA  request    for    sit    categories 
of    documents   re    facilities   Forwards   App    ft   documents-  App    B 
document    entirely   withheld    (ref   FOIA  Exemption    9>    Revlvu   of 
addl    documents    lubj    to   request   continuing 
FELTON,  J  H        Division   of    Rules   and    Records        B4/OS/13        ANDERSON'S    I 

Garveij.     Schubert,     Adam*    b    Barer          7pp         22383    226         24 X 
Fiche    30-000,84/02/13,  B4030B0179 

— B001 140316  Notifies    that    NRC    has    amended    regulations   ire    Implanantation 
of   riBident    Insp    program   Expresses   gratitude    for    assistance 
rendered   Forwards    final    rule  M/o    encl 

STELLD'V        Office    of    Inspection   &  Enforcement,    Office    of    the 
Director        79/11/19        O'STRAND.N        Washington  Public    Power   Supply 
Sgsten        lp        22383  234,       24 X  Flche    30-000,94/02/13,8403080179 

— 8009090737  Forwards    airuiorth ine««    alert   re    corrosive  t,   abrasive 
characteristics    of   volcanic    ash    uhich    ha*    fallen    in   Pacific 
Northwest   Questions   re    oih    amount. chemif try    &   site 
distribution  will    be    forwarded    to    licensees    M/o    encl 
JACK80N.R   E        Onosciences    Branch        BO/06/13        VDLLMER.  R.  H, 
Division    of   Engineering         2pp        S2S83  E3B        24X 
Fichs    30-000, 04/02/13,  B403080179 

— B0100902(>0  Discusses    review   of   applicant   800814    request    for   approval    of 
proposal    to    substitute    In-plant    tests  ui/scale  model 
recirculatlon   sump    tests   Response    to   requests    deferred 
pendino   NRC   review  of   progi-am 

SPEIS.T        Reactor    Systems    Branch        80/09/26        YDUNOBLOOD. B, J 
Licensing    Branch    1         lp         22583  266        24X  Fiche    30-000.  B4/02/13, 
B4030B0179 

—810422032?  Concludes    that    Table   3   3-2   of   PS AH, re    safebu-r* lated 
structures,  sys   ft   components,  is    incomplete    from   Deotechnlcal 
Engineering    Branch    viewpoint 
LEAR.Q  E        Hgdrologic    &   Oaotechnical    Engineering    Branch,       81/04/OB 

HAASS.H  P        Quality   Assurance   Branch        2pp         22303  27B        24 X 
Fiche    SO-000, 04/02/13.  B4030B0179 


B40SO7O039  Board    Notification    84-092    Forwards   mteting   summaries 
containing    transcripts   of  B4021O  ti   16  meetings    between   NRC    tt 
Transamerica    Delaval.  Inc    (TDI)   Owners   Oroup    Distribution 
list    encl 

EIBEHHUT.D  0  Division  of  Licensing  94/03/12  PALLADINO 
Commissioners  Spp  22708  001  24X  Fiche  30-000,  B4/03/1 Z, 
B4 02090039 


-B4O3060336  Forwards   summary    of  B40210  meeting   u/Tranaamerica  Delaval, 
Inc   Owners    Group    In   Dethesda.MD  re   problems  in/emergency 
dlesel    generators 

CARUSO,  R         Licensing    Branch    2        B4/02/27         O'REILLY,  J   P         NRC   -    No 
Detailed  Affiliation  Owen        6pp        32708  006        24 X 
Flche   30-000,  B4/03/12,  B402090039 


-B1043Q0020  Responds    to   B10414   mo mo   re   utll    request    for    clarification   in 
u»e    of   ASME   code    cases    Util    use    of   code    case*   ui/o   prior    NRC 
approval    is    inadvisable    due    to    potential    hardship    Fur    user 
BDBNAK.R   J        Mechanical    Engineering    Branch         81/04/21, 
VQUNOBLOOD,  B   0        Licensing    Branch    1         lp         32S83  28O        24X 
Fiche    BO-000,  B4/02/13- B403080179 

-B103010334   Advises    that   Mechanical    Engineering    Branch    completed   review 
of   util    request    for    author iiation    to   use   ASME  Codue  Cans 
N-219  i  N-2B7   for    application    in    design    of    concrete 
containments   Code    cases    acceptable 

KNI9HT.J  P        Assistant    Director    for   Comp      ti   Structures   Engineering 
<Pr*   63020 It        81/04/29        TEDESCa.fi   L        Assistant   Director    for 
Licensing          lp         52583    261.        24X    Fiche,  30~000.  H4/02/13,  B403080179 


-B4O30&OSS4  Transcript   of   64O210  meeting  u/Tratisamerica    Delaval,  Inc 
Dutiers  Or  oaf    in  Bethesda,MD  re   problems   w/emergencg    dlesel 
generators 

»      ^RC  -  No  D«talled  Affiliation  Given        B4/02/10        147pp 
67201    DOS         24X   Ftche    30-000,84/03/12,8402090039 

-8403070409  Summary    of   B40aii  meeting   w/Transamerlca  Delaval, Inc   Owners 
Group    in  Wading   River, NY   re   program  plan   to    establish 
reliability   of    diesel    generators   Agenda, meeting    transcript  & 
attendance*    li*t   encl 

MILLER, rl  A        Licensing    Branch  4        84/02/27  Licensing    Branch    4 

8pp         22708    161         34 X   Fiche    50-000,94/03/12,8402090039 

-B403070423  Transcript   of   S40216  conference    In  Wading  River, NY  re 
Transamerica    Delaval.  Inc    diesel    generators   Pp    1-82 
*      Cammisston*n        84/02/16       B4pp        2270S   16?       24  X 
FUhe  50-000.  B4/03/12,  8402090039 


DOCKET    30-460   WPPEB   NUCLEAR    PROJECT,     UNIT    1 

A      App  Hcatlon/conttruction    stage  documents   it   correspondence 

B403010050  Third    partial    response   to   FOIA  request    for   six    categories 
of    documents,   re    facility    Forwards   App   A  documents   App   A 
documents  alia   placed    in  PDR  Apfi   B    documents   will    bt  placed 
In   FDR   upon    request  Review    continuing 
FEUTONi  J  H        Division  of   Rules   and   Records        84/01/17.       ANDERSON.  S    I 

Qarv«y.    Schubert,    Adams   &   Barer        4pp        22446  293       24X 
Flcha    30-000,  64/01/17,8403010030 


-8103140106  Advises    that    info    provided    on  810213   &  04O3   re    all-    Intake 
arrangements    for    diesel    generators   reviewed    Diesel    generator 
combustion   air   supply    arrangement   meets    acceptance    criteria 
in  Section    II    of    SRP    a    3   B   Bus    acceptable   as    designed 
UNOftRO,  A  R        Power   Systems    Branch        Bl/05/01         YOUNOBLOOD. B  J 
Licensing    Branch    1         lp         22583-  282        24X   Flche    90-000,84/02/13, 
B4030B0179 

-B10S1Q0436  Forwards    Itr    from   utll    requesting    concurrence    by    NRC   to 
omit   Subsections    2   9    1-2   B   3  of    F8AR  Review  It   commintf 
requested    by    810622 

ADENBAM,E  0        Assistant    Director    for   Licensing        81/09/12. 
JACKSON,  R   E        Oeosciences    Branch         lp        2B3B3  283        24K 
Fiche    90-000,84/02/13,8403080179 

-B103S10109   Concurs    w/lic«n«ee    proposal    to   ref    Sections    S   3    1-8  8   1- 
2  3  3   of   WPPS-2  FSAR    in   WPP8-1/4   F8AR    since    both    project* 
located    in    close    proximity    Mods    listed 

JACKSON, R   E        fieosciences    Branch        61/09/15        ADEN3AM, E   0. 
Licensing    Branch    4        2pp        223S3   286        24X   Fiche, 30-000.  84/02/13, 
8403080179 

-8107280171    Notification    of   810729   meeting   <u/utll    &   BfcU    in    Betheid4,MD 
to   discuss   method    util    Intends    to    use    to    fulfill    requlrmenti 
of   NUREO-0737    Item    II    F   2    (Inadequate   core    cooling 
instrumentation) 

HERNAN.R   W        Licensing    Branch    4        81/07/21         ADEN BAM.  E   0 
Licensing    Branch    4        2pp         S2383  303        24X   Fiche:  SQ-QOO,  84/02/13, 
8403060179 


DOCKETED  ITEMS 


-- 81QB11OO33   Notification    of    BIOB20   meeting    u/utll    in  Bethesda,r1D    to 
discus*    proposed    independent   deiion  review    program* 
HERMAN,*    H        Lieitiiing    Branch    4        81/07/30        ADEN8AM- E  O 
Llce;n«ing    Branch    4         3pp-        22383   3O2         34X    Fiche    30-QOO,  84/02/13, 
84Q3OB0179 


S403O30219    Forwards     listing    of     board    notifications     issued     since    B2071A, 
per   B4O137    Inquiry    r a    failure    to    provide    ASLB    fc  parties 
lu/notlf  1  ca  tions 

DENTON,  H   Ft        Office    of    Nuclear  Reactor   Regulation.     Director 
84/02/2B          BELL,  M          Coalition    for    Safe    Power          25pp          327OO   233         24 
Fiche    3O-440, 64/03/53.  0403030219 


-B11QOBO61S    Dlscusset    proposal    to    use    IDRs    In    llceniing    precis*    IDRs    may 
be    useful     in    certain    area*- but    clarification    of    role    needed, 
TEDEBCd.R   L        Aliistant    Director    for   Licensing        81/09/33 
EIBENHUT.DO        Division    of   Licen*inB         Ip         23893307        24X 
Fiche     30-000,84/02/13,0403080179 

-611 1O6O4?7    Notifies    of    util    intention    of    sending    technical    team    to 
prevent   FSAR    to   review   staff    during    uk    of    811130  Reviewers 
•hould    complete   attached    form  &   confirm   attendance 
HERMAN. R   W        Lieenfing    Branch    4         B1/1O/23  Licensing    Branch    4 

flpp         22383311         24X   FiehB    90-OOO,  S4/02/  13,  8403090179 

-B11U3O007   Submit*    names    of    D   Cupa    *.  G  Stalley    as    technical    reviewers 
Par    facility   FBAR    per   811023  memo 

LEAR i 0         Hydrologie   *   Seotechnical    Engineering    Branch         Bl/10/30 
ADENSAMiE.       Licensing.    Branch    4         Ip         22S83    315        24X 
Fi eh  B.30~OOO,  64/02/13,  B4O30B01 79 

-0I112OO211?    Informs    of   receipt    of    t el  con    from   Yakamar    Indian  Nation 
requesting    that    tribe    be    given    full    rights    In    facilities 
proceeding* 

TEDESCO, R    L        Assistant    Director    for   Licensing,       91/10/21 
KETCHEN,E        Hearing*    Division         Ip         32SB3  310,       24X 
Fieh  »•  30-000,  84/02/13,  H4030S0179 


B4D3070014    Eiplaint    why    fcuio    recent    board    notifications    re    environ 
qualification   of    equipment    not  received   List    of  all    board 
notifications    Issued    since   820716   docketing    or    Unit    1    end 
DENTON,  H    R        Office    of    Nuclear  Reactor    Regulation.     Director 
B4/Oa/28          DELL,N          Coalition    for    Safe    Power          23pp         32563    166          21> 
Fiche    30-460.34/02/28,8403070014 

C      utility    Environmental    Report    (ER ) .    amends    Si    correspondence 

B4030B0179    Fourth    partial    response    to   FOIA   request    for    six    categories 
of    documents   re   facilities    Forwards   App    A   documents  App    B 
document    entirely    withheld     (ref  FOIA  E«emption    S>    Review    of 
addl    documents    sub j    to    request   continuing 
FELTON,  J    II        Division    of    Rules  and   Records         B4/OS/13         ANDERSON. S    I, 

Oarveif,     Schubert.     Mam*    i    Barer        7pp         229S3. 226        21 X 
FichB    30-OOO.  04/02/13,  8403030179 

— 8202260171    Requests    assistance    in   performing    acceptance    rev-leu   of 
environ    rept    for    OL   application   Only    jortlons    applicable    to 
Unit    1    need    be    considered    since   Unit    4    cancelled    on    BBOIE2 
ADENaAM.E  0        Licensing    Branch    4        83/02/10        JACKSON, R    E 
Oeoscieticea   Branch          Ip         229B3  324        H4X    Fiche    3O-OOO.  B4/OS/ 13. 
8403080179 


-B11230O30&   Notification    of    B11211    meeting    u/util    in  fiethe*da.MD    to 
dl*cun    FBAR   u/technical    review    staff    at    time   OL  application 
is    tendered 

HEHNAN.fi    W        Licensing    Branch    4         B1/11/H3        ADENSAM.  E  0 
Licensing    Branch    4        3pp         223B3   31S        24X   Fich»    90-000,  S4/O2/13, 
B4030B0179 


-B2O310057O   Recommetnta    environ    rept   be   accepted    Aildl    question*    r» 
•  iternal    appearance- p )ant    layout  !<    soc 1  oat onomi  c •    of    alngle 
unit    opeTation   uil  1 1    be    submitted 

RESflN.W  H        Siting    Analysis    Branch         S2/O2/2S        ADEN3AM, E   w 
Licensing    Branch    4  Ip          233B3   32H         24X    Fiche     SO-OOOi  B4/02/ 13i 

B4030B0179 


-Sal207O3S2    Aek    receipt    of    BSllCW    1  tr   re   Target    Rock    environ 
qualification    testing    program   InPo   re   valve    upgrade  b    retest 
antic Ipat ed 

HEIBHMANjR   F        Dlvitton    of    Rnactor   Programs    (Pre   8301-03) 
82/12/01.       BOUCHEY.  0-  D.       Haihlngton   Public    Poyer   Supplg    Byitem 
Ip          E23B3   337         24X    Fiche    BO-OOO, 84 /O2/13.  8403080179 

-B304040377   Request*    search    for    document*    r*    govt    litigation   u/util    an 
five    specific    lnues 

8LAOOIE,  E    L        Office    of    the   Oeneral    Counsel         83/03/23 
D:HCK8,W.-J        Offlc*   of    the   Executive    Director    for   DpHT-ationi,        Ip 
22993.361         24X  Fiche    SO-OOO. B4/O2/13, B4O30B0179 

-8304070113  Recommend*    that    radiation    exposure    records    be   retained    for 
t    yr    prior    to   dlspotal    Ref   Murphy    to    Varga    BO  1223 
CONOELjF,  0.      Radiological    Assessment   Dranch        B 3/04/01 
BCHWENCERiA.       Llceniing    Branch    2         Ip        225B3   327        24X 
Flche:  30-000,  S4/02/13,  8403OBO179 


— 820313QO2B   Foruards    addl     info    requirements    for    review   of    ER    for   GL 
appli-catlon   per    B2O210   request 

BALLARDi  R   U        Environmental    Engineering    Branch         32/03/02 
ADENSAM, E   G        Licensing    Branch    4        3pp         33SB3  3S?        21X 
FichB- 50-000.84/03/13,3403000179 

— 82O3180QO4   Advises     that    environ  rept    is   acceptable    re    radiological 
impacts 

HDUSTQM, R    W        Assistant    Director    for    Bad i at i on  Pr otec t ion 
0S/03/OE        TEDESCD, R   L         Assistant    Director    for   Licenilng         Ip 
22303    33S         21X    Fiihe    3O-OOO.  B4/02/ 13.  Q4030BO1 /9 

— S204O90O99    Informs    that    sufficient    info    provided    to    begin    m«teoro 1 ng y 
review    Inappropriate    models    b  diffusion    parameter*    usetf    in 
Section    61325.    accident    e-valuations 

HUUHAN,  L   0        Accldint    Evaluation   Branch         S2/O3/1A        ADENBAM.  E 
Licensing    Branch     4          2pp          22383   336         34 X    Fiche    3Q-00O,  B4/OH/ 13, 
84030B0177 


840309DSB8   Fifth    partial    response    to   FOIA  request    for    il*    categorie*    of 
documents    re    facilities    Forward*    App   A   documents   App    A   &   B 
document*    alto   available    in    FDR   Document*    listed    on  App    C    & 
D    located    In    Central    Files    h   not    available    publicly 
FELTON'J.K,        Divltlon    of   Rules    and    Records         84/02/17        ANDERSON.  S    I 

Oirveu,,     Schubert,     Adams    fc  Barer        7pp         22301,289        24X 
Fieha:  5O-397.  84/02/17i  B4030S028B 

— 7 90 BO 1 023 S   Rasponds    to  770403  Region    S    comment*    r«   Revision   4    Co 
NPPBB-QA-OO4,     "Operational    OA  Program  Detcriptlon   " 
Eiprecies     intent    to   reque*t    util    to    delate    Section  3  3  i 
entirely 

HAABS.W.P         Ouallty   Assurance   Branch         79/03/01,       BRYAN,  S  E 
Dlvliicm    Of   Reactor   Operations    Inspections         Ip        22501,303        24X 
Fich»    30-397,84/02/17,8403090388 

— 811O170O91    Respond*    to  310923  FDIA  91-378   request    for   QA   dgcum«nti    for 
HPP8B, ftll    documents   re    evaluation    of    licensee   QA   programs 
are    in    PDB. 

HAASS,  U.  P.       Quality    Assurance    Br*nch.       B1/10/O3        WILSON, V, H 
Henigement    Analyst*    Branch.       Spp         52901:310        K4X 
Flcht:  SO-3?7.  84/02/17,  B4030S02BB 

— 8110210316    informs    of   receipt    of    Bouehey/Ariensam   810722    Itr    containing 
utll    current   3A   program    description    for    design   &  const    of 
facllltle*    QA   program    description    acceptable 

HAAB-B.W  p.       Quality    Aisurflnce    Branch         81/10/14        TEDEHCO.fi  L 
Militant    Director    for    Licensing         Ip         22901    312        S4X 
Fiche:  90-4AO,  34/02/17.  B403O302S8 

— 920130-0234  Foruards    data    for    fea   aisessment    re    OA    Branch    revleu  of 
WPPSS-OA-OO',     "Operational    QA  Program   Deicriptlon    " 
HAASS.  M   P,       Quality  A*turanci   Branch.      B2/01/14       BERKOW,  H  N- 
H«n«gemtnt   Analysis   Branch.      2pp        22301   314        24 X 
Fich*'  30-397,  84/02/17.  8403030268 


I>      NRC   Draft/Final   Environmental    Stutementn.     mppls    &    correspondence 

8403O90171?  Fourth    partial    res-ptmse    ID   FOIA  reigest    for    si*    categories 
of    documents    re    facilities    Forwards   App    A   documonts   App    D 
document    entirely    urltltheld    (ref  FOIA  Eiemption    9]    Revieu    of 
addl    documents    subj    ta    request    continuing 
FELTDN,  J  M        Division    of   Rifle*    and    Records         B4/O2/13         ANDERSON.  S    I 

Sarvay,     Schubert.     Adam*    &    Barer        7pp         23303   226        34 X 
Fiche    30-000,84/02/13,  0403030179 

--B003230477    Forward*    hydrologic    engineering    ^Jsstions   re    proposed    watte 
treatment    iyi   Response   ul  1  1    supply   necessary    InPo   re-    design 
bail*    for    seepage    (<    flooding    Also    forwards    generic    questions 
re    floodplaini    Info   mill    assist   NRC    environ    review 
SELLS.  D   E        Environmental    Projects   Dranch    2         BO/03/07 
RENBERQER, D  L        Washington  Public   Pouer    Supply    System         Spp 
225B3    233        24X   Fiche    50-000,84/02/13,840306017'? 

— 8003S70142    Discuss**    suipention  of    facility    preoperaliona  1    aquatic 
monitoring    program    Suspension  approved    Operational 

monitoring    program    results    should    not    be    affected   by  ' 

luspenslon  I 

BAKWQRTH-R    B,       Environmental    Specialists    Branch         BO/ 02/29 
BELLS,  D   E        Environmental    Project*   Branch    2         Epp        32363   23?        24K 
FUhe    50-000,04/02/13,  B4030B0179 

E      NRC    Safety    Evaluation   Report    <SER)i     suppls    t   corresporxdence 
B4030B0171?   Fourth   partial    response    to   FOIA   request    for    a  1 K    cateaorie* 


of  ifocuments  r*  f*c  i  1  Iti  ««,  Fo 
document  entirely  withheld  (r 
addl  documents  subj  to  r*que» 
FELTDN.J.M  Division  of  Rule 
Qarvey.  Schub«rt,  Adams  S<  B<> 


Ftche    30-000, B4/03/13,  H40308O179 


uiarde   App    A   document*  App 

F  FOIA  Exemption    3)    Review   of 

cant  inuing 

and   Records         34/O2/13        ANDERSON, 8    ! 
ar        7pp         22983   BSt.        S4  M 
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DOCKETED  ITEMS 


— B1G3Q40052   Forward*    short    (c    long-term   QL   d   CP   review   schedules,  in 
response   to  Q01S16  meeting   uj/USC5  List  of   OL  plant  reviews 
far  which   fJRC   tentatively   plans    to  i»k   UBOB  anlitance    li 
provided 

JACKSOW,R    E        Qeoscieneei    Branch         NHC-03-BO-1 13        81/O1/21 
DEVINE,  J  F        Interior)     Dep  t      of'    Geological   Survey        9pp 
ZSSB3    272         24X    Fiche    50-QOO. 84/02/13,  B403DBO179 

— 811112O93S  Forwards    fane    uhlch    identifies  Power  Sy*  Branch    electrical 
mechanical    revletuers   for   project    In  accordance  u/811023 
mama   Requeits   established    revieu   ichedule    detei   when 
aval  lab  la 

UNQARO,  A         Power    Systems    Branch         HI/11/02        HERN  AN,  R    W         Licensing 
Branch    4         2pp          225B3    316        24X   Fiche    90-000.64/03/13,840303017? 

F      Security    medical,    emergency   ti  fire  protection   plans 

940309017?  Fourth  partial    response    to  FQIA  reo.ueit   for  six    categories 
of    documents   TI   facilities  Forwards   App  A  document*  App    D 
document    entirely   withheld    (rtf  FDIA  Exemption   3)   Review  of 
addl    documents    lubj    to  request  continuing 
FELTON.J  M        Division  of    Rules  and   Record!        94/02/13        ANDERSON-  8    I 

Qarvey,     Schubert,     Adams    b   Hirer         7pp         2SSB3   226        24X 
Fiche   SO-OOO.S4/O2/13,B<1O30B0177 


— 3304040332  Requests    march    for   relevant   document*    re   govt    litigation 
u/utll    Response    due    by    830408 

QRIM8LEV,D  H        NRC   -  No    Detailed    Affiliation   Given        B3/03/29 
FITTI-C        Atomic    Safety    and   Licenilng    Board    Panel         lp.       22446' 314 
24X    Fiche    3O-OOOi  84/01/17. 8103010030 

8403220049  Appeal    op   ASLB   840202  order    granting    applicant    li    staff 
motions    for    summery    disposition  on   Coalition    tor   Safe   Power 
Contention   2  Certificate    of    Bvc    encl 

HELLiN        Coalition    far   Safe   Power        DSB  029        B4/03/1?  Atomic 

Safety    and   Licenilng    Appaal    Panel.       ISpp        2271 S. 202        24 X 
Fiche   30-4iO,  84/03/19,  8403220049 


Insurance   &   indemnity    Information 


840304,0377  Forward*   Endorsement   B  to   MAELU  Policg    HF-110   L  Endorsement! 
13   &    14    to    NELIA   Policy    NF-270 

ABHBURN.D  J       Hanh   fc  McLennan,    Ine       64/O2/2B       SALTZMANi  J. 
Assistant  Director    for   State    t>  Llcensaa  Relation*,       4pp.       22311 '333 
34X    Fiche    90-397.84/02/26,6403060377 


Q      Inspection   reports,     IE  Bulletins   fc   correspondence 


-aa01190B?7  Forwards  Central  Flies  ver 
Warning  Siji  for  WPPSS  Nuclear  Plant 
to  NRC  810750  Itr  re  prompt  notlfic 
emergencg  Syi  mill  be  In  place  prio 
BOUCHEY.O  D,  Washington  Public  Pou 
TEDESCOpfi  U  Asiiitant  Director  fo 
24X  Fiche  SQ-OOO,  34/OS/ 13.  B4030B0179 


Jon  of    "Description    of  Early 
1.2  &  4."    in  response 

tion    in   event   of 
to  QL   isiuence 

r  Supply    Bijt tarn        82/01/11 
Licensing        lp        22S83  321 


8403080177  Fourth    partial    response    to   FOIA  request    for   six    categories 
of   documents   re    facilities    Foruurd*   App   A   document*. App    B 
document    entirely   withheld    (rtf  FOIA  Exemption    S)    Ravteu  of 
addl    documents    subj    to   request   continuing 
FELTON.J  M        Division   of   Rule*   and    Records        S4/D2/13        ANDERSON,  8.  I 

Oarvey,    Schubert.     Adamt    h   Darar        7pp        22393:226        B4X 
Flcha   50-000. 84/02/13,  B4030B0177 


— B3021B045A  Requests    that    Fire  protection  Section  perform  acceptance 
level    review  of    facilities'    revised   fire   protection   program 
prior    to   docketing   of   QL  application  Util    auare    that   App    R 
to    10CFR50  will    apply 

ADENSAM.E  0       Licensing    Branch   4       82/01/27        BENAROYA.  V        Chemical 
Engineering   Branch        lp        225B3  323       34X  Fiche,  DO-000. 84/02/13, 
B4030B0179 


— 8209E8Q165  Foruards   Cycle   3    systtmatlc    appraisal    of    llc*ni*« 
performance    input    for   B10701    through   820730    in   response    to 
Region    3  S206S9   request    Strong   mgt   evident.  Resolution    of 
technical    it sues.  responslvene»>   b   staffing    satisfactory 
HERMAN,  R  W        Licensing    Branch   4        62/09/15        EIBEWUT- D.  O. 
Division   of   Llctnilng         6pp        22383.391         B4X   Fichf  90-000, 
84/02/13,8403080179 


— 820302013?  AtfvlsEB    that    listed    Info   needed    to   perform  acceptance   review 
of    fire   protection   program   for   conformant*  u/NUREO-0800, 
Section  1   S-l 

OENAROYA.V        Chemical    Engineering    Branch        B2/02/09        AD ENS AM , E  6 
Licensing    Branch    4        if        22983  323        24X   Fiche    30-000,84/02/13, 
8403090179 

— S2030700B8  Foruarda    list    af   «i(i   to   be  added    to   Q-list   Bys    provides 
ongoing    knouleifge    of   changes    in   radiation   environ  &  ability 
to    deal    effectively  u/unusually    high    radiation  & 
rad loactivi  ty    levels 
CONOEL,  F  J        Radiological    Atiesiment   Branch        B2/03/23,       HAASS- H  P 

Quality   Aiiurantt  Branch        2pp        325B3  338        24X 
Fiche    SO-OOO,  84/02/13,  B4O30BOI77 

— 620B120240  Foruirds    Central    Files   version   of   revised   page    to  Revision   2 
oF    emergency   plan  adding    local    fire  depts   within  20  miles   of 
Facility    tc-   backup    fire    protection   svcs 

BDUCHEYrO   D       Hjshlngton  Public   Power  Supply   System        82/08/09 
ECHWENCER-A        Licensing    Branch    2         2pp         335B3   348         24X 
Flcho   30-000,  B4/02/13.  B1030B0177 

— 8200120349  Central    Files    version   of   revised    page    to  Revision  S  of 
emergency    plan   r»   provision    of    backup    fire   protection    svcs 
*      Washington  Public   Pouer   Supply   System       H2/OB/05        lp 
22SB3  39O        24X    Ftche    SO-OOO, 84/02/13.  B4030B0179 

B403050SB8  Fifth   partial   raspons*    to   FDIA  request    for  sli    categarlet    of 
dacuments    re    facilities   Foruardi   App  A  documents  App   A   b  B 
documents   also   available    in  PDR  Documents    listed   on  App    C   & 
D    located    In   Central    Files   b  not   available   publicly 
FELTQN.J.M        Division   of    Rules   and   Records        B4/OB/17        ANDERSON.  8,  I 

Carveif,    Schubert,     Adam*    &  Barer        tft        B2301    289       24X 
FUhB'50-30a,  84/02/17,  8403090288 


on   program  description    tt  related 


h        79/09/10       PARRiO   D,      Llgh. 
1    309        24X 


B      Reportable    occurrences,     LERt   h  related   correspondence 

8403010431    Informs   Commission    of  problems   u/emergency    dlesel    gen*ratori 
mfg    by    Transamerlca   Delaval,  Inc 

DIRCKS.  l/i  J        Office    of    the   Executive   Director    far   Operations. 
8ECY-B3-034        84/01/23        4pp        23438347        2«X   Fiche' 3O-000, 84/01/29, 
8403010431 

8403080177  Fourth    partial    response    to  FOIA  request    for   sit    categoric* 
of    documents   re    facilities    Forwards   App   A   documents, App    8 
document   entiraly    withheld    (ref  FOIA  Exemption    9)    Review  of 
addl    documents    subj    to   request   continuing, 
FELTON.J  M        Division    of    Rules   and    Records        B4/O2/13        ANDERSON, 8    I 

Oarvey,    Schubert.    Adams    &  Barer        7pp.       22353,236,       24X 
Fiche-  90-000,  B4/02/13,  3403080179 

— B203100419  Discusses   Part    21    rept   re  UEIcC    design    of    structural    steel 
at   facility   Oeneric    Implications    appear    to    be   noneiistent 
since    no    similar    design    concept    used    at    other    facilities.  Tun 
overs!  i*   drauilngs    end    Aperture    cards    in   Central    Files 
SH£UMAKER,R  E        Division    of   Engineering    fc   Quality  Assurance;    IPrt 
B30103)       B2/02/24       DROHERICK,A  U       Division  of  Engineering   t 
Quality   Assurance    <Pr»   830103)         2pp        229B3   329.       24X 
Fiche    50-000,  84/02/13.  B4030BOI79 

8403210032  Part  21   rept   re    failure   of   auxiliary    feaduater    pump    drive 
turbineiiQlmpel   NPS-4  TfcT  valve, to    clott   Encl    Itr    dtd    Q402O3 
sent   to    listed    utilt   OE   notified    of   affected    units    In   BUR 
plants 

THEROUX.R  R        Terry   Corp         64/02/22.      WOODRUFF,  R   (4.       DlVVCtor'l 
Dfffct,    Office    of    Inspection   and    Enforcement        App.       22704,387.       24X 
Fiche   30-000.84/02/22,8403210032 


8403010207  Foruiardi    "Investigation    of   Types   AF  tt  AE  Piston  Skirti,  " 
Transamerlca   Delaval, Inc    Owners  Croup    program   commitments, 
Rept   evaluates    cracks    in    AF    piston    skirts    In   Bhorcham  & 
Orand  Oulf   Nuclear    Power    Stations 

MUEELEfirW  J        TDI    (Transamer tea  Delavali     Inc    )    Owner*   Oroup. 
B4/02/27        DENTON.H.R        Office   of   Nuclear   Reactor   Regulation! 
Dirictar       Spp       22434  O90       24X  Fiche   90-000,64/02/27,8403010307. 


per 


i   categories 

A 
laced 


B403010218  Forurards    task    defer Iptions    for    16    Vnown    problem*    r* 
Transamerlca   Delaval, Inc    emergancy    dlcsel    generators, 
HUSELER.M  J       TDI    (Transamerica  Delaval.    Inc.  >   Owners  Oroup. 
84/03/28        DENTON.H  R.       OfFU*   of   Nuclvar   Reactor   Regulation, 
Director        42pp        22439    177,       24 X   Fiche. 90-000, B4/O2/2S.  B403010218. 


'4X 


ANDERSON.  S,  I 


DOCKETED  HEMS 
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B4O314004B  Forward*    "Grand    Oul  f    Component    Tracking  8y  s,  "    "Shareham 
Component   Tracking    8ys"    S.    "Transamer  Ha    Delaval,  Inc 

Diesel    Generators   Owners    Group   Program   Plan,"    to  resolve 
concerns   ^/emergency    diasel    generators 

KUSELER.U  J        Long    Island    Lighting    Co,       B4/O3/03  DENTDN,  H  R 

Office    af   Nuclear   Reactor    Regulation,     Director  2pp        22626  O62 
24X    Flche    30-000,  S4/O3/O2, B4O314004B 

— B403140093    "Tran«amer ica    Delaval, Inc    Diesel    Generators    Owners    Group 
Program  Plan    " 

»      TDI    (Transamerica   Delaval,     Inc     >    Owners   Group        B4/03/03 
Stlpp         22A2B   223         24X    FUhe    50-000,84/03/03-8403140048 

84U2090O3?  Board   Notification    04-O32    forwards   meeting    summaries 
containing    transcripts    of    84O21O  b    16  meeting*    between    NRC    & 
Transamerlca   Delaval, Inc     (TDD    Owners    Group    Distribution 
list    encl 

EIBENHUT.DO  Division  of  Licensing  84/O3/12  PALLAD1NO 
Commissioners  3pp  2270B  001  24X  Flche  30-000.94/03/12, 
9402090039 

— 8403060336  Forwards    summary    of   940210  meeting    w/Transameri ca   Delaval, 
tnc    Ouner*   Group    In   Bethesda,MD  re    problems   w/emergency 
dla**l    generators 

CARUBO.R         Licensing    Branch    X         S4/02/27         O'REILLY,  J.  P         NRC   -   No 
Detailed   Affiliation  Olven         &P*         23708   O06        24X 
Fiche    30-000,84/03/12,8402090039 

— B403O603S4   Transcript    of    84O210  meeting    u/Transamerica   Delaval.  Inc 
Ouner*    Group    in   Bethe*da,MI?  re    problems   ui/emergency    dlesel 
generator* 

»      NRC   -  No   Detailed   Affiliation   Given        84/02/10.       147pp 
67201    OOB        24X    Fleht    50-000,84/03/12,8402090039. 

— B403O7O409  Summary    of    B4O216   meeting    u/Transamorica   Oelaval,Inc    Ouners 
Oroup    in  Uading    Riveri  NY  rs    program   plan    to   establish 
reliability    of    dlesel    generators   Agenda, meeting    transcript  & 
attendance    Hit    encl 

MILLER, M,A        Licensing    Branch    4        84/03/37  Licensing    Branch   4 

Bpp  22708    161.        24X    Fl  ch  e.  5O-000,  B4/O3/  12,  B40B09O039 

— 8403070423  Transcript    of    840216  conference    in   Wading    River, NV  r* 
Transamerica   Delaval, Inc    dieiel    generators   Pp    I -82 
»      Cammlttlaners         84/O2/16,        B4pp          22708    169         24X 
Flcho: 50-000,84/03/12,8402090039 


T      Hearing     transcripts    on    non-antitrust 


8403090039  Board    Not  1 f lea ti on   84-052    Forwards    meeting    summarle* 
containing    transcripts    of   840210  &    16  meetings    between   NRC    & 
Tranaaraer ica    Delaval.Inc    (TDI)    Owners   Group    Distribution 
list    ancl 

EIBENHUT.D  0  Division  of  Llten»ifig  84/03/12  PAULADINO 
CowmiSBiotien  Spp  23708  001  24X  Fiche  90-DOO,  84/03/ 1  2. 
9402090037 

— 84O3Q&OS3&   Forwards    summarij    of  B4O210  meeting   ui/Traneamer  1  ca   DJlaval, 
Inc   Ownen    Group    in   CB  tdBstfa,  HD   re    probloms  ui/emergencij 
diegel    generators 

CARUaa.R         Llcsnslng    Branch    3         S4/O2/S7         O'REILLV.J   P         NRC    -   No 
DatatlBd    Affiliation    Given         6pp          33709    OO6         SIX 
Fiche    50-000.  e4/Q3/12,B403Q90Q39 

— B403D60934   Transcript    of   840510  meet  ing   u/Transaraer ica    Delaval.Inc 
Duners   Group     in    Bethesda.KD  re   problems    ui/ emergency    diosel 
generators 

*  HRC   -   No    Detailed    Affiliation    Givan        S4/02/JO        147pp 
67S01   OOB        24X    FUhe    50-000.  S4/O3/1  2,  B402O9Q039 

— 8403070409   Summary    of    010216  meeting   iif/Transamorica    Belaval.Inc   Oiuners 
Qroup    in   Wfldlne    River,  NV  re   program   plan    to   establish 
reliability    of    diesel    generators    Agenda. meet  ing    transcript   !• 
attendance    list    end 

MILLER.  M  A        Licensing    "ranch   4        B4/02/27  Licensing    Branen    4 

Bpp         327QB    161          34X    Ficho    SO-000.  B4/03/ 12. S4O2O7003? 

— 3403070423    Transcript    up   B4021&  conference    in  Hading    River, NY   re 
Tranaamerica    Delavahtric    dlesal    generators    Pp    1-S2 

*  eommtisionsrs          B4/02/16        B4pp          227OS    169-         24  X 
Flcha    HO-OOO,  04/O3/ 10,  8402090039 


U     Congress  tone  l/e*Btut  ive    Correspondence 


84030BO179  Fourth    partial    response    to   FQ1A  request    for    sil    categories 
of    documanti    re    facilities   Forwards    App    A  documenti   App   B 
documorit    entirely   withheld    (ref  FQIA  Exemption   9)    Review  of 
addl    documents    aubj    to    request  continuing 
FELTON, J  M        Division    of    Rulei   and    Record*         84/02/13        ANDERSON, 5    I 

GaTvoy,    Schubert,     AD  ami    t,  Barer        7pp         223B3  SSi,        34X 
Fiche.    50-000,84/03/13.8403080179 


B403140OBO  Forward*    "Design    Review    of   Connecting    Rod    Bearing    Shells    for 
Trans.amerlea   Delaval    Enterprise  Engines"    for   ShorBnani  b 
Brand    Oulf    dleiel    generator* 

MU8ELEfl,H  J        Long    island    Lighting    CD        B4/03/12        DENTON,  H   R 
Office    of  Nuclt«r   Rtactor    Regulation,     Director        Spp        22633  074 
24X  Fiche    90-000,  S4/O3/12.,  B40314O03Q 

B403130133  Forwards    "Transamirica  Dtlaval. Inc    Die»el    Oenerator   Rocler 
Arm  Capscr«u  Btr»»»    Analy*li    Rtpt    "    Capscreut  design   adequate 
for  applicable    engines    tc    *vc    condition* 

MUBELeR.W  J        TDI    (Traniamsr  1  ca   Delaval,     Inc    )    Dinner*    Group 
84/03/13        DENTON,  H  R        Officr   of    NucLear   Raactor   Regulation, 
Director        Sfp        22639-270        24 X    Fiche    SO-000, B4/03/13,  B4031 30133 

8403200332  Reiponds    to   B40S14   Request*    For    Info    1    &   2  re    R-4    *erl>s 
engines    List    indicating    engine    number,  model    &   ive    number, 
customer    name   !<  address,  rating, date    shipped    b   date    started 
encl 

HATHEWB,C  8        Transainerica    Delaval,     Inx         84/03/16        EI8ENHUT.D.G 
DivUlon    of   Licensing        2Opp         226?1>17?        24X  Flche   30-000,94/03/16, 
8403800522, 

34032702 If   Part   21    r«pt    re    broken   contact   carrier    In   control    device    of 
7  3   kV-13   W, 300-780  HVA,  3    kV  330-3,000  *    all    HKV   circuit 
nreakeri. Initially    reparttd    on   S3O223   Addenda    to 
Installation   Sc  m«lnt    procvdurei    sent    to   affected    untti 
DUVALL,  0   0        Broun    Boverl    Corp       dubs      of    Brauin   Boverl    &   Co,,    Ltd    ) 
84/03/19.  Rteord    Service*    Branch    (Document   Control    Dealt).       Spp 

22773-114        24X  Fichu    90-000, 84/03/19.  8403270219 

B40327013S   Forwards    "Emergency    Dietel    Generator   Air   Start   Valve 
Capiereu   Dimension    Ic  Strtis   Analuiisi"    prepared    by    8*.W    for 
Traniamarlca  Dtltval,  Inc    (TDI)    Dlaiel   Oentrator  Ouiners 
Oroup 

MU6ELER, W  J        TDI    (Tran lamer ica   Delaval,     Inc     )    Ouners    Group 
84/03/03        DENTON.  H  R,       Office    of    Nucloar    Reactor  Regulation, 
Director.       2pp        82774-  001.       24X  Flche:  30-000,  B4/03/23i  8403270132 

8403370134   Riquestt   meeting    on    B4041B    to    discuss    short-term   !<    long- 
term   corrective   action*    &    lnve*tlgatlon*    re    Traniamerlca 
Delaval    ditsel    generators    Lift    of    luggettad    maetlna    topic* 
tncl 

MCOMJOHVi J  P.  TDI  (Trensamer 1 ca  Delaval,  Inc  )  Owners  Qroup 
B4/03/23,  DENTQN,  H.  R  Office  of  Nuclear  Reactor  Regulation! 
Director  4pp  2Z7A9'133  24X  Fiche  30-OOO, B4/03/B3,  8403270134 


-BOO9110203  Responds    to   000702    Hr    re   E   Borhuk    concern   about    ultimate 
responsibility    fur    civil    penalltles    proposed    against    utl  1 
Civil    penalties    are    imposed   as    enforcement    action   State 
agencies    should    be    contacted   re   responsibility    for    payment 
DIRCKS, W   J        Office    of    the   Eiecutlve    Director    for  Operations 
BQ/Q9/S4.        JACKSON,  H  M        Senate        4pp        22363  360        E4X 
Flche    SO-000,B4/O2/13.84030B017? 

-B012160S31    Forwards    BO0625   Itr   from    constituent   E    Borhek    for   respans 
Requests    that    duplicate    rept  be    Foruard«<r    to  BOB    United 
States  Courthouse-Seattle, UA  9S1O4 

JACKSON, H   M        Senate,    Energy  &  Natural    resources         SO/07/21 
KAMMEF1ER.  C  C         Office    of   Congressional    Affairs         2pp        23583-264 
24X    Fiche    50-OOO,  S4/OH/13,  8403080179 


DOCKET  BO-461    CLINTON   POWER   STATION,    UNIT    1 

A      Application/construction    stage   documents    fe    corresp ondenca 

B403130173  RetpondA    to  Generic  Ltr   83 -2 B   re    genvrlc    Implication    of 

Salem   ATMS    event*    Utl  I    using  methodologies    developed    by 

Industry    group*    Schedule    for  info    submittai    uilll    be    provided 

LJithin    45   days    after   receipt  of   own  art    group    repts 

HERBDRN,"    1          Illinois    Power  Co        B4/03/O2        EIBENHUT,  D  0         Division 
of    Licensing         app         22617  29B       24X  Flcha    SO-461, 94/03/02, 
B403130193 

84032^0346  Notification    of    B40403  fflae ting    u/u t 1 1    In   Dvthasda. MD    to 
discuss    »af«ty    parameter    display    sy» 

HARRiaDM.O        Licensing    Branch   2        B4/O3/OE3        SCHWENCEH, A        Licensing 
Branch    2        Spp         22932   233        34X   Fiehe    50-4A I, B4/03/O3,  B403B?Oa46 

8403190378  Forward »    tabulated    reiulti    r>    revieul   of    operating    shift 
experience  for   facility 

HALL.D   P         Illinois    Power   Co        B4/03/0'?,       DEMTDN,  H  R.       Office    of 
Nuclear   Reactor  Regulation,    Director         App        23673   OSB        24X 
Flche    BO-461,  B4/O3/09,  84031?03?B, 

B4031300B1?  Forward  I    responses    to  Mechanical    Engineering    Branch 
Question*   210  05   4  210, Oh  re    HVAC   duct   uork    Stress    limit* 
for    duct  wort    ti  duct    supports   will    be    included    In    FEAR 
Buckled    portions    of    duct*    uill    be    rvplaced 

HERBQRN.D    I         1 1 1 1  no i»    Pouer   Co        B4/03/12        aCHHENCER.A,       Licensing 
Branch    2        Spp         22642   39B        24X   Flche    SQ-4&1> B4/Q3/12,  B4O3190089 


382 


DOCKETED  ITEMS 


6402090041    Board   Notification   a4-030   provides    Commission   policy 
statement    !<   propos«d    rulemaHng    on    environ    quit  if icationi 
EISENHLmDQ         Division    of    Licensing         84/03/14  Atomic    Safety    and 

Licenslns    Board    Panel          lOpp         24X   Fiche    50-000,64/03/14,9402090041 


B4O314O133  Forwards    util    submittal    providing    function*!    description   of 
safety    perameter   dUpUg    igi    H/o    encl. 

GODDARD.R   J        Hearing    Branch    3        84/03/05        WILLKAN.P   L         Illinoli, 
State   of        lp        22620  297        24X  Fiche   50-461.  a4/O3/O3i  B403140139 


B4032Q0190  Acl   receipt   of    840307  request    for   concurrence    in   modifying 
program   for   pulling   Class    IE   cable    Initallatlon   of    cable 
uitll    not    preclude    imp    at    table   trag   hanger*   Concurrence 
granted 
KEPPLEfl.J   0        Region   3,     Of  rite    of    Director         84/03/16         OER3TNER,  M   C 

Illinois    Power   Co         lp          226S6   341         24X   Fiche    50-461.84/03/16. 
94032  001 'JO 

—  8403200193  Submit*    proposed    mods    to  prerequisite*   for    pulling  Clan 
IE   cable   praviouslg   modified    In   840103   Itr  Prior    to  Class    IE 
cable    pull. cable    tray    in   pull    path  ulll    be    field    inspected   & 
accepted   by   Baldwin  Aisoci   Quality   b  Technical   Svcs 
HALL.D   P         Illinois    Power    Co         S4/03/O7         KEPPLER,  J   fi         Region   3j 
Office    at   Director         5pp         22696   342         34  X   Fiche    50-461.  94/03/16. 
9403200190 

F      Security,    medical,     emergency   &  fire  protection   plant 

8402090006    Board   Notification    94-034    forwards    R   Vollmer    940206   memo    to 
t>   EUenhut  re   Plr«    research    results   concerning    firei    in 
electrical   cabinet!    in  control   roam 

£TSENHUT,D  0  Diviiion  of  Licensing  84/02/23  PALLADIWO 
ComFnIsalciners  lp  22576  203  24X  Fiche  50-000,84/02/83, 
G  402090006 


9403140106  Forward*    emergency    planning    contentions   it   modified   *t 
recant  meeting    ui/lntervenor   1    transmittal    Itr    to   ASL8 
OODDARD.R   J        Hearing    Branch    3        B4/03/06        PERRYi  S        Federal 
Emergency   Management   Agency        9pp        E2620  E7S,       24 X 
Fiehe    50-461,  84/03/06,  S40314O106 

B4O3140143  Forward i   modified    emergency    planning    contention   a*   amended 
on  B 40229   bg    party    agreement 

OODDAP.D.H  J        Hearing   Branch    3        84/03/O7        FQY.  J        Prairie   Alliance 
Opp         22624   033         24K   Fiche    30-461,  B4/03/O7.  B40314O14Z. 


1      Financial    information 


8403370093  Forwards    util    Annual    Financial   Rapt    19B3,  Soy  land    Power 
Cooperative.  Inc   Annual    Financial    Rept    1992   Si  Western 
Illinoli   Power  Cooperative, Inc   Annual    Financial    Rept    1983. 
HERBOflN.D    I         Illinoii   Power    Co.       84/03/23        DENTON.H.R.       Office   of 
Nuclear    Reactor  Regulation,    Director        lp        2 2 006    106        24X 
Fiche   30-461,84/03/23,6403290093 


— 9403390098  Annual    Financial    Rept    1983 

KELLEY.W  J        Illinois   Poluer   Co        83/12/31 
Fiche   30-461.84/03/23,8403290093 


39pp         228O6- 127         24X 


— 84030B031CJ  Recommends    that    info  re    fire   research  result"    concerning 
Fires    in   electrical    cabinets    in    control    room  be   submitted 
far    board   notl  f tc atton,  per   NOR  Ofc  Ltr    19, did   B31O01    Further 
evaluation   of   test   data    required 

VDLLMER>R  H       Division    of   Engineering        B4/02/06       EISENHUT, D  0 
Division  of   Licensing         lOpp        22376  204        24X 
FichB   50-OQQ.  84/02/23,  B402070006 

B4O3120O77  Notifies    D-f   840323  uorklhop   on    fire   protection    safe 
shutdown   reuirementi   of    10CFR30,App   fi   in  Rosemont,  IL   to 
discuss    IE   Info  Notice   B4-09  &  provide   addl    shutdown 
analyses   b/or   mod    guidance  Agenda    end 

SPESSARDi R  L        Division    of   Emergency  Preparedness  1  Operational 
Support         B4/03/06         GEHSTNER-H   C         Illinoli   Power   CD         3pp 
22336   303       24X  Fiche   30-461. 94/03/06, 9403120077 

B4033003B9   Notification    of    B40403   meeting    u/utll    in   Bittietda,  MD    to 
diicuit   emergencg    planning 

HARRISON,  O       Licensing    Branch   2       84/03/09       BCHUENCEH,  A        Licensing 
Branch    2         3pp         E2B44   326         S4X   Fiche    90-461,04/03/08,8403300289 

9403270177   Forward*     IE   Hgt    Meeting    Hepl   SO-461/B4-06   nn   B40228-29 
PAPERIELLQ.C   J       Region    3,    Office    of  Director        84/03/09 
GERSTNER.C   J         Illinois    Power    Co         2pp         22771     126        24X 
FichE*  50-461,  94/03/09,  8403370177 

— 8403370130    IE  Mgt   Meeting    Rept   30-461/84-06   on  B402E8-29  Major   «re*s 
discussed   progress    of    emergency   preparedness    program  & 
hearing    board   contentions    re   emergencg    preparedness 
SMELL, M  C   ,    PHILLIP8.M    P        Region  3,    Office   of  Director        84/03/08 
3pp        23771    128        24X    Fuhe   30-461.84/03/09.8403270177 


0      Adjudicator^    correspondence 


--B40329U102  Annual    Financial    Rept    19B2 

FERGUSON,  C  E   ,    WILLIAMS,  E  H        So v land   Power    Cooperative,     Inc 
93/12/31        HSpp        22B06    107        B4X   Fiche    30-461,84/03/23,8403290093 

—8403290107  Annual    Financial    Rept    1983 

OANT.  R  E        Western    Illinoii   Power   Cooperative,     inc.       83/12/31 
16pp        22804,    167        24X   Fiehe   SO-461.  94/03/23,  8403290093 

Q      Inspection   reports,     IE   Bulletins   &   correspondence 

8403130416  Forward «    IE    Imp    Rept  90-461/83-1?   on   931101-840111    ti 
notic*   of   violation 

KNOP.P.C        Region   3i    Office    of  Director.       84/03/31        OERBTNER,  H  C 
Illinois   Power   Co        Zpp         22613,091,       24X   Fiche    50-461,84/02/21. 
8403130416 


— 8403130421    Notice    of   violation   from    Imp    on   831101-840111 

»     Region   3,    Office    of    Director        84/02/21.       Spp        22613,093. 
Fiche    30-461, B4/OS/21.  8403130416 


24X 


--B403130430    IE    In«p    Rept    9O-4il/83-19   on  831101-840111    Violations 
noted    deviation   rept*    not    dliposi tioned    per   Baldwin   A*»oc 
Rev  2   to  Proctdure   BAP    1    0    1    &   acceptance    criteria  not 
established    for    d isposl tlonlng    noneonfoi mance    repti 
JABLOfJBKI.F   J,  ,     HAYES.D    W         Region   3,     Office    of    Director 
84/02/21        32pp        32613   099        34X   Fiche- 90-461 , 84/02/21,  B403130416 

84030B017&  Forwards    IE    Insp    Rept  90-461/84-02   on    940118-20  l<   24-27,  No 
noncompl lance    identified 

STREETER.J  F        Region   3,     Office   of    Director        84/02/23 
OERBTNEFi.M  C         Illinois    Power   Co.       2pp        23959   314        24X 
Fiche-  30-461,  84/02/23-  8403080176. 


8403070120  Notice  of    filing    of    joint    stipulation    In  OL  hearing 
FOX,  C   D        Illinois    Pouer    CD        FOX.  C   D       Schlff.    Hardin   &  Waite 
B4/03/03         CLASH,  H    K    ,     FEROUSON,  0   A   ,    PARIS.  0   H.       Atomic    Safetg    and 
Licensing    Board   Panel        Spp        22347  263       24X  Fiche  90-461,84/03/02! 
B403070I20 

— 8403070133  Joint  stipulation    thet  Paragraphs    f,g.h,i  d    j    of  Contention 
III    hereby  withdrawn    in    entirety   Certificate   of  Svc    end, 
ODBDARD.R        NRC    -  No  Detailed  Affiliation   Given       FOY,  J  M       Prairie 
Alliance        ZAHEL, S  A        Illinois  Power  Co        84/03/01,       3p p 
22547   264         24X    Fiche    30-461.94/03/02,9403070120 

8403140097  Foruardi    proposed  mod   of   Contention    1   r>   emtrgencg    planning 
discussed    in/applicant, Prairie  Alliance, FEMA  Si  NRC  at  84022B- 
39   meetings    In  Champaign.,  IL   Schedule   to    further    lettle 
remaining    emergency    planning    i stuns    listed 

oaDDAHD,H    J       Hearing   Branch    3       84/03/05        CLARK.H  K   ,    PARIS.O  H   , 
FERQUSQN,  0  A       Atomic   Baffftg    and  Licensing   Board  Panel        6pp 
22633  099        24X  Fiche   50-461 ,  B4/03/09,  B403140037, 

— 84O314006O  Requests    notice   of   dates,    of    licensing   hearings    in  Clinton, 
IL.  In   order    to  make  neceisaru  arrangement* 

STITES,  a  J       Clinton.     IL        84/03/24       OODDARD.R  0       Hearing   Branch 
3        ip        32633  092       24X  Fiche   90-461, 94/03/03, 8403140037 


—8403000168    IE    Insp    Rept    80-461/84-02   on   84011B-20  fc  24-27.  No 
noncompllance   or    deviations    identified    Major    areas 
inspected    review   of    previous   noncompllance,  unresolved    !<    open 
items    In    IE    Intp    Repts    90-461/82-18  h   30-461/83-10, QA   I   OC. 
CHOULES,  N  C    ,    SCHULZ.R    D   ,    HUNTER,  D  R.       Region   3,    Office    of 
Director        84/02/17         llpp        22999'  316        S4X   Fiche'  30-461,84/02/33. 
B4030B0176 

8401190072    IE    Info  Notice   84-13,    "Potential    Deficiency    in   Motor 
Operated   Valve   Control    Circuits   &  Annunciation    "    Bvc    Hit 
end 

JORDAN.  E  L        Division   of    Emergency   Preparedneis   h  Englnt*rlnfl 
Response    (Post   830103)         B4/O2/2B  Consolidated    Edison    Co.     of   Neu 

York.     Inc         113pp        22909239        24X  Fiche- 90-000,  B4/OS/2B,  8401170072. 

S402090007    IE    Info  Notice   B4-I4,     "Highlights    of   Recent   Transport 
Regulatory   Revs   bu    DDT  k   NRC    "   Svc    list    end, 

GRACE,  J  N        Division   of   QA,    Safeguards    h    Inspection  Program*    (Pott 
830103)       84/03/02  Consolidated  Edison  Co.    of  Neu  York,     Inc. 

130pp,       22392  329        24X   Fich  e,  9O-000.  84/03/02,  B403090OO7. 

8402090008    IE    Info  Notice   B4-16,     "Failure    of   Automatic   Sprinkler   Bui 
Velvei    to  Operate."    Svc    list    encl. 

JORDAN, E  L        Division    of    Emergency    Priparednns   fc  Engineering 
Response    (Post   830103)         B4/03/02  Consolidated    Edison    Co.     of   N*w 

York,     Inc         132pp        22SB3   098.       24X   Flehe    90-000, 84/03/02,  B402090008. 


DOCKETED  ITEMS 


6402070009   IE   Info   Notice   84-19.    "Reporting    of   Rad  lot og leal    Rtleasti    " 
Bvc   tilt   end 

JORDAN,  E  L        Division   of    Emeroency   Preparodnen   &  Englnvtrlng 
Ri*pon*e    (Pott   B30103K       B 4/03/02  Coniol Idated   Ed  i  5  on   Co      of  Nem 

York,     Ine         H9pp         22393    217         24 X    Fichu    90-000.84/03/02.940207000? 

9408070011    IE   Info  Notice   84-17,     "Probl«mi    W/Llquld  Nltrogin    Cooling 
Component*   Bilau  Nil    Ductility   Tamp    "   Eve    n*t   end 
JORDAN,  E  1.        Dtvlilon    of   Emergency   Preparedn***   &  Engineering 
Reiponie    (Poit  830103)         84/03/03  Caniat  id»tid   Edlion   Co      of   NIUI 

York.    Inc        H7pp        22533-336        34X  Fie ho   SO-000, 84/03/O9,  B40209001 1 

8402090034   IE   Info  Notice   B4-O9,  Rev    1.    "Linom   Learned   From   Imp*    of 
Flri   Pratittlan   Sefe   Shutdown   8V*    "   Svc    Hit   enel 
JORDAN,  E  L        Divlilon   of   Efnargancd   Pr»p*redne»*   Ic  Engineering 
Relpan**    (Poit   B30103)         B4/03/07.  Consolidated   Edit  an   Co     of   Nim 

York.     Inc        llBpp        22633049        24X  FI  che    3O-000,  84/03/07.  B402090024 


9     Repartaftle   occurre-nco*.     LER*   fc   related    c orr»»pond'»nc « 

B4030BO24Q  Part   21    rept    re    failure    of   Pacific   Air   Produc ti    linear 
cnnvirtrr    Initially    rrpurted    an   040117   Failure    due    to 
eicaitlve  uiear   of   bran    ihaft    guide*    on    input   &   output 
ihaftK   Investigation   underway 

HALL,  D  P  Illincli  Power  Co  84/02/39  K.EPPLER,  J  O  Region  3, 
Office  of  Director  2pp  25596  2B7  24X  FlcJie  SO-46J .  B4/O2/E*. 
B4030B0240 

8403260293   Interim   Diflciencg   R«pt    3&-B3-06   re    uelif   0*fvct»    on 
•  true  t  ural    stall    members    lupplled    by  Roc  kui*  11    Engineering, 
Initially   reported    an   B30427   Repair*   initiated   b   vendor* 
notlflid   of   QA   raipons ift i 1 1  ty 

HALL.D.P  Illlnoi*  Power  Co  B4/Q3/13  KEPPLEJl.  J  O  Fttglon  3. 
Office  of  Director  4pp  227S4  313  SIX  Flche  3O-46I , B4V03/  IS, 
8403360233 


B40209002B  IE  Info  Notice  04-18,    "Streti   Corrailon  Cracking    in  PWR 
8y«,  "   Svc    Hit   encl 

JORDAN,  E.  L        Dlvldon   of   Emergency   Preparednen   t  Engineering 
Reiponee    CPoit   8301O3I         84/03/07  Coniol  idated   Ed  lion   Co      of   N*u 

Yorki     Inc.       llgpp        22984    166        24X   Fiche'  30-000,  B4/03/07.840209O02G 

8403270177  Forward*    IE  Mgt   Meeting   R"pt   3O-461/04-06   on   B4O22e-H9 
PAPER  IELLO,  C  J.      Region   3.    Off  1C*    of   Director        84/03/O9. 
OERBTNER.C  J.       IlUnoli   Power   CO        2pp        2277  J.I  26       24X 
Flehe:  30-461,  B4/03/09,B403270177. 

—  B403270180   IE  Mgt   Meeting   Rept   90-461/84-O6   on   840288-29.  Major   areas 
di*cuiie<l>  progren   of   emergency   preparedneii  program  fc 
hitrlnu    board   contention*   re    emergency   preperedneu 

BNELL.W  C   ,    PHILLIPS,  M   P.       Region   3,    OfPlo   of   Director.      B4/03/OQ, 
3pp        22771-  IBB        24  X   Fieh*    30-461,  B4/03/O9-  8403270177. 


8402090031    IE   Bulletin   84-02,     "Failure*   of   OE 
Glell    IE  Safety   Byi    "    Svc    Hit    encl 

DCVOUNO.R   C.      Director'*   Office^    Offici    of    In*p*ctlai,   and 
Enforctmtnt,       B4/O3/12  Conialldated   Ed  i  ton   Co      of   Niu   York, 

134pp.       2SB23.  094        24X   Flche   5O-000,  B4V03/1S,  B402090031 


HFA  Rel*v*    In   U*«    In 


Inc 


0403190170  Ack   receipt   of   B4O303   Itr    Informing   NHC   of   itapi    taken   to 
correct   violation*   noted*    in    IE   Imp   Rept   SO-461/B3-23 
&PES8ARD,  R   L        Division    of   Emergency   PreparednBi*   t  Oparatiaital 
Support.      B4/03/14        QERBTNER.M   C         Illlnol*   Poutr   Co         lp 
22671.132        24X  FiChe.  SO-46I,  84/03/14,  B403190170. 

—  8403190173  Reipond*    to  NRC  B4O1I7   Itr  v»   violation*  not  id    in    IE   Intp 
Rept  30-461/B3-S3  Corrective  action*  Procedure  BAP  3,3.2 
reviled  tn  Incorporate   directive   requirement*  for  i  (limit 
Category    I   cable   tray   cable    invtallatton 

HALL.D  P.  Illinolf  Powtr  Co  84/03/03  KEPPLER.j  0  Region  3, 
Office  of  Director  9pp  22&71.193  24X  Fich«-  30-461,  84/O3/14. 
8403190170 

84031?032?  Forward*   Vendor   Program    In*p   Rept*   99900231/83-01    li 
99700231/84-01   on   B3111S-17   &  B40l  14-20,  re»pec  tively. 
doling    out   Part  21   rept   re    leepage    of   all    from  Dkonite 
cablei, 

POTAPOVS,  U       Region   4,    Office   of   Director        B4/03/19.       NOR  EL  I  US,  C   E 
Divltion   of   Project   ti  Reiident  Programi         lp         22679  026        24X 
FIch*!  30-461,84/03/19,8403190329. 

B40S090043   IE   Info   Notice   34-19,    "Two   Event*    Involving  Unauthorlied 
Entrit*    Into  PHfl  Reactor    C*vltie«,  "    Svc    Hit   encl 
JORDAN,  E  L        Civilian   of   Emergency   Preparedneti   li  Engineering 
Reiponi*    (Po»t   B30103).       84/03/81  Conio  1  Idatid   Edlion   Co,     of   Neui 

York,    Inc        123pp,       22829   229.      S4X   Flch«i  90-OOOi  84/03/S1,  B402090O43, 

S402090044   IE   Info   Notice   84-20,    "Svc   Life    of   Relay*    in   Safe  tg-Related 
Byi.  "   Bvc    li*t   encl. 

JORDANiE.L        01  vl  I  Ion   of   Emergency   Preparedn**!   t,  Engineering 
R*»ponie    (Po*t   B30103).       64/03/91.  Consolidated   Edtion   Co.     of  Natu 

York.    Inc.       133pp.       22933001.      24X   FIcho-90-000,B4/03/2l,  8402090044 

R,     Periodic    operating    reporti   fc   related   correspondence 

9403020443  Forward!  nonthly    itatui   rept  of   offiit*  emtrgnntij 
preperedne**   for  OL   r*vleu»    for  Jan    1984.  Ch*ng»i    fn  FEHA 
finding  dat»i  not  cauied   by   delay    du«  to   offilte  emergency 
planning    iituii 

DIfiCKBiH  J.       Office   of   the1   Executive   Director    for  Operation*. 
B4/08/21,       PALLADINO     Commiiilonir*.       9pp         22492,083.       24X 
Fl  che:  90-000,  B4/02/21>  S40302O443, 


V     Operator  Examination* 


840319039B  Foruardi    tabulated   raiulbi   T»   revleu   of   operating 
enperienc*   for    facility 

HrtLL,  D  P        IlUnoli    Poutr    Co        B4/03/0?        DENT  ON,  H.  R         Office   of 
Nuclear   Reactor  Rtjul*tion,    Director        6pp        E2673; O3B        24X 
FichB   30-461i  84/03/09,8403190398 


DOCKET   30-463  CLINTOH   POWER    STATION.    UNIT   2 

F      Sicuritij,    tnedlcali     emergB-ncy   &   fire   protactlon   plant 

B403120077   NotEfla*   of   840323  uarkihop    an    fin    protection    tfts 
ihutdoun   nulre/nentt   of    10CFRSO.  App   R   In   Ranmont,  IL   to 
diicui*    IE   Info   Notice   84-09   &   provide   *(tdl    ihutdoun 
an*lgi«i   ti/or  mad    guidance   Agtnda    ancl 

SPE88ARO,R  L        Civilian   of   Emergency   Preparidne*!    ti  Oparatlonal 
Support.      B4/O3/06        OER8TNER,U  C         Illlnali    Pouitr   Co         3pp. 
229B6  302       24 X   Tiche   30-461 , 84/03/06,  B4O3120077 

Q      Inip»ctlon  report*,     IE  Bullitln*    &   correipan-ilence 

B403I9O3S9  Foruard*    Vindar   Program    Imp   Repti   9990033I/B3-01    ti 
9990023 1/04-O1    on    B31 1  IS-  1  7  t  0401 16-20,  r*»peq  1 1  vel  ij, 
elating    out   Part   21    npt    re   icapage   of    all    from.  Otonl  t« 
cabin*. 

PDTAPOVB.U       Region   4,,    Office   of   Director        04/03/1S,       NORELIUH.C    E 
Dlvifion   Of  Project   tk  Reiident   Program*         lp         2267*  Q3i>.       E4X 
Fiche: 50-461,84/03/18,3403190329. 

8      ReportablB   occurrence*,    LERi   tt  related    correspondent* 

— —————-  —  , — ,— «^*-_«— — — «— _.-.««  -^-,  _--.-««-«_.-. — ._  __*.-,„,..._„,._„. 

B40314Oiaa  Part   ai   rape   re    itatui    update   concerning   abnormal    U»ar   on 
linear    converter*   Tut   program   underuey    Result*    of 
investigation    indicate   eicanlv*   uiear   cau*ed   bg   hunting    of 

control    circuitry 

DDD8CJN,  J   P        Pacific   Air   Product*   Co        B4/O3/O9  Dlrnctor'i 

Offlca,    Office  of    InipDctlon  an<f  Enforcement       7pp,      23624   O68       S4X 

Fiche. 90-000,  S4/03/O7, B4O3I40122 


DOCKET   &0-463  FULTON   OENERATINO  STATIO^f,    UNIT    1 
0      Adjudicator^    corra*pond«nce 

8403010S21   Foruiard*    brlaf   on    liiua*   re    liability    for    fee*    b   trpenia*. 
Related    corr«ipondenc« 

IRHlNiD   P       Huntan    b  William*        IfiMIN,  D   P        Philadelphia    Elvctrlc   Co 
84/02/27       CDTTEH.BP,     LINENHEROER, 0,  ,     DESVLVA, D.  P,       Atomic   Btfatu 
and   Llcenilng   Board    Panel.        lp        2243B' 133        24X 
Fiche: 30-463.  84/02/37.  B40301022I 

— 8403010229  Bri»f  on    l>«u«*   re  liability    for    fe««   b   tipenc**   Certificate 

of  Bvc    encl.Relattd    corrnpondence 

IRWIN,  D  P        Philadelphia    Electric    Co.       IRWIN.  D,  p.       Huntan    tt 
WHliflmi,      84/02/27  Atomic   Safety   and    Llcenilng    Board    Panel 

4lpp.       82433    133.       24X    Fichu   90-463,04/02/87.8403010321 

T.     Hearing    tranicript*    on   non-anti fcrui t   matter* 

B4O309007I    Tran*crlpt    of   840229  hearing    in   Phi ladalphla, PA.  pp    1-B3 
*      Atomic    Bafetu    and   Licencing   Board   Panil         34/02/2*?         B3pp 
SH490   284        24X  Fiche    30-463, 84/O2/29,  B4030B0071 
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DOCKET    3O-464    FULTON    GEHEnA^INQ    STATION,     UNIT    2 
0      Ad jutftca tory    c orrespond ence 

B4O301O231    Forwards    brief    on    issues    re    liability    fnr    *EBS   fc    expenses 
Related    E  or  respondent  e 

IRWIW.  D   P        Hunton    t   Williams         IRWIN,  D    P         Philadelphia    Electric    Co 
84/02/27         COTTER, H    P    ,     LINENHEROER,  C    ,     DESYLVA, D   P         Atomic    Safety 
and    Licencing    Board    Panel          lp         22433    132        24X 
Ftche    30-463,  B4/OS/27.  B40301022£ 

—  840301022"?   Brief    on    issues    re    liability    for    feet    t.    expenses    Certificati 
of    Svc    end    Related    COT r espondeiic e 

IRUIN.D    P         Philadelphia-    Electric     Co          iriWIN,  »   P         Hunton    & 
Williams        B4/O2/27  Atomic    Safety    and    Licensing    Board    Panel 

41pp          22435    133          34X    Fiche    30-463,  B4/02/27,  B40301 0221 

T      Hearing    transcripts    an    non-antitrust   matters 


K      Utility   Final    Safety   Analysis  Report    < FBAR )    (.   amends 

B4032000BI    Forwards    for    rovietu,  Amend    9    to    C-E    »td    BAR  Major    thang is 
result    from  response    to    confirmatory    items    tt  NRC    questions 
SCHEflER,  A  E        Combustion    Engineering.     I  TIC         84/03/16        EISENHUT,  D  0 
Division   of   Licensing         2pp         226B2   001         24X  Flche   30-470,04/03/14, 
B403200QB1 


B4Q303CG7I    Transcript    of    B4Q239    hearing    in   Pfi  i  ladelphia,  PA   P  |>    1-93 
*      Atomic    Safety    and    Licensing    Board    Panel         34X02/29        S3pp 
22490    2B1         24X   Flche    5O--463.  B4/OS/29,  B4O3O5OO71 


DOCKET   50-166    ALLEN5   CREEK    NUCLEAR    STATION,     UNIT    I 

A      Application/construction    stage    document?   i,    correspondence 

6403080179  Fourth    partial    response    to   FOIA   request    For    all    categories 
of    documents    re    facilities    Forwards   App   A    documents   App    B 
document    entirely    ulthheld     (ref    FOIA   Eiemptinn    31    Review    of 
addl    documents    subj    to    request   continuing 
FELTDN,  J  M        Division    of    Rules    and    Record!         S4/O2/13        ANDERSON.  8    1 

Oarvey,     Schubert'     Adams    &    Barer          7pp          22583    226         S4X 
Fiche    50-000,84/02/13.81103080179 

--S1Q220QO29  Forwards    action    plan    for    resolution    of   non-TMl     issues    for 
pending    CP/mFg    license    ap  p  1  i  ca  tiofi-t,  per    Dfc    of    Nuclear 
Reactor    Regulation   approach    to    resumption    of    licensing 
Safely    evaluation    inputs    should    be    provided    Eitf   B1Q60I 
EIBENKUT.D   Q         Division    of    Licensing          BO/12/31          vOLLMER.fl 
Division    of    Engineering  lp          225B3    277          24K 

Fiche     30-000,84/02/13,3403080179 


DOCKET    5O-467   ALIENS   CREEK    NUCLEAR    STATION,     UNIT    3 

'.      Application/construction    stage    documents   4    correspondence 

34O30B0179   Fourth    partial    response    to   FOIA   reo,utst    for    »ii    catesories 
of    documents    re    facilities    Forwards    App    A  -documentt   App    B 
document    entirely    withheld    <ref   FOtA  Eiemptlon    5)    Review   of 
add!    documents    tubj    to   request   continuing 
FELTQN,  J    M         Division    of    Rules    and    Records          84/02/13         ANDERSON,  B    1 

Garveij.     Schubert,     Adams    b    Barer          7pp          33533    22&         34X 
Fiche    BO-000. B4/03/13,  S4O3OSO179 

— B1O2200029  Forwards    action    plan    for    resc-lutlnn    of    nnn-TMI     l»suei    for 
pending    CP/mfg    license    app  1  icatlons,  pe-r   Dfc    of    Nuclear 
Reactor    Regulation    approach    to   re-sumption    of    llcensinfl 
Safety    evaluation    inputs    should    bo    provided    bu,    B1O&01 
EISENHUT,  D  O        Division    of   Licensing         80/12/31        VOLLMER,  ft 
Division    of    Engineering          lp         3Z5B3   277         2*1  X 
Flcha    30-OOD, B4/02/S3.  84O3030179 


DOCKET    STN-30-47O   CESSAR    SYSTEM    SO 

NRC   Safety    Evaluation  Report    1SER).     sup p Is    t,   correspondence 

I4O301027&  Fnruarii    interface    re^ulre/nenti    re    blotl    valvel    on 
a tfnnsptier it    dump    valvas    to    close    out   Conf irma torij    Item   2 
of   SSER   2    re    itean   generator    tube   rupture    analysis 

SCHERER.A  E  Coitinustvon  Engineering,  Inc  64/02/34  EISENHUT, DO 
Division  of  Licensing  3pp  22433  173  34X  Flche  50-470,84/02/24, 
8103010276 


— B4032QOOB3    Amend    9    to    C-E    3td    SAR 

WEST, J  M        Combustion    Englneirlng,     Inc         B4/02/S7 
33682    003         24X    Fiche    50-470,04/03/1^8403200081 


3S4pp 


DOCKET    30-471    PILGRIM   NUCLEAR    POWER    STATION,     UNIT   2 

A      Application/construction    ntaae    documents    it    corr«*pondenca 

B403080179  Fourth   partial    responje    to   FDIA  request    for    ill    categorln 
of    documents    re    facilities    Forward*   App    A   document!  App    B 
document    entirely    withheld     (ref   FDIA  Exemption    9)    Review  of 
addl    documents    aubj    to   request  continuing 
FELTON.J  M        Division    of   Rules   and    Records         B4/02/13        ANDERSON.  8   t 

Oarvey,     Schubert,     Adams   %    Danr         7pp         22 SB 3  226        24X 
Flche    50~OOQ,B4/Oa/13,H403O00179 

— 810220002?  Forwards    action    plan    for   reialutlon    of   non-TMI    lituis    for 
pending    CP/mfg    license    app  1 1  cations, per   Ofc    of   Nuclear 
Reactor   Regulation    approach    t°   resumption    of    llceniing 
Safety    evaluation    Inputs    should    be    provided    by    810601 
EISENHUT, D  0        Division    of   Licensing         8O/12/31        VOLLMER, R 
Division   of   Engineering         lp        223B3  277        24X 
Fithe    30-000,  84/02/13,  B4O30B0179 

B      Reportable    occurrences,     LERs    It  related    correspondence 

81O326O233   FoTUiards    summary    list   of    deficiencies    identified    per 
10CFR30    33(e),Part   21    (.    potential    generic    Itr   repti    for 
c  omments 
8TAROBTECKI.fi        Division    of   Project   t,  Resident   Programi         B4/OS/E8, 

Region    1,    Office    of    Director        7pp        22736   069        B4X 
Fieha    SO-OOO, 34/02/28,8403260233 


DOCKET   STN-50-4BH   WOLF    CREEK    OENEWATINO   STATION 

A      Application/construction    stage    documents   !*    correspondence 

34 O 20903 02   Notifies    that   Rev    2    to    "Rfpt   of    Independent   Revleu   of 
Environ  Qualification    Programs    to   NUREO-038B"    not    complete 
reissue, per    B40201     Itr   Several    rept    apps    h*d    no    changes 
PETRICK.N  A        Standardized    Nuclear    Unit    Poucr   Plant   System 
84/03/07        DENTON,  H  R         Office   of   Nuclear   Reactor   Regulation, 
Director         lp        22160    174         24X   Fithn    3O-OOO- B4/O2/07,  B402090302 

840S090017    Doard    Notification    B4-O3B    forwards   RJ  Kattson    B40123  mime- 
to    DO   Elsenhut    providing    status    update    of   NRC    actions    re 
Uestlnghouse   ECCS    actuation,    logic 

EISENHUT.  D  0  Division  of  Licensing  84/03/27  PALLADIND 
Commissioners  7pp  BS34i  007  H4X  Ficha  50-000,84/02/27, 
B4020900I7 

04O3O 10404   Foruardi    listed    addl    info    rt    slave   relay    testing    Ttch   Spec 
requirements    for   ESF    actuation   sysi per   B40317   request 
Meeting    ui/Instrumenta tion    &    Control    Sys    Branch    requested 
during    ml    of   840237 

PETRICK, N  A        Standardiied    Nuclear    Unit    Power   Plant   System 
B4/02/27        DENTDN.H  R         Office   of    Nuclear   Reactor   Regulation, 
Director        B2pp        22433   297         E4X   Flche, 30-000, B4/02/27,  8403010406. 

8403020274    Forwards    ruponse    bo   Generic   Ltr   83-2S   r«   required    action! 
based    on    generic    implications    of   Salem  ATU8    events.  W/three 
oversize    drawings    Apirture    cards    art   avallabl*    In   PDR 
KOCSTER.OL        Kansas    Oas    b    EUctric    Co        84/02/29        DENTON,  H.  R 
Office    of  Nuclear    Reactor    Regulation,    Director        48pp         22492  042 
34 X   Flche    30-482,84/02/29,8403020274 


140327O1O7   Forwards    interface    req.ulrema.nt   re    shutdown   cooling    analysis 
n-f   reactor    coolant    gas   vent    syt    per    SSER    2  Confirmatory    Item 
c losed 

SCHERER.A  E  Combustion  EnglneerlnB-  Inc  84/03/22  ElBENHUTiD  8 
Division  of  Licensing  2pp  22766  347  34X  Flche  5O-47O, B4/03/a2r 
S403270107 


B4O312031S   For  ward  I    continents    &  requeit    for    adtdt    Info    to    complete   review 
of    facility    procedures    generation    package.  Info   requested 
iiil thin   3O  dayi    of    Itr    receipt 

YDUNOBLOaD,  B  J        Licensing    Branch.    1         81/02/29.       K06STER.8.L        K*n»*» 
Ga»  (,   Electric    Co         7pp         32619  001         24X   Fiehe.  80-462,  B4/02/29, 
B4O3120313 


B4031S0363   Forwards    request    for    addl     info    to    complete    evaluation   of 
Instrumentation  Si   Control    Sys    Branch    site   audit    Info 
should    be    submitted    by    B40420 

YOUNQBLQDD,  B  J        Licensing    Branch    1         84/02/29        KOESTER.O.L        Kanial 
Oas   4    Electric    Co         6CHNELL, D  F        Union   Electric    Co        4pp 
22615   3S4        24X  Fiche    50-000, 84/02/29,  8403120363, 
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B4O31403B3   Act;   receipt   of   util    B4OS02   request    to   withhold    proprietary 
version    of    "5NUPPS  Steam   Generator    Tuba   Plugging   Margin 
Evaluation"    from  public    disclosure   Based    on    listed    reasons, 
submitted    info  mill    be   withheld    <ref   10CFR2   770) 
VOUMOBLOOD,  B        Licensind    Branch    1        34/03/01        UIE6EMANM.fi    A 
Meetinghouse   Electric    Corp         4pp         22636,323        34X 
Fiche    30-000. B4/03/O1.  6103140283 


— 8403190227  Responds    to  fJRC   03031 1   &   33   Itrs   verifying    that    employees    in 
positions   requiring    high   school   diploma   have   graduated   from 
high    school   Background    investigation   contractor   uill 
routinely   verify    highest   education   Itr 

KQESTER-0   L        Kansas    Gas    It   Electric    Co         64/02/17        GAGLIARDO,  J  E 
Region    4,    Office    of    Director         lp         22672   093         H4X 
Fiche    30-482,34/03/13,0403190233 


S403060B9B  Forwards   equipment    qualification   data   packag*    for   ME-1    to 
support    justifications    for    interim   operation   Odd-numbered 
pages   mistakenly   not   copied   EQDP-HE-1    substitutes    info    in 
previous    package 

PATRICK,  N  A        Standardiied   Nuclear   Unit   Power   Plant   Sustem 
84/03/05        DENTON.H   R        Office   of   Nuclear   Reactor   Regulation, 
Director         lp         2231B   Q99.        24X    Fiche    30-OOO.  B4/03/OS,  B4O3060Z9B 

8403130342  Forwards    justification   for    interim    operation    (JIG)    for 
lilted    program!   It   draft   Hestlnghouse   Class   3   topical   repts 
Final    resolution   of    issue*    for    listed   JIOJs    expected   bif 
830331 

PETRICK.N  A        Standardized   Nuclear   Unit   Power   Plant  Sustem, 
64/03/06,       DENTOMrH  R        Office    of   Nuclear   Reactor  Regulation, 
Director.       4pp,       22616:149        24X   Fiche   SO-OOO,  B4/03/O6,  0403130342 


B4Q313Q33B  Draft   "Equipment   Qualification   Data  Package."    Rev  4   to 
EODP-EBE-131     "Procas"   Protection   By*    " 

RAHE.E  P        Hestlnghouse   Electric   Corp        WCAP-85B7  R4EBE-13D 
63/06/30        32pp        224.16    133        24X   Flche-  30-402-  84/03/06,  B40313O342 

B4O3130373   Draft   "Equipment   Qualification   Data   Package,  "    Rev  0   to 
EQDP-EBE-47A.    "Eoron   Dilution  Fix    -  Source/Intermediate 
Rang*   Neutron   Detector    " 

HAHE.  E  P        Westlnghouse   Electric   Corp         WCAP-B5B7  ROE8E-47AD 
83/03/31         20pp         22616    173,        24X   FJche;  3Q-4B2,  84/O3/06,  S403130342 


04O209OO41   Board   Notification   B4-O50  provides   Commission   policy 
statement   &  prnpoiad    rulemahlng   on   environ   qualifications 
EISENHUT.D    0        Division    of   Llcansino         84/03/14  Atomic    Bataty    and 

Licensing    Hoard    Panel          lOpp         22716  339         24X   Fie  he    50-000.94/03/14, 
B403O90041 

B4O331OO73   Informs    that    facility    fuel    load   scheduled    fur   B40<?23 
CommoTcial    operation   planned    for  Spring    !9B3,w/plant 
scheduling   activities   retaining   target    for   going 
commercial   during   Feb    1755 

KOESTER,G  L        Kansas    Gas    &  Electric    Co         84/03/13.        DENTON,  H   R 
Office   of  Nuclear   Reactor   Regulation,    Director         lp        S2704   362        S4X 
Ficha    50-492,84/03/13.  0403210073 

B40320O232  Forwards    Rev    1    to   "Review  of  Boron   Dilution  Transients   at 
Wolf    Creek"   t>   proof   &   reviey   pagsi   of  Tech    Specs   deleting 
boron   dilution  mitigation   sys   W/tuio   oversiie   drawings 
Aperture   cards   »ra   available    In  PDR 

KQEBTER.G  L       Kansas    Oas   4  Electric   Co        34/03/16        DENTON- H  R 
Office    of  Nuclear   Reactor   Regulation'    Director.      5pp        £24 B 7   17O 
34X   FichB    50-4B2,  B4/O3/16,  840320O253 

— S4O3BOOS&0  Proof   Xi   revieu   pages   of   Tech   Bpect   deleting    boron   dilution 
mitigation   BIJS, 

*      Kansas   Oas  fc   Electric   Co       84/03/16       4pp        S3iB7   175        34X 
Flctie    30-4B2,B4/03/16,B403S00232 


— B403H303B?  Draft   "Equipment   Qualification   Data   Package,"   Rev  O   to 
EO.DP-HE-10B,     "Head   Vent    Bgi   -  Eleetronii    Control    Module 
(HE-10B)    " 

RAHE.  E,  P        Heitinjhouse    Electric   Corp        WCflP-83B7  ROHE-10D   D 
93/10/31        28pp        28616.  193        24X  Fiche: SO-4BB, B4/03/06, B4O313O343 


— B4Q320O369  Rev   1    to    "Revieu   of  Boron   Dilution   Transients   at   Wolf 
Crack    " 

RUBIN,  A  ,    UNIQUE.  A         Impell   Corp        STEWART,  M       Kansas   Oas   & 
Eloctric    Co        01-0790-1269    R01         84/03/31         B3pp         22697    180 
Fiche    50-482,84/03/16.8403200232 


B403190421   Notifies    of   Caseload   Forecast   Panel    B4O320-SS    *ite   vlflt    to 
obtain    Info   re   const   ttatut    Info   mill    be   used    to   better 
•llocate   NRC   resources    during    llcanie   rev£eu   List   of    Info 
requested    encl 

VOUNOBLOOD,  B   J       Licensing    Branch    1        84/O3/07        KOEBTER.O. L        Kansai 
Oa*    Si   Electric    Co         6pp          33601:336         24X    Fi  che,  SO-4B2.  B4/03/07- 
9403190421 

a-4O32702B3  Notification   of   Caseload    Forecast   Panel   B4O320-2S   site 
visits   uj/utlt    to   review   const   progress   h   **s»ss   projected 
fuel    load    dat«s  Agenda   encl 

O'CONNOR.P   H        Licensing    Branch    1         G4/03/07        YOUNOBLOOD,.  D  J 
Licensing   Branch    1        7pp         H27B9  334        24X   Fiche   30-482.84/03/07. 
S4Q32702B3. 


B403220O19  Furuardft   addl    Info   re  equipment  &   seismic    qualification  & 
pump   &    valve   operabllity    Issues   identified   by   NRC 
PETfiTCK,N  A        Standardized   Nuclear   Unit   Pouier   Plant   System 
84/03/16        DENTDN,  H   B        Office  of  Nuclear   Reactor  Regulation, 
Diractor        3pp        22713  335        24X   Flehe   30-000, 94/03/16.  8403230019 

8403230029  Responds    to    three   NRC   questions   re   analysis   of    it  earn 
generator   tube   rupture    event,  contained    in  FHAR   Util 
reanalyzing   condition   using   operator   times   From  actual 
events   &  AHS  Draft   Bid   S3   8  Rspt   efpected   lij   840630 
PETRICK.N  A        Btandardiied   Nuclear  Unit  Power  Plant   System 
S4/O3/16        DEN  TON.  H   Ft        Office   of   Nuclear  Reactor   Regulation, 
Director        3pp,      32712   3IB        24X   Fiche   50-000,84/03/16,6403220029 


S4O3S70331   Notification   of    cancellation   of   Caseload   Forecast   Panel 
B4D321    site   visit   ti  840320   &   22   public   meeting* 
O'CONNOR.P  H       Lle*n«inn   Branch    1        B4/03/07       YOUNODLOOD.  B  J 
Licensing   Branch    1        7pp.       2282=   236        24X   Fiche   30-482, 84/03/07, 
5403290331 


B403230O26  Foruards    requested   changes   to   final   draft    Tech   Specs   List 
of   Tech    Specs   discussed   ui/descrlptlon   of   status   h  action 
required   also   encl 

PETRICK.N  A        Standard!  ied   Nuclear  Unit   Power  Plant   System, 
B4/03/2O,      DENTON' H   R        Office   of  Nuclear   factor   Regulation, 
Director        67pp        22713   B13        24X  Fiche   50-000,  SVO3/20-  8403820026 


9403270240  Summary   or   840217   meeting    w/utlls. Bechtel   &  Uestlnghouse 
re    slave   relay<  testing    frequency   i   SER   open    items   on    loss    of 
instrument   bui   b  boron   dilution   control 

HOLOWICH.  J  J  ,    O'CONNOR.P  U.      Licensing  Branch    1       B4/O3/OB 
Lic»n«lng   Branch    1        fipp,       227B9. S73        24X   Fiehe   30-OOO,  B4/03/08, 
3403270240 

B4O3130197  Forwards   adtfl    Info    re   design   process    used    In   constructing 
fac  tlitu,  per   840104   requatt    Attachment   dlseuss.es   nearly 
identical    design   of   Callauray    h  Wolf   Creek   &  minor   design 
features   unique   to   Wol/   Creek 

KOEBTER.O  L        Kanias   Oat    «.  Electric   Co        84/03/0?        DENTON,  H,  R. 

Office   of   Nuclear   Reactor   Regulation,    Director        30pp        22603:065 

24X   Fiche: 50-402, B4/03/09,  8403130197 


B40322O1B4   Forwards    Imp  1 omentat ion   schedule   for   resolutions    of 
supplementary    survey   4    auilllary   shutdown   panel   re view 
finding*   &   list   of    add]    commitments  made   during   NRC   audit 
Human    factors    items    considered   closed 

PETRICK.N  A        Standardiied   Nuclear   Unit  Pousr  Plant   System 
04/03/21        DENTON'K  R.       Office   of   Nuclear   Reactor   Regulation. 
Director        7pp        22717   O28        S4X  Fiche   5Q-OOO,  B4/03/S1.  B403220184 

84032602BZ  Foruards   addl    info   documenting    environ   qualif icet ion   of 
mechanical   equipment    program   completion   per   SSER   4    -for   Wolf 
Creek 

PETRICK.N  A        Btandardlied   Nuclear  Unit  Pouier   Plant   System 
94/0-3/21        DENTONiH,  R         Office  of   Nuclear   Reactor   Regulation! 
Director        1 16pp        2S7S3  034       24X  Fiche   30-000. B4/03/21- 8403260282 


B40319O064  Forward  I   experience    tables    for   shift    consultant   for   hot 
participation  requirements   of  plan   proposed   bg   util   group 
on   operating   shirt   experience. 

KOESTEfl.O  L.       Kansas   Oas    &  Electric    Co        84/03/12        DENTON.H  R 
Office  of  Nuclear  Reactor  Regulation,    Director.      3pp       22643-O&3 
24 X   Flehe; 30-402.  84/03/15,  8403190064 

MO317O229  AeV   r*c*lpt  of  040217   Itr   responding  to  NRC  B30329  request 

High    school    verification    diploma   verification  process 
acceptable 

OAOi.lAHDD,J  E,       Region   4.     Office    of    Director.       84/03/13. 

KQEBTERiO  L       Kaniat  OBI   k  Electric   Co.      lp  2S&72  O?7.      24X 
Fiche: 90-482. 84/03/13,  84O3190223. 


E      NRC   Safety   Evaluation   Report    <SER),    suppls  4  correspondence 

8403080179  Fourth   partial    response   to   FOIA  request   for    sii   categories 
of   document*   re   facilities   Forwards   App   A   documents   App    D 
document    entirely   ulthhtld    (ref  FOIA  Exemption   3)   Review  of 
addl    documents    subj    to   request   continuing 
FELTOM, J  M        Division    of   Rutel   and   Records        84/02/13        ANDERSON,  S   I 

Oarveu.    Schubert,    Adams   (c  Barer        7pp        223B3  226        24X 
Flche-  50-000.84/02/13,  B403080179. 
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— B1030«OOS2  Fortuardj    short    &    long-term  OL    (.  CP    review  schedule*,  In 
responie    to   801216   nutating    u/USOS  Lilt    at  OL   plant  revleiui 
far  which    NRC    tnnt-a  t  f  ve  1  y    plane    to-   seek    U00S  assistance    ii 
pravl ded 

JACKSQN.R   E         ffeosctences    Branch          NRC-03-BO-1 13         01/01/21 
DEVI WE.  J    F          Interior.     Dept       of,     Gra logical    Survey         3pp 
233B3    372         24X    Flche    90 -ODD.  84 /OH /1 3.  84O30B0177. 

B4 0327024 O  Summary    of    B4Q217   meeting    w/utll  i,  B*cJl  t»l    *  West! njhouse 
ri    slave    relay    testing    frequency    ti   SER    open    ilemi    on   Ion    of 
InsSrumont    bus    fc    boron    dilution   control 

HDLONICH,  J.  J    ,     O 'CONNOR, P    W         Licensing    Branch     1          B4/03/OB 
Licensing    Branch    1         ipp         2S7B9   273        24X    Fiche    9O-000.  84/O3/03, 
B4O327024O 

B40320005O  Advises    that    containment    prBisure-high-1    setpulnt    compliei 
u/TMI  Action    Item    II    E.  4   2.     "Containment    Isolation 
Dapendabl  lity"    &   EER    requirement  I 

PETRICK,  N  A        Btandardiied   Nuclear    Unit   Power  Plant  System 
84/03/15        DEN TON, H   R         Office    of    Nuclear   Reactor   Regulation, 
Director         2pp          =2498   Sft          E4X    Ficfte     5O-000, B4/O3/15,  B4Q3200QSO 

8403300357   Forwards    updated    response    to   request    for    addl    Info    re 
monitoring   Si  evaluating    seepage  at    downstream    toe    of  main 
dam    (BER    Confirmatory    Item  A-2)    Info    incorporated    In  OL 
apjil  Ua  tion 

KOEBTER.fl    L         Kansas    Oat    ti   Electric    Co         84/03/16         DEN  TON  H,  H   R 
Office   of   Nuclear   Reactor    Regulation,     Director        3p.fi        22696  399 
24X    Flche    3Q-4B2,  a4/O3/.li,  S4O32Q0237 

6403360362  Forward*    addl    info   documenting    environ    qualification   of 
mechanical    equipment    program   completion    per    63ER  4    tor   Half 
Creek 

PETHICKiN   A        Standardised    Nuclear    Unit   Power    Plant   System 
84/03/21.       DENT-ONiH  R        Office    of   Nuclear    Reactor   Regulation,, 
Director         ll&pp         22753   034.       24X    Fiehe    9O-00-0,  B4/03/21 , 84G32602B2 

F      Security,    medical,     emergency    *   p*r*   protection   plant 


S4O3140002  Memorandum   memop tal i i  Ing    840312   conferenct   call    re   Nuclur 
Au»renB*i    MBtuork.  Inc    640321    Ii   03O6  wotloni 

HDLFE.B   J        Atonic    Safaty    and   LUenitng   Board   Panel.       84/03/13        Spp 
2Si32    127        24X    Fiehe    30-4.82.  B4/O3/13.  8403140002 

B403 140030  Order   granting    840321    motion    for    time    extension   of   addl 
13  day*    to    flli   reply   Ei  affidavit!    p»r    810209   order 

WOLFE,  a   J        Atomic    Safety    and    Llcanilng   Board   Panel        84/03/13,       Ip- 
2B633  213        24X   Flehe   90-482, 04/03/13.  B40314O030. 

9403170198  Notifies    of   Csuload    Foracatt    Panel    B40320-22   meatingi   mt 
•It*    to    review  contt    pragren   &  obtain    addl    Info    for 
aiiiffiiing   projected    fuel    load    datu 

KARMAN.  M        HearlnD    Branch    1         B4/03/13.       WOLFE,  8  J   ,    PAXTON.  H  C   , 
ANDERSON, 0  C        Atomic   S»f»tg    *nd   Licencing    Board    Panel         IP 
2266B  333        24X  Flch>    90-4B2,  04/03/13.  B40319013B. 

B4D3170123   Inform*    that  Caseload    Forscast   Panel    840320-22   m**ttngi 
cancelled  rteLB  fc   partial    mill    be   notified    upon 
refchedullng 

KARHAN.M        Hearing    Branch    1         B4/O3/14        WOLFE,  S,  J.  ,    ANDERSONiOC    , 
PAXTDN.H>C        Atonic    Safety    and    Llctnilng   Board    Panel         Ip. 
22669  21?        24X  Flche    3O-4S2. 84/03/14.  B403190123 

B40319O039   Buhmlt*    belt    ntlmate    dat»»,p«r   830418   conftr*nc*    call 
Complitlon    of   conit    tchvduled    for    B40923i  fuel    load    *chedul*d 
for  840723  h  conwitirc  lal    operation    ichetfuled    for   Spring    1783 
Certificate   of   Svc    incl    Related    coTreipondenca 
SILBERQ,  J  E,       Shau,    Pittman,    Po-tti    It  Troubrldgi        SJLBERO,  J  E 
Kaniai   Oai   1<  El fc  trie    Co         B4/O3/15        WOLFE,  S.  J  ,    ANDERSON,  0,  C   , 
FAXTDNiH  C        Atomic    Safety    and   Llceniing    Board   Panel        3pp 
22666  312        24X  Ftche   80-482, 64/03/19.  S403170033. 

G40326O329  Propoi*d    finding*    of    factj cone lutloni    of    l«w  b    brief    in 
form    of    propond    initial    deciiion  Certificate    of   Svc    end 
BILBEHO,  J  E        Kaniai    Out    &   Electric    Co        SILBERO.J,  E        Shaw.    Pittnan. 
Pottn   1   Trauibrldge        DSB   071         B4/O3/SO,       279pp.       22760-264,       24X 
Flche    SO-4e2iB4/03/aO,  B403H60323 


B403030132  Submit*    scenario    for    tubmittal    of    info    re    im(rg*ncij 
pr«pBr»dne-u    &   upgrade    !•  m-alnt   necBsiary    to    sniure    proper 
nvleui  &   coordination  u/all    participant    organl  lationi 
COLLIN9,J  7        Region    4,     Office   of    Director        B4/02/O7        KOEETER,  0  L 
Kaniai    Oa«    ^   Electric    Co          2pp         SB4&S   233         24)C 
FlchB   SO-^ 


B402Q?QOQ6   Board    Notification    B4-O31    forward  i    R   Vollner  840206  memo    to 
0  Eisanhut   re    fire    research    re*ulti    concei-ning    firei    In 
electrical    cibinets    in    control    roam 

EISENHUT.  D  G        Division    of   Licensing         B4/O2/23        PALLADINQ 
CommiiilonBri         Ip         2B97A   203        24X  Flehe    50-000,84/02/23, 


—  B403080316  Recommends    that    Info   ft    Fir*    research    results    concerning 
flrai    in    electrical,    cabinet*    In    control    room   b«    submitted 
for   board    not  IFiiatlon-  per   NHR  Ofc   Ltr    19,  dtd    BZ100I    Further 
evaluation   of    test    data    required 

VOLLHEFt.R  H        Division    of    Engineering         B4/02/06        EISENHUT,  D.  0 
Division    of   Licencing.        iOpp        22376-5:04,       24X 
Fiche    30-000,94/02/23,  6402090006 


54O32703S6  Atfvlni    of   Cateload    Forecast   Panel    meeting    schedJultd    for 
G40410-12  RslNtsd    eorraipondenc t. 

KARHAN.M       Hearing   Branch    1        DSB   134       B4/03/22.      WOLFE,  S  d. , 
PAXTON'H  C   ,    ANDERSON, 0  C        Atonic   Safety   and  Llcenflng   Board  P»ntl, 
Ip        227Q7   017        S4X    Fiche,  30-4B2,  B4/03/22,  84032703S&. 

B4Q3280334  Himorandum  S<   order    denying    petition    for    leave    to    intervene 
i.   reque»t    for   hearing   S«rv»d    on   B4O327 

WOLFE, E   J        Atomic    Safety    and    Licensing    Board   P*ntl        DBB    146, 
94/03/26  Nuclaar    Awareneit  Network,        14pp        22797.091.       24X 

Fleha    SO-482rB4/03/2&,  B4033B0334 

R      Utility    Final    Safety   Analij*ii  Report    (FSARt    ti   amends 

3403200187    Foruardi    Rev    14    to    F8AR   Rev  mill    be    incorpor*t»d    into 
application)   of    lilted    docket*   by   amirid*    *ubinittad    by   K»n»*t 
Oai  tc  Electric   Co    t.  Union    Electric    Co 

PETRICK.N  A        Standardized    Nuclear    Unit    Poyer   Plant  System. 
94/03/14        DENTON.  H  R        Office   of  Nuclear   Re»etor   Regulation. 
Director        3pp        32691    179        24X  Flchl    SO-OOO. B4/03/14.  B403200187 


B403010370   Aifvis**   of    design   change*    Instituted    as    result   of    NRC    fire 
protection    revieu  Addl    sprinkler  h«ads    ulll    b>    Installed    in 
auiiliarg    bldg    uest    corridors    at   2,000    ft   &    1,974    ft 
a  leva tion i 

PETRICK,  N   A        Standaritli*d    Nuclear   Unit   Power   Plant    System 
84/09/34.        DENTON.  H   R         QFFU*    of    Nuclear    Reactor   R»(julation, 
Director          2pp          22432   231          24)T   Flche    90-000,91/02/84,0403010270 

8403300393  Clarifies   F8AR    statement    r«    fire    protection    revieu    of 
seiimtc   desijn    of    all    collection   devices    to    maintain 
functional    integrity    during    povtulaied1   SSE  Syt    pretiure 
boundary    uill    rsmain    Intact 

FETRICK,N  A        Stanrfard  i  i  «d   Nucl#-«r   Unit   Pouier  Plant   System 
B4/03/14        DENTON,  H  R        Office   of   Nuclrar  fle.ctor  Rtgulation, 
Director         Ip        S2&90-207         24X  Flche    SO-OOO, 84/O3/ 14. 840320O853 


O      Ait jud Itatory    correspondence 


940309O093  Petition    of    Nuclear    Auarenesi    Metuork    tar    leave    to    Intervene 
&  riquiit    for    hearing   CertiflcaEe    oF   Svc    &   affidavits    encl 
JOHNSON, A  R        Nuclear   Auaren*»s   Netuort        84/03/06  Connnisiloners 

14pp         22576    IB?          24 X    Fl Che. 5O-4B2. 94/O3/OA, 84030TOOS3 

H403M0061   Response    to   applicant   840203  &    staff   840208   response*    to 
1      Nuclear  Awareness   Network    84D1 1?  petition    to    Intei-vana    t 
requeit   for    hearing.  Requests    fo.r    lat»-flled    Intirvenor 
status    iho-uld   be    granted.  Certificate    of    Svc    end 

JOHfl9DN,  A   R        Nuclear   Auarenesi    Netuorft         84/03/Oi  Commi isioner* 

14pp        22633.045        34X   Flch*    30-482.84/03/04,8403140061 


— B403300189  Rev   14    to    FSAR 

«      Standardlied    Nuclear    Unit  Pokier   Plant    System,       94/03/31 
1099pp        22o91-a02        Z4X    Flchf  SO-OOO,  84/03/14.  B403200187 

Q      Inspection   rtportii     IE   Bulletins   t>  correspondence 

B4032B0211    F01A  request    for    documttnti    r«    falsification   of    QA/OC   records 
by    H  Annas   at    facility 

BELL.*!       Nuclear   rnform*  t  ion   &  Heiource   Service.      84/01/09.          Office 
OF  Administration         2pp         SS7V>:  326        24 X   Flche.  30-4B2,  B4/O1/09, 

8403290211. 

6403130230   Ach   receipt    of    031130   Itr    Informing    NRC    of   steps    taken   to 
correct  violation!   noted    in    IE   Insp   Rept  9O-4B2/83-20 
Listed    info    re   experience    h    training    of    radiation    protection 
technicians    due    In    30    days 

OAOLIARDQ,  J.  E        Region   4>    Office    of    Director        84/02/08. 
KOE3TER.O  L        K*n**f    Oas    &   Electric    Co        2pp        22614.193.       24 X 
Flche:  90-482,  84/02/08.  8403130290, 

B4Q303017-?   Foruardi    IE    Insp    Rapt   50-482/83-34,   on   B31114-1B  *    1188-1201 
&   notices    of   violation   b    deviation 

OAOLIARDD/J   E        Region   4.     Office    of    Director        84/O2/14. 
KOEBTEfirO,  L,       Kansas   Oai    t<  Electric    Co        2pp        22489;  ISO.       24X 
Flche- 90-492. 84/02/14,  840305017? 

•-B4030901BO  Notice   of   violation  from   imp   on   831114-18  fc   112B-1201 

•)     Region   4,    office    of    Director.       84/O2/14        9pp        32469-122.       S4X 

Fiche    SO-4S2,B4/02/14rS403030l7'P 
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— 8403O301B2   Notice    of    deviation    from    insp    on    831  HI-IB    fc    1)28-1201 

•*       Region    1,     Offlca    of    Director         B4/02/I4          If         32483    127         24K 
Fiche    50-flaa.B4/02/14,  afl03030179 

— B4030S01B6    IE    InBp    Rapt    &O-4B2/83-36   on    B3Illfl~lB    1.    1 12S-12O1 
Violations    noted    failure    to    have    steal    erection    bandit 
procedures    Deviation    noted    failure    to    comply    u/FE/W 
commitment    to   ANSI    N4S    2    12-1977 

BOAHDMAN.J   R    ,     SMITH. U   F    ,     JOHNSON,  W   D         Rig  ton    4.     Office    Of 
Director         84/02/14         Slpp          22485    128         24 X    Fiche    SO-4B3. B4/O2/14, 
8103030179 

0403010213  Provide!    data    supporting    preservice    insp    relief    request    re 
random    component   b   piping    weld*, per    util    B4CU18    Itr  Listed 
u»ld*    require    partial    relief    from   Section    XI    volumetric 
exam  requirement! 
SEIKEN,  8  J        Standardized    Nuclear    Unit   Power    Plant    System        84/O3/24 

DENTON.H  fi        Office   of   Nuclear  Flnactor  Regulation.    Director        4pp 
22433   231        24X  Fiche    SO-OOOi 84/02/24,  S403010213 

8401190072    IE    Info  Notice   B4-13.     "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits   b   Annunciation    "   Sve    list 
tmcl. 

JORDAN.  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Re»pon«e    (Pott    B30103)         84/02/38  Consolidated    Edison    Co      of    Neu 

York,      Inc          U3pp         22909    239         24X    Fichu    30-000, 04/08/28,  B4O1 190072 

S1O2O900O7    IE    Info  Notice    84~t4,     "Highlights    of    Recent  Transport 
FUguMtorg    Flew   by    DOT  &   NRC    "    Svc    lilt    encl 

QflACE.  J   N        Division   of    flA.     Safeguards    &    Inspection    Programs    (Post 
9301  OS)         B4/03/02  Canto  I iddted   Edison    Co      of   Neu  York.     Inc 

13Opp,         223SS'329         BIX    FlcMe    3O-OOO, B4/03/O2, B4O2090007 

B40209QOOB    IE    Info  Notice    84-16.     "Failure    of    Automatic   Sprinkler   Sijs 
Valve*    to   Operate    "    Bvc     list    end 

•JORDAN.  E   L        Division    of    Emergency    Preparedniss   &  Engineer-In? 
flispoine    (Pott   830103)         84/03/O2  Consolidated   Edison    Co      of    Neu 

YDP*.     Inc         iHSpp        22333   Q9B        24X   Fiche    50-000,84/03/02,8402090008 

9402090009    IE    Info   Notice    84- 1 3,     "Reporting    of  Radiological    Releases    " 
Svc    11  Sit    end 

JORDAN' E   L        Division   op    Emergency    Preparedness   b  Engineering 
Response    (Post    B30103)         S4/03/O2  Consolidated   Edison    Co      of  Nau 

Vork,      Inc          119PP          22333    217         S4X    Fiche    SO-OOO, B4/O3/02.  B40B090009 

B40209OQ1I     IE    Info  Notice   B4- 1 7.     "Problems   W/Liquid   Nitrogen    cooling 
Components   Below  Nil    Ductility    Temp    "   Svc    list    encl 
JORDANi  E   L        Division    of    Emergency    Preparedness*    !<   Engineering 
R*»pon««     (Post   830103)         B4/03/&3  Consolidated   Edison   Co      of   New 

YorJu     Ine         H7pp        22333  33A        24X    Fiche    30-000,84/03/05.0402090011 

B40S07OOS4    IE    Info   Notice    81-O7.  Rev    1-     "Lessons    Learned   From    imps    of 
Fin    Protection   Bafe   Shutdown    Sys    "    Svc    ll*t    encl 
JORDAN, E   L        Division   of    Emergency    Preparedness    S.   Engineering 
Re»portn    (Post   830103)         B4/03/07,  Consolidated   Edison   Co      of   Hem 

Vorfci      Ine          llBpp         22639,049         24X    Fiche    SO-OOO, B4/Q3/O7,  B402Q9QO24 


— 3403200240  Discusses    improper    duplication   of   saf  etij-re  lated    pipe 
hanger  K  Morrt  s«  e  cte.  IJOJ.  apprised    on    81I20S    of    contents    of 
Region    IV    investigation    rept   re    fabrication    of    safety- 
related   pipe    hanger   DOJ  had   nn   objections    to    reft    issuance 
EINCLAIR.J  R        Office   of    Inspector   &   Auditor        81/12/23  Office 

of     Inspector    b   Auditor          lp         22799   333        24 X   Fiche    50-4B2, 
B4/O3/07.  9403200216 

B40313O320  Act    receipt    of   840517    Itr    informing   NRC   of    steps    taken    to 
correct   violations    noted    in    IE   Insp    Rapt    SO-4BS/B3-30 
OABLIARDD.J  E        Region   4,     Office   of  Diroctor        04/O3/O0 
KDESTER.Q   U         Kansai    Oas    &   Electric    Co          2pp         226O7   273         24X 
Fiche     30-482,  B4/O3/OB,  8403130320 

—3403130343   Revlsos     response    to   NRC    B31 1 23    Itr    re   Violations 
noted    in    IE   insp    flept    3O-4B3/B3-30  Corrective   action*, 
procodure   revised    to   require  Duality    Inspector    to   complete 
tooli  matl' equipment  &  personal    property  written   records 
HQEBTER.G  L        Kansas   Oas   *  Electric  Co        84/02/17        OAOLIARDO.J  E 
Region  4.    Office    of  Director        lp        32*07  H73        24X 
Fiche    SO-4SS,  04/03/OB,  0103130320 

B40313O390  Acfc    receipt    of  840222   Itr    Informing   NRC   of    «teps    taken    to 
corroct    violations    noted    in    IE   Insp   Rept    SO-4B2/83-3<? 
QAOLIARDO.J  E        Region  4,     Office   of   Director        84/03/08 
KOEETERjO   L         Kansas    Oas    b   Electric    Co          lp         22616    001          34X 
Ficha    9O-4B2,  84/O3/OBi  B40313O390 

— 840313039?  Responds    to  NRC    840123   Itr    re    violations   noted    in    IE    Insp 
Rept    SO-4B2/B3-37   Corrective  actions    two   boric   acid    transfer 
pumps    reinstalled    &   bent    frame    on   Pump    PDQO2A   reworked   Sv» 
flu  art  Bit  J.   hydros  tat  leal  lij    tested 

KOESrER.O  L        Kansas    Oas    &   Electric    Co        B4/02/22        QAOL.IARDQ.J  E 
flag  ion    4.     Dfflc*    of    Director         3pp         22616   002         24X 
Fiche    30~4B2,84/O3/OS,B4O3130390 

8402090031    IE  Bulletin   BA-OS.     "Failures   of    OE  Type   HFA  Relays    In  Use    in 
Class    IE  Safety   Syi    "    Bvc    list   encl 

DEVOUNO,  R  C        Director's    Officej    office    of    Inspection   and 
Enforcement        B4/O3/12  Consolidated   Edison  Co      of   Neu  Vork,     Inc 

134pp          22823    094          34X   Fiche    90-000,84/03/12.8402070031 

S40316O119  Forward*    vendor    insp    repts    identifylnu    concerns    based   on 
Vendor    Program   Branch    insps    of  vendor    activities 
Significance   of   findings    re    quality   &   accHptaiil 1 ty    of 
product    or   avc    provided    by    vendor    should    be    evaluated 
QAOLIARDO, J   E         Region   4,     Office    of    Director         B4/03/13 
KQESTER.G  L        Kansas    Gas    b   Electric   Co        2pp        22iSS,  116        SAX 
Fiche    50-4B2,S4/03/-13.  8403160119 

8403500170   Foruards    vendor    insp    repts    indent! fijing    concern*    found 
during     insps    of   vendor    activities   Evaluation   of   significance 
of    reported    findings    re    quality  &  acceptability   of   product 
or    svc    provided    by    vandors    requested  H/o    oncl    repts 
QAOLlARDOiJ   £         Region    4.     Office    of    Director         B1/03/16 
KQE0TEH,e  L        Kansas    fias   i<   Electric   Co        4pp        22697    127        34 X 
Fiche    SO-4B2,B1/03/16,B40320017B 


B402090029    IE    Info   Notice    84-18,     "Stress    Corrosion  Cracking    In   PUR 
By*    "    Svc    list    encl 

JORDAN.  E   L        Division   of    Emergency    Preparedness    &   Engineering 
fte.panie     (Past    B30103)         84/03/07  Consolidated    Edison   Co      of  Ntui 

York,     Inc         llBpp         S29B4    IBS        24X    Fiche    SO-OOO,  84/O3/O7.  B402O9002EJ 


8402090043    IE    Info  Notice   84-19,    "Tiuo   Events    Involving   UnautBorl  iBd 
Entries     into  PWR  Reactor   Cavities    "   Svc    1  1 »t   encl 
JORDAN,  E    L        Division    of   Emergency   Preparedness  Si  Engineering 
Response    (Pott    830103)         84/03/31  Consolidated   Edison    Co      of   Hem 

York.     Inc         123pp         22B23   229        ZAX  Fiche    90-000,64/03/21,8403090043 


34032802:14    Partial    response    to    FD.IA   request    for    documents    re 
f *lslflcafcidn    of   OA/QC   record*    by    M    Annas    «t    facility 
Forwards    App    A   documents    Documentation   also    available    in 
PUR 

FELTON,  J.  M  Division  of  Rule*  and  Records  84/03/07  BELL.N 
Nuclear  Information  b  Resource  Service  2pp  22799  328  24 X 
FlchB  50-482. B4/03/07,  B4032BO216 

— 8403200223   Discu*ies    r«vi*ui    of    closed  ti   open    files    re    alleged 

fjliificttlon   of    traveler    records   A  Oauthier    "spread    sheet" 

I  how*    Files   82-10   h  83-13   as    closed  b  assigned    to 

J  Sinclair. Region    IV  h*d    nothing    in  files 
BOWER  B,  H        Office    of    Inspector   &   Auditor        83/03/16        CUMMIN8S,  0   J 

Office    of    Inspector    t.   Auditor         lp  22799,330        21X 
Flctim;  30-493,  94/03/07,  B4032B0216 

—840333022?   FOruards    IE   Investigation    rept    r*    facllityi  per    teleon 
riqti'st   U/o   end 

CUMMINOS,  J  J  Office  of  Inspector  &  Auditor  82/01/12. 
MORRIBSETTE-K  Justice,  Dept  of  lp  22799,331  24  X 
Fich»;  SO-flM.  84/03/07,  B4032S021i 

--3403200233    Responds    to   Region    IV   B10722  «<    IE  BliOli  memos    re    improper 
duplication   of    »«f ety-related    pipe    hanger    DOJ    contacted    b 
•dvlied    that    no    objection   raised    to    IE   Issuing    Investigation 
r«pt 

SCHNEBELENi  A        Office   of    Inspector   &  Auditor         B1/1S/23. 
THOMPBCNiD.       Enforcement    b    Investigation    Staff    (Pre   E202O1 )         lp 
SS7f>:33a        24X  Flehe    SO-4BS,B4/O3/07,  84031260216 


B40209D044     IE    Info   Notice    84-20,     "Bvc    Life    of    Relays    in    Safety-Related 
Eys    "    Bvc    list    encl 

JORDAN'S   L        Division    of   Emergency   preparedness   l<  Enginaerlng 
Response    (Post   8301O3)         84/03/21  Conso  1  idate-d   ejison    Co      of  Neui 

Vork,     Inc         I35pp         22933  OOI        34X  Fiche    30-000, 84/63/21,  8403090044 

8403290130   Suppls   B4O234    request    for    relief    from  ASME  Section   XI 
preservi.ee   exam  requirements    for   component    &  piping    sys 
uelds.per   840308   teleon   Relief   requested    for   reactor 
pressure    vessel    ueld 
SEIHENr  5   J       Standardlied    NIT  clear  Unit   Pouer  Plant   System        B4/03/26 

DENTON.H  R        Office    of   Nuclear  Reactor   R*gul«tlan,    Director        2pp, 
22307    193        24X   Fiche    SO-OOO.  B4/O3/36,  9403290128 

R      Periodic    operating    reports    b   related    correspondence 

84O3020443   Forwards   monthly    status   rept    of   offiite   emergency 
preparedness    for   OL    revieius    for  Jan    1984  Change*    in  FEMA 
finding    date*   not    caused    by    delay    due    to   ofpslte   emergency 
planning    issues 

DIRCKB.W   J       Office    of    the   Executive   Director    for   Operation* 
B4/OZ/21         PALLAD1NO      Commissioners        9pp         22492   083         24X 
Fiche,  30-OOO,  84/03/21,  fl403020443 
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S      Reportable   occurrences!     LERs    d    related     correspondence 


V      Operator    Eliminations 


3403010143    Final    deficiency    rept    re    Bergon-Fa tersnn    lueld    beam 
attachment     laminations     Initially    reported     nn    B306I7    Item 
determined    not   reportable    per    1OCFR50   S5(e> 

KQESTER,0    L        Kansas    Gas    ><   Electric    Co         84/02/22         GAGLIARDO,  J   E 
Region    4,     OFfico    nf    Director          tp          22435    312         24X 
Flche    30-492,84/02/23,9403010145 

9403310032    Part   Si    rept   re    Failure    of    auiillary     feediuater    pump    drive 
turbinas.GimpBl   NP8-4   T6T    valve,  to     doss    End     Itr    dtd    B4O2Q3 
sent    to    luted    utils    GE   notified    of    affected    units     in    BUR 
[i  lants 

THEF10UX,fl    R        Terry    Corp         84/O2/22         WOODRUFF, R    U         Director's 
Office,     Office    of    Inspection    and    Enforcement          opp          227O6    327         24X 
Fiche    50-000,34/02/22,3403210032 

3103130215    Intenn    potential    deficient!)    rept    re    water    damaged 
Limitorque   operators    Initially    reported    on    B 40303 
Investigation    indicated   water    may    /nave    entared    actuator 
tioies    through    installed    fleiible    conduit 

KDESTEft.G    L        Kansas    Gas    &   Electric    Co          04/03/01          SAQLIARDO.  J   E 
Region   4.     Office    of    Director          Ip          22614    1  1O         24)! 
Fiche    30-492,84/03/01,  B403130215 

8403)90036    Interim   deficiency   b   Part    21    repts    re    status    on    open    items 
KOESTER,G    L        Kansas    Gas    t.   Electric    Co         84/Q3/O3         OAGLIARDD,  J   E 
Region    4.     Office    of    Director          IBpp         22666    21.3         34 K 
Fiche    50-H92,  Q4/O3/03.  B1031?OO-3fi 


B403090335    Forwards    operating     shift    eiperlence    table*    for     ihlft 
super  vl  i  orsi  senior-    reactor    operators   b   control    room 
opera  tors, per   util    Croup    on    Operating   Shift   Eiparlence 
840234   meeting 

KOE6TER.G   L         Kansas    Gas    (.    Electric    Co         84/03/06         DENTON, H   R 
Office    of   Nuclear   Reactor    Regulation,    Director         Spp        32571   Q16 
24X    Flche    30-402,94/03/06,8403090225 


DOCKET   STN-3Q-4B3   CALLAWAY    PLANT,     UNIT    1 

A      Application/construction    stage    documents   b   correspondence 

B4Q3QTO303  Notifies    that   Rev  2    to    "Rept   of    Independent  Review  of 
Environ   Qualification   Programs    to   NUREQ-038B"    not    complete 
rBi<sue,per    340201     Itr    Several    rept    apps    had    no    changes 
FETBICK,N  A        Standar di r ed    Nuclear    Unit    Pouer    Plant  System 
84/02/07        DENTPN,  H   ft         Office    of    Nuclear   Reactor   Regulation, 
Director         Ip        23160    174         E4X  Fiche    3O-OOO.  84/02/O7,  B402090302 

B40209Q017   Daard   Notification    B4-Q3B    forwards    RJ  Mattson    B40123  memo 
to   DO   Elsenhut    providing    status    update    of   NRC    action!    re 
Hestlnghouse  ECC9    actuation    logic 

EIBENHUT^D  O        Division    of    Licensing        B4/02/27        PALLADINO, 
GILINBHY.    ROBERTS      Commi  it  i  oners         7pp         22346-  007        24X 
Fiche    50-000,84/02/27.8402090017 


8403190316     Interim    deficiency    rept    re     leaking    check    valve*     Initially 
reported    on  B402O6  Construe  tor /startup    Interface    examined    to 
assure   controls   enst   to    identify    b    track    Incomplete    items 
KOESTER.Q    L        Kansas   Gas    i,   Electric    Co         S4/O3/07         GAGLIAfiDO,  J   E 
Division    of  Resident,    Reactor   Project    &  Engineering    Programs        2pp 
22674   361          24X   Fiche    50-4B2,  B4/03/O7,  B403I9O316 


— B4Q20105OB  Provides    updated    status    of   rev    to   Westlnghoule    designed   PUR 
ECCB   actuation    logic    Westinghouse    plans    completion   of 
evaluation    for    submittal    by   ml(J-Mar    19H4 

KATTSONiR    J         DivUion     of    Systems     Integration     (pojt    EJU005) 
B4/O1/23        EIEEMHUT.D        Division    of   Licensing        2pp         22 346  007 
24X    Ficho    50-000.04/02/27,0402070017 


B4O3270105   Final    deficiency    rept    re    exposed     threads    on    seal    ue-lded 
connections    on  Class   2   threaded    pipe    connect  Ions    Initially 
reported     on    831012   Connections    rework ed    &    dye    penetrant 
tested 

KDE5T6R,C   L         Kansas   Gas    &   Electric    CD         84/D3/1&         SAGLIARDDiJ 
Region   4.    Office    of    Director         Ip         337t&   346        24 X 
Flche    SO-4Sa.S4/03/l£,B403270103 


3403010406  Forwards    listed    addl    info    ra    slave    relay    testing    T»eh    Bpoc 
requirements   for  ESF    actuation   sys, par   B40217    request 
Hffeting    ui/Instrumenta  tl  on    ti    Control    3ijs    Branch    requeited 
during    uiV    of  840327 

PETRICH,N  A        Btandardiied    Nuclear    Unit    Pouer   Plant  Syit«m 
64/02/37        DENTON,  K  R        Office    of    Nuclear   Reactor    Regulation' 
Director        B2pp        22433   297         24X    Flche    SQ-OOOi B4/02/H7.  B4030I0406 


S403270131    Uithdrauii    deficiency    rept    re    cracked    card     »dge    connector 
receptacles    In  Westlnghouse   730O  process    ays    Initially 
reported    on  93102S  Utii    determined    no   adverse    affect   on 
safety    operations    Item  not   reportable    per    IOCFR90    55(e) 
HOESTER.O   L        Kansas    Qas    «.   Electric    Co         B4/O3/16         GAOLIARDO,  J   E 
Region    4.     Office    of    Director          Ip          22769    S18         H4X 
Fiche    50— 182,  94/O3/16,  3403370151 

FJ403270163  Withdraws    deficiencu    rept    re   melds    on    Hurg  en-Paterson    siuay 
struts    Initially    reported    on    830224    Uelfls    should    not    have 
adversely   affected    safety    of    operations    if    gone    uncorrected 
Item   not    Teportable    per    10CFR5O    55  (  e  ) 

KQESTER.G   L         Kansas    Gas    t>   Electric    Co         84/03/16         GACLIARDD,  J   E 
Region   A,    Office    of   Director         Ip         23766   O24        24X 
Fichu    50-480.84/03/16,84032701*3 

B403270177  Deficiency    rapt   re    interpretation    of    code   welding     subsection 
Classification    Initiallij    reported    on   831  SOB   Melds    ijye 
penetrant    tested    t    found   acceptable   Condition    determined    not 
reportable    per    1QCFR30   33<e> 

KOESTER.C   L         Kansas    Das    (.   Electric    Co         B4/03/16         GVtGLIARDD.J   E 
Region   4,    Office   of    Director         Ip         23771    131         24X 
Fiche    30-462,  B4/03/16.  B4.0327017? 

8403270369   Mitndraus   deficiency    rept    re    pulsation    dampener*    for 
positive   displacement   charging    pump    Initially    re-ported    on 
B31222  Uttl    determined    conditions    mould    not    affect    lafetg    of 
operations    Item  not    reportable   per    1OCFR50    59(c) 

MOBSTER,  G   L         Kansas    Gas    &   Electric    Co         84/03/16         GADLIARDOiJ   E 
Region   4.    Office    of   Director         Ip        22770    134        24X 
Fiche    30-483.84/03/16.8403270260 

B40333010B  Part  21    rept   re-   design    deficiency    in    field-run   cables    to 
Valcor    iDlenoid  valves    Initial!")    reported    on   810319  Appro* 
SO  valves   affeetei   at    each    facility   Mgt    corrective    action 
repts    issued 

MEYERS.B   L        Bechtel   Corp        B4/O3/19        DEVOUNG,  R        Director's   Office. 
Office   of    Inspection  and    Enforcement        Spp         22730   334        24X 
Fiche    30-000,84/03/19,8403230108 


8403090353  Requests    specific    wording    of    proposed    change    to   Tech   Spec 
3    6    1    7    I)   *<    technical    bases    for    acceptability    of    change    r« 
50-0  h    mini    purge    limit    Changes   requested   within   7   days    of 
1 tr  receipt 

YOUNOCLOaD.  n    J         Licensing    Branch     1          B4/02/27         SCttJELL.  D.  F,        Union 
Electric    Co        3pp         22301    330        24X    Fiche    3Q-4B3.  B4/02/S7i  84030S03B3 


5103130182   Revised    "Process    Control    Program    "    W/B4030B   Itr 
HAMILTON.  0   W   .     8CHNELL, D    F         Union    Electric    Co         84/02/28 
DENTDN.H  H        Office    of    Nuclear  Reactor   Regulation,     Director 
223B9    131          24X    FUhe    50-483,54/02/28,6403120182 


SZpp 


8403120363  Forwards    request    for    addl     info    to    complete    evaluation    of 
Instrumentation  &   Control    8yt    Branch    site    audit    Info 
should    be    submitted    by    G40420 

YOUNQELODD,B   J        Licensing    Branch    1         84/02/29        KOE8TER. 0. L,       Kansas 
Gas  &  Electric    Co        SCHNELL, D  F        Union    Electric    Co        4pp 
22615    394         24X    Flche    30-OOO, B4/02/29,  8403120363 

B4Q3120Z41?   Forwards    comments    m    review  of    process    control    program 
Revisod    version,  incorporating    common tii  requested    no    later 
than    14   days    from    Itr    date 

YOUNGDLODD.B   J        Licensing    Branch    1         84/03/01         SCHNELL.  D   F        Union 
Eleetric    Co        4pp         2261?    143        H4X!   Fiche    30-4B3. 84/03/01.  S403120249 

84O3140B83   Ac k    receipt    of    utll    84O202   requatt    to   ulthhold    pr opr Itttry 
version    of    "SNUPP3   Steam    Generator    Tube    Plugging    Margin 
Evaluation"    from  public    disclosure    Based    on    listed    reason*! 
submitted    info   will    be    withheld    (ref    10CFR2   79O) 
YDUNQBLQCID.  D        Licensing    Branch    1         B4/O3/01.       HIESEMANN.  R.  A 
Uistinghouse   Electric    Corp         4pp         EE636  323        24X 
Fiche'  50-000,  64/03/01.  B4031  40383, 

B40306O298   Foruiavdt    equipment    qualification    data    package    far    HE-1    to 
support    justifications    for    interim    operation   Odd^numbertd 
pages    mistakenly    not    copied    EODP~HE-1    substitutes    info    in 
previous    package 

PETRICK.N  A        Standardized    Nuclear    Unit    Pouitr   Plant  System, 
84/03/05        DENTON,  H   R         Office   of    Mucle»r   Reactor   Regulation, 
Dirtctor         If        325 IS  079         24X   Fictle    50-000,84/03/03,8403060298 


84O313D342   Foruards    justification    for    interim   operation    (JIO)    for 
listed    programs   b    draft    Wes tinghouse   Cl«ss    3    topical    repts 
Final    resolution   of    Issues    for    llvbed   JID*    eKpectsd    by 
a  50331 

PETRICK.N  A        Standar-diied    Nuclear    Unit    Potuer   Plant  Byftem 
34/03/06        DENTON,  H   R        Office   of   Nuclear   Reactor   Regulation, 
Director        4pp        22616    149,       E4X   Flche    30-000,84/03/06.8403)30342 
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H4O3ia01O4    Rov   2    to    "OffsitB    Dose    Calculation    Manual     "    W/S4O30S    1  tr 
NEICHALFEN.A   P    ,     SCHNELL. D    F         Union   Electric    CO         B4/O3/O7 
DENTON.H  R        Office    of   Nuclear  Reactor    Regulation,     Director         127pp 
22385   003         34X    Fiche    9O-4B3, B4/O3/07,  B40312O104 

B4O3I3O171    Forward*    revs    to    FSAR   Saction    17   a    12   re    callbr    performed 
against    certified    equipment    of   ref    ctds    Revs    resulted    from 
recent    discussions    ui/OA    Branch    personnel    &   mill    be 
incorporated    in  Rev   8   to   FSAR    site    addendum 

SCHNELL.n  F        Union    Electric    Co        84/O3/OB        J3ENTON,  H  R        Office    of 
Nuclear    Reactor    Regulation'     Director         3pp          22987    1B1          24X 
Fiche    3O-483, 04/03/08,  B4O3120I71 

3403370540   Summary    of    84O217    meeting    w/ut  1 1  s,  Hechtel    i,  Host!  nghoose 
re    slave    relay    testing    frequency    h   SER    open    items    on    lass    of 
Instrument    bus   ti   boron   dilution    control 

HOLONICH.J  J   ,    O'CONNOR,  P    W        Licensing    Branch    1         84/03/09 
Licenilnn    Branch     1          6pp  227B9   275         S4X    Fiche    30-000.04/03/08, 

8103270340 

B 4 03270271    Summary    of   3402 IS   b    16   meetings    w/utll    re   rev    to    operational 
QA   program  Util    responses    received    by   840221    &  NRC 
•valuations   lulll    be    reported    in    SEER   3  Attendee    list   encl 
HDLOWICH.  J  J        Licensing    Branch    1         84/O3/OB  Licensing    Branch     I 

3pp          82789   267         24X   Fiche     50-403, B4/03/08, 0403270371 

84O32BO13?    Foruard*    final    draft    Tech    Specs    For   review  Amend    to 
application    should    be    submitted    incorporating    change*    to 
accurately    reflect    pi  ant, FSAR   &   SER    analyses 

EISENHUTi  D  0        Division    of   Licensing        B4/O3/OB        SCHNELL,  D  F.       Union 
Electric    Co        4A°PP        H3B09    331         24X  Fiche,  9O-483,  04/03/08- 
84032:80129, 

84O31iO323    Forwards    addl    responses    to    Generic    Ltr   S3-28,     "Required 
Actions    Based    on  Generic     Implications    of    Salem  ATMS  Events    " 
Sufficient    info    submitted    to    support    issuance    of   0L 
H/thrae    oversize    drawings    Aperture    cards   are    in  PDH 

SCHNEt-L,  D  F        Union   Electric    Co        84/03/12        DENTON.H  fi         Office   of 
Nuclear    Reactor  Regulation.     Director        53pp         3B&A2    193         24X 
Fiche.  50-483,84/03/13,  B4O31i0323 

B4Q319O269   Forwards    tables    defining    nuclear    plant    experience    of 
shift    supervisors,  senior    operators, reac tor    operators    (c    shift 
technical    advisors 

SCHNEt-L,  D,  F         Union    Electric    Co         84/03/13         DENTON.H   R          Office    of 
Nuclear    Reactor  Regulation.     Director        7pp         3B671    3Oi>        H4X 
Ficho;  30-483,  84/03/13,  B4O3I9O269 

6103280013   Notification    of    84O319  meeting    u/uttls    in   Bethesda.MD   to 
dlicu«i    appeal    of    containment    purge    operation    time    limit 
given    in    Tech    Specs    Agenda    encl 

HOLDNICH.  J  J        Licensing    Branch    1         84/03/13        YOUNQBLQOD,  B   J 
Licensing    Branch    1         5pp         2281S   326        24X   Fiche    30-183. 84/03/13, 
9403300015 

8493090041    Board    Npti f teat  1  on    84-050   provides    Commission    policy 
statement    &    proposed    rulemah  Ing    on    environ    qualifications 
EIBENHUT. D  0        Division    of   Licensing        S4/D3/14  Atomic    Safety    and 

Licencing    Board   panel         lOpp         24 X  Fiche    90-000.84/03/14,8405090041 

B4Q3S10121    Advises    of    Inadvertent    error    In    Attachment   2   of    840304    Itr 
CULNRC--794)    appealing    30O    h    .mini-purge    limit,  per   Tech    Spec 
3.  6    t.  7    b    FirsC  fc    second    paragraphs    should    read   as    stated 
HCHNEU-.D   F        Union   Electric    Co        84/03/14        DENTON-  H  R         Office   of 
Nuclear   R&aetor   Regulation,     Director        3pp         22707    1BO        24X 
Fiche    30-4B3, 84/03/14- 3403210121 

B4O322OO11?   Forward*    addl    info   r»   equipment    &    selimlc    qualification   !• 
pump    l<    valve    operablliiy    is*u«*    identified    bij    NRC 
PETRICKfN    A        Standardized    Nuclear    Unit  Pouer   Plant   Sgit.m 
04/03/16         DENTON.H  R        Office   of    Nuclear    Rsactor   Regulation. 
Director.       3pp.       22713  399         24X    Fiche' 3O-000, 64/03/14,  8403320019 

B403B20O29   Retponds    to    three   NRC   questions    f»    analv*i*   tif    steam 
generator    tube    rupture    eventr contained    in   FSAR    Util 
reanalyzing    condition   using    operator    times    from  actual 
avenfc*    &   ANB   Draft   Std    SB    B   Ftept    expected    by    84 0430 
PETRICKiN.  A        Btandardiied   Nuclear   Unit   Power   Plant  Sustain 
84/03/14         DENTON.H  R        Office    of    Nuclear    Reactor   Regulation. 
Director        3pp       E2712.  318       24X  Fiche   SO-000. B4/03/li.  8403S20029 


8403220134    Fonuards    Implementation    schedula    for    resolutions    of 
supplementary    survey   &   auilliary    shutdouin   panel    review 
findings   f-    list    of    addl    commitments    made   during    NRC   audit 
Human     Factors     items    considered    clnse-il 

PEFHICK,  N  A        Standardned    Nuclear   Unit   Power   Plant   System 
B4/03/21         DENTQN.H   R         Office    of    Ni/clear   Reactor   Regulation. 
Dimeter         7pp          22717    O28         34X   Ftche    50-000,  B4/03/21,  Q4032201B4 

8403260232   Forujards    addl     info    documenting    environ    qualification    of 
mechanical    equipment   program   completion   per   SSER   4    for   Wolf 
Creel 

PETftlCR.N   A         Standardl  led    Nuclear    Unit    Power   Plant   System 
84/03X21         DENTON.H   R         Office    of   Nuclear    Reactor    Regulation, 
Director         116pp          33793   O34         24X    Fiche    90-000.  84/03/21.  04O32603B2 

B403270O1A   Bequests     issuance    nf    OL    In    order    that    outlined    activities 
for    fuel    load    ffldy    proceed    as    planned   Unit  may    be    ready    For 
fuel     load    as    early    ai    840423 

SCHNELL.  D   F         Union    Electric    Co        04/03/23         DENTON.H   H         Office    of 
Nuclear    Reactor   Regulation,     Director         13pp        93770  O43        24X 
Fiche    5O-4B3.B4/O3/23,  0403270016 

8403370229    Provides    addl     info    re    40-yr    operating    term   commencing    u/ 
Issuance    of   OL 

SCHNELL, D  F        Union   Electric    Co        B4/03/23        DENTON- H  R        Office    of 
Nuclear    Reactor    Regulation,     Director         4pp         22773    130         24X 
Fiche    50-483,94/03/23.8403270229 

E      NRC   Safety   Evaluation  Report    (SER)'    suppls   k  correspondence 

B40327O34O   Summarg    of   840217  meeting   w/uti 1 s.  Bethtel    &  Uestlnghause 
re    slave    relay    testing    frequency   b   SER   open    items   on    loss    of 
instrument   bus    &   boron   dilution  control 

HOLONICH.J   J         Licensing    Branch    1         B4/03/OB  Licensing    Branch     1 

6pP          SH789   273         H4X    Ffche    SO-000,  B4/03/OB,  B403270240 

3403370271    Summary    of   B40213  &    li  meetings  y/util    re   rev   to    operational 
OA   program  Util    responses    received    by  B40221    &  NRC 
evaluation*   will    be    reported    In  SSER   3  Attendee    Hit    ene 1 
HOLONICH.J  J        Licensing    Branch    1        B4/03/OB  Licensing    Branch    1 

5pp          227B?   267         24X   Fiche    90-483.  B4/03/OB,  B40327O271 

B40320O03O   Advises    that   containment   prnssure-h  Igh- 1    Beipottit   compile! 
ui/TMI    Action    Item    1 1    E  4   2.     "Containment    Isolation 
Dapendabl  11  tij"    It  SEfi    requirements 

PETRICK.N  A        Btandardiied   Nuclear   Unit   Power  Plant   System 
B4/O3/19        DENTON.H  R        Office    of   Nuclear  Reactor   Regulation, 
Director         2pp          23698   391         24X   Fiche    30-000,94/03/13,0403200030 

F      Security,    medical,     emergency   &   fire   protection   plans 

S4O30700B1    Callauiay  /Ful  ton    Counties,  MO   radJ  uloglca  1    emergencv   response 
p  Ian 

#  Callauay   County.     MO        »      Fulton,    MO        03/09/11         164pp 
33939    1IO         24X    Fiche    SO-4B3.  B3/09/1 1 ,  B403070091 

84O307O073    Montgomery    County,  MD  rad  lolog  leal    emergency   response    plan 

*  Montgomery    County.    MO        B3/03/16        19fcpp        S2S39  274        24X 
Fiche    SO-4B3, 93/09/16,3403070070 


84O3O700S4    Oascona-de   CauntV-MO   radinlpgical    response   plan 
*      Gasconade    County.    MO        83/05/16        160pp        22547    10J 
Fiche    50-4B3.  B3/O9/16, B4030700S4 


8403070090   Daage    County. MO    radiological    emergency    response    plan 

*  Qsage    County,    MO        03/09/16        ISBpp        22S4B   iOS        24X 
Fiche    90-4B3.  03/09/16. 0403070090 

B4O3070O87    State    of    MO  nuclear    accident    plan 

*  Missouri.     State    of        FJ3/03/31        400pp        22940   070        24 X 
Fiche    30-403,  83/03/31,8403070087 

8402270136  Revised    emergency    pl»n    Implementing    proceduros. Including 
Procedures   EIp-22-00202  re   callout   of    emergency    organization 
&   EIP-22-00224   re    transport    of    contaminated    Injured/ill 
personnel    U/84O216    tnnsml ttal    &   receipt    form 
»      Union    Electric    Co        B4/02/1&        S3pp        223S7  23B        24X 
FIChe    3Q-4B3,fi4/Oa/16,B4Q22701S6 


84032K0026   Foruardf   requested    changes    to    final    draft    Tach    Spec*   List 
o-f    Tach    Specs    dlicuised    u/do*criptlon    of    status    i   action 
required    alto   encl 

PETRICK.N   A        Btandardlied    Nuclear    Unit  Pouvr   Plant  System 
S4/O3/20         DENTON.H  R        Office   of    Nuclear    Reactor   Regulation, 
Director.        67pp,       22713.213         Z4X    Fiehe' 30-000, 84/03/20,  9403830026 


B4030902O4   Hev  0    to    Security    Dept   Procedure   SDP-ZZ-PPOOS,     "Protected 
&    Vital    Area   Entru/Eilt    "    H/transmi ttal    b  receipt    form  dtd 
B40302 

HIOOINS, T        Union    Electric   Co        B4/02/17        31pp        22974   294        84X 
Fiehe-  SO-4B3,e4/O2/17,S4030902O4 
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B4O209000&   Board    Notification    B4-O34    forwards    R    Vollmer    B4O2O6   memo    to 
D   Eisenliut   re    f»re    research    results    concerning    flrei    in 
electrical    taninets    In    control   room 

EISENHUT.D   C         Division    of    Licensing          B4/02/23         PALLADINO, 
01LINSKV.     ROBERrS      Commissioners          JP          32976    2O3         24X 
Ficha    30-OOO,  H9/02/23,  S40209OO06 


— S4O30BQ316  Recommends    that    info   re    fire    research    results    concerning 
fires    in   electrical    cabin«ts    in    control    room    bo    submitted 
for    board    notification. per    NRR    Ofc    Ltr    It, dtd    B210O1    Further 
evaluation   of    test    data    required 

VaLLKER.R    H         Division     at     Engineering          84-/O2/-06         E1SENHUT.DD 
Division    of    Licensing  lOpP         23576    aoi         24X 

Fichu    90-OOC-,  B4/02/23"  S402O90006 


8403300253   Clarifies    FSAfi    statement   re    Fire    protection   review   of 
sDismic    design   of    oil    collection    devices    to   maintain 
functional    integrity    during    postulated    SSE   Sys    pressure 
boundary    mill    remain    intact 

PETRICK.N   A        atandardlietl   Nuclear   Unit   Power   plant  System 
54/03/14        DENTQN,  H    R        Office   of    Nuclear   Reactor   Regulation' 
Director         lp        22690   207        24X  Fiche   SO-OOO.  B4/03/I4,  84032002B3 

B4033003G9  Procedure    request    form  fc   nuclear    safety    evaluation 
checklist    for   Rev    1    to   Emergency    Implementing,    procedure 
EIP-ZZ-00210.     "Radiological    Controls   During    Emergencies    " 
H/B403S2   Transmlttal    1O38    Uncontrolled    copy 
»      Union    Electric    Co         34/03/22         4pp         32819   327         24K 
Fie  ho    90-4B3.  S4/03/2B,  B4O3300209 


BW301027O   Advises    nf    tfeslgn   changes    instituted    as    result    of    NRC    fire 
protection   review  Adcfl    sprinkler    heads    mill    be    Installed    in 
audliary    bldg    uest    corridors    at    2, QOO    ft    &    1,774    ft 
elevations 

PETRICK.N   A        Standardlmd    Nucluar   Unit    Power    Plant  System 
S4/O2/24         DENTOfJ.H    R         Offie*    of    Nuclear    Reactor    Regulation, 
Director         Spp          23432    251          24X    Fiche    3O-OOO.  B4/O2/24,  B403O1Q27G 

84 O3 09 026 3  flBvised:    emergency    plan    Implementing    p  rocedures  ,  In  c  lud  1  fig 
Procedure*    EIP-32-001OE    re    classification    of    emeroencies   & 
EIF-22-Q021O   re     in-plant    radiological     controls    U/B40223 
transmitta 1    &   receipt    for  ins 

»      Union   Electric    Co         B4/O3/H5        SCOpp         22573  319        24X 
Fiche    50— JB3,  64/0-2/23.8403090263 

B403Q3CQ16   Forwards    Rev    7    to    rad  lo  1  ogt  cal    emergency    response     plan. 
SCHNELL, D  F        Union   Electric    Co        B4/O3/OJ         D£NTQN,H  R         Office    of 
Nuclear    Reactor    Regulation.     Director          Spp          224B3    304         34X 
Fiche.  50-483, S4/03/O1,  8403O5O016 

— 840303001"?   Rev    7    to    radiological     emergency    response    plan 

»      Union   Electric    Co          B4/O3/01          354pp          22486    S3S         24X 
Fiche     30-463,  B4/O3/O1 .  B403O500I 6 

G403090283  Foru^rd*    State    of   MO  &   lota!    radiological    emergency    response 
planaifor    incorporation    into    Facility    application   W/o    enc 1 « 
8CHMELL.D   F         Union    Electric     Co         S4/O3/O1          DENTDN.  H   Fl          Office    of 
Nuclear    Reactor   Regulation'     Director          3pp          32574    269         24X 
Ficha    30-4B3,  B4/O3/01,  B4O309O2B3 

840313040'?   Rev    1    ta   Va I    14    of  Emergency    Plan    Implementing    Procedure 
eiP-ZZ-0026Oi     -"Emergency    Preparedness   Recovery    "    M/B4O3O3 
tratlsni  ttal     Itr 

*       Union   Electric     Co          64/03/03          IBpp          22616   063         24X 
FUhe    SO-4 


G      Adjudicatory    correspondence 


8-1O3070116  Order   oitBtiding    time    until    840312    for   Commisllon    to   act   to 
review   ALAH-740,  -730,  -73OA  &   -734 

CM1LK,  B   J        Office    of    the    Secretary    of    the   ConmHsion        84/03/09 
Camrai IB i oners          lp          22541    393         SIX    Flcni    90-483,84/03/09, 
6403070114 

0403190144   Advise*    that    time    For   Commission    to    review  ALAD-740i  750, 7SOA 
It  7S4   aiplrid   Cammitnon    declined    revleui   Decision    became 
final    agency   action    on    840312 

CHILK.S  J        Office    oF    the    Secretary    of    the    Commi*iion        B4/03/16 
Union   Electric   Co         lp         S5666   357        24X   Fiche    90-483, 84/03/16, 
B40319Q144 

K      Utility    Final    Safety    Analusis   Report    (FSAR)    t   amend* 

9403050016  Forwards   Rov   7    to   FSAR    site   addendum    (filed    in   PDR   Category 
K)    tt  Rev  7    to   radiological    emergency   response   plan    (filed.    In 
PDR    Category    F) 

SCHNELL, D    F         Union    Eloctric    Co         S4/03/O1          DENTON, H   R          Off  lei    of 
Nuclear    Reactor   Regulations     Director        9pp        224B9  304        24X 
Fiche    90-4S3. B4/O3/01 .  B403D50016 


— 840309001B   Rev   7    to    F5AR    site   addendum 

*      Union    Electric    Co         84/03/01         2B9pp 
Fiche    30-403.84/03/01,8403090016 


22489   309         24 X 


B4O32001B7  Forwards    Rev    14    to   FBAR  Rev  mill    be    incorporated    into 
applications   of    listed    dockets    by    amends    submitted    by   Kansas 
Oas  It  Electric   Co    fc   Union    Electric    Co 

PETRICK.N  A        Stanoardiied    Nuclear    Unit   Poucr   Plant   Byltem 
B4/03/14        DENTON,H   fi        Office    of    Nuclear   Reactor   Regulation, 
Director        Spp        22691    199        24X   Fie  lie    30-000,84/03/1416403200187 


S403I20D46   Advises    of    Q 40323   regional    workshop     In    Rosemont,  1L   u/all 
Region    III    licensees    to    discuss    fire    protection    safe 
shut-down    requirement  s    of     lOCFR&OiApp    R    Agenda    end 
SPES5AFtD.fi   L        Division   of    Emergency   Preparedness   &  Operational 
Support        SA/03/Oi        SCHNELL. D   F        Union   Electric    Co        Spp 
23599    295         S4X    Fiche     50-4B3, B4/O3/Oi.  B4O3120046 


—B403B001B9    Rev    14    to    FSAR 

*      Standard!  1*1)    Nuclear    Unit    Power  Plant    System        B4/03/31 
1099pp          22691    202         24X    FlchB    50-000, B4/O3/14i  B40320O1B7 


M      Antitrust    correspondence 


B40320D111    Furuiards    IE   Emergency   Preparedness    Appraisal    Kept 
90-483/34-0?   on  84O107-2O  &   03B2  No    def Ic 1 enc i e&,  de viat 1 ons 
or   noncorop  1  lance    noted    Apps    A   fr  B   re   open    r.    Improvement 
i  ternn-  respcctlvelyialso    enc.  I 

PAPERIELLO.C  J  Region  3.  Office  of  Director  B4/O3/06 
SCHNELL,  D  F  Union  Electric  Co  17pp  S2t,S3  167  24X 
Ficha  50-163,  B4/O3/06,  84032001 Jl 

--B4032OO119    IE    Emergency    Preparedness   AppraUal    Rept    5O-4B3/B4-02    on 
S40109-20  t,   O3S2    No    deviations    or    nonconip  1  lance    noted   Major 
areas    Inspected    onsite    emergency    preparedness    involving 
organ  i  ration,  tra  i  ning    I>    retraining   i    drills    &    eierclse-i 
PLOSKI.T   .    «LOERSEN,H        Region   3,     Office    o-F    Director        ROHFER,  D 
Director's   Office,    OfFice    c-f    Inspection    and    Enforcement         84/03/05 
i7pp          22A83    IB4         24K    Fiche    30-4Q3. B4/03/O&.  S4032001 1 1 

B4031&O246   Revised    emergency    plan    Implementing    procedures,  inc lud Ing 
Procedure    EIP-ZZ-OO1O2  re    emergency    implementing    actions. 
EIP-IZ-00.201    re    not  i  t  tea  1 1  on*    V  E1P-ZZ-OQ312   re    protective 
action    T ecoromemfations   H/B4O3D7   transmi ttal. 

MITTEWBERGEfi.S        Union   Electric    Co        B4/03/O7         134pP        32661    B2& 
34 X    Fiche    5O-4B3.  B4/03/07. 8403 l6024i 

B4 0320 023 7  Revised    emergency    implementing    procedures, includi ng    Rev  2 
to   Health    PhysJci   Departmental    Procedure    HDP-ZZ-06000  re 
contamination    guidBHiiPs    tt    limits    &    Rev    1    to   Health    Physic* 
Technical    Procedure    HTP-Z7-O20Q5  W/84030B    Itr 

KANYO,J   P         Union    Electric    Co          B4/O3/OB         40pp          22691     133         24X 
Flch«    50-4S3, 94/O3/08,  B403200237 


B40307O045  Apologizes    for    slum    response    to   B4020B   request    for    addl    info 
on   uheeling    contract    No    neui   addl    info   available    Agreement 
not   yet    in    sight 

CARTER, Q    R         Kirfciville.     MO         B4/02/29         LAMBE, W         Site    Analysis 
Branch         lp        23541    249        24 X   Fiche    90-403.  84/02/59,  B403070049 

Q      Inspection   reports,     IE    Bulletins    &   correspondence 

84030BO2S1    Forwards    IE    Insp    Rept    30-4H3/Q4-01    on   B401O4-27   li    notice 
of   violation 
STREETCK'J    F         Region    3,     Office    of    Director         B4/OS/22         BCHNELL,  D   F 

Union   Electric   CD        Spp         2S5SA  393        24 X   Flcti*    90-483.84/02/22, 
84030B0391 


— B403QB0236   Notice    of    violation   from    Insp    on    B401O4-27 

BTREETER,  J  F        Reolon    3,     OFfice    oF  Director        B4/02/S1 
223BA    299         24X    Flehe    90-4B3, 84/O2/22,  0403030231 


Spf 


—  84030802-61     IE    Insp    Rept    30-483/84-Oi    on  840104-27  Noncomp  1  lane* 
identified    inadequate    procedures    during    testing    k  maint    & 
Inadequate    test    program    for    spent    futl    cooling    sy* 
WDHLD,  P   R    ,    WILLIAMS.D   L    ,     FARBEP.,  M  J        Region   3.    Office    of 
Director        04/02/21         9pp         22356  297.       24X  Fiehe   90-4B3, 84/02/23, 
84O30B0291 

8403010213   Provides    data    supporting    preservice    Insp    relief    re-quest  re 
random   component  b   piping    uelds.per    util    840118    Itr  Listed 
uelds    require   partial    relief    from  Section    XI    volumetric 
eiam  requirements 
SEIKEN-S   J        Standardised    Nuclear   Unit  Pouier   Plant    Sustain        84/02/54 

DENTON, HR        Office    of    Nuclear    Reactor  Rtoulatiom    Director.       *pp 
22433  231         24X  Ficha    30-000,84/02/24,0403010213 


DOCKETED  ITEMS 


3401190072    IE    Info  Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated    Valve  Controi    Circuit*  *  Annunciation    "    Svc    list 
end 

JORDAN.  E  U        Division    af    Emergency    Preparedness   J.    Engineering 
Response    (Post   B30103)         84/02/26  Conso  1  (dated   Edison    Co      of  New 

York,     Inc,        llSpp         32909    339         24X    Fiche    30-OQO.  84/02/2B,  B4O1  190072 

S40B090007    IE    Info   Notice   B4-14,     "Highlights    flf   Recent   Transport 
Regulatory   Revs   by    DOT  t,    NRC    "   Svc    list    end 

GRACE.  J  N        Division    of   OA,     Safeguards   &    Inspection  Programs    (Fast 
B30IQ3)         B4/03/OS  Consol  1  dated   Edison   CD      of    Ntui  York.     Inc 

130pp          BflSSa   329         24X    Flche    50-OOO,  B4/O3/O2,  B4Q209O007 


B  402090008    IE   Info  Notice   84-16.     "Failure    of   Automatic   Sprinkler    Sy* 
Valves    to  Operate    "    EJvc    lilt    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness   ti   Engineering 
Reiponie    (Post   8301  O3)         84/03/02  Consolidated    Edison    Co      of    Neu 

York.     Inc          IKSpp         22S93    O9B         24X   Fiche    SQ-OOO.  34/03/02,  B402O-9000S 

8402090009    IE   Info  Notice   B4-1S.     "Reporting    of   Radiol  oy  lea  1    Reliaiei    " 
Bvc    list    encl 

JQRDANrE  L.       Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post   830  103)         64/03/02  Consolidated    Ediion    Co      of    New 

York,     Inc         H9pp         223S3    217        24X  Flche    3O-OOO.  94/03/02.  B402O9QQQ9 

B40S090011    IE    Info  Notice   B4-17.     "Problems    W/Liquld    Nitrogen   Cooling 
Component*   Beloui  Nil    Ductility    Temp    "    Svc     Hit    encl 
JORDANi  E  L        Division   ft   Emergency    Preparedness    &  Engineering 
Response    (Pait   S30103)         B4/03/09  Consolidated    Edison    Co      of    New 

York,     Inc         I17(lp        22353   336        84X  Fi  che    5O-000,  B4/03/OS.  B402O9001  1 

B4O3200111    Forwards    IE  Emergency    Preparedness    Appral«al    Rept 
50-4B3/B4-02  on  B40109-SO   b   0232  No    de  flc  ienc  ie  i,  deviations 
or    noneompJiance   noted    Apps    A   t<  B    re   open    &    improvement 
Items,  respectively,  also    encl 

PAPERIELLQ'C  J  Region  3,  Office  of  Director  84/03/06 
SCHNELL,  D  F  Union  Electric  Co  17pp  22AS3  167  24  X 
Flehe  30-483,94/03/06,8403200111 

—  B4O3200119    IE  Emergency   Preparsdnesi  Appraital    Rept   50-483/04-02   on 
B40109-20  *.  0222  No    deviations    or    roticomp  Hance   noted   Major 
aria*    Impacted    onsite    emergency    preparedness    involving 
orflanliation,  training    b    retraining   &    drills   &    exercises 
PLOBK1,T   .    CLOERSEN.H        Region  3.     Office    of   Director        ROHHER,  D 
Director's   Off  let,    Office    of    Inspection    and   Enforcement        84/03/03 
&7pp        32683   184,       24X    Fiche   5O-483,  S4/03/06.  S4O33001  1  1 

B4O2090024    IE    Info  Notice    B4-09,Rev    1,     "Lessons   Learned    From    In*p*    of 
Fire   Protection  Safe    Shutdown   Eys    "    Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    b  Engineering 
FUlponte     (Pott    830103)          B4/03/O7  Consolidated    Ed  i  ion    Co.     of    Neui 

York.     Inc         UBpp        22635   O49        S4X   Fiche    SO-OOO,  B4/03/07.  B4O209O02'! 

B40S09003B    IE    Info  Notice    B4-1B,     "Stress    Corrosion  Cracking    in   PWR 
Syi    "   Bvc    1  itt    encl 

JORDAN.  E  L        Division   of    Emergency    Preparedness    &  Engineering 
H*»ponie    (Post   830103)         B4/03/O7.  Consolidated    Ediion    Co      of    N»\a 

York,     Inc         UBpp        223B4    18t>        24X   Fiche    30-000,  B4/03/07.  8402090028 

B402090031    IE   Bulletin   B4-02,     "Failures    of   OE   Type    HFA  Relays    In  Use    In 
Clan    IE   Safety    9y»,  "    Svc    litt    encl 

DEYOUNO.R  C,  Director's  Qtflca,  Office  of  Inspection  and 
Enforcement,  84/03/12  Consolidated  Edison  Co  of  Neui  York,  Inc 

134pp        22B23  094        24  X    Flche    5O-000,  B4/03/12.  B102090031 

B403SO0279  Ack   receipt    of    84O309    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    In    IE    Insp    Rept    SO-4B3/83-S7 
BTREETER.J  F.       Region   3,     Office    of    Director,       84/03/13        SCHNELL,  D  F 

Union   Electric   Co,       If         32697.093        24X    Flche    30-463.  B4/03/1B. 
B403S00279. 

—  -B4O32002B3  Responds    to   NRC    B401S6    Itr   re   violations   noted    in    IE    Insp 
Rapt    50-4S3/B3-27   Corrective   actions    te«t    objectives    section 
of   C8-03EJ02  reviled    to    Indicate    changes    &   acceptance 
criteria    for   RHR    sy«   verified 

SCHNELL.D  F.       Union   Electric  Co,       B4/O3/09        8TREETER.  J   F        Region 
3,     Office    of   Director.       3pp         22697  094         S4X  Fiehe,  SO-+83, 
B4/03/13,  B403200279 

8402090043    IE    Info   Notice    B4-19.    "Tuo    Events    Involving   Unauthoriied 
Entriti    into   PHR  Reactor    Cavities    "    Svc    Hit    end 
JORDANi  E,  L,       Division   of    Emergency    Preparedness    Si  Engineer  Ing 
R*)spon*e    (Post  830103)         64/O3/21  Consolidated    Edison    Co      of    Neu 

York*     Inc         133pp        22853   3Sf        24X   Flche    30-000,84/03/21,8403070043 

840  2090044    IE    Info  Notice   84-20,     "Svc    Life    of   Relayi    in   Safety-Related 
Bif*.  "   Bvc   lilt   end 

JORDANi  E  L,       Division    of    Emargencu    Preparedness   Si  Engineering 
Rftponi*    (Poft   B30103)         84/03/21  Coniol  idated   Edlton   Co      of    M«u 

York,     Inc         13Bpp.       22933   OO1        24X    Flche    30-OOO,  84/03/21,  B402090044 


8403390136   Suppls    B1O234    penuest    for    relief    from    ASME    Section    XT 
preiU'rvice    Eiam  requirements    for    component    fc   piping    jyu 
unlds.per   840300    telcon   Relief    i-enuestsd    for    reactor 
pressure   ve<se>l    tuc-ld 
SEIKEN,  S  J        Standardlrsd    Nuc  1  Bar    Unit    Power    Plant    System         64/03/2(1 

OENTON,H  R         Office    of   Nuclear  Reactor    Regulation.     Director         2pf> 
22BO7     192         24X   Fiche     90-000.84/03/36.6403290138 

R      Periodic    operating    reports   &    related    correvpandence 

B40302Q-443  Foriiiorils    monthly    status    rapt    of    of  f  -s  i  te    emergnncy 
preparednosi    fo-r   OL    revieius    for    Jan    1984    Changes    in  FEHA 
findlnj    dates    not    caused    by    delay    due    to    off-site    emergency 
planning    iiiueB 

D1RCKE,W  J        Office    of    the    Executive    Director    for    Operations 
B4/O2/21          PALLADINO      Commi  t  BionerE          9pj          22492    083          S4X 
FichB    50-000,84/02/21,8403020443 

8      Reportabl«    occurrenceE,     LEf?s    li   related    correspondence 

B403S10032  Part    21    ropt    re    failure    of    auxiliary    Feeduiater    p-ump    drlv» 
turbines,  Olnpal    NPS-4   T&T    valve,  to    close   Encl     Itr    dtd    840203 
sent    to    listed    utili    flE   notified    of   flfPected    units    in   DW« 
p  lanta 

THEROUX.R  R         Terry    «orp         B4/02/2H        WDonRUFF.fi   w        Director's 
OfficOh    Offito    of    Inspection   and    Enforcemenli        App         2B7O6   327        24X 
Fiche    30-000,94/02/53^403210032 

S40319OO34    Inter  ifn  Deficiency   Rept   U-i9  TO   missing    seiimtc    poslttatiere 
on    four    breakers    used    in    reactor    trip    suite  haear    aunpliad    by 
Meitlnghouse    Initially    reported    on    S4O2O7  Final    rapt 
eipsctod    by    84O41A 

SCHNELL,  D   F          Union    Electric    Co         a-t/03/OB         KEPPLER.  J   C          Region    3< 
Offiee    of  Director         2pp         22666    J23        24X   Flche    30-403,  64/O3/OB, 
0403190034 

B40320OO2B  Final    Deficiency    Rept   U-46    re    structural    steel     bolts    not 
tightened    to    spec    requirements    Structural    adequacy    of 
connections    sufficient    in    ai-found    condition   Potential 
10CFRHO   SSlel    daflciencij    uifthilraun 

BCHNEU.,  D  F        Union    Electric    Co         84/03/12        KEPPLER,  J   a        Region   3- 
Office    of   Dlroctoi-         lp         22696   341         H4X    Flche    SO-4B3,  34/03/12, 
B4O3SOOOS3 

8403230113  Final    DePiclency    &   Part    21    Ropt    U-62    re    failure    of    stator 
winding    on  UEO2D    emergenci)    dlesel    generator    mfg    by    Dololt 
Poiuer    81^5    Initially    reported    on   B3D6I2  Stater    replaced; 
Emergency    generator    installed   &    load    tested 

SCHMELL.DF        Un  i  pn    Eloctrlt    Co         B4/O3/I3        KEPPLER,  J    0        Roo.lon   3. 
DfficB    of   DIroctor         flpp         3373O   211         24X    Flche    80-4H3i  B4/Q3/1S, 


B403270079  Final    Deficiency    Rept   U-34    rt    pipe    clamp    Inter  farence    u/roiJ 
end    of1    rigid    cway    strut    itsemblJei    supplied    bij    Corner   & 
Lai  a    Initially    reported    on   610013    Rework    Plan  fV-14 
Implemented    to    repair    suai/    strut    anternblias    onilte 

BCKNeLL,  D  F        Union    Electric   Co         B1/O3/1A         K£PPUEft,  J  fi,       Region    3. 
Offies    of  Director         9pp         22769    323        S4X    Flche    SO-483J  94/03/lAj 
B403270079 

B4O337O1B7    tntertm    Deficiency    R«pt    U-3?    re    Inconnlttent    Installation   (• 
insp    of    safet-y-rela  ted    control    valve    accessorial    &   vendor 
supplied    lafety-relatod    HVAC    Instr  irmentatlon    I  til  tlally 
reported    on   B3O7H7    Final    rept   by    B4011  I 

SCHNELLfDF        Union    Electric   Co         31/03/16        KEPPLKR,  J   0         Region    3. 
Office    of  Director         2pp         E2771    DS3         24X   Flehe    30-403.61/03/16, 
B403270187 

840323O1OB   Part    21    rept    re    design   deficiency     in    field-run    c*hl*i    to 
Valcor    solenoid    valves    Initially    reported    on    S40319  Appro) 
50  valves   affected    at    each    facility    Mg  t    corrective    action 
rept»    issued 

MEYERS,  D   L        8echt*l    Corp         B4/O3/19         C-EVDUNO.  R         Rlroctor'*    Dlflcrp 
Office    of    Inspection   and    Enforcement        2pp         2273O  234         24X 
Fiche:  30-000,  84/03/1  9,  B403K3010Q 

B40327OIB2  Final    Deficiency    t    Part    21    Hspt    U-64   re    Limitopque    valve 
actuators  BN-HV~aBlBA   fc    B    Initially    reported    on   831017    Valve 
failure    due    to    improper    Installation    o*    motor    pinion    gear 
All    BB-2-BO   actuators    verified    for    proper    gear    installation 
BCHNELU.DF        Union    EUctrl-c    Co         84/03/20         KEPPLER,  0    0.       Ragion   3- 
Office    of   Director         4pp         22771    331         24X    Fiche    50--1B3r  84/03/2O, 
8403370162 


V,     Oporator  Eiamln»tion« 


B4O31903A9    Forward*    tables    daflning    nuclear    plant    mperienc*    of 
shift    supervisor*!  senior    operator*,  reactor    operator!   &    shift 
technical   advisors 

SCHNELL-BF        Union    Electric    Co         B4/03/13         DENTQM, H  Jl         DPfiee    of 
Nuclear    Reactor   Regulation,     Director         7pp         22671    HO6         Z4X 
Flche' 3O-483,  B4/O3/ 13, 84031 902A9 


392 


DOCKETED  ITEMS 


Onsite    Storage    of    Lou   Level     Uaste 


3403120183   Rsvisetf    "Process    Control    Program    "    W/H4030B    Itr 
HAMILTON,  0   U   -     SCHNELL,  D    F          Union    Electric    Co         B4/O2/39 
DEMON,  H  R       Office    of   Nuclear   Reactor   Regulation.     Director 
22369    151         24X    Fichs    SO-4K3.  B4/02/2B,  B403120  IBS 


331,  f 


— 3102200027  Foruards    action   plan    for    resolution    of   non-TMI    Issues    *OT 
pending    CP/mfg    license    application*! per   Ofc    of    Nuclear 
Reactor    Regulation   approach    to    resumption    of    licensing 
Safety    evaluation    Inputs    should    be   provided    by    01Qi01 
EISENHUT.D  0        Division    of    Licensing        80/12/31        VOLLMEfi.fi 
Division   of   Engineering         lp        22903  Z77        24X 
Fiche    50-000,  B4/02/13,  04030BQ179 


DOCKET   STN-50-4B6    CALLAMAY    PLANT,     UNIT    3 

A      Application/construction     sta-ge    doCLrment*    S<    correspondence 

B40209QQ41    Board    Notification    B4-O5O    provides    Commission    policy 
statement  &  proposed    rulemaking    on    environ    qualifications 
EISENHUT.DG         Division    of    Licensing          84/03/14  Atomic    Safety    and 

Licensing    Board    Pane]  lOpp         24X    FLChe     50-000,84/03/1-4,3402090041 

S     Reportable   occ urrane es,     LERs   A   related    c orrespondsnce 

BHQ3330119   Final    D&ficiency    fc    Part    21    Hept    U-62    re    failure    of    stator 
winding    on  NE02B    emerjencij    diesel    generator  mfg    by    Beloit 
Pnuer   Sijs    Initially    reported    an   330913  Statar    replaced 
Emergency   generator    metalled    &    load    tested 

SCHNELL.D   F        Union    Electric    Co         B4/O3/13         K£PPLEfi, J   G          Region    3, 
Office    of   Director          4pp          22730   211          24X    Fie  he    80-183.  B4/03/1  5. 
B40323Q119 

B4032301OB  Part  21    rept    re    design   deficiency    In    field-run    cables    to 
Valcor    solenoid   valves    Initially    reported    on  B-40319  Appro-* 
30   valves  affected    at    e-acti    facility  rtg  t   corrective    action 
vepts    issued 

MEYERS,  Q   L        Bechtel    Corp          B4/O3/I9         DEYQUNO, R          Director 's   Of  f  ice, 
Office    of    Inspection    and    Enforcement          3pS          3S73O    234         24X 
Flche    90-000,84/03/19,01)03230103 


DOCKET   STN-30-493   CHEROKEE    NUCLEI    STATION.     UNIT    3 
Q      Inspection   reports.     IE  Bulletins    tt   correspondence 


B4020900O7    IE    Info   Notice   B4-14,     "Highlights    of   Recent   Transport 
Regulatory   RBVS   by    DOT   ti  MRC    "    Eve    list    line  I 

GRACE, J  H        Division    of   OA,     Safeguards   &    Inspection  Program*    (Post 
830103*         B4/03/O2  Consolidated    Edison   Co      of   Haul  York,     tnc 

130pp         22352   32<?         34X    Ficho    30-000,84/03/02.0402090007 


DDCHET    SQ-4?6   MONTAGUE    NUCLEAR    POWER    STATION.     UNIT    1 
0      Inspection   reports,     IE   Bulletins   &   correspondence 

B1O1190072    IE    Info   Notice    B4-13-     "Potential    Deficiency    in   Motor 
Operated    Valve   Control    Circuits   i  Annunciation    "    Svc    list 
enc  1 

JORDAN,  E  L        Division   of   Emergency    Preparedness   &   Engineering 
Reiponta    (Post    B301O3)         94/05/SB  Consolidated    Edison    Co      of   Nau 

York,     Inc         IlSpp         229O7    239        24X  Fi che  ,  80-000.  04/02/28.  B401 190072 

B40307000B    IE    Info   Notice   64-16.     "Failure    of   Automatic   Bprinkltr  By* 
Valves    to   Operate    "    Bvc    lilt    enc 1 

JORDAN.  E   L        Division    of    Emergency   Preparedness   fc   Engineering 
Response    (Post   83O1O3>         S4/03/O2  Consolidated   Edison    Co      of   Neu 

York.     Inc         122pp         22353   O9B        24X   Flcho    30-000,  H4/O3/02.  B4020TOOOB 


DOCKET   STN-SO-4SB   PEfiKINS    NUCLEAR   STATIDM.     "JMIT    1 

A     flpplication/construction    stage    documents    !.    correspondence 

B403080179  Fourth    partial    response    to  FOI/i   requeit    for   sii    categariea 
of    documents    re    facilities    Forwards    App    A    documents    App    B 
document   entirely   withheld    (ref    FOIA  Eiemption    5}    nevleui   of 
addl    documents    subj    to    request    continuing 
FELTON,  J  H        Division    of    Mules    anJ    necorda          B1/D3/13         ANDERSON,  B    I 

Garvey,     Schubert,     Adams     &    Barer          7ff          223B3   22b         24X 
Fiche    30-000,64/02/13,  B4030SO179 


9402090009    IE    Info    Notice    84-19,     "Reporting    of   Radiological    Release*    " 
Svc    list    oncl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Cost   830103)         94/03/03  Consolidated    Edison    Co      of  Meu 

Vorfc,     Ine         119pp         22553317        34X  Fiche    30-000, S4/O3/03, B402090009 

B4020900II    IE    Info   Notice    04-17,     "Problems   W/Llquid   Nitrogen   Cooling 
Components    Delou  Nil    Ductility    Temp    "    Svc    list    encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness   tt  Engineering 
Response    (Post   B30103)         84/03/03  Consolidated    Edison    Co,    of   Neu 

York,     Inc         H?PP         22393   336        24X   Flche    30-000,  B4/03/09.  B40209001I 


•-B102200021?  Foruiards    action   plan    for  resolution    of    non-TMI     issue*   far 
pending  CP/mfg    license    app 1  lea 1 1 ons,  p er    Dfc    of   Nuclear 
Reactor  Regulation   approach    to    resumption    of    licensing 
Safety    evaluation    inputs    should    be    provided    QIJ    BlOiOl 
EISENHUT.DG         Division    of     Licensing          BO/12/31          VDLLMER,  R 
Divlsidti    of    Engineering  lp         223B3    277         24X 

Fiche    30-000,  B4/O2/13,  B4030B0179- 


DOCKET   8TN-50-4B9    PERKINS    NUCLEAR   STATION,     UNIT   2 

A     Appl ic ation/construction    staje   documents   &    corrs ipondence 

3403030179  Fourth    partial    response    to   FOIA   request    tor   sii    categories 
of    tfocuments   re    Facilities   Forwards   App    A   documents    App    B 
document   entirely   withheld    <re<f  FOIA  Eiemptlon   5)    Review   of 
addl    documents    subj    to   request   continuing 
FELTON.J  M       Division   of    Rules    and    Record:*         84/02/13        ANDERBOM,  B   I 

Oarvey^    Schubert'    Adams    Ii   Barer         7{ip        223B3  S3&        24X 
Fiche   30-000,04/02/13,9403000179 

— B10220D029  Forwards    action    plan   for   resolution    of   non-TMI     issues    For 
pending  CP/mfj    license    aap  1  icatlona,  per    Off    of  Nuclear 
Reactor  Regulation    approach    to   resumption    of    licensing 
Safety    evaluation    inputs    should    be   provided    tij   BlOiOl 
EIBENHUT,  DO         Divlifon    of    Licencing          BO/12/3I          vOLLHER,  R 
Division  of  Engineering         lp        22993-277        24 X 
Fiche    50-000,84/09/13. FH03O60179 


LEAR   STATION,     UNIT    3 

tage   dJocuments    1:   correspondence 

'(ponsB    tn   FOIA  request    for    «ii    categories 

i    Foru-ards   App    A    documents   App    B 

I    (ref   FOIA  Eiemption    5)    Flevleu   of 

[uest   continiring 

lules   and    Recoris         B4/02/13        ANDERSONi  S    I 

,    Oarer         7pp          223B3   SS&         24X 

1000179 


8402090021    IE   Info   Notice    B4-09, Rev    1,     "Lessons    Learned    From    Intpi    of 
Fire    Protection  Safe   Shutdown    Sus    "    Bvc    list    *ncl 
JORDAN, £  I-        Division    of    Emergency    Preparedness    Si  Engineering 
Response    (Post   B301O31         01/03/07  Consolidated   Edison    Co      of  NIUI 

York,     Inc         110pp         S3&33, 049        34X  Fiche    30-000, B4/O3/07, 8402090034 

9402090026    IE    Info   Notice    B4-1B,     "Stress   Corrosion   Cracking    in   PUR 
3ys    "   Svc    list    encl 

JORDAN,  E  I-        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post   B30103)         84/O3/07  Consolidated    Edison    Co,    of   Nlia 

York,     Inc         IlSpp         B2504    1S6        24XFiche    30-000, B4/O3/07i B402090020 

8402090031    IE  Bulletin    34-02,     "Failures    of   OE   Type   HFA  Rel*yi    In  U»*    In 
Class    IE   Safety   Byi    "    Svc     list    encl 

DEYOUNO.R   C        Director's    Office,    Office    of    Inspection   and 
Enforcement        84/03/12  Consolidated   Edison   Co      of    NiW   York,    Inc 

134pp          22823   094          34X    Fiche    30-000,  B4/03/12,  840B090031 

B402090043    IE   Info   Notice    04-19,     "Tuio   Events    Involving   Uniuthori ltd 
Entries    into   PUR   Reactor   Cavltlis    "    Svc    list    »ncl, 
JORDAN,  E  L        Division   of   Emergency    Preparedniis   &  Englni*rlng 
Response    (Pott   B30103)         B4/O3/21  Consolidated    Edlton    Co,     of   Neu 

York,.     Inc          123pp          22B23   229         24X    Fiche    SO-000,  B4/O3/B1.  B4020TO043 

B402090044    IE    Info  Notice    04-20,     "Svc    Life    of   ReUus    in   Safety-RtUtid 
Bys    "   Svc    list    encl 

JORDAN.  E  U        Division    of   Emergoncy    Preparedness   &   Engineering 
Respunie    IPost   B30103)         84/O3/21  Consolidated    Edison   Co      of  M*u 

York,     Inc         133pp         32933001         24X   Fiche    SO-OOO,  84/03/31.  S402090044 


DOCKET    90-497  MONTAGUE    NUCLEAR   POWER   STATION.     UNIT   2 
Q       Inspection    report!,     IE    Bulletins    &   correspondence 

B40U9007S    IE    Info   Notice    84-13,     "Potential    Diflcitncy    In    Motor 
Operated   V-slvi    Control    Circuits   fc  Annunciation    "    Sve    list 
encl. 

JORDAN,  E  U        Division   of    Emergency    Preparadntti    d  Engineering 
FtespnnsE    (Post  030103)        04/OB/2B  Coniolldated  Edison   Co,    of  Ntv 

York.     Inc         llBpp,       229O9   H39        24X   Fiche    30-000,84/02/89.8401190073, 
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8402O9O007    IE    Info    Notice    B-4-14,     "Highlights    of    Recent    Transport 
Regulatory    Revs    by    DOT    &    NRC    ™    Svc     list    end 

ORACEi  J  N        Division    of   QA,     Safeguards   &    Inspection  Programs    (Post 
B30103)          B4/03/02  Consolidated    Edison    Co       of    New   York,      Inc. 

130pp         SSSSS   329         34X   Fiehe    30-000.  S4/Q3/Q2,  8403OTC-007 

8402090006    IE    Info    Notice    B4-1&,     "Failure    of    Automatic    Sprinkler    Sys 
Valves    to  Operate    "    Svc    list    and 

JORDAN,  E  L        Division    of    Emergency    Preparedness   t   Engineering 
Response    (Post    830103)          B4/03/Q2  Consolidated    Edison    Co      of    Nea 

York,     Inc          I22pp         32593    090         24X   Fiche    SO-OOO,  84/03/03,  B40209O008 

8402090009    IE    Info    Notice    B4-13.     "Reporting    of    Radiological    Releases    " 
Svc    list    end 

JORDAN,  E   L         Division    of    Emergency    Preparedness    d    Engineering 
Response    (Post    B30I03)         B4/03/O2  Consolidated    Edison   Co      of    New 

York.     Inc         119pp        22593    217        24X   Fiche    3O-000,  B4/Q3/02. 


B402Q90011    IE    Info  Notice   B4-17,     "Problems    U/Ulquid   Nitrogen    Cooling 
Components    Below  Nil    Ductility    Temp    "    Svc    Hit    end 
JORDAN,  E  L        Division   of    Emargencu    Preparedness    <<  Engineering 
Response    (Post   3301  03)         S4/03/05  Consolidated    Edison   Co      of   Nen> 

York,     Inc          U7pp         3BS93    336         24X   Fiche    SO-QOO.  Q4/O3/03,  B4Q3QVOQI  I 

Q  4  02  09002  4    IE    Info  Notice    B4-09.  Rev    1,     "Lessons   Learned    From    Imps    of 
Fire   Protection  Safe   Shutdown   Si|s    "   Bvc    list    end 
JQRDAN.E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   8301O3)         S4/Q3/07  Consolidated    Edlaon    Co      of    NBUJ 

York,     Inc         llSpp        224,35   O49        S4X  Fiche    30-000,  B4/03/07,  B4020W3024 

B40209002B    IE    Info   Notice    84-1B,     "Stress    Corrosion  Cracking1    in  PWR 
Sgs    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    d  Engineer  ing 
Rtsponie    (Pott   B30103)         B4/O3/07  consolidated    Edition   Co      of    Neui 

York,     Inc          llSpp         223B4     186         24X    Flthe    SQ-OQQ,  84/03/07,  B40207002B 

B403090031    IE   Bulletin   84-02,     "Failures    of   GE   Type  HFA  Relays    in  Use    in 
Class    IE  Safety   Sys    "   Bvc     lilt    encl 

DEYOUNO.R.C        Director's   Office.    Office    of    Inspection    and 
Enforcement        B4/03/12  Consolidated   Edison    Co      of   fJiu    York,     Inc 

134pp         22833-094         24X    Fiche    90-QOO,  B4/O3/I2,  B402090Q31 

B4QS09Q043    IE    Info  Notice    B4-19,     "Two   Events    Involving   l/nauthori  J«d 
Entrlci    into  PUR  Reactor    Cavities    "    Svc    list    encl 
JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         B4/03/21  Consolidated    Edison    Co      of    New 

York,     Inc         123pp        22B23   SSI        24X   Flcne    30-OOO,  84/03/21  ,  B4O209O043 

B402090044    IE    Info   Notice    84-20,     "Svc    Life    of   Relays    in  Safety-Related 
By*    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Preparedness    ti  Engineering 
Response    (Post    B30103)         94/03/21  Consolidated    Edison    Co.     of   New 

York,     Inc         13Spp        32933001         24X  Fiche    SO-OOO,  04/03/21,  B402090044 


F      Security,     tnetfkcol,     emergency    &>    fire   protection    pious 

3403030149  Submits    •scenario    for    sunmittal    of    info    re    «Aterg ency 
prep-sradnesB    upgrade    d    maint    neceamry    to    ensure    propor 
review   ti  coordination   info  1  i    participant    organl  ta  t  tons 
CQLLJNS.J   T          RagiO-o    4.     Office    OF    B-lrettor          B4/02/O9          DPREA,  Q    W 
Houston    Lighting    a    Pouier    Co          Sfp          23434    033          24X 
Ficne    30-49B.B4/O2/09.Q40aOS0149 

8403O1OB44  Advises    that   NRC    will    not    delete    privacy    or   proprietary    Info 
frc-m    H-nergencij    plans    unless    specifically    requested    by 
licensee,  per    B1O7O9    Oenffric    Ltr    BI-2'7   W/o    reque*  t,  ent  lr  a 
plan    mill     be    placed     in    PDR 

KNIGHTON.  G    U          Licensing     Branch    3          B4/02/14          001-DDeHO',J    H         Houston 
Lighting    &    Pauiur    Co          4pp          2S43B    339         34X    Ficho     30-496,84/02/14, 
B4G301O344 

Q      Adjudicatory    c arra s pond B nee 

B4O3O7O117  Advises    that    encl    final    rep t    on    condition    Identified    In 
10CFR3O   33"    rept    ua s    submitted    on    04O21i  ftept    concludes 
design    basis    difFerential     sa  t  Element    criteria    not    enceedeit 
W/o    Final    rapt    Certificate    of   Bvc    end 

NEWMAN.  J  R         Neuinan   &  Hnltilnger         *      Houston    Lighting    tt  fouor   Co 
B 4/03/09        DECHHQEFER.C    ,     LftMQ,J    C    .     HILL, E   E         Atomic    Safety    and 
Licensing   Board   Panel         4pp        23341    35&        24X    FLcfie    30-498, B4/O3/05. 
B40307O1I7 

Q403I4O132  Mat  ion    far    reconsideT-at  1  D-n    of    ASLB   S30-711    mffmorandum  & 
order    re  S3O530    suppl    to    motion    Par    neu   contention 
Certificate    of   Svc    end 

SINKIN-L        Citiiena    Concerned    About   Nuclear    Pouar,     Inc         B4/O3/00 
Atomic    Safety    and    Licensing    Hoard    Panel          IBpp,       234-20    173         24X 
Fichfl    30-49B-B4/03/OB,B403140LSa 

8403130039  MBmorantfum   4-    order    for    parti-na    not    to    respond    to    Concerned 
Clfciiens   Against   Nuclear    Power   B40306   motion    for 
recons-idoratio-n    tj  f    ASLQ   Q3O714   order    re    financial 
qualifications    contention 

BECHHOEFEfi,  C         Atomlt    Safety    and    Licensing    Board    Panel         04/03/13 
Dffice    of    the    Executive   Legal    Director         2p  p         23t>43  OB2         34X 
FlchB     90-49B.  B4/O3/13, 3403150039 

0403150016  Partial    initial    Decision    LBP-B4-13    (Phase    1)    re   OL 
Citlmns   Concerned    About   Nuclear    Power    030  BO  a  motion    to 
riapen    Phase    I    racurd    denied 

DECHHDEFER,  C    ,     LAMU,  J  C    ,     HILL,  E   E        Atomic    Safety    and    Licensing 
Board    Panel         B4/O3/H         3S9pp         27644   O01         24 M 
Fiche    SO-49B,  B4/O3/lfl,  84O31 30016 

S403a2OE3B  Notice    of    cnange    of    mailing    addmai    far    Jutijn    Mill 

DECHHOEFER,  C         Atomic    Safety    and    Licensing    Board    Panel         DSD   OiO 
B4/D3/2O  OfFlc*    o*    tho    Eiocutive   Legal    Director         Jp         SS717  03V 

24X    Fiche    30-493,  B4/03/30,  B403-23OB3B 


DOCKET  STN-SO-49B  SOUTH  TEXAS   PROJECT,    UNIT    1 

A      Application/construction    stage    documents    &   corfsip ondence 

B403010444   Summary    of    B31130-1202   Caseload   Forecast  Pane]    meetings 
u/utll    at    site    In   Hatagorda    County,  TX   re   rivltur    of    const 
progress    to    obtain    info    for    ui*    as    Input    to   DL   review 
•chedule    process   VIeugraphs    encl 

VIETTI.A        Licensing    Branch    3        84/02/32  Licenslno    Hrancli   3 

79pp.       22447-226        34X  Fiche    SO-49B,  84/02/E2,  8403010444 

B4Q2090017   Board    Notification    B4-D3B    forwards   RJ  Hattson    B40123  memo 
to  DO  Eisenhut    providing    status    updat*    of    NHC    actions   re 
Wntlnghous*   ECCB   «ctuation    logic, 

EISENHUT.DO  Division  of  Licensing  B4/OZ/27  PALLADINO 
Commissioners  7pp  22S46  007.  H4X  Fiche  30-000. B4/OS/27, 
B402090017 

B4O3SB0122  Buiwnary    of   840224    meeting    w/Me  stinghous*  Quner*   Oroup    In 
Bithisda,  MD  re    proposed    Wf»tinghousu    steam    generator    tube 
rupture    generic    program   Attendee    list   !<   agenda    encl 
NERSEB,  v        Licensing    Branch    3        84/03/07  Licensing    Branch   3 

3Spp        22S11    131        24X  FI eh «. DO-OOO, B4/O3/07,  0403260123. 

B4O33001S3  Foru»rdi    draft,     "hlltlgatlve   Techniques    &  Analysis-    of 
Sentric   Site  Conditions    for   Qrounduater   Contamination 
Associated   u/BevBre   Accidents    " 

KMIOHTON,  0,  H        Licensing    Branch    3        84/03/19        GOLDBERG, J   H        Houston 
Lighting    &  Power   Co        3pp,       22841    OOt        24Jt   Fiche    90-493,34/03/19, 
S403300129. 

— 6403300138   Draft<     "Ml tiga tlve    T>chnlq.u*s   &    Analysis    of    uinarlc    Bite 
Conditions    for   Orounduater    Contamination    Associated   u/ 
Sevtre   Accidents    " 

9HAFER,J  H  ,  DBERLANDER,  P.  L,  ,  SRAGGS,  R,  L  Sattelle  Mimorlal 
Institute,  Pacific  Northuest  Laboratories  S4/01/31  300pp 
2SB41  004,  24X  Ficht  30-498,84/03/18,8403300123 


B40327O023  Notice    of    trstnnt     to    appeal    Partial     Initial    Decision 
7?-431-07  OL  Certificate   of  Bvc    encl 

SINKIN, L        Cltiieni    Concnrned    About    Nuclear   Power,     Inc         DBD    117 
B4/03/H3         2pp          3S770   O71          SM    Fllhe    30-490,34/03/33,0403370029 

Q      Inspection    rapa-rte.     IE    Bulletins    !<    correspondence 

B4030101K5  Further    responie    to   FQ1A   request    For    IE  Rept    79-17, notice 
of    proposed     Imposition    of    civil    p-onjs  1  tie « r  no  1 1  ce    of 
violation  &    order    to    shou    cause    Forwards    documents    listed    on 
App    A 

FELTQN. JM        Division    of    Rules   and    fiecord*        34/01/11         HAMLIN,  J   D 
Shaw.     Plttman,     Potts    fr   Troubridge         ?pp         3H447    176>        SIX 
Ficjie    SO-49B,  B4/Ot/ll,  B403O10iaS 

— B403O1O132  Requests    Info    r«    public    hearing    on    insp    at    facilltlt* 

SCHWARTZ.A   R         Teiss.     State   of         6O/O6/03         BEVFRIT.K        fifloion   4. 
Dallas,    Office    of    tho    Dlrfletor          lp         22447    179        24X 
Fiche    90-4?BrB4/Ol/ll.  B403010123 

B40I19OO7S    IE    Info    Notice   84-13,     "Potential    Deficiency    in    Motor 
Operated    Valve    Control    Circuits   ti   Annunciation    "    Eve    lltt 
enc  1 

ODRDAN,  E  L        Division    of    Emergency    Preparsifnessi    fc    Engineering 
Response    (Post    B3OI03)          B4/02/SS  Con  sol Jdated    EdliQn    Co      of    Nou 

Yorfcj     Inc         llSpp         32909    23.9        24X   FlchB    50-000.84/03/28.640119007? 

B402090007    IE    Info   Notice    B4-14,     "Hlahlights    of    Recent   Transport 
ReguJ*tory   HBV»    by    DOT   &    NRG    "    Sve     list    one  1 

GRACE, J  M       Division   if   Oft,    Safeguards   &    Inspection  Programs    (Post 
B301O3)         91/Q3/02  Consolidated    Ellison    Co      of    KBUI  York.     Inc 

130pp         22352    329         24X   Fiche   HO-OOO. B4/03/Q2, B40S0900O7, 
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B4020900GB    IE    Info   Notice    94-16-     "Pallor*    of    Automatic   BprlnHir   Sys 
Valves    to  Operate    "    Svc    Hit    end 

JORDAN,  E  L        Division   of    Emergency  Fr^paredneni    Ic   Engin«*ring 
Response    (Post   830103)         04/O3/02  Consolidated    EdiiOn    Co      of  New 

York,     IIIIT          12Spp          22353    093         24  X    Fiche    SQ-000.  S4/03/OS,  B402O9000B 

B40209000'9    IE    Infa    Notice    B4-15,     "Reporting    oF    Radiological    Ril*a«»s    " 
Svc    lilt    and 

JORDAN,  E   L        Division   of   Emergency   Preparedness   A   Engine/erlni 
Response    (Pott    830103)         B4/O3/Q3.  Co-nsol  1  ifattd    Edison    Co      of   New 

York.     Inc         I19>|>        22553    H17        24X   Flciie    30-000-84/03/02.0402090009 


S402090O11    IE    Info    Notice    84-17,     "Problem)   U/Lltiutd    Nitrogen    Cooling 
Component*    Below  Nil    Ductility   Ttfflp    "   Gvc    lift    end 
JORDAN,  £  L        Division    of   Eoierjincy    Prep«i>«rfn*i  *   &  Engineering 
Response    (Post   B3Ot03)         84/03/O5  Consolidated    Ediion    Co      of   Nam 

Yuri.     Inc          117pp         22353,336         24X   Fiche    30-000,84/03/03,8402090011 

8402070024    IE    Info  Notice    B4-09,Rav    1.     "Lessons   Learned   From    Inspi    of 
Fir*  Protection   Sate   Shutdown   Sgi    "   Svc    list   end 
JORDAN,  E  L        Division   of    E/SBrgency    Preparedness   (•  Engineering 
Response    (Post   S3O103)         B4/O3/07  Consolidated    Ediion   Co      of    New 

Yurk.     Inc         HBpp.       32635  O49        2*X  Flcbe    SO-OOO,  84/03/07.  B40209O024 

B40207002B    IE    Info  Notice   31-19,     "Stress    Corrosion   Cracking    In  PUR 
By*    "  Svc    Hit    encl 

JORDAN.  E   L        Division   of   Emergency    Preparedness  *  Engineering 
RejjjoniB    (Post   93O103)         84/03/O7  Con*ol  t  dated    Editor    Co      of   Him 

Vorki     Inc         llBpp         223B4    186        24X  Fiche   50-000,84/03/07.8402090023 

B402070031    IE  Bulletin    B4-O2,     "Failures    OF    OE   Tiff  UFA  Relays    In  U*e    In 
Class    re  Safety   Sifs    "    Svc    li*t   enc  1 

DEYOUNQ.R.C        Director's    Oftlc*.     Office    of    Inspection   and 
Enforcement        84/03/12  Contolldated  Edison    Co.     of  Neui    York.     Inc 

I34op        22833  094        24X1  Fl  cho:  30-OOO,  B4/03/12,  8402090031 

B402090043   IE    Info  Notice    84-17,    "Two   Events    Involving   Unauthoriisd 
Entr£«    into   PUR   Reactor    Cavities    "    Svc    list   eucl 
JORDAN,  E  L      .Division    of    Em-ersency   Preparedniss   b  Enginterlng 
fi*sponan    (Post   530103)         S4/O3/21  Consd  1  i  da  ted   Edison    Cfl      at   Meu 

Yorl,     Ine         )S3pp         22823  3B9        24X   Flche    30-000.  S4/O3/21  ,  B402090043 

S402090-044    IE    Info.  Notice   B4-2O.     "Svc    Life    of    RelJiji    in  Saf  *  ty-fiela  tid 
BUS    "    Svc    list    sncl. 

JORDAN,  E  L        Division    of   Emergency   Preparedness    If  Engineering 
flesponie    (Post   S30103)         84/03/21  Cotisa  1  idatcd    Ed  It  on    Co.    of  (J»w 

York.     Inc         13Spp         22933   O01         Z4X    Flehe   SO-000,  94/03/31,  8102090O44 

R      periodic    operating    reports    fc    related    correspondence 

B403020443  Forwards    monthly    ttatu*    rapt   of   offiite   emergency 
prcparednEss    for  OL   reviews    for   Jan    19B4  -Changes    In  FEMA 
finding    dates    not    caused    by    delay    due    to   offiite   emergency 
planning    Issues 

DIRCKS.M  J        Office    «t    the  Executive   Director    for   OporaUons 
84/OS/21          P^tLADIWQ      Comml  1  sioneri         9ap          22492:033         24  X 
Flche    50-000,fl4/O2/ai,S403020443 

B      Repurialle    occurrence*,     LERs    &  related    correspondence 

S403210032  Part   21    rept   re    failure   of   ajilliarv    feiduatcr    pvmp    drive 
frurbinBs.Oiinpel    NPS-4   TS.T    valve,  to    close   Eticl    Itr    dtd    840Z03 
tent    to    lilted    utlls    GE   notified   of    affected    unlti    in    BUR 
P  lanti 

THERGIK.R  R         Terry    Corp         S4/02/22        WOODRUFF,  R   M        Director's 
Dfflci.    Office    Df    Inspection   and    Enforcement        6pp.       22706:327       84X 
Flche    30-000,  B4/02/22.  B403210032 

B403130338  Final    deplcl«ncif    rept   re   pipe    *tre«s    analHjJls    design 
process    tnltiallg    reported    on  B3122B   Evaluation   complete 
It«m  determined   not    reportable   p»r    1OCFR50    S5(e) 

QPHEA.C.  U        Kauiton    Lighting    b  Pouor   Co        B4/02-/39        COLLINS,  J  T 
Region    4.    Office   of    Director         3pp         23607    245        24X 
Fiche   30-498,84/02/39,84-03190388 


T     Hearing    transcripts    on   non-antitrust  natter* 


8403010135    Further   rssponi*    to   F01A  request    for    IE  Rept  79-11?,  notice 
of    proposed    Imposition   of    civil    penalties,  notice    of 
violation   &   ord*r    to    show   caul*  Forwards    documants    listed    on 
App   A 

FELTOM.J   M        Division    of    Rule*   and    Records,       84/01/11  HAUL  IN,  J  B 

Shaui,     Plttman,    PotCs   h  Troubrldge        2pp        22447-176  24  X 
Fiche    30-490,84/01/11,  8403010133 


—  B4O301O13V  Transcript    of    BOOS19   public    meeting    in 
supporting    documentation    encl 

«•     CDnmliiloners        80/08/19.      30Spp        22447    1BI 
Flch«    So-498,  S4/01/1  1,8403010128 


mii    Cltg.TX.Pp    1-383 
24  X 


DOCKET  STN-80-499  BOUTH   TEXAS  PROJECT.    UNIT  2 

A     Application/construction    stag*  document*  L  correspondence 

B403010444   Summary   of    B31130-1202  Caseload   Forecast   Panel    •••ting* 
u/utll    *t    site    In  H-etagordA   County.  TX  re    review   of    const 
progres*    to    obtain    Info    for    use  *i    input    to   Ot   revleu 
fcheduLe    process.  Vltugraph*    end 

VIETTI,  A,       Uicenslng    Branch    3        B4/02/22  Licencing    Branch  3 

79pp        22449226        24X    FlcHe    90-493.84/02/22,8403010444 

9402090017  Board   Notification   84-O3B; forward*    RJ  Matt.on   B4D123  neno 
to   DO  Elsenhut   providing    statu*   update    of   NRG   actions    re 
Westlnghouse  ECCB  actuation    logic. 

EIBENHUT,  D  0  Division  of  Llc*nslno  84/02/2?  PALLADINQ 
ComminionBrs  7pp  22346  007  24X  Fich*'  30-OOO,  84/02/27, 
8402090017. 

B4032B0125  Summarg    of    840)824-  mietlng    ui/Meitinghouse  Ouners   firoup    in 
Bethetda.MD  re   propond    Mestlnghaute    steam   generator    tub* 
rupture    generic   program.  Attendee    list  tt  agenda    encl 
NERBES.V        Licensing   Branch    3        94/03/07  Licensing    Branch   3 

39pp        S2S11    131        S4X   Fi  c  he.  50-000.  84/03/07,  8403Z8OI22 

B4D3300125  Forwards    draft,     "tlitigative   Tichnlques    t<  Analyslt    of 
Ceneric    Site  Conditioni    for   Grounduater   Contamination 
Associated    u/Stvere   Accidents    " 

KNIOHTON.O  VI,       Licensing    Branch   3        84/03/15        OOLDBERO,  J  H.       Houtton 
Lighting   &   Power  Co        3pp.       22S41    001        24 X  Fichi. SO-49B,  B4/03/13, 
B4033001SS 

F      Security,    medical,     amergeneg    (c  fire   protection   plant 

8403090147  Submits    scinarto    Par    sUbmittal    of    info   re    emergency 
preparedness    upgrade    Iimaint    necessary    to    ensure    proper 
revleu  b  coordination  u/alt    participant    organliattons. 
COLLINS.J  T        Region    4,     Office   of    Director        S4/OS/09        DPREA.O.W 
Houston    Lighting   b  Power   Co        2pp        824B4. 052,       24X 
Flch*  30-49B,B4/Oa/09.8403O90149 

S4O3010944   Advises    that   NRC    will    not    delete    privacy    or   proprietary    Info 
from    emergency    plans    unless    specifically    requested    by 
1 icente*. per   810709  Generic    Ltr  81-27  W/o    request. entire 
plan  mill    be    placed    in  PDR 

KNIOHTDN.O  W        Licensing    Branch   3        B4/02/14        OOLDBERO.  J,  H        Houston 
Lighting    S-  Power   Co        4pp         22438;  339        24X  Fieho.  50-498,  B4/OS/14, 
B403010544, 


0      Adjudlcatory    correspondence 


8403070117   Advl*es    that    encl    final    rept   on    condition    Identified    In 
tOCFRSO   53e    rept  was    lubmltted   on   B40216  Rept   concludes 
daslgn   bails    differential    tattteaient   criteria    not    exceeded, 
W/o   final    rept. Certificate    of   Svc    end 

NEWMAN,  J  R        Newman    t>  Holtilnger        »     Houston   Lighting    Ic  Power   Co. 
84/03/05       BECHHOEFER.C   .    LAMB.J.C   ,    HILL,  E,  E       Atonic   Safety  and 
Licensing    Board   Panel         4pp         32541    334        24X   Flche:  50-498. 84/03/03. 
B 403070117 


B4O3130477   Final    deficiency    rept   r«   reactor   containment    bldg    poit- 
tensioning    sgs    tindani    tnitlallij    reported    on   830836  Damaged 
tendons    will    b«    replaced    Tendons    mill    be    mfg    in    tine    Fr*mi 
to  preclude   need    For    lonj-tirm   storage 

OPREA,  0  M        Hog  j  tan   Lighting    &  Pouier   Co        B  4/02/27        COUIN3,  J  T 
Region   4,    OffUn   of    Director         4ipp.       S3613    176        B4X 
Fiche.  30-41!!!,  84/02/29.  B403  130477, 


0403140192   Motion    for    reconsideration    of  ASLB    B30714   memorandum  tt 
order    re    830330  iuppl    to    motion    for   new  contention 
Certificate    of  Sve    enel 

BINKIKiL        Cltliens    concernod   About   Nuclear   Pouer,     Inc        84/03/O8, 
Atonic    Safety   and   Licensing    Board   Panel         IBpp        23625    173.       24  X 
F  1  che'  90-498.  B4/03/08,  84O31401  92 


0403270219  Part   SI    r"pt   re    broken    contact   carrier    in   control    device   of 
7    5   kV-lS   kV,  300-730  MVA,  S    kV  3SO-3.OOO  f   all    HKV   circuit 
breakers,  Initially    repofted    on  830223  Addenda    to 
inital  l*t  ion    tt  ma  i  Tit    procedures    lent    to   affected    units 
DUVALL,  D  D        Broun    Boveri    Corp      dubs      of    Bromn   Bov«ri    Si  Co    .    Ltd    I 
34/03/1?  Record    Service^    Branch    (Document    Control    Desk)         5pp 

22772    114        S4K  Fithn    30-000,  04/O3/19,  01032:70317 


8403190039  nimorandum  b   order    for  parties   not   to   reipend   to   Concerned 
Citiien*   Against   Nuclear    Power   840308  motion    for 
raeonsidei-atlon   of  ABLB   930714  order   re    financial 
qualifications   contention, 

BECHHOEFERiC        Atonic    Safety    and   Licensing    Board   Panel        84/03/13. 
Office    of    the   Eiecutive   Legal    Director,       2pp        22643'  082        24X 
Fiehe   30-49B,  84/03/13,  8403150039 
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S4D313O01A   Partial    initial    Dncisicm   LOP-84~13    (Phase    19    re  OL 
Cltlians    Concerned    About    Nucloar   Pouer   Q3O808    motion    to 
reopen    Phase    I    record    Jen  led. 

BECHHOEFEH,<C    ,     LAMB,  J  C    ,     HILL,  E   E        Atomic    Safety    and    Lie  en*  Ing 
Board    Panel.        84/O3/14          399pp          32i44    OO1          24X 
Flehe    SO-490,  84/03/14,  84Q3130OIfi 

8403230838   Notice    of    change    of    malting    address    for    Judge    Hill 

BECHHOEFER.C         Atnmit    9-ifBtg    and    Licensing    Board    Panel         DSB  OAO 
84/03/20  Office    of    the   Executive   Legal    Director         lp         £2717  0 

B4X    FlChe    SO-49B.  84/03/20.  8-40323O238 

3403570029   Notice    Of    Intent    to    appeal    Partial    Initial    Dec  Hi  on 
79-421-07  OL   Certificate    of    Svi    enc  1 

SINKINi  L        ClUiant    Concerned    About    Nuclear    Powtr,     Itic         DBS    117. 
94/03/23         2pp.       22770   O71         S4X    Fiehe    90-498.84/03/23,5403270023 

Inspection    reports,     IE    Bulletin*    &    correspondence 

I4O3010123  Further    rs-iftonse    to    FOIA    request    far    IE  Rept   79-17.  notlct 
of    proposed    impotltlan    of    civil    penal  ties,  notice    of 
violation    &    order    to    fhoui    caus*   Forward!    documents    listed    on 
App    A. 

PEL  TON  r  J  H        Division    of    Rules    and    Records         84/01/11         HAMLIW.  J  D 
Sluiui,    Plttmonj     Petti    h   Troubrldos         2pp.,        23447;  176        E4X 
Ficht*50~419-B,B4./01  /1  1,040-3010123 


-8403010132  Requetti    Info   re    public    hearing    on    ln*p    of   Fa 

BCHHARTZ,A   R.       Teras,     Stat»    Of         80/06/03         SEYFRIT,  K         Region    4, 
Dallas,     Office    of    Ut    Director.        lp         22447:17"?.       24X 
Flche:  90-476,84/01/11,  S4O3Q1012S. 

OU9007B    IE    Info   Notice    84-13,     "Potential    Dvflcivncu    In    Motor 

Operated    Valve   Control    Circuit*   &    Annunciation    "    Svc    lint 

end, 

JORDAN.  E  L         Division   of    Emergency    Preparedness    h   Engineering 

Response    (Post   8391O3)         B4/O2/2B  Consolidated    Edison    Co      o-f   N*iu 

York,     Inc-        llSpp         3290?   239.       24X    FichB    30-OOQ,  S4/OS/28,  B4O1  190072 

020700O7    IE    Info   Notice    84-14.     "Highllghtt    t)(    Recent    Transport 
Regulator^    Revs    bg    DOT  &    NRC    "   Svc     Kit    encl 

OR  AC  Er  J   N        Dl  vlilon    of   QAr     Safeguard!    b    Inspection  Programs    (Post 
830103}         B4/O3/OH  Conso  1  {dated    Ed  lion    Co      of    Ntu    Yorfcr     Inc. 

22392:329.       24X   Fiche    3O--OOO,  a4/03/-Q2-  B4OSO9OOO7 


S40207O044     IE    Info    Notice    B4-BO,     "Svc    Life    of    R«Ui;s     in   Saf  ity-ReJa  tad 
Sy«    "   Sve    list    end 

JORDAN,  E   L        Division    of   EmeTgencij    Preparerfness    (•  £^ginee^i^g 
Respanie    (Poit   S301O3)         04/O3/21  Consolidated    Edison    Co      of  New 

York,     Iiu  tagpp          22*33    OO1          S4X    Fithe    30-OOO,  34/O3/21  i  840S070044 


DZ09000B    IE    Info   Notict   Q4-16j     "Failure    of    Automatic    Sprinkler   B(j* 
/*lv«»    to   Dperatn."    Bvc     list    en«l 

JORDAN,  E.  L         Division    of    Emarjencij    Preparadnass    &   Englnaarlna 
1espon*e    fPoit   S301O3).       B4/03/03  Consolidated    Edlion    Co      of  New 

'ark.     Inc          122pp         22S33-O98        24X   Fichu    90-000,94/03/02,3402090003 

)2090009    IE    Info   Notice    84-1  Sj     "Reporting    of    Radiological    Release*    " 
vc    list    «ncl 

JORDAN,  E,L,       Division  of   Emergency   Preparedneii   h  Engin»tring 
letjtonte    (Past    830  1  03  >         84/03/02  Contolldated    Eifiion    Co      of   N«u 

'ark,     Inc          119pp         22993    217        24X  Flche    30-000,  B4/O3/02,  04O2090059 

'207001  1     IE    Info   Notice   64-17.     "Problems    H/Li^uld    Nitrogen    Cooling 
amjionerti   BeJou  Nil    Ductility   Temp    "    Svc    Hit    encl 

'ORDAN.E  L.       Division    of    EmBra«ncU    Pr"P*r«rfne»s    *(  Enjineerlnfl 
••panie    (Poit    830103),       84/O3/O3  ConvDlldatad    Edisnn    Co      of    N«u 

orl,     Inc.        1I7HP.       32533    336         24M    Flche    SO-OOO.  84/03/0&,  B40209001  1 

2090O24    IE    Info    Notli»    84-09,  Rev    1^     "Lesions   Learned    From    Insp«    o* 
Ire  Protection   S*fi   Shutdown   84*    "   Svc    Hit   «ncl. 
ORDAN'E  L,       Dlvlilon    of    Emergency    Preparednam    t,    Engineering 
tsponie    (Pott   830103).       84/03/07.  Consolidated    Edlmn    Co      of   N«u 

nrki     Inc.        118pp.       22633   O49,       24X   Fichs;  3O-OOO,  B4/O3/O7.  8402090084 

!O900aB   IE   Info  Notice   H4-1B,     "atress   Corrosion   Cr«c*ing    in  PWR 
'i,  "   Eve    1  1st    enc  1, 

IB  DAN*  E  L,       Division    of    Emiroency    Preparedness    fc  Enginvaring 
ispon**    <po«t    B30I03),        84/O3/O7  Consolidated   £dlson    Co      of   M»u 

rl,     Inc         llflpp.       22984-  IBi        24  X    Flche    30-OOO,  84/03/07.  B402O7O028 

'090031    IE    Bulletin   &4-D2,     "FailUT**    of    OE   TY("    HFA  Relayi    In    Use    10 

an    IE   Safatv    Sul    "    Sve     lilt    encl 

VOUfWiR   C.       Diraetor't    OfficRr     Office    of    Inipeetlon    antf 

forcumint         84/03/1S.  Consolidated    Edllon   Co,     of    N*u   York,     Inc 

4pp.       22823:09*.       24X   Flch*    3O-OOQ,  84/03/  12j  84O2090031. 

090043    IE    Info    Notice    84-19,     "Two    Event*    Involving    Unftuthorlied 

trltf    into    PWR    Reactor    Cavities,"    Svc    list    end 

RDAW.E.L,        Olviiion    of    Emerflonctf    Pr»pare«fnen    *    EnaineeMng 

»poniB    (Post   830103).       S4/O3/21  Consolidated    Edlion    Co      of    Nau 

pk,     Inc,        123pp.        33Ba3:3Z<J.       24X    Fiche    8Q-OOO,  B4/O3/21j  8402O90093 


B      flBportable    ot  curr  encei-     LGHs   &  ralated    c  orrx-pond  ance 

B4O331003S  Part   31    r«pt   rs    failure    of    njilllarij    feedmatep    pump    drive 
turb(nifs,Cimpel    HPB-4   TbT   valve,  to   close    £ncl    1  tr    dtd    840303 
sent    to    listed    utili    GE    notifleif    of    affected    unit*    in  DWR 
plants 

THEROUX.n    R         TBIT«    Corp          64/02/32         WOODRUFF,  R   W         Dfreetor's 
Office     Office    of    Inspection    and    Enforcement        &pp        22706   327        24X 
Fichu,  3Q-OOO,  84/QS/22,  B4O321OO32. 

S40313O32Q   Final,    ifaf  i  t  i  e-nt  ij    reft   r*    pipe    stress    dnalu-iis    dtslgn 
pro-cflis.  Inlt  lallij    reported    on   831,328  Evaluation    complete. 
Item    determined   n»t    rsportablt    per    IOCFH50   35(H 

dPREA'G   M        Knuaton   Lighting    (.   Power  Co        84/02/29        COLLINS.J  T 
Region    4,    Office    of   Director        3pp        2B6O7   245        24X 
Fiche    SO-49a,e4/oa/29,  3403130328 

B4031GD477  Final    deficiency    rept   re    reactor    containment    b  Idg    po*t- 
tvnsloninj    «yj    tendons    Initlallg    reported    on    BSOBSi  Dannagsd 
tendons   will:    be    replaced1    Tendon*    will    be   mfg    In    tlnm    frame 
Co    preclude    need    for    long-term   itorage 

OPREAiO    W,        Houston    Lighting    &   Power    Co         B4/O2/29         COLUINa,  J   T 
Region    4,    Office   of    Director         4pp         22413   176        24X 
Ficha:  SO-49S-  B4/02/2?,  S403130477 

840327OS19  Part   SI    rept   re    hrokan    contact   carrier    In   tnnlrol    device    of 
7   B    kV-13   liV,  800-730   MVA,  3    kV  350-3,OOO  t.   *11    HKV  circuit 
breakers    Initially    raported    on  83O2E3   Addenda    to- 
installation    t  mint    procedures    i&nt    to  affected    units 
DUVALLrD  D        Druiiin   Dovorl    Corp      dubs      of   Brown    Bovvrl    it   Co   ,    Ltd    ) 
84/03/19  Record    Services    Branch    (Document   Control    Deitl         Spp 

22772    114        24X   Fichfl    3O-000,  84/03/19,  B403270219 


T      Hearing    transcripts    on   non-antltruit  natters 


B4O3O1012S  Farther   reeponse    to   FOIA   request    for    IE  Heps   79-19,  notice 
of    proposed    Imposition    of    -civil    pena  Itiei,  notice    oF 
violation  (t    order    to    shaui   cause   Forwards    dacuments    listed    -on 


FELTON,  J  M        Division   of    Rules  and    Re-cords        34/01/U 
Bhau,    Pittrtin,     potts    8>   Troiuorldge        2pp        22447    176 
Fiche:  30-493,  B4/01  /1  1,84030  10125 


HAMLIN.  J   B 


3403010139  Transcript    at    800B19  public    meeting    In   Dai/   Citft.TX  Pp    1-382 
Bupportlng    documantatliin    encl 

*      CommisslonUTi         80/OB/19        3B2pp         S2447    1BI        24  X 
Fiche    30-499,  84/O]  /1  1,  S4O3O1O123, 


DOCKET    30-300   DAVIB-HEBSE   NUCLEAR   POWER    STATION,     WHIT   2 
3      Repurtable    occurrences,     LERs    l<  related    correapondence 

8403210032  Part    21    rept    re    failure    of    auxiliary    feeduater    pump    drive 
turbln*s.0impei    NPS-4   ThT   valve, to    close    En«l    Itr    dtd    340203 
sent    to    lilted    ucll*   «E    notified    of    affected    unit*    In    BUR 
plants 

THERQUX,R   R        T«rr(j    Corp         S4/02/SS        WOODRUFF,  R  U        Director'* 
Office,     Office    of    Inspection    and    Enforcement        &pp        22706    327.       24,X 
Fit  h  e: 30-000,  B4/02/23.  84O3B10O32 


DOCKET    30-301    DAVIS-BESSE  NUCLEAR  POWER   STATIONi     UNIT   3 
B      Reporta&lu    oecurranceai     LERi    d  rnlate<d    correspondence 

B403310032   Part    31    rept    re    failure    of    auirillarg    feadwater    pufflp    drive 
turbines,  Dinipel   NPE-4    TIT   valve,  to    close   Encl    1  tr   dtd    B403O3 
s.nt    to    listed    utlls    OE   notified    of   affected    units    in   BUR 
P Ian ts 

THEROUX.B   R        Term    Corp         84/02/32        UOODRUFF,  R,  W        Director'* 
Office,     Office-   of    Inspection    and   Enforcement         ipp        B27O4   327,       24X 
Flehe    SD-000.84/02/22-84032IOO32 


DOCKET   8TN-30-50B  WPPSS  WUCLEAR    PHOJECTr    UNIT   3 

fi      Application/construct  ion    stag*    documents   &    correspondence 

0403010090  Third    partial    response    to   FCIIA    request    for   sir    categories 
of    documatits   re    faclLttv    Forward*   App-   A    docutnentf    App    A 
d'ocu-menbi    also    placed    in    PDK   App    B    ilacunients    ul  1 1    be   placed 
in  FDR   upon   rnnu»st   Revieui   continuini 
FEC.TON.J  M,       Division    of    Rules    and   fl»cords         84/01/17        ANDERSON,  S    ! 

Darveiji     Schubert'     Adams    fc   Bar*r         4pp         22446  293        24X 
Fiche    SO-OOQi  B-t/Ol/17,  B4030100SO 
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-BQO3240159   Advises     of    refund 
based    on   professional    manp 
casts    Incurred 
MILLER) W  0        License   Fee   Management    Branch 

Office    of    ttie    Controller          2pp          33444   303 
Fiche    50-OOO.  B1/Ol/17,Bt03010030 


ed    licensee    re   CP    fees    For    facilities 

r    ontendad   Ji    contractual    ivcs 


BO/03/03 
24X 


—  B0040I0732  Confirm*    BO0229    tofccon    re   professional    manpower     tlSS-h) 

provided    bij    300329  memo    Manpower    sftould    be    divided  eq.ua!  1  ij 
bBtuiean.   two    units 

HOLLOHAYi  C  J        License    Fee    Management    Branch        SO/OS/29 
F1TTI-C    J        Atomic    Safety    and  Licensing    Board   Panel          lp 
22496   300         24X    Fiche    50-OOO,a4/01/17,B4O301O050 

—  B004O1O75?  Confirms    BOOS24>   telcon    re    professional   manpouer     (  IB-h  ) 

provided    b<j   f,   Rosenthal    781002  ran  mo   Manpower    should    if 

divided    equally    between    tuo    units 

HQLLOWAY,  C   J         License    Fee    Hanagoment    Branch         BO/03/21?          BIEHOP,  J 

Atomic    Safety   and    Licensing    Appeal   Panel.       lp        32446   3O1        24X 
FicfiB    30-000.34/01/17,8403010030 

—  3112310133    Informs    of   B   ncKinney    opinion    that    allocation    at    ACRE 

manpower    for    fee   .purposes    should    be   divided    equally    for 

revleia    of    tuo    units    at    site 

HOLLOWLY,  C   j        License    Fee    Management    Branch        79/01/32  License 

FB&   Manaaement    Branch          lp          25444   297         24X    Fich«    50-OQO.  B4/OI  /17. 

B4O30  10050 

--B30B1OQ4S3    Discusses    status    of    DL   applications    Review    p-f    »nc  1    WPP  S3 
53Q712    Itr   requested    in    order    to    determine    p  re-tent    status    of 
Unit   3    for   billing    purposes    W/o    encl 
MILLER.W   0        License    Fee   Manaoement    Branctt        B3/OB/OS        FONfJER.  R   L 

Regulations    Division         2pp         2-E44O-   336         21  X    FichU'  5O-000. 
84/01/17,3403010050 

B4O3Q80179  Fourth    partial    response    to   ForA  reauest    for    sli    categories 
of   do-euments    re    facilities   forwards   App   A  documents  App    B 
document   entirely    withheld    (re*   FOIA  Exemption   5)    Review   of 
addl    documents    siibj    to    request   continuing 
FELTON.J  M        Division   of    Rules   and   Records        84/02/13        ANDERSON,  S    I 

Garveij,     Schubert.     Adams    &    Barer         7pp          22&B3   SSI,         24X 
Fiche    30-000,  B4/02/  13.  B403OBO179 

--BQ0324O203  Submits    revi-eu   costs    for    facilities   Heaping    wa» 
uncont&steil    Billing    procedure  may    be    completed 
BERKOW.H  N        Office    of    Nuclear   fieaetor  Regulation,     Director 
80/02/93        MILLER,  U  0        License    Fee   Management   P  ranch          lp 
22SB3   242        24X   Fi  ehe,  SO-OtX).  B4/02/13,  B103QBO179 

--0003240307  Forwards    IE   cost    data   worksheets    for    facilities    Ho  costs 
relectetf    for    licensee    contractor    vendor    In*p    repts 
C03H,  L    I        Executive   Officer    For    Management    *<  Analysis         79/01/2? 
MILLER.  W  O        License   Fee    Management   Branch         3pji         23593    243        24X 
Fiche    SO-000.34/03-/13. 


800324031'?  Corrects    78102°.    memo   re  WPPSH   3  I*    5    being    contested   Memo 
reflecting    actual    ftSLS    time    spent    on   ease   ertl 

FITTI.C    V        Atomic    Safety    and    Licensing    Board    Panel         BO/O2/SB 
HOLLOWAY,  C  J        License   Fee   Management   Branch         lp        2ESQ3    24B        S4X 
Ficho    30-000.04/02/13,3403060179 

-B003S40BS2   Submit*    rept   of    time    ipent   since    program    initiated    on   UPPSS 
3  fc  5  Professional    time    all    sptnt    on    ppst-hejrlng   uork 
reflarfling    CP   hoaring 

LA1O,  R   M        Atomic    Safety    and   Licensing    Board    Panel         7&/04/11, 
FITTfiC  O        Atonic    Safetu,    and    Licensing    Board    Panel         3pp 
23393    S4°         24X    Flth*    80-000,84/03/13,3403060179 

~B0090'!0737  Fariuarila    a  iruiorth  iness    alert   re    corvoslve   *   abrasive 
characteristics    of   volcanic    ash    which    ha*    fallen    In   Pacific 
Northwest    Hues*  ions    re    ash    amount*  chemistry   b    ilie 
distribution  mill    BE    forwarded    to    licensee*   M/o    encl 
JACKSON,  R   E        OeosclencB*    Branch        BO/Ofi/12        VOLLHEH,  R    H 
Dlviiion   of    Engineering         2pp        33SB3  2SB        S4X 
Fichu    50-000,  B4/02/13.  0^03030179 

-91O43000SO  Responds    to   B1O4I4    (nemo    re   util    request    for    clarification    in 
uie   of   A3ME   cod*    cases    UKil    use    of   coif   casts   u/o    prior    WRG 
approval    ii    inadvisable    due    to   potential    hardftiiji    for    user 
ffOSNAK.fl   J        Meehanlcal    Engineering   Branch         Bl/OVai 
YOUNOBUODD.B,  J         Licensing    Branch     1          lp         23383    SBQ         i!4X 
Fiche    SO-OOQ,  84/D2/13,  B4030BOI71?. 

-B107270274  Accepts    uae    of    ASME  Code    Case  W-S42-1    dttf    B00410    for 
application    in   const   of    pipe    support    frames    in   pipe    chas«t 
located    In    tut-    lower   elevations    of   reactor  auxiliary    bldg 
Conditions   of    use    discussed 

KMISHTjJ  P        Assistant    Director    for    Coinp      &  Structure*    Ensin»"ring 
(Pre  9302011        01/07/21        TEuesco.0.  L-      Atslstant  Director   for 
Licensing         lp         225B3   301         24  X  Fie  he.  5O-000,  B4/Oa/13.  fl4030BO179 


-B106110D3B  Notification    of  S1OB2O   meeting    m/util    in  Bethesda.MD  to 
discus*    proposed    Independent   design   review  programs 
HERMAN, R  W        Licensing    Branch   4        SI/07/30        ADEN8AM.  E  B 
Licensing    Branch    4        3pp         33333  302        24X  Fiche   30-000.  B4/02A3. 
S403080179 

-8L10QBO6ia  Discus*as    propoaai    to    use    IDRs    In    licensing    process    I  Mi  atij 
be    useful    in    certain    areas. but    clarification    of   role   needed, 
TEDESCO,  R   L        Assistant    Director    for   Licensing        81/09/23 
E1SENHUT.O   0        Division    of    Licensing         lp        289B3  307        S4X 
Fiche   30-000,  B4/OH/ 13, 81030801 79 

-3111300219    Informs    of    receipt    of    telcon    from  Yaltamar    Indian  Nation 
requesting    that    trite    be   given    full    rights    in    facilities 
proc  aed ings 

TEDESCO, R   L        Assistant    Director    for   Licensing,       81/10/21 
KETCHEN, E        Hearing*    Division         lp        22SS3  310        24 X 
Fiche    30-000,  B1/O2/I3,  84030B0179 

-B2Q31H011B   Foi-uiards    tuo   relevant    documents    for   FOIA  request  re  HP.PSS  t 
Exxon   Litigation 

MIRAOLIA.F   J        Licensing    Branch    3        B2/03/OB        WILSON. V  H, 
Management   Analy s  It    Branch         3pp        22583-333        84X 
F£cha    90-000, 84/02/13,  B4030B0179 

-S2O4290-6S7   Mot  1  f ica t ion.   of    B2031 1    meeting    ui/util    to   dl»cu«t   revlou 
process   &   prellmlnaru    identification   of   any    pos*ible 
unique    featurns 

WHEELER. L   L        Licensing    Branch    3        B2/04/22        MIRAOLIA,  F   J 
Licensing    Branch    3         lp.       23 SB 3    340        24X   Fiche   90-000,  B4/OE/13i 
U-403O8Q179 

-B2043000SE  Lists    info   not    VBt    addressed    for   OL  application    Reconnendt 
general    info    be   accepted    for    docketing 

LEE,  I    J,       Licensing    Branch    3        82/06/1B        WHEELER, L  L        Licensing 
Branch    3         lp.       SB533  347        24X    Fiche   SO-QOO,  B4/02/13,  B4030B0179 

-B30310O476  Forwards    utll    B30223  submlttal    In   response    to    telcon  during 
uhich    remaining    Phase    I    open    items   of    "Control    of  Heavy 
Leads    -   Casg   Reviews,"    were    discussed   U/o    encl 

CLEMENSON. F        Auxlllaru    Systems    Branch        NRC-20-18-388        83/02/2B 
STICKLEV.  T    H        EO&G.      Inc.       lp         S2SB3  3iO,       H4X 
Fiche    SO-000, B4/02/13,  B4030BO179 

-3304060577   Request*    search    for    documents   re   gavt    litigation   w/utll   on 
Five    specific    Issues 

BLA091E, E  L        Office    of    the    General    Counttl        83/03/23, 
DIRCKB.W  J       Office   of   the  Executive  Dlractor   for  Op«rations       lp 
bl         84X  Fich«:50-000,B4/03/I3,B403000l79, 


— B40303O233   Forwards    lummat-ij    of    ravleu   costs    &   supporting    documentation 
from    prooram   ofci    W/o    enel 

HOLLQWAY, C   o        License    Fee   Management  Branch        BO/03/03  License 

F»B  Management  Branch        lp        S33B3  Z41       SAX  Fiehe  SO-000,  B4/08/13. 

H4030B0179 

9403030266  Fifth    partial    retpon«e    to    FOIA  reo.ue*t    for    six    categories   of 

documents    re    facilities    Foruiards    App   A    documents   App  A  *  B 

document*    also    available    In   PDR   Document*    listed    on  App    C   ft 

D    located    in   Central    Filet    k   not    available   publicly 

FELTONr J  M        Division    of   flutes   and    Records        04/02/17        ANDERSONS   I 

Oarvey,    Schubert.     Adame,    It   Barer         9pp        22301.889        E4K 
Flcha   30-SOa,  84/02/17i  8403090380 

— 7906010232  Ra*ponds    to    790403   Region   3   comments   re   Revision   4   to 
NPP8S-QA-OO4.     "Operational    OA  Program  Description   " 
Expresses    intent    to  request    utll    to    deletft   Section  3,3.6 
entirely 

HAABS.M  P.       Quality   Acturance    Branch        77/03/01        BRYAN,  S.  E 
Dlviiion    of   Reactor   Dpiration*    Inspections         lp        22301-303       24 X 
Flch«    SQ-30B, B4/OE/17,  B4030&O2B8 

—  BO032402Q9   Di«cu**n    converiatlon    u/R  McKlnney    of   ACRS  r>    dual   unit 
plants    Time    should    be    cut    In    half 

HOLLOWAY. C   J        Office    of    Management    and   Program  Analuslt 
79/01/32,  Offlet   of   Management  and   Program  Analyst!         lp 

H250L:30B        34 X   Fichfl    SO-90B, S4/02/17. G403090SBB. 

— 811O19OO31    Responds    to   810983  FOIA   B1-37B  request   for  QA  doeumtnti   far 
WPPS9    All    dacumcntt    re    evaluation   of    licensee   QA  programs 
are    in   PDR 

HAABB,  W,  P        Qualitg   Assurance  Branch        BI/10/09.      WILSON, V.H, 
Management  Analysis    Dranch         2pp         82301:310        24X 
Fiehe    80-808,  B4/Q2/17.  B4O30302S8 

--81U020S7B  Conclude*    that    utll    fc  principal    contractors    eontlnut  to  Mtit 
criteria    of    IOCFRSO  App    B    fievimf    OA    program   description 
acceptable   far    design    i    con*t    of    facilities 

HAASS,  W  P         Quality    Assurance    Branch.       Bl/10/22,       TEDE3CO,  R.  L. 
AstJitant    Dirtetor    for    Licensing.       lp        22301    313.       24 X 
Fiche' 90-908,  84/02/17,6403050288 
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— B2Q13O0236  Foruards    data    tor    ff    assessment    re    QA   Branch    review    of 
WPPBB-OA-O04.     "Operational    GA   Program    Description    " 
HAASS,  HP         Quality    Assurance    Branch          82/01/14         BERKOW .  H   N 
Management   Analysis    Branch         2pp         223O1    314        24X 
Plena    30-303.31/08/17,8103030288 

B4O3O502I9  Forward*    listing    of    board    not  1 fi cat  ions    iiiuvd    1 1 nc t   820716, 
per    1340127    Inquiry    re    failure    to    provide    ASLB   &   parties 
(ii/no  t  if  lea  tloni 

DENTCN.  H  R        Office    at    Nuclear    Reactor    Regulation,     Director 
B4/O2/S8        BELL.N        Coalition    for   Safe    Pouer,       25pp        25700    832        24X 
FlChB    30-460,04/02/28,8403030319 

04Q307O014   Eiplalni    why    two    recant    board    not  i  F  (cat!  ons   re    environ 
qualification   of    equipment    not    received    List    of   all    board 
notification*    limed    since   B20716   docketing    of   Unit    1    end 
DEWONiH  R        Office    of   Nuclear  Reactor    Regulation,     Director 
B4/OS/28         BELL.N         Coalition    For    Baft    Power         S3pp         S25i3    166         24X 
Fiehe    30-460-84/03/28,8403070014 

8403240071    Forward*    «ei»mology    quB»tions    re    UPPB-3   s  i  te.  accap  ted   NRC 
reie»rch    prapaial    on    lubduction    lone    undertaken    by    USOS   b 
currant    safety    evaluation    of    Trojan 

MILLER. J  R        Operating   Reactor*    Branch    3        84/03/03        WITHERS, B   D 
Portland    Qeneral    Electric    Co        Spp        23739  3QO        24X 
Fiche    90-000,  B4/03/09,8403S&0071 

— B40326Q077  Forward!    requett    for    addl    Info    r«    WPPS-3   slbe    t  eiimolnBU, 
baaed    on   review   of   FSAR 

JACKSON, R  E        evidences    Branch        83/04/28.       KNIGHTQN.O   W 
Licensing    Branch    3        7pp         2279?  302        SAX    Flche    90-000.34/03/03' 
B4O326007I. 

B40312O179  Forwards    addl    Info    re   Generic    Ltr    02-14.  in   reiponi*    to   NRC 
req.ue«its    W/one    avertlie    drawing    Aperture    card    is    available 
In   PDR, 

BDRENSETN.G  C        Washington    Public    Power   Supplg    Bijitem        B4/03/O7 
KNIOHTON, 0  H        Licencing    Branch    3        71pp         52583    12?,       24X 
Flche'  30-308.84/03/07,8403120177 

D.     NRC    Draft/Final    Environmental    Statements,     tuppl*   &   correspondence 

B40319019B  Forwards    Ffi    notice    of   BKten»lon    of    comment   period    for   DES 
(NUREO-1033)    to   B4031Z. per    840130    Itr 

KMIGHTON,0  W  Licensing  Branch  3  B4/O2/27  HIB8CH.  A. 
Environmental  Protection  Agency  7pp,  22662  028  24X 
Flcha  90-303,84/02/27,8403130178 

— 9408890440  Notice    of    eitanflon   of    comment    period    For    DEB    (NUREO-1033) 
to   840312 

KNIOHTON, OH        Licencing    Branch    3        B4/O2/24         lp        22662.033        24X 
Ficfi#!  30-30B,  84/02/27,  B4031  30198 

B403O7011S  Forutards    comments    re    DEB    (NUREO-1033)    for    consideration    in 
preparation    of   FES 

3DRENBEN,  O  c        Uashlngton    Public    Pnuer   Supply    Sgittm        94/03/03 
UNIOHTOHrO   U        Ltceniing    Branch   3        3pp         22376  074        S4X 
Fich*.  30-308, 84/03/03,  8403070118 

S40312O174    Comments    on    facility    DES   PES   accuratilij    describes    project 
condition*    ti   Impact*    eilstlng    In    original    licensing 
consideration*    ti   evolving    aver    Initial    const   period 
FITCH.  W.  L       Washington,    State   of        B4/03/O6  Divltion   of 

Lictniing.       3pp        B2987    177        S4X   Flche    SO-S08, 04/03/06, 840312O174 

840312OOD7   Requeit*    axplanatlon    of    procec*    b(j    which    end    *vc     lltt 
eofflpoiad    for  NRC   840227    Itr    to   EPA   re   DEB, 
REYNOLDS, N  3       Bishop.    Llberman,    Cook,    Pitrcvll    fc  Reynold* 
REYNOLDS.  N  8        Uaihington    Public   pouer   Supply    Sy*tein        84/03/07 
KNIOHTONrO  H        Licensing    Dranch   3        2pp         223B6  298        S4X 
Ftchej:  30-308,  84/03/07.  8403120007. 


B40332O19B  Curamsnt^    on    DES   ra    operation   of   facility    Cumul«tlve    impacts 
on    reg-ional    u/ater    u«e   should    lie  more   eiplicitlg    evaluated 
DES   adequate,  but    unnecessary    as   dec  i  Gionmak  Ing    tool 

DEOEN9,  S        Affiliation  Not    Assigned        S4/03/13  MIC    -No    Detailed 

Affiliation    Clven          7jip         S27IB   O44         24X   FUtie-  30-800,  B4/03/13. 
B4O32201?8 

840319034-3  Commenti    on    DES  Long- term  adequacy    at    underdrain    sys    storage 
capacity    should    he    discussed    Evaluation    of   sy«    long-cerm 
integrity, if    used    to    retain    contaminated    sump    water, 
necessary 

BLANCHARD-B         Interior,    Dept      of        Q4/03/13  DlvUlon    of 

Licensing          Ip          22675   O78         24XFlthB    30-308.  B4/03/13.  S4031 70343 

E      NRC    Safety    Evaluation  Report    (SER I ,     suppls   EC   correspondence 

3403080179  Fourth    partial    response    to  FOIA  requeit    for    sll    categoriet 
of    documents    re    facilities    Forwards   App   A  doEuliBnti  App    B 
document   entirely    withheld    (ref  FQIA  Eiemptlon    S)    Review   of 
addl    documents    tub  J    to   request  continuing 
FELTON,  J  11        Division    or   Rules  and    Records        84/O2/13        ANDERSON.  S   I 

Oarveyr     Schubert,     Adorns    d   Barer         7pp         22383    226         24X 
Plena; 30-000,84/03/13^8403080177 

— B10304OO32  Forwards    short    t<    long-term  OL  ti  CP   review   schedules,  in 
response   to    601216  meeting    w/USQB  List    of  OL   plant   revleu* 
fur   uhich    NRC    tentatively    plans    to    seek   U80B  a*slitance    is 
provi  ded, 

JACKSON, fi   E         Conscience*    Oranch        NRC-03-80-113        81/01/21 
DEVINE,  J  F         Interior.    Dept      of.     Geological    Survey        Spp 
22503    272        24X    Fiche    50-000.  B4/03/I3,  B403080179 

84O3260O71    Forwards    seismology    questions   re   UPPS-3    s  1  te, aciep t*d   IfflC 
research    propoial    on    subdue  t  Ion   tone   undertaken    by   USQS   t, 
current    safety    evaluation    of    Trojan 

MILLER. J    R         Operating    Reactors   Branch    3         B4/03/OB         WITHERS,  B   D 
Portland    Qeneral    Electric    Co,      2pp        227S9  300        34X 
Flche    50-000,  B4/D3/05,  a-103260071 

— 0403260083  ForuardH    draft   8ER    input   re   WPP8-3  site   geology    i 
aelsmology    Opati    items    include  possibility   of    large 
earthquake    on    subduction    tone   beneath    site   fc  possibility    of 
unrecognized    low    angle    thrust   faults    in   site  vicinity 
KNIGHT.  J  P         A»si*tant    Director    for   Corap      &  Structure*   Engineering 
(Past    830SO1  )         83/11/01         NOVAK.  T  M        Alllstant   Director    for 
Licensing         IBpp,       22759  311        24X  Fiche   50-OOO,  84/O3/O3, 
84032&O071 

F      Security,    medical,     emergency   Si   fire   protection    plans 

B4030BO177   Fourth    partial    response    to   FOIA  request    for   six    categories 
of   document*    re    facilities   Forwards   App  A   documents  App    B 
document    entirely    withheld    (ref  FOIA  Exemption   51    Revieui   of 
addl    documents    subj    to    request   continuing 
FELTON.  0    M        Pivision    of  Rule  a   and   Record*        84/02/13        ANDERSON,  S   1 

Garvty,     Schuport,     Adams   &  Barer        7pp        335B3  23b        34X 
Flche    30-000,  B4/02/13. B4030B0179 

— £9110190026  ftequiBit*    that    comparison    of    fire   protection    program   to    App 
of    1OCFR50  lie    Included    in    overall    fire   protection  program 
subfflittal   W/o    end    Ffl   notice 

EIBENHUT,D  0        Division    Of    Licensing        81/07/30        FERWSDN.  R  L 
Washington  public    Comer   Supply   System        2pp        32533   SOS        24X 
Fiche    50-000.  84/03/13,840306.0177 

B403010SOB   Advices    that   NRC   Will   not   felete   privacy    or  proprietary    info 
from   emergency    plans    unless    specifically   requested    by 
(icenieerper  610709   Generic    Ltr   81-27  H/o   request,  entire 
plan  ulll    be   placed     in   PDR 

KNIOHTON.  O  W        Licensing    Branch   3        B4/03/14        MAZUR,  0  »        Washington 
Public    Fouler   Supply    System,       3pp        22438  332        34 X 
Piche:SO-30B,84/03/14,B403010SOa 


8403130180   Comment*    an   DES    For    operation    of    facility   Coverage    of    DES 
adequate    ti   no   objections    railed    to    propoied    action. 

BURD, R.  S.       Environmental    Protection   Agency         84/03/07  Divlilon    of 

Licencing         lp.       2260&-  129        24X  FUhe-  30-SOS,  84/03/07,  B403130180 

B403190191    Comment*    on    facility    DES    Info    should    be    tegragated    Into 
generic    ilte-ipeclf Ic    topic*    li   pub    Into    lay mans    language    If 
•((•ntial    part    of    format    required    for   DES. 

LfNDBLAD,  0       W*  eh  Ing  ton,    St*t»  of        B4/03/08.      KNIOHTON,  0       Licensing 
Brunch    3.       Spp        SB A 39- 337         B4X  Fiehe    90-90B, S4/03/OS,  B4031901 31 

8403200K38  Commentt    on   DEB    (NUREO-1O33)    Assertion*   re   socloeconamic 
Impacts     from    station    operation   dtmonitr*te    low    level    of 
•xpertlie    among    study    team    or    refusal    to    con*lder   relevant 
research   findings   on   loclal    impact*. 

FREUDENBURB, M        Washington    State   Unlv  ,    Pullman,    MA        84/O3/1K. 
VIETTI.A        Division    of   Llcen*lng         2pp        S2691-11I         24X 
Flche,  SO-90B,  B-t/03/12,  B403Z0023B 


B4O31303BS  Foruards.    reipoTise*    to  NRC    question*   re   security   measure*    for 
physical    protection    of    facilities    using    SNM   info   withheld 
(l-ef    10CFR73  21) 

SORENBEN, O  C        Maihlnoton   public   pouir   Supply    Syitem        B4/03/07 
KNIOHTON,  0  H,       Licensing    Branch   3        lp        22616  071        24X 
Fiche    90-908,  B4/O3/D7.  B4031303BS 


Adjudicator^    correspondence 


B403010O30    Third    partial    reiponte    to   FOIA  reque*t    for   sin    categorle* 
of    documents   re    facility    Foruiard*   App   A  document*- App   A 
document*    also    placod    in  PDR.  App    B   documents  ulll    be   placed 
in    PDR    upon  request    Revleu   continuing 
FEi.TON.J-H       Division    of   Rules   and   Records        84/01/17        ANDERSON,  B    I 

Oarvey.     Schuberti     Adam*,   k  Parer        4pp        32446  293.      21 X 
FlehB    SO-000.84/O1/17J B403010OSO 
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--S304Q60352   Request!    search    for   relevant 
u/util    Response    due    b  if    B30408 
GRIMSLEV.  D   H         KHC    -    No    Detailed    Affiliation    Given 
F1TTI. C         Atomic    Safety    ana    Licensing    Board    Panel 
24X    Fiche    30-000.94/01/17.9403010030 


cuments    re    govt     litigation 


83/03/S9 
Ip         22444   314 


IE    Info  Notice    04-16.     "Failure    of    Automatic    Sprinkler   Sgi 
Valves    to   Operate    "    Svc    list    entl 

JORDAN,  E  U        Division   of    Emergency   Preparedness    b  Engineering 
Re»ponse    (Post   B30103)         B4/03/O2  Consolidated    Edison    Co      of   Natii 

York.     Inc          122pp         22583    078         24X    Flche    SO-OOO.  B4/O3/OH,  B40BO9QOQa 


3403060111    Me mor a nd urn   !.   order    ruling    on    further    *uppl    to    petition    for 
leavs    ta    intervene    t   reinstating    830451    ruling 

HARGULIES.M   D    ,     EHON,  f   J    ,     FOSTER,  R   F        Atomic    Safety    and    Licensing 
Board  Panel        34/03/02  Coalition    for   Safe  Power        llpp 

22519   311         24X   Flche    50-50B, 94/03/03,  H4030601 1  1 


840209000?    IE    Info  Notice   84-15.     "Reporting    of   Radiological    Releases    " 
5vc    list    end 

JORDAN, E  L        Division   of    Emergency    Pruparednea «    &  Engineer Infl 
Response    (Post  830103)         84/03/02  Conio  1  Ida  tad    Edison    Co      of  Neu 

Vnrk,     Inc         t!7pp        2SS53   217        24X    Ficho    SO-OOO,  B4/O3/02,  B402Q90QQ9 


3403310170   Notice    of    appeal    of    ASLB   B40302   memorandum   !.  order    admitting 

Coalition    For   Safe    Pouer    at    intervenor   Certificate    of  Svc 
encl 

HARTMAN,  S   L        Washington   Public    Power   Supply    System  HARTMAN,  S   L 
Bishop,     Liberman.     Cook,     Pure  ell    d   Reynolds         DEB   003        84/03/30 

Atomic    Safety    and    Licensing    Board    Panel         3pp          227O7  35B         24X 
Fiche   50-509,84/03/20,5403210170 

3103310172   Brief    in    support    of    notice    nf    appeal    of    ASLD   830302 
memorandum   f,   oftfer    ASL3    abused    discretion    by    reinstating 
order   granting    petitioner    intervenor    status    ABLE   B30302 
nenorandum   b   order    should    be    vacated   W/Certifiu  te    of   Svc 
HARTMAfJ.  B  L        Washington    Pub!  ic   Pouer   Supply    System        HARTMAN,  S   L 
Bishop,     Llberman.    Cool,     Purcell    t.   Reynolds         DSH    002         B4/03/EO 
Atomic    Safety    and   Licensing    Appeal    Panel         23pp         23710   324         24X 
Fiche    50-505.84/03/20   8403210172 

3403310199   Motion    For    reconsideration    of    memorandum   t   order    granting 
petitioner    intervenoi-   status   !i/or   for   referral    or 
certification  of    question    of   whether    limitation    -should    be 
placed    on    petitioner    participation   W/Certi f icate    of   Svc 
HARTMAN,  S   L        Washington    Public    Pouer   Supply    Sgstem        HARTMAN.  S   L 
Bishop,     Libernan.     Coat,     Purcell   &   Reynolds         DSD    001         94/03/20 
Atomic    Safety   and    Licensing    Board    Panel         23pp          23710    266         24X 
Fiche    50-509,84/03/20,9403210199 


94O2O90011     IE    Info   Notice    84-17,     "Problem!    W/Liquld    Nitrogen     Cool  lug 
Components   Do  low  Nil    Ductility   Temp    "   Svc    list     ancl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    it  Eno  ine«r  infl 
Response    (Post   530103)         84/03/O3  Consolidated    Ed  i  ion    Co      of  N*u 

York,     Inc         117pp        23333   336        24X   Flche    30-OOQ,  04«)3/QS.  B402Q'WQ1  1 

8402090024    IE    Info  Notice    84-09,  Rov    1.     "Lessons    Learnad    From    Inapt    of 
Fire   Protection  Safe    Shutdown   Sys    "   Svc    list    end 
JORDAN,  E  L        Division   of    Emergency    Pmparednss  s    8.  Engineering 
Response    (Post  830103)         84/03/O7  Consul  ida  bad    Edison    Co,     of   Haw 

Yorl,     Inc          H9pp         22ib39    049         24X    Flc^e    SO-OOO,  94/'O3/'07, 


8402090038    IE    Info  Notice    84-18,     "Stress   Corro«iou   Cr«ckinfl     In   PUR 
By  a    "   9vc    list    one  1 

JORDAfV.E  L        Division    of    Emergency   Proparadnemi    &  Engineering 
Response    (Post   930103)         B4/03/O7  Conio  1  Id  e  ttd    Ediion    Co,     ot   Htu 

York.     Inc         llSpp        3E594    186        24X   Ficha    30-OOO,  B4/03/07, 


B402090031    IE  Bulletin    Bfl-OS,     "Failures    of   OE   Tgpe   UFA   Rvlaifi     In   Ut*    in 
Class    IE  Safety   Sya    "    Svc    list   ancl 

DEYOUNO.F?  C        Director's    Office,     Office    of    Inspection    «nd 
Enforcement        94/03/12  Consolidated    Edison    Co      of    NBU    Yorkr     Inc 

134pp         22533   094         24X    Fiche    SO-OOO,  B4/03/1B,  3402090031 


I      Inspection   reports,     IE   Bulletins   !<  correspondence 

I4030B0179  Fourth    partial    response    to  FQIA  request    for   sli    categories 
of   documents   re    Facilities  Forwards   Apo   A   documents  App    B 
document    entirely   uithhuld    (ref   FDIA   Eiemption    5)    Review    of 
addl    document)    subj    to    request   continuing 
FELTON.J   M        Division    of   Rule*    and    Records         94/OH/13         ANDERSON,  S    I 

Garvey.     Schubert,     Adams    &   Barer         7pp         22593    226         2-JX 
Fiche    90-000,64/02/13.  B403080179 

-H106230046   Requests    that    appropriate    comments    re    Cycle    2    evaluations, 
per   Eisnnhut   B10i04   memo,  be    submitted    by    910653 

MIRfiGLIA.F   J         Licensing    Branch    3        81/O6/1B         HAASS,  W   3         Quality 
Assurance    Branch         lp         333B3   391         34X    Fiche    SO-OOO,  04/02/13, 
940-30B0179 

--B1071305B1    Foriuards    infn    re    impact    of   Mount    St    Helens    eruptions    on 
facilities.  for    use    by    SALP    review    board    Comments    prepared    bu 
HE  Lefevre,  geologist 

JACKSONiR    E        Geosciences    Branch         Bl/06/23         M1BAOLJA,  F    J 
Licensing    Branch    3         2pp         32393   393        24X    Flche    50-000.84/02/13, 
B4070BO179 


B107H01S5   Forwards    Ofc    of   Nuclear    Reactor    Regulation    performance 
evaluation    in   compliance  u/910604  memo  re    systematic 
assessment   of    licensee   performance  Cycle    S  Notifies    that 
revteu   board  meeting    for    facility    scheduled    for  B1O753 
WHEELER.  L        Licensing    Branch    3         B1/06/3Q         E15ENHUT.D   0         Divis 
of   Licensing          lp         225B3   E9S        24X   Piche    50-000,84/02/13, 
B4030BO179 

-S1Q714Q192  Forwards   Ge0*cier-ces  nranc^    input    for    use   by    facility 
systematic   assessment    of    licensee   performance    revieu   board, 
per   910618   request 
JACKSON,  R   E        Consciences    Branch         Bl/06/23         MIRAGUA,  F    J 

nCh    3         3pp         SSSS3   3<}B        24X   Pi^ne    3O-QOO,  94/02/13, 


3401190072    IE    Info   Notice    94-13.     "Potential    Deficiency    in   Motor 
Dperated    Valve   Control    Circuits   !.   Annunciation    "    8vc    lilt 

JORDAN.E   L       Division   0F   Emergency   Preparedness    t.  Engineer  ino 
5"EOB!*    (p"t  B3"°?>        84/02/88  Consolidate   EdUon    Co'   of  N.U 

York.     Inc         HSpp         229O9   239        24X   Fiche    So-000,  94/02/38,  S401  190072 

B402090007    IE    Info   Not.ce    B4-14.     "Highlight,    of    Recent   Iran,  port 
Regulatory  Revs   by   DOT  &  NRG    «  Svc    list   entl  """'port 

SsS   N   a4/0^°n    Qf,OAl     f?;E?Ur^    *    •"«>««.„   Program,    (Post 
HJOID3)         84/03/02  Consolidated    Edlion    Co       oFNeuYork,     Inc 

130pp         22532   329         24X    Flche    50-000,  94/03/O2,  B402090007 


B402090043    IE    Info  Notice   S4-19,     "Two   Events    Involving    Un*uthorLi*)4 
Eintriea    into   PWR  Reactor    Cavltlas    "    Eve    list    »ncl 
JORDAN,  E  L        Division    of    Emeroency    Pruparednes »    (A  Engln»«rinfl 
flasponae    (Post   B3O103)         84/03/21  ConHolidot«d    Edison    Co.     of  Mm 

York,     Inc         123pp        22933   BB9        24X   Flchs    SO-OOO,  94/O3/21 ,  B 4 020900 4 3 


"Bvc    Life    op    Relay,    ln   -Bat a  tij~H»l*t «ci 


B402090044    IE    Info  Notice    Bt-20, 
Si^s    "    Svc    list    end 
JORDAN.  E  L        Diviiian   of    Emergency    Preparedness    J,   Engineer-ing 
Rfrspon.e    (Post   930103)         94/03/21  Consolidated    Edison    Co      of   New 

York,     Inc         133pp        22933  001         24X   Flche    SO-OOO,  84/O3/aii  B1O2090014 


S      Rapoi-tablB    occurrence,,     LEfis   t.   related    correspondence 

B403210032  Part   21    rept   re    failurn    of    auxtliarv     feeduater    pump 
turbines, Oimpel    NPS-4   Tt,T   valve,  to    close   Encl     1  tr    dtd    840203 
aunt   to    listed    uttlt    GE   notified    of    affectad    units    in    BUR 
p lants 

THEHDUK.R  R  Terry  Corp  B4/02/22  WOODRUFF- R  W 
Dfflci,  Office  of  Inspection  and  Enforcement  App 
FiehB  50-000, 64/02/82, B403210032 


Direc tor's 
22706    3 £7 


T      Hearing    transcripts    on   non-antitrust   matter, 

B403010U3  Final    response    to   FDIA   request    for    tlvt    catagarlas    of    info 
re  mothballed    nuclear    const    projects  Forwards    App    A 
documents    Documents    also    in   PDR, 

FELTON,  J  n  Division  of  Rules  and  Records  B*/02/lo  BELLi N 
Nuclear  Information  &  Resource  Service  2pp  a2479>  ia2  24X 
Fiche  30-H09, S4/02/IQ,  9103010113 

--B40301Q114  Partial    statement    of    JB   Martin    bifor*   House    Commlttia   on 
Energy    t«  Commerce    re   mothballlng    of    facility. 

MARTIN,  J  Q        NRC    _    ND   Detailed    Affiliation   Olven         B3/07/14        Ifo. 
2347f    1B6        24X  Fiche    30-509,  84/02/10,  84O301 Ol  13 

U  ^Conflr»«slonal/E>ecutiv«    Correspondence 

9403080179  Fourth    partial    re.pon*e    to   F01A  raqu.*fa    for    sii    c.tigorl.t 

at    documentii   re    fac  1 1  ities,  Forwards    App   A   docunnnts   App    B 

document    entirely   withheld    (ref   FdlA  Exemption     3)    Raviau   at 

addl    documents    mbj    to   request   continuing 

FELTON-J  M        Division    of    Rules   and    Records         B4/O2/13         ANDEBSDN,8    I 

ffarvsy,    Schubert,     Adams    J.  Bartr        7pp        223B3    226        a«X 
Fiche   30-000,B4/02/13,B4030S0179 


«h!;E0n!i    tQ   8007°a    ltr    "  E   Borh'h    conc"n    .bout 
r.iponslbility    for    civil    penallties    proposed     against    utll. 
Civil    penalties   are    impoied    aa    •nforeem.nt    action   State 
DiHcSi'S   "."""iaa!'    cont"ct'11   r<   "•pon«tbill*«    for    pa^m.nt 
«/S«i  Dffic*   of    **"  El"=l)*iv-  Director    for  Qp»r*tio 

BO/08/26        JACKBON.H  M        S.nata        4pp        22583,260  up""lo 
Ficho    50-000,  B4/03/13,  B4030BOI79 
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-BO12160991    Forward*    BQQ&25    1 tr    Prom    constituent    G   Borhek     for    response 
Requests    that    duplicate    rept    be    forwarded    to  BOS   United 
States   Courthouse,  Seattle.  HA   9BIO4 

JACKSON, H  M        Senate,     Energy    &  Natural    Resources        SO/O7/31 
KAMMEHEH,C    C         Office    of    Congressional    Affairs          2pp         223B3   264 
24X   Fiche    3O-OOO,  B4/Q2/13,  04O300O179 


— 8003340233   Submits    rept   of    time   spent   since   program   Initiated    on   WPP S3 
3  &    5  Professional    time    all    spent    on    post-hearing    work 
regarding    CP    hearing 

LAZO-.  F!   M        Atomic    Safety   and   Licensing   Board    Panel        79/04/11 
FITT!,C    J         Atomic    Safety    and   Licensing    Board    Panel         3pp 
23583    249         34X    Fiche    50-OOO, B4/02/13, 8403080179 


•0101130363  Responds    to    Itr    foruiarding    M  Hamilton  concerns    re 

Facilities   CP»    issued    in   Apr    197B  aftur    safety  &    environ 

review*   ti   ASLB   public    hearings    Public    hearings  may   be 
requested    when    util    applies    for    OLs 

HAMMERER, C        Office    of    Congressional    Affairs  BO/13/16 
MAfflNUaON.H         Senate          Ip          38583    271          24X    Fiche    90-QOO,  S4/02/13, 
S4O30B0179 


— BQQ909O737  Forwards    airwnrth  inesi    alert    re    corrosive   d  abrasive 
characteristics    of   volcanic    a*h   which    has    fallen    in  Pacific 
Northwest   Questions   re    ash    amount,  cheml  stry   1    sire 
distribution   will    fie    forwarded    to    licensees   W/o   ene  1 
JACKSON,  R    E          Qeosciences    Branch         00/06/13         VDLLMER- R    H 
Division    of    Engineering         2pe         23383    353        24X 
Ficha    50-000,  04/O2/13,  B4030S0179 


DOCKET    STN-30-909   WPPS8   NUCLEAR    PROJECT.     UNIT    S 

A      Appl leation/construc tiejn    stage    document!    &   correspondence 

6403010)030   TMrd    partial    response    to    FOIA  request   for    sli    categories 
af    documents    re    facility    Forwards   App    A   documents    App   A 
document!    also    placed    In    PDR    App    B    documents   mill    be   placed 
In   PDR    upon    request  Revletu   continuing 
FELTON.J  M        Division    op    Rules   and    Records         04/01/17        ANDERSON,  B    I 

Oarvig,     Schubert,     Adams    It    Barer          4pp          22446   573         24X 
Ficha. 80-000, 84/01/17,  B40301003O 

— -SOQ3H40139  Advises    of   refund    owed    licensee    re    CP    fees    for    facilities 
baaed    on    professional    manpower    extended    &   contractual    svcs 
costs    incurred] 
MILLER,  W  0        License   Fee    Managemont    Branch         80/03/03        MAN 1 ON,  H   C 

Office   of    the  Controller        2pp         22446  303        34X 
Flcht    BO-000,  84/01/17,  B4030IOOSO 

— BQ04Q1073S  Confirms   8QO259    telcon   re   professional    manpower    (152-hl 
provided    by    600328  memo    Manpouer    should    be    divided    equally 
between    two    units 

HOLLQWAYi C   J        License    Fee    Management    Branch         BO/O2/29 
FITTIiC   J        Atomic    Safety    and   Licensing    Board   Panel         Ip 
2244A  300        24X   Fiche    30-000,64/01/17,0403010090 


-810430OO20  Responds    to  B10414   memo   re    util    request    far    clarification    in 
use    of  AS  ME    cade    cases   Util    use    of   code   cases    w/o  prior   NRC 
approval    Is    inadvisable    due    to   potential    hardship    for    user 
BOSKAK,  n   J        Mechanical    Engineering   Branch        SI/04/21 
VOUNOBLGDB.  B    J        Licensing   Branch    1         Ip        229B3  230        24X 
Fiche     30-000,  a4/02/13,B4030BOJ79 

8107S7O274  Accepts    use   of    A  SHE  Code   Case   N-242-1    dtd    000410   for 
application    in    const   of    pipe   support    frames    in    pipe    chases 
located    in    tuio    lower    elevations    of   reactor  auiillary    bldg 
Conditions    of   use    discussed 

KNIGHT.  J  P        Assistant    Director    for   Comp      b  Structure:    Engineering 
(Pro    830201)         Bl/07/31         TEDESCO,  R  L        Assistant  Director    for 
Licensing          Ip          2S3B3   301         24X    Flche    50-000,64/02/13,8403060179 

B1OB110038  Notification   of   S10B20  meeting   u/utll    In  BcthesiIaiMD  to 
discuss   proposed     Independent   design  review  programs, 
HERMAM.R  W        Licensing    Branch    4        Bl/07/30       ADEN  SAM.  E  0 
Licensing    Branch     4         Spp         335-B3   302         34X   Fichu    3O-OOQ,  04/02/13, 
B4030S0179 


Discusses    proposal    to    use    IDRs    in    licensing    process    tDRi   mag 
be    useful    in    certain  areas,  but    clarification   of    role   needed 
TEDC6CD.R    L         Assistant    Director    for    Licensing         B1/O9/33 
EISEWHUT,  0   0          Division    of    Licensing          Ip         2S5B3   307         SIX 
Fiche     50-000PB4/OB/13,84030B0179 


-B004O107B?  Confirms    80022 A    telcon   re   professional    manpower    (lB~h) 
provided    bij   A  Rasenthal    781003   memo  Manpower    should    be 
divided    equally    between    tuo    units 

HOLLDUAViC    J        License    Fee    Management    Branch         BO/O2/B9        DISHOP, 
Atomic    Safety    and   Licensing   Appeal    Panel.        IP        234 4 i  301         34X 
Fiche   30-000, 94/01/17,  84030100BO 


-3111200219   Informs    of   receipt   of    telcon    From  Yakamar    Indian  Nation 
requesting    that    tribe   be    given    full    rights    in   facilities 
proceedings 

TEDEBCO.D  L        Assistant    Director    for   Licensing        81/10/21 
KETCHEH,  E        Hearing's   Division        Ip        22583  310        24X 
Fiche    5Q-OQQ.  84/O3/  13,  840308017? 


—  8112210139    Informs    of   D   HcKinneij    opinion    that   allocation   of   ACRB 
manpouer    for    f«*    purposes    should    t>a    divided    equally    far 
reviiu   of    two   units    at    site 

HOLLOWAY,  C   J        License    Fee    Management    Branch         79/OI/22  License 

Fen    Management   Branch         Ip        22446  297        S4X    Fiche    30-000,84/01/17, 
9403010050 


B2031BO1IB  Forwards    two   relevant    documents    for  FOIA  request   re    WPPSB  t, 
Eiton   Litigation 

MIRrtGLIA,  F   J         Uicenslng    Branch    3         83/D3/OB        HILSDHiV    H 
Management   Analgsis    Branch        3pp        2S383  333       24X 
Fiche    30-000,  84/02/13,8403080179 


—  930B10O4B3  Discusses    status    of   OL    application!    Review    of    encl    MPPSS 

83O71S    Itr    requested    in    order    to    determine    present    status    of 

Unit    3   for    billing    purposes    W/o    encl 

MILLER,  H  0        License   Ft*   Management   Branch         S3/OS/O5        FONNER,  R    L 

Regulations    Division         2pp        BS44&  326        24X   Fiche    90-000, 
B4/O1/17.  B4030  10030 

B403080179  Fourth    partial    response    to   FOIA    request    for   »i»    categories 
of    docirments    re    faclli  t  leu  Foruar-ds    ^pp    A   documents   App    B 
document    entirely    withheld    (ref   FOIA  Eomption    Sl.Riviiw   of 
add!    documents    lUbj    to   request   continuing 
FELTONj  J  M        DivUlon   of   Rules    and    Records         B4/02/I3        ANDERSON,  S    I 

Oarveij,    Schubert,    Adams    &   Barer         7pp         EE383   226        34X 
Fiche:  80-000,  B4/02/13,  S4030S0171? 

—  300334,0802  Submit*    review    costs    far    faeilitiei    Hearina    u»» 

uneontetted,  B1J  1  Ing    procedure   may    be    completed 
BCRKOUiH  N        Office    of   Mud  ear   Reactor   Regulation,    Director 
80/02/23        MILLER,  W  0        License    FB«   Management   Branch         Ip 
22593:242        24X   Fiche    30-000,  84/02/13,  B403OB0179 

—  6QO324Q207  Forwards    1C   cost    data   uiorkshiefcs    for    facilities    No   costs 

releeted    for    licensee    contractor   vendor    Imp    repts 
COBB.L    I        Executive  Officer   for    Management   t>   Analysis,       77/01/29 
HILLCR.H  0        License   Fee    Management    Branch         3pp.       22989   243        24X 
Fiche     30-000,84/02/13,  B4030B0179 

--BOO3S40Z19  corrects    7B1028   memo   r«    WPPBB   3  Ic    9   being    contested   Memo 
reflecting    actu*l    A&LB    time    spent    on    cas*    encl 

FITTIiC  V        Atomic    Bafety    and   l.lcen*lng    Board    Panel         BO/02/3B 
HOLLOWAV.C   J        License    Fee    Management   Branch         Ip        32983-348        24X 
FUPlB    90-000,84/02/13,  B4Q30B0179- 


—  S304290A57  Notification   of   820311    meeting    w/util    to   discuss   revieu 

process    t  prel  Iminacy    identification    of    any    possible 

unique    Features 

UHEELEH,  L  L        Licensing    Branch    3       83/04/22        MIRAQLJA,  F   J 

Licensing    Branch    3          Ip         235B3   340         24X   Fiche    50-000,34/02/13, 

04030S0179 

—  8303100476   Foruards    util    a  30223    submlttal     In    response    to    telcon   during 

which    remaining    Phase    I    open   items    of    "Control    af  Heavy 

Loads    -    Case    Reviews-"   ware    discussed   W/o   encl 

CLEMENSON.F         Auilliary    Systems    Branch         NflC-20-18-3aB         B3/03/2B 

9TICKLEY.  T  H,       E«l.O,     Inl         Ip        32583  340        24.X 

Flcha     SO-OOO.Bfl/02/13,8403080171? 

—  83O4060577  Request*    search    for   documents   re   govt    litigation  w/util    an 

five    specific    it  sues 

£LAGQI£<E  L        Office    of    the   General    Counsel        83/03/23 

DIRCKS,  W  J        Office    of    the    Eiecutlve    Director   for  Operations        Ip 

S2SB3    361         34X    Flche    30-000,64/03/13,8403080179 

—  B4O30B0253  Forward  a    sum/nary    of  rev'eu  costs    &   supporting   documentation 

from    program   ofcs    W/o    end 

HQLLWiWrC   J        License   Fee    Managiement  Branch        QO/03/O3  License 

Fee  Management    Branch         Ip        2S5B3  £41         24X  FicJie   90-000,84/03/13, 

B4030BOI79 

94030903BB    Fifth    partial    response    to   FQIA  request    for    six    categories    of 
documents    re    facilities.  Forwards   App  A   documents  App  A   &  B 
documents    alia    available    in   PDR   Documents    listed    on  App    C   b 
D    located     in  Central    Files   &•   not   available    publicly 
FELTON,J.M        Division    of   Rules  and    Records.       84/02/17        ANDERSONi  S    I 

OarVey,    Schubert.     Adams    &  Barer        9pp        22901    EB9        24X 
Fiche    50-3Q9,B4/O2/17,B4030302BB 
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—  790SO10i03  Foruardi    7TO501    Haas-flruan  memo   re    NRR-OAH   resolution    of 

Rag  I  on    5   comments    r«    operational    OA   program 

NQLAN.F    J         Division    of    Reactor    Operation.     Inspections          79/03/0? 

CREWS.  0   L        Raglan    4,     Dallas,    Office    of    the    Director         Ip 

22301    306         24  X    Fiche    5O-5O9,  S4/O2/17,  8403030388 

—  790B01O232   Respond*     to    77O4OS    R»o,ion    3    cqjumentl    re    Revision    4    to 

WP5S-GA-OQ4,,     "Operational    GA  Program  Description    " 

Eiprasses    intent    to    request    util    to    do  lets   Section  3  3  6 

ent  ire  lij 

HAASS.  W  C        Quality    Assurance  Branch         79/03/O1         BRYAN,  S   E 

Division    of    Reactor    Operation*     Inspection*          If-         £2301     305         24  X 

Fiche    5O-90B.  B4/02/17. 


—  6003240309    [HscuB9.es    conversation    ui/fl    McKi-nney    of    ACRS   ri     dual    unit 

plants   Time    should    be    cut    In   half 

HOLLOWAY,C   J        Office    of   Management    and    Program   Analysis 
79/O1/52  Office    of    Management   and    Program   Analysis  Ip 

23301    303         24X    Flcba    5O-500.  B4/O2/  1  7,  B4030S02SB 

—  3110170051    Respond  i    to   810*733   FOIA  81-378  request    for  QA  documents    for 

WPPS5   All    documents   re    evaluation   of    licensee   QA   programs. 

are    in   PDK 

HAASS.  WF          Quality    Assurance    Branch         B1/1O/03         WILSON.  V   H 

Management    Analysis   Branch         2pp        225O1    310        24  X 

Fichu    30-508,64/02/17,  0403030203 

—  B111O2O57B  Concludes    that    ut  1  1    t    principal    contractors    continue    to  meet 

criteria    of    10CFR5O  App    13    Revised  OA    program   description 
acceptable    For    design    &    const  of    facilities 

HAAE5.W   P         Quality    Assurance   Branch         81/IO/22         TEDESCOi  R   L 
Assistant    Director    for    Licensing         Ip         22501    313        24X 
FUhe     SO-SQ8,  S4/02/I7,  B403030aBB 

—  B3Q13QQ236  Forwards    data    for    fee    assessment    r»   QA    Branch    review   of 

WPPSS-QA-OQ4,     "Operational    QA  Projrarn  Description    " 

HAASS,  W  P        Quality    Assurance  Branch        82/Q1/14         BERKOW.H  N 

Management    Analysis   Branch         Spp        22SOI    314        24  X 

Ficho    30-303,04/02/17,8403030280 

B1O31S0191?  Forward!    addl    info   re  Oensrfc    Ltr   83-14,  in    response    to  WRC 
r*q.uBBH    W/OIIB    oversiie    drawing  Aperture    card    Is   aval  lab  la 
in   PDR 

SOHENSEN.G   C          Washington    Public    Pouer    Supply    BuiteA        84/03/07 
KNIGHTOM.O   W         Licensing     Dratieb   3         71pp          223H3    12?        34X 
Fiche    80-300.84/03/07.8403120199 

B403S6022J    Advisos    that   Phase    II    of    termination    program    in    progress    re 
locating    neiu  Dinners    far    facility    4  uill    last   until    at    least 
June    1905 

SQRENSEN.G  C         Washington    Public    Pouer   Supply   Syitem        8-4/03/13 
DIRCK8,  U    J         Office    of    the    Executive    Director     far    Operations          Ip 
22751    032         21X    Fiche    SO-SO9,  84/O3/  13,  B403260221 

F      SBCurityp    medical.     emergency    &   Fire   protection    plan-s 

94030BOL71?  Fourth    partial    response    to  FOIA  request    For    six    categories 
of    documents    re    Facilities    Forwards   App   A    documents   App    B 
document    entirely   uiithneld    (ref  FOIA  Et  eruption    S)    Revleui   of 
addl    iocuments    suhj    to    request    continuing 
FELTOM,  J  H        Division    cP    Rules   and   Record*        B4/02/13        ANDERSON,  3    1 

Oarvey.     Schubert,     Ada  to*    &    Barer         7pp          22393   226         24X 
Fiche    30-000.  B4/03/13,  fl4O30BO17? 

—  B1101700S&   Requests    that    c-nmparisan    of    fire    protection   program   to   App   K 

of    10CFRSO  be    Included    In    overall    fire   protection   program 
suoml  ttdl    W/D    encl    FR    notice 

E1SENHUT.DQ        Division    of    Licensinj        SI/09/30,       FERGUBON,  R   L 
Hasfiington  Public   Pomer    Supply    System        Spp        223S3  30B         B4X 
Fiche    SO-000,  B4/O2/13,  8fl030BOI79 


O      Ad jurf  1  catory    coTrespoTlifence 


Q      Inspection   reports,     IE  Bulletins   t>   correspondence 

3403030179  Fourth   partial    response    to  FD1A   request    For   sii    categories 
of   documents   re   Facilities   Forwards   App    A   documents   App    B 
document    entirely   withheld    (ref  FOIA  Elemptlan    5)    Ravleu  of 
addl    documents   subj    to   request   continuing 
FELTON,  J  M        Division    of   Rules  and   Records        B4/OH/13        ANDERSON.  B.  I 

Oarvey,    Schubert.    Adams    &  Barer        ?PP        2EOB3  226        S4X 
Fiche    5u-ODO,B4/O2/13,B4030B0177 

— B1Q&23006&  Requests    that    appropriate   comment*    re   Cycle    S   evaluations 
per   Elienhut  S106O4  mernDi  be    submitted    by    B 10623 

niRAOLIA.F   J         Licensing    Branch    3         81/06/18         HAASS,  W   S         Quality 
Assurance   Branch         Ip         82583  291        24X   Fiche    8Q-OOO,  B4/02/13. 
B4030B0179 

— B1071303B1    Foriuards    info    re    impact   of   Mount    Bt   Helens    eruptions   on 
facil  1  tie*, for    use    bg    a ALP    review  board.  Comments    prepared    by 
HE  Le f evre, geol og 1 st 

JACKSON,  R   E       Oeoictences    Orancn,       B 1/06/23        MIRAOLIA,  F   J 
Licensing   Branch    3        Zpp        22383  293        24X   Flehe,  90-000,  B4/OZ/13. 
a4030S017<? 

-• -ai07140J83  Foruards   Ofc    of  Nuclear   Reactor    Reoulatlon   perfornwnce 
evaluation    in   compliance  til/310604  memo   r>    syttematlc 
assessment   of    licensee    performance  Cgcle    2  Notifies    that 
review  board   neetins    for    facility    scheduled    for   S10723. 
WHEELER, L        Licensing    Branch   3        81/06/30        EI8ENHUT.  D  0.       Division 
of   Licensing         Ip         2S3B3   295        24 X  Fiche, 30-000, 84/03/13. 
B4030B0179 

— S107140192  Forward i    Geosciences   Branch    Input    for    use   bu    facility 

sifiternatic    asiessment    of    licensee    performance    revleui   boardi 

per  810618  request. 

JACKSON,  R   E       Geo*clences    Branch        B 1/06/33        MIRAOLIA,  F   J, 

Licencing    Branch    3         3pp         S23B3.29B         24X    Filhe    30-000,84/03/13, 

B4030S0179 

8      Reportablo    occurrences,    LERs    t,  related    correspondence 

B4O33I0032  Part   SI    rept    re    failure    of    autillary    fieduater    pump   drive 
turbines, Oimpel   NPB-4    TS.T   valve,  to   close   End    Itr    dtd   840203 
sent    to    listed    utlls    GE    notified    of   affected    units    in   BUR 
plants 

TWEROUX,  R  R        Terrg    Corp        84/02/22        WOODRUFF- R.  H        Director'* 
Office,     Office    of    Inspection    and    Enforcement        6pp        22706-327.      Z4K 
Fiche.  3O-000,  84/02/22,  B403210032 


U      CongruBsional/Eiecutive    Correspondenci 


B4O30B0179  Fourth    partial    response    to  FOIA   request    for   »ix    ce.fc*oorl*» 
of   documents   re    facilities   Forwards   App   A   documents  App    B 
document    entirely    withheld    (ref  FOIA  Exemption   3)    Review   of 
addl    documents    eubj    to   request   continuing 
FELTDM,  J  r)        Division    of   Rules  and   Records        84/02/13        ANDERSOH.S   I 

Oarvey,    Bchubertr    Adam*    t   Barer        7pp        23983   ZS6,        BIX 
Fiehe   SO-000,34/02/13,  B403080179 

— B009110203   Respgntls    to  B00702    Itr   re  E  Borhtk    concern    about    ultimate 
responiib illty    for    civil    penalities    proposed   against    utll 
Civil    penalties    are    imposed    as    enforcement    action  Btate 
agencies    should    be    contacted   re   responsibility    for    payment. 
DIRCKS.H  J        OfTlce    of    the   Executive   Director    for   Operations. 
30/09/26        JACKSON,  H  M        Senate        4pp        220B3  260        24X 
Fiche    30-000,  84/02/13,  8403080179, 

— BO1216Q551    Forwards   000625    Itr    from   constituent   E  Borhek    for  resnan.it 
Requests    that  duplicate    rept   b«    forwarded    to   BOS  United 
States    Courthou*e,  Seattle,  WA  70104. 

JACKSON, H  H        Senate.    Energy   &  Natural    Resources        BO/O7/21 
HAMMERER,  C   C        Office    of   Congressional    Affair*.       Spp.       22383:264 
24X  Fiche    30-OOO,  B4/02/13, B403080179 


B40301O050   Third    partial    response    to  FOIA   rsquest    for   ali    categories 
of    documents    re    facility    Foruaardi    App    A    iJociunents   App   A 
documents   also   placed    in   PSR    App    B    document*   uill    be   placed 
in   PDR    upon    request  Review   continuing 
F ELTON,  J  M        Division    of    Rulvt   and    Records        94/01/17        ANDERSON,  S    I 

Qarvey,    Schuberti    Adams    &   Barer        4pp.       22446  293        24X 
Fiche.  90-OOO.B4/O1/17,  B403O1003O 


'B101130363  Responds    to    Itr    foriiurdlng   M  Hamilton   concerns    re 
Facilities   CPs    Issued    in   Apr    1978  after    safety    &   environ 
revleui   t>   ABLE  public    hearing*   Public    helping*   may    be 
requested    uhen  util    applies    for   OLs, 

HAMMERER, C       cfflc*   of  Congr es«ion«l   Affairs       BO/12/16 
HAOKIUSON.M        Senate         Ip        22983271        24X   Fiehe.  30-000.  84/02/13, 
84030801 79 


— B30309OSO&  Req,ue* tt    advice   re    fee    af-BBDiflient    cutoff    date    for    reactor 
CP   b   QL  applications    that   are  ul  thdraiun,  denied,  impended! 
cancelled    or   postponed 
MILLER, M  0        License  Fee   Manaoemen t   Branch        B3/03/04        FONNER.fl    U 

Office   of    the   Elecutlve   Legal    Director        3pp        22446  315        24 X 
Fich*    30-000,81/01/17.8-403010050 
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DDCKET    30-313   WPPS9   NUCLEAR    PROJECT,     UNIT    4 

A      Application/construction    stage    documents   *   correspondence 

B4O3010030  Third    partial    response    to   FOIA   request    for    sii    categories 
of   document!   re    facility    Forwards   App   A    documents    Apn    A 
documents   also    placed    In    PDR    App    D   document!    ulll    be    placed 
in   PDR    upon   request    Review   continuing 
FELTQN.J   M         Division    of    Rules    and    Records         B4/O1/17         ANDERSON.  S    1 

Garveu,,     Schubert,     Adams     &    Barer         4pp          23446    293         24X 
FiChe    90-OOO.B4/O1/17,B4O301OOSQ 

— G3O22300B3  Responds    to   question*    re    application    termination   Notice    of 
termination/withdrawal    not    anticipated    No    time    limitation 
placed    on   completion   of   Phase   One    review 

ADENSAM.E  Q  Licensing  Branch  4  83/02/17  MILLER, W  0  License 
Fee  Management  Branch  Ip  22446  321  34X  Fiche  3Q-OOO,  84/O1/17, 
B403010030 

— B30B1QO4B3  Discusses    status    of  OL   applications   Hevteui   op    and   WPP S3 
030712    Itr   requested    in    order    to    determine    present    statut    of 
Unit   3    for    billing    purposes, W/o    encl 
MILLER, W  0        License   Fee   ManaB  •manfc   Branch        63^03/03        FQNNER,  R   L 

Regulatlons   Division         2pp         2241*.  326        24X  FichB    30-000. 
04/01/17/8403010030 

B4030B0179  Fourth    partial    response    to  FOIA  request    for    lii    categories 
of    documents   re    facilities   Forwards   App    A    documents  App    D 
document    entirely!   withheld    (ref  FQ1A   Eiemptlon   5)    Review   of 
addl    document!    subj    to    request  continuing, 
FELTON,  J  M        Division    of    Rules   and    Records        B4/OE/I3        ANDERSON,  8    I 

Oarvey,     achuberti     Adams    &   Barer.       7pp         22983  22&        24X 
Fie  he,  30-000,  84/O2/ 13.  B4O3080 179 

— BO01140316  Notifies    that    NRC    has    amended    regulations    re    Implementation 
of    resident    imp    program  Expresses    gratitude    for   assistance 
rendered   Forwards    final    rule  W./0    encl 

BTELLO,  V        Office    of    Inspection   &  Enforcement,    Office    of    the 
Director        79/11/19        Q'STRAND.N        Washington  Public    Pouier   Supply 
Bustem,       Ip        23503   234        H4X  Fiche    30-000,84/02/13,3403080179 

— SO09090737  Forwards    a  iruorth  lne*s    alert   re    corrosive   <<   abrasive 
characteristics    of   volcanic    ash    which    has    fallen    In    Pacific 
Northwest   Questions    re    aih    amount, chemistry    d   slie 
distribution   ulll    ba    forwarded    to    licensees   H/o    encl 
JACKSON,  R   E         Qeosclences    Branch         HO/O6/12         VOLLMER,  R    H 
Division   of   Engineering         3pp,       223B3  238        24 X 
FichB    30-000,84/02/13,940308017*? 

— B01009O2iO   Discuioes    revi euj    of   applicant    BOOS 14   request    for    approval    of 
proposal    to    substitute    in-plant    tests   ui/scale  model 
rsclrculatlon   sump    testa    Response    to    requests    deferred 
pending    NRC   review   of   program 

BPEIS.T        Reactor   Systems    Branch        90/O9/Hi        VPUHODLOOD, D   J 
Licensing    Branch    1         Ip         2H303   266        24X    Fichu    30-000,84/02/13, 
8403080179 

— B1O4S20329  Concludes    that    Tab  IB  3,2-2   of    PSAR, re    safety-related 
struc turai,  sys   ft    components!  1*    incomplete    from  Qeotechnlial 
Engineering   Branch    viewpoint 
LEARrO  E        Hydrologlc   &    Oeotichnlcal    Engineering    Branch         B1/O4/00 

HAASS, W   P         Quality    Assurance    Branch          2pp         S2 383: 2 7B         24X 
FlehO    30-000,  84/03/13,  B-(030H017'9 

— B1043O0020  Respond  I    to    B1O414    memo    re    utl 1    request    for    clarification    in 
use    of   ABME   cud*   ca«es    Util    use    of   code    cases   w/o  prior   NSC 
approval    is    inadvisable    due    to    potential    hardship    for    user- 
BOSNAK.R   J        Mechanical    Engineering    Branch         81/O4/31 
YOUNOBLOOD, B  J        Licensing    Branch    1         Ip         52383   280        24* 
Fiche    30-000,84/02/13,8103080179 

— Q1O9010334   Advisee    that  Kachanlca!    Engineering    Drench    completed    review 
of    util    raquett    for   authorization    to    use    ABME  Code  Casos 
M-219  &  N-2B7   far    application    In   design    of    concrete 
containments   Cod*    cases    acceptable 

KNIOHT.J.P        Assistant    Director    for    Comp      li  Structures   Engineering 
(Pre   830201)        81/04/29.       TEDEBCO, R   L        Assistant  Director    for 
Licensing         Ip         S23B3   281         24X   Flehe'  50-000.  84/02/13,  8403090179 

— 8109140106  Advisee    that    info    provided    on  810213  fc  O403   re    air    intake 
arrangement*    for    dleael    generators    revleued    Diesel   generator 
combustion   air    supply    arrangement   meet*    acceptance  criteria 
In   Section    II    oP    SRP    a    S  8   Sys   acceptable   as    designed, 
UNOARO,  A  R        Fou*r   Systams    Dranch        81/O3/O1        YOUNOBLOUD,  B   J 
Licensing    Branch    1         Ip         22383:282,       SIX   Fiche.  flO-OOO.  84/02/13, 
3403080179 

— a  105180436  Forward*    Itr    from   util    requesting    concurrence    by   MRC    to 
omit   Subsections    S   3    1-2,9  3   of    FBAR,  Review  6   comments 
requested    by    810625 

rtDEN8AM,E,  0        Assistant    Director    for    Licensing        81/O3/12. 
JACKSON,  R   £        Consciences    Branch.       Ip        22983  283        24 X 
Fiche, 90-000,  84/03/13,  8403060179 


— 8105210109   Concurs   in/licensee    proposal     to    reP    Sections    231-23    1- 
2    5    3    oF    WPPS-2   FBAt    in    WPPS-1/4    FSAR    since    botft     projects 
located    in    close    proiimity   Mod)    listed 

JACWSDN,  R    E         Consciences    Branch         81/05/15         A  DENS  AM,  E    0 
Licensing     Branch    4          2pp         22383   234         24X    Fiche     50-000,  B4/02/I3, 
84O30S0179 

—8107230171    Notif  icafcioti    of    810729   meeting    u/util    fc    HS.W    in    Bethouda,MQ 
tfl    discuss    roothoil    util    intends    to   use    to    fulfill    requlrments 
of    NUREO-O737   item    II    F   3    (inadequate   core    cooling 
instrumentation) 

HERNAN'R    M         Licensing    Branch    4         51/07/21          ADEWSAM.  E   Q 
Licensing    UrancJi    4          2pp         22583   303         24X    FichB     50-000,84/02/13. 
8403000179 

—8103110033   Notification    of    910320   meeting    u/util    in    Bethesda,  I1D    ta 
discuss    proposed    independent   design   review   programs 
HERMAN- R    M         Licensing    Dranch   4         91/07/30         ADEN  SAM.  E   D 
Licensing    Branch    4          3pp         22383    302         24X    FichB    SO-QOQ.  04/03/13, 
84O3080I79 

— 811QOS0613   DISCUHB*!    proposal    to   use    I  DRs    in    licensing    process    IDBs    may 
ba    useful    in   certain    areas,  but   clarification    of  role    nestled 
TEDEBCD.R    L         Assistant    Director    for    Licensing         B1/QW23 
EISENHUTrD  O        Division    of   Licensing         Ip        22383  307        24 X 
Fiche    30-QOO,  B4/O2/13,  B4030B0179 

—8111060677   Notifies    of    util    intention    of   sending    technical    team   to 
present  FSflR    ta    review    staff   during    uk    of  311130   Reviewers 
should    complete    attached    form  &   confirm  attendance 

HERNAN,R    W         Licensing     Dranch    4         81/1O/23  Licensing    Branch    4 

4pp          223B3    311  34X   Fiche    30-000,94/02/13,8403060179 

— 8111130007   Submits    names    of    D  Oupa   ti  Q    Stalley    as    technical    revieueri 
far    facility   FSftR    per   B11023  memo 

LEAD.Q         Hvdrolaglc     !~   Oeotechnical   Engineering    Dranch         Q1/1O/30 
ADENSAM.E         Licensing    Dranch    4         Ip         22583    315         24X 
Fiche    SO-QOO,64/O3/13,84030B017? 

— 0111200219    Informs    of    receipt   of    telcon    from   Yakamar    Indian   Nation 
requesting    that    tribe    be    given   full   rights    in    facilities 
proceedings 

TEDEBCO- R  L        Assistant    Director    for    Licensing        81/10/21 
KETCHEN.E         Hearings     Division         Ip         223B3    310         34X 
Fieha    SQ-OOD, 84/02/13, B403080179 

— B 112300309  Notification   of   811211    meeting   u/util    In    Dethesda,MD    to 
discuss   FBAR  u/  tochn  i  ca  I    revieui   staff    at    time  QL  application 
is     tendered 

HERMAN.  R    U         Licensing    Branch    4         91/11/23         ADEIfSAH,  E   0 
Licensing    Branch    4         3pp        22383  31B        24 X  Fiche   90-000,  Q4/02/13. 
84O30B0179 

— 8212O7O393  Act    rece-ipt    of    821109    Itr   re    Target    Rock    environ 

qualification    testing    program   Info  ro   valve    upgrade  &    retelt 

anticipated. 

HEI6HMAN.R    F         Division    of    Reactor   Programs     IPre    8301O3) 

B2/12/01          DOUCHE VrG    D         Washington   Public    Pouer    Supply    System 

Ip,       22393   357         31X    Fiehe    3O-000,  a>l/02/13,  64030801 79 

— 8304060377   Requests    search    for  documents   re    govt    litigation  u/util    on 
plve    specific    issues 

SLAGOIE.E  L        Office    of    the  General   Counsel         83/O3/23 
D)IRCK8,U   J        Dffice    of    the    Eiecutlve    Director    for    Operations         Ip 
22B83   361          34X    FiehP    50-000, 84/O2/13,  B4030B0179 

B403DSD2SQ   Fifth    partial    response    to   FOIA    request    for    sli    categories    of 
daciifn^nts   re    facilities    Forwards  App   A    documents   App    A  !i  B 
documents   also    available    in   PDR  Documents    lilted    on  App    C   & 
D    located    in   Central    Files   &  not   available   publicly 
FELTON ! J  M        Division    of    Rules  and   Records        34/02/17        ANDERSON,  B   I 

Qarveui    Schubert,     Adams    fr  Barer        9pp        22301    289        24X 
Fiche,  30-S09,  94/02/17,8403050293 

--7908010532    Responds     to    790403   Region   5    comments    re   Revision   4    to 
MPPBS-QA-OO4,     "Operational    QA  Program   Description    " 
Expresses    Intent    ta   request   util    to  d'elete   Section  336 
entirely 

WAASS.W  P        Quality   Assurance  Branch        79/OS/O1        BRYAN,  8  E 
Division    of   Reactor   Operations    Inspec  tioni         Ip        H2501    303        24X 
Fichfl    30-313,  84/Q2/IV.  8403090288 

— 8110190091   Responds    to   Q1O923  FOIA  81-378  request   for  QA   documents    tar 
WPPSS   All    documents    re    evaluation    of    licensee    QA  programs 
are    in  PDH 

HAABB-U   P          Quality    Assurance   Branch         B1/1O/QB         WILSON,  V   H 
Management   Analysis    Branch        2pp        22501    31O        S4X 
Fiche    30-313,  84/Q2/17,  84.03030288 
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—  81102103(6    Informs     of    receipt    of    Couch  ey/Adensam   B10733    1  tr    containi 

utll     current    OA    program    description    for    design    &    const    of 
Facilities    QA   prog-ram    description    acceptable 

HAASS,  W   P         Quality    Assurance    Branch          81/10/14         TEDESCO,  R    L 
Assistant    Director    for    Licensing  IP         23501    SIS         24X 

Fiche     90-160,  B4/02/17,  aaO30502SB 

—  B2O1300236  Foruardj    data    For    fee    assessment    re   QA  Branch   revieu  of 

WPPES-QA-004,     "Operational    QA  Program   Description    " 

HAASS,  U   P         Quality    Assurance    Crunch          B2/OI/14         BERKDW.H   N 

Management    Analysis   Branch         3pp         22501    314        24X 

Fiche    90-513,  ai/Oa/17.Hfl030502Sa 

B4032iiO221    Advises    that   Phase    II    of   •termination    program    in   progress    re 
locating    neu    owners    For    facility    *"  uill     last    until    at    least 
June    1985 

SOHENSEN,  G  C        Washington    Public    Paver   Supply    System        84/03/13 
DIRCKS.W   <J         Office     of    the    Executive    Director    far    Operation*          Ip 
32731    032         24X    Fiche    50-309,  B4/Q3/  13,  BflO32fi0221 

C      Utility    Environmental     Report     (ER)>     amends    &    eorrespondene  e 

a4D30SO179   Fourth    partial    response    to  FOIA  request    'or    sii    categories 
of    documents   re    facilities    Forwards   App   A    documents   App    B 
document    snbirelij    withheld     OeF    FOIA    Ei  eruption    5*    R«view   o-f 
ad-dl    documents    subj    to   request    continuing 
FELTDN,  J   M         Division    of    Rirlei    and    Records          04  /OH/  13         ANDERSON,  S    I 

Garveu,     Schubert.     Adams    tt    Oarer         7pp         28583   33&         24X 
Fiche    30-OOO,  84/02/13. 


—  8202-360171    Requests    assistance    in  performing    acceptance   revieu   of 

environ    rept    far    OL   application   Duly    portion)    applicable    to 
Unit    1    need    be    considered    since   Unit    4    cancelled    on    820122 
ADENSAr1,E   O         Licensing    Branch    4         62/O2/1Q         JACKSON,  R    E 
Qensciences    Branch          Ip          23563321         24X    Fiche    30-OOO,  Bfl/02/13, 
B4030S0179 

—  H2Q315Q02B    Forwards    addl     info    requirements    for    review    of   ER    for   DL 

application   per    9303  1O   reques* 

BALLARD.  R    L        Environmental    Engineering    Branch        B2/Q3/02 
ADENSAM.E    G         Licensing    Branch    4         3pp          235B3    329         24X 
Fichff    30-000,  S4/02/13,  8403080177 

—  B2O31GOOQ4    Advises     that    environ    rept    Is    acceptable    re    Tad  i  -ill  og  leal 

impacts 

HDUSTON.R   VI         Assistant    Director    For    Radiation    Protection 
B2/O3/O2         TEOESCQ,  P    L          Assistant    Director     for    Licensing          Ip 
23563   332         24X    Fiche    50-000,  B4/02/13,  340:3030179 

—  fl20,JO9O09'?    Informs    that    sufficient    info    provided    to   begin   meteorology 

review   Inappropriate   models   &   diffusion   parameters    used    In 

Section  4    I    3  S  ft    accident    evaluations 

HULMAH,  (,   0         Accident    Evaluation    Branch         B2/O3/li         ADENBAI1,  6 

Ltcensing    Branch    4        2pp         325B3   336        24X   Fiche    M-OOO,  S4/Oa/13, 

3403080179 

1}      liRG   Draft/Final    Environmental    Statements,     sup  pis   &  correspondence 

B4030BQ179   Fourth    partial    responie    to    FOIA   request    For    sii    categories. 
of    documents    re    facilities   Forwards    App   A    documents  App    B 
document    entirely   withheld    tref   FOIA  Ejemption    51    Review  of 
addl    documents    subj    to   request   continuing 
FELTON,  J    M         Division    of    Rules    and    Records          B4/O2/13         ANDERSON,  S    I 

Oarveij,     Schubert,     Adams    &    Barer          7pp-         253B3    226         34X 
Fiche    SO-0 


—  BO0325O477  Fortuards    hydrolojlt    engineBring    que^tloni   re   proposed   waste 

treatment   £us    ResponsB    will    supply    necessary    info  re    ditlgn 
basis    for   seepage    &   Flooding  Also    forwards    generic    questions 
re    floodplains    Info   will    assist   NRC    environ    revieu 
SELLS*JJ  E        Environmental    Projects    Branch    2        BO/03/07 
RENBEROERi  D   L         Waihlngton    Public    Power    Supply    Suitem         3pp 
22SB3-S53         B4X    Flche    50-OOO,  84/02/13,  B403OS01  79 

—  BOD3a?O142  Diseustes    iLiipenaion   of    facility    preope-rat  lonal    aquatic 

monitoring    program  Suspension   approved    Operational 

monitoring    program   results    should    not    be    affected   bij 

nuapons  1  on 

EAhWDHTH.R   D        Environmental  Specialists    flrancA        00702/2? 

BELUS.D    E         Environmental     Projscts    Branch    Z         2pp         22933    239         34X 

Fie  he-  50-000,94/02/13-  340303017'? 


--S1O3040053   Forwarda    short    '<    long-term   OL   t    CP    revieu    sc  hodul  es,  in 
response    to    B01216    meeting    u/USGS   List    of    OL    plant    revieus 
For    uhich    NRC    tentatively    plans    to   seek    USOS   assistance    is 
prnvi  A  si 

JACKSON,  Fi    E         Qeosciences    Branch         NRC-03-QO-l  13         B1/O1/21 
DEVINCi  JF          interior,      Dept      of,     Gen  log  leal    Survey         3pp 
225B3    272         24*    Fiche    3Q-OOO,  B4/02/13,  B4030B0179 

—  BllliaO93S   Forwards     form    iiihlch    identifies    Pouer    Sys    Branch     electrical    1 

mechanical     revteuers     for    project    in    accordance    ui/811023 

memo    Requests    established    revieu   schedule    dates   when 

aval  lablo 

UNOARO.fl         Power    Systems    Eranch         Bl/11/02         HERMAN,  R    W         Licenstng 

Branch    4         2pp         225O3    316         24X    Fichfl    90-000.64/02/13,3403080179 

F     Becurityp    medical,     emergency   &   Fire   protection   plans 

Bfl030FJ0179   Fourth    partial    response    to    FQIA   request    For    ail    categories 
of    documents    re    facilities   Forwards    App    A  documents   App    D 
document    entirely    withheld     (ref   FOIA   Exemption    S)    Revieu)    Of 
addl    documents    subj    to    request   continuing 
FELTOM.  J  M        Division   nf    Rules   and    Records        84/05/13        ANDERSON,  3   I 

Qarveij,     Schubert.     Adams    &   Barer         7pp         SS3B3    226         2tX 
Fiche    30-000,  B4/02/  13,  Q4030B0179 

—  8201190297  Forwards    Central    Files    version    of    "Description    of   Early 

Warning    Sys    for   WPPSS  Nuclear  Plants    1,3  d  4,"    In   response 
to  NRC  S10720    Itr    re    prompt    notification    in    event   of 
emergency    Sys   will    be    in    place    prior    to  DL    Issuance 
DOUCHEY,  G   D         Washington    Public    Power    Supply    System         B2/01/11 
TEDESCO,  R    L         Assistant    Director    far    Licensing          Ip          22383   321 
24X   Ficrte    30-000-  B4/O2/  13,  B4030B0179 

—  82D21BO43i   Requests     that    Fire    Protection    Section    perform    acceptance 

level    review   of    facilities'    revised    fire   protection   program 

prior    to    docketing    of   OL   application   Utll    aware    that    App    R 

to    1OCFR30    uill    apply 

ADEN9AM.  E   G         Licensing     Branch    4         B2/01/29         BENAROVA,  v         Chemical 

Engineering    Branch          Ip          223S3    33S         24X    Fiche    30-000,84/02/13, 

840-3080179 

—  3203070063   Forwards    list    of    ays    to    be   added    to   Q-llst   Sys    provides 

ongoing    knowledge    of    change*    In    radiation    environ  &  ability 

to   deal    effectively    ui/unusually    high    radiation   & 

radioac  t  ivi  ty    levels 

CONGEL.F   J        Radiological    Assessment    Branch        B3/03/S3        HAASS,  M  P 

Quality    Assurance   Eranch        2pp        32583  330        24X 
FUho    50-000,  84/02/13,  B1030S0179 

—  B3Q812Q240  Forwards    Central    Files   version    of   revised    pag«    to   Revision   2 

of   emergency    plan    adding    local    fire   depts    within   SO  miles    of 
facility    to    backup    fire    protection    svcs 

QOUCHEY.O   D        Washington    Public    Power   Supply    System        B2/OB/O3 
SCJHUENCER,  A         Licensing     Branch    2         3pp         2S3B3   34S         Z4X 
Fiche    50-000,  B4/02/13,  0403080179 

—  820B12024B   Central    Files    version   of    revised    page    to  Revision   2   of 

emergency    plan   re    provision    of    backup    Fire    protection    ivc* 
»      Washington  Public    Power    Supply   System        S2/OB/03         Ip 
2K9B3    3SO         24X    Fiche    50-000,  B4/03/13,  S403080179 

-  -B2O3020  1  39   Advises    that    listed    InFn    needed    to    perform  acceptance  re/ieui 
of    FlrB   protection    program    for    conformance   u/NUREG~OBQO, 
Section  9   5-1 

EENAROyA,  V         Chemical    Engineering    Branch         82/02/09         ADENSAM,  E   0 
Licensing    Branch    4         Ip         225B3  323        H4X   Flche    50-000,  B4/O2/13. 
64030  BO  17? 

04O30902BS  Fifth    partial    response   to   FQIA  request    for   si>    categories    of 
documents   ro    facilities    Forwards    App   A   documents    App   A   **  H 
documents   also   available    in   PDR  Documents    listed    on  App    C    tt 
D    located    In   Central    Files    &   not   available    publicly 
FELTCMJ  II        Division   of    Rules   and   Records        34/02/17.       ANDERSON,  B   I 

GarVeiji    Schuberti    Adams    &    Barer        9pp        23301    2BS>        84X 
FUhB    30-513,  B4/Oa/17,S403O30SBB 


—  7906190143  Approves   OA   fire    protection    program   description    i 
commitments 

HAASS,  W  P        Quality   Assurance   Branch        7?/03/10        PARR-  0    D 
Mater    Reactors    Branch    3         Ip        229O1    307        24X 
Fiche    30-46O,  B4/02/17.  B4O30S02SS 


Light 


NRC   9aFet<j    Evaluation  Report    (SER),     suppla   4    correspondence 

84030SO179  Fourth    partial    response    to   POIA    raquest    for   ail    categories 
of   documents    re    facilities   Forward*    App    A   documents   App    B 
document    entirely    uitfltivld    (ref  FDIA  Exemption    51    Revieu  of 
ftJdl    <IocufflBnts    auBj    to  req.ueit   continuing 
TELTDN,  J  M        Division   of    Rules   and    Racords        B4/Oa/13        ANDERSON,S    I 

Oarvey,    Scnubertf    Atfams    tt   Bar»r        7pp        ZSSB3    236        24X 
Fi  elm.  50-000.  St/02/  13,  84030801  79 


G      Adjudicator^    correspondence 


3403010030  Third    partial    response   to   FOIA  request    for   ti<    categories 
of    documents    re    facilitv    For wards   App    A   document*    App    A 
documents  also   placed    In   PDR   App    B    documents   uill    be   placed 
In   PDR   upon   request   Revieu    continuing 
FELTON,  J  M        Divlfion   of    Rules   and    Records        B4/01/17        ANDERSON,  8   1 

Carvey,     Schubert,    Adams    !<    Barer        4pp        22446  273        24X 
Fiche    30-00)0,  B4/01/I7,  8103010030 
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— B3Q4060332   Requests     search     for   relevant    documents    re    govt     litigation 
u/util    Response    due    by    B3040B 

GRIMSLEY.D   H         NRG    -   No    Detailed    Affiliation    Given         83/03/29 
FITTIrC        Atomic    Safety    and    Licensing    Board   Panel         Ip         E2446   314 
24X    Fiche    30-000,84/01/17,0-103010030 

— 9309090306  Requests    advice    re    tea   assessment    cutoff  date    For   reactor 
CF   &  OL  applications    that    are  till  thdraun,  denied,  strspendad, 
cancelled    or    postponed 
MILLER, H   O         License    Fee    Management    Branch          83/O3/Q4         FQNNER.  R    L 

Office    of    the    Executive    Legal     Director          3pp         22416   313         24X 
Fiche    SO-OQO,  84/01/17.  B403010QSO 


— H01ffL60391    Forwards   BOO625    Itr    from  constituent   E   Sorhek    For  responsi 
Requests    that    duplicate    rept    fie    forwarded    to    B02    UnltBd 
States  Courthouse.  Seattle,  WA   98101 

JACKSON, H   M        Senate,     Energy    I>   Natural    Resources         BO/O7/21 
HAMMERER,  C    C         Office    of    Congressional    Affairs         2pp          225B3    264 
34X    FIcho    50-000,  B4/02/13,  04O3000I79 


DOCKET    30-514   PEBBLE    SPRINGS   NUCLEAR    PLANT,     UNIT    1 

A      Ap-pl  icatlon/construc  tion     stage    documents   k   corretpontfenia 


Q      Inspection    reports,     IE   Bulletins    b   correspondence 

8403090179  Fourth    partial    response    to   FOIA    request    for   sii    categories 
of    documents    re    facilities   Forwards    App    A    documents  App    B 
document    entirely    withheld    (ref  FOIA  Eiemptlon    9)    Review   of 
adtfl    documents    aubj    to    request    continuing 
FELTON.  J  M        Division    of    Rules    and   Record*         34/03/13        ANDERSON,  9    I 

Oarvey,    Schubert,     Adams    &   Barer         7pp        22983  326        34X 
Fiche    50-000,  84/02/13,840308017? 

— BaQ92BOI63  Forwards   Cycle    3    systematic    appraisal    op    licensee 
performance    Input    for   S10701    through    B2O73O    in  response    to 
Raglon    S  830623   request    Strong    mgt   evident    Revolution    of 
technical    Issues,  responsiveness    b    staffing    satisfactory. 
HERNAN.R  W        Licensing    Branch   4        62/09/13        EIBENHUT.D    0 
Dlvition    of   Licensing         6pp.       S33B3  331         SIX  Flche    30-OOOi 
04/02/13,  040300.017? 

B.     Reportable   occurrences,     LERs   b  related   correspondence 

B40301O4S1    Informs   Commission    of    problems   iu/ emergency    diesel    generators 
mPg    bg    Transamerica    Delavalilnc 

DIRCKStW  J        Office    of    the    Executive   Director    for   Operation* 
BECY-03-034,       84/01/23        4pp         2243B. 347        S4X   Fiche   50-000,84/01/35, 
S4O3O10431 

84O30BO179  Fourth    partial    response    to  FQIA  request    for    sii    categories 
at    documents   re    facilities    Forwards   App    A    document*   App    0 
document   entirely    withheld     (ref  FDIA  Exemption    3)    Review  of 
addl    document*    aubj    to   request   continuing 
FELTQN.J  K        Division   of    Rules    and    Records         S4/O2/13        ANDERSON,  S    1 

Garvtu,    Schubert,     Adams    i.   Barer         7pp        223S3  226        24 X 
Fleha   30-OOO,  84/02/13.  B4O30B0179 

— aa03l0041<7   Ditcusses   Part    SI    rept   re  UEtC    de*lgn   of    structural    steel 
at    facility    Generic    implication*    appear    to    be    nonexistent 
since   no    similar    design    concept    used    at    other    facilities    Two 
ovnrstie    drawings    end    Aperture    cards    in    central    Fllei 
SKEWMAKER,R   E,       Division    of   Engineering    &  duality    Assurance    (Pre 
B3O103)         B2/02/24        DRDMER1CK, A    M        Division    of  Engineering    b 
Qu»Ht(j   Assurance    (Pre    B30103J         2pp        E23S3  329        24X 
Fiche    30-000.  B4/O2/13,  B4O30B0179 

9403210032  Part   21    rept   re    failure   of   auxiliary    feeduiater    pump    drive 
turbines,  Olmpel   NPS-4   TIcT   va  Ivor  to    close   Encl     Itr    dtd   840SO3 
sent    to    listed    utils   CE    notified    of   affectad    units    In   BUR 
p lants 

THERDUX,  R   R        Terry    Corp,       B4/02/HH        WOODRUFF, R   H        Director'* 
Office-    Office    of    Inspection   *nd   Enforcement         6pp        22706    387        24X 
Fiche    30-000,  B1/02/H2,  84D3210032 

B4O327OS19  Part   21    rept   re    broken    contact    carrier    In    control    device    of 
7    3    kV-IS    kV,  300-730  MVA,  3    kV  330-3,000   <c  ill    HKV   circuit 
breakers    Initially    reported    on  930223  Addenda    to 
Installation   &   main*   procedures    sent    to    affected    units 
DWALLr  D  D        Broun    Boverl    Corp       (subs      of   Broun   Boverl    &  Co    >    Ltd    ) 
B4/O3/19  Record    Services    Branch    (Document    Control    Desk  I         Spp 

2S77a-114        24X  Fiche    SO-OOO,  04/03/ 19,  B403270211? 


U,     Congressional/Eiecutive    Correspondence 


Q4030Q0179   Fourth    paitial    response    to   FOIA   request    for    511    categories 
of    documents    re   facilities   Forwards   App    A  documents   App    B 
document    entirely    withheld     (rcf   FOIA   Eigmptlon    5)    Review    of 
addl    documents    aubj    Co    request   continuing 
FELTDNj J   H         Division    of    Rules    and    Records         B4/02/13         rtNOERSON,  3    I 

Oarvey,     Schubert,     Adams    !.   Barer         7pp         32533   226         34X 
Flcha    5O-OOO,  B4/03/13,  0403000179 

— BOO'?0'?O737  Forwards    a  irwor  th  Iness   alert   re    corrosive  ti  abrasive 
characteristics    at   volcanic   ash   which    has    fallen    In  Pacific 
Northwest    Questions    re    ash    amount,  chemistry  &   ilie 
distribution   uilll    bo    Forwarded    to    licensees  W/n  enc  I 
JrtCKSONiR    E         Oeosc  iences    Branch         BO/Oi/12         VOLLMER,  H    H 
Division    Of    Engineering          2pp         225B3   S3B        24 X 
Fiche    30-000,  Q4/02/i3,  0flO30SOI79 

— 810230-0039  Forwards    action    plan    for    resolution   of   npn-TMI     Issues    for 
pending   CP/mfg    license    app  1  Icatlons,  per  Ofc    of  Nuclear 
Reactor  Regulation    approach    to   resumption   of    licensing 
Safety    evaluation    Inputs    should    be   provided   by  B10601 
EIBENHUT,DO         Division    of    Licensing         BO/13/31         VOLLMER.R 
Division    of    Engineering  Ip         225B3   277        24 X 

Ftche    30-000,  B4/02/13.04030B0179 

E      NRC   Safety    Evaluation   Report    <SER),    suppls    d  correspondence 

B4030B017?  Fourth    partial    response    to   FDIA  request    for    sii    categories 
of    documents    re    facilities    Forwards   App    A  documents   rtpp    B 
document    entirely   withheld    Iref   FOIA  Exemption   S)   Review   of 
addl    documents    subj    to    request   continuing 
FELTONPJ  M        Division    nf    Rules   and  Records        B4/02/13        ANDERSON,  S    I 

Qarvey,     Schubert,    Adams    t,    Oarer        7pp        22 S3 3  226        H4X 
Fiche    3O-000.  84/02/13,  H1O30Q0179 

— B10304O033  Forwards    short   i    long-term  OU  k  CP   revteu    Bdisd  ulea,  In 
response   to   B01216  meeting    u/USGS  List   of   OL  plant   revl  auis 
for    yhlch   NRC    tentatlvelij    plans    to    seek  US  OB  aasle-tance    is 
provided 

JACKSDN.R    E         Oeosclences    Branch         NRC-03-BO-l  13         01/O1/31 
DEW  I  ME.  J  F         Interior,     Dept      af,    geological   Survey         Spp 
23SB3    273         24X   Fiche     50-OOO,  84/03/13.  6403OB0179 


DOCKET    30-513   PEBBLE    SPRINGS   NUCLEAR   PLANT,     UNIT   S 

A      Appl  icaC lon/construc  tlon    stage   documents   &   correspondence 

B4030BOI79  Fourth   partial    response    to   FOIA  request    for    sii    categories 
of    documents    re    facilities   Forwards  App    A   documents  ^pp    D 
document    entirely   uithheld    <ref  FDIA  Eiamptlon  3)    Review  of 
addl    documents    subj    to   request   continuing 
FELTON.J  M        Division    of    Rules  and   Record*        B4/OH/13        ANDERSON,  S    I 

Gsi"/eiJ,     Bchubert,     Adams    It   Barer         7pp         32383   236         24X 
Fichff    50-000,  B4/08/l3,H4030a0179 


-B0090:90737  Foruarifs   airworthiness   alert    re   corrosive   ti    abrasive 
characteristics    of  volcanic    ash   which    has    fallen   In   Pacific 
Northuest   Question*    re    ash    amount,  chemistry   f<  ilie 
distribution   uill    be    Forwarded    to    licensees ,  M/o    encl 
JACKSON,  R  E.       Oio«clenc«s    Branch        BO/O6/12       VOLLMER.R.H 
Division   of   Engineering         2pp        223B3  23B        24X 
Ficho    SO-OOO.  S4/03/13,  B4O30B0179 


6403030179  Fourth    partial    response    to    FOIA  rgquest    for    six    categories 
of    documents    m    facilities    Forwards    App    A   documents  App    B 
document    antlraly   utthhvld    (ref    FOIA  E>emptlon    3)    Revieu  of 
*ddl    documents    *ubj    to    request   continuing 
FELTDN, J  M,       Division    of    Ru)««    and    Records        84/02/13        ANDERSON,  S    I 

Qarvey,    Bchub*rt<    Adams    fc   Barar,       7pp         22393   226        S4X 
Ficne:  30-000,  S4/OH/1  3,  8403080179. 


-B  1022O002-9  Foruards   action    plan   For   resolution  of    non-TMI     issues   For 
pending    CP/mfg    license    app  Itcations,  par   Qfc    of  Nuclear 
Reactor   Regulation  approach    to    resumption   at    licensing 
Safety    evaluation    inputs    should-    be    provided   <>K   BlOiOl 
EISEHHUT,  DO        Division    of    Licensing        GO/12/31        VOLLMEfi.R 
Division    of    Engineering  Ip,        23303   277         24X 

Flctlft    3O-000,  B4/02/13-84030B0179 


— B009110203  Re«ponds    to   B007O2    Itr   re  E   Borh  eli    eonctrn  about   ultimate 
revponslblliliu    for    civil    penalltles    proposed    against    util. 
Civil    penalties   are    imposed    as    enforcement   action  State 
age-ncie*    should    be    contacted   re   responsibility    for    payment 
DIRCKS,  W  J,       Office   of    thu    E»cutive    Director    for  Operations. 
BO/OB/36,       JACKSOW,  H  M.       Senate         4pp         82303' 260        2+X 
Fiche, 30-000. 84/02/13,  84030BO179 


E      NHC  Safety   Evaluation  Beport    (8ER),     suppls   d   correspondencB 

B4O30BOI79  Fourth   partial   reisponse   to  FOIA  request   for   »I<   categories 
of   documents  re    facilities   Forwards  App    A  documents  App    B 
document    entirely   withheld    <ref  FOIA  Eivmptlon  3)    Review  of 
addl    documents    *ubj    to   request  continuing 
FELTON,  J  M        Divllion    of    Ruins  and  Records        B4/03/I3        ANDERSON,  S    1 

Oar  vug,     Schubert,    Adam*    !<  B#rer        '/pp        22  58  3  226       24  X 
Flche    3O-000,a4/02/13,B1030aO179 
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— B1Q3Q4O032   Forwards     short    t,    lung-term   DL    >j   CP    revieiu    schedules.  In 
response    to    BO1216    meeting    u/UBOS   List    of    DL    plant    reviews 
for    which    NRC    tentatively    plans    to    seek    USOS    assistants     Is 
provid  e-d 

JACKSON,  FJ   E         Qeosciences    Dranch          NRC-03-BO-I  S3         SI/01/31 
DEUINE.JF          Interior.     Dept       of.     Oeologlcal    Survey          9pp 
22583    372         24X    Ficbe    5O-QQQ, B4/O2/13- 


DOCKET   STN-SO-51B   HARTSVILLE   NUCLEAR    PLANT,     UNIT    I 

5      Renal-table    occ  urrencasi     LERs    k   related    correspondence 

Q403:HO45I    Informs   cammlss  i  o-n    of    problems   m/emerg  ency    dieeel    generators 
rnfg    by    Tranaamerica     Delaval.   !nc 

DIHCKS-U   J         Office     of    the    Eiecutive    Director    for    Operation* 
SECY-93-034         B4/01/35          4pp         2243B   317         24X    Fiche    50-000.  S4/01/25, 
B4G3010451 


First     inlETiin    deficiency    rept    re     loose     drive    hub*    on 
overspeed    governor    drive    shaft    on   Transamer  ica    Dslaval,Inc 
dlesels     Initially    reported    on    840303    Svc     info    memo    being 
reviewed     for    approval    Also    repurtable-   per    Part    31 

MILLS,  L    M        .Tennessee    Valley    Authority         S4/O3/Q1         O'REILLY,  JP 
Region    2,     Office    of     Director         2pp          22SB9    229         24* 
Flcha    SO-OOO.  84/03/01,0403120105 

B4O3230Q26    Follnuup    Part    31     rapt    re    nuclear    valve/actuator    stroking 
time    possibly     lengthened     be-ijond     15    5    uilien    using 
hydrocarbon-based    lubricants   Ltrs    to    affected    utils   encl 
WILSON.  A    K.         Henry    Pratt    Co          B4/O3/OB         KEPPLEft,  J   G         Region    3, 
Office    of    Director         6pp          32730   306         24X    Fiche    50-000,  B4/O3/QB. 

3403230038 

B40327021'?   Part   21    rept    re    broken    contact    carrier    In   control    device    of 
7    3    kV-19    W,  500-750   !WA,   3    V  V   390-3.000   t.    all    HK.V    circuit 
breakers    Initially    reported    an   330323  Addenda    to 
installation   i  naint    procedures    sent    to    affected    units 
OUVALLi  D    D         Drown    Q  over  I     Carp        (suhfi       of    Druun    Dover  1    &   Co    ,     Ltd     ) 
£34/03/19  Record    Service*    Branch    (Document   Control    Desk)         9pp 

23772    114         24X    Fiche    50-OOO,  Q4/O3/  J9.  B4033702I  ? 


DOCKET    STN-3O-519   HftRTSVILLE    NUCLEAR    PLANT,     UNIT 
Q       fldjudicatorij    correspondence 


Advises    that    time    for   Commission    to    review  ALAB-760 
Eipireil    Commiaaion    declined    review    Decision    became-    final 
agency    action    on    B40307 

CHILK.,  S   J        Office    of    the    Secretary    of    the    Commission        Q4  /O3/OB 
Atomic    Safety    and    Licensing    Appeal    Panel  lp         22376   090         34X 

Ficho    50-917,94/03/08.  B4Q309O06O 

5      Reportable    occurrences,     LER  a.  t-   related    correspondence 

8403310431    Informs    Commission    of   problaraa    ^/emergency   dlesel    genarators 
mfg    bg    Traiisamer  1  ca    Delavat,!nc 

DIRCHS'U   O         OffiO    of     the    Eiecutlve    Director     for    Operations 
SECY-a3-03fl         B4/01/35          Ipp          23430   317         S4X   Ficfie    50-000,34/01/23. 


DOCKET   8TN-50-320   HARTSVILLE   NUCLEAR    PLANT.     UNIT    3 

3      Reportablo    occurrsncea.     LER*   &  related    correspondence 

8403010431    Informs  Commission    of   problems   u/emergenty    dieiel    generatnrt 
fflfg    bg    Trsnsamerlca    Delavalilnc 

DIRCH8.W   J         Office    of     the    Eiocutive    Director    for    Operations 
SECV-33-034         84/01/23          4pp          2243B    317         24X    TUhe    50-000,  B4/01/3B. 
B10301O431 

84O333002Q  Fallomup   Part    21    ropt   re    nuclear   valve/actuator    stroking 
time   possibly    lengthened    beyond    13   *   uhen    using 
hydrocarbon-l>a*ed    lubricants    Ltrs    to   affected    utils   enc  1 
WILSON.  A   K         H«nry    Pratt    Co          S4/O3/OB         KEPPLEfl,  J   0         Region   3, 
Office    of    Director        6pp         2S730  306        24X   Fiche    30-000.  B4/03/OB, 
Q4O3230028 

B403270219  Part   21    rept    re    broken   contact   carrier    in    control    device   of 
7    3    kv-13    kV,  5QO-75O  MVA.  3    kV  330-3,000  Ei  all    HKV   circuit 
breakers    Initially    reported    on  S3 0223  Addenda    to 
installation   tt  inaint    procedures    sent    to  affected    units 
DUVALLr  D   D         Droun    Doverl     Corp       (subs      of    Brouin    Hover  1    b   Co    ,     Ltd    ) 
B4/03/19  Record    Services    Branch    (Document    Control    Desk)         Spp 

2S773    114         24X   Fiche    50-OOO. B4/03/1?, 0403270219 


BOCKET   STN-30-521    HARTSVILLE   NUCLEAR    PLANT;     UNIT    4 
0      Ad judicatory    correspondence 


8403090060  Advises    that   timo    For  Commiasion    to   review  ALAD-760 
expired    Ccimmiaelon    declined    review  Decision    became    final 
agency    action    on   84O307 

CHILK.9  J        Office    of    the    Becretarg    of    the   Commission        B4/O3/09 
Atomic    Safatg    anil   Licenalng    Appeal    Panel         Ip         32576   030        24X 
Ftche   30-319,  B4/Q3/OB,  B403090060 

5      Reportable   occurrences.,     LERs    &  related    correspondence 

B403010431    Informs  Commission    of   problems  in/emergency   diesel    generators 
mfg    bg    Transamerica    Dclavalilnc 

D1RCK8.  W  J        Office    of    the    Executive    Director    for   Operations 
SECY-Q3-034         B4/O1/SS         4pp         2243B    347         24X    Fiche    30-000,84/01/23. 
B40301Q451 

B4033300SB  Follouiup   Part    21    rept   re   nuclear   valve/actuator    stroking 
time   possibly    lengthened    begond    19    s   uhen    using 
hgdracarbon-based    lubricants   Ltrs    bo   affected    utils   end 
WIUBDN.A   K         Honrg    Pratt    Co         S4/03/03         KEPPLEF1,  J   0         Region   3, 
Office    of   Director         6p p          32730   306         24X    Fiche    30-000, 84/03/OB, 
84 03330 02B 

B403270219  Part    21    rept   re    broken   contact    carrier    In    control    device   of 
7    5    kV-IS   kV.  500-730  MVA,  3    IcV   350-3,000  ft   all    HKV   circuit 
breakers    Initially    reported    on  830223  Addenda    to 
installation   &  maint    procedures    sent    to   affected    units 
DUVALL,  D  D        Broun    Dover!    -Corp      (subs      of    Broun    Dovari    ti  Co    ,    Ltd    ) 
94/03/19  Record    Services    Branch    (Document   Control    Desk)         Spp 

3B772    111         24X   Fiche    5O-OOO. B4/03/17, 8403270219 


B4O313G109   First    interim    deficiency    rept    re     luoae    drive    hubi    on 
ovarspeed    governor    drive    snaft    on   Transamer 1 c a  Delayal.lnc 
disaels    Initially    reported    on    S4O3O3   Svc     Info    memo    being 
reviewed    for    approval    Also    reportablo    per    Part   21. 

MILLS, L   H         Tennessee   Vallay     Autfiority         84/O3/O1         a-REILLV,J    P 
ffBQicn    3,     Office    of    Director         2pp         325H5   32?         SAX 
Fiche    50-000. Bfl/O3/Ol. B40312O1O5 

840323002B  Fo  1 1  oiuup   Fart   21    rept   re    nuclear    va  Ive/aitua  tor    stroking 
time   jiosslblg    lengfiened    beyond    15    B   uhen    using 
hydrocarbon-based    lubricants    Ltrs    to   affected    ubilo   end 
WILSON,  A   K         Henry    Pratt    Co         84/03/03         KEPPLER,  J   0         Region    3. 
•Office     of    Director          6pp          2273O   30fc         24X    Fiche    50-000,04/03/08, 
fl 40323 002B 

8403370219  Part    21    rept   re    broten   contact   carrier    In    control    device    of 
7    3    kV-15    kV-900-750'  MUrt,  3   kV  350-3,000  ft    all    HHV  circuit 
•brealcBTS    Initially    reported    on   B3O223  Addenda    to 
inafcal  lat-lon    ft  maint    proec-dures    sent    to   affected    units 
DUVALL,  0  D        Broun   Boveri    Corp      (subi      of    Qroun   Hover i    &  Co   >    Ltd    ) 
S4/03/1?  Record    Services    Branch     [Document    Control     Desk)  9pp 

111         SAX   Fiche    50-000.84/03/19,8403270219 


DUCKET  50-322  SKAOIT  NUCLEAR  POWER  PROJECT,   UNIT  i 

A      App  llcatiDn/con*truc tlan    stage   documents   &   correspondence 

B4030a0179  Fourth    partial    re-sponse    to   FOIA   request    for    si«    categorle* 
of    documents   re    facilities    Forwards    App   A   documents  App    B 
document   entirety  withheld     (ref   FOIA  Eiemptlon    5)    Review    of 
add  1    documents    aubj    to    requatt   continuing 
FELTQN.J  M        Division    of    Rule*   and    Records        B4/02/13        ANDERSON,  8   I 

Oarveg,    Schubert,    Adams    &   Barer        7pp        22SB3   22i        24X 
Fieh  e   30-000.  B4/02/  13,  B4030B0179. 

— 800^090737    Forwards    -airtiiorth in*ss   alert   re    corrosive   b   abrasive 
characteristics    of    volcanic    ash   which   has    Fallen    in   Pacific 
Northuest    Question*    re    ash    amount, chemistrg    &    site 
distribution   mill    be    foruarded    to    licensees    W/o    end 
JACKSON.R   E        0*os<ience«    Dranch        80/06/12        VOLLMER,  fi   H 
Division    of    Engineering         2pp        223B3  3SB        24X 
Fithe.  90-000,  04/02/13,  840308017'? 

— B1O2S00029   Forwards    action    plan   for   resolution    of    non-TMI    i*su««    for 
pending   CP/mfg    license    app  1  Icatlons, per   Ofc    of   Nuclear 
Reactor  Regulation   approach    to    raiumption   of    licensing 
Safety    evaluation    inputs    should    be    provided    bg    810601 
E1SENHUT.  D  e        Division    of   Licensing        80/12/31        VOLLMER, R 
Division    of    Engineering         Ip,       22383  377        24X 
Fiche    SO-000,  04/02/13,  B4.0aOB0179 
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E      NRC    SaFetg    Evaluation  Report    <SER)i     suppls    &   correspondence 

S4O30SO179   Fourth    partial    response    to    FOIA   request    for    sin     categories 
of    documents    r»    facilities    Forwards    App    A    documents  App    D 
document    entirely    withheld    {ret  FOIA  Eiemptlon    3)    Review   of 
addl    documents    subj    to    request    continuing 
FELTON.J   M         Division    of    Rgles    and    Records          04/02/13         ANDERSON,  S    i 

SarVHij,     Schubert,     Adams    &    Barer         7pp         22383    326         24 X 
Fiche    50-000.  B4/02/13,  8403080179 

—  EH0304OO32  Forwards    short    t"    long-term  QL  !<   CP   review   ichedulesi  in 
response    to   8012IA  meeting    ui/USQS   List    of    QL    plant   review* 
for    which    NRC    tentatively    plans    to    seek    USGS    assistance"    is 
provided 

JACKBON.R    E         Qeostiences    Branch         NRC-03-SO-1 13         B1/O1/21 
DEVINEr J  F        Interior,     Dfpt      of.    Geological    Survey         Spp 
32393    272         B4X    Fiche    5G-QOO, S4/OS/13,  B403080I79 

Q      Jnspe-ction    reports.     IE   Bulletin*    &    correspondence 

B4O1190O7H    IE    Info  Notice   34-13,     "Potential    Deficiency    In   Motor 
Operated   Valve   Control    Circuits   t  Antiune iat i on    "   Svc    list 
•  ncl 

JORDAN.  E  L        Division    of    Emergency   Preparedness    i  Engineering 
Response    (Post   8301  OS >         84/02/28  Consolidated   Edison   Co      of   Neui 

York.      Inc          HSpp         5290?    S3?         24X    Fiche    30-000, 84/03/28. B401 1 90072 


DOCKET    50-323   SKAOJT    NUCLEAR    PCWER    PROJECT,     UNIT   2 

A      Application/construction    stage    documents   (e   correspondence 

B4Q30BQ17'?    Fourth    partial    response    to   FOIA   renuest     for    sii    categories 
of    documents    re    facilities    Forwards    App    A    documents   App    D 
Document     entirely    withheld    fref    FQ1A   Eiemption   5)     Review   of 
addl    documents    sub j    to   request    continuing 
FELTGN.J    M        Division    of    Rules    and    Records         B4/O2/I3          ANDERSON,  S     I 

Qarvey.     Schubert.     Adams    R    Barer         7pp         23383   33A        24X 
Flihe    SO-000,B4/O3/1l3,B4030aO17'? 

— BO09Q9Q737    Forwards    airworthiness    alert    re    corrosive   &    abrasive 
characteristics    of    volcanic    aaft    which    has    fallen    in   Pacific 
Northwest  Questions   re   ash    amount,  chemistry   ft  siie 
distribution    ui  1 1    be    forwarded    Co    licensees   W/o    niicl 
JACKSON. R   E         Qeosciences    Branch         BO/06/12        VOLLMER , R    H 
Division    of    Engineering          2pp          22333   2SB         24X 
FlchH    50-000-34/02/13,9403080179 

— 81O2200O29  Forwards    action   plan    for   resolution   of    non-TMI    issues    for 
pondlng    CP/mfg     license    app  1  i  ca  t  ions,  per   Ofc    of   NucloaT 
Reactor   Regulation    approach    to    resumption   oF    licensing 
Safety    evaluation    inputs    should    be   provided    by   010401 
EISENHUT.DQ         Division    of    Licensing         80/13/31          VOLLMEFI.R 
Division    of  Engineering         Ip         32i£)3   277        24X 
Fiche    30-000,  Bfl/02/13, 9403080179 


B40SQ90QQ7    IE    Info  Notice   B4-I4,     "Highlights    of   Recent   Transport 
Regulatory   Revs    by    DOT  &   NRC    "   Svc    list    end 

GRACE. J  N        Division    of   QA,     Safeguards   ft    Inspection  Programs    (Post 
83Q1O3)         B4/03/O2  Consolidated    Edison   Co      of   New   York/     Inc 

ISOpp          22532   329         24X   Fiche    50-QOO,  B4/O3/OH,  B402090QO7 

B4O2O9000B    IE    Info  Notice   84-16.     "Failure    of   Automatic   Sprinkler   Sys 
Valvea    to  Operate    "    Svc    list    enc 1 

JORDAN. £  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         H4/O3/02  Consolidated    Edison    Co      of  Neu 

York,     Inc         123pp        32553    09B        24X   Ficho    SO-OOO, flfl/O3/Oa, S40209O008 

8402090009    IE    Info   Notice    B4-I9.     "Reporting    of    Radiological    Releases    " 
Sve    1 1st    encl 

JORDAN. E  L        Division    of    Emergency    Preparedness    fc   Engineering 
Reiponie    (Post   B301O3)         84/O3/02  Consolidated    Edison    CD      of   New 

VoPti      Inc          I19pp         3SSS3    217         24X    Fiche    30-000, 84/03/02,  B402090009 


E      NRC   Safety   Evaluation  Deport     CSEH),    suppls    tc   correspondence 

0403080179   Fourth    partial    response    to  FOIA  request    For   sn    categories 
of    documents    re    facilities    Forwards   App    A    documents   App    B 
document    entirely    withheld    (ref  FOIA  Eiemption   S)    Review  of 
addl    documents    subj    to   request    con  t  i  nu  i  rig 
FELTON.J   M         Division    of   Rules    and    Uncords         84/02/13          ANDERSON.  S     I 

OarVBLt.     Schubert.     Adams    &    Oarer          7pp         33SB3   226         24X 
Fiche    30-000.84/02/13,8403090179 

— 810304O052  Foriuarils,    short    !,    long-term  OL  t  CP   review  schedules,  in 

response  to  90:1216  meeting  uj/USGE  List  of  DL  plant  revisu; 
For  uhich  NRC  tentativelij  plans  to  seal  US03  assistance  is 
provl d  ed 

JACKEON,  R    E         Quosctences    Branch         NRC-Q3-BO-1 13  S1/O1/21 

DEVINEj  J   r         Interior,     Dept       of.     OealogUal    Survey  3pp 
33533   37S        24X    Fiche    50-000,64/02/13.8403030179 


B40BO?0011    IE    Info   Notice   84-17.     "Problems   W/Hquld   Nitrogen   Cooling 
Components   Halou  Nil    Ductility   Temp    "  Svc    list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    i<  Enginlering 
Rssponae    (Post    B30103)         S4/03/03  Consolidated   Edison    Co      op   Neu 

York,     Inc         H7pp         22353    336        34X   Fiche    50-000.04/03/05,0403090011 

B4O30lJOOa4    IE    Info  Notice   B4-09.RHV    1,     "Lesionsi    Learned    From    Insps    of 
Fire    Protection  Safe    Shutdown    5u,i    "    Svc    list    one  1 
JORDAN. E   L        Division   of   Emergancy    Preparedness    k  Engineering 
Response    (Past   830103}         84/03/07  Consolidated    Edison    Co      oP  Neu 

York.      Inc          It8pp         22i33   Ofl9         24X    Fiche    50-QQO,  B4/03/07,  B4O2090024 

S40 20900 2B    IE    Info   Notice    B4-1B.     "Stress   Corrosion   Cracking    in   PUR 
Bcjs,  "    Svc    list    encl 

JORDAN, E  L        Division    of    Emergency   Preparedness    &  Engineering 
F(e»pansa    (Post   S301O3)         84/03/07  Consolidated    Edison    Co      of  NBUI 

York.      Ine          llBpp          23304    ISA         24X    Fich*    50-OOO,  B4/O3/07,  B4Q2Q'?002B 

S4O2070031    IE   Bulletin   84-02.     "Failures    of   OE   Type    HFA  Relays    in  Uao    in 
Clan    IE  Safety    Sijs    "   Svc    list    encl 

DEYOUNO, R   C        Director's   Office.    Office    of    Inspection   and 
Enforcamsnt        B4/03/12  consolidated   Cdison   Co      of   Nem    York.     Inc 

134pp.        22B23  094        24X  Fiche    50-000, B4/03/1S, B40209003! 

B4O2090O43    IE    Info  Notice   64-19,     "Two   Events    Involving  Unauthorized 
Entries     into  PUR  Reactor   Cavities    "    Svc    list    enc I 
JORDAN. £  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post   S30103)         84/03/21  Consolidated    Edison    Co      of    Nem 

York,     Inc         123pp,       22823   239,       24X   Fiche    30-OOQi  B4/O3/21.  8402090043 

84O2090044    IE    Info   Notice    84-20,     "Svc    Life    of   Relays    in   Safety-Related 
Sy*    "    Svc    lilt    sncl 

JORDAN,.  E   L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post   830103)         B4/03/2I  Consolidated    Edison    Co.     of    NBU 

Vo^J,     Inc         139pp.       S2933  001.       24X   Fiche.  50-000.  B4/03/31,  3402070044 


Inspection   reports,     IE  Bulletins    *<  correspondence 


B40119007B    IE    Info   Notice   B4-13,     "Potential    Deficiencif    in    Motor 
Operated    Valve   Contiol    Circuits   &   Annunciation   "  Svt    list 
encl 

JORDAN,  E   L        Division    of   Emergency    Preparedness   ft  Engineering 
Response     (Post    330103}         B1/02/EQ  Consolidated    Edison    Co      of    Ma 

Yorl,     Inc  115pp          23909   239         2-JX   Flche    50-000,  B4/02/28, 


B402O<?00&7    IK    Info   Notice  84-14,     "Highlight*    of  Recent  Transport 
Regulatory    Revs    by    DOT  ti  NRC    "    Svc    list    encl 

GRACE,  J  hi        Division    af  OA.    Safeguards  £•   Inspection   Programs    (Past 
B30103)         64/03/03  ConsoUdfltod   Edison   Co      of  NEUI   York,     Inc 

ISOpp         22592329          24*    Fiche    5O-OQO,  S4/O3/02,  0403090007 

B40209000B    IE    Info   Motice   94-16,     "Failure    of   Automatic    Sprinkler   6ys 
Valves    to    Operate    "    SVE    list    ancl 

JORDAN.  E   L        Division    of   Emergency    Preparedness  d  Engineering 
Response    (Post   B30IO3*        84/03/O2  Consolidated    Edison   Co      of   Neu 

York,     Inc  ]22pp          22S53   09B         34X   Fiche    50-000.  B4/O3/Oa,  8402090000 

B402O<70009    IE    Info   Notice   94-15.     "Reporting    of   Radiological    Releases 
8vc    list    encl 

JORDAN.  E   L        Division    of   Emergency    Preparedness  i  Engineering 
Response    {post  B301O3)         B4/03/O2  Consolidated    Edison   Co      at   Neu 

Yorkr     Inc         119pp         22533  217        24X  Fiche    30-000,84/03/02,0402090009 

B402090O1  1     IE    Info   Notice  34-17,     "Problem*   W/Llquld   Nitrogen   Cooling 
Components    Detou  Nil    Ductllltij    Temp    "  Svc    list   enel 
JORDAN.  E   L        Division    of   Emergoncy    Preparedness  ti  Enstneering 
Response    {Post  830LO3),       B4/03/O5  Consolidated    Edlaon    Co      of   Neu 

Yorfc,     Inc          117pp         22593  336        24X  Flche    50-000,84/03/05,8403070011 

8402070024    IE    Info  Notice   84-09.  Rov    1,    "Lessons   Learned   From    Inspi    of 
Fire  Protection   Safe   Shutdown   Sys    "    Svc    list   encl 
JORDAN,  E   L        Division    of    Emergency    Preparedness  &  Engineering 
Response    (Past  S3O1O3)        B4/03/O7  Consolidated    EdUon  Co      of   NBMI 

Yorfc.     Ine  llBpp          22635   O49         24X    Fiche    30-000,84/03/07,8402090024 


8402010028    IE    Info  Notice   S4-1B,     "Stress   Corrosion  Craefcirig    in  PWH 
By»    "   Svc    list   ancl 

JORDAN,  E    L        Division    of   Emergency    Preparedness   &  Engineering 
Response     (Post    8301O3)          B4/03/O7  Consolidated    EdUDCI    Co      of    New 

Yorli.     Inc         llBpp         32S84    106        24X   Fiche    SO-000,  B4/O3/O7, 8402070023 
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84Q2090O31     IE    Bulletin    8fl-O2.      'Failures    of    GE    Type    UFA   Relays     In    Uio    lr 
Class     TE   Safety    Si)*     "    Svc     list    end 

DEVaUNQ,  R    C         Director's    Office.     Office    of     Inspection    and 
Enforcement        B4/O3/12  Consolidated    Edison   Co      of    New   York.     Inc. 

!34pp          32B23   07-1          24X    Fiche    50-000.54/03/12,8402090031 

B-1O2O9CC43    IE    Info   Notice    34-17.     "Two    Events     Involving    Unauthorlied 
Entries     into    PUR    Reactor    Cavities     "    Svt     Hat    encl 
JQFJDAN,  E   L         Division    of    Emergency    Preparedness    6   Engineering 
Response    <Post    B301O3J          34/O3/2J  Consolidated    Edison    Co       of   New 

Von,     Inc          123pp          22B23    229         34X    Fiche    30-000,  B4/03/21,  B4020900«i3 

0402090044    IE    Info   Notice    34-20,     "Svc    Life    of    Relays     In    Saf  e  tij-Related 
BIJS    "    Svc     list    encl 

JORDAN, E   L         Division    of    Emergancy    Preparedness    6   Engineering 
Response     (Post    830103)          B4/03/21  Consolidated    Ed  lion    CD       of   Na-u 

Yoi-V.      Inc          I35pp          22933    OOl          24X    Fiche    30-GOD,  94/O3/21,  8403090044 


DOCKET    BTM-30-S2B   PALO   VERDE   NUCLEAR    5TATIDN,     UNIT    I 

A      Application/construction    stage   documetit-a    *<   correspondence 

3403060390  Responds    to    FDIA    reque-at    for   27    documents    referenced    In    1973 
EIS   re     Facilities    tt    similiar     environ    documents    Forwards    Ap p 
A    Documents    I-IO  Documents    11    !•    13    available   at    tJTIE 
FEt-TGN,  J   ri         Division    of    Rules    and    Records          04/02/J3         RYAN.  J    A 
Btraich.     Lang.     WaeVs    '.   Cardan         2pp         323S1     190         24X 
Ficha    50-538,64/02/13,  GIO-JQSCO^O 

— B4O3OB01K>9    "Orounctua  tar    Cpnditiores    of    Lower    Hascayampa-Cen  tenn  1  al    Al  es, 
ttariiopa   County, A2    "    Related    Info    encl 

»       Harshbarger    t<   Associates         H-9QO-74-2         74/Q6/3O         B3pp 
23501    219         24X    Fiche    30-528,04/02/1 3,  S4O3OBG37O 


B103290236   Forwards    operations     eipenence    base, consi Etlng    of    experience 
tables    for    presently    licensed    personnel     Inadequate    number    of 
personnel    meet   6-uk    hut    participation    experience 
r  onuirement 

VAH  BRUNT,  E  E  Arliona  Public  Service  Co  04/03/23  DENTONi  H  R 
Office  of  Nuclear  Reactor  Regulation,  Director  17pp  32800  236 
21X  FinhB  30-320.64/03/23,  Q4O327033i. 

C      Utility    Environmental    Report     (ER),     amends    t<    correspond  enc  e 

8403080390  Responds    to   FQIA    ren«e3t    for    27    documents    referenced    In    1979 
EIS  re    facilities   &    similiar    environ   documents    Forwards    App 
f\   Documents    1-10   Documents    11    &   12   available    at   NTIS 
FELTQN.  J   M         Division    of    Rules    and    Records         B4/O2/13         RYAN,  J   A 
Btrelcn,     Lanfl ,     Weeks    J:    Cardon         2pp         223B1     18O         24X 
Fiche    SO-5H8,  B4/O2/I3.B4030B0390 

— 9403080400   Discusses    revieu    of    environ    rept    re    transmission    linei 
crossing    Indian  reservations   Tribal    council    consent    should 
be   obtained    for   right-oF-uiay   before    environ    rept    published 
Related    info   encl 

"      Interior.    Dcpt      of,    Bureau  of    Indian   Affairs        74/12/11 
REQANiW  H        Atomic    Enerjg    Commission  -  Deputy    Director    for   Reactor 
Projects         5pp         22381     1 B4         24X    Fiche    30-329,01/02/13.0403080390 

B     NRC   Draft/Final    Environma nta  1   Statements,     suppls    t  correspondence 

8403003335  FDIA    request    for    27    documents    refBranced    in    197S    E18  re 
facilities    '-<    slmillar   environ    documents   List    ti    neuis   articles 
encl 

RVAN.J   A         gtreiih,     Lang,     Weeks   &   Cardon         94/O1/17  Office    of 

Administration        9pp        223-91    171        24X   Fiche    30-528.  B4/01/ 17, 
84030803Q3 


3403060451    Faruiards    request    for    add!     info   re    open    Environ   q.u  al  if  i  cat  ion 
of    electrlcaJ    equipment    i  terns    tor    fa-c  I  lity 

KNlQHTOM-e   W         Licensing    Branch    3         B4/O2/27         VnN    BRUWT,  E    E 
Aritona    Public    ServU&    Co          3pp         22550   QO7         E4X 
Ficha    50-52B,84/03/27,a403O(,04Sl 


8403030390   Responds    to    FOIA    request    for    37    documents    referenced    In     1973 
EIS   re    facilities   b    slirtiliar    environ   documents    Forwards   App 
A   Documents    1-10   Documents    11    &   12  available   at   NTIB 
FELTON,  J   M         Division    of    Rules    and    Records         B4/02/13         RVAN,  J   A 
Strelch,     Lang.     Weeks    !•    Cardon         2pp         223B1     1BO         24X 
Ficho    30-526,  B4/03/13,  0403080390 


B4O301O21E   Foiruards    response    to    B402Q&    telcon    re    draft   rev    to    FSAF? 
Section    3A    ID   concerning     loin    preheat    fillet    ueldlng    Lou 
prefiB'at    potas    no    cone  ern,  pr  me  ipa  tiy    due    to     lou 
hard  enab  1 1 1  ty    of    base   mat -Is 

VAN  BRUNT,  E  E  Arnona  Public  Service  Co  94/02/29  KNIOHTON.G 
Llcanstng  Branch  3  4pp  3S435  379  24X  Fiche  &0-32B, 04 /OS/28. 
B40301Q212 

B403280043   Notification    nf    S40320   meeting    u/utll     t   C-E    in    Gothesda.MD 
to   ditcua*    proposed    testing    p-rograra    to    demonstrate    adequacy 
of   mods    to   HC3   pumps,  thermowel  It.  therma  1    sSeeves   Ii    control 
element   assembly    shrouds. 

LICJTilA,E    A         Licensing    Branch    3         94/02/29         KNIOHTON.  G   U 
Licensing    Branch    3         3pp          22312    341          24X    Fiche    30-523,64/03/29, 
3403390013 

0403090130  Advises    that   proposed    leak    rate    acceptance    criteria    for   Tech 
Spec    limiting    conditions    for    operation    unacceptable, since 
criteria    less    restrictive    than    1    gprn    leal    rate    imp-Died    on 
near-term  tJL* 

KNIOHTtJN,  G    W         Licensing    Branch    3         B4/O3/01          VAN    DKUNT.E    E 
Ariiona    Public    Service    Co          app          22592    3O1          24X 
Fiche    50~92a, 84/03/01,8403090130 

B40313O074  Forwards    outstanding    item    list    for    FOR   List   also    submitted 
to    util 

JOHNSON, P   H         Region    5,     Office    of    Director         84/03/OB         ALEXANDER,  I 
Region    3,     Gfflca    of    Director          I4pp          326 41     t9O         24X 
Ficne    50-328,  34/03/08.8403130094 

B4O2Q9O041    Hoard    Notification    B-4-Q5O   jirovide*    Cotnmi  siion    policy 
statement  &    proposed    rulemaling    on   environ    qualifications 
EISENHUT,"  0        Division   of   Licensing        84/03/14  Atomic    Safety   antf 

Licensing    Board    Panel  lOpp          34 X    Fiche    30-000,34/03/14,8402090041 

84O316004B  Forwards    updated    preliminary    description    (Rev    1)    Par  DCS 
demons  t  r-at  ion    test 

VAN  ORUNT.E  E   ,    RrjQtRS,A    C        Arilona    Public    Service  Co        84/03/14 
KNIGHTOM.O         Licenung    nranch    3         Spp         22A39    1A?         21X 
F  i  che: SO-S3B,  04/O3/ H.  B40314004B 


— 840314.0032   Rev    1     to    "FICB    Demonstration    Test     " 

*      Arizona    Public    ServUa    CD         Bfl/02/29         8pp 
Fiche    50-SSB,  84/03/14,  64-0316O04B 


22639     171 


B4Q31600&3    hjotifies    that   addl    InifD    t>   scliedule    re    electrical    equipment 
environ    qualification    program  mill    he    submitted    b<j    B40336, 
per  B40227  request 

VAN   BRUNT, E   E         Al-iiorva    Public    Service    Co         34/O3/14         KNIOHTDN.fl 
Licensing    Branch    3         ip         23652  326        24X   Flche    30-92B.  B4/03/I4. 
B4 03 160045 


— B10027Q490   Submits   Seos c i ence-a   Branch    DEB    input   Updated    summflrg    of 
gflolagij   ft   selsmologg    section  FSAIt  uiill    be    Included    in   0ER 
JACK3DN.R   E        Qeosciences    Branch        Bl/OB/14        MIRA8LIA.F 
Licensing    Branch    3         2pp.        22501     1B2         24X    Fiche    30-52B, B4/02/13, 
6403090390 

— 3403030406    Comment    an    DESi per    750414    request    Statement    someuhat    b laird 
toward    project   Mare   detailed   maps    of    pipeline   &    transmission 
line    corridors    should    be    provided    in    final    statement, 
DnREMUS.S    D         Interior.     Dep*      of         73/O7/23         REGAN       Division    of 
Reactor    Licensing     (NRR-197B    only)         29pp         22381     109         24X 
Fiche    30-S2B,  B4/03/13*  B4O300039Q 

8403290341    Responds    to   FOIA   request    for   records    re    facility    Ltr   dtd 
B4O117    Failed    to    meet    criteria    for   uialvar    of   reproduction 
costs   Forwards   App    A    documents  Address    of   Phoenix   LPDR 
llBced 

FELTON. J   H         Division    of    Rules    and    Records         B4/O3/27         RYANi J   A 
Stretch.    Lano,     Weeks    t,  Cardon        3pp        22B13  O1B        24X 
Fiche    30-329,84/02/37.8403290341 

— 9403290344    DRAFT   ENVIRONMENTAL   STATEMENT   RELATED    TO   CDN0THUCTIDM   OF 
PALO   VERDE   NUCLEAR    GENERATING   STATION.  UNITE    1,2   &   3   Docket 
Nos      30-320,90-339    k    30-330 

*      Office   of    Nuclear   Reactor  Regulation,     Director        NURE8-73/G2a 
75/04/30         173pp         22813    301         24X   Fiche    50-929, B4/O2/S7, 
G403270341 

E      NRC   Safety   Evaluation  Report    (SER>.     suppls    ti   corraspondinti 

B403020005  Forward*    info   requested    in   S3ER    5    (NUREC-OB37)    !••    te«t» 
performeri    for    C-E   on    load    limiting    devices    in   raactor   venel 
1  DUB)-    keij    horiiontal    supports 

VAN  DRUNT.E  E  Ariiona  Public  Service  Co  04/03/10  KNIOHTON.  0 
Licensing  Dranch  3  9pp  2B442  2O1  24X  Fithe  30-528i  04/02/10. 
8403020003 

S303O90012  Foriuards    "High    Pressure   Safety    Injection   Pump,"    mechanical 
environ    qualification   rept,  per-  85ER    5    (NLJRE0-09S7) 

VAN  SRUNT.E  E        Ariiona    Public   Ssrvlce   Co        B4/03/29        KNIGHTON.8  H 
Licansing   Branch   3        3pp         22S6B,  001        24X   Flehe    50-32B,  04/02/29. 
9403070012 

— 84O3090O14    "High   Pressure    Safety    Injection   Pump."   mechanical    environ 
qualification   ropt 

HALLER,  R   E        Dechtol    Corp         V-PAK-401        B4/01/12.       19Bpp 
2236B   004        H4X    Fiche    30-323, 04/02/29.  8403090012 
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407 


F      Security-    medical,     emergency    t>   Fire    protection    plant 

84030B014S   Forwards    IE    Insp    Kept    30-328/94-01    an    04O116-3O   No 
violations    or    deficiencies    noted 

NQRDERHAUS,  L   R         Region    3.     Office    of    Director         84/02/13         VAN 
BRUNT.  E   E         Arliona    Public    Service    Co         2p p          22559    132         24 X 
Flcne    30-S2B.  B4/O2/ 13, 8403OB0145 

— B4030B0192    IE    Insp    n«pt    30-52B/B4-OI    on   B40116~2Q   No   violations    or 
deficiencies   noted    Major    areas    Inspected    follouiup   of    open 
items    Identified    during    insp    on      830411-52  &   observation    of 
830911    emergency    preparedness    exercise 

FISH.R    F    .     TEMPLE,  0   M    .     SCHUSTER.  M   D         Real-on    5,     Office     of 
Director        B4/02/O9        12pp        22559    154        SIX   Fiche   50-538,  84/02/13. 
B40308014S 

Ba,032£iOQ14   Requests   removal    of    App   F    &  O   from  Rev   S   to  Emergency   Plan 
Implementing   Procedure   7<  per    Qetieric    Ltr   81-27  &   QWKnighton 
840214    ICr    Infarrolnfl    that    utll    must    request   withholding    of 
private    or    unlisted    telephone    numbers 

VAN   BRUNTiE   E         Arllona    Public    Service    Co         84/03/19         KNIQHTON.G   W 
Licensing    Branch    3        Spp         23750  250        34X    Ftche    50-930.84/03/1?. 
S403360014 

O      Inspection   raparts,     IE   Bulletin*   4*   correspondence 

B4O2140014   FOIA  request    for    records    re   NRC   const   assessment    team    (CAT) 
Inip    at    facilities 

HERMABEI.L        Government   Accountability    Project        B3/10/07  Office 

of   Administration        Spp         32254  001         34  X  Fie  tie    50-523,93/10/07. 
8403140014 

B4OSI4O01B  Responds    to   FOIA   request    for    records    re    NRC   const    assessment 
toam    (CAT)    Insp    at    facilities   Forwards    App    A   documents 
Documents   also    in   PDR  App    B    documents    listed    for    TO view    to 
identify    specific    interest 

FELTONiJ  M        Division    of    Rule*    and    Records         93/12/20        GARDE.  B  P 
Government   Accountability    Project         IBpp         35234   003        34 X 
Ficho   90-328.  93/13/30,8402140018 

— 8402140022   BummarliBs    civil     ln»p    i terns. Bech tel    830939   1  tr    re  r«lnsp 
of    nuclear   pipe    hangers    (0   class)    &  related    info    end 
VORDEHBRUEQOEN      Region    Sr     Office    of  Director         83/O9/19        NARflUT,  P 

NRC    -   Ha    Detailed    Affiliation    Given         60pp          222S4    021          24X 
Fichu    50-328,  B3/12/20,  FJ40214Q018 


--B4O2140O43   Provides     list    of    NOE   repts    available    from    insp    activities 
completed    ui/NRC    mobile   NDE   van    at    facllityiper   FOIA   request 
Related    info   encl 

EBNETER,  S    0        Region    1,     Office    of    Director         83/11/13 
ALEXANDER,!    M         Region    5,     Office    of    Director         99pp         32233   324 
24X   Fiche    90-533.03/12/20,8402140018 


—  8402140048    Rev   0    to    "Palo    Verde    Station   HPSI    Sys    Electrical    k 
Instrumentation   Const    Audit    Insp."    final    rept   Related     Info 


*      Zytor.      tnc         NRC-IE-S2/83-46C         B3/1O/04 
24X    Fiche    30-92B,  83/12/20,  04021400(B 


138pp         23236   063 


—  B4Q2140Q32   Provides    resolution   for    loose    bolts   on  structural    steel 

found    during    NRC    const    assessment    team    (CAT)     Insp    Item 

considered    closed    Related    info    encl 

FORRESTER,  R   D        Arizona    Public    Service    Co         B3/09/26          IDEiU   E 

Arliona   Public    Service    Co         3pp         32256   321         24X 

Fiche    30-52B.S3/12/20,B4O2140Q18 

B4030S0145   Forwards    IE    Insp    Wept   50-538/84-01    on   340116-20   No 
violations    or    deficiencies    noted 

NORDERHAUG,  L   R         Region    S,     Office    of    Director         S4/O2/13         VAN 
BRUNT.  E    E         Arizona    Public    Service    Co         3pp         2293?    153         24  X 
Fleha    9O-52B,  B4/Q2/13-  8403080145 

—  8403060133     IE    Insp    Kept    90-32B/B4-Q1    on   84011i-20   No   violations    or- 

deficiencies   noted    Major    areas    inspected    follouup    of    span 

items    identifies    during    Insp   on      830411-32  &  observation    of 

B3O311    emergency    preparedness    eiercise 

FISH.  R    F    .     TEMPLE,  0   M    ,     SCHUSTER.  M   0         Region   5.    Office    of 

Director         04/02/09         13pp         22S39'154         24X   Fiche    50-526,84/03/13. 

84030BOI45 

0403080234    Forwards    IE    Insp    Hepts    30-330/84-03   fc   SO-5S9/84-Qa    on 
84OI03-02O3   No   none  omp  I  lance    Identified 

BISHOP.  T  W  Division  of  Resident,  Reac  tor  Project  &  Engineering 
Programs  Bfl/02/27  VAN  DRUNT.  E  E  Arijona  Public  Service  Co 
2pp  22557  104  24X  Fiche  50-538,  B4/O2/27,  S4030B0254 

—  B403QB02&3    IH    Insp    ReptB    30-523/84-03   t.   50-329/84-02    on    8401O3-0203   Mo 

noncomp  1  1  ante  or    deviations    identified   Major   areas 
inspected    startup    testing    program,  info   notice  revi  eusi  QA,  low 
pressure    safety    Injection    pumps    &  pressurlzer   heater    power 
FIOBeULI.e   ,    YOUNG.  T        Region  5,    Office    of   Director        B4/03/lo 
6pp         22357    106         24X    Fiche    50-52B,  84/02/27,  B4030BO354 


'B40-2140026    "Insp    Plan    "    Draft    outline   given    to    inspectors    on   B30906 
encl, 

*      NRC    -  No   Detailed   Affiliation   Givan        83/12/HO        I2PP 
22294   031         24X   Fiche    50-32Si  B3/12/2O, B40214001B 

-3402140023  Provides    addl    info    re    B3O930   eii  t    Interview   meeting    in/const- 
asBessment    t»ami  f or    preliminary    review   of    findings  NRC 
criteria   utilized    during    Insp    more   applicable    to    operating 
plant   Related    info    encl 

MOODS, T   0         Arizona    Public    Service    Ca         83/1O/12         MARTIN, J   B 
R«ffion    3i    Office    of    Director        339pp         232S4- 32O        24X 
Fiche    30-S2B,  B3/12/20,  8402140018 


G-1O119-0072    IE    Info  Notice   84-13,    "Potential    Deficiency    In    Motor 
Operated    Valve  Control    Circuit*  &   Annunciation   "   Svc    Itst 
enc  1 

JORDAN, E   L        Division   of   Emergency   Preparedness  ft  Engineering 
Hespon»e    IPost  830103)         64/02/28  Consolidated   Edison   Ca      of  New 

York,     Inc  115pp         22909   239        24X   Fiche    50-000, 84/O3/2B,  B401 190072 

B4O20«JQOQ7    IE    Info  Notice   B4-14,    "Highllohts    nf  Recent   Transport 
Regulatory   Revs   by    DOT   b  NRC    "   Svc    Hit   encl 

ORACE.J  N        Division    of  OA.     Safeguards    t    Inspection  Program*    (Post 
B301O3?         B4/O3/02  Consolidated   Edtson   Co      of  Neu  York,     Inc 

130pp         223S2   329         24X    Fiche    30-OOO,  84/03VO2,  B4O209O007 


-B402140031    Comments    on   review  of    draft    writeup    on    NDE  Reuirite 
requested    Related    Info    encl 

WAR BUT,  P        NRC   -   No 'Detailed   Affiliation    Slvsn        83/09/27 
KERCH.H        NRC   -  No   Detailed    Affiliation  Given        41pp        22E3fl   074 
24X   Flchi    SO-330, B3/12/SO,  B40214OO1B 


H40209OOOB    IE    Info  Notice   B4-16,    "Failure  of   Automatic    Sprinkler  Sys 
Valves    to    Operate    "    Svc    lilt    encl 

JORDAN, E   L        Division   of   Emergency    Preparedness  fr  Engineering 
Response    (Post   B301O3),       B4/03/02  Consolldatod   Edison    Co      of  Mew 

Yorki     Inc  133pp         22333098        24XFlche    30-000, 84/O3/02, B403Q90OOB 


-3402140032  Summary    of   B3091&    exit    statui   meeting   tn/NRC    const   appraisal 
team    re    B30907-16    Insp 

IDE,H  E        Arliona   Public    Service   Co        03/O9/19        ROEDEL,  J  A 
Aril  on*  Public    Service    Co        ipp         22234    137        24X 
Fiche.  SO-3EH,  83/13/20.  B403140O18 


3402070009    IE    Info   Notice    84-13.     "Reporting    of    Radiological    Releases    " 
Bvc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedn«»»  &  Engineering 
Response     (Post   830103)          B4/03/O2  Consolidated    Edison    Co      of   Mem 

Yorkr     Inc         119pp        22993  317       24X  Fiche    30-000,  S4/O3/O2,  8402090009 


-9402140036  Forwards    marked-lip    draft    Insp    scope    &    objectives    Re  la  tad 
info    encl 

ALHeRT,W,<?        Region    Si     Office    of   Director        83/09/21        YQUNO,  T 
Region    5.     Office    of   Director         IBpp        23354    143        24X 
Flche   80-SaBi  83/1H/30,  8403140018 


840209O011    IE    Info  Notice    84-17,    "Problems   U/Liquid   Nltrogun    Cooling 
Components    Below  Nil    Ductility   Temp    "  Svc    list   encl 
JOHBANi  E  L        Division    of   emergency    Preparedness  b  En-glnaerlng 
Response    (Post  830103)         84/03/03  Consolidated   Ediion    Co.    of  Neu 

Yorti      Inc          H7PP         22933   336        24X   Flchr    50-000, 84/O3/OS,  B4O2090O1 1 


-3402140037  Corrective   action    request    re    piping    cleanllnessi  per 
Procedure   WPP/QCI    204  0,  Rev  3,     "Piping    Sys    Release    for 
Iniulation.  "    Related    info    encl 

OAITHER.C    F        Ariiona   Public   Service   Co,       83/09/13        23pp 
98339    S9?         24X    Fiche    30-338, B3/12/20,  B403140O1B 

-B4O2 1400GB  Forui«rd«    ftedtr   rapt    rt    Insp    activities    at    fact  11  ty.  Combined 
Insp    of   concrete    expansion    anchor   bolts   tt    embeddnd   plates 
ulll    ba   uirlttan    by    L   Vorderbrueggen  Radiograph*    rsvleued 
will    be    included    in  H  Kerch    rept   Related    Info    end 
WALTON.O  A,       Region    I,     Offlo    of   Director         B3/1O/07        YOUN8,  T 
RBfllon   5,    Office    of   Director         139pp        222341  163.      24X 
FichB    30-328,83/12/20,8402140010 


B403140024    Informs    that   Dingham-wnUamette    ipare    flange   piece   will    be 
replaced    by    B40413   Instead    o-f  840229idue    to   problems 
encountered    m/yendori  per    IE   Bulletin  S3-06,     "Nonconformlng 
MatlE   Supplied    By    Tube-Line    Corp    " 

VAN   BRUNTi  E  E       Ariiona    Public   Service   Cn        84/03/05        MART1N,J  B 
Region    9,     Office    of    Director          lp         S3633   217         24X 
Fich*   90-338,84/03/09,8403140034 

84O309O024    IE    Info  Notice    84-09, flev    i,    "Lesions  Learned    From    Insp!    of 
Fire    Protection  Bafe    Shutdown  Sys    "    Bvc    list   *ncl 
JORDAN,  E  U,       Division   of   Emeroency    Preparedness   tt  Engineering 
Response    (Post   830103)         84/03/07  Consol Hated   Edison    Co.    of  New 

York,     Inc  IIBPP         22635   049        24X   Fieti*    30-000,  B4/03/O7,  B402090024 


.108 
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B402!>9003a    IE    Info   Notice   B4-1B,     "Stress    Corrosion    Cracking    in   PUR 
5ys     '•    5,c    list    encl 

JORDAN. E   L        Division    of    Energency   Preparedness    fr   Engineering 
Response    (Pent    B30103)         B4/03/O7  Consolidated    Edison   Co      of   Neu 

Yor».     Irn         IJBpd         22534    1B6        24*   Fiche    5 Q-OOO, B4/03/O7, 8402090028 

640209003!     IE   Bulletin    B4-02.     "Failures    of   GE    Type    HFA  Relays    in   Use    ir 
Class     IE   Safety   Sys     "   S*c    list   encl 

OEYCUNS,  R   C         Director's    Office,     Office'   of     Inspection   and 
Enforcement         B4/03M2  Consolidated    Edison   Co      of   Neiu   York,     Inc 

134op         22323   094        24X   Fiche    50-000,64/03/12,6102090031 

3402090043    IE    Info   Notice    B4-19.     "Tuo   Events     Involving   Unauthoriied 
Entries    into   PUR   Reactor    Cavities    "    Svc     list    encl 
JORDAfi.E    L        Division   of    Emergency   Preparedness    ft   Engineering 
Response     (Post   B30103)         B4/O3/21  Consolidaeed   Edison    Co      of   Neiu 

York.     Inc         133pp         22B23   239        24X   Fiihe    30-000.84/03/21.8402090043 

B402Q90044    IE    Info   Notice   84-20.     "Svc    Life   of    Relays    in   Safety-Related 
Sys    "    Svc     list    encl 

JORDAN, E   L        Division   of   Emergency    Preparedness    &   Engineerlno 
Response    (Post    B30103)         B4/03/SI  Consolidated    Edison    Co      of   Kleuj 

York.     Tnc         135pp         22933   001         24X   Fiche    3O-OOO.  B4/03/21,  B4O2090044 


8403390008   Forwards    response    to    listed     items     idnntified     In    B4OL29 
telcon    request    for    info    generated    baaed    on    preliminary 
revieu    of   831230    deficiency    rept    re    missing     thermal     liner     In 
safety    injection    ays    line    Encls   withheld 

VAN  BRUNT, C  E  Ariiona  Public  Servico  Co  B4/O2/24  KNIQHTON.  O 
Licensing  Branch  3  3pp  22916  186  24X  Fiche  30-32H,  B4/O2/a4. 
B40229000S 


8403090077    Interim  Deficiency    Rept   03-72   re    underslied   wolds     In 
auilliary    bldg    discovered     by    const    appraisal     team    Initially 
reported    on   B31026   Due    to    eitenslvo    investigation   !i 
evaluation,  Final    ropt  mill    be    delayed    until    S4Q3I3 

VAN   BRUNT.E   E         Ariiona    Public    Servica    Co         84/02/24          BISHOP. T    W 
Region    9.     Office    of    Director         2pp         32379    274         24X 
Fiche    30-528,  S4/O2/34,  B403O90D77 

B403090096  Deficiency    Rapt   DER    03-73   re    unqualified   Foxboro    power 
supplies    installed    in    IE    instrument    cabinets    Initially 
reported    on  B310S7  No   new    info   presently    available   Next    rapt 
mill    be    provided    by    040425 

VAN  BRUNTiE  E  Arifona  Public  Servico  Co  S4/02/H4  DISIIDPiT  H 
Division  of  Resident.  Reac  tor  Project  tr  engineering  Program!  Upp 
22576  179  24X  Fiche  50-338,04/02/24,340)3090096 


B403270133   ForuariJi    IE   Conference   Rept    90-52B/04-1  1    on   840309   re 
corrective  actions    talen    in  response   to    IE    !nsp    Reipt 
SO-52S/83-34   Response    to    open    questions    requested 
BISHQP.T   W        Division    nf    Resident.  Reae  tor   Project    b   Engineering 
Prograns         64/03/22        WOODS,  T   0        Ariinna   Public    Service    Co         Ip 
22769    137         24X   Fithe    50-528.  64/03/23,  B403270133 


B4030'70167    Interim  Deficiencg    Rept    DCR   83-00   re    loui    Iniulatton 
resistance   an    installed    Conai    electrical    penetrations    not 
mesting    qualification    test    criteria    Initially    reported    on 
821217  Final    rapt    delayed    until    040433, 

VAN  ERUNT.E  E  Arliona  Public  Service  Co  84/02/34  BIBHUPiT  N 
Division  of  Resident,  Reac  tor  Project  &  Engineering  Programs  1,'pp 
22979  116  24X  Fiche  BO-533,  04/02/24,  9403070167 


—  B403270I39    IE   Conference    Rept    SO-528/B4-11    on   84O30S  Hajor    areas 
dl-scusied    corrective   actions    described    in    util    S4OI3I 
re«ponie    to    IE    Imp    Hept    30-528/B3-34    !,   NRC   631212 
enforcement    Itr 

YOUNO.T    ,     NflRBUT.P   P    ,     FIDREUL1.G        Region    5,    Office    pf    Dlroctor 
64/03/22        3pp         22769    13B        34X   Fiche'   30-536,84/03/22,8403370139 


84O3060429  Requests   addl    Info    needed    to    complete    evaluation*    at    *< 
for    reactor   coolant   pump    problems    encountered    during    hot 
functional    testing   Response    requested    within   2  ukn 
KNIQHTON,  0  W        Licensing    Branch   3        04/02/27        VAN   BRUNT,  E    E 
Ariiona    Public    Service    Co          3pp         2239B   510         24X 
FichB    50-328,  84/02/27,  B4O3060429 


R^    Periodic    operating    reports   !•  related   torrBifiondence 

8403320443   Foruards   monthly    statu.    rept    of    offs,te    emergency 
preparedness    for   OL   reviews    for   Jan    1984    Changes    In   FEMA 
finding    dates    not    caused    by    delay    due    to    orfsite    Emeroeneu 
p  lannbng    1  ssues 

DJRCKS.w  J       Office   oF    the  E.ecutive  Director    for   Operations 
B4/Q2/21         PALLADIND      Commisjioners         9pp         22492   OB3         24X 
Fiche    50-000,84/02/21.6403020443 

^ Reportable   occurrences.     LERj   d   related    correspondence 

B403D90087    IntBrira   Deficiency    Rept   83-81    re   Schedule     160   SS    pipe 
.uppl.frd      y   Gylfalloy,  Inc,  containing    mfg    nln   „,.„     thicfcnesi    P 
defect    Initially    reported    on   831128   No    neu    if,fD   prssently 
available  Final    rept  eipected   by   640417 


2257=  3«°  MX  F:^R5"^.«;Ds;«!'es§i;^ni1  Pr°9rams  app 

B403090132    Interim   Potentially    Reportable    Deficiency    Rept    DER   83-69 
seismic     support    on   Posl-Seal    valves   not     i nstal  led    p Br    specs 
Due    to    e,t«nilvo    investigation,  final    rept    delayed    until 

L.^IiJ^?.^"1;   Servf"   E°         B4/02/22        BISHOP, T   W 


8403OTOI97    Interim   Deficiency    Rept   OER   63-B2   re    cable,    in   Unit.    1    t,   2 
2i!;   i/S"n^*J°r/0ntrql    "binets   «•   U""    1    ««•!    generator 

"S  #;:;..  n^/ssss.1111"'1"  reported  °n  B3iio2  Finai 

VAN   BRUNT,  E  E        Ari.ona   Public   Service   Co         84/02/32 

™ 


B403120032   Final    Deficiencg    Ropt   DER    B3-70    ra    uiring     in    Dir.»r  Bonc  ij 
response    facility    cabinets    supplied    by    Ent?rog,Inc    not    in 
conFnrirance   ui/IEEE-384    criteria    Inltlallij    reported    on 
B31O11    Drawings   resuhraittod    Also   reported    per   Part   31 
VAN  BRUNTiE  E       Ariiona   Public    Service    Co         B4/03/EB        DIBMOP,  T   tt 
Division   of  Resident,  Heac  tor    Project   i   Engineering    Prouvnins         4et 
23506   025         24X   Flche    30-328,64/02/20,8403130032 

B403120069  Final    Deficiency    Kept   DEH   03-10   re   main    steara    r*U*f    v*lv*l 
supplied    by   C-E  t.  mfg    by    Dresser    Industries    ejceadlnn 
specified    5/.  blouidoun    limit    Initially   reported    on   030S3B 
Deficiency   determined    not    repartablo   per    lOCFHao   99(o) 
VAN  BfiUNT.E  E        Arl.ona   Public   Service    Co         84/03/20        BISHOP.  T   M 
sow?    ?V     ""il)Bnt'n"ct0r    Project   K,   Engineering    Progr*n»i         tpp 
23591     127        24X   Fiche    SO-52B,  84/02/30,  B40312006-? 

8403130449  Potential  Deficiency  Rept  TIER  83-64  re  Target  RDC*  pr<«*urt 
re  ief  valves  failing  to  meet  prerequisite  test.  Final  rip  I  pr""*Ur* 
delayed  until  B4O402 

WN  BRUNT,  E  E  Arl,ona  Public  Service  Co  04/02/26  BISHOP,  T  H 
SM  n  5?o  Resident,  Reac  tor  Project  i  Engineering  Progran.  Vpp 
22613  212  24X  Fiche  50-928,04/03/28,8403130441 


«nn!:BU*i   ?rriclanc«    R-P*   DER    »-*B   re    Dorg   Harn.r 
J?n,«   F?      T     TV    f-»ling    to    open   against   HPBI    A  ft   D   pump 
flous   Final    win    rept    delayed    until    S40417 
VAN  BRUNT,E  E        Ariiona   Public   Service   Co         84/02/28        BISHOP.  T 

£U°'  g:;""*'1""*"    Toj-el.  ^  Engineering    Progrl^lao 

353         34X    Fiche    30-520,84/02/20,0403130461 


B403090149  Foruards    request    for    addl    info    re 


AMni.^       Licensing    Dranch    3         B4/O2/29         VAN    BP.UNT,  E    E, 
Ariiona    Public    Sorvice    Co          Bpp         22384    33O         24X 
Fiche    30-326,04/02/29,0403090149 

8403130113   Final    Deficiency    Rept    DER    H3-32    rff    locklt    uol(jl     ,„     _ 
flener-tor    process    piping    in    vioUtlon   of   req"rem.n6. 
Initially    reported    on  83O523   Condition    detained    not 
reportable    pDP    10CFR30   35(B)  "rmineo    not 

VAN   BRUNT.E   E         Arizona   Public    Service    Co          84/02/29 

SSK'S."  K!'W::"  " 


onan 
F.che   50-000.  84  22      4032  ^32 


Director', 

327         34X 


.  . 

,',!!;   ;""'"'•"«   Inltl.ll,   r.p.rbij    „   oa!  1M  pil',!.  t 


DOCKETED  ITEMS 
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8403200186    Interim   Deficiency     Rept    DER    83-56    re    discrepancies    u/MSIVa 
mfg    bit    Anchor-Darling    Initially    reported    on   830909 
Investigation   will    be    finalized    til   3-10413  at   which    time 
complete    rept   uiill    be    submitted 

VAN  BRUNT,  E  E  Arliana  Public  Service  Co  B4./03./OB  BISHOP,  T  W 
Division  of  Resident.  Reactor  Project  &  Engineering  Programs.  2pp 
23606  399  24X  Fiche  50-32B, B4/O3/OB, B4032fl01B6 

8403800526    Interim  Deficiency    Rapt    DER   84-06   re    defective    absolute  & 
deviation   alarm  modules   supplied    Oy    Fo»boro.C-E  requested 
that   all    alarm  modules   update   Codes   8Q4B-B132   be    Inspected 
for    potential    defect   Next    rept   by    840613 

VAN  BRUNT,  E  E  Arizona  Public  Service  Co  84/03/0?  BISHOP, T  W 
Division  of  Resident.  Reac  tor  Project  &  Engineering  Programs  3pp 
23699  3SB  24X  Fiche  50-32B, 84/O3/09,  B4032O02H6 

B4O3230039  Final    Deficiency    Kept  DER-S3-79   re    ac    interference    spikes 
on    123-valt    dc    but    eiceedlng    spec    Initially    reportod    on 
B31J10   Deficiency    deemed    not    reportable   per    10CFRSO  S3(e) 
VAN  BRUNT.E  E        Arlmna  Public   Service   Co        84/03/09        B  ISHDP,  T  N 
Division   of   Resid»nt< Reac tor    Project  (<  Engineering    Programs        4pp 
BB730-302         24X   Fiche    SO-328,  B4/Q3/07,  B403230039 

S4O3230H3  Rev    1    to    final    Deficiency   Rept  88-90   re   possible    damaged 
flexible    conduit   couplings    b  etueen   auilltary   &   control    bldai 
In   event    of    seismic    events    exceeding    3/1    inch    movement  Rev 
changes    final    rept    disposition   to   reportable    under    1QCFR21 
VAN  BRUNT.E  E        Ariiona  Public   Service    Co        B4/03/O9,       BISHOP,  T  W 
Division   of   Reildent> Reac tar    Project   &   Engineering    Programs        4pp 
22730  215        24X  Fiche    30-328,  84/O3/O9.  84032301 13 

3403230006  Final    Deficiency    Rept  DER   83-87    re    valve*    u/handuheel 
adapter   nut   missing    fc  rising    stem    supplied    by   Roto- Hammer. 
Inc    longer    than   operating    bridle    Initially    reported   on 
340103   Condition   not    reportable   per    10CFR3O    35<e)    *  Part   21 
VAN  HRUNT.E  E        Arizona   Public  Service   Co,       B4/O3/I3        BISHOP,T   U 
Division    of   Resident.  Reac tor    Project   &  Engineering    Programs        6pp 
22728  343        24X  Fiche    30-520-84/03/13,0403230006 

0403230099  Final    Deficiency    Rept  DER   33-72  TB    undersiia   welds    In 
auxiliary    bldg    Initially    reported    on   B31026  Condition 
determined    not   reportable    per    1OCFR30  33(«> 

VAN  BRUNT. E  E  Arizona  Public  Service  Co  B4/O3/14  BISHOP,  T  W 
Division  of  Resident.  Reactor  Project  lc  Engineering  Programs  6pp 
H272B  336  S4X  Fiche  30-320.84/03/14.8403230099 

B403230019  Final    Defitlency    Rapt  DER   82-46  re    ITT   Barton    pressure 
transmitters    supplied    by   C-E    not  meeting   overpressure 
requirements  Caused    by    leakage   of    metallic    mashers    & 
methodology    error    during    callbr  Also   reported    per  Part    21 
VAN  nHUNT,E  E        Arlmna  Public   Service   Co        B4/O3/15        BISHOP,!   N 
Division   of   Resident. Reactor    Project   &   Engineering    Programs        7pp 
23724   333         24X   Fiche    30-520.94/03/13,8403230019 

a4Q33000°6    Interim  Deficiency    Rcpt   DBR   04-OB   re    ITT  Barton  Model    763 
transmitters   having    errors    of    -2    to   -3X   of    ealibr   span 
Qoehtd    corra»ponding    ui/C-E    to  determine    impact    of    design 
mods    to    transmitters 

VAN  BRUNT.E  E  Arlmna  Public  Service  Co  B4/O3/16  HIBHOP.T,  W 
Division  of  Resident.  Reac tor  Project  fc  Engineering  Programs  3pp 
33322  010  24X  Fiche-  50-326.  84/03/16, 8403300096 

B403300030   Rev    1     to    final    Deficiency    Rept    DER    82-46   r«    ITT-Barton 
pressure    transmitters    supplied   by    C-E    falling    to   meet 
overpressure    requirements    initially    reported    on   820824    Also 
reported    per   part   21 

VAN  BRUNT.E  E  Arilona  Public  Service  Co  B4/03/19  BISHOP.T  W 
Division  of  Resident.  Reactor  Project  &  Engineering  Programs  7pp 
B2B82'171  24X  Fiche  80-328,  B4/03/19,  8403300-020 


V      Operator   Eiamlnatloni 


—  3403Q8O40?  "Grounduid  ter   Condition!   of  Lower  Hassayaropfl-Centenniai    Area. 
Maricopa    County- A2     "    Related    info    end 

»      HarBhbarger    li   A^iaciates        R-900-74-S         74/06/30         B3pp 
33581     219         H4X    Fithe    5O-32B,  B4/02/13,  94O30B0390 

B40306O43!    Forwards   renuost    Far   addl    info   re    open   anvlro-n   qualification 
of    electrical     equipment    items    for    facility 

KNIGHTON,  G   W         Licensing    Dranch   3         84/03/27         WN   DRUNT,  E    E 
rtritona    Public    Service    Co          Spp         22350   007         34X 
Fiche     5O-520,  04/02/27.  8403060451 

B403010212   Forward*    response     to    84Q2Q6  tulcon    re    draft   rev    to   FBflR 

Section    3£i    ID    concerning     lou   preheat  Fillet  welding  Lou 

preheat    puses    no   concern* pr  1  nc  Ipal ly  due    to    low 
hardenabi  1 1  ty    of    iia&e    matli 

VAN   BRUNT.E   E         Ariiona    Public    Service   Cn         84/02/SB         KNIOHTON.O 

Lican^ing     pranch    3         4pp          23439    279  24X    Fiche    30-328,84/02/28, 
B4O30102I2 

S4O3S00043    Notification    of    B4D32O  meatinj    W/util    &   C-E    in   Bethesda,  HO 
to    diBCLFEB    proposed    testing    program   ta   demonstrate  adequacy 
nf    rnodn    to   RCS   pumps,  thermomellsi  thermal    slesves  t,  control 
el  omen  t    aesBmhlij    shro  uds 

LICITRA,E   A        Licensing    Branch  3        84/02/27       KNIGHTON,  0  M 
Llcenaino    Branch    3        3pp         2SB12  361        24X   FicBB   50-539,84/03/39- 
B4033B0043 

8403090130   Advi&es    that    proposed    leak   rat'  acceptance  criteria   for  Tach 
Spec    limiting    conditions    for    operation  unac  ceptflb  le,  Bince 
criteria    less    restrictive    than    1    gpm   leak   rate    Imposed    on 
neai — tsrin    DLs 

KNIOHTON.  O    N         Licensing    Branch   3         B4/03/01         VAN   DRUMT,  E    E 
Arfiona    Pirblic     Service    Co          Spp         32S93   301         S4X 
Fiche    30-928,  B4/O3/OJ,  B403O9O130 

8403L30O94    Forwards    outstanding     item    Hit    for    PDR   List   also     submitted 
to    util 

JOHNSON,  P    H         Region    5,     Office   of    Director         B'l/03/03         ALEXANDER,! 
Region    5,     Office    of    Director          14pp         23641     190        34X 
FichO    5O-32B.  B4/O3/Qa,e403J  9O094 

8402090041     Boarfl    Notification    B4-OSO    provide)    ComTiisslon    policy 
statement   &   proposed    pulemaking   on    Environ   qualifications 
EISENWJT.  D    0         Division    o  F    Licensing         84/03/14  Atomic    Bafetij   and 

Licensing    Daard    Panrl  lOpp         BflX   Fiche    30-000.  B4/03/H, 8402090041 

84031iOOte  Forwards    updated    preliminary    description    (Rev    1)    for   RC8 
demonstration    test 

VAN   BRUNT,  E    E   ,     R03ER3,  A    C          Arliona   Public    Service   Co         84/03/14 
KNIGHTllN.S         Licensing    Qranch    3        2pp         22639    169        34X 
FlchH    50-52H,84/O3/14rB40316004B 


— 8403160033  «ev    1    to    "RCS   Demonitra tlon  Test    " 

»      Arizona   Pobl ie    Servlte    Cn         84/02/29         Bpp 
Fiche     90-93B,  84/03/14,  B40316004B 


22659    17!         24X 


B403160065    Notifies    that    addl     Info  t<    schedule    re   electrical    equipment 
environ    qualification    program   will    tie   submitted    by    840326, 
per    B4O2H7   request 

VAN  BRUNT.E   E        Arimna    Public  Bervics   Co        84/03/14       KNIGHTON, G 
Licensing    Branch    3          lp          326S2  32i        S4X   Fiche    SO-5S0,  S4/O3/H- 
B4O316Q06S 

B403S90236  Forojards    operations    eiperienco   Oase.  consisting    of    eiperlanie 
tables    For    presently    licensed    personnel    Inadequate    number    oF 
personnel    meet   o-wd    hot    participation   mperience 
renuiremen t 

VAN  BRUNT, E  E  Ariiona  Public  Service  Co  84/03/23  DENTQNi  H  H 
Office  of  Nuclear  Reactor  Regulation,  Director  17pp  22BDO  336 
24X  Fiche  SO-S38,  B4/03/23.  0403290336 


B403290236  Forwards    operations    experience   bas«,  con« istlng    of    enperience 
table*    for   presently    licensed    personnel    Inadequate   number    of 
personnel   meet   6-uk    hot    participation    experience 
requirement 

VAN  BRUNT, E  E  Ariion*  Public  Service  Co  84/03/23  DEMTDN.H  R. 
Office  of  Nuclear  Reactor  Regulation.  Director  I7pp  22BOO  23A 
24X  Fiche'  SO-sae.  84/03/23.  S403290336 


DOCKET  STN-SO-329  PALO  V£RDE   NUCLEAR    STATION.    UNIT  2 

A      Application/construction    *6»B"   documents   ft   correspondence 

B4.03080390  Responds    to   FOIA  r-enuest    tor   27   documents   referenced    In    197S 
EIS  p«    facilities   &    simlli*r    environ  docomentm   Forwards    Ap p 
A   Documents    1-10  Document!    11    tc   IS   available   at   NTIS 
FELTONi  J  M        Division  of    Rul»s    and    Records        B4/O3/t3        RVANiJ  A 
Strslch,    Lang,    Heeks   (.   Cardon        =PP        22381- 1BO        S4X 
Fiche   30-32Bi 04/02/13,  B403080390 


C      Utility    Environmental    Report    (ER),    amends   fj   correspondence 

9403080390  Responds    to  FDIA   reijueit    For  27  tlocoments    referenced    in    W5 
EIB    ft    facilities    5-   similar    environ   documents  Forwards   App 
A  Documents    1-10   Document*    11    &  13   available    at   HTIS 
F  ELTON.  J   M         Division    of    Rules   and    Record!,        84/02/13         RYAN,  d   A 
Btrelch,     Lang,    HeeHS  &  Cardon        2pp        22581-  180       24X 
Fiche   50-328,84/02/13.  B4O30a0390 

— 8403O9040O  Discusses   revieui    aF   environ   rept   re    transmission    lines 
crossing    Indian    reservations    Tribal   council    consent   should 
he    obtained   for    rlgh t-of-uiag    before  environ   rept   published 
Related    info   end 

*      Interf or.    Dept      of,     Bureau  of    Indian  AfFairs        74/12/11 
REGAN. W   H        Atomic   Energv    CommUiion   -  Deputy    Director    for   Reactor 
Projects         Spp-       22381     104        24X   Fiche'  30-528, 84/03/13.9403060390 
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NSC    Draft/Final    Environmental    Statements,     suppls    &  correspondence 


0       Inspection    reports,      IE    Bulletins    !i    cnrrespondenci 


8403080385   FOIA   request    for    27    documents    referenced     in    1973    EIB   re 
facilities    &    ilmlllar    Environ    document*    List    Si    news    articles 
enc  1 

RVAN.J    A         Straight     Lang.     Monies    t,   Cardnn         S4/D1/17  Office    Of 

Administration         9pp.         SSSai     171          SIX    Fiche    50-53B,  B4/G1  /  17, 


S4O30BO3"?0  Responds    to  FdlA   request    for   27    tfocuments    referenced    in    197S 
EIS  ra    facilities   i    timiliar    environ   documents    Forward!    App 
A    Documents    1-1O  Documents    II    t<    12    available    at   NTIS 
F  ELTON  ,  J   M         Bivision    of    Rules    and    Records         B4/OS/13         OYAN.  J   A 
Strelch.     Lang.     Weeks    &   Car  dor         2pp          E3SB1     ISO         34X 
Fiche    3P-323.B4/02/13,B4030B0390 


B4O2140014   FCIA   request    for    records    re   NRC    const    asBBasment    team    ICA7) 
insp   at    f ac  i 1 1  ties 

BERNADEIiL        Oovarninent   Accountability   Project        B3/10/07  Office 

of   Administration         3pp          22334   001         24X    Ficho    30-520,83/10/07, 
0403110014 

84-02140018   Respond*    to    FOIA    request    for    records    re    NRC    const    asiesamint 
tean    (CAT)     insp    at    facilities    Forwards    App    A    documents 
Documents   also    In   FDR  App    Q    documents    listed    for    review    to 
identify    specific    interest 

FELTON,  J   M         Division    of    Rules    and    Records         S3/1S/20         QARDE, D    P 
Government    Accountability    Project         IBpp         22234   003         24X 
Flche    50-350,03/12/20,  B10214001B 


-B10827049O   Submit*    Geosuences    Branch    DEB    input    Updated     summary    of 
g-Bolofltf  &    •salsmologij    lection   FSAR    uilll    be    included    in    SER 
JACKSON, R.E         Consciences    Branch          B1/O3/14         MJRAGLIA.F 
Licensing    Branch    3         2p p          22531     I B2         24 X    Flche    50-328,31/02/13, 
B4030 80390 


-34Q3I4Q032   Summarizes    civil     Insp     items    Hechtel    B30929    Itr  re    reinip 
of    nuclear    pipe    hangars    (Q    clasa)    &  related    info    encl 

vORDEflQRUEGOEN      Region    S,     Office    of    Director         B3/09/19  MAHOUT,  P 

NRC    -    No    Detailed    Affiliation    Given         6Opp          32251   021  24 X 
Fiche    30-320, B3/12/20.  8402140010 


--B4O30BO406   Comment    on    DEB.  per    79041-4    requeit    Statement    somewhat    biaset 
toward    project  More    detailed   maps    of    pipeline    d    transmission 
line    corridors    should    be    provided    in    final    statement 
DOREMU5.S    D         Interior,     Dept       of          73/07/33         REGAN      Division    of 
Reactor    Licensing     IWHR-1975    only)          39pj>          22591     1B9         24X 
Ficha    SQ-33B,34/02/13,340308W70 

8403390341    Responds    to    FQIA    request    for    records    re     Facility     Ltr    dtd 
B4O117    failed    to-  meet    cri  te-r>a    far   waiver    of   reproduction 
costs   Fcruards   App   A   docume-nts   Address    oF   Phoenix    LPDR 
listed 

FELTOW,  J    M         Division    of    Rules    and    Records         B  4/0  a/  27         RYAN.  J   A 
Streich.     Lang,    Wee*  5   >'  Car  don        3pp         22B1  9   018        24X 
Fiche    30-528,  B4/O2/27,  B403S903-11 


—  84032903-54    DRAFT    ENv  IRaMMEMTAL   STATEMENT    RELATED    TO   CONSTRUCTION   OF 
PALO   VERDE   NUCLEAR   CEfJERATIHO   STATION,  UNIT3    1.2    tt   3   Docket 
Nos       50-939,50-325   *.    30-330 

•      Office    af    Nuclear    Reactor-   Regulation-     Director         NUREQ-73/02^ 
73/04/3C-         175pp          22815    301          34X    Fiche    30-528.84/02/37. 
84O3290341 

E      tJRC    Safety    Evaluation   ffeport    (SER),     suppls    t   correspontfen  c  & 

S403O20QO5   Forwards     info    requested     in    SSER    5  (NUREO-OB57)    re     tests 

performed     for    C-E    on    load     limiting    devices  In    reactor    vetnvl 
lower    ley   hnrtiontal    supports 

VAN   BRUNT.E    E         An  ions    Public    Service    Co  64/03/10         KNIGHTON-fl 

Licensing    Branch    3         Ipp          3?4fl2   2O1         24X  Fiche    80-538.84/02/10, 
8403030005 


B402140031    Comments    on   review   of    draft   urituup    on  NDE  fleurlta 
requested   Related    infn    encl 

NflRBUT.P         MUG    -   No    Detailed    Affiliation    Given         B3/09/27 
KERCH,  H         NRC   -   No    Detailed    Affiliation    Given         41pp          22234   O74 
24X   FichH    SO-S3B,  83/12/30,  B402H0018 


—  &402140032   Summary    of   B30?16   eilt    status   meeting    ui/NRC    const   a 
team  re  330907-16    insp 

IDE,  W    E         Arliona    Public    Service    Co         83/09/19         RDEDEL,  J   A 
Arizona  Public   Service    Co        App        23354    137        34X 
Fiche    50-933,  B3/12/20.  8402140O1B 


-8402140Q36    Forwards    rnarkHd-up    draft    insp 
Info    encl 

ALBERT,  U  S  Region  5.  Office  of  Director  83/09/21 
Region  5,  Office  of  Director  IBpp  22334  143  2 
Ficha  50-538,63/12/20, B40214001S 


cope    ti    objectives   Relate* 
VOUNQ.  T 


--3402140043  Provides    list    of   NDE  repts   available    from    Insp    activitiei 
completed    ui/NRC    mobile    NDE   van   at    facility, per   FOIA   request 
Delated    info    and 

EDNETER,S    0         Region    I,     Office    of    Director         B3/11/15 
ALEXANDER, I    M         Region    5.     Office    of    Director         99pp          23239   334 
H4X    Fiche    30-338,83/12/20,0402140018 

--B402I40Q4B   flev    0    to    "Palo    Veide   Station   HPSI    Sys    Electrical    & 
Instrurnen  tat  ion    Const   Audit    Insp."    final    rept   Related    Info 
enc  1 

*       Zytor.      Inc         NRC-IE-B2/03-46C         S3/1O/O4          ISBpp         223S6   063 
24 X    Ficho    SO-52B. B3/13/30, 040214001B 


B4-03090012  rorurards    "High   Pressure   Safety    Injection  Pump,"    mechanical 
environ    qualification   rept.per  SSER    5    (Nu-REO-0837) 

VAN   QRWNTrE   £         Ariiona   Public    Service    Co         B4/O2/£9         KNIQHTON,0    N 
Licensing    Branch    3         2pp          32SoB   001          24X   Fiche    50-33B,  84/O2/29, 
£403070012 

—  6403090014   "High   Pressure    Safety    Injection   Pump,"   mechanical    environ 
qualification  rept 

HALLEfi,  R    E         Bachtel    Corp          V-PAK-481          B4/01/12          !9Bpp 
004         24X    Fiche    SO-S28,  04/03/29,  B403O9Q012 


P      5ecurlt<j<    medical,     emergencij    it  fire    protection    ptans 


Beam    Notification    84-O34.  foruards    R    Vnllmer    6102Oi   memo     to 
D   Etaenhut   re    Fire    re-search    results    concerning    fires    in 
electrical    cabinets    In   control    roan 

EISENHUT,DQ  Divlilon  of  Licensing  S4/0'2/PH3  PALLADINO 
Comnisaioners  Ip  2257S  203  24X  Fiche  5O-OOO,  84/O3/S3, 
8403090006 


— 8403140032  Provides    resolution   far    loose   bolts    on    structural    *teol 
found    during    NRC   const    assessment    team    (CAT)    Insp    Item 
considered    closed   Related    Info    encl 

FORREBTERjR    D         Arizona    Public    Service    Co         B3/O9/26         JDEiW   E 
Ariiona    Public    Service    Co         3pp         33356    221          34X 
Fiche    50-328/63/12/30,8402140018 

H403QB0234    Forwards     IE    Insp    Repts    50-33B/S4-02    (•    30-529/S4-03    on 
940103-0203   No    nnncomp 1  lance    identified 

aiSHdP.T  W  Division  of  Res  ident,  Reac  tor  Project  b  Engineering 
Programs  ai/02/27  VAN  GRUNT.  E  E  Ariiona  Public  Service  Co 
2pp  23557  101  24X  Fiche  50-323,  B4/03/27,  B4O30B02S4 

— Q4030B02A3    IE    Insp    Repta    50-538/64-02   &    HO-S29/84-02   on    040103-0203  Ho 
noncompliance   or    deviations    identified    Major   areas 
inspected    startup    testing    program,  info   notice   reviews,  OAi  louf 
pressure   safety    injection    pumps    &   presauriler    heater    pouter 
F1QRELUI.O    ,     YOUNG.  T         Region    9.     Office    of    Director         B4/02/lo 
6pp         22537    J06         24X    Fiche    SQ-538,  B4/OH/27,  8403080234 


— B4O3OB031ci  ReconuneniJs    that    info   re    fire    re-search    results    concerning 
fires    in   Electrical    cabinets    in    control    roan  SB    submitted 
for    board    not iflcat ion.  per    NRR    OFc    Ltr    19, dtd    B2IO01    Further 
evaluation   of    test    data    required 

VQLLHEK.R   H        Division   of    Engineering         B4/02/OA        E1SENHUT.OO 
Division   of   Licensing          lOpp         23S7A    304         E4X 
Fiche    90-000^84/02/23,84(02090006 

3403340014    R*n.UB*t»    removal    of    App    F  fc  O    from  Rev  2    to  Emergency   Plan 
Implementing   Procedure    7,  per    Generic    Ltr    81-S7   !<  OH  Knighton 
840214    Itr    informins    that    util   must   request   ui thho I tfing    of 
private    or    unlisted    telephone   numbers 

VAN  BRUNT, E  E        Arttona    Puolic   Service   Co        B4/03/19        KNIGHTON,G  M 
Licensing    Branih    3        2pp         22730  253        24X  Fiche    30-328.34/03/19, 
8403 2600 H 


BIO  1190072    IE    Info  Notice   84-13.     "Potential    Deficiency    in   Motor 
Operated    Valve    Control    Circuits  &  Annunciation    "    Svc    list 
encl 

JORDAN,  E   L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         B4/02/20  Consolidated    Edison    Co      of  W»u 

YorJ,      Inc          115pp          22909   239         34X    Fiche    30-000,84/02/38,0401170072 

B402090007    IE    InPo  ^fatice   84-14,     "Highlights    of   Recent   Transport 
Regulatory   Rev*    by    DOT  5.  NRC    "   Svc    list    enc] 

ORACE.J  N        Division    of    QA,     safeguards   k    Inspection  Programs    4Fo»t 
B30103)        04/03/03  Consolidated   Edison   Co      of   New  York.     Inc 

OOpp         22332327         24X    Fiche    30-000,  S4/03/OH,  B402090007 

B403090000    IE    Info  Notice   84-16,     "Failure    of   Automatic    Sprinkler   Syi 
Valves    to  Operate    "    Svc    list    encl 

JORDANi E   L        Division    of   Emergency    Preparedness   b  Engineering 
flesponse    (Post    B3O103)         04/03/02  Consolidated    Ediaon    Co      of   Nru 

York,     Inc         132pp        32553  09B        24X   Fiche    50-000,34/03/03.0402090009 
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B4O2090009    IE    Info   Notice    04-15.     "Reporting    of   Radiological    Releases    ' 
Bve    list    enc I 

JORDAN. E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   B301O3)         84/03/02  Consul  Idated    Edison    Co      of  Neu 

York.      Inc          ll^pp         225S3    317         SIXFitho    50-OOO,  04/03/03.  B4020'?OOQC' 

BflC-2090011    IE    Info   Notice   S4-17,     "Problems   W/Liquid    Nitrogen   Cooling 
Components    Belou  Nil    Ductility   Temp    "   Svc    list    enc 1 
JORDAN. E   L        Division    of    Emergency    Preparedness    fc  Engineering 
Response     (Post    83OI03)          S4/O3/OS  Consolidated    Edison    Co      of   NBIU 

York.     Inc         117pp        22553    336        24X  Fiche    SO-OOO,  84/03/05,  84O209001 1 

8103140024    Informs    that    Blng ham-Hi  1 1 iamette    spare    flange    place   will    be 
replaced    by    940415    instead    of    B40329,  due    to    problems 
e-neountered    in/vendor,  per    IE   Bulletin   B3-06i     "Nonconfnrming 
Mfltl-a    Supplied    By    Tube-Line   Corp    " 

VAN   BRUNT, E   E        Arliona   Public   Service   Co        S4/O3/O3        MARTIN,  J   G 
Region    3,     Office    of    Director          lp          2B633    317         24X 
Fiehe     50-328,64/03/05,8403140034 

9402O9OQ24    IE    Info   Notice    84-09, Rev    1,     "Lessons    Learned    From    Imps    of 
Fire,   Protection   Safe   Shutdown    Sys    "    Svc    list    enc 1 
JOffDANiE  L        Division    of   Emergency    Preparedness    i  Engineering 
Response    (Post   B301Q3)         94/03/07  Consolidated    Edison    Co      of  Neui 

York,     Inc         llBpp        22635    049        34X   Fiche    3O-OOO,  84/03/07,  S40S090024 

B4Qa09OQ2B    IE    Info   Notice    84-18.     "Stress   Corrosion   Cracking    in   PUR 
Sgs    "    Svc    1 1st    end 

JORDAN, E  L        Division    of    Emergency    Preparedness    d  Engineering 
R««pan»    (Post   630103)         84/03/07  Consolidated    Edison    Co      of    New 

York'      ttic          llBpp         23384     1S6         21X   FUhe    30-000, 84/03/07,  B402070Q2O 

8402090031    IE  Bulletin   84-02.     "Failures    of   OE   Type   HFA  Relay*    in   Use    in 
Class    IE  Safety    Sys    "    Svc    list    enc 1 

DEYCUNOiR   C        Director's    Office!    Office    of    Inspection  and 
Enf orcement        B4/03/12  consolidated   Edison   Co      of  Neu   York,     Inc 

134pp          22B23   094         24X    FUhe    50-OC-O,  B4/03/12.  B4030TO031 


B4O309O09.4.    Deficiency    Rept     DER    B3-73    re    unqualified    Foiboro    power 
sup  plies     in-s  tailed     in     [E     Instrument    cabinets    Initially 
reported     on    B31027   No    tieuj     info   presently    available    Neit    rept 
mill    be    provided    by    840425 

VAN  BRUNT.E  E  Ariiona  Public  Service  Co  84/02/3-1  BISHOP,  T  W 
Division  of  Resld  ent,  Reac  tor  Project  t<  Engineering  Programs  Zpp 
32S76  17?  24X  Fichc  90-338,  S4/O2/S4,  B4O3090096 

S4030=?01A7     Interim    Deficiency    Rept    DER    82-30   re    low    Insulation 
resistance    on    installed    Conai    electrical    penetrations   not 
meat  ing    qualification    test    criteria    Initially    reported    on 
821217    rinal    rept     delated     until   B40425 

VAN  BRUNT. E  E  Ariiona  Public  Service  Co  84/02/24  BISHOP.T  U 
Division  o-f  Resident,  fleac  tor1  Project  &  Engineering  Programs  2pp 
22373  116  24X  Fiche  50-523,54/02/21,3403090167 

3403060439   Requests    addl     info    needed    to    complete    evaluations     of   ti    Plie- 
for    reactor    coolant    pump    problems    encountered    during    hot 
functional    testing    Response    requested    within   2  inks 
KNIGHTON, G   W        Licensing    Branch  3        84/OB/27        VAN   BRUNT.  E    E 
Arliona    Public    Service    Co          3pp         23532   210         24X 
Ficrta    30~S30,84/O2/;27,  B4O3060429 

B40312O032  Final    Deficiency    Rept  DER   B3-7O   ve  wiring    in   emergency 
response    facility    cabinets    supplied   iy    Energy,  Inc    not    in 
conformant*    iu/lEEE-3B4    criteria   Initially    reported    on 
831O11    DraiiJlngs    resubniit  ted    Also    reported    per   Part  21 
VAN    BRUNT.E    E         Ardona    Public    Service    Co         B4/02/3S         GISHDPiT   H 
Division    of    Res ident,  Reac  tor    Project   &    Engineering   Programs        Iff 
223BB   025         2flX   Flche     30-938.84/02/20.3103120032 

B403120067   Final   Beflciency    Rapt  DER   93-1O  re  main   steam  r*llef  valves- 
supplied     bij    C-E   *<    mfg     btj     Dresser     Industries    eicegdin-g 
specified    3'A    bloudoun    limit    Initially    reported    on  B3O22B 
Deficiency    determined    not    reportablo   per    10CFR30  53 <e) 
VAN   DRUWT,  E   E        Arnona   Public  Servite    Co        84/02/2B        BISHOP.  T  W 
Division    of    Resident .  Reac  tor    Project   fc    Engineering   Programs        4pp 
2259-1     IS?         24X    Flche     50-533,  B4/03/2B.  B403130061? 


B4Oa09QO13    IE    Info   Notice    04-19.     "Tum    Events    Involving  Unauthor lied 
EntrlBa    into  FUR   Reactor    Cavities    "    Svc    list    enc I 
JDRDAMrE  L        Divlilon    of    Emergency    Preparednets    &  Engineering 
RBBponae    (Post   030103)         01/03/21  Consolidated    Ed  It  on    Co      of   Haul 

York.      Inc          !23pP         32B23   229         24X    Fiche    50-000.  B4/03/21,  B402090043 

B40209OO14    IE    Info   Notice    B4-2D,     "Svc    Life    of    Relays    (n   Safety-Related 
Sy»    "    Bvc    list    ancl 

JOWDrtM,  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post   8301O3)         B4/03/2I  Consolidated    Edison    Co      of   tleui 

Yorfc<      Inc          133pp         22933   O01          24 X    Fl  che'  30-000,  B4/03/21.  B40209O044 

3      Roportable    occurrences,     LEft>    ti  related    correspondence 

B4O30<?OOB7    Interim  Deficiency    Rept   S3-B1    re  Schedule    160    SS    pipe 
supplied    by    Oulfal  loy,  Inc,  containing   mfg    min  uiall    thickness 
d«fact    Initially    reported    on   831128  No   neui    info    presently 
available   Final    rept    expected    by    B1O417 

VAN  BRUNT.E  E  Arliona  Public  Service  Co  B1/O2/22  BISHOP.T  W 
Divlainn  of  Resident, Reactor  Project  &  Engineering  Programs  Spp 
22375.  323  24 X  Fiche  ,  SO-SSBi B4/O2/B3, B4030900B7 


B40313O449    Potential    Deficiency    Rept   DER    B3-64   re  Target  Rock    pressure 
relief   valves    falling    to    meet    prerequisite    tests  Final    rept 
delayed    until    610402 

VAN  BRUNT.E  E,  Arliona  Public  Service  Co  94/02/28  DISHOP.T  U 
Division  of  Resident.  Reoc  tor  Project  &  Engineering  Programs  Spp 
22613  212  24X  Fichu  50-S2B,  Q4/02/2B,  B40313O449 

340313O461    Potential    Deficiency    Rept   DER    B3-63  re   Uorg  Warner    HPSI 
isolation    valves    falling    to    open   againsb   HPSI    A  i  D   pump 
flouis  Final    uill    rept    delayed    until    S1Q417 

VAN  BRUNT, E  E  Ai-iton-a  Public  aervica  Co  B4/02/2B  BISHOP. T  W 
Division  o-F  Restden  t.  Reac  tor  Project  ic  Engineering  Programs  3pp 
23&13  355  24 X  Fiche  50-S2B,  B4/02/28,  0403130461 

B40320O115    Interim   De  fl  c  1  enc-y    Rept   DER   33-30  re    Anchor   Darling    main 
feeduater    Isolation    valves    closing    in  20    s  i  vl  a  luting   5   s 
spec    requirement    Initially    reported    on   831122  Final    ropt 
uill    be    delayed    until    B  401 03    due    to   eitensive    Inveibtga  t  ion 
VAN    URUNT.E   E         Ariiana    Public    Servica    Co         B4/03/O2         BTSHOP.T   IJ 
Division    of   Reslden  t  p  Reac  tor    Project   i.   Engineering  Programs        2pp 
22685   353         24X    Flche    50-538,  B4/03/03,  B1032001 15 


Q403O9OW7    Interim  Deficiency    Rept   DER  S3-0S   re    cables-    in    Units    1    b 
dle»ol    gonttrator    control    cabinets    &   Unit    I    tHasal    generator 
bldg    ui/small    bend    radius    Initially    reported    on  H3IEQ2  Final 
rept    delayed    until    B40423 

VAN  BRUNT.E  E,  Ariiann  Public  ServicH  Co  S4/O2/33  BIHHDP,  T  W 
Division  of  Resident, Reac tor  Project  [t  Enjlneering  Programs  3pp 
K2B74  290  S4X  Flche  30-328, 04/02/22,  8403090197 


8103900160    Interim  Deficiency    Rept   DER   94-07    re    eitention    of    Barg 
Warner   valve    atema    t,    failure    to  provid"e    corrective   action 
stated    In   fic-pt   DER    SO-Sl     Initially    reported    on   6 4 OS 09 
Bechtol    investigating    corrections    rinal    rept   oy   840416 
VAN    BRUNT.E    £         Arilona    Public    Service    Co         S4/O3/02         BISHOP, T   U 
Division    oP    Resltfen  t,  Reat  tor    Project   it   Engineering   Programs        3pp 
22697    131         SIX   Fittie    3O-339,  Bfl/03/02,  B103200160 


S40309029B    Interim   Deficiency    Rept    DER   03-75   re    improperly    torqued 
bolts    securing    two    D0124SA   panel    filler   assemb H es, supp 1  led 
bij    Faxboro   No   neu    info    available   at    present    time    Final    rept 
uill    b>    submitted    by    B40419 

VAN  BRUNT.E  E  Ariiona  Public  Service  Co  S4/O2/S2  BISHOP,  T  W 
DlviiioTi  of  fleiidBnt,  Reactor  Project  ti  Engineering  Program  3pp 
22S?a'211  24X  Fiche  50-328, 81/02/22,  B403O902S8 

H403alO03H  Part   21    rapt   re    failure    of    auxiliary    feeduiater    pump    drive 
turbines, Oimpel    NP5-4    T&T   valve, to    close   End    Itr    dtri   04Q2O3 
»*nt    fad    listed    utils   CE  notified    of    affected    units    in   BUR 
plants 

THEROUX.R   R        Terry    Corp        B4/OH/aa        WDODRUFF.R   H        Director's 
Off  lea,     Office   of    Inspection    and    Enforcement        6pp        22706' 327        24* 
FlchB. 9O-OOO.S4/02/23,B403210032 

B40aa9OOQB  Forward*   response    bo    listed    itams    Identified    in   B40123 
telcon    request    for    info    generated    based   on    preliminary 
revlBU    of   B31230   deficianey    rept   re    missing    thermal    liner    In 
s*fetTj     injictlon    >us    line    Ends  withheld 

VAN   BPUNT-E.  E,       Arizona    Public    Service   Co        84/03/24        KNIDHTON,  0. 
Licensing    Branch   3.       Spp         32516    186        24X  Fiche    80-539 ,  B4/03/ 24, 
B4O227QOQB 


B4032001S6    Interim  Deficiency    Kept   DER   B3-56    re    discrepancies    u/MSIVi 
mfg    by   AndiDf-Darl ing     Initially   reported    an   53QBOB 
Investigation  will    be-    finalized   by    84&413    at  uhlch    time 
complete    r<pt   will    be    submitted 

VAN  BRUNT.E  E  Arliona  Public  Service  Co  84/03/09  BISHDPiT  W 
Division  of  Resident,  Reac  tor  Project  A  Engineering  Programs  2pp 
226 Bt,  339  S4X  Fiche  30-323,  94/03/09,  8403200)86 

B40320Q226    Interim   Deficiency    Hept   DEfi  64-06    re    defective    absolute  * 
deviation   alarm  modules    supplied    by    Foiboro   C-E  reiuested 
that    all    alarm  modules    ni/date    Codes   BOIB-aiSS   be    inspected 
for    potential    defect    Nei t    rept  6y    S40il2 

VAN  DRUMT.E  E  Arliona  Pifhllc  Service  Co  Gt/03/09  BISHOP, T  W 
Division  of  Residenti  Reac  tor  Project  (•  Engineering  Programs  Gpp 
22699  3  S9  SAX  Flche  50-S2B,  B4/03/09.  84O3SOQS26 

8^03230039    Final    Deficiency    Rapt  DER-B3-79  re    ac    interfarence    spifce-3 
on    135-volt    dc    bus    eiceeding    spec    Initially    reported    an 
831 -1 18   Deficiency    deemed    not    importable    per    10CFR3055<a) 
VAN   BRUNT, E  E        Ariiana   Public   Service    Co        84/03/09        BISHOP,!  U 
Division    of   Resid ent,  Reac  tor    Project  &    Engineering   Programs         4pp 
E273O   302          24X   Fiche    30-538,04/03/09,6403230039 
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DOCKETED  ITEMS 


3-103230133   Final     Deficiency    Rept    DER    93-59    re    IEEE-3B4    separation 
criteria    violated    bij    wiring     In    pas  t-accl  dent    control    room 
cabinet    I*   safety    radiation   monitoring    cabinet    Supplied    bi/ 
Kamen    Instrumentation    Item   not    reportabln    per     1OCFRSQ   35(eJ 
VAU   BRUHF.  E   E         Ariiona    Public    Service    Co         B4/03/O"?         BISHOP, T   M 
Division    of   Resident.  Reactor    Project    !•   Engineering    Programs         5pp 
22730    154         24*    Fiche    50-939. B4/03/O?. 0403230133 


B40309Q13O  Advises    that    proposed    leak    rate    acceptance    criteria    fur    Tith 
Spec    limiting    conditions    For     operation    unace ep tab  le. s ince 
criteria    less    restrictive    Chan    1    gpm   leak    rate    Imposed    on 
near-term  OLs 

KNIQHTQN,  8    W         Licensing    Branch    3         34/03/O1          VAN    BRUNT, E    E 
Ariiona    Public    Service    Co         2pp         23392   3Q1          24 X 
Flche    50-920,  84/03/01,  3103090130 


BIO  3  230  09  9   final    Deficiency     Rapt   DEO    B3-72    re    undersije   ueld»    In 
auiiliaru    bldg     Initially    reported    on   831026    Condition 
determined    not    reportdble    per     1OCFRSO    55(e) 

WAN  BRUNT, E  E  Ariiona  Publlt  Service  Co  81/03/14  QISMDP.T  W 
Division  of  Resident,  Reactor  Project  R  Engine-Bring  Programs  tpp 
22723  356  343.  FlchE  50-323.  94/O3/14.  34Q323Qn<5<? 


9103130094  Forwards    outstanding    Item    list    for    PDR    List  also    submitted 
to   utll 

JOHNSON. P   H         Region    3,     Office    of    Director         B4/O3/OB         ALEXANDER,  I 
Region    5,     Office    Pf    Director          I4pp         32641     19O,        24X 
Flche    30-3EB,B4/O3/03,84Q315QO94 


3*03330019  Final    Deficiency    Rapt   DER    33-46.   re    ITT  Barton    pressure 
transmitters    supplied    by    C-£    not    meeting    overpressure 
requ  iraments    Caused    bij    leakage   of    metallic    djflBheri    S< 
nHthodolos-y     error    duping     callttr   Also    reported    per    Part    31 
VAN    BRUNT. E    E         Arltona    Public    Service    Co         64/03/15         BISHOP. T   U 
Division   of    Resid  ent,  Reactor    Project   6  Engineering    Programs        7pp 
22724    353         24X    Fiche    5O-538. 04/O3/13,  B4O32300 I ? 

B4»33OC094>    Interim   Deficiency    Rept    EEFt    B4-QB   re     ITT   Barton    Model    763 
transmitter*    having    errors    of    -2    to    -3X    of    calibr    span 
Dechtel     corresponding    u/C-E     to    determine     impact    of    design 
itinds    to     transmitters 

VAN  BRUNT,  E  E  Aril  ana  Public  Service  Co  04/03/16  HI 3 HOP,  T  H 
Division  af  Re s ident, Rest  tor  Project  !•  Engineering  Programs  3np 
22322  OIO  24X  Flthe  30-52S.  B4/03/  I  h,  B403-30009& 


B4O2Q90041    Board    Notification    84-O90    provides    Commission    policy 
statement   !i   proponed    rulemafcing    on    environ    qualifications 
EISENHUT.D   G         Division    of    Licensing         84/O3/14  Atomic    Safstu    and 

Licencing    Board    Panel          lOpp         24X   Fiche    50-OOO.  B4/O3/14,  B402O9004I 

B  403140040  Forwards    updated    pre  1 1ml  nary    description    (Rev    I)    for  J1C3 
demons tra tion    tea  t 

VAN  BRUNT, E  E   ,    ROGERS, A   C        Artiona   Public    Service  Co        91/03/14 
KNtQHTON.G         Licensing    Branch    3         Spp         236S9    169         SIX 
FUhe    3O-52a,H4/O3/l4,B103Ii004S 


—  B403160O52   (lev    1     to    "RCS    Demonstration    Test    " 
*      Arizona  Public    Service   Co        34/02/29        8pp 
Flche    50-923,64/03/14,  3403160048 


2265?,  171,        24X 


B4033OOO2O    Rev    1     eo    final    Deficiency    Ropt    CER    S2-4A    ra    rTT-Barton 
pressure    transmitters    supplied    t>Y   C-E    failing    to    meet 
ovorpre-ssure    r#qulre-nents     Initially    repartad    on    B2Q924    Also 
reporteil    per   Part   2J 

VAN    BRUNT, E   E         Aruona    Public    Servlte    CQ         04/O3/19         BISHOP, T   W 
Division    of    Resident.     Reactor    Project    &   Engineering    Program*         7pp 
22332    171         SIX    Fiche    90-528, B4/O3/19, 840330002D 


V     Operator   Eiamitiat  ioni 


B403290a36  Forwards    opera  tiani    e»i-.  '    ence    base,  cons  is  ting    of    eipenence 
Cables     for    prasentli,!     Jiconsud     personnel     Inadeq.uate    number    of 
personnel    raeet    £>~uk    hot    participation    eiperience 
r  equiroment 

VAM  BfiUfJT.E  E  Ariiona  Public  Service  Co  B4/O3/23  DENTON:  H  R 
Office  of  Nuclear  Re-actor  Regulation,  Director  17pp  238 CO  236 
34X  Fiche  50-523,  B-J/Q3/23,  810329023*. 


DOCKET   STN-50-S30   PfiLO   VERDE   NUCLEAR    STATION.     UNIT   3 

A      Applies  tlon/constrm.  tion    stage-   document*    ft   correspondanc  e 


B4Q31&O065  Notifies    that   aid  I    into   &   schedule    re    electrical    equipment 
environ    qualification    program  ul 1 1    be    submit  tod    bg    B4O326, 
per   B40227    request 

VAM   BRUNT, E   E        Arizona    Public    Service    Co         84/O3/14         KNIQHTQN>0 
Licensing    Branch    3         lp          92632   326         24X    Fiche    90-323,34/03/14' 
8403160065 

B40329O23&  Foruards    operations    eiperlence    base,  cons  1  string    of    experience 
tables    for    presently     licensed    personnel     Inadequate    number    Of 
personnel   meet    6-uik    hot    participation    experience 
requirement 

VAN  BRUMT.E  E  Ariiona  Public  Eervico  Co  B4/03/H3  DENTOhf,  H  ft 
Office  of  Mild  1  car  Reactor  Regulation,  Director  17pp  23500  236 
24X  Fiche  50-538.  04/03/23, B403290S36 

C       Utility    Environmental    Report     (ER),     amends    d    corTospondenc  B 

84030B0390   Respond*    «o    TOIA   request    for  27    documents    reference*    In    1973 
EIS  re    facilities    5<    s  imi  1  iar    environ   documents    Foruardi    Ap  p 
A    Document!    1-10  Documents    11    fr    12  available    at    HTI9 
FELTON.J   M        Division    of    Rules    and    Records        84/02/13        RYAN,  J   A 
Strelch.     Lang,     Ueeks    &    Card on         2pp         22331     ISO         24X 
Fiche    30-528,  84/02/13,  8403030390 


B4030B0390    Responds     to    FO1A    request    for    27    documents    referenced    in    1973 
EIS   re    facilities    ti    similar    environ    documents   Fo-ruard;    Ap  p 
A    Documents    1-iO    Documents     II    t    12   available    at    HTIS 
FELTON.J    M         Division    of    Rules    and    Records          04/C-3/13         RYAN,  J   A 
Etreich.     Lang,     Ueeki    d   Cardan         ?pp          22391     180         24 X 
Fichu-    30-323,  B4/02/13,  3403Q3O39Q 

--B4030BO10?    "Grounduatsr  Condition*    of   Lower    Hassayampa-Centennlal    Area, 
M-arlcopa   County,  AZ    "    Related    info    encl 

»      KarsJibarger    i    Asiociates         R-900-74-2         74/06/3O         B3pp 
22S31    B19         24X    Fiche    50-323, S4/O2/13, Bfl03O3039O 

B1O30(j043i    Forwards    request    for    aildl     info    re    open   environ   q,ua  1  i  f  lea  t  i  on 
of    electrical    equipment    I  terns    for    f  acll  i  t(j 

KN1GHTON.S    W         Licensing    Branch    3         84/02/27         VAN    Di?UNT,  E    E 
Arizona'    Public    Service    Co          Spp          22550    O07         24X 
Flche    50-92a,B4/02/£!7r  8403060451 


— 8403060400  Discusses    revleui   of   environ   rept    ra    trdnnml  ssion    ling* 
crossing    Endian    reservations   Tribal    council    consent    should 
be   obtained    for    r  ight-o  f~uiay    before   environ    rept    published 
Related    info    enc 1 

*      Interior,     Dep t      of,     Bureau   of    Indian   Affairs        74/1S/11 
REOAN.  W  H        Atomic    Energy    Commission   -  Deputg    Director    for  Raactor 
Projects        Spp        22581     131        24X   Fiche    90-32B, B4/O2/13,  B403030390 

D      NOT  Draft/Final   Environmental    Statements,     suppls   tt  correspondence 

84O30B03B3   FOIA  request    for    27    documents    referenced    in    1973   EIS   re 
facilities   li    similiar    environ   documents   List   &   neus   articles 
ancl 

HYANrJ.A        Streich,    Lang,     WeBlis   k  Cardon        B4/01/17  Office    of 

Administration        9pp         33331    171        SIX   Fiche    30-32B, 04/O1/ 17, 
3103030393 


S4O3010213   Forwards    response    to    34O2D-6  telcon    re    draft    rev    to    FEAR 

Section    3A    ID   concerning    low   preheat  fillet   uie  I  d  i  ng   Loin 

preheat    pases    no    concern. pr inc ipal tu  due    to    low 
hardenabllitij    of   base   mails 

VAN   BRUNT.E   E         Ar  1 1  ona    Fi/blic    Service    Co          B4/02/28         KNIOHTON.O 

Licensing    Branch    3         4pp          22439   379  34X    Flch*    30-52B.  B4/OH/2B, 
6103010212 

8403230043  Notification    of   0-10320   meeting    m/util    t   C-E   in   BethBsda.HD 
to    dlacuss   propocad    besting    program    to    demonstrate    adequacy 
of    nofls    toRCS   pumps, thermoitfol ]», thermal    sleeves   A    control 
Element   a&semblg    shrouds 

LICITHA.E  A        Licenaing    granch  3        B4/02/21?        KNIGHTDN.  0  W 
Licensing    Branch    3         3f>p         23313   3it         24K    Fiche    50-923r  S4/02/29, 
8403280043 


84*3080390  Responds    to   FQIA    request    for   S7   documents    referenced    In   1^75 
EIB  re    facilities    &    similiar    environ   documents    Forioards    App 
A   Documents    1-1O  Documents    1  1    d    12  available    at   NTIB 
FELTQM.J   M        Division    of    Rules   and   ffecords        31/02/13        RYAN,  J  A 
Strelcn.     Lang,    Weeks    I<   Cardon        2pp        223B1    180        S4X 
Flche    50-S2BjB4/02/l3,  S1O30B0390 

— B 103270490  Submits    Geosciences   Branch    DEB    input   Updated    lummarg    of 
geology    t>   aeismnlegij    section  FSAR   mill    be    included    In   8ER 
JACK SON.fi   E        Oea«cience&    Branch        Bl/oa/14        M1RASLIA.F 
Licensing    Branch    3        2pp         225B1    1QS        21X   Flche   SO-32B.  34/03/13, 
9403030390 

— Q4O30B0406  Comment    on    DE8,  per   75O414  request   Statement    aomewhat    blat-td 
toward    project  More    detailed   maps    of    pipeline   %    transmission 
line    corridors    should    be    provided    In    final    statement, 
DOHEMUBrB  D        Interior,     Dept      of        73/07/23        REOAN      Division  of 
Reactor   Licensing     CNRR-1975   only)        29pp        225B1    139        24X 
Flche    30-328,84/03/13,8403080390 


DOCKETED  ITEMS 
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8403390941    Responds    to   FOIA    request    f"r    records    re    facility    Ltr    dtd 
B4O117    Called    to   meet    criteria    for    waiver    of    reproduction 
coats    Forwards    App    A    documents   Address    of    Phoenn    LFDH 
1 isted 

FELTON.J   M         Division    af    Hules    and    Records         04/02/27         RYAN,  J   A 
Streleh,     Lang,     Week!    t<   Garden         3pp         233 IS    GIB         24 X 
Flche    90-328. 84/02/27,  84O339O341 

— 84O3290344    DRAFT   ENVIRONMENTAL   STATEMENT   RELATED    TD   CONSTRUCTION   OF 
RALD   VERDE   NUCLEAR    GENERATING   STAT  ION.  UNITS    1,2   b   3    Docket 
Has       SO-328,  3O-329    Si    5O-53Q 

«      Office    of  Nuclear   Reactor  Regulation.    Director        NURE 0-73/023 
75/04/30         173PP         22B13   3O1         34X    Fiche    30-528,34/02/37, 
B4 03290341 

E      NFiC   Safetg    Evaluation  Report    (SER),     suppls    &   correspondence 

B103020003  Forward*    info   requested    in  SSER    9    (NUREQ-OB57 1    re    tests 
performed    for   c-E   on    load     limiting    devices    in   reactor   vessel 
laumr    key    horliontal    lupports 

VAW  BRUNT.E  E        Arliona   Public   Service  Co        B4/O2/10        KNIOHTOM,  G 
Licensing   Branch   3       9pp        22412  HOI       24X  Fiche   30-520,  B4/02/1O, 

8403020005 

&4O3Q9O012  Forward*    "High    Pressure   Safety    Injection  Pomp,  "   mechanical 
environ    qualification    rept. per   BBER    3    1NUREO-OB57) 

ViHN  HRUNT.E  E        Arlmna   Public   Service  Co        84/02/39        KNIQHTON,  0  (J 
Licensing    Branch   3        BPP         3SS6B  001         24X    Fiche    50-52B, 04/O2/29, 
84O3O70012 

— 9403090014    "High    Pressure    Safetg    Injection    Pump,"   mechanical    environ 
iqualif ieation   rept 

HALLER.R  E        Dechtel    Corp         V-PAK-4B1        84/O1/I2        19Bfip 
32360   004         24X    Fiche    SO-328,  S4/O2/27,  B4O30900I2 

F      Security,    medical,     emergency    t<  Fife    protection    plans 

alOaO9O006   Board    Notification   31-034    forwards   R    Vollmsr   B40206  memo    to 
D    Elsenhut   re    fire   research    results    concerning    flrea    In 
electrical    cabinets    in    control    room 

EISENHUT.D  G  Division  of  Licensing  84/02/23  PALLADINO 
Commissioners  Ip  32376  203  24X  Fiche  5Q-OOO,  B4/02/23. 
B-4  030  90006 


84O314OO32    Summary    of    830916     eiit     Status    meeting    ui/NRC    const    appraisal 
team    re    6309O7-lfi     insp 

IDE.W    E         ArU-Ona    Public    Service    LQ         B3/O9/19        RQEDEL,  J   A 
Ariiona    Public    Service    Co          6pp         222S4    137        24X 
TichB    30-536,93/12/30,  9402140O1B 


tfraft    imp    scope    ti   objectives    Related 


B4O214OO3ii   Forwards    marlied 
info    end 

ALBERT,  W   0         Region    5,     Office    of    Director         B3/0772I 
Region    3,     Office     of    Director          18PP         22254    143        24X 
Fichs    30-528,  B3/1S/20,B402I4OO1B 


VOUNO,  T 


—  B40314O043   ProvliSea    list    nf   NDE   rapts  available    from  insp    actlvitias 

completed    u/NRC    moOile  NDE   van    at    facltitgiper  FDIrt  request, 
He  lafced    1  nfo    enc  1 

EBNETER,S    D         Ragion    1,     Office    of    Director         B3/1  I/IS 
ALEXANDER,  I   M        Region   3,     Office    of  Director        99pp         23235  334 
24X   FicJie    50-328.  S3/12/20.  3402140019 

—  B4Q214OOflB    liev   O    to     "Polo    Verde    Station   HPSI    8us   Electrical    & 

Instrumentation    Const  Audit    Insp,  "    final    rept  Related    info 
enc  1 

•«       Zy  tor.      Inc          NFIC-IE-a2/S3-46C         03/10/04         158pp          S22S6   043 
24X   Fiche    30-323,  B3/12/20,  6402110018 

—  8402140032   Provides    resolution    for    loose  bolts    an    structural    steel 

found    during   NRC    const   assessment    team    (CAT)    insp    Item 

considered    closed    Related    info    end 

FORRESTER,  R    D         Arliuna    Public    Service   Co         03/09/26          IDE,H   E 

Arljon-a    Public   Service  Co        3PP         22256   231        24X 

Fiche    50-328,03/12/20,8403140018 

8401I9O072    IE     Info    Nottce   84-13.     "Potential    Deficiency,    in    Motor 
Operated    Valve  control    Circuit's    *•   Annunciation    "   Svc    list 
oncl 

JORDAN.  E  U        Division    nf   Emergency    Preparedness  Ji  Engineering 
Response    (Post   B301O3)        S-l/02/23  Cnnsol  idated  Edison   Co      of   Novu 

York.    Inc         115pp         J2909  JJ9        24X   Fiche    50-000.  84/02/23,  B4OI  190073 


6403090007    IE    Infc-  Notico  ai-lfl,     "Hignlights    of   Recant   Transport 
Regulatory    Revs    ay    DOT    !.   W1C    "    Svc     list    enc  1 

GRACE,  J  N         Division    af  QA,    Safeguards   &   Inspection  programs    (Post 
B30103)         81/03/02  Consolidated    Edison    Co      of  New  York,     Inc 

130pp         22933327         SIX   Fiche    30-000,34/03/03,8409090007. 


— B403080316  Recommends    that    info   re    fire   research    results   concerning 
P£r*s    In   electrical    cabinets    in    control    room   be    submitted 
far    board    notif  1  cat  Ion.  per    NRR   OFc   Ltr    19,dtd   S310O1    Further 
avaluation   of    test    data    renulred 

VOLLMERrR   H        Divisipn    of    Engineering        S4/Q2/O6        EISENHUT,  D  G 

Division    of   Llcansinu         lOpp        23576   204        24X 

Fiche- 80-000, 04/02/33,  B40209O006 

B40326O01'!  Renuesls    removal    of   App   F    &  0    from  Rev  2    to  Emergency    Plan 
rmplarntnting   Procodure   7.  per   Generic   Ltr  Sl-27   &  OWKnighton 
840214    Itr    iTlformlng    that    util    must    request    withholding    of 
private    or   unlisted    telephone   numbers 

VAN   BRUNT.E  E        Ariiona   Public    Service    Co        S4/03/19        KNIGHTQN.G  W 
Liccniing    Branch   3        2pp        23790  23B        24X    Fiche   30-528,84/03/19, 
O4O32&Q014 


Inspection   reports.     IE   Bulletlnl    &    correspondence 


H4Q2Q9OOQ8    [E     Info    Notice    B4-16,     "Failure    of    Automatic    SpriiUlar    5ys 
Valves    to   Operate    "    Svc    lisl    encl 

JORDAN. E    L         Division    of   Emergency    PieparedneBs   &  Engineering 
Response     (Post    B30IO3I          B4/03/O2  Consolidated    Edison    Co      of   Neio 

Yor*,     Inc  122pp          22553   098         21X    Fiche    50-000,  B4/03/O2. 94O209000E) 

S4OS09O009    IE    Info   Notice    84-15.     "Reporting    of  Radiological    Releases 
Svc    list    enc 1 

ODRDrtN.E    L         Division    of   Emergency    Preparedness   &  Englneoring 
Response     (Post    S301OJJ          Q4/03/O2  Consolidated    Edison    Co      of   Neu 

VorR.     Inc  1  l^pp          22393   217         24X    Tlche    30-000,34/03/02,8402090009 

8402090011     IE    Infu   Notice    B4-17,     "Problems   W/Llquid   Nltro9*n   Coollnj 
Components    Gelnuj  Nil    Ductility   Temp    "   Bvc    list    end 
JORDAN.  E   L         Division    of   Emergency    Preparedness   t  Engiinaering 
Response    (Pott   B301O31         B1/03/O5  Consul (dated   Etfisnn    Co      of  Heu 

Vorfc,      Inc  117pp          32S33   336         24X    Fiche    30-000,84/03/09,8402090011 


B4OSL4OO14  FOIA  request    for    records   re  NRC   const    assessment    team    (CAT) 
Imp    at    facilities 

BERNABE1.L        Oovernraent   Accountability    Project        B3/10/O7  Office 

of    Administration        2pp        22254  001        34X  Fiche   30-328,  B3/ 10/07. 
84O2140014 

B4O214OO1B  Reipondi    to  FDIA   request    for   records   re  NRC    const    assessment 
beam    <CAT!    Insp    at    facilities  Forwards    App    A  documents 
Document*    also    in   PDR   App    Q    documents    listed    for   review    to 
identify    specific    interest 

FELTDNj  J  M        Division    at   Rules    and    Records         B3/12/BO,       GARDE,  B  P 
Government  Accountab 1 1 1 tu    Project         IBpp        SSE34   003        24X 
FicJlO    30-328,  03/13/20,  0402140018 


B4O314O024    Infapms    that    pingham-Wl  H 1  ametto   *parc    flange   piece  mill    be 
replaceB    by    H404I3    instead    of   010239, due    to    problems 
encountered    w/vendor,  per    IE   Bulletin   93-06,     "Noncanforming 
Matls    Supplied   Dg    Tube-Line    Corp    " 

VAN    BRUMT,E    £        ArUona    Public    Service   Co         94/03/05        MARTIN,  J   D 
Region    3,     Office    of    Director          Ip          22633   317         24X 
Tlche    50-328, H4/Q3/O3, 9403140024 

B4O309OO21     IE     Info    Notice    84-09,  Rev     1,     "LBssons   Learned    Fron    Inapi    nf 
Fire    Protection   Safe    Shutdown    Si) 5     "    Svc     list    encl 
•JORDAN, E   L         Division    of   Emergency    PT  eparednesa   &  Engineering 
Response     (Post   830103)          81/03/07  Conso  1  (doled   Eriisnn    Co      of   NBUI 

Vor*4     Inc          HBpp         22633   049        24X    Flche   30-000.  B4/03/07,  8403090034 


-0402140022  Summaries    civil    insp    items,  Bechtel    830929    Itr    re  rolnsp 
of    noclaar    pipe    hangers    (Q    class)    d  related    info    encl 
VORDERBRUEOGEN     Region    Si     Office    of   Director        B3/09/19.       NARBUT.P 

NflC    -  No   D»tall»d   Affiliation   Given        60pp.       22284:021         24X 
Ficha    90-323,93/12/20,8402140018 


S4O207OO2B    IE    Info  Notice    84-19,     "Stress   Corrosion  Cracking     In  PHR 
Sye   "   Svc    list   encl 

JORDAN, E  L         Division    of    Emergency    Preparedness   fc  Engin»ering 
Ftasponse    (Post   S301O3)         S')/03/O7  Consoliifated  Edison    Co,     op  New 

York.     Inl          HBpp         22B&4    IB6        24X  Fiche,  50-000.  B4/03/07,  6402070029 


-S40314003I   Comments    on   review  of    draft   uriteup    on   NDE   Rewrite 
requested   Related    Info    encl 

MASBUT.P        NRC   -  No   Detailed  Affiliation   Given        83/09/27 
KERCHrH       NRC   -  No   Detailed  Affiliation  Oiven.       4ipp         2SS34,  094 
24X    Fiche    30-388,  93/12/SO,  040214001G 


8-102090031    IE    Gulletjn    S4-02,     "Failures    of   GE   Type   HFA  Relaua    In  Use    in 
Class    IE  Safety   SyS    "    3vc    list    encl 

DEYGUNO.R   C         Director's    Office-     Office   of    Inspection    and 
Enforcement         B4/03/ 1 3  Consolidated  Edison   Co     of   Neiu   York,    Inc 

I34pp         33B33  094         Z4X    Flche   50-000.84/03/12,9402090031 


414 


DOCKETED  ITEMS 


S4020'30043    IE    Info  Notice    B4.-I9,     "Tun    Events    Involving   Unauth  ori  led 
Entries    into   PHR  Reactor    Cavities    "    Svc    lint    end 
JORDAN.  E  L        Division   at    Emergency    Preparedne  s  s   &  Engineering 
Response    (Post    a3O!O3)          34/03/21  Consolidated    Edison    Co-      of   Nou 

York.     Inc          123pp          32833    229         SAX    Fiche    30-OOO.  B4/O3/2I,  34O2O90D43 

84O2090044    IE    Info   Notice    34-20,     "Svt    Life    of    Relays     in    Saf at^j-Relabed 
Sys    "    Svc    list    enc I 

JORDAN..  E   L        Diviaipn    of    Emargency    Preparedness.   &  Engineering 
Response     (Poit    B30IG3)          84/03/21  Con  id  lid  a ted    Edison    Co       of   Main 

York,     Inc          !35pp          22933    OO1          34X    Fiche    30-OOO,  H4/Q3/21,  SfiQ2O90a44 

5      Reportable   occurrences,     LERs    tt  related    correspondence 


BU03130461    Potential    Deficiency    Rapt    DER    83-6S   re    Borg    Warner    HPBI 
Isolation    valves    falling     to    open    against    HPBI    A   tt    B    pump 
flams   Final    mill    rept    delayed    until    040417 

VAN  BRUNT.E  E  Ariiona  Public  Service  Co  B4/02/3B  B1SHDP.T  U 
Division  of  Resident.  Reac tor  Project  t  Engineering  Programs  Spy 
334.13  355  34X  Fiche  50-33B,  B4/02/39,  B4O3I30461 


8403200115   Interim  Deficiency    Rept    DER  83-BO   re    Anchor   Dai-Una   main 
fesduiater    isolation    valves    closing    In  30   5. violating    5    i 
spec   requirement    Initially    reported    on   331133   Final    rapt 
mill    be    delayed    until   Q4O403    due    to   extensive    investigation 
VAM  BRUNT.E  E        Ariiona   Public   Service   Co        84/03/02        BISHOP,  T  H 
Division    of   Res Ident.  Reac tor    Project    &   Engineering    Program!         3pp 
226BS   333         24X   Fiche    50-5S8. B4/O3/03,  84033001 1 5 


8403090087    Interim   Deficiency    Rept    B3-B1     re    Schedule     160    S3    pipe 
supplied    by   Oul  tal  lo<j.  Inc.  con fcaining    mfg    mln   mail    thickness 
defect    Initially   reported    on   B31 128   No   new    Info   preiintly 
available  Final    rept    expected    by    840417 

VAN  BRUNT.E  E  Arilona  Public  Service  Co  34/02/23  BISHOP. T  W 
Division  of  Res Iden t. Reac tor  Project  £>  Engineering  Programs  2pp 
33573  323  24X  Fiche  50-533.  B*/02/2a,  3403090037 


B403300160    Interim  Deficiency    Rept    DER   B4-O7   re    ejtenslon    of    Borg 
Warner    vaJve    stems   &   failure    to   provide   corrective    action 
stated    in  Kept   DER   80-21    Initially    reported    on   840209 
Bechtel    investigating    corrections   Final    rept    by    8404 ti 
VAN  BRUNT.  £  E        Ariiona    Public    Service   Co        B4/03/OS,       BISHOP.  T  W 
Division   of   Resident'  Fteac  tor    Project   &  Engineering    Programs        3pp. 
33&17    131         24X   Ficho    50-529, B4/03/03,  8403200160 


Interim   Deficiency    Rept    DER    83-75    re     improperly    torqued 
bolts    securing    two   J}QI2&5A   panel    filler   asieflib  1  i  es.  iupp  1  led 
by    Foxboro  No   new    info  available    at    present    time   Final    rent 
uill    be     iubmittnd    b  ij    34O419 

VAW  BfUJNT.e  E  Ariiona  Public  Service  Co  B4/O2/B2  BISHOP. T  H 
Division  of  Resident, Reac tor  Project  ft*  Engineering  Programs  2pp 
22572  211  24 X  Flcifie  30-933,64/02/22.3403090253 


B4032001B6   Interim  Deficiency    Kept    DER  83-36   re    discrepancies  ni/MSlVi 
m#g    by    Anchor-Darling    Initially    reported    on   B30BOB 
Investigation  mill    be    finalized    by    840413   at   which    time 
complete   rept   ulll    be    submitted 

VAN  BRUNT, E  E  Ariiona  Public  Service  Co  S4/03/08  BISHOP.  T  H 
Division  of  Resident.  Reac tor  Project  &  Engineering  Programs  2pp 
22696  359  24X  Fiche  90-928,  B4/03/OB,  84O32001B6 


8403210033   Part  21    rept    re    Failure    of    auxiliary    feetfwater   pump    drive 
turbines, Qirnp«l    NPS-4   T&T    valve,  to    clase.En.cl    1  tr    dtd    B402O3 
sent    to    listed    utils    CE   notified    of    affected    units    in    BUR 
P lanbs 

THEHOUX.R   B        Terri)   Corp         B4/O2/2B.        WOODRUFF,  R    W        Director'* 
Office,     Office    nf    Inspection   and    EnForcament         6pp         22706    327        24X 
Fiche    50-OC 


B403200326    Interim   Deficleniij    Rept    DER    B4-O6   re    defective    absolute    i 
deviation   alarm  modules    supplied    by   Foiboro   C-E  requested 
that    all    alarm   modules    u/date    Codes    8048-3153    be     Inspected 
for    potential    defect  Nsit    rept   bif    B4O612 

VAN  BHUNT.E  E        Ariiona   Public    Service   Co        84/03/07        BISHOP, T  W 
Division   of   Resident, Reactor    Project   !.  Ens ineer infl   Programs        3pp 
330         24X   Fiche    3O--328,  84/03/O1?,  B403200226 


9402270008    Foruardl    response     bo     listed     items  Identified     in   B4O123 

t«lcon    request    for    ir>fn    B«narated    based    on  prel  intn<iry 
review    of   831230  deficiency    rept    re   missing    thermal    liner    in 
safety    injection    syi    line   Ends    withheld 

VAN!   BRUNT.E   E         Ariiona    Public    Service    Co  B 4 /OH/24         KNI&HTOM.O 

Licensing    Branch    3         3po          325IA    tBfc         2^1X  Fiche    30-533.  B4/OS/24. 
6403390008 


6403230039  Final    Deficiency    Ropt   DER-B3-7?   re    ac    interference    spikes 
on    IBS-volt    dc    bus    eiceeding    spec    Initially    reported   on 
B3111B    Deficiency    deemed    not    reportable    per    10CFR50  S3te) 
VAN  BRUNT,E  E        Ariiona   Public    Service   Co        34/03/09        BISHOP,  T,  M 
Division   af  Resident. Reac tor   Project   &  Engineering    Program*        4pp 
22730   303         24X   Fiche    50-538. 84/03/09.  S403230039 


B4Q309OO96    Deficiency    Rsot    DER    93-73    re    unqualified    Foiftoro    pouer 
supplies    Installed    in    IE    Instrument   cabinets    Inltlallv 
reported    on   B3IO27   No    neui    info   jirasentlij    available   Neit   rept 
mill    be    provided    by    640423 

VAN  BRUNT,  E  E  Ariiona  Public  Service  Co  S4/02/34  BISHOP. T  U 
Division  of  Re»  1  d  ent.  Reactor  Project  4*  Engineering  Prog  rams  Zpp 
22576  17?  34)!  Fichi  50-523.  Bfl/O2/24,  B40309O09A 


B4032300Bt   Final    Deficiency    Rept   DER    B3-60    re    failure    of    wiring    in 
Vitro  main   steam  b    feoduater    activation    ays    to   meet    IEEE-3B4 
separation   criteria   Condition    determined    nob   reportable    per 
10CFR50    55(B) 

VAN  BRUNT,E  E  Ariiona  Public  Service  Co  B4/03/07  B1SHOP.T  H 
Division  of  Resident.  Reac tar  Project  t  Engineering  Programs  4pp, 
3S7B4  33?  24X  Fiche  30-S3O,  B4/03/09,  B4032300S6 


9403090167    Interim  Deficiency    Hep  t    DER   B2-BO    ra    lou    Insulation 
reiistaret   on    installed   Conai    ele-cbrlcal    penetrations    nob 
meeting    qualification    bast    criteria    Initially    reported    on 
831217   Final    rept    delayed    until   340129 

VAN  BRUNT. E  E  Ariiona  Public  Service  Co  B4/02/24  BIBtiOP,  T  H 
Division  of  Ret ident- Rffac tor  Project  &  Engineering  Programs  app 
22S73  116  24X  Fiche  50-328,34/03/54,9403070167. 

B403O-&O429  fteiiuesti    addl    info    need  erf    to    complete    evaluation!    of   &   fi 
for    reactor    coolant    pump    problem*    encountered    during   hot 
functional    besting   Response    requested    within    S  u>s 
UNIOHTON,*   W         Licensing    Branch    3         34/03/27         VAN   BRUNT.  E    E 
Arlmna    Pirb-ltc    Service    Co          3pp.        22532   210         21X 
Fiehe    3O-32S.  B4/02/27,  B4030&0429- 


B403230099   Final    Deficiency    Rept    DER    B3-72   re    Undersiie    (uelds    In 
auxiliary    bldg    Initially    reported    on  S3 1026  Condition 
determined    not   reportable    per    10CFR50   59(e> 

VAN  BRUNT.E  E  Ariiona  Public  Service  Co  84/03/14  DISHDP.T.W 
Division  of  Resident.  Reac  tor  Project  t.  Engineering  Programs  opp 
23728-334  24 X  Fichs  90-S2B.  B4/03/14,  B403230099 


B403230019  Final    Daflclancu    Rept   DER    02-46  i-e    ITT   Barton    pressure 
ti-ansrai  tters    supplied    by    C-E   not   meeting    overpressure 
requirements   Caused    by    leakage   of   metallic    uailiers    St 
methodology    error   during    ealibr  Also   reported    per    Part    21 
VAN!  BRUNT.E  E.       Ariiona   Public   Service   Co        B4/03/19        BISHOP, T   M 
Division  of  Resident, Reac tor    Project  &  Engineering    Programs        7pp 
22724   333         24X    Fichu    50-530, B4/03/15,  340323001? 


8403120032  Final    Deflclincy    Rept  DER  83-7 O  re    utrtrg    in    emergency 
retfonse    fdcilitu    cabirtebs    supplied    bij    Energy,  Inc    not    In 
conformant*  ui/IEEE-394    criteria    Initially    reported    on 
B31O11    Dr-auingi    rnubfflitted    Also    rffpnrterf    per    Part    21 
VAN   BRUNT.E  E        Ariiona   Public   Service    Co         64/02/23        BISHOP.  T  H 
Division    of  Res  ide-nt.  Reac  tor    Project  E>    Engineering    Programs.       4pp 
2256B   025         S4X   Fiche    30-5Sa.  84/03/20,  B403120032 


B40330009o   Interim  Defieiencii    Rept   DEH  B4-OH   re    ITT   Barton   Model    763 
transmitters    having    errors    of   -2    to   -37.  at    ealibr    span 
Bechtel    corresponding   u/C-E    to   determine    impact    of    design 
mods    to    transmitters 

VAN  BRUNT.E  E  Arizona  Public  Service  Co  B4/03/16  BI8HOP.T  H 
Division  of  Resident, Reac tor  Project  &  Engineering  Programs,  3pp 
22322  010,  34X  Fiche  50-520, B4/03/16,  8403300096 


6403120069  Final    Deficiency   Hept  DER    33-10    re    main   steam   relief  valves 
supplied    by    C-E  A   mfg    by    Dresner    Industries    eiceadlng 
specified    57.  falaudaun    1  imi t.  Initia  1  ly   reported    an  8302SB 
Deficiency    determined    not    r«portanl«   per    10CFRSO,  33(e> 
VAN   BRUNTjE  E        ArUona   Public  Service   Co         B4/02/23        BISHOP,  T.  H 
Division   of    RasidentiReacSor    Project  Si   Englneerinp    Programs         4pp 
E3391     129.        24X   Fi  che.  BO-32B.  B4/02/2B,  8403120069 


B4033000aO  Hev    1    to    final    Deficiency    Rept   DER    BK-46   re    ITT-Barton 
pressure    transmitters    supplied    by    C-E   failing    to   meet 
overpressure   requirements    Initially    reported    on   820324   Also 
reported    per   Part   21 

VAN   BRUNT.-E  E        Ar  lions   Public   Service  Co        S4/O3/19.       BISHOP- T  M 
Division   of   Resident,    Reactor  Project   t  Engineering   Program!        7pp. 
32B22.  171        24X  Fiche   30-528,04/03/19,0403300020 


8403:130*49  Potential    Deficiency    Kept    DER   B3-64    re   Target   Rock    pressure 
relief   valves    falling    to   meet    prerequisite    teats   Final    rept 
dtlayad    until   840402 

VAN  BHUNT.E  E  Arizona  Public  Service  Co  B4/03/2B1  BISHOP, T  W 
Division  nt  Resident.  Reac tor  Project  fc  Engine*rEng  Prog Tim I.  Hpp 
22613  212  2ax  Flcha  SO-32B,  9V02/3B,  6403130449 


V     Operator  Examinations 


9403290236  Forward t    operations    etperlence   base, cons  1  sting    of    eiperlinct 
tablBi    for    presently    licensed    personnel    Inadequate   number    of 
per«onnel   meet   6-uik    hot    participation   enperience 
req.uirament 

VAM  BRUNT, E  E  Arliona  Public  Service  Co  84/03/23  DENTQN, H  R 
Office  of  Nuclear  Reactor  Regulation.  Director  17pp  33BOO  S3b 
2-VJC  Fiche  30-339,64/03/33.6403290236, 


DOCKETED  ITEMS 


DOCKET    90-337   CLINCH   RIVER    BREEDER    REACTOR 

A     Application/construction    stag*   document*   h    correspondence 

8403090219  Forwards    applicant    re*pon**s    to   Comminlon  SI  1824   order,  cm 
bihalf    of  Project   Mgt  Corp   &    TVA 

CHIPHAN.Q   L         Energy.     D»p  t       of         82/01/IB         PAULADINO.N    J    , 
OILINSKY.V   ,    ROBERTS,  T  F        Commissioners         lOlpp        22574:149        24  X 
Fichfl    SO-S37.  82/01/18.8403090817 

8403080014  Partial    response    to    FOIA   request    fop    seven  catBgorlei    of 
documents   rt  NRC   regional!  tatlon    program   App    A    documents    In 
PDH,  Review  of    remaining    documents    ineomplet* 

FELTONrJ  M        Division   of    Rule*   and   Record*        83/12/16         LOWENTHAL,  J 
Nuclear    Information   tt  Resource  Service        3pp         22473  318,       24X 
Flchi,  30-000.  B3/lS/li>,  84Q30200I4 

—  8403020091    Informs    that  MK  Udall    Subcommltts*    on  Energy    fc  Environ 
mark»d-up   ti  reported    19B4-B3  NflC   author  liation   bill    to 
Interior  Committee    for    Future   consideration  NRC 
authorliation   bill    H  fi   291O  ti  830420  amends    tncl 
KAMrteRER,C        Offlc«    at   Congressional   Affair*        S3/04/2O 
PALLADINO,     OJLINSKVj     AHEARNE      Commissioners.        llpp         22493   32* 
24X  Flche    90-000.  B3/12/16.  3403020014 


B4O3 190047    Informs    of    receipt    tt   consideration    of    040303   petition    for 
Commission   rovlew   of    ALAD-76I    re    ritadmitt  1  ny    intervenor*    to 
proceeding    Staff    prepared    to    File    brief    addressing    iiiuei     In 
event   Commission    grants    petition    for   review 

THEBY,  S   A        Hearing    Drancti    1         B1/03/15        CHILK,  3   J        Office    of    thr 
Secretary    of    the    Commission  lp          S366£i    230         ?4X 

Flche    3D-337.G4/03/13,  H4O3190O47 

8403190120    Aniuei-    to    applicant    petition    for   review    of  ABLD   840227 
memorandum  1  order    re    CRBR    LW^    proceedings    on    *ite    radrm* 
plan    Intervenort    main    concern    li    that    redren    be    rapid    V 
ef  furtive    W/Cer  til  f  Itate    of    Svc 

FINAMOrt£.B    A         Natural    Resources     Defense    Council          FINAMOflE,  D   A 
Sierra    Club         fl4/O3/O  Corral  iiiotien  lOp          22666    29A          21X 

FichB    50-S37.B4/03/1S.  B403190130 


DOCKET    30-33B    MeWPHIB    STATe   UN1V      RESEAffCH   REACTOR 

H      Periodic    operating    reports    &   re  la-ted    correspondence 

S4032300iO    "Annual    Rept    of    Nuclear    Reactor   Opera* Inns, 1933    "    W/B40317 
Itr- 

JONES,  D   M    .     DIETZ.R    L         Memphis    State    Unlv    ,    Hemp  Mi.    TN         83/13/31 
lapp.       S2730'234         24X   Fichn    50-538,83/13/31,3403230060 


B4030B0070  Forwards   Page    19    Inadvertently    omitted    from  840227 
transniittil    of    draft   CRHR    plant  redress   plan.  Related 
correspond»nca. 

QR088.  P   J        Energy-    Dopt      of,     Clinch   Rlvir   Breeder   Reactor   Plant 
84/03/02        KINO.T        Clinch    Rlv»r    Breeder   Reactor   Program   Offlci 
2pp        22359   263.       24X   Fiehtr    30-537,84/03/02.3403080090 

8403060337  Forward*    "Site  Redress  Plan    "   Minor    clarification*   *• 
corrections    to    draft    plan    submitted   840S27   made    in   reipons* 
to  NRC   comments 

OAVIOANiF  X        Enargv    Dept      of        84/03/09        KINO.  T        Clinch   Rlvar 
Braider  Reactor  Program  Oftltt        lp        22319    169        24X 
Flehe-  30-337.  84/03/09.  8403060397 


DOCKET  8TN-SO-S44  MARBLE   HELL    NUCLEAR    STATIPNi     UNIT    I 

A      Appl  lea  I;  loti/i  instruct  ion    it  age    document  i    ft   t  arretp  ondenct 

B 4030 BO 179  Fourth    partial    response    to    FDIA   request    for    ilx    CiitegoTi*! 
of    document*   re    Facilities    Forwards   App   A    document*    App    9 
document    entirely   withheld    (ref  FQIA   Exemption    31    Rivleu   of 
addl    document*    subj    ta    rettueit   contliutng 
FELTON,  J  M        DlvUion    of    Rul.i    dud    Recordi         84/02/13        ANDERSON,  3 

Oarvig,     BcAubert.     Arfdmt    t.   Darer         7pp         22383   226        24X 
Fiche    90-000,84/03/13,0403000179 


—8-103060340    "Situ  Ridres*    Plan    " 

*      Energy,    Pept      of        84/03/31         36pp 
Ficha    30-S37,  B4/03/03,  B403060337 


82319    170        24K 


840323081A  AN  A9SES8HENT  OF  CRBR  CORE  DISRUPTIVE  ACCIDENT  ENEROETIC8 
THEOFANOUS,  T  0  ,  BELL,C  fi,  Loi  Alamos  Scientific  L*bor«torij  FIN 
A-7271  NUReO/CR-3224  04/03/31  Clinch  River  Breeder  Reactor 

Program  Office        43£pp        Available    at   NRC        *B   SO        2274O;  Q01.      S4X 
Fiche.  90-937,04/03/31,0403230216 


F      Security,     medical,     e^nergencij    &s    fire   protection    plani 

3403120058   Motifiel    of   B4O323   uorkshup    on    fin    protection    xa f e 
shutdown    requlreme-nta    of    1OCFR&0,  App   R    in   Oo»enion.t,  1L    Co 
dlBCH*s    IE    Info  Notice    84-OT   tt   provide    *dil    ihutdniun 
analyies    i/or  mod    guidance. Agenda    enel 

apE0SARD.fi    L        Division    of    Emergency    PrtparBdneii    (<  Opsrat lon*l 
Support         34/03/06         EKIELD3. S   H         Public    Bervlcf    Co      of    Indiana, 
Ini         3pp         223B6   HB2        24X    Fiche    30-344,  B4/O3/OA,  8403120050 


0     Adjudicator^    correipondence 


Inspection    reports,     IE    Dulletlni    &    correspondence 


B40303006B  Hemorindum  tt  order    denVlng    appeals    of   A8LB  determln'tlcm 
to    limit    Intervenor    participation    In  proceeding*    on  remand 
to    limited   appearance    statement,  Opinion   of    Dr   John  ton   »nc  1 , 
TOMPKINSi  0  A        Atomic   Safitu    and   Licensing    Appeal    P»n«l         B4/O2/29 
16pp        22490    164        24X   Flche    3O-937r 84/02/29.  9403030040 

3403020100  Forwards   Page    19    of   CRPR   program  redress    plan,  inadvertently 
omitted    from  840227    tranimlttal    Certificate    of    Svc    end 
EOOAR.O  L.       Newman   (.  Holtiinger        EDOAR.O  L        Project   Manan»«»nt 
Corp        84/03/01        MILLER, M  E   .    HAND,  C.  .    LIN£NBERCER,  Q        Atomic    Safttij 
and   Llcsnilng   Board    Panel,       9pp        22442,096        E4X 
Fiche,  30-937.  B4/03/O1.  84030E01OO. 


B401190073    IE    Info   Notice,    Sfl-13,     "Potential    Deficiency    in   Motor 
Operated   Valve  Control    Circuits    &   Annunciation    "    Svc    ll*t 
oncl 

JORDANiE   L        Division    of    Emergency    PrepareiTneis    &  Engineering 
Response    IF  Bit   B301O3*         B4/O2/SS  Consolidated    Ed  lion    Cfl      of   New 

Vork.     Ine         119pp         S290?   H39,       24X   Flche    &0-OOO-  B4/02/28,  040119007? 

H4O209O007    IE    Info   HntlCB    B4-14,     "Hijhllght'i    of    Recent    Transport 
Regulatory    R*vi    by    DOT   &    HHC    "    Svc    list    end 

ORACC.J   M        Diviiinn    of    OA.     Gafeguardi    d    In tpec t ion  Program*    CPoi t 
S301O3)         Qfl/03/OB  Consol  I  datvd    Edison    Co      of   N«-u    York,      Inc, 

ISOpp         ?2382  3B9         24X   Flthe    50-000, B4/O3/O2, 0402090007. 


6-4030600BB  Petition    for  review   of  Appeal    Board   B4O227  msmorandum   ti 
ordar   readmitting    intervinors    to   proceeding*    Intsrvinor 
participation  will    protract    proceeding    for    project  which    is 
terminated.  Certificate    of   Svc    oncl 

EDOARiO.L        Project   Han»)em»nt   Corp        LUCK.  W  D        Enirgy.     Dept,     of, 
84/03/09,       4pp        22316  349        24X  Fiche    30-337.34/03/08,3403060082 

8403090036  Forward*    final    CRBR    site   radresi   plan    for   revlvu   5-   approval 
Related    correspondenc*  W/o    end 

OAUICAN.F.X.       Energy,    Dopt      of        84/03/09.       KINOi  T        Clinch    River 
Breeder  Rsactor  Program  Office        lp       22379.349       S4X 
Flche,  90-337.  B4/03/09.  840309005A 

8403090086.  Confirms    that  ASLB    Intandi    to   vacate   n-otici   of    B403I4 
conference  &  reschedule    later    date    due    to    dfrlay    In    funding 
for  reviiu  af    redress   plan   t   postlble    lack    of   avallebllitu 
of  one  ABLE  member.  Certificate  of  Svc   enel 

EDOAR.O, L.      Newman  &  Holtiinger       EDOAR.O. L       Projact  nanagemtnt 
Corp        84/03/08,       MILLER,  M.  6    .    HAND.  C,  >     LlNENBEflOER.O        Atonic    Saftty 
and  Licenfing    Board   panel.       9pp,       82379:320.       24X 
Fiche-  30-337.  84/03/08.  B403Q9QOB6, 


8402090008    IE    Info   Notice   84-14-     "Failure    of    Automatic    Bprinkjir   But 
Valvm    to    Operate."    Svc    11  it    end 

JORDAN.  E  L,       Division   of    Emergency    Pr*P*r«jin*»«    d  Engineering 
Response    (Post  8301O3).        B4/O3/02  Cgnio 1 1  dated    Edltnn    Co      af  Nau 

York.     Inc         122pP         22S33  09B        24X    Fiche    30-000, 64/03/02,  B40B090000 

B  402090009    IE    Info  Notice    34-19.     "  Report  In  ff    of    Radiological    Relenei    " 
Svc    Hat   end. 

JORDAN, E  L         Division    of    EmerBBTicw    Preparedness   k  Engineering 
Respnnsi    <Post  8301031         B4/O3/O2  Consal  I  <Ta.t*d    Edlion    Co      of   New 

York,     Inc         119pp         22393217        24X    Flehe    30-000,84/03/02,340209000'? 

B4O2090O11    IE    Info  Notice  34-17,    "Proolnns   H/Ll^uid   Nltrogan   Coollnfl 
Components   0»lou  Nil    Ductllitu   Temp    "   Svc    tut   encl 
JORDAN, E   L        Division    of    Emergency    Preparttfnet i    k   Engineering 
Responoe    Cfost  830103)         B4/03/OS  Consalldatad    Edlion    Co      of    New 

York,     Inc,        I17pp         H2353    336        H4X   Fich»    30-OOO, B4/03/03,  B4020700U 

B40B090O24    IE    InfoHotic*    B4-O9. Rev    1.     "Losions    Laarnetf   From    Inapt    of 
Fin    Protection  Bafe    Shutdown    By*    "    Bvc    Hit    and. 
JORDAN,  E  L        Dlviiion    dp    Enargrnc^    Preparednan    ii  Engineering 
Response    (Post   BP01O3)         B4/03/07.  Consolidated    Edison    Co,     of    Mow 

York.     Inc         llSpo.       22*33    047.       24X    Fit  ho.  30-00-0, 84703/07,  8402090034 
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3402090026    \E    Info   Notice    64-18,     "Stress    Corrosion    Cracking     In   PUR 
SIJE    "    Svc     list    end 

JORDAN. E    L         Division,    of    Emergency    Preparedness    !.   Erg  i  neer  ing 
Response    (Post    3301O3)         84/Q3/Q7  Consolidated   Edlaon    Co      of  tiaa 

York.      3nc          llSpp         225B4     I  Bt>         24X    Flche    50-000,  S4/03/O7,  B4O2O9002B 


B4Q2Q90007    IE    Info    Notice    84-14.     "Highlights    of    Recent   Transport 
Regulatory    Revs    by    DOT    &   MRC    "    Svc     lilt    encl 

SRACE.  J  N        Division    af    QAi     Safeguards   !.    Inspection  Program!    (Post 
830103*         B4/C-3/02  Consolidated   Edison   Co      of   New  York,     Ins 

130pp         22332    329         24X    Fiche    30-000. B4/O3/02,  B4O20900O7 


B4O2090031     IE   Bulletin    B4-O2,     "Failures    of    BE    Type    HFARolaya    in    Use     In 
Cl-asa    IE   Safety    5i|s    "    Svi    Hat    oncl 

DEYQJNQ.R    C         Director's    Office,     Office    of     Inspection    and 
Enforcement        B4/03/I2  Conao 1  idatetf   Ediion   Co      at    Neu    YOF!I,     Inc 

134pp         22923   074         24X   Fiche    30-OOO,  04/03/  1  3,  B4O309O031 


B4Q209COOB    IE    Info    Notice    84-16,     "Failure    of    Automatic    Sprinkler    Syt 
Valves    to    Operate    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post   330103)         81/03/02  Consolidated    Edison    Co      of   Neu 

York.     Inc          122pp          22333    098         S4X    Fiche    30-000,84/03/02,6402090006 


8403190336   Discusses    Dept    of    Labor    decision   re   B3012O  t ordination    of 
electrical    contractor    personnel   &    forward*    notice    of 
via  Id  tioti 

KEPPLER.J   S         Region    3,     Office   of    Director         B4/03/14         SHIELDS.  S   H 
Public    Service    Cn       of    Indiana,     Inc         2pp          22673    IBfi         S4X 
Fithe    30-9*6,  B4/O3/14, 34031902Bi 

— 8*103190294   Notice    of    violation  baaed   on    Investigation    tr    hearing    bg 
Dept    of    Labor    Honiomp  1  ianc  e    noted    die-crimination    by     licensee 
or    contractor   agalnit    employee    for    engaging    in    certain 
protected    activities 

KEPPLEK.JG         Region    3,     Office    at    Director         B4/O3/I4         2pp. 
22i>73    ISH         24X    Fiche    SO-546jB4/03/14.  84Q3110SBI, 

8402090043    IE    Info   Notice  84-19,     "Two   Events    Involving   Unauthorii ed 
Entriea    into   PWR    Rear  tor    Cavitiel    "    Svc     list    end 
JORDAN,  E  L        Division    of   Emergency   Preparedness  i   Engineering 
Response    (Post   B3QIO3)         34/03/21  Conso 1 idated   Edison   fa      of  Heu 

YOT\,     tnc          133pp          22323   229         24X   Fiche    50-000,34/03/31-3402090043 

B4-0209C044    IE    Info   Notice    S4-2O,     "Bvc    Life    of    Belays    in   Saf  •  tj-Re  latei) 
Sys    "    Svc     list    enc  1 

JQBDAN.  E  L        Division   of   Emergency    Preparedness   It  Engineering 
Response     (Post    B3Q1O3)          B4/O3/21  Consolidated    Edison    Co       of    Neu 

Yorli,     Inc          135pp         22933    OO1          24X   Ft  Che    50-000,94/03/2^8402090044 

S      Reportable    o-c  currentes,    LERs   t  related    correspondence 

B493110133  Part    21    ropt   re    status   update    concerning    abnormal    -uear    on 
linear    converters    Teat    program  underu^ij    Result!    of 
investigation    jniHcate    excessive    wear    cauaed    bg    hunting    of 
control    clr<cu  1  trij 

DODSON,  J  P        Pacific    Air    Products    Co        94/O3/O9  Dlre-ctor'a 

Office,     Office    of     Inspection    and    Enforcement         7pp         22684    O&3         24X 
flchE    5O-QCQ,B1/03/09.B4031-1O122 

B4O3270S19  Part    21    rept   re    broken  contact    carrier    in    control    device    of 
7    5    IV-IS    kV.  500-750   MVA.  5    IV   350-3,000   tc   all    HKV    circuit 
breakers    Inltiallij    reported     an   B30223   Addenda    to 
installation   t,  malnt    procedures   sent    to   affected    units 
EWALL,  B  D        Brauin    Oover*    Corp       (subs      o-P   Broun   Baveri    &  Co    ,     Ltd    > 
64/03/19  Record    Services    Branch    (Document    Control    Disk).       5pp 

23773    114         24X   Fiche    50-000, 84/03/19,  B40327O219 


3402090009    IE    Info    Notice    B4-13.     "Reporting    of    Radiological    Reliant    " 
9vc    11  st    -end 

JDRDrtM. E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response     (Pnat    8301O31          B4/O3/02  Cnnlol ida ted    Edison    Co      of    Htu 

York.     Inc          H9pp          22593    217         24X    Fiche    90-000, 64/03/02, 8102090007 

B402090011    IE   Info   Notice   B4-17,     "Problems   U/Liquid    Nitrogen    Cooling 
Component*    Gelou  Nil    Ouctllitif  Temp    "   Svc    list    eticl 
JQflDAN,  E  L        Division   of   Emergency   Preparedness    t<  Engineering 
Response    (Post   930103)         84/03/09  Consolidated    Ed  i  ion    Co      of   tlfu 

York.     Inc          1 17pp          32353    33d         24X   FlthB    50-000,84/03/03,0402090011 

8402090024    IE    Info    Notice    B4-Q9i Rev    1,     "Lessons    Learned    From    Inspa    of 
Firs  Protection   Safa   SSubdoiun   Sijs    "   Svc    list    encl 
JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Pnat   8301031         B4/03/07  Consolidated   Edison   Co      of    N<u 

York,     Inc         HBpp         22&3S  049        24X   Fiche    90-000,  B4/03/O7,  3402090024 

B40207O02B   1£    Infn   Notice    B4-1B,     "Stress   Corrosion   Cracking    In  PWF! 
Sgs    "  Svc    1 1st    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness    &   Engineering 
Response    <Post    B30103)          B4/03/O7  Consolidated    Edison    Co      of   Mau 

Yorltf     Inn          HHpp          32584    1B6         24X   Fiche    90-000,  B-V/03/07,  B402090023 

B10209Q031    IE   Bullatin   04-02,     "Failures   of   GE  Tgpe   HFA  Relays    in   Use    In 
Class    IE  Safetij   Sgs    "   Svc    list   encl 

DETOUNG,  R   C         Director's   Office,    Office   of    Inspection   and 
Enforcement        64/03/12  Consolidated   Edison   Co      of   Neui   Yori.     Tnc 

I34pp         22B23    O74         24X    Fiche    30-000, B4/03/ 12,  B403090031 

B40319O36&  Dlccuases   l>ept    of   Labor    decision   re   B30120   termination  of 
electrical    contractor    personnel   &   forwards    notice    of 
vl o lat  i  on 

KEPPLER.J   0         Raglan    3,     Office    of    Director         B4/O3/14         SHIELDS, S   M 
Public    Service   Co      of    Indiana,    Inc        2pp        22673    1B6        24X 
Fiche    50-346,  B4/O3/ 14,  0403190206 

—940.3190294   Notice    of    violation  based    on    investigation  &   hearing   by 
Dapt    of   Labor   Non-camp  1  lance    noted    discrimination   bg    licensee 
or   contractor   against    employee    for   engaging    in    certain 
protected    activities 

KEPPt-ER,  J   O         Region    3,     Office    nf    Director         04/03/14         2pp 
22673     IBB         24  X    Fiche    50-946, 34/03/14,  B403190286 


DOCKET   STH-50-S47   MARBLE   HILL    NUCLEAR    STATION.     UNIT    2 

A      Application/construction    stage   iJ-ocufnoti t i   &    correspondence 

Q4O30BO179  Fourth    partial    response    to  FOIA  request    for    ail    categories 
of   documents    re    facilities   Forwards    App    A  documents   App    fl 
document   entirely    ultnheld    Iref   FOIA  Exempt -Ion   5)   Review   of 
addl    documents   subj    to  request  continuing 
FELION, J  M        Division   df    Rulea   and    Records        34/03/13        ANBER80N.S    I 

Qarveij,     Schubert,     Adams    '.   Oarer         7pp         S2S03   33t>         24X 
Fiehe    3O-000.  B4/02/ 13,  S403OS-0179 

F      Sacuritij-    medical,     emergenEij    t<  fire   protection   plans 

B40313005B  Notifies    of  84O333  uiarkshop    on    fire    protection    safe 
shutdown   rBiiulremcnts   of    lOCFRSOr Ajip    R    in   Rosamantj  1L    to 
discuss    IE    Info  Notice  01-09    h  provide   addl    shutdown 
analyses   tn/uT   mod    guidance  Agenda    encl 

SPESSrirfD,  R  L        Division    of  Einergencg    Preparedness  1  Operational 
Support         S4/Q3/06         SHIELDS, 9   H         Public    Service   Co       of    Indiana, 
Inc         3[>p         223S6   233         24X   Fiche    30-346.94/03/06,8403120058 

0      Inspection  reports,     IE    Dullctlns   d    corresponilence 

e-101190072    IE    Info  Notice   64-13.     "Potential    Deficiency    in   Motor 
Operated   Valve    Control    Circuits  b  Annunciation    "   Bvc    lilt 
encl 

JORDAN.  E  L        Division   of    Emergency    Prepar  nines  i    b  Engln»*rinfl 
floaponae    (Post   3301031         84/02/33  Contnl  Ida  tad   Edison   Co      of  New 

YorH,     Inc          llSpp         22909    239         24X    Flcht    90-ODO,  B4/€a/28,  B401 L9007S 


840S09O043    IE    Info    Notice    B4-19,    "Tyo   Events    Involving   Unauthorized 
Entries    into   PWR   Reactor    Cavities    "   Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency   Preparedness   d  Engineering 
Response    (Post    B301O3)         84/03/21  Cnnaol idated    Edison   Co      of  N«u 

York.     Inc          133pp          22023   S29         24X    Ficho    30-000. 84/03/31,  94020900-13 

3402070044    IE    Info    Notice    B4-2O.     "Svc   Life    of   Relays    in   Sflfftty-Relatail 
QLJS    "   Bvc    1 1st    encl 

JDKDftNiE   L        Divlaion    Df    Emergency   Preparadness   Si  Engineering 
Response    CPost    03010-3)         94/03/21  Consolidated   Edison   Co      of  N«u 

York,     Inc         135pp         22933   001        34X   Flche    50-000,94/03/21.9402090044 

S     R«portable    occurrences.     LERs   It  related    correspondence 

B4Q3H0123  Part   31    rept   re    status   update    concerning    abnormal    uear   on 
linear    converters    Test    program  untferuay   Results    of 
investigation    indicate    excessive   iiiear   caused    by    hunting    of 
control    circuitry 

DDDBON.J   P         Pacific    Air    Products    Co         94/03/09  Director's 

Office.     Office    of    Inspection    and    Enforcement        7pp        23624   068        24 X 
Fiche    30-000.  B4/O3/O9,  B403140122 

B4Q327Q219  Part    21    rept   re    broken   contact   carrier    in   control    device  of 
7   5    liV-19    kV.SOO-730  MVA,  3   kv  390-3,000  *>  all    HKV  circuit 
breakers    Initially   reported    on  B30223  Addenda    to 
installation   fe  ma  Int    procedures    sent    to  affected    units 
DUV/iLLi  D  D        Broun   Dover!    Corp      (subs      of   Broun   Dover  I    b  Co   .    Ltd    ) 
B4/O3/19  Record    Services    Branch    (Document   Control    Desk)        5pp. 

22772    114         24X   Flche    30-000,  B4/03/19,  8403270219 
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DOCKET   STN-30-333   PHIPFS   BEND    NUCLEAR    STATION,     UNIT    1 
F      Security,    medical,     emergency    &   fire    protection    pi  am 

B4O3160343  Extends    Invitation    to   attend    region    B4O316  uor tshofi    at 
regional    ofc    to   discuss    IQCFRSOiApp   R   requirement!    !<  recant 
results    of    imp    to    help    resolve  misunderstandings   associated 
in/requirements 

LEWIS, R   C        Division    of  Project  &   Resident   Program!        B4/03/OS 
PARRIS.H  0        Tennessee   Valley    Authority        2pp         B26M   OB3        SAX 
Fiche    30-000.  84/03/02, B40316O343 

9      Reportable    occurrences,    LERs    b  related    correspondence 

a 403330033  Follouup    Part   SI    rep-t   re    nuclear   valve/actuator    stroking 
time   possibly    lengthened    beyond    IS   *   uhen    using 
hydrocarbon-based    lubricants    Lfs    to   affected    otll*   encl 
WILSON, A  K        Henrg    Pratt   Co         B4/O3/QB        KEPPLEH. J  S        Region  3, 
Office    of   Director         6pp          33730   306         24X    Fiche,  30-OOO,  Q4/03/OB, 
B4O323Q02B 

B403270217  Part   21    rept   re    broken   contact   carrier    In    control    d«vic«   of 
7    5   kV-18   W,  300-730  MVA,  3    kV  390-3,000  i.   all    HKv  circuit 
breakers    Initially    reported    on  83O2H3  Addenda    to 
Installation   &   maint   procedures    sent    to   affected    units. 
DUVALL, D  D        Broun   Boverl    Corp,     (subs      of    Broun    Boverl    b  Co   >    Ltd    ) 
84/03/19  Record    Services    Branch    (Document    Control    Desk)        5pp 

28773,114        24X   Fiche    30-OQOi  B4/03/19,  B403270219 


DOCKET  STN-SQ-S34   PHIPPS  BEND  NUCLEAR   STATION,    UNIT  a 
S      Reportable    occurrence*.    LERs    &  related    corps spondHnce 

0 4O 32 3003 9  Follouup    Part   21    rept   re    nuclear   valve/actuator   stroking 
time    poisibHJ    lengthened    beyond    13    s   uihen   using 
hydrocarbon-based    lubricant!    Ltr*    to  affected    utlli    encl 
WILSDN,A  K        Henrg    Pratt   CD         B4/Q3/OB        KEPPLER.  J  O        Region   3, 
Office    of   Director.       6pp         23730  3O6        24  X   Fiche    SO-OOOi  B4/Q3/OB, 
0403230028 

3403270217  Part   21    rept   r*    broken  contact    carrier    In   control    device   of 
7,5    fcV-13   HV,  300-730  MVA,  3    kV  330-3,000  &  all    HKV  circuit 
breakers    Initially    reported    on   830233  Addenda    to 
Installation   &  malnt    procedure*    lent    to  affacted    units, 
DUVALL,  D  D        Drown   Dover!    Corp      dubs      of   Broun    Doverl    &  Co   ,    Ltdl    J 
84/03/19  Record    Barvicen    Branch    (Document    Control    Ditk  )         Spp 

2H772    114        24X   Fiche    SO-000. B4/03/1"?,  8403270219 


DOCKET  STN-SO-336   BLACK  FOX   STATION-     UNIT    I 

A      Application/construction    stage   documents   h   correspondents 


— B3O309Q3OA    Requests     advice     re    fee    assessment    cutoff    date    for    r»actoi 
CP    it    OL    applications     that    are    mi  thdraiuni  denl  ed,  suspended  , 
cancelled1    or    postponed 
MILLER. W    0         License    Fee    Management    Drancn         83/05/04         FONNER-fi    L 

Office     of    Ue    Executive    Legal    Dir actor         3pp         22446    315         24X 
FICho     50-000,84/01/67,3403010030 

B4O32301H6  Requests   rec  on*  1  rferat  Ion    of  B01009    split   vote    to    release 
Reed  Rept   &   Sub-Tasi    Force   Repts    Return  of   repts   requested 
Separate    vieus    nf   Commi  ss  i  oner  Hendrle   t.  Certificate   of    Svt: 
encl 

EDOAR-O    L         Newman   tt    Haltilnger         EDOAff,  Q   L         Oenerdl    ElecCMc    Co 
DSD    073         84/03/23         PALL  AD  I  NO,  N   J    .     ASSELSTINE,  J   K   ,     ROBERTS,  T   M 
CommlSE  loners          llpp          83743   061          31 X    Fiche    50-336. B4/03/ S2, 
8403330  1  36, 


DOCKET   8TN-SO-337   BLACK    FOX    STATION,     UNIT   2 

A      Application/construction    stage  documents   &   correspondence 

6403080177  Fourth    partial    response    to  FOIA  request    for    511    categories 
OF    docirmant*    re     facilities    Forwards    App    A   documents    App    B 
document    entlrelV   withheld     (ref  FOlA  Giemption   S)   Rtvicu  of 
addl    docum«r>ta    subj    to    request  eontinulns 
FELTQN,  J  M        Oivision    of    Rules  and   Records        84/02/13        ANDERSONS   I 

Qarvey,     Schubert,     Adams    fc    Barer         7pp         22363   226         24X 
Fiche   SO-000,  B4/03/13,  B4030B0179 

—  B102200Q29   Forwards   action    plan   for   resolution   of   non-TMI    issues    for 
pending    CP/mfg    license    app  1  Icat  loni,  par  Ofc    of  Nuclear 
Reactor   Regulation    approach    to   resumption   Of    licensing 
Sdfstij    evaluation    inputs    should    be  provided    by  SlOdrOl 
EISENHUT,  D    0         DivijiOn     of    Licensing         BO/1S/31         VOLLMER,  R 
Division    of  Engineering          lp        223B3  277        24X 
Fiche    50-000,64/02/13,  S4O30S0179 

O      Ad  judica  tory    correspondBrc  e 


S4O3010030   Third   partial    rB5pon»e    to  FOIA   request    for   in    cate-gories 
of    dacumen  ts    re    Facilltij    Forujardi   App   A  documents  App   A 
documents    also  placed    In    PDR    App    0   documents  will    be   placed 
in   PDR    upon    request  ftevieu   continuing 
FELTDN.J  M        Division    of    Rules  and    Records        84/O1/17        ANOERBDN.  S    I 

Oarveu,     Schubert,    Adams    (<   Darer        4pp        B244A  293        24  X 
Fiche    SO-000.  fiq/01/ir,  B4O3O10050 

—  BB1107001G  AJvlie»    that    branth  will    wait    to   determine    ojhat   action    uti 
plans    bo    take    in    response    to  ASLB   B2061B   order   b«fore 
collecting    prof    NRC    hours    &   contractual    costs  1  billing    utll 
for   review    of  withdrawn    application 

MILLER,  U   O         License    Fee    Management   Branch         B2/10/O4  License 

Fee  Management    Branch          lp        S2446  323        24X  Fiche    50-000,34/01/17, 
fl4O3(HOO50 


8403OBO177  Fourth    partial    response    to   FOIA  mquest    for    six    categorii* 
op    documnnts    re    facilities   Foruards    App   A   document*  App    B 
document    entirely   withheld    <rel"  POIA  Exemption    3)    fievium  of 
addl    documanti    subj    to    requeit    continuing 
FfLTON,J  rf        Division    of    Rules    and   Records        B4/03/13        ANDERSON, S    1 

Garvey,    Schubert,    Adams    &  Barer        7pp.       223B3   2H6        24X 
Fiche    30-000,  B4/OH/13,  B4030S017? 

— B1O32Q0031?  Forward*    action   plan    for    resolution    of    non-THI    Issues    For 
pending   CP/mfg    license    app lication», per   Ofc    of  Nuclear 
Raactor   Regulation   approach    to   resumption    of    licensing 
Bafstij    evaluation    Inputs    should    be   provided    bg    BlOiOl. 
EIBENHUT,  D,  0.       Division    of    Licensing         BO/12/31,       VOLLMER,  R 
Division   of   Enolneeririo         lp        22SB3' 277        24X 
Fiche    80-000,64/02/1X840308017'? 


— B30S09030i  flequests   advice    re    fee  assessment   cutoff  date    for    reactor 
CP    It  OL    applications    thjt    are  uiithdraiuni  denied,  suspended, 
cancelled]    or   poatponetf 
MILLER-  W  O        Llcunse    Fee    Management   Branch        B3/O3/04        FQHNER,  R  L 

Office    of    the   Eiecutlve    Legal    Director        3pp        32446   319        24X 
Fiche    SO-000,B4/Ol/17i  84O3010050 

B40323O186  Request*    recons i deration   of  80100?   split  vote    to    rtleat* 
Reed   Fept    tt  Bub-Task   Forca   Rept*   Return   of  repts   requested 
Separate    views   of    Commlisloner  Hendrle  J,  Certificate   of   Svc 
oncL 

EDOARfO  L        Neuman    &  Holtclnger        EOOAR.  0  L        General    Electric   Co 
DBB    O73         B4/03/2S         PALLADINO.N   J    ,     ASBELBTINEi  J   K   ,     ROBERTS,  T   rl 
Commissioners         llpp        22:743    O61        34X  Fiche    SO-336rB4/03/2S, 
0403230186 


O.     Ad judica tor y    correspondence 

B4O3O1O030  Third    partial    respond    to   FOIA  request    for   sil    categories 
of    documents    re   facility,  Forwards   App   A  documents,  App    A 
documents   also    placid    in    PDR    App    B    document*   mi  11    be    placvd 
In    PPR    upon   request   Revliu   continuing 
FELTDN.J.M        Division   of    Rules   and   Records        84/01/17        ANDERSON,  S    1 

Oarveu,    Schubert.    Adams    &   Bjirer,       4pp        52446   273        24X 
Fl  Che. SO-000,  S4/01/17,  B403010030 

— BSI1O90010  Advises    that    branch  mill    uieit    to    determine    uhat    action    uC 
plans    to    tak*    In    response    to  ABL-D   820618   order    bafort 
ecillectino   prof   NRC   hours   &  contractual   costs   &  billing   util 
far    rivleu   of   uiithdreun    application 

MILLER,W  0.       License   Fee  Manaaement   Branch        82/10/04  License 

Fee   Manaoement  Branch.       IP        32446:323       B4X  Fich»  SO-OOO,  B4/OI/17, 
B4Q30 10030 


DOCKET    STN-SO-Wfi  VELLDW  CREEK    MUCLEAR  PLANT,    UNIT   1 
F      Security'     medical,     emergencij    &   fire   protection   plans 

6403280333   Advlset    that   NIC    ut]l    not  review   emergency   plans    to    delete 

privacy    or    proprietary    info    unless  specif Ically    requeited    by 
license, per   B1070"?    Oene-ric    Ltr  81-27  W/o  request,  entire 
plan   will    be    placed    in    PDR 

KNiaHTON.Q  U        Liceniina    Branch  3  84/03/07        PARRIS,  H  0        Tennessee 

Valley    Authorit«         3pp.       SS7B1}  341  24X  Fiche' 80-566, 34/03/O7, 
0403260233 

B      Reportsbls    occurrences,     LERs    &  related    correspondence 

B40327OH17  Part   31  rept  re   broken  contact  carrier   in  control    device  of 
7    3    (rV-13    fcV,3OO-7SO  MVAi  S    !<V   390-3,000  t,   all   HKV  elriult 
briaken    Initially    reported    on  930223  Addenda    to 
installation  &   mafnt   procedures    sent    to   affected   units 
DUVALL.  D  D        Broun   Boverl    Corp,     (sub*      of    Brown  Boverl    &  Co   ,     Ltd    ) 
84/03/17  Record    Service*    Branch    (Document  Control    Dtst  )         3pp 

3H772    114         24X  Flcfis   90-000,34/03/19,8403270219 
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DOCKET   STII-5O-5&7   YELLOW   CREEK    MUCUEAR   PLANT,     UNIT   2 
f      Security,    mBdlcalj     emergency    t*   tire    protection    plans 

B4032BO233  Advises   that  NRC    ul  1  ]    not  revlEu   emergentij    plans    to    delete 

privacy    or    proprietary    info   unless  spec  1 1  \  ca  I  li|    requested    by 
license, per    B 10709    Generic    Ltr    Bl-27   H/c    requt st, ent ire 
plan  Dill    be    placed    In  PER 

KMICHTQN.Q   W         Licenitng    BrancK   3  34/03/07         PARR1S.H    O         Tennessee 

Valley    Authority         Iff          22709   341  24X    Ftche    30-5W,,  al/03/O7, 
8103260233 


6103070336   Forwards    IE    Insp    Rept   70-OO27/84-03    on    B40124-27    No 
violations    or    deviations    identified 

STOHR.J  P        Division    of   Emergency   Preparedness   (•  Materials    S»f»tij 
84/03/33         ECKEBT.J   P         Babcoct    t.   WHcoi    Co          Ip         22346   329 

— 8403070338    IE    Imp   Rept   70-0027/81-03  on  840124-27  No   none  ompl  lance 
notod    Major    areas    inspected   mgt   of  mat]    control    *ys    & 
internal    control    Details   withheld    (ref    10CFR2  790  &   73  SI) 
JONES- D  U        Region   2.    Office   of   Director        MCALPINEjE  J        Division 
of   Emergency    Preparedness    &   Materials   Safety        B4/02/13         Ip 
32516    329 


5     Re  par tat  la    occurrences,-    LERa   &   related    c orreipondent e 

6403270219   Part    31    reft    re    brolen    contact    carrier    in    control    device    oF 
7    5   kV-13    kV,  300-730    HVA.  5    W   3SO-3,  OOO   t    all    HKV   circuit 
breakers    Initially    imported    on   330233  Addenda    to 
installation  K  main*    procedures    lent    to   Affected    units 
EUVALLi  D    0         Brown    Dc-verl     Corp        [subs       of    9romn    Boveri     t    Co    .     Ltd     ) 
Bfl/03/17  Rtcord    Services    Branch     (Document    Control    Desl)          3pp 

22772    114         24X    Ficne    30-000.  B4/03/  19,  B40327O217 

DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 

DOCKET   70-C027   DAHCGCK    b   WILCBX    CO    ,     LVNCHBLRO,     VA 

9401240304    Ack    receipt    of   B3I214    Itr    informing    NRC    of    steps     taken    to 
correct    violations    hated     In    IE    Insp    Rept    7O-0027/B3-19 
Q'HEILLY.J   P         Region    2.     Office    of    Director         B4/OI/JO         ECKERT,  J   P 
Wilcqi    Cd          Ip         21909    237 


—  B401240315   Responds    to   NRC    831113    UT    r-e   violations  noted    In    IE    Insp 
Rept    70-0037/03-19    Corrective    action*    sijs    of    notification 
established   uihen   byproduct    license   certification   requested 
ti  health    physicist    added    to    radiation   control    staff 

ECAERT.  J    P         Hancock    t,   Ulltoi    Co         B3/12/14         O'REILLY,  J    P         Region 
2,     Office    of   Director-         Bpp          2190?    23B 

8403020'lii7   Application    for    amend    to    License    ENM--12.  revis  1  ng    Section 
IV  re    Fund^nenta 1    nuclear   matli    control    plan    to    provide 
production    icrteduling     FleiihlHty     for    research    reactor     Cual 
Amend    Fes    cn.cE 

*      Dabcocl    b   Hi  KOI    Co         S1/01/31          DRCUN,U    B         Fuel    Facility 
Safeguard's    Licen-aing    Branch          Ip         22491    134 

8403050197   Request's    all    torre  ipondence    diitribJtod     to   NHC    regional 
ofc    re    SNtl   matl    control    It   accounting   6    physical    protection 
Correspondence  uiill    enable   mere    timelj    iuareness    op   issuies 
that   nav    eJiit   u/regional    ofc 

BRDtJN,  W   G         Fuel    Facility    Safeguards   Licensing    Branch          04/03/07 
REGAN,  W         Cabcoclr    &   Wllcoi    CD         2pp          32S2B    193 

B1030701 4t   At  fc    receipt    of    830709.1007    !.    1214    Itr*    Informing    WRC    of 
itepi    taken    to    correct  violations    noted    In    IE    Insp    Rept 
70-0037/33-14 

STOHR-,  J   P         Division    ot    Emergency    Preparedness    &   Materials    BiPeiy 
34/02/03         ECKERT.  J1   P         Babcocli    &   Mllcoi    Co          Ip         32317    267 


B4O303Q361    Responds    to   84O131    t  0216    Itrs   re   Ontario-Hydro   scr»p 
processing    contract   B&U  uill    composite    Isotoplc    lamples    of 
dlssolver-   solution   on  U-uieightedi  dal ly    basis   &   asiay    each 
composite   for    U-233 

BROWN, W   B        Fuel   Facility    Safeguards  Licensing    Branch        64/02/24 
TRENT.  U    K         Baocock    ic   Wilcoi    Co         Ip         223O1    33S 

8403160366    Forwards    proprietary    IE    Insp   Rept   70-0027/B4-01    on  B40114- 
30  fla    violations   or   deviations    Identified   Rept   withheld 
(ref    IOCFR2  790  (.  73   21) 

STOHRr  J   f*        Division    at  Emergency   PreparetJnen    Sc  Materials   Safety 
84/03/07         ECKERT,  J   P         flab  t  DC*    !<   Mllcoi    Co         2pp         22460    203 

aiO326Ol79    Foruard*    IE    Insp    Rept  70-0027/B4-03   on   840312-16,  No 
violations   or    deviations    noted 

STOHfl.J  P        Division   of  Emergency   Preparedneis    !c  Material!   Safety 
84/03/22         ECKERT,  J   P         Dabcoc*   li   Wilcoi    Co         2pp         22734    130, 

—940324.0183    IE    Insp    Rept    70-0037/94-03   on   840312-14   No    noncomp  1  lance 
noted    Major   areas    inspected    security    organi  ifltlom record s  & 
rap ts.  locks,  keys    !.    combinations   &  phyiical    barriers    Detail* 
withheld    (reF    10CFR95) 

ENHIS,J  D        Region   3.    Office   of   Director        MCGWIRE,  D  fi        Dlvtilan 
of    Emergeniy    Preparedneis    ti  Materials   Safety        B4/03/32        Ip 
22736*  152 

B4Q3300CHI    Ac  k    receipt    of   B40313   Itr    Informing    NRC    of   steps    tak*n    to 
correct   violations    noted    in    IE  Safeguards    Insp   Rept 
70-0027/84-02 

8TOHR.J  P        Division   of   Emergency  Preparedness    b  Material*   Safety 
B 4/03/36        ECKERT,  J  P        Oabcock  &  Wilcoi   Co         Ip        22322   137 

—8403300015  Responds    to  NRC   B40213    Itr  re   violations   noted    In    IE 
Safeguard*    Insp    Rept  70-0027/94-02  Corrective   actions 
Withheld    (ref    10CFR2  790) 

ECKERTi  J  P         Qabcoci   &  Hileox  Co        B4/03/13        D'REILLY.J  P        Rljion 
3,     Office    of    Director          Ip         22922    133 

8103270247  ENVIRONMENTAL.    IMPACT  APPRAIBftL  FOR   RENEWAL  OF   SPECIAL- 
NUCLEAR    MATERIAL   LICENSE   NO      SW1-4B   Bocfcet   No      7O-27 
(Babcock   !<  Hileoi   Companyi  Naval    Nuclear  Fuel    Division) 
*      Division    of   Fuel    Cycle   b  Material   Bafety        NUREQ-1O49        34/03/31 
B7pp         Available    at   NRC         *4    30        33787   233 


DOCKET   70-0036   COrtDUBTIQN   ENOINEERlNSi     INC    ,     WINDSOR,     CT 


—6*03070149  Responds    to  WRC  931117    Itr    re    violations   noted    In    IE   Insp 
flept    70-OQ27/B3-14    Corructlve    action*    control     limits    for 
each    std   will    be    calculated    Prom    data    generated    for    each 
std   ulthln    ana    inventori|    period 

ECKEflT.J   P         Babe  DC  k    fc    Hllco.    Co         33/13/14         B'RE-ILLV,  J   P         Region 
2.     Office    of    Director         2pp         22347   B&B 


B40327O273   Informs   o*    issuance    of   Amend    1    to  License    SNM-33   r» 
decomuiission  1  ng    of    evaporation  ponds 

PAQE.R,  0        Uranium  Fuel    Licensing    Branch        B4/03/09        EBKRIDOE.H  E 
Combustion  Engineering.     Inc         Ip        227B9  Zbl> 


— B403070153  Responds    to  fjRC  33091 1     Itr   re    violation*    noted    in    IE    Insp 
Hept    70-0027/B3-H    Corrective    actions    control    llmlti    for 
Plniihsd    -fuiliUNH   dissolver    feed   *    isotopic    nteasureinent    syl 
recompubad 

ECKERT,  J   P         Dabcuck    &    Uilcoi    Co         83/09/00         O'REILLY,  J    P         Region 
3.     Office    of    Director         3pp         22S47   370 

B4033O004I    Foruards    IE    Insp    REpt   70-0027 /B4-02    on    94O1H3-27 

STOHR,  J  P        Division    of   Emergency    Preparedness   4  Material*    Safety 
S4/02/15         ECKERT,  J   P         Bjftcock    Si   Wilco*    Cn         Spp         22921     340 

— B403300044    IE    Inip    Rept    7O-0027/B4-02    on   840133-27   None omp 1 ianc»    not&d 
failure    of  guards    of   carry    all    required    equipment  & 
adequately    t«it  &  maintain   protected    area    fence    Details 
ulthhelif 

EWNIB.J    D         Region   3.     Of  Flee   of    Director         MCGUIHE,  D    R          Division 
of   Emergency    Praparedness    (<  Materials   Safitu        04/03/14         Ip. 

saaai  343 

84030302O3  Foruiards    renueit    for   add  1    info    re   B4O126   request    for 
•  lefflptlon    from    1OCFR70   3S11M3I    re    long-term   storage  of 
scrap   End    uithhild    trtP    1OCFH2  ?•!») 

BRDHN.W  B        Fuel    Facility   Safeguards  Licensing   Branch         B4/OZ/31 
REOANiH  A        Babcoclt   &  Wilcoi    Co         IP        2353B    134 


DOCKET   7O-014P   NUCLEAR  FUEL   SERVICES,     INC   ,    ERWINi    TN 


B4O3030363   Orants   84O117   request    for  7-day    attention    for    completing 
certain  Tequ Iromtnts   of    10CFH70  3(«M4)    for   83122B 
high-enr IchBtf   U   physical    inventory. 

BURNETT,  R    F        Division   of   Safeguards        84/01/1?        HEN9LEY.  K,  D. 
Nuclear   Fuel    Serviced     Inc      (sub*      of  fietty    Oil    Co    )         Ip 
32327   317 

3403160323  Forward J    IE  Enforcement  Conference   Rept   70-0143/B4-0&   on 
040216 

O'REILLY,  JP        Region   2,    DffUe   of   Director        84/02/24        OU1NN.  F  K 
Nuclear   Fuel    3arvlces<     Inc      (subs      of   Getty    Oil    Co.  )         Ip, 
S26S9-  13B 

—040316033?   IE   Enforcement   Conference  Ript  70-0143/34-04   on    B402t& 
Major  areas    discussed   nuclear   crltlcaltty    safety 
violations. 

KAHLE.J   B        Region  2i    Office   of   Director,       HCAUPINE.E   J.       Division 
of  Emergency    Preparedness    d  Materials   Safety        94/02/24        3pp. 
3363?    137 
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6403020196   PNO-I  I-B4-017    on    B4O227,  power     to    plant    lost    due    to    poiuar 
out-age    caused    by    high   winds    Licensee,   declared    unusual 
went   ti    Initiated    plant   radiological    continp,  ency    plan    Backup 
power   continued    to    Function 

KAHLE.J   B    .     MCALP1NE.E   J         Region    2.     Office    of    Director          04/02/37 
2pp.        22437    001 

8403160337  Forwards    IE   Safeguard.    Insp    Rept   7O-01  43/64-O2   on 
H40130-Q2O3   No   violations    or    deviations    identified 
STOHR.J  P        Division    of   Emergency   Preparedness    &  Materials    Safety 
B4YO2/27        QUINN.F  K        Nuclear  Fuel    Service*'     1  nc      (subs      of  Getty 
Oil    Co     >         2pp         22660    11B 

—  B4031iQ393   IE   Safeguards    Insp    Rept   7O-Q143/B4-03   on  B40130-O204   No 

noncompllance   noted   Major    areas    inspected   fliea-surements    & 

statistical    controls   Details  withheld    (ref    IOCFR3  790   & 

73    21) 

RICHARDB.B    L         Region    a.     Office    Of    plrector         MCALPIfJE.E    J 

Division   of   emergency    Preparedness    d  Materials   Safety         B4/Q2/27 

Ip         22660    120 

B40305'O22O  Responds    to   831221    Itr   u/tuo   requests    for    exemption    from 
1OCFR7O    97<b)<ll)    re    control     charts    First    request    approved 
New   License    Condition  4    10    to   Amend   MPP-1    to   License  SUM-ISA 
end    Second    request    requires    add  1    demon  strati  on 

BROWM.  W   B        Fuel    Facility    Safeguards    Licensing    Branch        B4/O2/2B 
HENSLEY.K  D        Nuclear   Fuel    Services.     I  tic      <*ubs      of  Getty    Oil    CD    } 
4pp          2232B    110 

8403160138  Ac  k    receipt    of   B40201    Itr    informing    NRC    of    steps    taken    to 
•corrtct   violation    noted    in    IE    Insp    Rapt    70-0143/83-47 
STOHR.J  P        Division    of   Emergenc-y    Preparedness   t<  Materials    Safety 
84/02/28        QUINN.F  K        Noclear  Fuel    Services.     Inc       (subl      of    Getty 
(31t    Co     )          Ip         22633    310 

—  B4O31&0173   Forwards     IE    Insp    Rept    70-0-1  43/B3-47    on    B31O03-1203   J.    notice 

of   violation   Notice   of   violation   &    Insp   rept   withheld 

(ra-f    10CFR2  790) 

atOHR.J  P        Division   of    Emergency    Preparedness    b  Materials    Safety 

84VO1/OS        QUINN.F  K        Nuclear    Fuel    Services,     Inc       (subs      of  (Jetfj 

OH    Co    )         2pp          2Bi33    314 

ei03li0377  Discusses    IE  Enforcement   Conference  Rept   7O-0143/B4-06   an 
840216.  Item  3  a   of    licensee    commitment*    on  Page   3   at   rept 
details    changed   as    listed 

n'REILLY.J  P        Region   2,    Office    of    Director        B4/03/Q3        8UINN.F  K 
Nuclear    Fuel    services.     Inc       (subs      of    Getty    Oil    Co    1         IP 
93639  39B 

—  34031iQ3B6    IE   Enforcement    Conference  Rept   7Q-0143/B4-0&   on,   B40316  Major 

areafl    discussed    nuclear    critical!^    safety    violations 

Identified    by    resident    &  regional    inspector* 

KAHLE,  J  D        Region   2,    OPflco   of    Director        MCALPIWE.E  J        Division 

of    Emergency   Preparedness    t<   Materials   Safety         B4/02/24        3pp 

23639   360 

G103160E3S  Forwards    IE   Insp   Rept  70-Q143/B-1-O5   on   B402I4-17   No 
violations   or   deviations   noted 

BTOHR.  J  P        Division   of  Emergency    Preparedness   &   Materials    Safety 
B4/03/O7        GUINN'F  K        Nuclear   Fuel    Services.     Inc      dubs      of  Oetty 
Oil    Co     )         3pp         22i60   SOS 

--B10316O270    IE    In3p    Rept    70-0143/84-03    on    B40314-17   No    nont«mp  1  lance 
noted    Major   areas    inspected   matl    control    Jt  accountabi  11  ty 
Datalls   wltNhald    (ref    10CFR2   770  i  73  21) 

JPMES.D  W        Region  2.    Office    of    Director        MCALPING.  E.  J        Division 
of   Emergency    preparedness    t<  Materials   Safety         B4/O3/O2         Ip 
'207 


DOCKET    70-O132    fURDUE   UNIV    .     WEST   LAFAYETTE,     IN 


B1O319O311    Forwards    IE    Safeguards    Insp   Repts    50-1B2/B4-O1    b 
70-0132/84-01     on    B40216-17   No    noncompl  iance    Identified 
flXELBON.W    L         Region    3,     Office   of   Director         84/03/14         LYKOUDIS.  P 
Purdue    Un  1  v    ,     West    Lafayette.     IN        2pp         22671     109        34 X 
Flchc     SO-192.S4/03/14.84031t?0211 


oacKEr  7o-oc?o  CATHOLIC  UNIU    OF  AMERICA.   WASHINGTON.  DC 


0403130422   Discusses    IE    insp    OF    Licenses    SNM-li4,  BUD-IS?    t.   08-Q2O73-03 
an  840126-27   &    forwards   notice  of  violation 

MftRTIN,  T  T         Division   of   Engineering  &  Technical   Programs        S4/03/QB 
MURPHY,  JJ         Catholic    Univ       of   America,     Washington,     DC         2pp 
140 


DOCKET    70-0371    UNC   NAVAL    PRODUCTS,     INC   ,     UNCASVILLE,     CT 


84O3Q1O3B9   Effluent   monitoring    rept    Jul-Det     19B3   W/B401?6    Itr 

KIRK.M  F        United   Nuclear    Corp        03/13/31        HURLEY,  T  E        Region    I. 
Office    of    Director        3pp        22434   23? 

B4O3190231    Ac  I    receipt   of    B40324    Itr    informing   NRC  of   steps    taken    to 
correct   violations    noted    in    IE   Insp    Rept  7O-0371/B3-OB 
Corrective    actions   will    be    eiamined    during    future    insp 
BTAROSTECKI.  It        Division    of   Project    b  Resident  Programs        B4/O3/09 
AMV.H    O         Unltei   Nuclear    Corp          Ip         22672   034 

— S4O319O234    Responds    to  NRC   B4O126    Itr  re  violations  noted    in   IE   Insp 
Rept    70-0-371/B3-OQ  Corrective  actions   Fed    19B4  awareness 
meeting   t    Mar    1784   annual    health    physics    rear lentatlon 
training    uiil]    rsetnphaiiie    suiting    contamination  check 
AMV-G    0         United    Nuclear    Corp         04/03/24         STAROSTECKI ,  R         Division 
of    Project    &    Resident    Programs         Hpp         2267S   027 

B403320249   Ac  fc     receipt    of    B30B12   application    !<   B30915   rev    re    storage    of 
fuel    components    Interaction   analysis    Palled    to    Identify 
physical    &   fldminf strat! vc    controls    to   ensure  all    components 
centrally    located    In    common    place 

DIDINOER.G    H          Uranium   Fuel    Licensing    Branch         04/03/12         KIRK,  W 
United    Nuclear   Corp         Ip        SS7E3  335 


DOCKET   70-037B   AP.MV.     DEPT      OF.     ADELPHI.     MD 


AcV    receipt    of   B40301    Itr    informing    MRC    of   step*    taken    to 
correct    violation   noted    in    IE  Safeguard*    Insp    Rept 
70-O143/S3-11    Corrective    actions   will    b*    e«amin*d    during 
futurt    insps   Encls    withheld    (ref    10CFR2  7901 

STDHfl'J.  P        Division   of  Emergency    Preparedness    t<  Materials    Safaty 
84/03/O9,       OAINNrF.  K        Nuclear   Fuol    Services,     Inc.     (subs      of  a»tty 
Oil    Co     )          Ip         23BOI    339 


B4O31902S9   Discusses    IE    insp     of   Licenses    3NH-34Q,  19-I72SO-O1 . 
17-I7250-03.  19-17250-04    S.    19-17350-03   on   B4O30S   No 
violations    noted   Major   areas    inspected    Interviews  u/ 
personnel   !*   procedure*   li    representative   records 

MARTINr  T   T         Division   at    Engineering    t-   Technical    Programs         B4/O3/H 
MARCUS!  3   M         Army,     Dept       of         app         3267023? 


DOCKET   7O-039S   COMMERCE,     DEPT      OF.     MASHINSTON,     DC 


B4033"J0043   Forwards    IF   Safeguards    Insp   Kept    7O-039B/B4-01     on    S402I3-16 
No    violation*    observed 
MARTIN.  T   T        Division  of    Engineering   &  Technical    Programs        84/02/13 

PEVEV.  L  E        Commerce'    Dept      of.    National   Bureau    at  standards        2pp 
22BO6   2£.S 

—8403390066    IE    Safeguards     Insp    Rept    70-039B/B4-01     on   B4O2I3-I6   No 
noncompllsnce    noted   Major    areas    inspected    Facility 
organisation   &   operation)  physical    Inventory,  records  '«    rspts 
If   mgb    of  nuclaar  metis    control    sys 

BELLA    RATT**,  A   .    JOVNEfl.  J  H       Region    1,    Office   of  Director 
B4/03/13         4pp         22006    267 


DOCKET   7O-O474    UPSALA   COLLEGE,     EAST   ORANGE,     NJ 


8103210131    Forwards    IE  Safeguard*    Insp   Rept    70-0143/B4-09    on 
940103-0303  No    vtoUtlon*    or    deviation*    identified 
STOHRiJ   P        Division   of   Emergency    Preparedness    &  Materials    Safety 
B4/03/17        OUINN.F.K        Nucle»r   Fuel    Services,     Inc       (»ubi      of  Oettij 
Oil    Co    t        2pp,       22707.  102 


B103Q702A1    Ack    receipt   of   B40209   Itr   re    disposition    of  Pu-Be    source 
under   Licenso    SNM-430  License  mill    be    retired  &  renewal 
action    vnldad 

QLENNiJ   E        Division   of   Engineering   t   Technical    Programs        B4/Q2/27 
FELDER,  fl        Upsala  College,    East   Orange.    NJ        tp        33S46   BS3 


— B40321O136    IE  Bafvguards    Insp   Repfc    70-OH3/04-O9  on  B40103-030S  Mo 
violations   noted    Major    areas    inspected    events    r«porterf    I>V 
1  lc«nsee. facility    operation' changes  &  mod,  radiation,  environ 
&    phijtlcal    protection   ti  matl    control    &  Accounting 
LEE,  T    D   ,    MCALP1NE.E  J        Region    3.    Office    of    Dlp«ltor         04/03/19 
&pp         23707'  104 


— 34030702&7   Inform*    that   Pu-De    source   shipped    via   OF  Consul  id latad 
Fretghbuays   %    donated    to   DDE.E.ABL   for   recovery   under  License 
SNM-430  Transaction  rept    V    bill    of    lading    *nel 

FELDEfl.R        Upsala   College,     East  Orange,    NJ        B4/03/09  NHC   -  No 

Dutatlefl  Affiliation  Given        3pp        22346  229 
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DOCKETED  ITEMS 


DOCKET  70-0533  ARMY,    DEPT     DF,    SACRAMENTO.    CA 


34O32000&1     IE     [nsp    Findings    &    Llcensca   A*  It    dtd    B402O.&-07   i 
SNM-5O7    Insp     Findings    no    violations    observed 
SHOV,  D   D         Region    5,     Office    of    Director          B4/02/17          lp 


—  3403070112    5ER    supporting    Amend    6    to   License    SNM-77Si  ravig  ing    Condition 
13    re    radiological    contingency    plan 

KETZLACH,  N         Uranium   Fuel    Licensing    Branch         84/02/20          lp 
32564    125 


DOCKET    70-0920   flENSSELAER    POLYTECHNIC    INSTITUTE,     TROY,     NY 


DUCKET    70-06S7   UNION    CARBIDE   CORP    .     TUXEDO,     NY 


94Q3Q202JI    Forwards    final    rnpt,     "Evaluation    of    SEisroic    Response 
Characteristics    of    Hot    Ceils    !.   Related    Structures    Sr 
Equipment    at    UCC    Starling    Forest    Research    Ctr    " 

BOUSE.  L.   C         Advanced    Fuel    i    Spent    Fuel    Licensing    Branch          94/02X16 
RUZICKA.W   C         LJniun    Carbide    Caff          lp         23519    213 


34O335022B   Requests    submission    of    physical    security    plan    moating    flm) 
site    requirements    of     10CFR73    67(d)     for    protection    of   SNM 
OF  moderate    strategic    significance   Reg    Guide    9   59  &  add  1 
guidance    one  1    W/o    one  1 

BROWN. W         Fuel    Facility    Safeguards    Licensing    Branch         84/08/17 
RYAN.R   M         Rensselaer    Polytechnic     Institute,     Troy,     NY         lp 
32937    39B 


—  8403030032    "Evaluation   of    Seismic   Response   Characteristics    of  Hot 
Cells    '-•  Related    Structures    tt  Equipment    at   UCC    Sterling 
Forest  Research    Ctr."    final    rapt 

I       Sclent  a    Applications,      Inc         NRC-03-B3-035         SA  1-1-113-08-781 
S3/1I/30  NRC    -  No    Detail  ad   Affiliation   Given        Slpp 

22319   2J7 

6403290333   Forwards    request    for    addl     Info    to    complete   WHC    revleui   of 
iftll    B31O1-1    license    renewal    application  Capability    needs    to 
be    strengthened    in    safety    area    to    provide    for    audits   by 
competent    personnel    uj/curr-ent    operating    practice 

RDUSE.L   C         Advanced    Fuel     5.    Spent    Fuel    Licensing    Branch          34/03/13 
HCGOVERN,J   J         Union    Carbide    Corp          12pp          23832   333 

S4O330O137   Ack    receipt    of    B40302    Itr     informing    NRC    of    steps     taken    to 
correct    violations    noted     in    IE    Insp    Itept    7Q-O6B7/B3-O4 
STAROSTECKI.fl         Division    of    Project    It   Resident   Programs          B4/03/27 
J         Union    Carbide    Carp          lp         23320   347 


—  B403300140  Responds    to  NftC   84013O    Itv    re   violations   noted     in    IE    Insp 
Rept    7  0-0607  /93-O4    Corrective    actions    addl    critlcalltu. 
safety    signs    posted    in    target    pro-due  tion    lab    1   luaste    storage 
facility 

MCQOUE^N.J   J         Union    Carbide    Corp         S4/Q3/OS         STAR09TECK  I  ,  H 
Division    of    Project    (.   Resident    Programs          lp         33020   3ia 


DOCKET   70-0712   KERR-MCGEE   NUCLEAR    CORP    ,     OKLAHOMA   CITY,     OK 


B4O3S&Q11&  FOIA  request  for  Five  cate. 
DARMES,  C  Affiliation  Not  Assigned 
Division  af  Rules  and  Records  lp 


ories    oF    documents    re    facilities 

B3/ IS/02         FELTON,  J   M 
23763    333 


B4O32fiOt23   Partial    response     bo    FOIA   request     for    five    categories    of 
documents    re  Kerr-McGee   Oil     Indui tries ,  Inc    Forwards 
documents    listed    an   app   Review  of   addl    documents    gubj    to 
request   continuing 

FELTON,  J  rt        Division    of   Rules   and    Records        94/03/02        BflHNES-  C 
Affiliation    Not    Assigned          2pp         22763    334 


DOCKET    70-0925   KERR-MCQEE   NUCLEAR   CORP    ,     OKLAHOMA   CITY,     OK 


B4Q32BQQ2B  Submits   address    change    for   Nuclear    Licensing   &  Regulation 
Dept   JC    Btauter  uill    serve    as    primary    addressee    for   enc 1 
list    Of     licensees 

SHELLEY,  W   J         Kerr-Mcfiee    Corp         84/03/21         5CHAEFFER,  C         NRC    -   Ha 
Detailed   Affiliation   Given        3pp        23777   O&O 


DOCKET   70-09B4   BATTELLE   MEMORIAL    INSTITUTE.     RICHLANDj     WA 


Forwards    IE    Safeguards    Insp    Rept    70-O9B4/84-01    cc-nduct«il    on 
340213-19  Nonc-omp  llance   noted   Notice   of    violation   &   insp 
rept   withheld    (ref    10CFR2   790) 

NORDEHHAUG,  L   R         Region    3,     Office    of    Director         84/O3/13 
OLESEN.D   E         Hattelle    Memorial     Institute.     Pacific    Northuit t 
LeborabDries         2pp         J3t,hB    3S6 


DOCKET   70-1100   COMBUSTION   ENOINEERINQ,     INC    ,     WINDSOR,     CT 


0401840337  Ac k    receipt    of   031311    Itr    informing    NRC    of    stepi    taken    U 
correct    violations    noted    IE    Insp    Rept   70-1100/03-06 

MARTIN,  T  T        Division   of   Engineering   i   Technical    Programs         B4/01/19 
LICHTENBEHGER      Combustion   Engineering,     Inc         lp        21930  3O5 

— B4Q1240340   Responds     to   NRC    331127    Itr    re    violations    noted     In    IE    Imp 
Rept   70-1 1OO/83-06  Corrective   actions   waste    shipping 
procedure    revised    to    insure    proper    loading    It   storing    of 
pjaatn    containers 

LICHTENHERGER      Combustion    Engineering,     tnc          63/12/14         MARTIN,  T   1 
Division    of    Engineering    &   Technical    Program!        3pp        31930  306 

B403010360  Forwards    IE    Insp    Rept  70-1 100/B3-07   on   B31201    &  nolle*  flf 
violation 

MARTIN,!    T        Division   of    Engineering    (•  Technical    Program*        84/03/14 
LICHTENOEROER      Combustion   Engineering,     Inc         3pp        33434    OB4. 


— B4Q326O153   Discusses    certification    af    A6042A    rept    re    disposition    of 
SNM.  per    &   Mallei-   66CdQ2    telccn   Rept    should    indicate    that 
contamination    linuti    <net    in    orde-r    for   Commission    to 
author! i*    transfer    of    facility 

KUSSBAUMER.  D   A         Atomic    Energy    Commission         66/OA/IO         LAMBERTUS, H 
Kerr-McOae    Corp         2pp          23763    343 


DOCKET    70-0734   QA    TECHNOL0016S,      INC    .     SAN   DtEGO,     CA 


S4030A032f  Faruiards    IE  Safeguard!    Imp   Rept    70-07 34 /B-t- 02  on    Q4O124-27 
No  nnncornji  1 1  ance    oa>erv?d 

WORDEHHAUO.  L   R         Region    S,     Office    of    Director         Q4/C3/01 
PARKER.  J  W       OA   Tachnol ogles,     Inc    /General    Atomic    Co        2pp 
22317   359 

— 8403O6O331     IE   Safeguards     Inip    Rept    70-0734/B4-O2    on   B40134-37    No 
none offif  1  lance    identified  Major   areas    inspected    organization 
t,    operations,-  measurement   control*    1.   sti  ipp  er/receiver 
verification    Details    withheld    (ref     10CFB2   790) 
fJELSON.C   D    ,    NOWDEPiHAUO,L  R        Region   5.    Office    of   Director 
Bfl/O2/27          lp          B3517    3il 


DOCKET    70-OBS4    BABCOCK   &   HILCOX    CO    ,     LYNCHQUfiO,     VA 


--8103910362  Notice    of    violation    from    insp    on   B31301 
*      Region     1,     Office    of    Director         04/02/16          lp 


23434' OB6 


--afl03OlO3Ai>    IE    Insp    Rept    7O-1 10O/S3-07    on    83I20I    Violation     ldantifl*!l 
pyrophorlc   matl    not   made    inert   tt   burial    site   not    licensed    to 
receive   untreated    pijrophoric   matl 

CLEHONS.P    ,     PASCIAK.W         Region    1,     Office    Of    Director         B4/01/I6 
3pp         22434   007 

B40307023B  Forwards    IE  Safeguards    Inap   Rept    70-1100/01-02   on 
840130-0303  No    violations    observed 

MARTIN' T   T        Division   of    Engineering   Si  Technical    Programs        B4/03/17 
LICHTENEERGER      Combustion    EnglnaHring,     Inc          2pp         22334    273 

—640307028'?    IE   Bafeguards     Insp    Bept    7O-1 100/B4-03    on   B40130-OBO3  We 
noncompllance   noted   Major    areas    inspected    facility 
organ!  iat ion    &  operation, shipper/receiver    verl f icationr 
internal    control    &   records    V  repts 

SMITH.G   C    ,     DELLA   RATTA.  A    .     DUNLAP.J   M         Region    1,     Office    Of 
Director         B4/O3/I6         tpp         S2536   273 

8403130472   At k    receipt    of   840301    Itr    informing   NRC    of   steps    taken  tn 
correct   violations    noted    in    IE   Insp   Rept   7O-1 100/B4-01, 
BTARQSTECKIiR        Division    of   Project   &  Resident   Programs        84/03/07. 
LICHTENDERGER      Combustion    Engineering!     Inc         lp        22613  336 


B40307OIO7    Informs   of    issuance    of   Amend    6   to    License    SNM-77B, revising 
radiological    contingency    plan. SER    encl 

PAOEjft  S       Vraniun   Fuel    Licenilns    "ranch         B4/Q3/26        QLBEN, A  F 
Babceck    f-  Hlleoi   Co         lp         33564    134 


~ a-403130476  Responds    to   NRC    040213    1  tr    re   violationa   noted    in    IE  lnif> 
Rept   70-110O/B4-01    Corrective   actions    criticalitu    safety 
analysis    for    nuclear   mails    stored    on   pellet    shop   meiianin* 
mill    be    completed    bu,    840316 

LICHTENDEROER      Combustion   Engineering,     Inc         B4/03/01 
STAROSTECKI.R        Division    of    Project   t<  Resident  Programs.       2pp 
33613    327 


DOCKETED  ITEMS 


42' 


DOCKET   70-1113   GENERAL   ELECTRIC    CO    .     WILMINGTON. 


a*O316O105   Ack    receipt    of    83QB04    Itr     informing    NflC    of    steps    taken    to 
correct    violations    noted     in     IE    Insp    Rapt    7Q-1 1  13/83-17   Tuo 
violations    correctly    designated    as     separata    violations 
O'REILLY, J   P         Region   2,     Office    Of    Director         S4/O2/29         LONO.  J   A 
General    Electric   Co        3pp         23633    114 

S4O316O340   Foriuards    IE   Safeguards    Insp    Rept    70-1113/84-03    on    B40206-10 
Mo   violations    or    deviations    noted 

STOHR.v)   P         Division    nP    Emergency    Preparedness    &   Materials    Safety 
ai/03/OH         LONO.J   A         General    Electric     Co         2p p          33639    354 

— 0403160348    IE   9afeouard»     Insp    Rapt    70-1 1 13/B4-QS    on   B402D6-10 
No    noncomp 1  lance    noted    Major    areas    inspected    measurements 
&    statistical    controls    Details    Withheld     (ref     IOCFR2    790) 
CLAY.  E   L         Region    3,     Office    of    Director         MCrtLPINE,  £    J         Division 
of    Emergency    Prapared'nBss    li  Materials   Safety        84/02/29         Ip 
22699   336 


— 8403270231     It    Insp     Kept    70-1357/B3-10   on   831114-1B   Violations    noted 
buckets    containing     5NM    in    specialty    fuels    Blda    separated     by 
only    3    inches    &    specialty     fuels    dldg    not    posted    u/slgn    re 
storage    Safeguards     info    deleted     (ref    10CFR2    79O) 
BROCK,  a    L     .     ZURAKOWSKI,  P    H    .     THOMAS.  R    D        Region    5,     Office   of 
Director          B4/01/10         21pp         22773    149 

S4O30&O41&    Ack    receipt,    of   B10207   Itr    informing    NRC   of   steps     taken   to 
correct    violations    noted     in     IE    insp    of   License    SHM-1227 
WENSLrtWSIU.F    A        Region    S.     Office    of    Director         B4/03/01 
MALDDV.C    H         Enon    Nuclear    Co    ,     Inc       tsuba      of    Euon    Corp     I          ip 
23311    344 

— B4O3O60421     Responds     to    NRC    340116    Itr    re    violations   noted     in    IE    imp    of 
License    SNM-1227    Corrective    actions    taped    array    outline 
replaced    m/metal    grid    spacing   arrangement    to    provide 
permanency    t>   to    keep    storage   buckets    from  pushing   together 
MALQDY.  C    W         Ex»on    Nuclear    Co    ,      Inc       (subs       of   Ei.on    Corp     J 
B4/02/07          THOMAS, H    L         Region    9,     Office    of    Director         2fpp 
22511    345 


S1O316O379   Forward!    IE   Safeguards    Insp    Kept    7O-1 1 13/B4-O1     on 
840206-10  No   violations    or    deviations    identified 

STQHR.J  P        Division   of    Emergency    Preparedness    d  Materials    Safety 
B4/Q3/02         LONQiJ   A         General    Electric    Co         2pp         2266O    IB9 

B4O316Q3BQ    IE  Safeguards    Inap   R«pt    7O-1 1 13/B4-O1    on  840206-10  No 

Tinncompliance   noted   Major    areas    inspected    follouup    on 
previous    insp    findings    fc   verification   of    export    shipment 
Details   tuithnald    (ref    10CFR2   790   tt  73  21) 

DATES.J  W        Region   3,     Office    of    Director        HCALPINE.E   J        Division 
of    Emoraencu.    Preparednsss    ti  Materials   Safety        Bt/03/Sf         Ip 
191 


70-1143    UEBTINQHaUEE    ELECTRIC    CORP    ,     PITTSBURGH.     PA 


6403260092    Advises    Of     isiuatito    of   Amend    19    to    License   SNH-1327, 
autha rl  i  ing    changes    to    environ  monitoring    program  covering 
well    monitoring   SER    enc ! 

PAGE,  R  0        Uranium   fuel    Licensing    Branch        84/O3/09       MALODY,  C  M 
Euan   Nuclear   Co    ,     Inc       (subs      of    Elfon  Corp    )         Ip        22763  232 

—  840326000''    SER    supporting     i-asuance    of   Amend    ]S    to   License     BNM-1227   TO 
Environ   mo-nltnring    program 

3IDIMGER.fr   H   .    CROW,  W   T        Uranium  Fuel    Licensing   Branch         34/03/0" 
Hpp          22763   333 

6403190224    Forwards     IE    Safeguards    Insp    Kept    70-1397/B4-O1    on    S4D8I4-17 
Mo   noncompliance    noted   Kept    withheld    iref    10CFH2  790) 

NQRDERHrtUG.L    R         Region    5.     Office    of   Directnr         64/03/lS         NlLSON.ft 
Euon    Nuclear    Co    i      Jnc        dubs      of    Enotl   Corp     1         2pp         22^70   241 


e4O301O326    "Effluent   Semiannual    Rep t,  «Jul-Dec    1993   "    W/840130    Itr 
MOQ&SUMiH  C        Wastlnghnuse   Electric    Corp        83/12/31        2pp 

aaiaa  012 


8403300393    Notifies     that    Sections   2  t   3   of   License   &NM-1227    amended 
authorije    organ!  i»t  i  onal    clianges 

PAGE.R    G         Uranium    Fuel    Licensing  Branch         04/O3/1S        MALODY. C    U 

Enon    Nuclear    Co    ,      Inc        (suhs      of  Cnon   Corp     )          Ip         22844   319 


POCKET    70-1131    WEBTINQHOUSE    ELECTRIC    CORP    ,     PITTSBURGH,     PA 


E3--lO31iO043  Ack    receipt    of    040109  rev    to    fundamental    nuclear   mat) 
control    plan  Addl    Info   re    descriptions    for    all    positions 
having    functional    responsibility    requested    Rev   withheld 
(ref     10CFHB   790! 

-STOHR.J  P        Division    of    Emergeney   Preparadneis    ti  Materials    Safety 
S4/O3/13        ORITTON,  W  H        Mestlnghouse   Electric   Corp        2pp 

asi>as  t24 


DOCKET   70-1193  KERR-MCCEE   NUCLEAR    CORP    ,    OKLAHOMA   CITY,    OK 

a -403380020  Submit*    address    change    for    Nuclear   Licensing    &  Regulation 
Dept    JC   Stauter   ulll    serve    at   prlmarij   addressee    for   ancl 
list    of    licensees 

SHELLEV.W   J         KBi-r-McGao    Corp         Q4/03/H1         SCHAEFFER.C         NRC   -   Ho 
Dotallod   Affiliation   Given        3pp        23777  06D 


ROCKET    70-1201    BADCDCK   *•   UILCOX   CO    i     LYNCHBURO.     VA 


— 8403300277    SOt    supporting    031209   &   84O305   applications    For     amende    tc 
License    GMH-1227,  author  uLng   organliatlonal    changes 
DIDrwecn-O    H        Uranium   Fuel    Licensing    Branch         B4/03/19          Ip 
2SB44    330 


DOCKET    70-1311    AIR   FOUCE.     DEFT      OF,     USAF   ACADEM/-     CO 


9403130401     IE    Insp    Findings    b    Licensee   Acfc    dtd    B4O206  !.   O7   of 
SrJM-iaas    Insp    findings    no    violations   observed 
BHQPENN.N    M         Region    1,     Office    of    Director         B'l/02/07         IP 
32613    334 


DOCKET   70-1359    IflT  CO«P    .     SAN    DIEGO,     CA 


B403aOO224    IE    Insp  Findings    !,    Licensee  Act   dtd  8*0124-25   of    License 
SNM-14QS    Jfliip     findings    refresher    training    of   authorlietl 
users    not    -conducted    »very    2    yri   t<   annual   audit    not 
conduc  ted>  p  er    Condition   *? 
PANO,  J    F         Region    3.     Office     of   Director         84/01/30         Ip          227OO   021 


Q4O307OO1S    Informs    of    issuance    of    Amend    1    to   License    SNM-1 16Bi  revis ing 
Condition  24   n   radiological    contingency    plan   SER    end 
PAGE, R   0        Uranium  Fuel    Licensing    Branch        31 /OS /SB        FORD, J, T 
If  at  cock    &   Wilcox    Co         2pp          2S963    191 

S403Q700I9  Safety    evaluation    supporting    Amend    1    to   License    SNM-I16Bi 

revising   Condition   24   r-e   radiological    contingenci/   plan 
KETZLACH,N        Uranium  Fual    Licensino   Branch         B4/O3/2B         Ip 
22363    193 


G40323Q541    Forujards    revised    License    SNM-1405  &  SER   suppnrting    license 
amend    Request    for    araenil    should   be    BuPml ttetf    in    form  oP 
replacement    pages    to    license    application 

PAGE.  R    0        Uranium   Fuel    Licensing    Branch        84/O3/07       MASCHKAi  P  R 
IRT   Corp  Ip.         3375-9    2f,3 

— 8403330344    License    SNM-1405     For    IRT   Corp    authoTiling   receipt    !* 
possession    of  23    9    U-23B,  100  g   Pu/Be    source   4    SOO  g   pu-23<? 
PAOE.R   0        Uranium    Fuel    Licensing   Branch        84/03/09        2p  p 
23739   264 


70-1397  EXXON  NUCLEAR   CO    ,     INC    ,    RICHLAMO.     WA 


94O327O214  Forward!    IE    Imp    Rep  b  70-1237/33-10    on    B31114-1B    &   notice 
of    violation 

SCARANOj  R  A        Division   of    Radiological    Safety   &   Safeguard*    Program 
64/01/16        NILSDNiR        Eixon   Nuclear   Co    ,     Inc       (subs,    af   Exxon  Corp    > 
Spji         S2772'  146 


-340327OK17  Notice    of    violation    from    in»p    on  831114-1B 
THDMAS.R  D       Region  3,    Office   of  Director       84/01/16, 

33772- 148 


— B403B3O246  SaPetij    evaluation    supporting   renewal    of  Licens«    6NM-1403 
('QSLA.B   M        Uranium    Fuel    Licensing  Branch        CROW.  H  T        Division   of 
Fuel    Cycle    &   Material    Safety         S4/03/09         4pp         227S9   246 


DOCKET    70-1621     C-UOUESNE    LIGHT    CO   ,     PITTSBURGH,    PA 


8403010293  Forward*    Endorsement    9B   to   MAELU  Policy    MF-87   l<  Endorsements 
67   &   iS    to    NELIA   Policy    NF-23& 

BARNETF.J   E        Conovar    tt   Associatesj     Ine        B4/02/EB       DIN1TZ.I- 
Office     of    Nuclear   Aeactor    Regulation.     Director          4pp         32434   264 
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DOCKETED  ITEMS 


D-OCKEr    70-1717    NCRUALK   HO5P     ,     NOHWALK.     CT 


B  "1033001. 6  7    IE  tnap    Findings    *<    Licensee    Ac  k     dtd    040307    of    Licenses 

06-O6941-Q1  E.    SNJ1-1DC4     Insp     findings    no    violations    observed 

Steps     taken,  to    correct    violations    noted     iti    prevloui     itisp 
verified 

5TEAfifJS,C    F  Region     1,     Office    of    Director          B4/O3/07         lp 
33B30    053 


DOCKET    70-2199    VETERANS   ADI1IN       MEDICAL   CENTEH,     WASHINGTON,     DC 


— 34031-10239    QA   program    approval     for    radioactive    niatl    package    OS13ifl«v    I 
MAC  DONALD.  C   E         Transportation    Certification    Branch         B4/G3/03 
lp          22636    362 


DOCKET    71-O514   NORTH    AMERICAN    INSPECTION 


G403050330    Firuiarda    QA    program    approval    for    radioactive    matt    Package 
0314, Rov    O 

MACDDNALD,C    E         Transportation   Certification    Branch         04/02/24 
BHUMMAY.R          North    American    Insp          lp         22301    317 


B40313027'»    Ac k    receipt    of    B30B3O    Itr     informing    NRC    of    steps     takon    to 
correct    violations    noted     tn     IE    Insp    Rept    70-2199/83-O2 
MARTIN.  T    T         Division    of    Engineering    t    Technical    Programs          B4/03/OB 

QAVAZZhA   A         Veterans    Admin       Medical    Center,     Haafiingtam     DC         to 
326 OB    03? 


— a40305l>J40    QA  program  approval    for    radioactive   matl   Package   0914>n«vO 
MACDONALDi  C   6         Transportation    Certification    Branch         B4/03/34 
lp          225O1     320 


-•B4O313C-302   Respond!     to    NRC    B3QB10     Itr    re    violations    noted     in     IE    Insp 
Hept    70-21W/B3-O2  Corrective-  actions    appropriate   officials 
notified    that    NRC     approval     required    to    accept    nuclear 
pacemakers 

GAVAZH'AA         Veterans    Admin      Medical    Center,     Washington,     DC 
93/08/30         MARTIN: T   T         Division    of    Enginoorina    S.   Technical 
Programs         7pp         2260S   040 

-B403I30308   Ac*     receipt    of    930810    Itr    on    Circular     1Q-B3-66    re    eiplantsd 
cardiac    pacemaker    prostJie-ses    Recisslon    oF    nuclear    units     to 
Vat era  us    Administration     Fad  I  i  ties    t omp  IB  ted 

SMITH.J   J         Vetei-am    Admin      Medical    Cent-er.     Washington.     DC 
B3/OB/26         MARTIN. T    T          Division    of    Engineering    t.   Technical 
Programs         5p  p         22&Q3   O42 


DOCKET   7Q-2'746   LOUISIANA    POWER    t.   LIGHT   CO    ,     NEW   ORLEANS,     LA 


B4Q3060190   Forwards    Endorsement     13    to    NEL1A   Policy    NF-263 

CQQK.K    W         Louistama    Power    (.    Light    Co         B4/O2/27  Assistant 

Director     for    State     '.   licensee    Relations          Spp          225-19   O34 


DOCKET    7O-2955   EOLDM    iriTERNAT  IONAL    CO    ,     WASHINQTOH,.     DC 


DOCKET   71-9430   MODEL      RCC,     -1,     -2,     -3-     -4,     NEaTlNQHOUSE   ELECTRIC    CORP 

B40326033I    Foriuards   Rev   19    to    Certificate    of    Compliance    543O    for   Model* 
RCC,RCC-l,HCC-2, RCC-3   &    RCC-4 

HACDDNrtLDiC    E         Transportation   Cart i f ication    Branch         84/O3/09 
WEINTRAUB.  A    A         EnBrgi)f     Dept       of         2pp         23775    29B 

—3403260336   Certificate    of   Compliance    34SO,RBv    19,  for  Models    RCCiflCC-l, 
RCC-2.RCC-3   ti   RCC-4 

MACDONALD.C    E         Transportation    Carti f teat  ion    Branch         S4/03/O? 
fipp          22/73    290 


DOCKET   71-6306    MODEL      D,     DADCOCK   b    WILCOX    CO 


B403O1016H   Application    for    amend    to    Certificate    of    Compliance    6S06- 
changing    Fissile   Class    III    to   Fissile  Class    II    or    III 
FDRD.J    T         HabcDct    &    Wilcoi    Co         S4/01/24         MACDOMALD,  C    E 
Transportation    Certification    Branch         2pp         H2479    219 


Rev   0    to     "Shipping    Safety    Analysis    " 
Dabcock    l<   Wilcoi    Co         SO/02/27         Upp         22479   221 


Bfl0303036S   notifies    tliat    -040123,     "Phifslcal    Security    Plan    for    PTOtBction 
of   SUM    of    L  aiit   Strategic     Significance"    acceptable    as    amended • 
per    encl    provisions    Enc 1     withheld     (ref     10CFR2    790 1 
BROWN,  U   0        Fuel    Facilitt/    Safeguards  Licensing    Branch         B4/O1/27 
EDLOH,  J         Edloiu    In  tarnat  i  ana  1     CQ          3pp         32527    3H 


DDCHEf   71-6406    MODEL      NONE,     ENERGY,     DEPT      OF 


B1030B0394  Foriuarda   Rev   &   to   Certificate   of   Compliance  6406    for 
un 1 rrad 1 atcd     fuel    £*samblies 

MACDONftLD.C    E         Transpor tat i on   Cer t i f ica 1 1  on    Branch         94/OS/S7 
EWOEL.N   P          Energy,     Dept       of          lp         225S1    332 


DCCKET    7O-S98B   PHILADELPHIA    ELECTRIC    CO   -     PHILADELPHIA,     PA 

B4O30303A7   Foriuarda    request     Fai     addl     info    ro    physical     lequrity    plan    for 
protection   of    SNH    of    low    itrategtc    significance    Response 
requested    within   30    days    U/o    encl 

ERCWN,W         Fuel    Facility    Safeguards    LicBnilng    Dranch         S4/01/31 
BRftDLEY.E   G         Phi]aflelphia    Electric    Co          lp          22527   313 

B4O3300307   Submits    Items    Of     interest    Affidavit    Issued   84O313    confirming 
that    evon    if    fuel    pelJota    dsm^ged    bij    accident     involving     fuel 
assemblies    in    shipping    cuntainBrs.no    radiological    releases 
In   violation    of    NRC    regulations    would    result 

CUNNINGHAM,!!  E  Division  of  Fual  Cijcle  fr  Matarlal  Safsty  81/03/IS 
DAVIS,  J  G  Office  at  Huclear  Material  Safety  ft  Safeguard  s,  Dlrec  tgi 
lp  22944  303 

PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT  AND 
TRANSPORTATION  OF  RADIOACTIVE  MATERIAL  UNDER  CERTAIN 
CONDITIONS 

DOCKET    71-0311    DEi.TAK   CORP 


910301014?   Forwards    re/ised    App    H    to    QA   program   for    transportation   of 
radioactive   mails    Organiiation   chart    from   radiation    safety 
manual    added    as    Figure    1 

JORDAN,  D         Delta*    Corp          B4/01/24         GORDON,  L         Transportation- 
Certification   Branch         lp         22479    350 

— 9403-010133  3ft   program    for    trampor  tation    of    radioactive    matls 
»      DBltak    Corp         B4/01/ai          Spp         22479    231 


— 84030BO394)  Cerfclf  icata    of    Compliance   6406ifiev   3.  tor   unirradiated 
asssmblies    Approval    record    enc 1 

MrtCDDMALD, C    E        Transportation    Certification    Branch        84/O2/27 
5pp          22381    353 


DOCKET   71-6601     MODEL      CNB    B-I2O,     CHEH-NUCLEAR    SVSTEM9,     INC 


8403080313   Foriuarda    Hov    IS    to    Certificate    of   Compliance   6601    for 
Model    CNB   9-120 

MACDONALDiC    E        Trsnsportati on  Certl f icat i on    Branch        84/03/03 
DEALiR         Chum-Nuclear    Systems,     Inc         4pp         2S577    350 

— B4030B0314   Certificata   of    Compliance   66Ol,Rev    15    for  Model    CNS   B-iaO 
Approval    record    end 

MACDOHALD. C    E        Transportation   Certification   Dranch        S4/03/O2 
4pp         23977    334 

B4032I0212  Notification    of    registration  as    user    of    Models    CN8  G-120  fc 
NUPrtC    14    0-2    O    in    i-Bsponse    to    S40221    request 

MACDONALB, C    E        Transportation  Certification    Branch        Bfl/03/09 
WETHV,  C    M         Florida    Pouer    t.    Light    Co         lp         2370?   2O5 

6403330164   Mot (  flea t ion    of    registration  as    user    of    Model    CMS   a- 120    in 
response    to    H40221    request 

MACDDNA.LD.  C    E        Transportation  Certification    Branch        B4/03/09 
KELELEY, N   D         Advanced   Medical   Systems,     Inc         lp        22743,  34B 


DOCKET    71-0313   EDLOM    INTERNATIONAL   CO 


8403140233  Forward*    QA   program  approval    for    radioairfcl ve    matl    pack 
0313,  Rev    1 

MACDONALD.C   E,       Transportation   Certification   Branch         04/03/05 
PODHUHST.B    H         Edlou    International    Co          ]p         2E63&    361 


DOCKET    71-900E    MODEL       IF-300,     GENERAL   ELECTRIC    CO 


B4O30a0397   Fovuiards    Rev    17    to   Certificate    of   Compliance   9001    for 
Modal    rF-300 

MACDOMALD.  C    E         Transportation   Car tif icatl on    Branch         84/02/27 
DAUSDN.  D  M         General    Electric    Uranium  Management   Corp        2pp 
35591' 343 


DOCKETED  ITEMS 
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— 8403OB0399    Certificate    of    Compliance    9OQ.l,Rev    17, For    Model     IF-3DO 
Approval    record    enc  1 

MACDONALD.C    E         Transportation    Certification    Drantti          S4/Oa/29 
Bpp          22501    344 


DOCKET    71-9009   MODEL      FL    10-1,     GENERAL    ELECTRIC    CO 


71-7131    MODEL       ETfi,     EXXON   NUCLEAR    IDflHO   CH 


9403300234    Forwa 
Model     ETR 
MAGDDMALD,  C    E 
WEINTF1AUB.  A   A 


flev    3    to    CGrtlficatJ    of   Compliance   9134    for 


Transportation   Certification    Branch         84/03/15 
Energy.     Dept       of          2pp         22343   O39 


B4Q3QiOS74    Forwards    request    for    addl     info    re    S40121    application 
requesting    approval    for   Model    FL    10-1    Info    requested 
60  days    from   1  tr   receipt 

MACDQNA-LD,  C    E         Transportation   Certification    Branch         B4/02/2'? 
VAUGHN.  C    M         Oeneral    Electric     CD          3pp          23552    S3i 


Notification    of    registration    SB    user    of    Model     FL     10-1     tr 
response    to   B4Q214    request 

MACDDNALDiC    E         Transportation   C*T  t  i  Flcation    Drancli         B4/03/O9 
WEINTRAUD.A   A         Energy,     Dept       of          IP          32/5"?   235 


DOCKET    71-^027   MODEL      741    4   741E,     TECHNfCAL    OPERATIONS.     INC 

B403300a9B   Forward*   Rev  4    to   Certificate-   of    Compliance   9027    for 
Models    741    t>   741E 

MflCDDMALDiC    E        Transportation   Certification    Branch         B4/03/19 
MUNRO. J   o        Technical    Operations.     Inc         2pp         22844   311 


— 8103300237   Certificate    of    Compliance    9134. Rev   3    for   Model    ETJ? 

MACDONALD,  C    E         Transportation    Certification    Branch         B4/O3/15 
4pp          22B4S   Oil 


DDCKEf    71-91&O   MODEL       2O-VS    ti    40-VS,     GULF   fJUCLEAR.      INC 


e4O3O7OOll    Forwards    request     tot     aflril     info   re   940131    application 
requesting    approval     for    Models    20 -V 5    &   40-VS    Info    roquested 
fiO    rfaijs    from    Itr   receipt 

MACDONALD.C    E         Transportation   Certification   Branch         B4/OS/29 
QEVILL.  M         Oulf    Nuclear.     1  nc         Bpf          23363    164 

8403300229   Forward!    request     for    add  I     info    re   340306   application    f 
approval    of   Models   20-VS   It   40-VS  Addl    info   should    be 
submitted     In    Form   of    revised    page?    Subtnlttal    schedule 
requested    uittiin    30    iiai)S    of     1  tr    receipt 

MACDDNALD.  C    E         Transportation    Certification   Branch         04/03/15 
QEVILL,  M         Oulf    Nuclear.      Inc         2pp          52044    360 


— B4033003O2  Certificate   of   Compliance   9037,  (lev    4.  for   Models    741   &    74]F 
MrtCDONALD,  C   E         Transportation    Certification    Branch          84/03/17 
3pp          22B44   313 


DOCKET    71-9161    MOBEU       R,     GULF    WUCLEAR:      INC 


DOCKET    71-9036   HQDEL      C-l.     SOURCE   PrtODUCTION   S.    EQUIPMENT    CO 


9403290214    Forwards   Rev  4    to   Certificate    of   Compliance   7036    for 
Mod»l    C-l 

MACDDNALD.C    E         Transportation   Certification    Branch          B4/O3/14 
DICMflRRVi  n   r         Source   Production    !<   Equipment    Co    •     Inc          Sp  p 
2H7B9    346 


— Q1032BOaia   Certificate    of    Compliance    9O36, Rev    4, for    Modol     C-I 

MACDONALD.C    E         Transportation    Certi f i cot lo«l    Branch          84/O3/14 
3pp          227B9   34B 


S4O303O339  RD quests   add  1    info    re   940121    application    tor   approval    of 
Model    R   pacVajtng    Info    requestecT   30    days    from   Itr    date 
HACCOMALD, C    E         Transportation    Certification   Dianch         84/02/34 
BEWILU,  M         Gulf   Nuclear.      Inc  tp          22493   360 


DOCKET    71-916?   MODEL       GrJM-20,     GULF   NUCLEAR,     INC 


3403260094   Forwards    roquest    for    add!     info    in   response    to    830624 
application    for    approval     of    Model    GNtl-20   Ad  til     info    id  ou  1  if    be 
submitted    in    form  of    revised    pages   Subrruttal    date   requested 
uiltHin    30   (fays    of    Hr    date 

HACDDNftLD, C    E         Transportation   Certification    Branch         84/03/O7 
DEVILL.  M         Sulf    Nuclear,      [nc          lp          22763    IBS 


DOCKET    71-7071    MODEL      AP-101,     ANEFCO.     INC 


S 4 O3 02022=?    Requests    lilted     Info     bo    complete    review    of    S4O117 
application    for   amend    to   Model    AP-101    to    include 
b ores  1 1 1 cate   &   othei     silicate    solid   waste    forms    in    steel 
canisters    as   authorlied    contents 

MACDDHALD.C    E         Transportation    Certification    Branch          B4/O2/22 
MURPHY,  J    D         Anefco,     [nc         3pp          23493   361 


DOCKET   71-9175   MODEL       CNS6-BOD,     NUCLEAR    PACV.AGINQ-      IIJC 


S4O31&0164    Bummarg    ot    B40303    meeting    ui/Chem-fluc  lear    Bijs,  Ini     in    Si  1 
BpringiMD  TB   application    for    Model    CMS  (,-goB   pacfcaoino 
ODECAARDEN,  R    H         Tranipor tot  ion   Corti f icat  Ion    Branch         84/03/06 
Transportation   Certification    Rrancl"         lp        2266?  265 


DOCKET   71-9079   MODEL      HN-1OO,     SERIES    2   4    3A.     HITTMAH   NUCLEAR 


8403210312    Notification    of    registration    as     user    of    Models    CN3    B-12O   '- 
NUPAC    14    i)-2  0   In   response    to    940231    request 

MACDONALD.C  E        Transpoptflti  on    Certification    Branch         B4/03/09 
M         Florida    Power    t.    Light    Co          lp         32707   203 


DOCKET    71-9080   MODEL      HN-600.     NUPAC    7-1OO   4    CMS    7-100,     HITTMrtH   NUCLEAFJ 

B4030BO416   Forwards   Rev  9   to  Certificate    oF    Compliance   <?Q3O    for 
Modals    HN-600,NUPAC    100   1    CNB    7-!00 

MACDONALD.C    E         Transportation    Car 1 1 f i cat  1  on    Branch         94/03/O1 
HOWE,  D    S         Westlnghousp    Electric    Corp          4pp          33567   346 

— S4030B041B   CertificatB    of    Compliance    9OBO.ROV    7. fur    Models    HN-600, 
NUPAC    1OO  &  CNB  7-100  Approval    record    enel 

HACDDNALD.C  E        Transportation    Certification    Branch         B4/O3/01 
3pp          S2567'350 


DOCKET   71-9109  MODEL      CNS  6-73,     CHEM-NUCLEAR    SYSTEMS,     INC 


8403020420   Forwards   Rev   3    to   Certificate    of   Compliance   9IO8    for 
Model    CNS   6-73 

MACCDNALDiC   E,       Transportation   Corbi f ication   Branch        84/00/22, 
DEAI-j  R         Chflm-MuclBar  Systems,     Ine        3pp         sa4fl    26? 


DOCKET   71-9170   MODEL      CASTCfi    V.     GESELLfaCHrtFr   FUEfi    NUKLEAR    SERVICE,     MBH 

8403070002   Forward*    commonts    on    S311O9    partial    applicatian    for   CASTOR 
Vb    cash    Based    on    Info    agtmu  tted.  WRC    cannot   conclude   tfink 
proposed    test   would    be    adequate   for    approving   cask    design 
Application    for  Ot   pi  o grafli   needed    prior    to  neit    submit tal 
MACBOWALD.C    E         Transportation    Cer t iFicatlon   Branch         34/02/23 
ROLLINS,  JD         GBSollichaf  t    f  uer    Null  ear   Servi  ce,     mbH         Bpp 
344 


--840302Q4H3  Certificate   of   Compliance   9109.  Rev    S,,  f  or  Model    CMS  4-7S 
MACDONALD.C  E        Transportation  Certification    Branch.         04/02/32 


IMONDOCKETED  ITEMS 


COMMISSION   HEETINO    RECORDS 


Q4O30]O->17    Transcript    of    B40224    briefing     in    Washington,  DC    re    need    For    !. 
availability    of   Hiperienced    reactor    operators    for    future 
nuclear    pauier    plnnfrs    Pp    1-95   Supporting   documentation   t< 
vi  eiugraphs    encl 
•       Commissioners         B4/OJ/24          141pp         2,J44i   34B 

B4Q3Q5O2-16   Staff   requirements    memo   re  Commission   040232  meeting    in 
Washing- ton,  DC    on   advance    notice   of    rulemaktng    on 
bockfitting    Commission    directed   Flegulatory    Reform  Task    Force 
to    i  EM  onvane    !<  consider   proposal 

CHILK,  S   J         Office    of    the    Secretary    of    the    Commission         MB 40332 
[M/OEVP9         TOUIITELLOTTE,  J         NHC   -   Mn   Detailed    Affiliation    Given 
DJHCKS.  W   J         Office    of    the    Eiecutlve    Director    for    Operalions 
Pt-AINITi  H   H         LJffice    of    the    General    Counsel         3pp         22337    1  H6 

B403O50PS8  Staff   requirements    memo   re   Commission    af flrmation, discuss  inn 
Ei   vote    in   Wash  Jngtoni  DC   Comrni  a  oion    by    5-0  votu    approved 
aCCY-rj']-S3/83A  re    environ    qualification   policy    statement 
CHICK.  It   J        Office    of    the    Secretary    of    the    Commission        MBflOSSBA 
H-WOS/i."?         PLA1NE.H   M         Office    of    the    General     Counsel          Ip 
SP5S7     JOS 


B40313O130    Transcript    of    Commission   84033*   discussion   J<   possible   voti 
In    Washing  ton,  DC    re    NHC  recommendations   on    DDE  repository 
siting    guidelines    Supporting    documentation    encl 
n       Commissioners          S4/O2/3?         70pp         32648    IfiO 


B4O323Qli2    Staff    requirements    memo    re    B4tWH9    discussion   d    possible   vnte 
on    staff    recommendations    on   DOC  repository    siting    guidelines 
in    Washington,  DC 

CHILK,  S    J         Office     of     the    Secretary    of    the    Commission         Ma4Q23?A 
B4/03/12         DIRCKS.W    J         Office   of    the   Executive   Director    for 
Operations          Ip         33743   34? 

—  8403230164  Advises    that  NRC   has  approved   FR    publication    of    preliminary 
decision   re   DDE    repository    siting    guidelines   presented    in 
aECY-S4-&7D,  Bubj    to    listed    items 

CHILK,  B  J        Office    of   tho  Secretary   of    the  Commission         84/03  /OB 
DIRCKS,  H  J        Office    of    the  Executive   Director    for  Operations       3pp 
SBV43    35O 

B403330I93    Transcript    of    840330  briefing    in  Mash  ington,  DC  re   Tech   Spec 
requirements   Pp    ]-74   Supporting   documentation   encl 
*      Commissioners         84/03/30        B5pp        3275?    173        24X 
Fiche    JIO-416,  G4/O3/ao.  B4Q3230195 


040^050377    Transcript    of    040327    bileflng     in   Wash  1  ng  tan,  DC    re    advanced 
iEHctoi'9   Pp    1  -bii  Supfiorting    documentation    encl 
*       Comrni  sa  ionoT-g         (3-1/03/137         7Dpp          OE901     113 

040:1090?'^?   Tranocriot    of    H40227    briefing    in   Wanh  ing  ton,  DO    ro    financial 
qual  !  FicatlonB   &   iDnfl-Lerm  rulemaUng   proposals  Pp    1-49 
«       Cmnmissloniti  E         B4/O2/27         b3pp          2S501    211 

EJ403O3O3I'a    Transcript    of    B402K7   af  Plrmatlon/d  iscuosion  tv   vote    in 
WaEhniH  ton.  DC   re  flECV-04  -71fl   on   statemant    policy    re 
financial    qualification^    pp    J-J 
»       CtimmisslonurB         B4/O2/S7         7pp         23SOI    2O2 

ni030ci05Ol    Transcript    of    Commission   B4033B  af  f  li-mation/d  1  scuEiion  *• 
vote    In   Washington.  DC    re    publication   oF  PR    notice    on 
equipment    qualification    policy    statement  Pp    1-3 
«      C.ummissionuri        B4/OS/3B        6pp         B3553    177 


CommisBion   determination    statement    withholding    transcript 
of    closed   BaO'Jtll    meeting    r'B    motion    to   quash    Hart  man 
eubptionas 

CHILK,  3    J        Office    of    tJie    Secri-tar-y    of    the    Commission        O4/O3/27 
Public     Document    Branch          Ip          32347    SOI         24X    Fierce    50-3EO.  O4/O2/27. 
U4O3O7O370 


Tranbcript   of   Commission   Btoaa?  briefing    in  Wash  1  nntnm  DC 
re    stilus    of   uttl    progress    toward    obtaining    full    power   0(_ 
I'p     1-73    Supporting    documentation    end 

*  •Commissioners        B4/Oi>/a7         lOlpp        S3Sb7   09O        24X 
Fie  h  p    80-416,  04/03/29,  B403D7O37B 

D40L1O7O4J5   Transcript    of    Commission    B402HB    diatuuuion   of    need     For    !> 
avalloblllty    of   experienced    reactor    operators    for    future 
nucleai     pomer   plants    in    Wash  Ingtoni  DC  Pp    ?6  -l&t 

*  Cn/nmissignora         f34/02/H0         70pp         22566    3O3 


Staff    requirements    memo   re    31  0220   discussion    of    operating 
EtiiPt    experience   requirement  B    in   Washlnhtoni  Ot,    Development 
oP    plan    to   achieve    lonoer-range    shift   operator    experience 
objectives    requested, 

CHILK,  H    J        Office    of    the    Secretary    of    tho   CommlBsian        MB40S3UD 
01/09/05        DIRCKB.W  J        Office   of    the  Eiecufcive    Director    for 
Operations          ip         226  t  9    34/ 

B1P31HO034   Staff   roquirrments    memo   re    B4022?   bricfinj)    in    Mash  ington,  DC 
re-    5iM  P    Ttvleiu   of   areas    prior    to    issuance   of    full-power 
rccammendatiarf   Si   document    interpreting   LER   ropt 

CHILK,  S   J        Office    of    the    Secretary    of    the   Commission,       MB4O2?D 
E31/O3/OS.       DIRCKSiH  J        OffUn   of    the  executive    Director    for 
OpPiations        Ip        SSblf   346        34X    Fiche    50-416^4/03/02,6403120034 


9403260334    Tranvcript    of   Commission  010331   aft irmatlon/dl sc usii on  !* 
vote    in   Wash  ington«  DC    re   proposed    order   delegating   authority 
to    A SLR    to    hear   Part    7O    Issues   raised    in   Limerick 
proceeding    Pp    1--3 

*  (7omml  S3  toners          B4/Q3/21         ipp         22773   331         24X 
Tiche    00-332,04/03/31, B403360334 

e40327O3PO   Transcript    of    Commission   B40333  il  I  scmalon/poisHi  le   vnte    in 
Washington,  PC   re    fiJll    pouer   OL   fur  LaBalle   Unit   2  pp    1-76 
Supporting     documents t ion    encl 

*  Commiss  loners,        64/03/23         B4pp         227B9    153        24X 
Fiche    80-374.  Q4/03/23.  B403270320 

6403270335   Tranucrl  at    of   Cammlsslan   8403S3  af  f  Irmation/discuision  ti 
vote    in  Wasti  Ington,  DC    rp   request    for   denial    of   reneuial    of 
Beabrook    Unit   3  CP   &    SECV-B4-4B  concerning   review  of  ALrtB- 
734    In   matter    of   Met    Ed    Pp    1-3 

»      CDrnmimaionurs         rtLAB-724         84/03/S3        6pp         23737  336         24X 
FlcliP    00-000,  B'J/0'3/23,  B403270339 


COMMITTEE   ON   REACTOR    SAFEGUARDS 


B3O7360036   Forwards    comment*    on    proposed   priority   rankings    of   addl 
group    of    generic    isEues    discussed    during  ACFiS  27fth 
meeting    on   B3O707-09  ACRE   disagrees  in/certain   priority 
rankings    proposed    by    KRC 

LIDAHKIN.M  W        ACfiS   -   Advisory   Committee   on   Reactor  Safeguards 
B3/07/15        D1HCKS.W   J        Office   of    the  Ejecutivo   Director    tor 
Operations         IQpp         3E4'14   093 

< — B4O301D01S  Submits    comments    J<  requirements   re  S30B1?  meeting   on 
safeguards    issues    Safeguards   country   analyses,  spent    fiial    & 
spent    fuel    strategy    &    safeguard    goals   addressed 
MAU3SHARDT' l>   II         Office    of    Nuclear   Material    Bafetu   & 
Safequards.  Director         B2/OB/BO        BURNETT,  R  F        Division    of 
Safeguards        3pp         25444    100 

— ai03O10022    Comments    on    saFesuards    research  More    structuring   t,    emphasis 
should    be    placed    on    Investigating    insider, particularly 
coming    to   grips  u /an surer    to  PRA   approach   Shared   research 
be  tin  ten    DOE  &  NDC    could    uork 

DAVIS, J   B        Office    at    Nuclear  Material   Safety    It 
Bafeguardsi  Director-          03/07/14         BURNETT,  R    F         Division     of 
Safeguards         Ip         33444    IDS 

— 840301OOB9   Requests    different   cross   cuts   of    data   on   "Insider  Adversary 
Study"    to    help    quantify    certain   aspects   of  malevolent*   risk 
Classified    insider    adversary   rept  requeited 

QURNrTT.R    F         Division    of    Safejuards         B3/10/36        CAUDLE.  R. 
Enel9Ui     Dfpt      of          Ip.        22444    103 
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NONDOCKETED  ITEMS 


--B4  0301  0033   Foru-ards    histograms   b   e.planatory    notes    that    represent    most 
recent    mart     in    analyiing    safeguards    event    data   Malevolent 
incidents    -that    challenges    safety    syi    &    incident    Frequencies 

UUHW.TT.R   F         Division    of   Safeguards        B2/U/OS        MAUSSHARDT 
Office    of    Hucle-ar   Material    Safety    t,   Sat  eouards.  Director         EVpp 


—8103010037   Distunes    development    of    safeguards    goal    re    Sabotage 
Probability    of    sabotage    .at    plant    not    easily    determined 
Question),   what    uiould    be    needed    to   allou   inclusion   of 
sabotage     In    safety    goals 

GUWJC.TT,fi    f         Division    of    Safeguard*        93/06/09        DERNGBOiRM 
OlvislDTi    at    Flist    Analysis         THOMPSON.  H   L         Division    nf   Human 
Factors    Safety          lp         32444    133 

-3403010042   Forwards    "Quantification   of   flisk    Due    to   Sabotage   at   Power 
Reactors    -    NRC    conclusion    that    Inclusion    of   radiolog  Ual 
sabotage     in    safety    gpal     unfeasible 

BUBNETI.R    F         Division    of   Safeguards         B3/12/14        DAVIS,  J   0 
DFFite    if    Mutledr   Material    Safety   !•   Safeguards-  Director         3ipp 
23444    134 

-•6309040575   Discusses    development   of    safeguards    goal,  per    B30609   memo 
probability    of  nuclear    power  plant   sabotage  cannot  be 
estimated    u/any    confidence   Ho   good   measures    for   predicting 
ef  fee  tlvenfls*    of    securities    safeguards    improvements. 
THOMPSON.  M   L         Division    of   Human   Fat  ton    Safety        33/07/26 
BURNCTT.  R   F         Division    of   Safeguards        2pp         S2444   206 

--B312150241    Provides    Concurrence   on   NM55   summary    of   EDO   830927   briefing 
on    nuantif  ication    of   risk    to   sabotage    at    Power   reactors    Use 
of  PRA  as    tanl    to   develop    sabotage  stds   should  be  portrayed 
more   positively 

THOMAS,  C    O         btandardllation   !.   Special   Projects   Branch         93/12/07 
CHICKSON.R   A         Licensing    Policy    (.  Programs   Branch         lp         22444   21B 

--03111401710   Comments    on   chronology    re   quantification   of   risk    due    to 
sabotage    at    poue-r    reactors,  in   response    to   O31037   memo 
SPFIS.  T   P         Division    of    Safety    Technology         03/11/03 
EIStNHUT.D   6         DUision    of   Licensing         3pp         32414   21? 

--H3121P0006   Clarifies    position    nn    quantification    DP   rial    due    to 
cabotage   Author    incline's    toward   more   positive   view  of   rule 
FFiA   techniques   might   alay    in   regulatory    itds    development 
bearing    upon    sabotage 

SPE1S.T   P         Division    of    Safety    Technology         B3/I1/S9 
EISCNHUT,  D   G         Division    of   Licensing         lp         23444   220 


0403050346   Notifies    of    reappointment    to   ACHB 

PALLrtDlNO.N  "         CflmmisaiSners         SI/02/22         BIESS,  C    P         Affiliation 
Not   AvtlgiMia        SIESS.C  P        ACR8  -   Advisory    Committno   an   ftaaetor 
Safeguards          lp         33301    322 

0403090340  Discusse*   major    def  ic  ienq  1  cs    in    "Critique    of   3O6,  "    Jiact»j. 
Te   inappropi-iata    status    &    qual  If  Itat  ions    of    training   manager 
(,   low  level    oP    educ    requirements    Requost   vlCllla    be    presented 
at   ACR6  S31S13-17  eommiitoe    meetings 

PEAR3DN.R  0  North  Cavolina  State  Univ  ,  Ftaloigh,  NC  PEftREDN,  B  0 
ACRS  -  Advisory  Commlttoe  on  Reactor  Bflfeguardo  B3/15/06  HABD,  D 
ACRS  -  Advisory  Committes  on  Reactor  Bofejuai-J.  9pp  H290t  333 


B403130223  Tran3cript    of  ACR9   Suncommi  ttee    on    Draiduood   Station 
meetiH3    in   Joliet,  1L    Pp     1-1A3   VieWgraiphs    encl 

»     ACflS  -  Advlsoru   Committee    on  Reactor   Safeguards        B1/03/OB 
IBSpp         23603    19S         54X    FlchB    SO-456,  B4/03/OB,  0403130233 


B40314000B  Transcript    of  ACR8   Subcommittee    on    uraidiuond   Station    B;4j0309 
meeting    In  ooliet."-  Pp    164-233  Buppartinj    documentation 

»      ftCKS  -  AdviBorij  Commtttae    on  Reactor   Safeguards        B4/03/0? 
377pp         S2631    033         24*    Fichf    30-436-  B4/03/O9,  H40314OQQP 

fl'103140302  Diacussei  seismology  Issues  in  OL  revinvi  EJtremely 
conservative  values  established  for  ODE  S.  BBE  Plant  »lt«  1« 
as  nearly  aselflmic  as  any  stte  in  eastavn  US 

MAXWELL.  J  C        Maiuell,    J   C        MAXWCLL.  J  C        ACJtS   -  Advisory    Commltt«t 
on  Reactor  Safeguards        84/01/03        HERO.  W        ACRS   -  AdviBopu    Com*Hl*» 
on  Reactor  Safeguards         lp        33633   317        B4X   Fiche    50-400,04/01/03, 
Q40314030S 

3^03140333  Summary    of   ACRB   Subcommittees    on  Reactor    Radiological 
Effects   &  Site   Evaluation    83Q718-3Q  meetings    til    Hanhlngton. 
DC  re  TPA  proposed    natl    Bmission    stds    fc   radiolDolcal 
emergency   plaiiH 

*     ACF<S  -  Ad  vi  BOTH   Committee    on  Reactor   Safeguards        B3/OB/31 
ACR3  -  Advisory   Committee    on    Reactor   Safeguards         S3pp        2  2633   BAO 

B4031  4033^1  Forwards   comments    on   draft    "Pfi/l  RaP    Uocumont,"    ba*»d    an 
bneP  b   incomplete   revleui   Agrees    that    use   of    "bottom-line 
rial   numbers"    should   be    discouraged    Document    eomprthensi  ve    & 
consistent 

CARClAirt  A        Laurence   Llvermore  Laboratory        9S-B4-004/1177U 
B4/01/10        OKRCNT.P         California,     UnlV      of,     Los    AiiflBl**,     Cft 
OKllCNTi  D       ACFIS  -  Advisory    Committee    an  Reactor    Safeguard*          tpp 
8Sb35    171 


-S4030I0057   Submits    ait    items    requiring    fallouiup    re    status    of    safeguard 
proqram    items  Preliminary    agenda    for  Nov    1984  6  meeting 
notice  re  ueeHy    -collEituia   on  PHA  activities   encl 
HAUGSHrtRDT.D    B         Office    of   Nuclear   Material    Safety   & 
SaPeguards.Dlrectoi         B3/10/2O        BURNETT,  B   F        Division    of 
Safeguards         1  Ifipp        22444222 


B4O3140339  Commonte   on   document    evaluating   PRA   methodology 
ef PettivenesB   Rial-worth    tabulations    for   each    complete   PRA 
should   be    included 

MUELLBi.C  J  ,    PEDERBEN,  D   R        Araonno   National    Laboratory 
MUELLER. C   J        ACRS   -  Advisory    Committee   on   Reactor   Sof agua r-rts 
BI/Ql/Oi        BW1Q.R        ACRB   -  Advisory   Committee    on   Rnactor    8af*quitrdl 
OKREN1-D       California,    Univ      of,    Los    Angeles,     CA        4p        BShOS   a4? 


--B31114O350   Discus.se*    initiatives    to    improve    coordination,  morale   & 
training    aoiung    diva    on   PlIA'related    suojs 

R OWSO ME i  F        Assistant  Director    for  T«chnology  Review        B3/O9/21 
BPflb.I         Division   of   Safety    Technology         3pp        32444    33B 

--B1O301QQ65   RenueEta    conference   rnum   beginning    on   Q3I10B   tt    every    Tuesday 
thereafter    to    hold    colloquifl    between   HRR    !,   RES   member^    on 
PHA  related    Issues 

nCIHStlME,  F         Assistant   Director    for   Technology   Review         83/10/^6 
ISEL1N.R    E         Building   6   Operations   Branch         lp        23444    341 

-   B31H4O249    Proposes    (irograra    to    improve    coordination   among    divs    on   PRA- 
related    iuttj« 

RDUSOMEiF   H        Assistant    Director    for   Technology   fieview         03/10/31 
EflNST.M  L        Oivisidn  of   Ris>  Analysis       2pp        32444  343 

--Q313170358  Forwards    preliminary  agenda   Instituting   weekly    collquia 
on  leactor   risk    assusinent   Collquia  series  mill    begin   on 
aauoa  to  discuss  NRR  PRA  for  pva4 

HOWSUME.F         Assistant   Olreetor    for   Technology   Review        83/10/31 
Assistant    Director    for    Technology   fiavleu         lp         92444    344 

B40I3Q0121   Summariies    ACRS  3B5th  meeting   on  8^0113-14  re    review  of  OL 
application,  control     room   design   &    tube    degradation 
Investigation    oF   allegations    re  QA  requested 

EBERSDIE.J  C        ACRS    -  Advisory  Committee  on  Reactor  Safeguards 
B4/01/I6        PALLADIN0.N  J         Commissioner!         3np         32044   023         24X 
Fiche    riO-4DO.  Bfl/Ol/16,  8401300121 

8403030346   Notified    of    reappoi  rstment    to   ACR9 

PALLADIWO.M   J         Commissioners        B4/02/2S        EDERSOLE,  J   C.        Affiliation 
Not    Assigned         EBERSCJLE,  J   C         ACRS   -  Advisory   Committee    on    Reactor 
Safeguards        lp        2SB01   3^1 


B403140352  Summary    of  ACRS   Waste  Mgt    Subcommi  t  tan    830908-09   meeting! 
in  Richland.Wrt    to    continue    revleu   of  ODE  sito 
characterilation  rept    Por    BW1P 

«      ACRfl  -  Advisory    CommittBe    on  Reactor  Safeguards        B3/11/O1 
ACRS    •  Advisory   Committee    on   Reactor   Safeguards         1?PP,       2S63S    175 


8fl031iOOD4   Tranocript   of   ACRS  fiubcommi  tbees    on   Reliability    «<    PWA 
Indian  Point   Units   2  t,  3   B40314  meeting    in   Washington,  DC, 
Pp    1-60  Supporting    documentation    encl 

*  ACHS  -  Advisory    Committee    on  Reactor  Safeguards        B4/03/14 
S26S3  SB?       2flX   Fiche    30-217i  84>03/14i  B403160004 

8403160013  Transcript   of   ACRB  Bubeomml  ttea    on   Reliability    h   Risk 
Ansessment  840314   meeting    In   Washingtan.  DC   Pp    1-54, 
Supporting    documentation    and 

*  ACRS  -  Advisory   Committee    on  Reactor  Bareouard»        B4/03/11 
3B63S   1  IB 


B403160037  Transcript    of   ACRB  Subcommittee    on  Maint   Practic«a    tt 
Procedures   B40314   meeting    in   Washington,  DC  Pp    1-B34 
Suppartinn   documentation    encl 

»      ACRB  -  Advisory   Committee    on  Reactor   Safeguards        94/03/14, 
5Q9np        35650  001 

9403160046  Discusses    adequacy    of   proposed   rulemahing    change    to 
lOCFRSO.App   A,  insuring    human    factor    spec*    in    design 
operation  criteria 

DEDDNS.A       ACR3  -  Advisory    Committee   on  Reactor   Safeguard* 
B3/12/B1        WARD.D        ACRS  -  Advisory    CommltttB    on   Reactor   8afeffu*rdi 
3pp         23a6S   3S2 

54.03160053  Comments   an   DOE   B3111S  final    guideline*    for  recomm«id«tlDn 
of    sites    for   nuclear  waste    repositories 

ntl^52iSK'B  S  ACKS  ~  AdvisDr«  Committee  on  Reactor  Safeguard* 
PH1LBR1CK.S  8  Philbrich.  S  S  03/13/19  HOELLER.D  U  ACRH  - 
Advisory  Committee  on  Reactor  Safeguards,  Spp  23668'  320 


NONDOCKETED  ITEMS 


427 


B4.Q314Q059  Discusses    B31806   meeting    ia/0   Bheron   &  J  Qutman    PE 
contribution    of   semiscale    Integral    facility    in    licensing 
efforts    Specific    issues    addressed   ui/help    of    semiscale 
listed 

CATTON.  I         ACR8   -   Advisory    Committee    on   Reactor    Safeguards 
B4/01/O5         BOEHNERT.P         ACRS   -   Advisor^    Committee    on   Reactor 
Safeguards        2pp        23662   316 


H4O32BD31O    Summary    of    ACflB    Subcommittee    on    Electrical    Sijs    B3I1I6 
meeting     in    Wash  ing  ton.  DC    re    FYB3-86    research    programs     for 
Instrumentation   ti   Control     Branch,  me  luding,     survoi  1  lane  e    tt 
diagnostic    techniques   Agenda   &   vieugraphs    end 

«      ArftH    -    Advisory    Committee    on   Reactor    Safeguards         B3/1H/1V 
ACRS     •   Advisory    Committee     on    Reactor   Safeguards         l?pp         22BO7   352 


8403160067   Transcipt    of   ACR9  Subcommittee   on   Bafeti)    Philosophy, 
Technology   (<  Criteria   B40314    meeting    in  Washington, DC   Pp 
1-171    Supporting    documentation    end 

*      ACRS  -  Advisory    Committee    on   Reactor   Safeguards        B4/03/14 
171nn          22639    17? 


B4Q328OH13   Summery    of    ACRS   Subcommittee   on  Reliability   &   Probabilistic 
Assessment    831114  meeting    ID/ GAD  in   Washington,  DC  IB 
FY8S-B6    budget    proposal*    t,    8AO    030927    Itr    concerning    FfiA 
*     ACIIS  -  Advisory    Committee    on   Reactor  Safeguards        B4/01  /23 
ACRS   -  Advisory  Committee    on   Reactor  &afeguards        9pp        22B07   343 


8403160076  Comments    on   TRAC-PUR    DP   REUAP5   for    future    development 
Recommend*   code   development    be    stopped    Code    assessment 
program    should    be    conducted    by    final    user   of   code 
CATTOMj  I         ACRS   -   Advisory    Committee    on   Reactor    Safeguards 
34/01/06         BOEHNERT.P         ACRS    -   Advisory    Committee    on   Reactor 
Safeguards        2pp        23oo2   SBo 


B4Q328.Q3I4    Bummariies     1DCD3    Fi ssion-Product /Source-term   meeting 
Overall    treatment   given    to    severe  accident    problem 
commendable 

COnttADlNI.il  Wisconsin,  Univ  of,  Madison,  Wl  CQRRADINI  j  H 
Advi&Bvy  Committee  on  Heact-or  Safeguards  B4/O2/33  KGRR, W 
Michigan,  Univ  of,  Ann  Arbor,  MI  KERB,  U  ACRS  -  Advisory 
Committee  on  Reactor  Safeguards  4pp  22S07  339 


B4O3I&OOB3  Comments    on   B40103-04    site    visit  !,   OL   hearing    in   Ape«,«C 
Requests    opportunity    to   viiui    final    control    room  tt   neu 
s  imulator 

PEARBON.R  0        North    Carolina    State  Univ  ,    Raleigh.    NC        PEAREQN.H    0 
ACRS    -   Advisory   Committee    an    Reactor   Safeguards        84/Q1/O3        KERR. H 
ACRS    -   Advisory,   Committee    on    Reactor  Safeguards        MAJOR. R        North 
Carolina    State  Univ    ,    Raleigh,    NC        3pp        B36oB  276        24X 
FichB'  50-400,  B4/01 /OS,  B40316OOS5 

B4O319010B   Transcript    of  ACRS  287th    general    maeting    on  B40315    in 
Haihinnton.  DC,  pp    1-190  Supporting    documentation   encl 
*      ACRB  -  Advisory   Committee    on   Reactor    Safaguards        04/03/19 
S266S   007 


B4Q33H031&   Submits    comments    on    H31221    containment   meetino    in    Knoiville, 
TN  Value    of    TM1-H  Action    P3an    as    tool    for    reducing    severe 
accident    risk    debatable 

BENDtH.M         Quorytech.      Inc          BENDER.  M        ACRB   -    Advisory    Canunlttee    an 
Heactoi    Safeguards         B4/01/3I         KEHR.U        ACHS   -  Advisory   Committee    on 
Reactov    Safeguards         Bpp         2279?  337 

s 

B4032SO320    Summoi y    of    ACRE    Sub c ommittEEa    on    Reactor   Hadiological 
Effects, Air    Sys   t,  Waste   Mgt    B3I201-03  meetings    u/Bechtel, 
DDE.  Nucleonica   Wk    b    Daub    t<    Muntllng    in   Wash  ing  ton,  DC   re 
proposed    research 

*      ACHii   -  Advisory    Coirunlttae    on   Reactor  Safeguards        B4/03/19 
ACRS    -   Advisory   Committee     on    fleactor   QafEgirardf          17pp         22B07   332 


B403H100B4  Transcript    of   BB7th    ACHB   general    meetino    on  B4O314    in 
Mashing  ton.  DC  Pp    19I-SS9   Supporting    documentation    encl 

*  ACfiS   -  Advisory    Committee    on   Reactor   Safeguards        B4/O3/16 
JOOpp          33705    IBd 

BIO 3330064   Transcript    of   ACRS  Subcommittee    on   ECCS  DJHR  B40320  meeting 
in    Wash ington, DC   Pp    1-363   Supporting    documentation    end 

*  ACHQ  -  Advisory    Committee    on   Reactor    Safeguards        B4/03/20 
499pp          22711-OOJ 

34033301  IB   Racommvnds    that    proposed    rule    change    to    10CFR5O, rtpp   A   be 
published    for    public    comment    ti  provides    editorial    comments 
Change    would    add    human    factor   design    criterion    to   general 
cr 1 beri  on 

KEYSERL1NO.H  M        ACRS  -  Advisory   Committee   on   Reactor    Safeguards 
Sa/ie/lE        WAND,  D        ACRS   -  Advieorv   Committee    on  Reactor    Safeguards 
8pp.       U2723.SB5 

8403230121    Transcript    of  ACRB  Subcommittee    on   ECCS  !<   DHR   810321   meeting 
In    Washington,  DC  Pp    3i4-iBO 

*  ACRB  -  Advisory    Committee    on   Reactor    Safeguards        84/O3/21 
49lpp,        22729  001 


Comments    on    ACHS    Claaa    9   Subcommittee    340137   meeting     re 
marking    draft    of    Final    NKC    policy    statement    on    severe 
reactor   accidents    Met)     should    be   carefully    reworded    to   make 
•statements    prnclse   &    ttanr  epe  t  i  ti  ve 

CanRALIlNl.M         Wisconsin,     Univ       of,     Madison,     Wl          CQRftADlNI,M         ACRS    - 
Advitoiy    Committee    on    Reactor    Safeguards        B4/Q1/30        KERIl^U 
Michigan.     Univ      of,     Ann    Aroor,    MI        KEHR,  U        ACRS  -  Advisory 
Committee    on    Reactor    Safeguarda        Bpp       22797360 

Q4O3«>BO333    Summary    of    ACRS    Subcommittee   on   RE   Ointia    B31116   meeting   u/ 
utllE'Ollbert    ASDOC.  Weatlnghou-se,  KMC,  Inc,  Taylor    Assoc    6 
Ucllociif,  Lambj  Ueltiv    t<   MacFiae     In    Washington.  DC    re    application 
to    convert    priiviolonal     OL    ta     Pull-term   DL 

«      t\CSl'j   -  Advisory    Committee    on  Reactor  Safeguards        34/02/10 
ACRS     •  Advisory  Committee    on   fieactor  Safeguard*        20pp        2PB07  23"? 
K4X    firhe    50-344,  B4/O2/IO, 3403280333 

04O3aBO341    Forwards    rept    on    831129-1201  meetings    at  Harpers    Ferry, HV 
re    IDCOR    analysis    program    Oaconil   meeting   on    same    subj 
matter,  ui/apecl  Pic    p  rees  tail  I  I  shed    set   of   nuestiuns   needed 
DENDFH.M         Querytech,      Inc          BENDER,  M        ACR9    -   Advisory    CommittEB    nrv 
Reactor   Safeguards         84/01/O4        KERR.U       ACR3  -   Aiiviaory   Committee    or, 
Reactor   Safeguards         <7pp         22BQ7    194 


B 40326039 7   Transcript    of   ACRS  840322   seminar   on   PRA    In  Uashington, DC 
Pp    1-1C1    Supporting    documentation    encl 

*  ACMS    -  Advisory    Committee    on    Reactor    Safeguards        B4/O3/22 
£66pp.        227S1    082 

B403270003   Transcript    of   840323   seminar    in   Wash  ington,  DC   re,    PHA 
Pp    482-633  Supporting    documentation    encl, 

*  ACRB    -  Advisory    Committee    on   Reactor    Safeguards        34/03/23 
370pp         22767   001 

B4O32BO241    Questions    requirements    of   Reg    Quids    1    77    to   insure 
Instrumentation   to    follou   course    of    occidenti including 
severe    accidents.  Qualification  requirements    -do    not    include 
anything    beyond  DDA 

CATTONr  I.       California.    Univ      of,     Los   Angeles,    CA        CATTON.  I        ACRS 
Advisory    Committee    on  Reactor   Safeguards        B4/02/17        CAPUCC1.A  J 
ACRS    -   Advisory   Committee    on    Reactor   Safeguards         ]p        ECB08  2O9 

84033B0307   Summarv    of   ACRS  Subconunitteri    on   Eitreme  External    Phenomena 
831O12  masting    u/utlli  Mes  tinghouie,  TERA   t,  Univ   of    Illinois 
In   Hath ington, DC  re    us*    of    tan   effect  methodology    in   aeismic 
design    analysis  at   Diablo   Canyon. Agenda    encl 

»      ACRB    -  Advisory    Committee    on  Reactor    Safeguards        83/11/33 
ACRB   -   AdvUory   Committee    on    Reactor    Safeguards.       I6pp        22aOB,  040 
24 X    Flche    30-37S,  B3/11/S5,  3403280307 

H4O32e030B  Summary    of   ACRS  Subcontmltteg    on   Human   Factors   B31 130 
maeting    ui/Westlnghouse,  DNL,  Interlock    Group    h    DOE   in 
Mashingtoni DC   re    proposed    revs    to   Reg   Outdts    1    149,1    B, 1    134 
ti    1.114    ii   proposad    mod    to    10CFR50,  App   A, 

*  ACRS    -  Advisory    Committee    on  Reactor    Safeguards        B4/O2/24 
ACRS   -   Advisory   Committee    on   Reactor    Safeguards        33pp         22808   007 


eiO32BO3-45    Summoriies    ACRS    Class    9   B31012   meetinq     re   B3u923    rev    to 
830BO5  document,    "Savers    Accident  Decisions    for    Eiistlng 
Nuclear   Pouer    Plant  &    "    Regulatory    questinnsj technical    issues 
C>    direction    oP    future    meeting*    addressed 

COFiHAUlNI,  rt        ACRS    -   Aflvloory    Committee   on   Iteactor   QaFeguards 
83/1O/I2        KEHR,H        ACRS   -    Advisory   Committee   on   Reactor  Safeguards 
2Hpp          23799    334 

B403290D02  Final    response    to    FO1A   request   for    Pour   categories    of 
documents. testii stud t e»    h   analyses   referencing    or   pertaining 
to   NUREQ-Q1O3,     "STB    FOT    B&H    PHR    "   App   A   documents    and 
FELTON,  J  H        DiviEion    of   Rules    a-nd   Records        S4/O1/13        MADDEN,  I    J 
Kaye,     Scholer,    Flerman.     Hays    J.  Handler        6pp        33Bli    137        24X 
Ficlie.  00-000,  34/01/13,  B4O3E90002 

— B4Q329QOb8   Lleta  proposeif    reg    guides    that   Engineering    Bids    Branch    p  1  ar 
to    submit    to    ACHB    Safe-ty     OuirJJj    Subcommittee    For 
considers tlon  at   Feb    meeting. 

ARlOTTOiG    A        Atomic    Energy    Commission   -   Directorate    of    RegiilatOTy 
Standards         73/O1/2&         BUflNB.H       ACRS  -  Advisory   Committee    (in 
Reactor    8aPe<|uavd«  lp          SSBtfi   337 

8403370067  Summary    of    ACRS   Subcommittee   an  Qua  11  by    &  <JA    in  Design  & 
Const   G312O&  meeting    u/B&W.  NUTECH  Engineers,  Inc- Sandia    Lobs, 
EEI,  DDL,  Gaiser   ASEDC  ,  Tay  1  or    Assocj  Fauth  Aosnc,  Inc   !i  Dechtel 
in  Washington, DC 

«      AClia   -  Advisory   Committee    on   Reactor   Safeguards        84/01 /B3 
ACRS     -    Advisor!)   Committee    en    Reactor    Safeguards          l^pp         23B3E    Ifl 

B4O329O110  Forwards    J    Prsston    B30104  memo   re    generic    saf»tg    Issues 
priori  tliatl  on   mutJiotfoJojij    for   placement    in   PDR 
RDBEmS,  B   J        ACRS   -    Advisory    Committee   on  liesctor  Safiguarda 
9^/03/14        MCHNIOHT-J         Distribution  Services   Branch         lp 
22HSH   El 4 
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—  04O3P90  I  1  .3   Advises    of    roviom    OF    generic     safety     issues    p  nor  i  ti  jati  on 
metfiDdalogy    described     in    NUREa-C?33    Inherent    limitations 
of    value    impact    score    fornula    discussed    Use    of    -,  true  tured    tc 
itnatlve    consensus    judgement   mo  tbodo  1  agt)    r  ecoinniended 
PREIilCJM.  J         ALMS    -   Advisory    Committee    on    fieactor    Safeguards 
H3/01/04         HEMDER.M         ACRE    -   Advisory    Committee    an   Reactor 
Safeguards         3pp          3^B33    213 


B4D3290J:i2   Svmmjry    Of    ACRb    Sub  c  omml  ttee    on    Safetu,    Research    Program 
B4CU11    meeting    in    Wasli  ing  ton.  DC    re    OMB     Pinal    marl     on   NF?C 
safety    research    program    budget    for    FVO5   (,    draft    version    of 
ACFIS    ri.pt    to    Congl-ess    on    related    matter    Vi  emgrap  h  s    encl 
*      ACUb    -    Advisory    Committee    on    Reactor    Safeguards         04/02/32 
ACRS     -   AOvlsory    Committae    on    Fit  Jc  tor    Safeguards          22pp         22833    266 

8403300240    Smnmury    of    ACRS    Subcommittee    on    Human    Factors    6312O7 
m  lie  ting     in   Wash  ing  ton,  UC    re    status    of    ongoing    activities    in 
NRC    human    Factors    program    plan,  human    reliability    data    base     & 
uses    &    review    of    program    budnat    For    FVB5-O6 

"       ACIIB    -   Advisory    Committee    On   Reactor    Safeguards         93/12/07 
ACR3  -   ASvis-ory    Committee    on    Rsactor    Safeguards        E4pp        22343    320 

aflO33QO;<44i   Comments    nn    contaminant    performance    g  utde  1  ines.  f  I  Fth    source 
term  meeting    t<   severe   accident    program    for    LWJi    regulation 
CATTON,  1          ACR-E3    -    ftdvioorj    Committee    on   Reactor    Safeguards 
B4/03/O6         UAN«,  A         ACRS    -   Advisory    Committe*    on   Reactor   Safeguards 
4pp          238=10    34U 


MFtC   ADVISORY   COMMITTEE 


S 40308 04 iO  Respondl    to   B4O314    request    for    30- day    e  j  t  ens  i  on   to    comment 
on    BriiFt    suppl     tn    programmatic    E!5    Due    date     for    comments 
eiteifrfed     to    B1O4Q3 

DENTON,  H   J!         Uffice    of    Nuclear    Reactor    Regulation,     Director 
ai/03/OJ         MaHnl-SiA    E         Lancaster,     PA         2pp          22381    32fl         23X 
Fie  lie    riO-aaD,  Q1/03/O1,  BflQ3uB041O 

— B403OBO412   Requests    DO-day    Bitension    to    comment    nn    pr  Djjraramatie    EIB 
update 

MUmnSiA   E         Aifviforij    Council     foi     Decontamina  1 1  an    of    TM1     Unit   ^ 
B4/OIVI4         PALLADlNa-N    J         CoJnmi  as  loners          2pp          325BI    327         24X 
Tic-lie    30-320,  B4/03/OI,  B4QJOBQ410 


NRC    COHMIfaSIDNERS 


Responds    to    B1O1H    request     For    development    of    facility 
public     safety    oversight    committee    Merits    of    committee    not 
judged    due    to    utll     Intention    not    to    complete    project   as 
•nuclear    plant 

F'ALLADlr40,  H    J         Commissioners         EW/01/31          CDLLHJS.  ML         Kentucky, 
Comraionuiealth    nf.  lp         22fifcP    33O         24X    Flene    Su-asfl.  B4/01  /31 , 


8102130360    Requests    changes    In    proposed    facility    oversight    committee 
Changes   needed    to    inspire    public    confidence    in    oversight 
pvoct  as 

CELERTE.R    F         Ohio,     State    of         B3/12/13         PrtLLADlNO.N 
Commissioners          lp         33&b2    S5B         24X    Fiche    5O-35S,  H4/O1/31  , 
B4021  30393 


Responds    to    B31S09    1  tr    In    opposition    to    restart    until    aJ  I 
outstanding    issues    resolved 

PALLrtDINO,  N   J         ComirlsalDners         B4/01/3I          HEINZ,  J         Senate          lp 
23SB4   UOfi         SIX   Flche    W-2B9.  B4/O1  /31, 


Bfli0309O003  Rer.ponda    to   B31212    Itr    eipresHlng    concern  ra    protracted    tint 
pETiod    for   resolving    TMI-I    restart    Issue    Notice    to   parties. 
issued    on  84Q127   end    W/o    cricl 

PrtLLflDIND.N    J         Commissioners         S4/01/31          KOLTEFI.JP         House    of 
Hep          lp         J2SB4    305         24X    Fiche    SO-2B9,  H4/01  /3l,  8402320391 

8'J0309000fl  RDBponfls    to   831212    Itr    eiprossing    concern  re    protracted    tin* 
peiiod    for    rosolvlng    TH1-1    restart    issue    Notice    to   parties 
t  sfcuod    on   B4O127    encl    H/o    encl 

PALLrtUlNO,  N   J         Commissioners         fl.4/01/31          MURPHY,  A   J         HDUSO    of 
Ren          lp         i!23S4    3O7         24X    Fiche    SO-SB9,  B4/O1  /31,  B102320291 

8403Q70005   Flosponds    to    831313    Itr    expressing    concern   re    protrsctad     tint 
peiiod    for    reBolving    TM1-1    rsfltart    ISBUB    Notice    to   parties 
isEUid    on   H40137    encl    W/o    encl 

I'ALLADINO.N   J         C  ommissionEi-a         84/O1/31          MURTHft,  J   P         House    of 
Rep          lp         S2&84   30B         H4X    Fiche    3O-2B9.  B4/O1  /31  ,  0403320271 

B4O309O007  Renponda    to   03121?    Itr    ejprossing    concern   re    protracted    tl«r 
period    for   resolving    TH1-1    restart    issue    Notlca    to   parties 
Usued    an   810127    encl    W/o    encl 

f  ALL/lDTNO,  N   J         Commi  SB  i  oners         B4/01/31          CLINQEtl,  WF         Hou^eof 
Rep          lp         223B4    309         24X    Fiche    30-SS9.  B4/01  /31,  B402330291 

040309000B  Ro'iponttc    to   931215    Itr    eipressing    concern  re    protracted    tlml 
peiiod    for    resolving    TMI-1    restart    issue    Notice    to   parties 
iBtueti    on    U401P7    encl    W/o    encl 

['At-LADIND.  N   J         Commissioners         B1/01/31          OAVDD9,  J    M         HOUGS    of 
Rep          lp         L'35B4    310         24X    Fiche    30-2B9,  B4/O1  /31  ,  B4O2S20271 

-B4O3070009  RetpondB    to   B31213    Itr    expressing    concern   re    protracted    ttrei 
period    for    resolving   TMI-1    restart    ISHUB    Notice    to  parties 
issued    an  B4O127    cncl    W/o    entl 

PALLADtNOiN   J         (.nmni  as  loners         B4/O1/31          RITTEFt.D         HOUBO    of   ft«p 
lp         52584   3J1          21X    Fichu    50-389,34/01/31,0403320291 

3403090010  RetpondQ    to   031212    Itr    eipressing    concern   ro    protracted    tini 
peiiod    for   resolving    TMI-l    restart    issue    Notice    to  parties 
iitued    on   340127    encl    W/D    encl 

PAULADIND.N   J         Commi  sa  1  onors         B4/O1/31          HARR1SDN.F         HOUBB    of 
Flep          lp         22SB4    312         34X    Fiche    30-SS9.  84/01  /31  ,  840B2S02V1 


<?   Flebponds    to    Q312I?   request    far    development    at    Facility 
public    safety    ovei slqht    committoe    Merits    of    committee    not 
judged    due    to   util    intention  not    to   complete    project    as 
Hue  1 1 ar    p lant 

PALI  ADIND.  N   J         Cp(nrnlssione.rs         B4/OI/31          COJilZ,  A         Cincinnati, 
OH          lp          32A62   251          24X    Fiche    50-338,  91/Q! /3],  8402130393 


-B103090013  EipreHEBS    concern    re    protracted    time    period    for    resolution 
nf    issues    surrounding    TMI-1    restart   Commission    thould    place 
primary    emphasis    on   ability    of    util    mgt    to    operate   plant 

D3ff  llj 

GAYEieiS.  J   M   .     HDLTER.O   P    ,     MURPHY.  A   J         HOUBB    Qf    Rep         83/12/13 
PALL.ADIND,  N   ,     QILL1NSHY.V    ,     HODEftTB,  T         Commissioners         3ofl 
225Q4    331         B4X   Ficho    30-269,84/01/31.6402320391 


-L94C2I30390   Reapc-nits    to    331221    request    fo-r    development    of    Facility 
public     laFety    oversight    committee    Merits    of    committee    not 
judged    due    to    utH     Intention    not     to    tomiilete    project    as 
nuclear    plant 

PAlUrtDINQ.N   0         Commissioners         B4/01/31          METZENUAUH,  H    M         Senate, 
Lnerqy    &   Natural    Resoureea          lp          22io2   233         24X 
Tiilit     SO-35Bj81/O.l/31i  B4O2130393 


— B403090011   EipTBQSOE    concern    ra   protracted    time    period    for    resolution 
of    Isauea    suirounding    TMI-1    restart   Commission    should    place 
primary    emphasis    on   ability    oF   util    mgt    to    operate    plant 
s.ifcly 

HAWR1SDN.F         House    of    Rap          03/15/13         PALLAOIND,  N   ,     GILINSKY.V    . 
RQHERTg,T         Commissioners         2pp         22S04    329         21X 
niliw    SO-2B9,  84/01/31,8403220291 


-840313033-3  Responds    to   831215   request    for    development    of    facility 
public    5-afotij    overilglit    committee   Merits    oF   committee   not 
judged    (foe    lo    util    Intention   not    ta    cuniplote   nroject  aa 
liuclcsr    plant 

,  N   J         Commiagioners         84/01/31          CELESTE, RF          Ohio, 
4pp          22dfa2    J5-3         24X    Fiche    3O-39B,  et/Ol /31,  H4Oaj30393 


B4Otl0100?4   ReBpoiiflB    to   FDIA   request    for   documents   re    petition    for 
r  u  1  nni£  H  nq   PF1M -50-31    from  Citizens    Task    Force    op   Chapel 
Hill.HL   FoTivarda   App    A   documents   App    D   documents    completely 
withheld    (ref  FOIft  Exemption    3) 

FELTON.  J   H        Division   of    Ruins   and    Records        84/01/18        EHQLLY.  H  C 
Union    of   Concerned    Scientists        4pp        22416   03S 


-8402130393  Requests    development   oF    proposed    Facility    public    oversight 
cummltteB  Committee    establishment   would    inspire-   public 
c  oiif  i  dance 

COLLINS,  M   (-         Kentucky.     Coramoniueal  th     of,          94/01/11         F'ALLADlNCbN 
CommiBiiociBTS         lp         BSfifaS   B54         24K   Fiche   50-3SH.  Bfl/01/31, 
9102 1 30373 

-8402130392   Requests    development    of    public     oversight    committee    to    revien 
FacJllty    safety-relatBd    problems   NRC   *   util    credibility 
questioned    us   public    uii  tnes-s    cast    overruns   &    safety    PlJiuis 
NET2L«BAUM.H  M        Senate,    Enerqij   *.   Natural    Oeanurccs        D3/1H/21 
PALt-ADINa.N    J         Comirilsslonera-         Jp          P26J.2   357         24X 
Ficlie    30-35B,  84/01 /31.  B402J30393 


—8403010038  Requests    documents   re    petition    for    rulemaking   PRM-30-31 
filed    by   Citiieng   Task    Force  &  R   Dernero    B30916  memo    to 
NflC    dlv   directors    re    draft    rulomaking    on    emergency 
prcpereifness 

MARKIY.E  J        House    of  Hep    .     Interior   ti    Insular   Affairs        83/07/22 
F'ALLAOINDiM  J        Commissioners        lp        3H446,  040 

B40301O4/7   Responds    to   B40113    Itr  re   release    of    radioactive    matl    Into 
atmosphere   !<  Cmtiri  ttlement    of    containment    shells    in  older 
nuclear    power   plants    h   capability    of   containment    structure 
to  withstand  (.rcsBurlietl    thermal    ahocfc 

finNlDN.  H  R        Dfflre    of  Nuclear  Reactor   Regulation^    Director 
B4/OP/13        AMGDRD,  D  A        Affiliation   Not  Assigned        3pp        22430,300 
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—  B4030103QO  Eipressea    concern    re    backuiarif    shift   rotation    of    plant 
operators   t   ombri ttlement    of   containment    shells    In   older 
nuclear    power    plants    due    to    constant    bombardment    of    high 
level s    of   radiation 

AMBDRD.D   A         Affiliation    Not   Assigned         64/01/13         PALLAD1NO.N   J 
Commissioners         lp         2243B    303 


- -B403OC.O065    Forwards    NRC   CVB3    summary    at    actions     taken     in    response    to 
Comptroller    Seneral    recommendations   Activities    Fall     short    op 
intent    of    Recommenda  tion    2    OF   GrtD/RCeD-8J~4    re    improving 
reactor    operator    capabilities  W/o    encl 

PrtLlrtDlNO,N    J        Commissioners         84/O1/31          UH1TTE.N.O         House    oF 
f<ep     .     Appropriations          lp          3252B   34-1 


O403O3O1V6  Requests    to    be    notified    if   WO  Del)    mill    continue    to    be    state 
liaison    officer    or    IF   neu    liaison    officer   will    be    appointed 
PALLADINO.N   J         Commissioners         £4/02/22         ALLAIN.WA         Mi ssissipp i . 
State    of         2pp         2232B    IBS 

S4O3030200   Forwards    rept    on    administration    of    FOlrt    by    NRC    for   CYB3.  per 
Public    Law  93-503 

PALLADINO.N   J         Commissioners          B4/02/24         O'NGILt. T   P         House    of 
Hep    .     Speaker    of    the    House          lp          22323    167 

— B40305QS04   Forwards    rept    on    administration    op   FDIA    by    NRC    for   CYS3,  per 
Public    Law  93-5O2 

PALLADlNDiN   J         Commissioners         B4/02/24         BUSH,  O  H         Senate, 
President    of    the   Sonata         14pp         2H32B    16B 

B403Q3O346  Motifios   of    reappointment    to  ACRQ 

PAU-rtDlND.N  J        Commissioners        S4/02/S2        EBERSOLE,  J,  C        Affiliation 
Hat   Assigned        EBERSQLEi  J   C        ACRS   -   Advisory    Committee    on   Reactor 
Safeguards         lp        22501    321 

H403O3034B  Notifies    of   reappointment    to  ACRS 

PALLAD1NO,  H  J        Commissioners        B4/02V22        SJESB,  C   P        Affiliation 
Not   Assioned        BIE98.C   P        ACR9  -  Advisory   Committee   on    Reactor 
Safeguards       lp       22S01   322 


— B403QAG071     Forwards    NRC    CYB3    summary    of    actsons     taken     in   response    to 
Comptroller    Oeneral    recommendations  Activities    fall    short   of 
intent   oF    Floe  pmmeniiat  ion    2    oF  SAO /HEED- S3- 4    re    Improving 
reactor    operator    capabilities   M/o    encl 

PALLADINO.  N   J        Commissioners         B4/Q1/31          BOWBHER,  C    A         General 
Accounting    Office          lp          22b33    345 

— B4O306QQ74    Forwards    NRC   CYB3    Buminary   oF   actions    taken    in   response    to 
Comptroller   General    recommendations  Activities    fall    snort    of 
intent   of   Flee  ommenitat  ion   2    of  OAO/I1CED-B3-4    re    improving 
reactor    opoiator    capabilities 

PALLADINQ.N   J        Commissioners         Bfl/01/31          STOCKMAN,  D   A         Office    of 
Management    ti    Budget          7pp          225SB    316 

B1O3O6O1B7    Weekly    info    mpt    for    uk    ending    B4Q2S4 

REHMiT    A         Office    of     the    Ejucutlva    Director     For    Operations 
S4/03/O1          43pp         22553    lit 

B403070OS3   Responds    to    B312I4     Itr    suggesting    Commission    refuse    to 
restart    Unit    1    until     Funding    For    Unit  2  cleanup    in    place 
CoirimitEion    does    not    hejieve     that    Unit    1    restart    Sr   Unit    3 
cleanup     should    be    tied     together 

P/lLLADJND.N  J  Commissioners  B4V02/08  MDRfllS.AE  Advisory 
Council  for  Drc  on  tarn  I  nation  op  TMI  Unit  2  lp  23363  19H  24X 
FleliB  DO-3B1?,  Ofl/02/03,  B403O7O033 


8403OS036S  Forward  e   retponseB    to   B3110B  questions    for    inclusion    In 
record    of   Q3090&  hearing    re   Southeast    Interstate   Lou  Level 
Raduiaste   Mgt  Compact 

PALLADINO,  M  J        Commissioners        04/02/08        THURMOND,  5        Sena  to, 
Judiciary         l&pp        32319   267 

B4O3D3037?  Requests    to    be    notified    IP   RL   Sanders   mill    continue    as    stato 
liaison    officer   or    if   neu    liaison    mill    be   appointed 
P  ALL  AD]  NO,  N  J        Commissioners        84/02/22        COLLINS,  M  L        Kentucky. 
Commonutfllth    of.         2pp         2BS27'  256 

ai030tOO14   Prepared    teitimony    of  NJ  Palladino    to   aubcommi  ttee   on 
Nuclear   Regulation.  Commi  ttee    on  Envlr-on    Ei  Public    Works* 
UB   Senate   re  Commiasion   budget   request    for   FY83 
PALLADINOiN  J        Commissioners        B4/OH/23        23pp         3H34B>a60 


ForiuardH   NRC   CYB3   summary    of  actions    taken    in    response    to 
Comptroller   Sonera  1    recommendations.  Ac  tivi  ties    fall    short    of 
Intent    of  Recommendation    2   of    OAO/RCED-B3-4   re    improving 
reactor    operator    capabilities    W/o    encl 

PM-LADINOiN  J        Commissioner*-       B4/01/31         HATFlELD.tl  B        Senato, 
Appropriations          lp         H232B   338 

—  a-!O3Oi!)-0023  Forwards    NRC   CYB3    summary    of    actions    taken    in   response    to 

Comptroller   general    recommendations    Activities    fall    short   of 
intent    of   Recommendation   S   of  GAQ/RCED-83-4   re    Improving 
Tcaetor    operator    capabilities   W/o    encl 

PALLADINO,  N  J        Commi  ssionerB        04/01/31         ROTH,  W  V        Senate, 
Governmental    Affairs         lp         22328  337 

—  S4O30&0030  Forwards   NRC   CVB3   summary    of   actions    taken    in   response    to 

Comptroller   General    recommendations    Activities    fall    short   of 
intent   of   Recommendation   2    of  QAQ/RCED-B3-4    re    improving 
reactor   operator    capabilities  W/o    encl 

PALLADINOiN,  J        Commissioners        B4/01/31         BROOKS,  J        House   of 
Rcp.j    Government   Operations         lp        2292B  340 

—  B4O3Q&O037  Forwards    NRC   CYB3    summary    of   actions    taken    in   response    to 

Comptroller   General    recommendations    Activities    fall    short   of 

Intent    of   Recommendation   S   aP  OAD/fiCED-83  --t    re    improving 

r  if  act  or    operator    capabilities  W/o   encl 

PAI.LAD1NO,  N  J        Commissioners        B4/01/31         SIMPSOW,  A   K        Senate, 

Environment   h  Public    Worki         lp        2232B  341 

—  B4030&O04A  Forwards    NRC   CYB3    summary    of   actions    taken    In   response    to 

Comptroller  General    recommendations    Activities    fall    short   of 
Intent    of   Recommendation   2   of  OAO/RCED-83-4   re    Improving 
reactor   operator    capabilities   M/o    encl. 

PALLADINO,  N  J.       Commiedoners        64/O1/31         UDALLi  M  K.       House    of 
dtp    ,     Interior   t>    Insular   Affairs         lp,       22329  342 

—  0^03060061    Forward*    NRC   CYB3    summary,    of   actions    taken    in   response    to 

Comptroller   General    recommenilatloni    Activities    fall    short   of 
intent    of   Recommendation  S   of  GAO/RCED-83-4    re    Improving 
reactor    operator    capabilities   M/o    end 

PrtLLADlNO,N  J.       CDinmiBiioneT'*.       B4/O1/31         OTTINQER.R   L        House    of 
Rep   >    Energy  It  Commerce        lp       22528  343 


3403070060  Responds    to   831213    Itr    re   criminal     indictment   of   Meb  Ed 
cleanup    of    Unit  P   Commission  does    not   believe    delaying 
restart  mould    accelerate   Unit  2    cleanup   Unit    1    restart  !. 
Unit    3   cleanup    should    not    oe    tied    together 

PALLADJNO,N   J         Commissioners         B4/02/OQ         MCRH1B,A   E         House   of 
flep  la          22Efi3    199         2flX    Fiche     50-2B9,  fl4/02/0a,  94O3070053 

Q')O30>0061?   Respunde    to    B312O7     Itr    urging    Commission   not    to    authorii 
restart    of    Unit    1    Commission   v\  ems    on    reatflrb     set    forth     In 
em  t    B40127   notice    to    partle-a  Commission    if  DOS    not  believe 
Unit    1    restart  tc   Unit    B   cleanup    related 

PALLADINO.  N   J        Commissioners         B4/03/OB         QEKflS-  0   M         House    at 
Hop  lp          HP363    HOO         24X    Ficho     50-299.  B4/'OS/08,  B4030700S3 


Urgas  Commission    not   to    accept  rB-commenflat  i  on    to    restart 
Unlb    1    in    U(jht    of   jngt    integrity    review!,    criminal 
pioc-eedings    &   slaw    pace   of    Unit    Z   cleanup 
GEKAb.G   W         House    of    Rep          B3/I2/07        PALLADINO.N   J 
CommiBSlonera         lp          22363    317         24X   Ticho    30-239,  H4/Oi!/OS, 
Q1030700S3 

—  B4030/OO76  fldvisas    of    convictions    re  Unit    I    restart  Du-e    to    criminal 

indictmBnts    b   belief    that    Unit    1    revenue    slinuld    go   directly 

toward   Unit    S   cleanup!  recommends    aqainsl   restart 

WALKFR.R    3         Houao    of    Rep  BJ/12/13        PALLADIND.N   ,     ASSELSTINt.  J 

KtRNIHALjF         Commtaslonera          lp          ^563218         24X 

Fichu    5O-2B9,  B4/O2/O3.  B403O70033 

B1O31203/6  Responds   to   B4O107    request    for    info    re    accident   source    tarn 
J.    emclqency    planning    lone   Final   resolution  uill    not  b« 
mnde   until    revlBU)  process    complete 

PiflLLADlNO.M   J         CommlBsionet-  s         84/Q2/O4        MAUKSV,  E   J         Houae    uf 
Heo    ,     Interior    &   Insular    Affairs          3pp         22611?   O31 

—  B-4O31203BB  Responds    to    atatementa    in  Marfcey    B40JO9   Itr    re    impact  of 

Citiiens   Task    Force    petition    on    emergency    preparoness    rule 
Rev    to    emergency    preparedness   rule    independent    of   source 
t  PI  in   revaluation 

D1RCKB.W  J        Office    op    the    Eiecutlve   Director    for  Operations 
9-1/01/24         PALLADTNOjN         Commissl  onsra         Hpp          22619    OBI 

—  B1O31T0393  Advises    that    draft    info   •!(  documents    provided    in    response 

to  £130922,  IO2B  It    122O    ltrs    re  oFfsite   emergency    preparedness 

creates    impression   Chairman    position  used    to    pursue 

pal  it  leal  l<j   (not  1  vat  ad    regulatorg    changes 

MARKtYiE  J        House    of    Rep    .     Interior   &   Insular    Affairs        B4/01/09 

PALL  AD  I  NO,  N  J       Commi  as  ion  era        5pp        33619    094 

84O3160D32  Responds   to    831206    Itr  ro    CoinmlssiDn    consideration    of 
applicant   request    for   Commission   approval    at    restart  Final 
decision  will    lip  made    in   near-    future 

PrtLLADlND.N   J        Commi  sol  oner  s        B1AJ3/13       UBALLiM  K        HOUBB   of   Rep    , 
Intel  lor    t,    Insular   Affairs          2pp         22693    141.        24X 
Fitlio    50-889.  B4/03/I3,  B4031A0032 


430 


NQNDOCKETED  ITEMS 


B4/03/OI    -    B4/Q3/3.1      PrtGE 
MDNTI-f-Y    TITLE    LIST 
NUCLEAR   REffULATOSV    COMMISSION 


B4/03/01    -   84/03/31 
MONTrt-Y    TITLE   LIST 
NUCLEAR   REGULATORY    COMMiaaiDN 


S4032iOlCi  Provides   current    status   of    Facility    licensing    process    in 
response    to   840|2fi    1 tr    Since    B4Q124    hearings. WRC    has 
continued    lnv«s tioa t i on. i n&p    &   evaluation    of   allegations, 
uihic/i    will    be  resolved   prior    to    law   power    author!  id  tl  an 
PENTON.H   R         Office    of   Nuclear   Reactor    Regulation,     Dirottor 
04/O3/09         MCCARTHY. L    T         California,     State    at         4pp          32761    356 
24X    Fithe    50-375.  B4/03/09.  B4032i0104 

— B4Q32iO:lll    Egresses   concern    re    possibility    that    facility    will    ae 
licensed   m/o  meeting    safety    s»ds 

MCCAHTHY.L   T         California,     State    of         B4/O1/H6         PALLADlNa.N 
Commissioners          Ip         32761     359         SAX    Tithe    5Q-275.  B4/ 03/09. 
G4032601CB 

6403260)33   Forwards    documents     for    inclusion    in    Chairman   840223 
testimony   before   Senate    Hubccmmittee   on    Nuclear   Regulation. 
Committee   on   Environ   &  Public    Works 

*      Office  of   Congressional    Affairs        84/03/08  Record    Services 

Branch    (Document   Control    Desfc)         Ip        SSBQf   2"?4        E4X 
Fiche    ''0-289,3.1/03/00,  9403350153 

-- B4Q32BCI157   Testimony    af    V    Ollinsku    on    840523    before   Subcommittee    an 
Nuclear  Begul at»on. Commi ttee    on   Environ    b  PuoJic   Works    re 
reorienting   NRC    toward    nuclear    operations   tt   budget    shifts 
•auiau,     from   research 
G1L1N5K.Y.  V        Commissioners         B4/02/K3          13pp          236O9    S9ti 


—81030100.13   nod   2, revising  address    In  Attachment    XI.  to    "Subscription 

SVCE    to    19fl3   Edition    of  ASME   Boiler    t<   Pressure    Venae!    Code    " 

SOKCLDH5HI.W        American  Society    of  Mechanical    Engineers 

HASAN. T   F         Division    of  Contracts         NRC-10~03-3i>9         B4/02/S2         Ip 
32479    332 

8403010D51    Notification    Of    contract    ei ecution, Mod    4,  to    "Technical    1 
Engineering   Support    Bvt  s    for    Radio   Communications    " 
Contra! tor    DDI 

MCL.EAF1EN.T         Administrative    Contracts    Branch         NRC-10-B3-332 
84/C2/21         COHLEY.J         Division    of    Facilities    !,    Operations         COHEN,  B   . 
MELVIUE.T         NRC    -   No    Detailed    Affiliation    Given          Ip         2S479   349 

— 3403010060   Mod   4.  providing    addl    Funds    for   FYB4   &   changing    obligation   of 
Funds,  to    "Technical    b   Engineering    Support    Svcs    for   Radio 
Communications    " 

*      Interior,    Dept      of        HAGAN.  T   F        Division    of    Contracts 
NKC-1O-B3-3S2        Q4/02/21          Ip         33479   330 

8403010070   No tification    of    contract    B> ecutlon.  Mod    6,  to    "Analysis    of 
Atmosphere   Diffusion   Through    Application    of   Lidar 
Technology    "  Contractor   SRI    Intl 

WDLt-ETI.S        Technical    Assistance   Contracts    Branch        FIN   B-6793 
NRC-04-B1-211         84/02/1O         BATSON,  W         Office    of    Nuclear    Regulatory 
REseaich,    Director        KORNASIEWlCZ      NRC   -   No   Detailed  Affiliation 
Given         Ip         32479   353 


-S4 03280 liG   Statement    of   JK   Atsel«tine    on   B4O323   Te    Commission    authority 
ID    issue    temporary   OL.reviBiu  of    NHC  NSHC    de>tBrmi  nation 
pei taining    to    steam  g&nerator   repairs    at   TMI-!    4:    llcensinfl 
re  PHI  m    1  eg  islati  on 

ASSCLSTIHE,  ,J   «         Commi53loT)ei-a.        S4/O2/'23         Bpp         32609    30B         34X 
Fie  hi'    50-289,  04/03/00,34033301  S3 


-H403O1007B  Mod   bi  eitending    period    of   performance    to  850131    tt  changing 
consideration   &  payment, to    "Analysis    of   Atmospheric 
Diffusion    Through   Application   of   Lidar    Technology    " 
HHIY.C  F        SHI    International        GUaTAVG,  R   P        "'     ' 
Contracts         FIN   B-6793         NHC-04-B1-211 
3'irtTo   334 


Division    of 
B4/02/IO        Spp 


3403380248  Requests    info  re    lack    of    issuance    of    revised    proposed    rule 
•on    diverse    scram   Sija     for    West  1  ngftnuse    react  or  5    approved    on 
831103 

O1LINGHV.  V        Commissioners          B4/O3/04  Commissioners          Ip 

220011    IS? 

M03270QB7    Faryards   reptr    directed    by    B30531    House    Rept   9B-2I7   re    WRC 
progress    on   bat t Pi tt ing    rule    Co   replace    10CFH90    ID?  & 
measui  es    to   control    itsuance-   of    plant-specific    requireAients 
PrtLLAOlMD.N   J        Commnsioners         B4/03/12         BEVILl..  T         House    of   Hep    . 
Appropriations         4pp         33BSS   S1O 


I1RC   CONTRACTS    AMD   MODIFICATIONS 


34030100-03  Not!  Flcation   of    contract    e  i  ecution.  Mod    12.  to    "Technical 
Assistance    in    Depository    Design    "    Contractor    Colder    Assoe 
EELOATCH,  V         Technical    Assistance    Contracts    Branch         NHC-OS-91 -O37 
B4/OI/EO         DAVIS. J         Office    of    Muclear    Material    Safety    i 
Safeguards, Director         BUCKLEY,  J         NRC    -   Nff    Detailed   Affiliation 
Oitftn          Ip         32479   337 

— S403Q10004   Mod     12.  « I  tending    period    of    performance    to   B4QS3?   &    deleting 
L    Hal  tung   &   adding    JDuttley   ac.   project   officer,  to 
"Technical    AssiEtance    in    Repository    Design    •' 

1ALHPT.R         Colder    Associates         GUSTAVE,  R    P         Division    of    Contracts 
NHC-02-ai-037         84/01/2^         Ip          22479   33B 


B4030IOD71    Notification    of    grant    elocution.  Mod    5,  to    "EipErimenta  1    Phase 
of  Development   of  Noninvasive   Liquid   Level    &   Density  Oaugo 
Far   Nuclear   Pouter   Reactor    Vessels    "    Grantee    Pennsylvania 
Btnte   Unlv 

l/MDEL.  D         Technical    Assistance   Contract*    Branch         FIN   0-1029 
NF1C-G-O4-B1-O24         B4/O2/14         BATSON,  W         Office    Of   Nuclear    Regulators 
Hesearch.    Director        CHEN.  Y        MIC   -   No   Detailed   Affiliation  Olven 
Ip         2P47?   357 

— 6403010093  Mod    5-  increasing    funds   Ji   eitendlng    period   of    performanca   to 
BlO&ai.to    "Experimental    Phase   of   Development    of  Naninvaslve 
Liquid   Level    (,   Density    Gauge   for    Nuclear   Power  Reactor 
Vessels    " 

flABE.K        Pennsylvanid    State   Univ   ,    University    ParK,    PA        C1QRTDN 
Technical    Assistance   Contracts   Branch        FIN  0-1053 
NRC-e-04-Bl-O24         S4/OS/14         Ip         2247?   35B 

0^03010435  Notification    of    contract    enecution. Mod    6. to    "Stenographic 
Reporting   Sves    "   Contractor    Taijloe   Assoc 

MCLEflHF-N.T         Administrative    Contracts    Branch         NRC-17-B3-39? 
B4/03/24        HDYLE.J  C        Office    of    the   Secretary    of    the   commi ssl on 
SULLIWiN.P  ,     MDRAN.D        NHC   -   No  Detailed   Affiliation  Given        Ip 
32447   :)30 

— B4O3Q1O437  Mod   i, eitending    period    of    performance    to   B40313, to 
"Stenographic    Reporting    Bvcs    " 

RREY.A        Tayloc   Associates        HAOAN.  T  F        Division   of   Contracts 
NRC-l7-83-3g9         B4/O2/24          Ip         23449   331 


Notification    oF    contract    aiecut i onj rtoJ    1 &.  to    "Llcensino 
Technical    Assistance    "    Contractor    Science  App  1  icat i ana.  Inc 
PAG6.J1        Technical    Assistance  Contracts   Branch        FIN  0-7391-3 
NRC-03-B3-035        S4/OS/2?         DAVIS. O         Office    of    Nuclear    Material 
Safetij    Si   SaPBguarSs.DlractDr         LAYSEN,  P         NRC    -   No    Derailed 
Affllifltion    Oivon          Ip          2S479   344 

--81O3010QH7  noif    15,  ettend  Ing    period    of   performance   of   Task    Order  O01    to 
BbQllfl    at    no   addl    cost,  to    "Licensing   Technical    Assistance   " 
*      Science   Applications,     Inc        OU9TAVE.B    P        Division    of    Contracts 
FIN    B-7391-3         NRC-O2-33-033         64/02/52          Jp         32479    345 

3103010035   Notification    of    contract    el  ecution.  Mod    9,  to    "Career 
Counseling    "  Contractor   C  Itider,  El  ster.  Manda  1  son    i  Wheeler 
PiERLMAN.J         AflnJnistrsitiVB    Contracts    Drancfl          NRC-IO-e2-3BH 
B4/02/B1         DDRIG-W         OFficc    of   Administration         VAN   6ANTEN, L         NRC    - 
Nn    Uetailed    AfpUlation   Oiven,        Ip         S3 479.  34 £> 

—3403010044  Mod    •?.  e«tend ing    period    of   perPormance    to  850131    (i   Increasing 
Funde.,  to    "Career  Counseling    " 

MENDELSDM,  1   N        Olmfen     Elster.     Mendelson    tc  Wnecler.     Inc 
HAOAN.T   F        Division    of   Contracts        NJSC-1O-82-3SS        64/02-/2I         2pji 
PP479   347 

1403010040  rjotlflcation   of    contract    •  incuti an. Mad    3j  to   "Subscription 
3vci    to    1933   Edition    of    ASMS    HoileT    d   Pressure    Vessel    Cole     " 
Contrattor   ASME 

HAHK1W3,  D  A        Ujvl.ion   of    Contracts        NflC-l O-a3-3<b9        34/02/23 
HEE3AH.  W  J,       Division   of  Technical    InFormatLon    !>  Document    Control 
C.ONYMCHAM.M        NRC   -  No  Detailed   Affiliation  Given         Ip         32479:351 


S403010461   Notification    of    contract    eiecutlon,  Mod    9,  to    "Quantitative 
Classification    of    Tun    Phase    Floy   Regimes    Using    Global    Si 
Local    Neutronlc   Perturbations    II    "   Contractor   Unlv   of 
Ha  shi  n(j  ton. 

UMDCL.l)        Technical    Assistance  Contracts    Branch        FIN  B-6324 
NSC-04-7B-343         B4/O2/10         BATSON.  H         Office    Of   Nuclear    Regulatory 
Rescalch,     Director        SUQER.  N        NRC   -  No   Detailed   Affiliation  Olv*n 
Ip         2J43B    283 

—  B4-03010465  Mod    9ieitendins    period    of   performance    to   B40331.  to 
"Ouantitative  Classification  of   Tuo   Phase   Flow  Regimes   Using 
filnbal    Si  Local    Neutronic   Perturbations    II    " 

BALUUIN.  D  R,  Washington.  Univ  of,  Seattle.  WA  OUSTAVE,  R  P 
Division  of  Contracts  FIN  B-6324  NRC-O4-7B-a45  04/O2/1O 
Spp-  52433  3B4 

8403010526  Notification   of    contract    execution.  Kod    B,  to    "Automated 
Library    Sys    "    Contractor    Dn-Line   Computer  SIJBJ  Inc 
D^SSETTiH        Division    of  Data   Automation  &  Management    Information 
NRC-33-  63-134        04/02/24        BfiOMBERO.B  J       Administrative   Contract* 
Branch         KUNODLI   8        NRC   -  No   Detailed   Affiliation   Given         Ip 
22438   344 


H4O3O1O534   Mod   2.  changing    govt   property   b  eitending   period    of 
perfoTmance    to  850101    at   no    addl    cost,  to    "Automated   Library 


B     Online  Computer   Systems.     Inc 
NRC-33-83-4S4         B4/02/24         Spp 


HAG  AN,  T 
22439,  343 


Division    of    Contract* 


NONDOCKETED  ITEMS 


B4O3Q2OO37   Notification    of     contract    Execution        "Dresden    &    Perry 
Simulator  Leasing."    awarded    to    BE 

JEBSUP.  0         Technical    Assistance    Contracts    Branch          FIN    D-B713 
NFIC-O3-B4-I59         94/02/17          HAVIN5.  D    H         Director's    Office,     Office    of 
Inspection    and    Enforcement  Ip          22471     045          24X 

FicfiE     50-000,  B4/02/17.B4Q3020037 

—  8^03020043   Contract       "Dresden    *"   Perry    Bunulator    Leasing."    awarded    to 

GE 

PIEflCE.H    L         General    Electric    CD         MORTON,  K   V         Division    of 

Contracts  FIN   D-B713          NRC-O3-B1  -  1  59         B4/Q3/17         3Bpp 

22491    046  S4X    Fiche    SO-OfiO,  B-4/O2/17,  040302O037 

H10302O069   Notification    of    contTact    ei  ecu*  ion.  Mod     3.  to    "Technical 
Assistance    in    Defense    of    Appeal    of    TERA   Advanced    5vcs    Corp 
before    QSA   Board    of    Contract    Appeals     "    Contractor    Dataflow 
S  y  B  .  I  n  c 

TOWNSCND.  B    L         Administrative    Contracts    Branch          NRC-lO-83-3iB 
H4/OS/B7         NDnnY.P    0         Office    of    Administration          AVEFIY,  Fl    H         NRC    - 
No    Detailed   Affiliation   Oiven         Ip        22491    10? 

—  S1O3O2O073  Mnd    3,  adding    computer    svcs   I.    changing    dollar    amount    of 

contract,  to    "Technical    Assistance    in    Defen-se    of   Appeal    of 

TERA   Advanced    Svcs   Corp    before    QSA   Board    oF   Contract 

Appeals    " 

DUUDNIKOTTiH         Datafloiu    By  sterna-     Tnc          REDELLO.J   E         Division    of 

Contracts         NRC-10-B3-3&8         04/02/27          Ip          32491     19O 


—  S4O3OS0077  Submits    proposal    to   assist    in   analyzing    selected    data 
collected    in    course    of    Docket    6713-NRC    re    NRC    Contract 
IO-83-34B  W/o   consultants    description    of    projects 
HALCUMiJ   u         Dataflow    Systems.      Inc          NRC-IO-S3-36B         B4/02/2J 
AVERY.fi        Commissioners         3pp         32491     191 

B40303OH31    Notification   of    grant    elocution,  Hod    3,  to    "Stutfy    of   Steam 
Water   Tlouis    "   Grantee   Nor  teiwestern   Univ 

UMBP-,  I)        Technical    Assistance  Contracts    Branch         FIN   Q-1OOO 
Nne-a-O4-Bl-Q2Q         B4/OH/13          DATSGN.  W         Office    of    Nuclear    Regulatory 
Research,     Director         ZUDER.N         NRC    -   No    Detailed    Affiliation    Given 
Ip,        22937   351 


84OaO7OC)j'9    Notification    of    grant    a  i  ecution,  Mod    2,  ta  "    Investigation    9 

Htcent    Crustal    Movements     In    State    Of   ME    "    Grantee  State    of 
ME 

UMUr.L.l)         Technical    Assistance    Contracts    Branch  FIN    G-IO4J 

NF?C-G-O4~B2-QO9         B4/Oa/37          DATSON.  W        Office    of  Nuclear    Regulator 
Research,     Director          SCHMITT,T         NF1C   -   No    Detailed    Affiliation    Olvo, 
Ip          L'2563    Wfl 

--3403O70032   Mod    2.  providing    addl     funding,  to     "Investigation     of   Recent 
Crustal    Movements     in    State     of    ME     " 

ANDLT*SON,R    D    .     ANDERSON.  U    A         Maine,     State    of         NOflTDN.  K    V 
Technical    Assistance    Contracts    Branch        FJN  Q-1041 
NRC  -0-04-82-007         S4/OB/37          Ip          22563     195 

O.4O307OCi:i'?   Notification    of     contract    elocution.  Mod     13.  to    "BIto 
Suitability    Assessment!    Eased     an    Seepage    &    Ground  water 
Conditions   A53.aciateiJ    W/U    Recovery    Operations    "    Contractor 
Uilliarc*    &  Aanoc,  Inc 

WIDCL.O        Technical    Assistance   Contracts    Branch         Nflc-OS-S  1  -OJ9 
S1/OS/27         SMITH.D    R          Uranlyn    Recovery    Field    Office         QAftCIfl.P         N, 
-    No    He  tailed    Affiliation    Oiven          Ip         33563     19A 

—  B-lO3O7OD4ii    Mod     13j  extending     period     of   perPormance     through    Q4043O   at 
addl     costito     "Site    Suitability    Assessments    Based    an    Seepage 
&  Groundiuator  Conditions    Associated  W/U  Recovery 
Opei-otions    " 

WHLIflMB,  R   E         Williams    b    Associates         GUBTAVE.  R    P         Division    of 
Contracts          NRC-O2-B1  -O3?         B4/O2/27         Ip          32363    197 


B10307O152  Notification   of    contract    eiecution      "Technical    faupport    for 
nc-gion    1    NDE   Van."    auisriled    to   VJ  Th  oirpson.  Inc 

TOLSDM,  V         Region     1,     Office     of    Director         FIN    3-B3iil         NKC~2B-D4-431 
Q1/OS/OB         HCOSCAR.J         Region    lj     Office    of    Director         DUHH,  J   P         N., 
-    No    Detailed    Affiliation    Given          Ip         33361    327 

—  B4O307O161    Contract       "Technical    Support   for   Region    1    NDE    Van,  "    auiard 
to    VJ    Thompson.  Inc 

TlltlMl'SDN,  V   J         Vester    J       ThqrnpBQn.    Jr   ,      Eric          MOff  TCW.  K    V         Divlsio 
of    Contractc         TIM    C-B361          Nf»C-aS-B4-431          B1/oa/OB         app 
320 


— B403O5QS37  Mod    3.  providing    addl     Punilsj  eitendlng    period    of    performance 
to    B10930  tc  changing    project  officer,  to    "3tudij    Of   steam 
Water   Floufl    " 

C5EALV.  W   J         Northwestern    Univ    •     Evanston,      IL          MOHTOM,  K     J 
Technical    Assistance   Contra-cte    Branch         FIN   G-1QDQ 
NnC-Q-04-B 1-020         B4/OH/13          Ip          33327   253 


H-103O7O167    Foriuard-s    afliend    to    original   Articles    of    Incorporation   Amen 
changes    name    of    company     to    Thompson  Engineering     lesting.  Inc 
&   decreases    par    value    of    stock     to    correspond    u/tai    laus 
Requests    contract     be    ameniled    to-    reflect    name    change 

5.HUMACK.J   H         Vetter    0       ThompBon.     Jr    .     Inc          84/02/08          MDRTDN.  K   V 
lothnieal    Assistance    Contracts    Dranch          7pp          22S64.    3Cf& 


B4O3040t'?l    Notification    of     contract    ei  ocu  t  i  on.  Mad     3,  ta    "Dove  lopment    of 
Fieri   Guide  li  Regulatory    Analyses    "    Contractor    Analysis    * 
Technalogyi  Inc 

JACOB  S,  A        Technical    Assistance   Contracts   Dranch         FIN    8-6643 
NHC-Oa-ea-lO?         B4/OS/27          DENTON.H    R         Office    of   Nuclear    factor 
Regulation.     Director         BENDGFt!  L          NRC    -    No    Detailed    Affiliation 
Given          Ip         223SS    207 


U40307O172    Forwards    Solicitation    for   Proposals    F13-n(Jl-B^-4  31  , 
"Technical    Support     for    Region    I    NBE   Van     "    H/encl* 
MaHTON.K    V         Technical     Assistance    Contracts    Branch         S3/IO/U 
AfPJUation    Not    Assigned  177pp          B2H64    343 


Mod   3,  increasing    funding   &   extending    period    of    performance 
to   84  1031,  to    "Development    of  f!>eg    Guide    ((  Regulatory 
Analyses    " 

JANKQW9K1.9M        Analysis    ti    Technology,     Inc         MDR10W.  K    V        Division 
Of    Contracts         FIN    B~Bfi-43          NRC-O2-O3-107          0-1/02/27          If 
20B 


B10306O8OO  Notification   of    contract    ciecut  i  on,  Mod    11,  to    "Ft  en  ion 
Product   Transport  Analysis    "    Contractor.  BMI 

PAOErM        Technical    Assistance    Contracts    Branch         FIN  B-A747 
NRC-04-80-177        S4/OH/27         DATSON,  H        Office    of    Nuclear    Flegulatury 
Research.     Director         UALKER.T         NRC    -    No    Detailed    Affiliation    (Jiven 
Ip          22932    IBS 

—  B4O306O3Q2  Mod    Hi  increasing    funding,  to    "Fission    Product   Transport 

Analysis    " 

*      Bjittelle  Memorial    Institute,     Columbus   LaUora  tar  IBS         MDHTON.  K   V 

Division    of   ContractH          FIN   8-6747.        NRC-04-BO-177         34/02/27 
Ip          23352    1B6 

B4030?OO03  Notification   of    contract    uietution       "Technical    Assistance 
For    Support   of   Const   Appraisal    Team    Insps,  "   awarded    to 
ParamBteri  tnc 

WIfiQENB.E  J        Tethnical    Assistance   Contracts    Branch         FIN   0-B71B 
NRC-03-B4-132        B4/02/0&         DEyoUNO.  R   C         Director's    Office.    Office    of 
Inspection   and   Enforcement         DrtKER,  E        NRC   -  Wo    Detailed    Affiliation 
Qiven         Ip        22362  334 

—  B4O3O7000?  Ltr    contract      "Technical    Assistance    for    Support    of    Const 

Appraisal    Team    inapsi  "    awarded    to  Parameters  Inc 

MDRTDN.K  V        Division    of    Contracts         FIN  B-071H        NP.C-05-04-133 

S4/OS-/OQ        LOFV.R   A        Parameter.     Inc         16Bpp         22362-  355 


No  tlfl  cation    of    contract    eiecution      "Struc  turaJ     Int-eqrity    o 
LUK    Qounilary    Cninponenta    ~    II."    awarded    to   Matls    Englne-eiing 
AI.SOC  ,  Jnc 

LDGLWOHTH.P          Technical    Assistance    Contracts    Dranch         NFIC  -04-94-102 
S4/02/10         ronenrtND.n         Office    Dif    Nuclear    Rffgulatory   Rasearch. 
Director        VAGJH8,  M        Nfir    -  No  Detailed  Affiliation  Given         Ip 
2SS66    OS9 

—  H1030V034*  4_tr    contract      "StTijctural    Integrity    of   LHH   Boundary 

Component  E    -    II."    awarded    to  Matle  Engineering    Aosocilnt 
HDHTdN.K    V         Division    Of    Contracta         NRC-O4-B4-102         B4/O3/10 
OHFENDLATT,  N        Materials   Engineering   Associates,     Inc          Ip 
3£5ciei    060 

B403O7O3V1    Notification    of    contract    execution,  Mod    3,  to   "    REview, 
Abstract,  Indei    t  Quarterly    Update    Practice    ti  Prncedure 
Digest    "    Contractor    Aspan    Bye,  Inc 

PERLNAN,  -J        Administrative   Contracts  Branch         FIN  D-1BH0 
NRC-l>)-e2-44B         04/02/29          CUNWINQHflM,  Q   H    .     ORAY,  J         Office    nf    tne 
Executive    Legal    Director          Ip          23367    19B 

—  Q403O7O373   Mod    &.  exlonding    period    op    performance     to   B5022B    8, 

Increasing    Tunds,  to    "Revieui*  Abs  tr-acti  Indei    S<   (luar  terly 
Update   Practice   b   Procedure    Digest   " 

*  Aspen   Systems.     Inc         HAOAM,  T  F        Division    of    Contracts        I  IN 
D-15HB         Nfli:-14-BS-44a          B4/02/E'?         Ip          225e,7    19"? 

B4O30703BO   Notification    of    contract    e  icecoti  on,  Mod    5,  to   "Evaluation   of 
Locations   %   Rates    of   Orounduatei-   Discharge    from   Sheffield 
Loui    level    Waste   Disposal    Facility    "    Contractor    U3Q9 
PAQC.M         Technical    Assistance    Contracts  Dr-ancfi         NRC-03-BO-O69 
H4/03/Q1         DAVIS.  J         OPfltn    of   Nuclear  Material    Safety    li  | 

Safeguards.  Director         OODDE,  D    J        MRC  -  No   retailed  Affiliation 
Given          Ip        231)67    Oil 

—  B4030703B3  Mod    S,  changing    name    of   project    officer,  to    "Evaluation   of 

Locations    &   Haiti    of    Qrounduater    Discharge    from    Sheffield 
Law   Level    Ua&te    Disposal    Facllltij    " 

*  Interlorj     Dept      of,     Geological    Survsij         SMITH.  P        Division    PC 
Contracts        NRC-O2-BO-O69        S4/03/OI        Ip         22967  013 
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B1030/0411    Notification    of    contract    e.ecution,  Hat    3,  to    "Major 
Earthquakes    on   Last    Side    of    New    Madrid    Earthquake    Zone 
Contractor  Venderl]  i  1 1    Univ 

PA(Jfc,M         Technical    Assistance    Contracts    Branch         FIN   B-0D7B 
NHC-04 -81-193        S1/O2/29         DATSdW,  U        Office    of    Nuclear    Hegulatc-ry 
riBseoich,    Director         MURPHY,  A         WHC    -   No    Detailed    Affiliation   Olvan 
Ip          EI'367   020 


B4Q3I4Q3P5    Notification    of    contract    e x ecutlon,  Hod    4,  to    "Earthquake 
Ret urrcnco    Intervals    at   Nuclear   Power   Plant   Sites    " 
Contractor  Ertoc    Western,  Inc 

JACOBS,*         Technical     Assistance    Contracts    Branch          FIN   B-7226 
NrtC-Ofl~Bl-167         B4/03/OS         GATSON.W          OfFici,    of    Nuclear    Regulatory 
Research,     Director          MURPHY,  A         HUC     -   No    Detailed    Affiliation    Olvan 
Ip          UP635   301 


--3403070114  Mod    3,  increasing    funding,  to    "Major   Earthquakes  on  East  Side 
at    Neu   Madrid   Eai  th  quake    Zone    " 

H      VandBrOllt   Univ    ,     NaiOville-     TN         SMITH,!'          Division  of 
Contract*         FIN   U-8Q7S         NRC-04-91-195         Bq/&a/29         Ip          22367   021 


8103090133   Notification    of    contract    ciecut  i  on,  Mod    4,  to    "Non-equl  1  tbri  urn 
Heat    Transfer   t   Tluo-Phase    Instrumentation     "    Contractor 

PAGEjN       Technical    Assistance   Contracts   Branch         FIN   B-47V4 
NRC-04-S1-1B3        B-4/03/27         uATSdN,  W        Office    of    Nuclear    Ragulatory 
Rc-seai  ih,    Director          VDUIJQ,  M         NRC   -  No    Detailed    Affiliation   Oivon 
Ip         L'PSat    361 

--BflO30?OI35   Mod   4,  increasing    funding    to    fully    fund    cqrvtract.tn    "Nnn- 
Enuilibrium  Heat    Transfer    fc  Tun  -Phase    Instrumentation    " 
s      ichigh    Univ   ,     Bethlehem,    PA        MORTON,  K   V        Division    of 
Coi.tiacts         FIN    n-6794         NRC-04-B1-IB3         S4/02/27          Ip          235B4    362 


Notification    of   contract   eiecut  i  on.  Mod   2,  to   "Investigation 
oF   Alternative  Means    to  Accomplish  Goals    of    Biennial    Calibr 
of    loiiiiatlon  Chambers    "  Contractor  Univ   of   UiBconsin.- 
Msd  I  ton 

PAGt,N        Technical    Assistance    contracts    Branch         NRC~ai-B3-O02 
£14/02/27        BATBDN.W        Office    of  Nuclear    Regulatory    Research. 
nirsctur        VrtNIV.  S        NHC   -  No   Detailed    Affiliation    Oivon         Ip 


Mod    2i  revising    contract    statement    of    work    &    schedule    for 
deliverable*  at    no    addl    cost   It    incorporating    addl    general 
pi  ovisians.  to   "Investigation   of  Alternative   Means    to 
Accomplish    Ooals    of    UiErnlal    Calibr    of    Ion!  rat  i  on   Chambers     " 
C,f(lCKSDM,  R    LI        Wisconsin-     Univ      of,     MadiBQn.     HI         QUSTAYE,  H   f 
nivliion    of   Contracts         NF1C-04-83-OO2         64/02^37         5pp          S2972   301 


Moil    fli  extending    period    oF    performance    to   B4023B    at   no    addl 
cost,  to    "Earth-quake    Recurrence    Intervals    at    Nuclear  Poiucr 
1'l.lnt    Sitea    " 

,  S   H         Ertec,      Inc         OUSTAVE,  R    P         Division    of    Contract*         FIN 

NF)t;-O4~ai-li7         84/03/05          Ip         d2639    302 


194    Notification    of    contract    e  nee  ution,  Mod    1  1  ,  to    "Memphis    Area 
Heglnnai    Seismic    Network    -  New  Madrid    "    Contractor 
Hemp  hi  it    State   Univ 

JACOBS,  A         Technical     Assistance    Contracts    Branch          FIN   B-A276 
NRC  -01-7  9-200         91/03/03         BATSON,  M         Office    of    Nuclear   Reaulatarg 
nesoarth,     Director         MURPHY,  A        NflC    -  No  Detailed    Affiliation   Given 
Ip          RL'&4&   Shh 

8403100196  Mod    1  1.  ei  tending    period    of   performance    to  B4113O   Si 
Increasing    fund's,  to    "Memphis    Area    Seismic    NetuorK    -  New 
Madrid    "   Supplemental    agreement    E<   App   A   end 

CrtRl'INTER,  T  O        Memphis    State  Univ    ,     Memphis,     TN        SUSTAVE.R    P 
Division    of   Conbratts         FIN    B-6276         NnC-Ofl-78-aOO 
5fip          22646   2&7 


t,   Notification    of   contract    execution.  Mod    l,to   "TecJinical 
AEslstance    to   Support    IE  Personnel    In    Integrated    Dualgn 
]  nsp,  "    Contractor    Mestec    Bvcs,  Inc 

EDGEWCIKTH.P  Licensing  llranch  3  NRC-05-B1-1  51  84/02/2B  MUIB,  A 
Director's  Office.  Offica  of  Inspaction  and  Enforcement  PAflTLOH,  J 
NflC  -  No  Detailed  Affiliation  Given  Ip  32649  354 

—  3403]  D02D1?  Ltr    Contract   NRC-05-B4-151,  Mod    1,  increasing    funding,  to 
"Technical    Assistance    to   Support    IE  Personnel    in    Integi-a  tei! 
Design    Inep    " 

MOfnONiK   V         Di.vis.lon    of    Contracts         NRC-O3-B4-1  31,        81/O2/2B 
GAFiflLNT,  I    H         WHEtruCO,  Inc  Ip          22fifl9393 


B1OJI30P!1!   Notification    of    contrail   eiec  jtion.  Mod    S.  bo   "Fire    Protection 
Flevicui  Case   Work   Plants    !    "    Contractor    Uage -Oabtoc  It   ti   Assnc 
UWUC.L,  0         Technical     Assistance    Contracts    Dranch         FIN   D-QOHO 
MRC-03-93-13B        64/O3/02         VOLLMER, R   H         Division    of   Engineering 
NDLAN.I          NRC    -   No    Detailed    Affiliation   Qlvon          Ip         23M5    350 


S403I5D3-/O   Notification    of    contract    ex ecution,  Mod    2,  to   "Autopcint   1600 
"F"   Microfiche    Printer    "    Contractor    Tameran,  Inc 

,  D   A         Division    of    Contracts          NRC-10-83-733        B4/03/07 
i U        Division    OF    Technical    Information   &   Document   Control 
BKDCZIAE.J        NHC    -    No    Detailed!   Affiliation   Oiven         Ip        52662   036 


-6403120226  Mort   b, revising    Article    IX   re    travel    re  Imburs  ement.  to    "Fir* 
Piotection   Program  Review  Case   Uorfc    Plants    1    " 

»      Ouge-Qabcocfc   Associates,     Inc        SMITH. P         Division    of   Contracts 
PIN    11-9030        NRC-Q3-B2-1  IB         B4/03/O2          Ip          32619   339 


-B40315027B  Mod    3,  extending    deliverable    Items    data    toB40312.to 
"Auttiprinb    1BOO    "F"    Microfiche   Printer    " 
«      lameran,     Inc         HASAN. T   r        Division   of   Contracts 
NRC-IO-B3-723         SI/03/07         Spp          23663   037 


yOfi  Notification   of    contract   E«BC  ution.  Mod    5,  to    "NHC 
Proem  ement    Training    for  Project  Officers    "    Contractor 
Gradnale   achool,  USDA 

Ptf*i_MAN>  .1         Artmiciiatrative    Contracts    Branch          NRC-10-B1 -403 
at/03/XB         DQRIE.H         Office    of    Admlnl  »tcat  1  On          nAt.SIN,  C         ManadEmont 
UnveloprnDnt    t,  Tiaining   Staff         Ip        23Wt>   3^7 

84Q3120314   Mail   5. adding   ne-iu   course   t<    increaalng    funils,  to    "NHC 
fTPilii'BniBnt   Training    For    PrnjB'Ct   Officers     " 

VARNtfliL    S        Agriculturo-,     Dept      of,     Oraduate    School          IIAQAN,  T    T 
tllvision    of   Contracts         NRC-1O-QI-403         a^/OSfiB         3pp          S2a?ei   33B 


01031  50306  Advises    that,  due    to    late    delivery    of    Contract   NRC-10-B3-7Ba. 
vendor    •offers    to    eatend    yarranty    period    to    ISO    days   & 
BBloulishaa    Plrm    asllvery    date   of    840312 

DVDtl-L.  J   C         Tamer  an.     Inc          NRC-1O-B3-7S3         94/03/OB         HAMKINBj  D 
Divitlon    of    Contracts          Ip          226cjS   039 


Notification    of    contract    e  t  ecutlon,  Mad    1.  to   "Matnt    & 
OpeTHtlon    of   LPDRs    "    Controctor  Perri)jOH  Public    Library 
TDWNBENDjt)         Ailmin  i  strati  VB    Contrai  fcs    Dranch          NRC-lO-B3-?a6 
04JQ3flS         FE1.TQN,  J    M         Office    of    Administration          SOUDEd,  J         NflC    - 
No   SeUilffd    APPlllatlon   Oiven         Ip         SB7SI    359 


B4031POJ40  riati  f  [cat  i  on   of   contract  eie-cutlcni  Mo-d    S,  to    "  Sup  ervi  Ring 
Hu^an  Keiources  Course   "    Contractor  Oraduate   S<;d  ooltUSUft 
F'6Hl_rWlNiJ        Administrative   Contracts  Branch         NRC-10-Q2-36A 
84/0&/22        GOLDMAN,  P   J       Management  Dfuclopment    ft  Training    Staff 
SPECTDR.A         fjRC   -   No    Detailed    Affiliation    Qlven          Ip          23619    I3Q 

—  8403130343   Hod  a.eitaniling    period    of   performancB    to  B41S31    at    no  addl 
costi  to    "Supervising  Human   Resources   Co-ume    " 

VARN1R.I.   S       Agriculture,     depb      of,    Graduate    School         IWQAN.T  f 
Division    of   ContTacts         NRC-1O-02-366         34/03/23         Ipp          32619    139 

a4O3iao4'M  Notification   of   contract   elocution      "Page   Mate-up    Svcs," 
auardrd    to    Photocraft  Cut  tarn  Lain,  Inc    Invitation    for   bid 
em  1 

H6LM),  J  A        Administrative    Contracts   Branch         NRC-  10-84-231 
B4/02/E3        DESrtH.W    J        Division   of  Technical    Information   t,    Document 
Conti  ul        TWOT-THOMPSQN     NJIC   -  No  Detailed    Affiliation:   Gtvon        f3p 
t!50 


—Q103130495  Solicitation.  offer    !i  auard    of    "Paoo    Make-up    Svcs"   awarded    to 
Photocraft   Custnni  Lab,  Inc 

*      Photocraft  Custom  Lab,     Inc        HATTIA.H  J        Division    of    Contracts 
NRC  -10-04-331          34/02/23         95pp         22A34    S3B 


—  B4033C0219  Moi)    1.  correcting    serial    number   on   microfiche   reader/printer, 
to    "Matnt    &   Operation   of   LPURs    " 

»      Purry,     Oil        HEBELLOrJ  E         Division   of   Contracts        NRC  -10-83-73ti 
BV03/12          Ip          2S721    3iO 


Subscription    to    Energy    Daily,"    awarded     to    Ennrgu 
Dlviaion   of    Contract* 


8403390240    Contract 
Daily 

THOMAS.B    P        En«i-gu    Bally,     Ine        MATT1A,  M  J 
NRC-IO-a^-a-JB        84/03/17        36pp        32739  079 


B403S202S&  NotiPUabion.    of    contract    execution,  Mod    1,  to   "Mainb    & 
Opeiation   op   LPDRs    "    Contractor  Plymouth,  MA  Public    Library 
TDWMSEND,  S        Administrative    Contracts    Branch         NRC-10-aa-74B 
01/03/12        FELTOH,  J    M        Office    of    Administration         SQUDCR.  J        NRC  - 
No    Detailed    Affiliation  Olvan.       Ip         25723  323 

—  B4Q3SSO262  Mod     1,  correcting    serial    number    on   microfiche   TB  ad«r7(ir-ini»ri 
to    "Maint    &  Operation    of   LPDRs    " 
»      Plymouth,     MA         NRC-10-B3-74S         B4/03/1S         Ip        32723,324 

£1-103330373   Notification    of    contract    o*ecgtion,  Mad    1,  ta    "Mainb    & 
Operation   of  LPDHo.  "    Contractor  Univ   of   Wisconsin 
TOWNSEND,  B        Administrative    Contracts    Branch         NRC-lO-afl-233, 
P-1/Q3/J2        FELTON.O    M        Office    of    Administration        SQUOERi  J        NRC   - 
No    He  tailed    Affiliation  Oiven         Ip         22723,313 
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— S4032S0280   Mod     li correcting     serial    number    on    microfiche    reader/printer. 
to    "Maint   &  Operation    of  LPDRs    " 

*  Wisconsin,     Univ      of.     Green   Day,     WI         REOGLLO,  J  E         Division    of 
Contracts         NRC-10-B4-253         B4/03/12         lp         23733   314 

(MQ32B0307  Notification    of    contract    e«ecution.  Mod    I,  to   "Maint    & 
Operation    of    LPDRs    "    Contractor   Grenley    CO   Public    Library 
MURPHY, L   E         Administrative    Contracts    Branch          NRC-10-83-742 
84703/00         FELTON.J   M         Office    of    Administration         SOUDEfl,  J         NRC    - 
No    Detailed    Affiliation   divan         lp         23733  340 

— B4032B0313  Mod    1, adding    aerial    number    for   microfiche  reader/pr Inter,  to 
"Maint  !c  Operation    of   LPDRs    " 

»      Oreelg,     CO         REBELLD.J    E         Division    of    Contracts 
NRC-10-B3-742         84/03/09          lp         3B723   341. 

9403320316  Motif  Icatlon   of    contract    execution.  Mod    2,  to   "Maint    tt 
Operation   of  LPDRs    "    Contractor  LaCrosse, HI    Public    Library 
HOPPER, A        Administrative   Contracts    Branch        NRC-10- B3-6B9 
04/03/09        FELTONiJ   M        Office    of   Administration        SQUDER,  J       NRC    - 
Mo    Detailed    Affiliation    Qlven         lp         52733   343 

— B4O322Q319  Hod    3i changing    serial    number    for    microfiche    reader/printer, 
to    "Maint    ti   Operation   of  LPDRs    " 

»      La    Crease,     WI          REDELLO.J   E         Division    of    Contracts 
NRC-10-BS-6B3         B4/03/09          lp         23733   344 

9403720325  Notification   of    contract    execution  Mod    1,  to   "Maint  & 
Operation   qf   LPDRs    "    Contractor  Penfield    Library.  Dsuego,  N  Y 
HOYLE.  A        Administrative    Contracts    Branch        NRC-1O-B3-749        B4/03/07 

F-ELTON.J  H        Office    of   Administration        SOUDHB,  J        NRC   -   No  Detailed 
Affiliation   Given         lp        23723  301 

— 840332032?  Mod    1. changing    aerial    number   on   microfiche   reader/printer,  to 
"Maint  &  Operation   of   LPDRs    " 

*  Osulego,    NY        REBELLO, J   E        Division    of    Contracts 
NRC-10-e3-7-t9         84/03/07          lp         23723   302 

B4O3230044  Notification   of    contract    execution,  Mod    I.  to   "Maint   It 
Operation    of   LPDRs    "    Contractor  Morris. IL  Public   Library 
HOYLE, A        Administrative    Contracts    Branch         NRC-1O-B3-73S        94/03/07 
FELTONiJ  M        Office    of   Administration        EOUDER, J        NRC   -  Mo  Detailed 
Affiliation   Given         lp        2274S > 361 

— S4Q323QQ52  Mod    1, changing    serial    number   on   3M  microfiche   reader 
printer,  to    "Maint    b  Operation   of   LPDRs    " 

*  Morris,     IL        REBEU.O.  0    E        Division   of    Contracts 
NRC-10-H3-73S.        84/03/07          lp         23742   363 


3403330159   Notification    of    contract    e»ec  utlon,  Mnd    a,  to    "5eismti,ity    of 
Pacific    Northuii-et     (Northern    State    of   OR)     "    Contractor   Univ 
o F   Hath  Ing  tun 

UMBEL,!)        Technical    Assistance  Contracts  Branch        FIN  B-6614 
NRC-04-B1-17V        B4/O3/O7          BATSON,  W        Office    nf   Nuclear    Reactor 
ftffgulatlon-     Director          ZURFLEUH.E         NHC   -   No    Detailed   Affiliation 
Given         lp          22743    352 

— 6403330160   Nad    2.  adding     funds    &    extending    period    of   performance    to 
B4 11 30,  to    "Seismlclty     of    Pacific    Northwest     (Northern   State 
OF    OR)     " 

HYrtN.JF         Washington,     Univ      of.     Seattle,     HA        OUSTAVE.  R    P 
Division    of   Contracts          FIN   B-6614         NFIC-O4-B1-177         B4/O3/Q7         lp 
3H/43   333 

e4Q32iO296  Notification   of    contract   execution,  Had    1,  to   "Maint  t, 
Operation    of   LPDRB    "    Contractor   Salem, NJ  Free    Librarg 
MURPHY.L   O         Administrative    Contracts    Branch         NRC-10-83-733 
B4/Q3/OB         FELTON.  J   M         Office   of    Administration         50UDER,  J         NUC   - 
No    Detailed    Affiliation    Given         lp         32759   361 

— 8403H60307   Mod    li  correct  ing    aerial   number   for   microfiche 
reader/printer,  to    "M4lnt    (.    Operation    of   LPDH5    " 

*  Salein,     N,t        REQELLQ,  J   E        Division   of    Contracts         NRC-10B3-752 
B4/03/OB          lp         SS759    362 

B1U326O3I6  Notification   of    contract   execution,  Mnd   2,  to   "Electrostatic 
Copying    Svc    "   Contractor   Literature   Research    Corp 
PERLMAN.J        Administrative    Contracts  Branch        NHC-1 7-03-474 
84/03/01        HOVLE.J        Office   nf    the  Secretary    of    the  Commission 
KliOMEDUECH-J        Public    Document   Branch        lp        22773   306 

— 840J260322   Mod    S.addtng    govt    furnished    property    at    no    addl     cost,  to 
"EJet  tr-astatlc   Copi|liifl    t5vc    " 

»      literaturo  Research    Co        IHAOAN,  T  F       Division    of  Contracts 
MRC-17~e2-474         B4/03/01          3pp         32775   307 

S4032iO323  Notification  of    contract   elocution,  Mod    19,  to    "Technical 
Assistance    in  Support    of   NRC  Reactor  Licensing    Actions 
Proqi am   3    "    Contractor    Science   Appl Ications,  !nc 

HOLLETT.S  Technical  Assistance  Contracts  Branch  FIN  U-B011 
NRC-O3-H2-07&  B4/O3/O6  C1SENHUT.  D  Division  of  Licensing 
DAJWArS  NRC  -  No  Detailed  Affiliation  Given  lp  22775  3O.7 

— 0403260341    Mod    19.  incorpornt  Ing   award    fee   earned    for  June-Nov   l^BSi  to 
"Technical    Assistance    in   Support    of  NRC  Reactor  Licensing 
Actions    Proflram    3    " 

*  Science    Applications.     Inc        SMITH, P        Division  of   Contratts 
TIN   1I-BO11         NRC-O3-Ha-096         84/03/06         3pp         22775   303 


S4O32.30071   Notification    of    grant    enecutlon.  Mod    3j  to    "Development    of 
Radiation  Stds    "    Grantee- ICflP 

UMDELiD         Technical    Assistance    Contracts    Branch         FIN   0-1033 
NRC-Q-04-B2-QQ4        04/03/05        CATSDN      OFfica    of    Nuclear   Regulatory 
Research,    Director        FOULKEh  «J        NRC    -  No   Detailed    Affiliation   Siven 
lp         52759  260 

— 8403230076  Mod    3,  extending    period    of  performance    to  850331    t<   increasing 

funds,  to    "Development    of   Radiation  Stda    " 

BOWBY,  F        International    Commission  on  Radiological   Protection, 
MQRTON.K  V        Division   of   Contracts        FIN  S-1Q35.      NRC-0-Q4-B3-OO4 
34/03/03         lp         2E7B9    SB1 

B4O32301B9  Notification   of    contract    execution      "Quantification   through 
Experimentation   of    Source   Term   Likely    to   Result    frnrn 
Sabotage    of   Spent   Fuel   Shipments,"    awarded    to   Battelle 
Columbui   Labs 

JE9SUP,  B        Division    of  Contracts        FIN  B-B997        NRC-04-B4-1 13 
B4/03/01        FOREHAND.  D        Office    of   Resource    Management,     Director 
BARNOLD.A        NRC  -  No   Detallad    Affiliation   Given         lp        2S711   307 

— B4O323013O  Contract-     "Quantification   through    Experimentation  of  Source 
Tarm  Lilulu    to   Result    from  Sabotage   of  Spent    Fuel 
Shipments,  "    auarded    to    DattellB   Columbus    Labs 

BEUELL,H  M  Battelle  Memorial  Institute,  Columbus  Laboratories 
MORTON, K  V  Division  of  Contracts  FIN  B-BB97  NRC-04-B4-1 13 
B4/03/01  37pp  EB741  SOB 

8403230192  Notification   of    contract    execution, Mod    l,to   "Maint  & 
Operation   of   LPDRs,  "    Contractor  Crystal    River,  FL  Public 
Library. 

TQHNBEND.B,       Administrative    Contracts   Branch         NRC-10-B3-747 
B4/03/1H        FELTONiJ  M        Office    of   Administration        SOUDER,  J        NRC   - 
No    Detailed    Affiliation   Olven         lp         S3 74 3   3 si 


8flQ32A0352  Motification    of    contract    elocution,  Mod    1.  to   "Maint  & 
Opeiation    of   LPDRs    "    Contractor  Washington  Univ 
HOPPr.(l,A         Administrative    Contracts    Branch         NRC-1O-B4-252 
B4/03/09         FELTON,  J    M         Office    of    AfTmlnistra  tlDn         SOUDEfl,  J         NffC   - 
No   Detailed    Affiliation    Given         lp         2277S   S5b 

— Q403H6O396  Mod    lichanglnjg    serial    number    for   microfiche   rearier/prlntur. 
tn    "Maint   &  Operation    nf   LHDRa    " 

»       Washington   Univ,  ,     8t       Louts,     MO        HEBP-LO,  J   E         Division   of 
Contracts         NRC-1O- B4-253         34/03/O9         lp          22775   237 

84033&Q363  Notification    of    contract    execution!  Mod    1,  to    "Maint   & 
Operation,    of   LPDRs    "    Contractor  Rochester, NY  Public  Library 
(HOPPER,  A         Administrative    Contracts   Branch         NRC-10-S3-739 
B4/O3/08         FELTON.J   M         Office    of   Administration         SQUDER,  J         NRC   - 
No   lie  toiled    Affiliation   Given        lp        22763  361 

— S40326D37Q  Mod    1,  chang-ing    serial    number   of  microfiche   reader/printer,  to 
"Maint   S.  Operation    oP   LPDOs    " 

»      Rochester,    NY        REDELLO,  J  G        Division    of   Cnntracts 
NRC-10-B3-729         8fl/O3/Oa         l[i         23763   362 

B403270SB2  Notification    of    contract   e<ecution,  Mod    1.  to  "Maint    & 
Operation    of   LPDRa,  "    Contractor  Shopaham-Hading   River, NY 
Public    Library 
HDYLE.A        Administrative    Contracts    Branch        NRC-1Q- B3-738        84/03/07 

PEL  TON,  J  M        Division   of    Rules  and   Records,       BDUDER,  J        NRC   -  No 
Detailed    Affiliation    Qiven        IP        237B9  261 

— B403H702B4  Mod    1,  changing    serial   numbar   on  UM  BOO  microfiche 
reader/printer,  to    "Maint   &  Operation   of  LPDRs    " 
*      Bhoraham,    NY        flEDELLOr  J  E        Division   of   Contracts 
NRC-IO-B3-72B         B4/O3/07         lp         327B?   26S 


— B403230134  Mod    1, correcting    serial    number   on   microfiche   reader/printer, 
to   "Maint  &  Operation  of  LPDRs   " 

*      Crystal    River,     FL        REBELLO,  J   E        Division    of  Contracts 
NRC-10-B3-747        B4/Q3/1S         lp        23743  337 


B4032702B6   Notification    of    contract    execution-  Mod    1,  to  "Radiation 
Monitoring    Program  Requirements   "   Contractor   State    of  ME 
UMBEL, 0        Technical    ABEUtance  Contracts  Branch        FIN  B-83S7 
NRC-BB-S3-603        94/O3/O7         MCOSCAR,  J        Office    Df   Resource    Management, 
Director        HOTTAN,  J,       N«C    -  No   Detailed   Affiliation  Qiven         lp 
3P7H?  iiSS 
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— 3AO3S70S10   Mod    1.  providing    fund*    for    CVB4   !t    changing    Hl.fi    number 
authorliEd   repre  aentat  i  VB<  to    "Radiation  Monitoring   Program 
Requirements    " 

*      Maine,     State    of         EJ11TH.P    A         Civilian    of    Contracts         FIN 
D-0JS7         NRC-SB-83-603         B4/Q3/07         lp         S27B1?   253 


cutidis-Nod    1,  to    "Maint   fe 
Plalns.NY   Public 


8403370303   Notification    oP    contrail    eat 
Operation   of    LPDHs     "    Contractor   Hh i tE 
Library 
HDVLE.A         Administrative   Contrdtts    Branch         IJRC-10-B3-730         04/O3/O7 

FEL1ON,  J  M         Division    of   Rules   and    Records         EOUDER,  J         NRC    -No 
Detailed    Affiliation    Given         lp         £27B9   290 

--B4Oa37u3(Mi   Hod    l.thangirtg    serial    number    on    3M   BOO   microfichs 
reader/printer,  to    "Maint   ti    Operation    of   LPDRs    " 
»      White   Plains,     NV         REOELL0>  J   E         Division    of    Contracts 
MHC-JO-93-73II         B4/03/07         lp         22799   251 

64O32/O360   Notification   of    contract    EJec  ution,  Wod   5,  to    "Evaluation    of 
Mat!    Accounting   Performance*   at   Nuclear   Fuel    Cycle 
Facilities    "    Caniractor   NUBAC.  Int 

JACOBS,  A        Technical    Assistance   Contracts   Branch        FIW   B-7379 
NRC-02-B3-O27         04/03/O7         flAVIS.J         Office    of    Mude-ir    Malarial 
Safety    6  3af  sguards,  Dlrec  tor        rtlLLEfl.M        HOC   -  No  Detailed 
Affiliation   Given         lp         23767   3-43 

— B>)0327O362   Mod    5,  issuing    change   order    to    statement    at   uork    u/funds.to 
"Evaluation   of  Hat!    Accounting   Performances   at   Nuclear   Fuel 
Ci|tlE    Facilities    " 

LUMBER    F        MJ5AC,     Jnc         GUBTAVE.  R    P         Division    of   Contracts         FIN 
B-737"?        NRC-D3-B3-O27         B4/Q3/09         3pp         32737    343 

0^032/03*5    Notification    of    contract    el ncutlon, Mod     14, to    "Technical 
Assistance    In  Support   of   NRC   Reactor  Licensing   Action 
Program  3    "    Contractor  Franilln   Research   Ctr 

WOUtETT,fi        Technical   Assistance   Contracts   Drartcn        FIN  B-6H91 
NRC-O3-BI-130        B4/O3/QB         EISENHUT.D   Q         Division    of   (.Ice  Mine 
CARRINGTON-M        NRC    -   No   Detailed    Affiliation    Given         lp          22707   339 


— 9403270343    Ltr    Contract    NRC-O-)-a4-J02,     "Structural     Integrity    op   LUR 
Boundary    Component*   -    II."    awarded    to   Mails  Engineering 
AESOCI  Inc 
MORTON, K    V         Technical    Assistance    Contracts    Branch          NRC -04- HI- 102 

B4/03/1O         GHEENBLATT.M         Materials    Engineering    Assoclatei,     Inc 
77pp         3S81B   P79 

3403300307  Not!  Pleat  ion   of    contract    elocution.  Mad    2,  to    "Ui  trasens  it  tva 
Dloaseaij   Measurements   Using    Sputter    Initiated   Resonance 
loniiation   Spectr-oscopv    "    Contractor  Atom  Sc  ( ences-  Inc 
UflBEL,  V         TBChnicdt    ASBistanco    ContractB    Branch         FIN    D-1127 
NFIC-afl-B3-tBO         B-1/O3/20          FOREHAND.  W         Office    of   Nuclear    Jteaulatorg 
Floi earth.     Director         HEEL,  R          NflC    -   No   Detailed    Affiliation    Oivcn 
lp         P2B43   035 

— 6403300315  Moil    3i  changing    period    of   performance    end   dote    to   940930,  to 
r'Ul  traieni-1  tive    Dlaaasag    Measurements   Using   Sputter 
Initiated    Resonance    lonliation  Spcctroscopg    " 

SCHH1TT-H  W  Atom  Sciences,  Inc  SMITH.  P  A  Administrative 
Contracts  Branch  FIN  D-11S7  NRC-QI-Ba-lBO  S4/03/20  lp 
2201  &  036 


FC1IA  FREEDOM    OF    INFdWHATION   ACT   REQUESTS   AND   RELEASES 

&3) 02001 41    (inquests    that    listed    documents    be  mode   available    baied    en 
93J004   memo   ro    Board    Notification   S3-131    on   l-les  t  inghous  D 
ECCE  actuation    logic 

fOLL/lf(D,n  B        Union    of  Concerned   Scientists        B3/10/1B 
EISbWIIUT.D  0        Division    of  Lie  a-nsirig        lp        S2S47  273 

8401330630  Partial    response    to    FOIA  request    for    IE  B001O3    rept   re 
TevlEiu    of  mat)     false    statement   at    faci  l  i  tied  assoc  iated    Ii 
supporting  records    to    rept   t<    repts   prepared    In   rcnpons-e, 
Foruards   App   A   documents    Review    of   addl    records    in    progress 
F^ELTON-JM         Division    Of    Rules    and    Recordfl         B3/11/O1 
Wall    Street   Journal         3pp         21  TO  9  337        24X  Fiche    30-339.  B3/1 1  fOI, 
8101330630 


B4U33/036B  Moil    14.  1  ncorpoTattng   award    fee    aarneiti  to  "Technical 
fSssittance    in  Support    of   NHC  Reactor  Licensing    Action 
Pranram  3    " 

•      Manklln    Instltute/Fran  k  1  in   Reaearcn    Center         SMITH,  P    A 
Division    of    Contracts         FIN   fl-6871         NfiC-03-al-130        B4/O3/OB 
apji         227B7    3-10 


S403J90O-19  Notification   of    contract   e  i  edition.  Mod    1,  to  "Criteria    far 
Evaluating    Engineered  Facilities    "  Contractor-  US  Armg   corps 
of   fnginesrs 

FLtENOK.C        Tpctinical   Assistance  Contracts  Crancfi        F1H  D-10O1-4 
NRC-03-B3-046        B4/03>06         DAVIS,  J        Office    of    Nuclear    Material 
Bafetu    &   Safoguards,  Director         SHAFFNER,J         iNHC    -   No   Detailed 
Affiliation    Qiven          lp         SSBIB   321= 

-  -3103200053  tint    Irauthorli  ing    conunEncement   of   Task   2  &   providing 
Incidental    funds-  to    "Criteria    for  Evaluating    Engineered 
Fstilities    " 

»     Aimy.    Dept      of.    Corps    of  Engineers        SMITH,  P  A       .Division   of 
Contiatts         FIN   D-inOl-4         NRC-02-B3-04t         B4/03/06         lp 
BSBIP    357 


—  B40123Q6i>0  PNO-79-O39    on    7?0303.  investigation   concluded    that  OA   p 
for  obtaining    pr-oper    soil    compaction    nf    facility    deficient 
oiteEiive    settlement    observeff   ui/diesel    generator   Dldg    ti 
incorrect    info1   re    soil    foundation   contained    in  FHAR 
Blir.WMAKE(i,R  e   ,    HENDERSON,  J   (J   ,     THORNBURO,  H  D        Office   of 
Inspection  &  £nf  orcEment.    Office    of    the    Director        79/O3/06       B 
2190D   392         SJ\X   Fiche    3O-3S9,  93/11/01  ,  S4O1S3063O 

0,403070003  Responds    to   FOIA    request    for  const    completion    dates    For 
nuclear    plants   currently,    under   const  ti  analyses   containing 
estimates   bosetf    on    inclusion    of    Caseload   Forecast   Pane! 
meetings   Forwards   App   A,  D    &  C    documents 
FELTDN,  J  M        Division    of  Rules  and  Records        83/10/31, 
ROSFNBrtUM,  D   M         Technical     Analysis    Corp          19pp         23193    292         H4X 
Fiche    SO-O 


—  B1020VQJB3  Handwritten    notes    I<   calculations   re    const  activities   fa   fuel 
load  preparation 

•      NIC    -   ND    Detailed    Affiliation   Given         79/07/24         Spp 
23175  057       24X  Fi  che'  SO-OOO,  S3/10/31,  B10S090003 


Notification    of   contract   elocution,  Mod    1,  to   "Maint  S. 
Operation    aP  LPBfli,  "   C-antractor  Sacramento.  Cfl  Public 
U  ibrary 
HOY1E,A        Administraliv*    Contracts  Branch        NRC-IO-B3-739        84/O3/07 

FE4.TON.J   M        Division    of    Rulca    and   Records         SOMER,  J         NHC    -   Ha 
Out  ui  ltd    Affiliation    Given         1;         B3BQ3   313 


d    1,  changing    serial    number   c-n   3M   BOO  microfiche    reader/ 
printer.  to    "Malnt   fc  Operation  of   LPDfls    '• 
*     Sacramento,    CA        REDELi-0,  J  E        Division   of   Contracts 
MRC-lQ-a3-737        B4/O3/07          lp         22909   213 


Notification  of  contract  execution  "Installation. 
De-installation  !i  Maint  Support  for  High  Frequency,  Vlf  &  UHF 
Ratfia  (-qulpmeni  Owned  4;  Op  era  tod  b(j  NRC,"  awarded  to  Tactec 
Si|&,  Inc 

DAZ1N,  J  r  Administrative  Contracts  Drancii  NRC-10-a4-239 
H4/03/09  CORLEV,J  H  Division  of  Facllitiea  tt  Operations 
CUHENt.B  MHC  -  Ho  Detailed  Affiliation  Given  lp  32 SO 3  OBI 


Contract      "Ir>* tal lati on,  DeinstalJat ion  St  Malnt    Support    for 
Higl>   FrflquencyjVWF  t,  UHF   Radio   Equipment  Otuned  t,  Operated    by 
NitCi  "    aiuaracd   to    ractec    Si/s,  in-c 

»      Tactse    Sutteras,     Inc        rlATTIAj  M  J       Division   of  Contract* 
NDC-IO-S4-239       B4/O3/09        41pp        E2SOB  OBa 

B4O3290a3B  Re*pcnd»    tn  FOIA  requaBt    far  contract   t  mods   reiuJting 
from  WP  RB-R£a-83-OB5,  Forwards  doeunmnts    listed    on  app 
D-ffcurnemti   also   available    in  P1>R 

FELTOfJj-J   M        Division   -of1   Rules    and   Records         B4/03/O3         DrtVIHj  K,  L 
Trammrlli    Chase,    Lambert   &  Martlndale        3pp        22B1B  274 


Handurltten   calculations  Si  graphs    re   const   activities  ti 
pre-npei-at  ional    fc  acceptance    testing   Related    Info   ancl. 
*     HftC   -  Na  Detailed    Affiliation  Given        81/09/16       6pp 
3319A    191        34X    Fiche    50-OOO,  B3/10/31,  8402090Q03 

B-IO21400Jfl    FDIA  request    for    records    re  NRC   const   assessment    team    (CflT) 
insp   at    Facll  i  ties 

BERNAUFI.L        Sovornment   Accountan  i  1  i  ti|  Project        B3/10/O7  Opfic* 

at  Administration        2pp         22334  OO1        34X  Ficfte   30-320,  B3/10/O7. 
0402140014 

S402I40018   Responds    to   FDIA  request    for  records   re  NRC   const   ass«iiiriant 
taara    (CAT)    Imp   at    facilities    Foruarda   App    A  documents 
Documents    a]sp    in   PDR   App    B    documents    listed    for  review    to 
identify    specific    interest 

FELTOH,  J  M        Division    of    Rules    and    Records        03/12/20        OARDEr  B  P 
Government   Accountability    Project         ISpp        22254  003        SIX 
Fiche    SO-SS9,  B3/1S/3O,  B402140Oifl 

—  H4021400a3   Summariies    civil     insp    itemi   Bechtel   B30939   1  tr    re   reinsj 
af  nuclear  pipe    hanger's    Co    clasu)    b  related    info    and 
VOnDfiRflRUeSOEN      Recion    S.     Office    of  Director        B3/07/19. 

NRC    -  No    Detailed   Affiliation    Qlven,       60pp        22334,  02  J         24X 
Fichc    30-B2B,  Q3ylS/aO.S40aJ40019 


"Jnsp  Plan    "    OraPt    outline   given    to    inspector*    on  830V06 
trie  1, 

«      NRC   -  No   Detailed    Affiliation    Given        B3/  IE/30        ISpp 
OBI        Stl   Fiche    30-520,  B3/  1  2/BO,  B40214001B 


NONDOCKETED  ITEMS 


435 


— B4021400aB   Provides    add]     infa    re    B3093O    eilt    interview    meeting    u/const 
sBsessment   team,  for   preliminary    review   of    Findings   NRC 
criteria    utiliied    during    irisp   mare   applicable    to   operating 
plant   Related    Info   encl 

MOODS,!    0         Ariiona    Public    Service    CD         B3/1O/13         MARTIN, J    D 
Region    Sj     Office    of    Director         33<?pp         32231    33O         SAX 
FichE    30-SSB,  83/13/20,  6402140010 

--B4O3I40031    Comments    on   review   of   draft   uirttoup    an    NDE   Rewrite 
requested   Related    info    one  1 

NARHUT.  F         HltC    -   No    Detailed    Affiliation    Qlven         83/09/27 
KERCH, H         NRC    -    No    Detailed    Affiliation    Qlven         41pp          25254   074 
24K    FichB    30-338,  63/12/20.8402140010 

— B4OH1 1OO32    Summary    at    B3D716    eilt    statu*    meeting    ui/NRC    const    appraisal 
team   re.   B30907-16   insp 

IDE,  W    E         Ariiona    Public    Service    Co         B3-C-B3/WE1         B3/O9/I9 
ROEPCL, J   A         AriJQna    Public    Service    Co         6pp         3323*    137         24X 
Fiche    5Q-3SB,B3/12/20,S40S14001B 


~B4Q2]flQ036  Forwards   marked-up    draft    inap    scop-e   !i   objectives   Related 
info    end 

ALBEHT.W    G        Region    3,     Office    of    Director          B3/O9/21          YOUNG, 1 
Region    9>     Office    at   Director          IBpp          H3254    143         34X 
Fiche    SO-32B,  S3/12/2Q,  B4O3  1 -IO01  0 

-6402110037   Corrective  action    request   re   plplnB    c lean! Ines B. per 
Procedure   WPP/OCI    30*   0,  Ftev    2.      "Piping    Sy  s    Release    Far 
Insulation   "   Related    info    end 

GAITHERpC    F         Arliona   Public    Service    Co         B3/Q9/13         23p p 
SSB5S    279        24X    Fiche-    50-926, B3/ I 2/2O, B4O3t4OOlB 

-B402J4O03B    Forwards,    feeder    rept    re     insp    activities    at     Facility    Combined 
insp    of   concrete    expansion   anchor   bolts   l<   embedded    plates 
will    be   written    bg   L   Vord erbruegg en   Radiographs    reviewed 
will    be    included    in  W  Kerch    rept   Related    info    end 
WALTON.O    A         Region    1.     Office    of    Director         B3/1Q/Q7         YOUNG, T 
Region    3.     Office    of    Director          I55pp          22254    1&5         24X 
Fielip    3Q-52B,  B3.'12/20,B4O214OO!B 


-8403140036  Forwards   marked-up    draft    tnsp    scope   !<   objectives   Related 
Info    enel 

ALBERT, W   0        Region    5,     Office    of    Director         B3/O9/ai          YOUNO, 1 
Region   3.    Office   of   Director        IBpp        32394   143        24X 
Fiche   30-328,83/13/30,  S403110O18 

-9402140037   Corrective   action   request   re   piping   i leanl  Ine ES, pep 
Procedure   WPP/QCI   204   0.  Rev   S,     "Piping   Sys  Release    for 
Insulation    "   Related    info   end 

QAIIHER.C   F       Ariiona   Public   Service   Co        B3/09/I3        SSpp 
22295' 2"? 7         24X    Fiche    30-320.  B3/  13/20,  8402140018 

-S4O214O03B    Faruardi    feeder    rept   re    insp    activities,    at    facility    Combined 
Insp    of    concrete    etpansion   anchor   bolts   &   embedded    plates 
tolll    be   written   by   L  Vorderbrueggen  Radiographs    reviewed 
ulll    he    included    In   H  Kerch    rept.  Related    info   encl 
WALTON, O    A        Region    1,     Office    of    Director         B3/10/07         VOUNQ,  T 
Region   9,    Dffice   at   Director        ISDpp        32234    1A&        34 X 
FIchc    SO-S2B, B3/12/20,  B403140018 


B4O214O043    Provides    list    of    NDE   repta    available    from    Inap    activities 
completed   w/NRC   mobile   NDE   van   at    Faci  1  i  ty.  per   FOIA   request 
Related    info    tnc  1 

ECNETER.S   D         Region    li     Office    of    Director         83/11/13 
ALEXANDER.  I    M         Region    5,     Office    of    Director         99pp          S2S53    334 
24X    Fiche    SO-S2B,  B3/12/2O.  aiO2l4OOlB 


-8403140048   Rev   0   to    "Palo   Verde   Station   HPSI    0ijs  Electrical 
Instrumentation   Const   Audit    Jrsp'  "    final    rept   Related    info 
end. 

*      Zif  tor,     Itic         NRC-IE-B2/B3-46C         MSB   PAR0003         Q3/  1  0/O-l 
222S6    063         24>C    FichB-  3O-32S,  B3f  IS/SO,  B40314OOIB 


1  59pp 


9402110052   Provides    resolution   For-    loose   bolt-9    on    structural    steel 
found    during   NSC    const   assessment    team    (CAT)    insp    Item 
conn!  <fered   closed   Related    info   end 

FORfiESTER-R   D.        Ariiona    Public    Service    Co         a3-C-97/RDF         63/O9/26 
IOE,W   C         Ariiona   Public    Service    Co         3p  p          2S25&   221          SAX 


-B-4D31'tOO43   Provides    list    of   NDE   repts   available    from   Inap    activities 
completed   y/NRC  mobile   NDE   van   at    facil  itij.  per   FOIA   request 
Delated    info   encl 

EQNETER,  B   D        Region   1.    Office   of   Director,       B3/11/15 
ALEXANDER,  I    M        Region    5.     Office    of    Director         9<?pp          222 S3   324 
24X   Fiche    30-S28.  B3/12/2O,  B10214O01B 


a4O2230aO7  Further   response    to   F-'OIA   requeit    Far   documents    re    conat 
flout    at   facility    Forwards    documents    listed    In    App   A 
Documents   also   being   placed    in   PDR   &  LPDR   Review  continuing 
['ELTON.  J  M         Dl  via  ion    OP   Rules    and    Records         B3/13/Q2         vADEN.  T 
Heaib   tc   Dbserver/RaLeioh    Times,    Raleigh,    NC        3pp        23:37 B   Sfl        24X 

r  i  c  h  e  rio-400, 03^1  a/os,  0402330207 


—  B40214OO4B   Rev  0   to    "Palo   Verde   Station   HPSI    Sys  Electrical   b 
Instrumentation   Const   Audit    Insp,  "   Final    rept   Related    info 
end 

*       Zytor,      Inc         NRC»IE-B2/B3-4iC         HSU    PAR0003         03/1  O/04 
2E2S&    O63         24X    Fiche    50-32Q.  B3/I2/aOi  B4O214O01B 


1  5Bp  p 


—  B40214OOS2  Provides   resolution    for    loose   bolts   on   structural   steel 


found    -during   NRC    const   aitesiment    team    (CAT)    Insp    Item 
innBldflred   closed   Related    info   encl 

FORRESTER.  R    D         Ariiona    Public    Sorvlce    Co         B3-C-87/RDF 
IDE,  W  E        Ariiona   Public   Service   Co        3pp        32356  321. 
Fiche    SO-S2a,  83/13/30,  B40214001B 


B3/-Q7/36 
34X 


-B1Oai4QOaa   Summarizes   civil    insp    items   Bectltel   B30929    1  tr   re   relnsp 
of   nuclear   pipe   hangers    (Q   class)    b   related    info    encl 
vanDERBRLJEOQRN      Region    5,     Office    of    Director         83/09/19         MAR  OUT  j  P 

NRC    -  Mo    Detailed   Affiliation   Given        iOpp        32234    021        24X 
Flthe    SO-S28, 03/13/20,  B40al4001B 

-B402MOOH6    "Insp   Plan   "   Draft   outline   given    to   Inspectors    on  B3O90i 
encl 

»      N»0   -   No  Detailed   Affiliation   Oiven        B3/ia/30        12pp 
28394    081        24X   Fiche   5D-S3B,  B3/13/30,  84O214001B 

-B40214002a   Provides   addl    Info   re   B30930   exit    interview  meeting   ui/const 
aiBeitment   team, for   preliminary    review   of    findings  MRC 
criteria    utilized    during    insp   more   applicable    to    operating 
plant.  Related    Info   end 

HOODS, T  0        Ariiona   Public   Service  Co        03/10/12        MARTIN.J  D. 
Region   S,    Office   of   Director        339pp,       32254   330        24X 
richo,  30- S2B.B3/J a/20,  B403140O1H 


-8I04P1O125    Discusses    imp  1  i  cat  1  arts    of   Ufc    of     Inspector    tt    Auditor    7BlOlc! 
interview   iii/fscility   ASLB   Ofc   of    Inspector   &   Auditor 
attempted    to   probe   thought   pracesaes    of   ft   require 
justification    Prom  Hoard    re    action   taken    In    adjudication 
VOttEt J  R        Atomic    Safety    and   Licensing    Board   Panel.       78/1O/I7 
HFNDHIE.J    M        Commissioners          3p  p         2237H    'JOS         24X 
Fie  he    30-400,33/12/02,  B4O2230207 

-B40323O32i  Forwards    Ofc    of    Inspector   &   Auditor    "Inquiry    into   Alleged 
Oral  it  ion   of  Line    Inspector   Vieuis    from   CP   Hearing    "   Ha 
further   distribution   should    be  mada    outside   of   afc   Rvpt 
undcv   Commission    revleul, 

OOSS1CK.L   V       Office   of    the   Executive    Director    for   Operations 
7B/11/13        DENTON     Offlie    of   Muclear   Reactor   Reffulation.     Director 
8HAPAR      QPflce    of    the    Emcutive    Legal    Director         DAVIS       Office    of 
Inspection  t<  Enforcement^     Office    of    the   Director         lp         22J7S   309 
24X    I'lche     50-40O,  33/12/OK,  B402230207 

-B40B23O237   DlscusEes    Investigation    by   Ofc    of    Inspector    &  Auditor    <01/t) 
re   facility   proceeding   AS LAD   unwilling    to    be    interrogated    by 
OIA   liany    questions    in   OIA    in terro-gatlor.   of   members    of   ASI-U 
m<inl  f  estl  ij    Improp  er 

ROBEffTHAL,  A  S        Atomic    Safety    and    LlcBTiainu   Appeal   Panel 
7B/1O/20        HENDR1E     Commi  s  »ioner*        3ps>        32J7B   3O&         S4X 
Fiche     30-400,  B3/ I  2/02,  81O2230307 

-8402330239  Forwards    Apps   A.  D ,  C  «c   D   to   be    Included   u/que  all  o-na    for   Panel 
III    re    Facility    testimony    Related    inPn    enc  1 

MURPHY. C   E       Region  2,    Atlanta,    Re-actor   Construction    tt  Engineer-id!; 
Support   Branch        70/11/14        REIB,E  J        Office    of    the    Elccutivff 
Legal    Director        Slpp        22378   3O3        S4X   Fiche   SO-4OO,  B3/ 13/02, 
8402230307 


-B40aiJ!O0131    Comment*   on   review   of   draft  mrlteup    an   NDE   Rewrite 
requested. Related    info   encl 

NAHDUr,  P.       NRC  -   No   Detailed   Affiliation   Oiven        83/09/37 
KERCH, H        NRC  -  No   Detailed   Affiliation   Olven        41pp         33394   094 
S4X   Tiche: SO-S2B,  B3/12/20,  B402140O1B 

-B402140032   Summary    of   830716   exit    status   me-etlng   w/NHC    conit   appraisal 
team   re   B30907-li    insp 

]DE,W   E        Arizona   Public    Service   Co        B3-C-B3/WEI        B3/09/17 
nCEDEL.J  A.      Aril  ana   Public   Service  Co        <bpp        22354    137        24X 
Fiche    30-SHS,  B3/13/30,  B40214CX)1B 


-B4022302-4B  Requests    that    Interim   guidance   re   preparation   of    staff 
testimony    In  NRC   adjud icatorg    proceedings    be    transmitted    to 
all    personnel    involved.  Ofc    directors    should    carefully    review 
existing   procedures   for   NRC    testimony   Related    infa   vncl 
OOSSICK.L    V,       Office   of    the   Executive   Director    for  Operatiann 
79/O3/30  NRC   -  Mo   Detailsd   Affiliation   Blven        Spp         23377  027 

-B40233O24&  Ach   B2031O  conversation   re   allegations   bij    facility   employee 
D  Jarvls.per   Resiotial   OPc    Instruction   aasi.Rev   3, Paragraph 
2  C    (3)   Ca«e    File    encl 

MAXWELL.Q,       Region   2,    OFFics   of   Director         BS/Q5/10        VDBSE,  J        NRC 
~  No   Detailed   Affiliation    Oiven        2pp         32379   O32        24X 
Fichc:  30-400,  B3/IB/02,  B40HH3O207 


NONDOCKETED  ITEMS 


-840=!?3CI2'}S    Requests    that    Region    II     civil     insp    personnel     Investigate 
allegations    bij    unidentified     individual    re    coatings    dunhg 
neit    routlnp    insp    at    site    Case    chronology    ent  1 

MAXWELL, G    F         Region    S.     Office    of    Director          82/O7/O7          YOHSE.  J 
NUC    -    No    Detailed    Affiliation    Given         2p  p          23371?   Q34          S4X 
Fit  ho    30-400,63/13/02,  8-502530207 


— 84O3Q10043    Forwards     Input    to    S3Q421?   TMI-1    Restart    Issues    Task    Force 
rept    Info    derived     from   ASLQ    partial     initial     decisions     In 
restart  proceedings  Related    info    encl 

SDLIUlERG,  J  R        Office    of    the  Eiecutive   Legal    Director         H4/O1/Q3 
WILLIAMS,  fl         Division    of    Licensing          19pp          S3446   374         24X 
Fictit     SO-2B9,  34/01/03.  B403Q10O14 


-B4Q233Q351    Hatl    rnaint    requirements    *or    Procedure    AF-XI I I-U7. 
" In -Storage    Insp    !.   Matnt     "     Equipment     purchase    order     f  01  m 


(.urollna    Pouor 


Light    C 


9pp 


E2371?   O40         21X 


4O22VOHi3   Responds    to    FOIA    request     For    JC    Mark    B01E04    memo    to   ACRS 
hydTOflCfi    Ourn   w/lgniters    &    doc-uments    concerning    generation. 
combust  Jon    or    control    of    hydrogen    in    reactor    accidents 
Kartiarris    App    A   documents    Apo    D   documents    in   FDR 

FEL1ON,  J    (1         Division    oF    Rules    and    Re-cords          B4/O1/30         HIATT.  S   L 
Ohio    Litliens     For   responsible    Energy          7pp          22412    031          24X 
Fichc-    50-000.  B4/01/30,  0402270343 


Forwards    summary    of    1  nvestiga  1  1  on-B    ro    hydrogen    recorabiners 
&    tiJay    failures    in  HPC  I    BUS 

ZlMGtl.,  D   J         ACRS    -    Advisory    Committee    on    Reactor    Safeguards 
BQ/1O/30         MDELLEfl,  0   W         ACR3   -    Advisory    Committee    on    Reactor 
Safeguards         <lpp          22412   DBA         SIX   Fiehe    50-000,94/01/30, 


B4O301O016  Further  response    to    FOIA  request    for    16   categories    of 
documti-ts  Forwards    HJ   Dircks    B11219    Itr    re    B 10606   sabotage 
event   &    special    rept    to   Commonwealth    of  PA    Info   partially 
uithln-ld     (ref    FOIA    Exemption    3) 

FEL10N.J   M         Division    oF    Rules    and    Records         84/01/04         SHDLLY.  B   C 
Union    of    Concerned    Scientists         2pp         23479    076         S4X 
Fichc    50-331. B4/OJ/04,B4O3O1O01& 

— S4O3010O32   Fleeponds    to    B11021    t.    HO4   requests    For    Info    ro    Q10606 
sabotage    event    at    Facility    Details  withheld 
(l  *F    10CFR73   21) 

DIRCKS.il  J  Office  oF  the  Executive  Director  For  Operations 
BJ/lP/19  TAYLOR, F  R  Pennsglvania.  Commonwealth  oF.  2pp 
22479  080  21X  Fiche  50-334. B4/O1/O4. B4O3010016 


-S4Q3010O61     "Rosponse    tn    Apparent    Act    of    Sa-botage    at 
I     "    Info    partially    deleted     (r«f    1OCFR2   7"?0(d)    i, 
1OCFR73   21 1 

*       NRC   -    No    Detailed    Affiliation    Given         84/01/04 
33479     112         SIX    Ftche    SO-334, B4/01/O4, B4O3O10016 


Beaver    Valley.  Unit 


1D3OIOCUO    FOIA   request    For    documents    re-    TMI-l     Restart     Issues    Task 
Forci.    to    be    placed    in  PDR 

SHOLLV.S    C         Union    oF    Concerned    Scientists          B3/12/12         FELTQN. J   M 
DivitJon    of    Rul(.g   and    Record?          lp          32446    056         24 X 
riclie    iriC-289.  B3/12/12,  B40301OO1O 


B403Q10CMS   F01A   request    For    1 982   NUREO/CF)-2B15 
Evaluation   Program    (NBEP)    ProcedureE   Guide    " 
BE7CHFD.J   L         Northern   States    Pouior    Co         B3/12/1S 
of    Administration          lp         23477   O01 


"NRC.Natl    Reliability 

BELTON.J         Office 


403010013  Further   rss-ponse     to    FOIA    request    for    documents,    r*    PFIA    i 
evacuotlon    time    estimates    F-oruiards     "Rfevl  BUI    tr    Evaluation    of 
GraSAf>-lr    PRA-rontalnment    Failure    Made-a    t,    Fiaslon    ProdJtt 
Relense     "    Rept    partially     withheld     <ref    FOIA   Eiempblon    4) 
F-CL1QN,  J    M         Division    of    Rules   and    Records          H4/O1/03         HIATT.  S 
Ohio    Litliens    For   Responsible    Energy          4pp          22443    576         24X 
Fiche     r'0~447.Q1/Ol/03,  B403010-013 

-a3t>ar/0!-?l    "Rovieu  t.   Evaluation   of    QESSAR-II    Probabilistic    Risk 
As^rtsment    -   Containment    Failure    Modes    &   Fission    Product 
ftel  ['£  se.  "     Itr    rept 

»      Li oafchaven    National    Laboratorj         O3/07/27  Division    of 

Systiins    Inbegratlon     (past    911005)  IBOpp          &t.?33    1^0          21 X 

Ticht     50-447.04/01/03,  3flO3O10O13 

403010014  Partial    response    to    FOIA    request     For    documents    TB    1MI-1 
Rffttai-t     Issues    Task    Force    Horuards     dotuments     listed    on    ap  p 

InFo    also    availablp    in    PDR 

rELIDN,  J    M         Division    op    Ftulea   antf    Reiords          B4/O1/03         SHOLLY.  a   C 

Union    nf    CnnceinoS    Brlentlsts         3pp          2244i   O57         24)t 

richc  'jo-sat,  04/01/03.  a-io30iooi-i 

--1I3031 1OO34     Informs    that    reo  valuat  ioti    of    Cycle    S    reload    application, 
has    identified    tiuo    issues    re  no-ncomervative    cladding 
suilllng    ''    rupture    models    ti    TAFV/TACO    penalty    proposed     b-y 
li&Vf   that    ahoufl   be    re&olveiJ    prior    to    restart. 

nUIH-NSTEIN,  L   S       Assistant    Director    For    Core   {.  Plant   Systems        TAC 
513/V         H3/05/02         LAJNAB, 0   C         Assistant    Director     for    Dperatlng 
Reacton          3|ip         S2446    Sia         24X    Ficfte     9Q-2B-9,  B4/O1  /O3,  B-503OI  0014 

--Q'1O3O10O2Q1   Assigns    reclpleuta    to    TMI-1    Restart    Issuea    Task     Force    t& 
vei i Fy    that  NHC  requirements    for    restart    corractln 
identified   !,    facility    tr  (rated    similar    to   all    operating 
plants    for    other   NRC   i  equtroments 

El&ENHUT,  D   (!         Divliion    of    Licensing          ETARDBTECKJ,  H          Uivision    of 
F'rojrEt    t<   Reoident    Programs        B3/04/13        JACOBS,  R        Region    1, 
Office    of    Director         VAN   VL1ET,  J    ,     DIIANNI.D         Division     Dp 
Licensing          lp         22416    059         34X    Fiche     SO-3B9, 84/01 /O3i H40301 0014 

— H4O3O1OQ23   Responds     to   B3O413    memo    &    Forwards     "Rept    of    TMI-1    Restart 
ISS.UDB    Task  force   MEmbers    "    Me-etlnfl    requested    to   reispontf 
tp    questions 

WIUI.UIS.HH        1MI-1    Restart    Issues    Task    Force        83/O4/29 
E1SRNHUT. D  ft        Division    oP    Licensing         3TARDSTECKI.  R        Division   of 
Piojctt   &    Resident    Programs         lp          22446-   O6O         24X 
Fir  tit-    30-269.  04/O  1 /03,  B403010O1 4 


a40aolOPai    FOIA  request    for    documents   T-B    petition    For   rulemaklng 
PRH-50-31    from  Citiiens   Task    Force    of   Chapel    Hill.NC 

SHDLLV,  S   C         Union    of    Concerned    Scientists          B3/10/31          TELTDN,  J   M 
Division    of    Rules    and    Records          lp          22446    034 

FJ403O10034  Responds    to   FOIA   request    for    documents   re    petition    Far 
rule-making    PRM-50-31    from  Citiiens    TaBfc    Force    oF   Chapel 
HilliNC    Forwards   App   A  documents   App    B    documents   completely 
uiithhpld    (reF  FD1A  E.Bmption    3) 

FELTQN, 0  M        Division    DP   fiulea   and    Records        B4/O1/1B        SHOLLV, S  C 
Union   d f   Concerned    Scientists        4pp        22446  O33 

— B3O1O60430  Requests    review  t<    co^monta    re    eticl    draft  FR    notice    to   deny 
Cltilens    Task    Foice    oF   Chapel    Hill.NC    petition    For 
nilemaking    (HHM-SO-ai)    W/o    encl 

NOHUtRQiJ         Human    Factors    t.   Safeguards    Dranch         83/13/27 
UASSLTT.O    E         Division    op    Accident   Evaluation    (Pre   040101)          Hpp 
2244ft    041 

~a3O50400!3    InForms     that    reply     to    petition     For    rul  email  ing    PRM-00-31, 
Piled    811£02,iuill    be    delayed    until    May    19B4    since  NRC    is 
i  e.cva  luat  ing    severe    accident    radiation   source    terms   (< 
technical    basis    For    10-mile    emergency    planning    [one   radius 
PHHLIPS.J   0         Division    of    Rules    and    Records         B3/04/13         KATB,  0   H 
fitiiens'    TaEk   Force        lp        22446  O31? 

--B40301003B  Requests    documents   re    petition    for    rulemaking    PRM-90-31 
Filed    by   CitiiPna    Task    Force  &  It    Dernero    B3071&  memo    to 
NRC   dlv  directors    re    draft    rulemaklng    an    emergency 
preparedness 

IMRKtY.E    J       House    at   Rep    ,     Interior   J<    Insular   AFfalrs,       S3/09/2H 
PALLADINO.  N   J         Comrri  ss  1  on  ero          lp          2244&O40 

— 81O3010046  Forwards    predec 1 s 1  anal    document!    re    emergency    preparedness 
per   request  Documents    do   not    represent   N!1C    proponed    or 
actual    policy   Package    should    be   restricted    to    subcommittee 
members  fc    staFP   only   W/o    encl 

KAMMBHCR,  C        Office    of   Congressional    AFFalrs        S3/10/2B 
OTTlNOER.fl   L        House    of   Rap    .     Energy    S,  Commerce         lp         32446  043 

--B4O3010049  Foruards    predec 1  a  1  anal    documents   ra    emergency    preparednoss 
pei    request  Documents    do   not    represent   NRC    proposed    or 
actual    pol  icy. Package    should    be   restricted    to    subcommittee 
members  &    staff   only   M/o   end 

KAMMLRER.C         Office    of    Congress! onal    Affairs         B3/10/2H, 
SIHPQON.A        Senate.    Environment   *  Public    Works        lp         33446  044 


-B403CH0030   "Rept  of    TMI-1    Restart    Issues   7aol.    Force  Memb&ra   " 
WILIJAMS.M   ,    VAN  VL1ET.  J   .     YOUNG,  F        TMI-J    Restart    IESI/BS   Tasl 
Force         S3AH/S9          tSOpp          S2446   O61          24X    Fichu    50-389,94/01/03, 


-B4030I0036  List  of    generic    Itrs    From    197B-19B3   Related    inFo   enc  1 
»      NRC    -  No   Uetailed   Affiliation   Given        Q4/O1/03        27pp 
P2446.  247        J4X  Fichs    SO-5Sf.  94/01  /O3,  8403010014 


-01O3Q10054  Forwards    predec i B ional    documents   re    emergency    preparedneec 
per   request  Dncumenta    do   not    represent   NRC    proposed    or 
actual    pol Icy.  Package    should    be    restricted    to    subcommittee 
members  !i    staff   only   W/o    end 

KAMMCRGR.C        Office    op   ConaresBi ana  1    Affairs,       03/10/H0        UDAULi M 
Haute    of   Rep    ,     Interior    !c    Insular   Affairs.       lp        33446,049, 

-B1030100S8   Forwards    predecislonal    documents   re    emergency    preparednesi 
pel    request   Documents    da   n-ot   represent   NRC    proposed    or 
actual    policy   Package    Bhag-ld    be    restricted    to    subcommittee 
members   t    staff   only   H/o   encl 

KAMnTRER.C        OPflce    of    Congressional    AfPairfl        03/10/88        HEVILL,  T 
Houte    of    Hep    .    Appropr lat ions         lp         BS44&  046 
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—  B4O3010063  Forwards    predec  1  sional    documents    re    emergency    preparedness 
pel     request    Documents    do    Tint    represent    NRC    proposed    or 
actual    policy    Package,    should    be    restricted    to    subcomml  tt  ee 
members  [<    staff   only    H/o    end 

HAMMERER.  C         Office    nf    Congressional    Affairs         B3/01/2B 
HATFIELD.MO        Senate,     Ap proprlat I ona        Ip        22446047 

— 84Q3010067  Forwards    predec 1 s ianal    documents    re    emergency    preparedness 
per   request   Documents    do   not    represent  NRC   proposed    or 
actual    policy    Package    should    be    restricted    to    subcommittee 
members   &    staff    only    W/o    enc 1 

HAMMERER, C         Office    of    Congress! onal    Affairs         83/1O/SB 
D1NQELL.J         House    of    Rep     .     Energy    (.   Commerce          Ip         2244i   043 

— a4O3O!OO74   Forwards    review    comments    on    draft  RES    denial    of    petition    ft 
rulematting    on    emergency    planning    zone   at    nuclear    power 
plants. per   request   Qanaral    comments    encl 

HULMAN-L    0         Accident    Evaluation    Branch          B3/01/Q7         COTA, P    C 
Research    b  Standard!    Coordination    Branch         7pp        22446  049 


— B304QAQ352   Requests    search    for    relevant   documents    re   govt    litigation 
w/utll    Response    due    by    S3Q40B 

BRJNSLEV.D   H         NRC    -    No    Detailed    Affiliation    Given         S3./ 03/89 
TJ7T1.C          Atomic    Safety    and    Licensing    Board    Panel         Ip          22446   314 
21X   Fiche    DO -OO-O,  B4/Q1 /17,  B40301O05O 

— B305Q903G6  Requests    advice   re    Fee   assessment   cutoPF  date    for   reactor 
CP    ti  OL   applications    that    are   uith,drawni  deni  edi  suspended, 
cancel  lad    or   postponed 
M1LLLR.W   Q         Liconse    Fee    Management   Branch         (J3/Q5/O4         FONNCH,  R   L 

Office    of    the    Eiecutive    Legal    Director         3pp         22146   319         S4X 
Fithc     50-000.84/01/17.6403010050 

— 13300100453    Discusses    status     of   OL    applications    Review   of    encl    WPPSB 
B3O712    1  tr    requested     in    order    to    determine    present    status    of 
Unit   3    far    billing    purposes  W/o   encl 
MllLLR.W   D         License    Fee    Management   Branch         03/03/03         FONNEB.R   L 

Regulations    Division         2pp         22446   326         24X   flche    30-OOQi 
01/01/17,  8403uJOOSO 


B403O100H6   Responds    to    FD1A   request    for    19BS    NUREQ/CR-2B1 Si      "NRC,Natl 
Reliability    Evaluation   Program    <NREP>    Procedures   Ouide    " 
Forwards    NUREO 

HELTON, J   M         Division    of    Rules    and    Records         S4/01/O4         DETCHER.  J    L 
Horthern    States    Power    Co          Ip         22477   O02 


H4O301O06B    Addl    response    to    FDIA   request    for    two    categories     of 
documents    re    IDCDR    program  Forwards    document   Documents    also 
oval  lob  I a    in   PDH 

hELTDN.J   (1         Division    of    Rules    and    Records         B4/01/O3         SHOLLY,  3   C 
Union   of   Concerned    Scientists        IP        35449   307 


—0403010041    NUREQ/CR-E81S    DRFT 

Draft    PROBABILISTIC    SAFETY   ANALYSIS   PROCEDURES   CUIDE 
DARI.H   A   «    BUSL1K,  A,  J        Brookhaven  National    Laboratory 
EL-BABSIQN1,  A        Office    of    Nuclear    Reactor    Regulation.     Director 
FIN   A-33B2         BNL-NUREO-515S9.        B3/09/01  NHC    -   No    Detailed 

Affiliation    Oivcn         231 pp          82477    O03 


— B403010O7i  Forwards    core    debris    dispersal   &  vessel    failure    issue 
summary,  developed    at    IDCOR   B31 129-1302  meetings    in  Harpers 
Ferry    Steps    taken    to    fulfill    agreement   of    close    cooperation 
among    interpsted    party    in    test   data  analyses 

POWLR8.DA         Bandia   Laboratories         83/13/03         RDSGNTHAL,  J         Office 
op    Nuclear    Reactor   Regulation.     Director         3pp         22449   3OB 


84Q3O10050  Third    partial    response   to    FDIA  request    For   six    categories 
of    documents   re    facility    Forwards   App    A   documents   App    A 
documents    also    placed    in   PDJf    App    B    documents   urlll    be   placed 
in    PDR    upon    request   Review    continuing 
F ELTON.  J  ti        Division   of    Rules   and    Records        B4/01/17        ANDERSON.  8    1 

Garvey,    Schubert.    Adams    &    Darer        4pp        23446    273       24X 
riche    50-000,  B4/OI/17.  8403010030 

—  BOO3S40137  Advises    of   refund    oiued    licensee    re    CP    fees    for    facilities 

based    on    professional    manpower    eitended   tt    contractual    SVCB 

costs    incurred. 

MILLCR.W  0        License   FBB   Management  Branch         BO/03/03        MAN10N,  W  E 

Office    of    the   Controller         Epp         22446  303        34X 
Fichu    30-000i B4/01/t7.O40a010030 

— SOO401O732   Confirms    600229    tel-con    re    professional    manpower     ( 152-h  ) 
provided    bij   B0022S  memo   Manp-ouer    should    be   divided    equally 
between    two   units 

HQLLOWAV. C,J  License  Fee  Hanagemont  Branch  BO/02/27 
FUTIiC  J  Atomic  Safety  and  Licensing  Hoard  Panol  Ip 
BH446  300  B4X  FichB  30-000, B4/O1/1 7,  B4O3O1OO5O 

—  0004010759  Confirms    BOO226    telcon   r-e    profesulonal    manpower    (19-h) 

provided    by    A  Rossnthal    7B10O2  memo    Hanpouer    should    be 

divided    equally    between    tuo    units 

MULLOWAYiC   J        License    Fee   Management  Branch         BO/02/H9        BISHOP. J 

Atomic   Safety    and   Licensing    Appe-al    Panel          Ip        52446  3O1        24X 
Fiche    90-000, H4/01/17.  B40301O050 

— 8112020204  Forwards    new    format    for    nuclear  power    plants    -    const    status 

rep t. NUREO-0030    (yellow   booh)   Neu    format  should    be   used    to 

provide   next    update    Info    for    planned    Nov  19B1    publication 

4data    as    of   Sept   30,1981)    due  8111ZO  W/o  one  1 

HARTFIELDiR   A        Office    of    Management    and  Program  Analysis 

Bl/10/30        DUNN.C   N,       Duquesno   Light   Co  7p p         22446,303        34X 
Fiche    30-000. B4/01/17.840301GQ50 

— 8112210135    Inform*    of   D   McMnney    opinion    that    allocation   of  ACRS 
manpower    For    fee    purposes    should    be    divided    equally    for 
review   of    two    units    at    site 

HOLLdWAYi  C.  J        License    Fee   Management  Branch         79/01/35  License 

Fee  Manaoement  Branch         Ip         32446  277        24X    Fichu    30-OQO. B4/01/17, 
B403010030 


B40301OOSS   FQIA  request    for   QRNL    draft   or    final    rept   on   severe   accident 
precursors    at  US  nuclear    plants    during    I960  k    1931 
HIrtlT.3   L         Ohio    Citinrnn    for   Responsible   Energy         B3/12/1O 
M         Division    oF    Rules    and    Records         Ip         22477   331 


B1O301O092   Final    response    to   FDIA  request    for    comparative    evaluation 
at   nuclear    facilities    compliance  w/NUREO-0573  &  NUREQ-0737 
requirements    Forwards   App    A    documents  App   B   document 
entirely    uithheld     (ref    TDIA    Eiemptioti   5) 

FELTON.J  M        Division   of   Rules   and   Records        B4/02/09       WEISB,E  R 
Union    of   Concerned    Scientists        4pp        SH440    19O 


— B4O3OI0097    R-|20F3£.71-a01 

"TM1    Action  Plan,"    cnmputeriied    list 
B      NHC    -  No  Detailed    Affiliation   Given 
224  41!   227 


91/03/09         146pp 


C34O3O1Q074    Hasponrio     to    FdlA    raquest    far   ORNL    rept,     "Precursors    to 
Potential    Severe   Core   Damage   Accidents    19BO-17BI    Status 
Rept-"   Forwards   draft   rept 

FEL[ON,J  M        Division   of   Rules    and   Records        04/01/03        HIATf.S 
OhtD    Cititens    for    Responsible   Energy         Ip         22477    235 

— B4030101O2   Draft    "Precursors    to  Potential    Severe   Coro   Damage 
Accidents    !9BO-17ai    Status   R&pt,  "    Vols    1    &  2  main  rept   & 
Ap  p    A   •!<   B 

CQTTHELL,  W    B    ,     HAOEN,  E   W   .     HARRIS,  J   D        Oak    Ridge   National 
Laboratory         TIN   B-0435         OfiML/NSl  C-317         03/07/31  Office   of 

Nuclear    Regulatory    Research,     Director         360pp         22477   336 

B4O301O100    Further    response    to   FD.IA   request    for    eight   categories   of 
records    ro   OL.  amende  Forwards    listed    documents   Documents 
also   available    in   PDR  Search    for  addl    documents    subj    to 
request    in    progress 

fELTONi  J   M         Division    of    Rules    and    Records         B3/10/22         BELL,  N 
Nuclear    Information   t  Resource   Service        2pp        22445  087 

— B311230247    Discusses   Public    Lain  97-415  which    amended   Atomic   Energy  Act 
of    1734   Sectian    109    to    authoriie  NRC    to    issue  !i  make 
immediately    effective   amends    to   OL  u/NSKC  W/o   encl 
DCNTON.H  H        Office   of   Nuclear  Reactor  Regulation,    Director 
83/10/31          eiMPSON,  A         Senato         Ip         2244S   090 


-B2J109001B   Advieaa    that    branch   ulll    uialt    to    determine  uhat    action    uti  1 
plans    to    take    in   response    to    ABLB   B2061B    order    before 
colleetlng    prof  NRC   hours    to    contractual    costs    &    billing    util 
for   review   of  withdrawn   application 

MILLER, W  0        License   fee    Management    Branch         B2/10/04  License 

Fee  Management  Branch,  Ip,  22446  3B3  34X  Fiche  50-000, B1/01/17, 
S4O3010030 

-Q3022B0083  ReBponds    to    questions   re    application    termination   Notice   of 
termination/withdrawal    not    anticipated   No    time    limitation 
pieced   on   complatlon   of   Pha»o  One  review 

rtDENBAMiE  0  Licensing  Branch  4  B3/OS/17  MILLER,  M  D  License 
Fee  Managemant  Branch  Ip  22446  321  H4X  Fiche  30-000,84/01/17, 
0403010030 


— 0403010104   Forwards    fifth    monthly   FR  notice   re   OL  amends, per   Public 
Laui  77-115  w/o  end 

DENTON,H  R        Office    of   Nuclear   Reactor  Regulation,    Director 
83/09/30        STAFFORD. R  T        Senate.     Environment  t<  Public    Worfcs        Ip 
2E44!)   OB9. 

— 64O301O10B   ForwarSs   FR    notice   of  OL    amenoBjper   Public   Laut   9/-415  W/o 
encl 

DENTOW.H   R         Office    of    Nuclear   Reactor   Regulation,     Director 
B3/12/O6        KIMPSDN.A,       Senate,    Environment   t.  Public   Works         Ip 
2244B    091 
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"3403010111    FOIA   request    for    documents    by    named    indiv 

RCS    leakage 

MA.DDEN.  T   J        Kaye,     Scholar,     Pieman.     Hays    fc   Handler        83/1S/27 

NQRRY.r-   0        Office    of   Administration         2pp         224BO   024 


-B309I504O1    Submits    scope   It   schedule    far    Independent  measurement?    of 
RCS    leal    rates    of    operating    plants    in    Region    V   Evaluations 
not    eipected    to    begin    until    Sept    or   Get    19B3 

MORR1LL.P         Region    5.     Office    of    Director         B3/06/29         [I  I  SHOP.  T 
Region    3.     Office    of    Director          lOpp         33flBl    342 


8403010113  Final  response  to  FD1A  request 
re  motfiballed  nuclear  const  projects  Fc 
documents  Documents  also  in  PDR 
FELTON.J  M  Division  of  Rules  and  Race 
Nuclear  Information  t  Resource  Service 
FiLfie  &0-50B.  84/02/10,8403010113 


jards    App    A 


Us         S4/02/10         DEU..N 
2pp         32479    1B2         24X 


— 8403010114   Partial     statement    of   JB   Martin    before    House    Committee 
tnPrgg   !,   Commerce    re   motfiballlng    of    Facility 

MARTIN, J   B        NHC    -   Mo    Detailed    Affiliation   Given         83/09/14         S 
22479    186        24X    Ficho    5Q-50B,  S4/02/1Q,  S4O30101 13 


B4030IOII7   Partial    response    to    FOIA   request    for    documents    by    named 
Individuals   re  repts.  anal  yaes,  studies,  procedures  &   sys    for 
measui emont    of   RGB    leakage   App   9    documents    placed    in   PDR 
App   A  documents   already   available    in  PDR  Search   continuing 
FELTON.J   N        Division   of   Rules   and    Records         (34/01/29         MADDEN.  T   J 
Kaye.    Scholer,    Fterman.    Haus    &  Handler         7pp         224BO   O26         BflX 
Fiche    tiO-QOO,  B4/O1/25,  B4O3010117 

—  9O11O7O322   Sumrrrarties   results    of    independent    evaluations    of    primary 

specific    evaluations   to   all    PUR    facilities   recommended 

Draft    procedure    re    evaluations   luill    be    submitted    by    800915 

JORDAN. E   L         Division   of   Reactor   Operations    inspections         BO/OS/21 

MQSFLEV.N   C         Division    of    Reactor   Operations    Inspections         llpp 
22480   3bb        24X   Fiche    50-000,  B4/01/23.  B4Q30101 17 


-8311150-181    Forwards    results    of  review   of   RCS    leal    rate    test    procedures 
6   calculational    methods    used    in    1978  at    tuo    randomly 
selected    BUR    plants,  pel-    S3093O   request    Deficiencies 
discovered    during    trial    use    period    corrected 
DLVQUNG-n   C        Director's    Office.    Office    of    Inspection    and 
Enforcement         83/11/07         DIRCKS.W   J         Office    of    the    Executive 
Director    for    Operations         22pp         224B2   020         34X 
Tiche    5O-000.  04/01/2S,  B4O3010117 


-0403010127    "RCSLKB    " 

KIRKPATRICK,  D   ,     WOODRUFF.  R    W 
Bl/10/30        33pp         224B1    021 


NRC   -  No    Detailed   Affiliation   Given 


-8403010129  Table   of    "Pressurlzcr   Design   Data    "   Related    info    encl 
«      Alabama   Pouier    Co         B4/Q1/33         4&pp         224HO   033         24X 
Fiche    5O-000.  B4/01/S3, B4O30101 17 


-B403010131    "RCSLKB    " 

KIHKPATRICK,  D   ,     WOODRUFF.  R    W 
81/11/03         13pp         33401    044 


NRC   -  No   Detailed   Affiliation   Oiven 


-8403Q1O137  Rev   S   to   Surveillance   Test   Procedure  FNP-l-STP-9  0,     "RCS 
Leakage  Test    "  Related    Info    encl 

PQDLE.D   L        Alabama    Power    Co         79/O3/25         22pp         S24BQ    O79         24X 
Firhe    30-000.  04/01/2^.  B-JO301O1 17 


-Q103250553   Foruartfs    draft    Procedures   61727H.     "Preparation    for 
Indipendent   Measurement    of    RCS   Leak    Rates    for    PUR"   b   6172BD. 
"Independent   Measurement    of   RCS   Leak    Rate    for   PUR    "   Manual 
Chapters    2S14   &    3D!  5  knit    be   revised    to    add    procedures 
SN1E/EK.J   H        Division    of    Resident   t.   Regional    Reactor    Inspection 
81/01/22        GDIER.D   H        Region    1.     Philadelphia.     Office    of    the 
Director        O'REILLY. J  P        Region   2,    Atlanta.    Office   of   the 
Director        KEPPLERiJ   6         Region   3,     Chicago,     Office   of    the   Director 
22pp         224DO   343 


-S40301013B    "RCSLKB    "    Related    Info    encl 

KIRKHATRICK,  D  ,    WOODRUFF,  H    W        NRC   -  No    Detailed   Affiliation   Divan 
Bl/11/17         76pp         224S1    O37 

-B403010141    Rev   3    to    Instrument   Maint   Procedure    FNP-l-IMP-202   B,     "Vol 
Control    Tank   Level    LT-1 12    "    Related    Info    encl 

MCGRACKEN,  K   W        Alabama    fouler   Co         7B/03/07         24pp         324  BO    101 
24X    Tiche    SO-000,B4/01/25,B403010117 


-B103250&30   Requests     that    encl    Procedures    61727B   I*   6172BD    be    issued 
Por   trial 

JOHIIAN.E   L        Director's    Office         Bl/Ol/23         HRVAN,  S   E         Program 
Development    Branch         I7pp         224BO   338 


-0403010146   Rev   2    to    Inatrument   Maint   Procedure    FNP-1-IMP-HO1    S2, 
"Prt(.Burlier    Level    Control .  LC-439F    " 

*      Alabama   Power    Co         7B/06/17         30pp         224OO    1 35         24X 
Ftthe    30-000,  S4/01/2S,  B-1030101 17 


-81U71&0213   Forwards    description   of   RC5LK   7    For    reactor    coolant    lee 
calculation,  magne tic   cards    &  quad  memory    module   U/o 
magnetic    cards    &    quad    memory 

UOtJuRUFF.R   U        Mechanical, Structural    (•   Metallurgical    Section 
81/06/53        CHUNG. J        Test    Program   Section         CflLENJAK,  J         Reactor 
Projects   Section    1A       FIELDER, R        Test  Program  Section        Hpp 
2!?4BJ    013 


-B107160215    "RCSLK    7    " 

KIUKPATRICK.D         Director's  Office,     Office    of    Inspection    and 

Enforcement        WOODRUFF.  R    U  Mechanical,  Structural   t,    Metallurgical 

Section        B1/03/D7        5pp  33131    005 

-91091DDO36   Requests     tujo    remote   computer    terminal!    to   be    used    in 
developing   programs    for   calculations!    support    for   comple« 
inspt 

BN1EZEK.J  H       Division    of  Resident  &  Regional    Reactor    Inspection 
Bl/Ov/OB       moUTHAN,  C  R        Office   of  Management  and  Program 
Analysis        Ppp        23401    343 

-B2Q21EOE9S  Submits    progress   rept   on   development   of   compuleriied    insp 
techniques.  Including   development    of  RCSLKB  program  for 
ECLJI'BE  computer  Recommends   purchase    of   addl    TX    Instruments 
70D  portable   terminal    for   regional   ofcs   Program  end 
KIRKPATP.1CK.D   ,     WOODRUFF.  R    H        Reactor    Engineering   Branch 
Bl/H/17       DRDMERICKiA  W       Reactor  Engineering   Branch         14po 
34B 


-B2O3120197   Foruards    RCS   B2O121    leak    rate    calculation   program    for 
Hewlett  Packard    41C    (RCSLK  7)    consisting    nf   plant-specific 
data  t,  sample   calculations   Data    for   remaining   plants 
requested 

BAm.  R  L       Division  of  Engineering  6  Ouality   Assurance    <Pre 
B30I03J        82/02/16       MARTIN.TT       Region    1.    Office  of   Director 
CLSHINSKI.J  rt         Region   2,     Office    of   Director        NORELUI3,  C   E 
(legion  3,    Office    of  Director        16pp        SS1B1    132 


-B4O3OI0151    RespondB    to  830303  request    for   application    of   RCS   look    rate 
pi  ogi  am.RCSLK?.  to   Ban   Onofre  2  RCSLK7,  as   uiri  ttem  app  1  ios    to 
listed    conditions    Directions    given    to   prepare   Heuilett 
Packord    to  run  modified    program  Mark-up    of   RCSLK7  end 
WOODRUFF.R        Engineering    t.  Technical    Support    Branch         B2/03/0» 
Region    3,     Office    of    Director          17pp         HSIBl     148 


8403010132  Rev    I    to    Instrument   Maint  Procedure   FNP-t-lMP~202  9,     " 
Contiol    Tank    Level    L7-II5    " 

THOMAS,  J        Alabama    Power    Co         70/OB/02         22pp         334BO    136         H4X 
FlchP    SO-000,  B4/01/33i  B403010117 


— 8403010136  Rev  S   to    Inntrument  Maint   Procedure   FNP-1-1MP-201 
"Piessuriier   Relief  Tank   Level    LT-470   " 

THOMAS,  J        Alabama    Pomer    CD         7B/OB/02         26pp         221BO    17B 
Tiche    30-000,84/01/23.8403010117 


—  B4O3010139  Discusses    indspandent   measurement    of  RCS   leak    rates    for 
PURs   Neu  version    of   program  RCSLKB   developed    for   UIB    u/ 
portable   computer   Seminar    tentatively    scheduled    far   rob 
1903 

JORDAN,  £  L        Division    of   Engineering    &  Quality    Assurance    (Pre 
830103)        82/10/03        HAVNES,  R   C        Reolon    1,    Office   of    Director 
O'REILLY,  JP        Region   3,    Office    of  Director        KEPPLER-  J   0        Region 
3,    Office    of  Director        3pp        234B1    165 


-B403010161     "nCSLKfl    " 

KIRKPATRICK,D  .    WOODRUFF.R   W 
82/11/36         ISpp         221Q1     liif 


NRC  -  No    Detailed    Affiliation   Given 


-B403010163  Rev   1    to    Instrument  Maint  Procedure   FNP-1-1MP-2S4  3, 
"Reactor  Coolant   Drain   Tank    Level,  LT-IOQ3    '•   Related    info 
enc  1 

SH1PMAN.W  B        Alabama   Pouier   Co        80/01/23        62pp        22430    204 
Ficho    30-ODO,B4/01/2B,8403010117 


-B309130400  Cammenti    on  93O639   schedule    for    initial    independent 
measurements   of  RCS   leak    rates   by  Region   Y  using   RCBLKB 
Estimate   of  time   required    to   gather,  verify   &   program 
plant-specific   data  acceptable 

WOODRUFF, R  U       Engineering   &  Qeneric   Communications  Uianch 
33/07/12        MCKEE.P   E        Division    of   QA,     Bflfsguartfs   (,    Inspection 
Programs    (Post   B30103)         Ip        22482  019 


-B403010164  Discusses    itatua    of    Implementation    of  RCSUKB. 

WoailRUFF.R        NHC    -  No   Detailed    Affiliation   Oiven        82/12/01 
CUNN1NOHAM.J       MRC   -  No   Detailed   Affiliation   Olvon        3pp 
234B1    179 
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-B403O10173   Rev   6    to    Procedure    PDT-l-3,     "Periodli 
Leakage    Evaluation    " 

UAMOUREAUX.T  H        Portland    General    Electric    CD 
22481     164         24X    Fiche    30-000, B4/01/25,  S403O101I7 


Operating    Test  RCS 
78/06/19         9pp 


-B40301O17B    "RCBLK8   RCS  Luakrate   Determination    for   PWRs.  "   Users   GUI  do 
KIRKPATR1CK,D    .     WOODRUFF. R    W         NRC    -   No    Detailed    Affiliation    Qiven 
63/03/15         43pp         234B1     173 

-B403O10181    Informs    that    neuJ  version    of    computer    program,  RCSLKB, 
incorporates    improvements    suggested    by    regional    ofcs    &   by 
IE   Evaluation    of    OsbornB    completed    Qsborne    1     computer    fc    Itah 
printer    ordered    for    each   regional    ofc 

JORDAN. E  L        Division    of  Emergency    Preparedness  *,  Engineering 
Response    (Post    B3O1O3)          83/03/04         HAYNE9,  R    C         Region     1,     Office 
of   Director        O'REILLY,  J  P        Region  2,    Office    of   Director 
KCPPLER.J    0         Region    3,     Office    of    Director         2pp         32481    231 

-8403010184  Discusses    now    IE    could    develop    capability    to    periodically   t. 
independently    calculate    identified   &   unidentl f led   reactor 
coolant    leak    rates    in    operating    water   reactors   by   using 
portable    calculators   Description    of   eiisting    program    end 
K1RKPATRICK.D.  ,     WQODRUFF.R         NRC    -   No    Detailed    Affiliation   Owen 
BQ/OS/29         JQRDAN.E         NRC    -   No    Detailed    Affiliation   Given         llpp 
BH4BO   277 

-B4030101B3  Notifies    of   B30413-14    seminar    in    Bethesda.MD    for   regional 
ofcs    on    use    of   RCSLKB,  improved    computer   program   for 
determining    leak    rates    of    PUR   cooling    sys 

JORDAN, E  L        Division    of  Emergency   Preparedness   &  Engineering 
Response     (Post    B3Q103)          83/04/Ot         HAYNE8.  R    C         Region    1,     Office 
of   Director        O'REILLY.  J  P        Region  2,    Office    of   Director 
KEPPLERiJ   0        Region  3,    Office    of    Director        2pp        224B1    336 

-8403O10191    Discusses    hotu    IE    could    develop    capability    to    periodically    !. 
Independently    calculate    identified   b  unidentified   reactor 
coolant    leak    rates    In   operating   water    reactors    using 
portable    calculators   Description   of    existing    program   enc 1 
K1RKPATRICK, D        NRC   -  No   Detailed    Affiliation   Oiven        00/06/03 
JORDAN.  E         Division    Of    Reactor    Operations     Inspections          21pp 

2S4GO  saa 

-8403010173    Informs    that    portable    computers    obtained    for    regional    ofcs 
for   use    in    independent    measurement    of    leak    rates    from   PUR 
cooling    sgs   Draft   module  it    user    guide    (NUREG-Q9B6)    Bncl    W/o 
end  s 

JORDAN,  E  L        Division    of  emergency    Preparedness   tt  Engineering 
Response     (Post    030103)         B3/05/31         TAYLOR, 0   M         Division    of    QA, 
Safeguards   t,    Inspection   Programs    (Post   830103)         4pp        3E4B1    238 


-B4Q3Q10S33    Discusses   RCB    leaV    rate    calculatl on?,  per   BE0504    telcon   Muds 

to    RCSLK7    computer    program    permit    leak    rate  calculations    for 

pressures    between    1,900  >*   3,100   psig   in/temp  betueen  260  F  b 
?70  I     Plant   data    enc 1 

MOHRILL,  P    J        Reoinn    3,     Office    of    Director  82/05/05 

WOODRUFF. R   W        Reactor     Engineering    Branch  17pp         224B1    362        24X 
Fichc    50-OOa,G4/01/25.S403Q10117 

— B403O10239  Agrees   that   use   of   computers   as    Insp    tool   needs    to   be 
explained    further    per   830413-14    presentation  Lists 
recommendations   based    on  revleui   of   RCSLKB  User   Guide   tt 
practical    demonstration    of    computer   program 

KEARNEY, J         NHC   -    No    Detailed    Affiliation   Given        83/O4/1S 
WODDRUFF.R         NRC    -   No    Detailed    Affiliation    Given         2pp         22102   01' 

-B4Q3Q102S2    "RCSLKo-Calcul  ated    Leak    Rates    for    PUR    RCS   •• 

K1RKPATRICK.D   .     WOODRUFF. R    W        NRC    -   No   Detailed   Affiliation   Given 
00/09/29         Qpp         224BO   314 

-B4Q30I0297    "DKHTS-Ca  Iculated    Net   Poujer    it    Integral    of   Net   Power    as 
Function   of  Time   After   Scram   " 

WOODRUFF.R    U         NRC    -   No    Detailed    Affiliation   Given         BO/12/05 
6pp         3S4BO   332 


-B4Q30102B4    "ftC9UK6    " 

»      NRC    -   No    Detailed    Affiliation   Given 
S34Q1    009 


01/O7/OB        7pp 


— B4030102B7   FormarilB    Hewlett   Packari    program    cards    for   RC9    Leak    Rate 
Program  7    IRC5LK7)    W/o   enc 1 

KIRKPATRICH, U       Director's   Office,    Office    of    Inspection   and 
Enforcement         Bl/07/21         MOHRILLi P   J         Reactor   Projects    Section    1 
Ip         234B1    019 

— B403010292   Requests    Hemlatt   Packard    11C    data    cards    for   plont    reactor 
coolant    leakage   calculations  Proqram  being    developed    to    run 
reactor   coolant   leakage    calculations    on  NRC  ECLIPSE 
computer   Data   cards   needed    to   set   up   data   base 

BAER.R   L         Reactor   Engineering    Branch         Bl/0°/02        MARTIN, T   T 
Division   of  Engineering    tt  Technical    Inspection       01BSON.  A  F 
Division   of  Engineering    &  Technical    Inspection        NQRELIUS,  C  E 
Division   af  Engineering    !<  Technical    Inspection        lp        33481,020 

B4O3010119   FOIA   request    for    studies    performed    by    USGS   (,   State    of   CA   Du 
of   Mines   t  Geologg    re    facility   seismic    design 

CALBOYAS.C    D        Affiliation   Not   Assigned         83/11/14  NRC    -   Nu 

Detailed    Affiliation   Given         4pp         22144    343        21 X 
Fiche   5Q-312,B3/1I/14.B4030IQ1I9 


«0403010176  Requests    author  1 1 ation    to   conduct    leak   rate    test   at   selected 
C-E  &  Vlistinghouse    fac  1 1 1  ties,  Test  needed    to    evaluate 
R   Woodruff   It   D  HirkpatricX    program  to    Independently    assess 
look   rates  W/o   encl 
JORDAN, E  L        Division    of   Reactor   Operations    Inspections        BO/06/03 

BRUNNER.E  J        Region    1,    Philadelphia,    Reactor  Operations   Nuclear 
Support   Branch.       LEWIS,  R   C        Region  2,    Atlanta,    Reactor   Operations 
Nuclear   Support   Branch         lp.       224 SO  309 

-0403010201    IE  Change   Notice    B1-O5, revising    listed   manual    chapters 
Related    info    encl 

»      Director's   Office,    Office   of    Inspection   and   Enforcement 
01/03/11          B6pp         324B1    252 

8403010203  Forward  a    TANK   program   description   tt    program    cards  Program 
calculates    h  plots   vol    of    liquid    in   program   for  RC8    leak 
rate   Requests  J  Chung    to   be    coauthor    of   program  description 
WOODRUFF.R        Director's   Office,    Office   af    Inspection    and 
Enforcement.       Bl /OS/33        CHUNG,J        Region    1,    Philadelphia,    Office 
Of    th»    Director    (81/03/OU.        Spp         22481,340 

-B403Q10206  Requests   Procedures  &17Q7B  It  61728B    be    Issued   t<    Manual 
Chapters    2514   fc  2919  be    revised    to  require    that   Procedure 
61727B    be    performed    during    hot    functional    testing   & 
Procedure    6173BD    be   performed    annually 

JORDAN,  E  L,       Division   of   Reactor   Operations    Inspections        BO/ OS/ 23 
DRYAN,  S  E        NRC   -  No   Detailed    Affiliation  Given        lp.       2B480  310 

-0403010214   Forwards   Procedures   617S7B  b  6172BB. Procedures    outline    steps 
necessary    to   perform    independent   measurements    of    leak    rates 
from  RCS    for   PWR»   Each    region  requested    to   apply    both 
procedures   to   one  PUR   per  utk   starting   801O1B  W/o   ends 
JORDAWrE  L        Division    of  Reactor   Operations    Inspections        80/OB/22 

Region    1,    Philad«lphia,    Office   of    the    Director.      3pp 
22460   311 

-8403010232  Forward*    progress    rept    on   development   of   computerized    inep 
techniques.  W/o   encl. 

BNIEZEK.J        NRC   -  No   Detailed  Affiliation    Given        Bl/ll/18 
DEYOUNOiD        NRC   -  No   Detailed   Affiliation   Oiven        lp        23481    347 


8403010123  Responds    to  FOIA  request    for   studies   performed    by   UBftS 
b  Otate    of   CA  Div  of   Mines  !<  Geology   re    facility    seismic 
design   forwards  App    A  documents    Info   also  available   in   PDR 
FCLTDN,J   M         Division    of    Rules    and    Records         B3/12/JO        CALBDYAS.  C    D 

Affiliation  Not  Assigned        3pp        32444  349        24X 
Fithe    50-312,03/12/20,8403010123 


-7906M034D  Summary    of   telcon    to  provide   response    to  790413    Itr 
requesting    info  re    seismic    analysis 

OARNCR,  D        Operating    Reactors   Branch    4    (Pro   790623)         77/04/E 
REID,  R   W       Operating   Reactors  Branch   4    (Pre  79O623)         lp 
22444    332         24X   Fichu    90-312,  S3/ 12/20,  8403010123 


-79Q614054B  Discusses   review  of  plant   earthquake   design   criteria  !< 
requests    info  re    seismic    analysis 

DAVIS.  JF         California,     State    of         79/04/13         DENTGN,  H   R         Office 
Of  Nuclear   Reactor  Regulation,    Director        2pp        22444   393        P4X 
Fiche    50-31^,93/12/20,8403010123 

-791OP60122  Bummarlles   vieu   of  recent    fault   data,  NRC  requirements   tt   fact 
that   FEAR    considered    only    three    faults   active   Recommends 
that    neui    Info   on    fault    sys    be  assessed 
MINOGUEiR   D        Office    of    Standards  Development.    Director        79/10/01 

DENTON.H   R         Office    of    Nuclear   Reactor   Regulation,     Director         4pp 

22444    35B        24X   Fiche    50-312,  B3/12/20,  B4030I0123 

-7911120317  Forwards:    RD   Mlnogue  7910.01   memo    to  MR  Den  ton   Sc   evaluation   of 
lelovancy    to   proceedings   before  ASLD 
L18LNHUT.D  0       Division   of   Operating   Reactors        79/10/19        SCOTT.S 

Distribution  Service*   Branch        Spp        22444   355       24X 
Fiche    S0-312i  83/12/20,  8403010123 

-7911120366  Forward  i    seismlcity   rept   re  Sacramento  County,  CR  ti  portions 
of   6BOB16  CA  application   tt  730609   safety    evaluation 
TISON,JC        Commerce.    Dept      of,         6B/07/05        PRICE,  H  L        Atomic 
Energy   Commission.    Directorate   of  Regulatory   Operations,       lp 
GB5         24X   Fichu    50-312,83/12/20.8403010123 


-7911120370  Requests    addl    info    to    complete   revleui  of    Initial    site 
examination   info   data    form 

DEYDUNQiR   C       Atomic   Energy   Commission,    Directorate   of  Licen»ln9 
74/12/13        DAVIB,E  K        Sacramento  Municipal   Utility  District        Spp 
23445  028       24X  Fiche    50-312.  B3/12/20,  B403010123 
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-791 11FO4O3   Requests     Initial     site    e lamination     Info 

QIAMBUSSa.A        Atomic    Energy    Commission,     Directorate    of   Licensing 
74 /OH/ 14         DAVIS. E    K         Sacramento    Municipal    Utility    District         Spp 
22445    O34 

-79111S0413    Responds    to   760113    Itr    re    DL    Kelleker    7SI217    concern    about 
nuclear    plant     in    Orville.CA    vicinity    Ha    plant    planned     For- 
area    Discusses   DDE   re   plant    design 

D1RCKS.W   J         NRC    -    No    Detailed    Affiliation    Given         7&/02/Oe> 
CRAN&TCN,A         Herat*         3pp          22445   041          34X    Fiche    5O-312,  B3/12/20, 
B403O1O123 


— S312O1OOO4    Forwards    corrected    Pages    9.17. 2O   b  4   to   App    11    to  rept    on 
review   of   diesel    generator    bldg 

KUOi P        Struct ura 1    &  Geotechnleal    Engineering    Branch        B3/I1/14 
KNIGHT.  J  P        Assistant    Director    for  Comp      ti  Structures   Engineering 
(Post    B302Q1>          9pp         2244B-25S         SIX    Flche    50-329,83/13/14. 
84030 101=?a 

— S312O3062S   Requests    rapt   re   adequacy    of    dieael    generator    bldg    on 
expedited    basis   as    input    to    Congress    re   Landsman    concern* 
EISENHUT.D  G        Division    of    Licensing        83/1I/1B        vDLLMER.R 
Division    of   Engineering         lp         23445  263        24X 
Fichc    30-329,83/13/14,8403010198 


— BOO1E90311    Fnrmard-s    response    to   791OO1    memo    re    geologic    &    seismic 
reassessment    of    facility    No    immediate    fcaiard    at    stte 
Licensee    should    undertake    program   to    assemble    &   assess    n»w 
info    re    geology    t,    seismology   of    site   region 

JACKSCN, R  E  Qeosciences  Dranch  79/13/31  OAMM1LL, M  P 
Assistant  Director  for  Standard  lc  Advanced  Reactors  7pp 
3S445  050  24X  Fiche  5O-312, Q3/12/2O,  94O301O123 

— SOO92SO3-4S  Recommends   meeting    uj/util    to    review   progress    Pf    seismic 
assessment    study 

OACKBDN,  R    E         Qeotcienees    Dranch          BO/O9/13         REID,  R    W         Operating 
Reactors    Branch    4          lp          22449   097         24X    Fiche    SO-312,  B3/12/2O, 
0403010133 

— BDQ923O345  Discusses    utll    response    to  NRC  request    Par    seismic 
r eattfl ssment    Seven    lilted    areas    of    info   should    be   directed 
to   utll    tn    avoid    delay    In    reviewing   r-ept 

ALTtilMAN,  I    13         Ceoieiences    Branch         BO/09/12         JACKSON.  R    E 
GeoBtisnce*    Dranch         3p p          22445    Q5B          24X    Fiche    3Q-3I2,  B3/J2/aO, 
B1O301O1S3 

— B403O1O15O  Foruards    evaluation    oF  Unit    2    initial    site    e <am    info    data 
review   Site    aaFnty    members    participating    in    review   listed 
DCNIQNiHR        Atomic    Energy    Commission..     Directorate   of    Licensing 
74/ID/1O         Dh'YdUNGi  R    C          Atomic    Enorgij    Commission.     Directorate    of 
Licensing          4|>p          22445    OUt,         54JC    Fiche    30-312,33/13/20,8403010123 

B4Q3010125   Further   reflponsu    to    FO1A   request    for    IE  Rept    79-19, notice 
of   proposed    imposition   of    civil    pena 1  ties, not  ice    of 
violation    t>   order    to    sham    cause  Forwards    documents    listBd    on 
App    A 

FGLTON.  J   H         Division    nF    Rules    and    Records         -B4/O1/11          HAMLIM.  J   B 
Shaur,     Pittftian,     Potts    t.    Irouibndge          2pp          H2447     176         24X 
Fiche    DO-49B, 84/01/11,  Bi5O3OtO125 

--B403D1O13S   Requests    info    re    public  hearing    on    tnsp    of    facilities 

SCHWARTZ, A   R         Teias,     StatB    of  BO/O6/O3         SEYFRIT,  K          Region    4, 

Dallas.    Office    of    the   Director  lp         22447    L79        S4X 
Tithe    50-498^4/01/11,0403010125 


— B40301O139   Transcript    of    BOOB19    public 
Supporting    documentation    enc 1 
#      Commissioners          SO/OS/1 19         3B2pp 
FJtht    50-49B,  94/OJ/ 11,840301 01 25. 


meeting    in   Dag   City.TX   Pp    1-3B2 


22447    1B1 


S4X 


B4O301OI6B   Further    response     to    FQIA    request    For    all     1982    SECY    papers    "to 
be    available    In    PDR    EECY-S2-2,  <«>,  I97B,  197D.  SEB,  27OA,  334A, 
377A,  3B9j  394.439A,  472   S<   472A    withheld     Iret    FOIA   Exemption 
S) 

FELTON,  J   M         Division    of    Rules    and    Records         63/12/21          WEISS,  E   R 
Union   at  Concerned   Scientists        WEISS.  E  R        Harmon   !•  Ueiss         ipp 
28449   313 

B4O3Q1Q192  FQIA   request    for    records    relevant    to    or   generated    In 
connection   W/B3IQS1    "Rept    on   Review    of   Diesel    Oenerator    Bldg 
at  Midland    " 

GAftDC,  n    P          Suvcrnmetit   Ace  o-untab  i  1  ity    Project         B3/11/26  Office 

of   Administration         Spp          33445    092         34X    Fiche    SO- 339,  B3/ 1 1 /26, 
B1O301O192 

B4O30J019B  Responds    to    FQIA    request    For   records    relevant    to    or 
genemteij    In    connection  ku/B3102t    "Ftejit    on   Revleu   of    Diesel 
Oenerator    Bldg    at   Midland     "    ForuardE   App    G    documents    App    A 
document*    available     In   PDR 

FEL1DN-J   M         Division    Of    Rules   and    Records         03/12/14         GARDE, B   P 
Ooveinment    Accountability    Project        4pp         22445  092        24X 
Fiche    50-329,03/12/14,8403010198 

— 9310310471    Forwards    tank    group   repti     "Repl    on   Review   of    Diesel 
Generator    Bias    at   riitfland,  "   Dct    I9B3  Large   addl    settlements 
not   anticipate^   More    accurate    program    to    monitor    cracks 

-tural    &  Oeotechnlcal    Engineering    Branch         B3/1D/21 
Assistant   Director    for   Comp      In  Structures   Engineering 
Bpp,       22449   132        24X  Fiche    90-339,63/12/14, 


«vleu    of  Diesel    Generator   Bldg    at   Hid  land    " 
I    Si  Ccotechnical    Engineering    Branch         B3/10/31 
24X   Fith>   30-329.  B3/1S/I4,  B4O3O1O19B 


--H312O70022  ForuardH    Structural    &   Qeoteehnical    Engineering    Dranch 
assessment   of    "Rept   of   Review  of   Diesel    Qenerator   Bldg    at 
Midland,  "    dtd   831O31    per   E   Ad  en  a  am  IE  W   Paton   requests 
Meeting    &  possible    reopening    or    hearing    recommended 
LEAR. 0        Structural    &  Oeotechnical    Engineering    Dranch         Q3/11/22 
VDLLMERfR   H         Division    of    Engineering          Bpp         23443    2AB         24X 
Flche    50-329,  B3/12/14,  B4O3O1O198 

— 8312070378   Discusses   recommendation    for    suppl    to  Board    Notifications 
B3-163   &  B3-153  re    Diesel    generator   bldg    Comments    !t 
Tecpmmendat tons   oF   J  Kane   &    F  Rlnaldi    on    task    group    r«pt    & 
reopening    of   hoarlng    provided 

HODD,  D   8         LiCEtnsinD    Dranch    4          ISSUANCES    OH         83/11/25 
E1SENHUT, D   G         Division    of    Licensing          4pp         3S445   264         24X 
Flche    3O-329.  B3/12/14i  B4O3010I9B 

— S3120B0134   Recommends   PT   Kuo    B31114   memo    containing    fouT    corrected 
pages    to   rept  re    structural    adequacy    of   diesel    generator 
bldg    be    foruiartfed    to   Hoard    as    supplemental    notification    to 
DN   B3-I45 
HOOD,  D         Llcanslng    Branch    4.        ISSUANCES   OL         B3/11/17         EISENHUT,  D 

Assistant   Director    for   Licensing         lp         22443  261         24X 
Flche    90-329,83/12/14,9103010198 

--B4O30103Q4   Advises    that    info    re   plan    to    address   Landsman   concerns 
should    be    Issued    as    Board    Notification    83-109 
ElSkNmJT,D  Q        Division    of   Licensing        83/07/27        NQVAKi T 
Assistant   Director    for   Licensing         lp         2H113  O9B        24X 
Fiche    90-329,  83/12/14,  B4O3O1O17S 

—9403010311    Advises    that   attached    correspondence   re   new    schedule    for 
review   of   Landsman    concerns    should:   be    issued   as  Board 
Notification  33-14S  W/o    end 

C1SENHUT,  D,  0         Division    of    Licensing         83/07/30         NOVAK.  T 
Assistant    Director     for    Licensing          lp         23145   099         24X 
FUhe    50-3S9,  B3/IS/14.B4O3Q1017B 

— H403010217   Draft    rep ti    "Review  op   Diesel    Generator   Bldg    at   Midland 
Plant    " 

M1LLLR,  C    f\    .     COBTANTINO.C    J         Drookhaven    Mational    Laboratory 
S3/O7/33         25pp          22445    1OO         24X    Fiche    30-339,  B3/12/ 14,  B403010I9B 

-e403010S23   Advises    that    end    JP  Knight   630933  memo    to    RH  vollmer    should 
be    issued   as   Board    Notification   B3-193   W/o    enc 1 
EIBfeNHl/T,  DC         Division    of    Licensing          B3/10/03         NOVAKi  T 
Assistant  Director    for   Licensing         lp         22449    125        B4X 
Fiche    3O-33?,  83/12/14,840301  01 9B. 

-B4O3Q10227   Fgruiarda    "Reviakj   of  Diesel    Oenerator   Bldg   at   Midland   Plant    " 
REICH,  M        Drookhaven  National    Laboratorif         B3/10/17         KUD,  P  T 
Structural    &  Oeotechnical    Engineering    Branch         lp        22443    126        34X 
Fiche    30-329, B3/12/ 14,  B4O301O19S 

-B4O3010331  "ItBVieiii  of  Diesel  Generator  Bldg  at  Midland  Plant  " 
MILLER, C  A  ,  CDBTANTlNQfC  J  B  r  DO  !s  haven  National  Laboratory. 
S3/10/17  B3pp.  H2443  127  24X  Fichu  5O-329i B3/12/ 14, B40301019B 

-34030)0345   Requests    that    end    rept   on   revleui   of    dlesal    generator    bldg 
ti   util    analysis    requested    during    revieut  be    issued    as    Board 
Notification   63-165 

EISENHUT- D  8        Division    of   Licensing         BS/tO/36        NDVAK, T 
Assistant    Director    for   Licensing         6pp         22443' H3O        B4X 
Flche    3O-329,tJ3/ia/14,B4030I019B 

-84O301O273   Advises    that    supplemental    info    provided    in   PT   Kuo  831114 
memo    to   JP   Knight    will    be    transmitted    to   Midland    Board    as 
suppl    to    Board   Notification    B3-16S-  Issue   urill    be 
Incorporated    as    Board    Notification    B3-1&5A   W/o    end 
EISCNHUT^DO-       Division    of   Licensing         93/11/li        NOVAK, T 
Assistant    Director    for   Licensing         lp         03415,242        24X 
Fiche    50-339.  83/12/14,840-3010198 

-B4O30I03B3  Forwards    guidance    for    use    In    deciding    uinsther    to   recommend 
that    Hearing    be    reopened    Hearing    should    be    reopened    ba»d    on 
1  isted   reasons 

vOLLMER-R   H        Division    of    Engineering         83/11/23        EIBENHUT,  D,  o. 
Division    of   Licensing.       3pp,       33448,270'.       24X   FlchB    30-329, 
B3/13/14,  B40301O19B 
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— B4030102S5  Advises    that   Vollmer   recommended    reopening   Midland    hearing 
on   diesel    generator    bldg    structural    adequacy    issue, based    on 
task    group    rept   Vollmer    memo   end    W/o    enci 

ADENSAM.E         NRC    -   No    Detailed    Affiliation    Qiven         B3/11/29 
EISENHUT,  D         NRC    -   No    Detailed    Affiliation    Qiven         lp          25445   273 
21 X    Flche    30-329,  83/13/14,  B40301O19B 

B4O3O10262  Further   response    to   F01A  request    for    documents   re    Sandla 
Contract   A-1123  &   bibliography   used    by   n   BeTnero   Forwards 
App    A  documents 

FELTON,  J   M         DivlBinn    of    Ruins    and    Records         FIN   A-1133         83/13/20 
RUTLEDQEiP         Carolina    Environmental    Study    Group         2pp         52444   06"? 
24X   Fiche    3O-000-  B3/12/SO.  B4O3Q1O262 

— B3013B03SO  Reoponds    to  S2110S    Itr   ti  newspaper   article,  c  lar  i  fying 
distorted    &    Incomplete    picture   af   nuclear    accident 
probabilities   t>   consequences   !<  modeling    uncertainties 
presented    in    article 

DIRCKS.W  J        Office    of    the   Executive   Director    for  Operations 
82/12/27         DOOQB, L         House    of   Rep         4pp         55444   078         24 X 
Fie  he    90-000. 83/12/20,3103010262 


"8403O10B6B  Forwards    preliminary    draft   documents    re   Sandla   Labs 
area    of    siting    criteria    development  Repts    represent   uiorlt 
being    done    in    expanding    use   of   probabilistic    analysis    in 
regulatory   Mark    W/o   encls 

DIRCKS.W  J        Office   of    the   Executive   Director    for  Operations 
B2/04/26        OILINBKY     Commissioners        3pp        22444   071        H4X 
Fiche    30-000,  B3/13/BO,  6403010263 


-0103010274  Discusses   research    rept. NUREQ/CR-2239    ISandSl-l 349), 
"Technical    Guidance    for    Biting    Criteria    Development    " 
Forward i   NUREG/CR-2723   fe  NUREG/CR-2B99    for    ref    USB   only    W/o 
ends 

DIRCKS, W  J  Office  of  the  Executive  Director  for  Operations 
fla/ll/H3  PALLADINB,  GILIN9KY,  AHEARNE  Commi ssioner s  3pp 
E2441  07i  34X  Fiche  SO-000, B3/I2/2Q,  S4Q3OI026S 


B4O3O1Q469   FOIA   request    for    info    on    Tatum    salt    dome    tests    performed    in 
State    of    MS    in    late    1960s    or    early    1970s 

LEQQETT.L   H         Affiliation    Not    Assigned         03/13/02  NHC    -   No 

Detailed    Affiliation    Given         lp         22443   2B1 

8103010174   FOIA    request    For     info   re    sign    posted    near    toilet    at 
Argonatte    reactor    at   Univ    of   Florida 

GROSSMAN,  K        Island  Cloaeup    Neujs   Service.    Sag   Harbor,    NY        B4/01/3I 
NFIC    -  No  Detailed   Affiliation  Given        lp        22-443  273 

B4O301O4BO   Responds    to   FOIA    request    for    info    re    sign    posted    near    toilet 
at   Argonatte   reactor   at   Univ    of  Florida 

FELTDN.  J   M        Division    af    Rules    and    Records         84/02/27         GROSSMAN.  K 
Island    Closcup    Nous    Service.     Sag    Harbor,     NY         lp         22443   279 

B4030101BB  Appeals    denial    of   FDIA  request   for    T  Nova*   notes    generated 
by    or    during    visit    to    Olen   Ellyn.  IL    to    discuss    Dfc    of 
Special    Cases    findings    re    facilities   from  Sept    19B2  to   Dec 
1983 

GARDE,  U    P         Government    Accountabi 1 i ty   Project         64/01/17 
TELTON.J   M         Division    of    Rules    and    Records         lp         32443    274         24X 
FichP    50-329,  B4/01/17,B403Q104B8 


0103010497  Responds    to  appeal    re  denial    at  FDIA  request   for   recc 
possession   of    T   Novak    on    visit    to    Qlen   Ellyn.  IL    to    discuss 
findings    of  Ofc   of   Special    Cases   re    facilities   NRC   has   no 
records    subj    to  request 

DIRCKS.U  J       Office   of    the   Executive  Director    for  Operations 
B4/OS/2B         GARDE. B    P         Oovernment   Accountability    Project         lp 
22443   P73         24X   Fiche    50-339,  B4/02/2B,  B40301Q497 


B4O30200DB   FOIA   request    for    radiation    source    or    device   registration 
certificates    issued   by    NRC    to    listed   organ! lations 

HAMMITT.K   A         TQI    Services         3451         B4/01/26         FELTON,  J   M         Division 
of    Rules    and    Records         3pp         22494    ODI 


B40301027B   FDIA   request    for    SECY-B3-2BB    to    he    placed     in    PDR 

PEDRO, J         NUB   Corp         CD-IB-B3-535         83/lt/li  Division    of    Rules 

and    Records         lp        22449    137 

6103010279  Responds    to   FOIA   request    for   SECY-B3-2BB   to  be    placed    in 
PDR  Forwards   SECY-H3-3BB,  Document    also   available    in  PDR 
FELTCIN.  J  ti        Division   of    Rules   and   Records        B3/12/16        PEDRO,  J        NUB 
Corp          lp          2H449    13B 

— B4030102B3  Comments    on  SECY-83-2S8  re    proposed    rule   on    pressurized 
thermal    shock    Proposed    rule    should   address   CP    applicants    In 
addition    to   OL  applicants    &   operating    reactors   Schedule    for 
preparation    of    plant-specific    safety    analyses    acceptable 
ZERBE.J  E        Office   of  Policy   Evaluations        83/OB/01        PALLAD1NO, 
OILINSKY,    ROBERTS      Commi ss  loners        4pp        3H449  222 

B4030103B3  Responds    to  FOIA   request    for   map    detailing   background 
radiation    1  eve  1m  prepared    as    result    of   aerial    survey 
conducted    out    of   Pease   Air   Force   Base   No   records    subj    to 
request    located 

FELTON,  J  M        Division   of   Rules   and    Records        B3/12/2O        DQUOHTY,  J 
Seacoaut   Anti-Pollution  League        lp        22446  346 

G403010385  FOIA   request    for    addl    search    of    files    for   map    detailing 
background    radiation    levels, prepared   as    result    of   aerial 
survey    conducted    out    of   Pease   Air   Force   Ease 

DOUOHTY,  J        Seacoast   Anti-Pollution   League        B3/11/23        FEU TON, J  M 
Division   of   Rules    and    Records         lp        2S446  347 

B403010407  Responds    to   FOIA   request    for    Info   on   Tatum  salt   dome    testa 
performed    in   State    of  M9    in    late    1960s    or    early    1970s   No 
documents    aval  lab  la    pertaining    to   request    Info  may    be 
obtained    from  Stake    of   MS    Dept  of  Natural    Resources 
FELTON,  J  M        Division    of   Rules   and    Records        B3/I2/1&        LEQDETT,  L  H 
Affiliation   Not  Assigned         lp        S2443  2BO 

B403010409  FDIA  request    for    lists    of   all    source    disposal    companies 
licensed    to    handle   raduaste    disposal 

OEEELEi  H  H        poxboro   Corp         B3/11/1B  Office    of   Administration 

lp         B344&   331 

B40301041O  Responds    to   FOIA  requast    For    list    op   all    source    disposal 
companies    licensed    to   handle    raduaste   disposal    Forwards    two 

llBtl 

FELTON.J  M        Divi*lon   of   Ruloi   ond   Records        B3/13/13        8EHELE,  H  W 
Foxboro    Corp          lp,        22446-332 

— B40301041S   "Waste  Disposal   Licensees   " 

*      NRC   -  No   Detailed   Affiliation  Oiven.       B2/OH/OS        6pp 
22446: 333 

— B403O10414    "Active    Byproduct   Licenses." 

»      NRC   -  Na    Detailed   Affiliation   Given        B3/12/oa        7pp 
22446.339 


B403020011    Responds    to  FOIA   request    for   radiation    source    or    device 
registration   certificates    issued    by   NRC   to   organizations 
listed    in   request    Itr   Forwards  requested    documents 

FELTON.J   M         Division    of    Rules   and    Records         34/02/0?        IIAMMITT.H   A 
FQ1    Sei vices        lp        23494   004 

— 8103020016   Registry    of    radioactive    sealed    sources   &   devices, safety 
evaluation   of   X-ray    fluorescence   cell   mfg    ay   AMP, Inc    using 
"— •  Ingland   Nuclear   Model    NhR-476C 


*      NRC  -  No   Detailed    Affiliation  Given 
Hpp         22494    QOS 


NR-140-D-101-3         03/07/OB 


-B4030P001S   Registry    of    radioactive    sealed    sources   ti   devices,  safety 
evaluation   of   detector   coll    mfg    by   Antefc    Instruments,  Inc 
usino    US   Radium   Model    LAB-5OB-1    t-   New   England    Nuclear    Model 
NCR -002 

KLINOER.J   0         NRC   -   No    Detailed    Affiliation   Given        TX-1 45-D-IO3-6 
B2/13/I7         3pp         22494    010 

-S403D20023  Registry    of   radioactive    sealed    sources   (,  device  s.  sa  Fety 
evaluation    of    luminous    front   post    sight    containing    3M   Model 
E2X    Army    Fart   B44B690    for   Pr-147   !.   Part    12002966    for 
tritium, distributed    by    U8  Army   Armament  Readiness  Command 
B      NBC    -   No    Detailed    Affiliation    Given         NR-I93-D-1O1-9         03/03/07 
Epp         22494    013 

-B4O30H0027  Registry    of   radioactive    sealed    sources   It  devices,  safety 
evaluation   of  rad loluminous    lamp    containing    3   Cl    tritium, 
distributed    by  US  Army    Armament   Matl    Readiness    Command 
*      NHC    -   No    Detailed    Affiliation    Given         NR-1S5-S-101-9         93/03/03 
4pp         23494    015 

-Q4O3030034  Registry    of   radioactive    sealed    sources   !i  devices,  safety 
evaluation   of  radlolumlnous    lamp    containing    1O  Ci    tritium, 
distributed    by  US  Army    Armament   Matl    Readiness   Command 
»     NHC   -  No   Detailed   Affiliation   Given        Nn-lSS-3-]OS-a        83/03/08 
3pp         22494' 01? 

-Q40302O03B  Registry    af   radioactive    sealed    source*   &  device s, safety 
evaluation   of  radio  luminous    lamp    containing   B   Ci    tritium, 
distribute*    by  US  Army    Armament  Matl    Readiness   Command 
»      NHC   -  No   Detailed   Affiliation  Given        NR-1 S5-S-1Q3-S        B3/03/OB 
3pp         22494    022 

-B403020037  Registry   of    radioactive    sealed    source*   !<  devices,  safety 
evaluation   of  radiolumlnous    lamp    containing    tritium, 
distributed    bv  US  Army    Armament  Matl    Readiness   Command, 
»     NHC   -  Nn   Detailed   Affiliation  Given        NR-159-S-104-S        83/03/OB 
9pp.        22494    OSS 

-B403020060  Registry    of   radioactive    sealed    sources  &  devices, safety 
evaluation   of  radioluminous    lamp    containing      6  Ci    tritium, 
distributed    by  US  Army   Armament   Matl    Readiness   Command 
»     NRC  -  No   Detailed   Affiliation   Given        NR-133-S-1O5-S        83/03/OB 
3pp         22494    OS 4 
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-B403020Ot7   Registry    of    radioactive     sealed    BOUT-COB    *,   devices.,  safety 
evaluation    of   radloluminnus    lamp     containing    3    S   C\    tritium, 
distributed    by    US   Army    Armament    Matl    Readiness    Command 
»      HOC    -   No   Detailed   Affiliation    Owen         NR-1  S3-S-1D6-S         83/03/03 
3pp         22494    OJ7 


- -Q1O30P0119   Registry    of   radioactive    sealed    sources    t,  devices,  safety 
evaluation    of   rad 1  aluminous     lamp    containing    tritium, 
distributed    by    US  Army    Armament   Matl    Readiness   Command 
o      NHC    -   No    Detailed    Affiliation    Given         NR-155-S-1 14-B         B3/Q3/OB 
3pp         22494   065 


— 04G30?QO70   Registry    of    radioactive     sealed    sources    li    devices,  safety 
evaluation   of   radio  luminous    lamp     containing       6   Ci    tritium, 
distributed   by  US  Army   Armament    Matl    Readiness   Corrmand 
«      NRC    -   No   Detailed   Affiliation    Given         NR-1 33-9-107 -3         B3/03/OB 
3pp         22494    040 

— 3403020074   Registry    of   radioactive     sealed    sources    It    devi  ce5,  safety 
evaluation   of   rail  I  a  luminous    lamp     containing       4   Ci     tritium, 
distributed    by    US   Army    Armament    Matl    Readiness    Cnraman  d 
»      NHC    -   No   Detailed   Affiliation    Given         NR-153-S-1CS-S          B3/03/QB 
3pp         22494   043 

— B4Q302QOBO  Registry    of  radioactive    sealed    sources   Si  devi ess i safety 
evaluation  of  radio  luminous    lamp    containing    tritium, 
distributed   by  US  Army   Armament   Matl    Readiness    Command 

*  NHC    -   No   Detailed   Affiliation    Given         NR-1 55-S~tO9-S         B3/Q3/OB 
7pp         234^4   046 

--H403020QB2   Registry    of   radioactive    sealed    source*    *c    devices,  safety 
evaluation  of  mass    spectrometer    containing    13   mCi    Ni-63    In 
['hemto-Cfiem  MMS-160, distributed    ou    PCP,  Inc 

*  NRC   -   No   Detailed   Affiliation    Given         FL52aDJO2U         79/03/39 
ypp         22494   233 

— B4030200B7   Registry    of   rad  loac  tive    seated    sources    &    dev  1  CBS,  safety 
evaluation   of   rad  io  luminous    lamp    containing     1    Cj     tritium, 
distributed   by  US  Army   Armament  Matl    Readiness   Command 

*  NHC    -   No   Detailed   Affiliation    Given         Nfl-1 53-S-l  10-3         S3/Q3/OS 
3np         22494    05J 

— B4030PG09J   Registry   of  radioactive    sealed    sources   &    dnvlces.  safety 
evaluation  of  radio  luminous    lamp    containing    1    2  Ci    tritiunvi 
distributed   by   US  Armu   Armament    Matl    Readiness   Cownanii 

*  NRC   -   No   Detailed    Affiliation    Given         NR-1 35-S-l  1 1-3         H3/Q3/OS 
3pp         22474   036 

--Q4030POQ95  Registry    of  radioactive    sealed    sources    t,    device  s,  safety 
evaluation  of   electron   capture    detector   cell    assembly 
containing    13  mC  i    Ml -63    in   New  England  Nuclear    NER-002  & 
Nuclear    Radiation   Development   N1OOI    sealed     source 
BRDHN.J   M   .    SINGOJ.D        NRC    -   No    Detailed    Affiliation    Given 
HR536D019B        (33/04/30        &pp         33491   234 

•-Ofl030POi01   Registry   of  radioactive    sealed    sources    ti  devices,  safety 
evaluation  of  Interstitial    implant    source    &   storage    vessel 
u/15   mCl    Ir-193    in   Model    R/l    (seeds)    &   P-|.P-3,F>-3   &    P— 1 
containers, mfg    by    RAD/IRID,  Inc 

BROWN.J   M        NfiC   -   Mo   Detailed   Affiliation    Olven         NR-33B-B-1OI-S 
93/01/30         llpp         22494    240 

— B4030PO1O7  Registry    of  radioactive    sealed    sources    !<   device  s,  safety 
evaluation   of  gaseous   tritium   light    sources    (QTLS)    in 
military    fire  control    products  rtifg    by    Ruoff   tt   Sons.  Inc    & 
distributed   by  UB  Army   Armament   Readiness    Command 
WRIGHT,  E  G  ,    SINGER,  B       NRC  -  Nn    Detailed    Affiliation   Given 
NR-i'75-D-lOI-S         B2/09/24         Hpp          23494   231 

•-G4030S01 10  Registry    of   radioactive    sealed   sources    tt   devi  cesi  safety 
evaluation  of  radioluminous    lamp    containing      B  Ci    tritium, 
distributed   by  UB  Army   Armament   Matt    Readiness   Conmand 

*  NftC   -  No   Detailed   Affiliation    Oiven         NR-153-a-l  12-B         B3/03/OB 
3pp         3S494   031- 

-9<5O30?0113  Registry    of  radioactive    sealed    sources   fc  devi  c  as,  safety 
evaluation  of  self-luminous   compass,   containing    175  mCi 
tritium    in  Drandhurst  Co    light   source   Model    fiT/iQ-25/lO   mfn 
by   Suunto   Dt,   t,   distributed    by    Sea    Quest,  Inc 

BROUN,  J  M       NRC  -  No  Detailed  Affiliation    Olven,       NR-571-D-I  03-E 
D3/OV/3a        9pp         22494   359 

-B103090114  Registry   of  radioactive    sealed    sources   t.   devi  CBS,  safety 
evaluation  oP  radlol  uminous    lamp    containing    tritium, 
distritutod   by  US  Army   Armament   Matl    Readiness   Command. 
«      HHC    -   No   Detailed    Affiliation    Given.       NR-153-8-1 13-S         BJ/Q3/OB 
3pp         23494   062 

-B4O3Q?011c.  Registry    of   radioactive    sealed    sources    S,  d evic e s.  sa  t ety 
evaluation  of   etectron   capture   detector  cell    contalnlna 
150  roCi    tritium   in  Safety    Light   Corp    foil    source   Model    50.H- 
3,mfg    by    Sentei   Sensinn   Technologu.  IJICT 

DRDWN.J  M       NRC  -  No   Detailed  Affiliation   Qivan        NR-S9B-D-lOi-S 
Q3/OH/B6        7pp         22494   2iB 


-3-103020120  Registry    of   radioactive    sealed    sources    b   devi  ces,  safety 
evaluation   of  gas    chromatograph    containing    3O  mCi   NI-63    in 
US  Radium  LAD  7S4,  NBU  England   Nuclear   NER-004  &  Amersham/ 
Searl    MBCi  mf  g    by    Spectra-Physics 

WONO!  G         NfiC    -   No    Detailed    Affiliation    Oiven         CA615D1O1S 
03/13/O?         4pp         2H494    275 

B10302O124   Registry    of   radioactive    sealed    sources   fc  device  s,  safety 
evaluation   of   ioniiatian    smoke    detector    containing    I    uCi 
Am-241    foil    aource    in   NRD   Model    A-OO1    or   Amersham  Model 
AMM-IOOlH.mfo   by    Square    D  Co 

WR1OHT,  E   0   ,     SINGER,  B         NRC    -   No    Detailed    Affiliation    Olven 
NR-t,16-D-101-E         B3/09/07         Bpp          22194    277 

B4O3020127  Registry    of   radioactive    sealed    sources   &  device*,  safety 
evaluation   of   lensabic    induction    damped    compass    containing 
12O  mCi    tritium    in    Stacker    t<  Vale,  Inc   Model    SV-183 
SINeCIJ,  D         NRC    -   No   Detailed    Affiliation    Oiven         NR-622-D-1O3-E 
B3/01/IB         Bpp         28-194    2S7 

84O3020132  Registry    of  radioactive    sealed    sources    &  device  Bi  safety 
evaluation  of   calibr    device    containing    1OO   Ci    Cs-137    in 
GRNL    Draining    RD309   0,  mf  g    &   distributed    by    T6MCO 
PATFUCK.D  P    ,    BURGES9.J  L        NRC    -   No    Detailed   Affiliation   Given 
ND63-1D101S         83/06/11         3pp         22-!91    293 


—  5403020135    Registry    of   radioactive    sealed    sources   &  devi  ces,  safety 

evaluation   of   sel  f-luminouB    source    in   watch   models 
containing   BOO  mCi    tritium    In  Mertz-Bentel  li    T4173-1    tt 
T4l75-l.inffl    by   Texas    Instruments 

»      NflC    -    No    Detailed    Affiliation    Given         NR-632-S-103-E         BH/1O/OB 
Ip         33194   293 

~B1030aOl37   Registry    of  radioactive    sealed    sources   &  devic  e  s,  safety 
evaluation    of    density    gauge    containing    230    mCi    Cs-137    in 
Amersham  Corp   Model    CDC   BlO,mfg    by    Tatabanyal    Sienbanyak 
DROWN.J  r)        NRC    -  No   Detailed   Affiliation   Given        NR-633-D-I03-S 
B3/OB/I9         Opp         32491    299 

-  B40302O142  Registry    of   radioactive    sealed    sources   ti  devic  a  BI  safety 
evaluation  of   consolidation   monitoring    device    containing 
SOO  mCi    CE-137   in  Oulf   Nuclear,  Inc    Model    CSV.  mf  g    by    Rennord, 
Inc    &   distributed    by  DDT 

BRDWN-J   M         NHC    -   No   Detailed    Affiliation   Given         NR-6-l3-D~iO2-9 
03/11/04         7pp         S2494    307 

—  B4O3OH0144   Registry    of    radioactive    sealed     sources    ti    device  3,  safety 

evaluation   of  pipe    tuall    thlcJtness    gauge    containing    10   Ci 
Cs-137    In    3M  Mode)    4D£,L  A    Gulf   Nuclear  CSY,  mf  g    by  UB    Wilson 
Mfg    Co 

«      NFtC   -  No  Detailed   Affiliation  Olven        TX672D106B        79/07/31 
3pp         22194   314 

—  B4O30P0119   RegiatT-y    of   radioactive,    sealed    sources   ti  device  s.  safety 

evaluation   op   sulfur-in-ol  1    analyzer    containing    350  mCi 
rtm-311    in   Ameraham/Searle    AMC    17,  mPg    by    YoVogaua   Electric 
Works   ti   distributed    by    Yofcogaiiia    Corp    of   America 

*  NRC  -  No   Detailed   Affiliation   Oiven        QA678D1039        BO/09/35 
2pp         SH494   317 

--6-10302OI5O  Registry    of   radioactive    sealed    Bourses   I.  devico  s,  safety 
evaluation   of   rad  io  luminous    lamp    containing      8  CI    tritium, 
distributed   by   US  Army    Armament    Matl    Readiness   Command 
»      NRC   -  No  Detailed   Affiliation,   Given        NH-1S3-S-1  1  5-8        83/O3/03 
3p|>        32494    063 

--0-403030153   Reoistrij    of   radioactive    sealed    sources   &  devices,  safety 
evaluation   of   radioluminous    lamp    containing      B  Ci    tritium, 
distributed   by   US  Army    Armament    Matl    Readiness   Command 

*  N(fC    -    Mo   Detailed    Affiliation    Given         NR-1S5-8-116-H         B3/O3/OS 
3pp         22-594    071. 

—  H4030201i6    Registry    of  radioactive    sealed    sources    t,   devlcas,  safety 

evaluation    of   radiation    source   assembly    containing   300  mCl 


Cs-137    In    Amersham  CDC    l9a,8O9iB10 

Inc 

HDNQ,  G        NRC  -  ND   Detailed    Affiliation   Oiven 

Ba/04/13.        7pp         32194    Ii3> 


g 
Bll    mfg    bu   Level    Link, 


CA423D1O3S 


Q-1O30B0170   Renietru    of  radioactive    sealed    sources   t<  devicet,  aafety 
BValuaticin   of   radioluminous    lamp    containing    3  3  CI    tritium. 
distributed    by  UB  Army    Armament   Mstl    Readiness   Command, 
it      NRC  -  No   Detailed   Affiliation    Oiven        NR-  135-8-11  7  -8,       B3/03/OB 
Bpp        32194  074 


NONDOCKETED  ITEMS 
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--3403020172  Registry    of    radioactive    sealed    sources    t<  device  s.  safety 
evaluation    of    X-ray    flunre scene e    spectrometer    containing 
10   mCl    Fe-S3    &    15   mCl    Cd-109    in    Isotope    Products    Labs 
Model     XFD-9, distributed     by    Martin    Marietta   Carp 
BROWN, J   M    ,     SINGER,  D         NRC    -   No    Detailed    Affiliation    Owen 
NR-441-D-1G1-B         S2/10/01          3pp         22494    172 

--B4O302O176   Registry    of   radioactive    sealed    sources    I,  dev  ices,  s<if  ety 
evaluation    of    chemical    agent    detec tor.  containing    2SO    uCi 
Am-S41     In    Amersharo   Corp     foil    source   Model    AMM1001. 
distributed    by    US    Army    Armament    Mat!    Readiness    Uoramand 
BROWN, J   M         NRC    -    No    Detailed    Affiliation    Given         NR-133-D-1 19-S 
B3/O6/19         Spp          23494    Q77 

--B4O302O177    Registry    of    radioactive    sealed    sources    !,   device  s,  safety 
evaluation    of   UV   emitting    light    source    containing    1    Ci 
tritium, distributed    by    Mb~Microtet 

BRQWN.J   M         NHC    -    No    Detailed    Affiliation    Given         NR-446-S-10I-5 
B3/09/S2         4pp          33494    177 


Q40DOPQ20B   Registry    of    radioactive    sealed    sour 
evaluation    of    beta    radiation    source    containi 
Kr-B5    in   NOLI   England    Muclear    nodel    NEH-BI70 
BROUN,  J   M         NRC    -   No    Detailed   Affiliation    (li 
-IOP         32494    215 


i  ces,  eaf  ety 


ISO   mCl 
NR-476-6-149-5 


-8403020310   Registry    of    radioactive    sealed    sources    t,   aevi  ces.  safety 
evaluation    of   gas    aerosol     detector    containing    1O   mCi    Ni-6J 
in    detector    cell     sources    mfg    by    Ion   Track     Instruments    or 
Chevron    Research    Co 

BROUN.  J   M         NRC    -   No    Detailed   Affiliation    Given        NFJ-324-D-1O1-E 
Q3/OB/13         6pp         22494     114 

-B4Q3020212   Registry    of    radioactive    sealed    sources    &   devices,  safety 
evaluation    of    interstitial    treatment    of    cancer    Involving 
34   mti    Au    in    grains,  dis  trl  buted    by   Nuclear   Sources   d    Svcs, 
Inc 

=      NHC    -   No    Detailed    Affiliation    Given         TXS083105U         7Q/02/SQ 
3pp         22494    230 


-S4O3O20179  Registry    of    radioactive    sealed    sources   Si  device  Si  safety 
evaluation    of   pipe    monitor    containing   300  mCi    Cs-137    in 
New   England    Nuclear    NER-37O    (ANSI    CS4434) , d i stri buted    by 
Mcrri c k-Scal e  MFg 

*      NRC    -   No    Detailed    Affiliation    Given         NR452D101S         BO/09/03 
4pp          22491    1B1 


-B4O30P0213  Registry    of   radioactive    sealed    sources   t<  device  s,  safety 
evaluation    of    logging    tool    calibr    std   containing    5  uCi 
Th-B33   or    natural    U    in    Nuclear    Sources   J.    Svcs   Model    Q9-C    or 
OS-M 

DABS,  J   T         NRC   -   No    Detailed   Affiliation    Given         1X30331060 
03/11/03         3pp         22494    323 


-B40302O1BO  Registry    of   radioactive    Healed    sources   !,  devices,  safety 
evaluation    of   gamma   ganging    device    containing    14   mCi    Am-241 
in   Amersham  Model    AMC   34    or    Nou  England    Nuclear   Model 
NER~47BC, mfg    by    Bedford    Engineering   Corp 

WRIGHT, E   0    ,     SINGER, 0,        NRC    -   No    Detailed    Affiliation    Given 
NR-1S2-D-101-S         S2/11/10         Bpp         22494    OB2 

-B4030301B3  Registry    of   radioactive    sealed    sources   !(  devices,  safety 
evaluation    of    backscatter    probe   Model    JLH, containing    30   mCi 
Am-24  1    in   Amersham/Sear  le   Corp    AMC   66.  d  1  stributed   by 
Mettronii    Co 

WONG, Q         NRC    -    No    Detailed    Affiliation    Given         CA   457D101S 
B2/11/O3         Spp         22494    IBS 

-8403020106   Amended    registry    of   radioactive    sealed    sources    &   devices: 
safety    evaluation    of    brachy therapy    source    Sc   storage    devices 
containing    33  mCi    lr-192    in   Best   Model    Bl-01    seeds.mfg    by 
Qcst    Industries, Inc 

*      NRC    -   No    Detailed    Affiliation    Given         NR1B7D1O1S         B2/12/O9 
lOpp          22194    090 

-Q403O201S7  Registry    of   radioactive    sealed    sources   &   devi CBS. safety 
evaluation    of   beta    source    containing    500  mCi    Pm-147    in 
Ncui  England    Nuclear   Model    NER-S190 

DRDWN.J   M    ,     BASSlNiN         NHC    -   No    Detailed    Afflliatjon    Given 
NR4766141S         B2/10/1S         Spp         2H494    19O 


-B103OPO219   Registry    of    radioactive    sealed    sources    !.   device  s,  safety 
evaluation   of   dosimeter    irradiator   containing    100  Ci    Cs-l37 
in    DRNL   Drawing    RD3O9   B 

PATRICK, D   F>    ,     DURQCS9,  J    L         NRC    -   No    Detailed    Affiliation   Given 
ND51BSI03B        B3/06/14         6pp         22494   22fi 


-B403O20224   Registry    of    radioactive    sealed    sources    tt   devices,  safety 
evaluation   of   computer    sys    containing    smoke   detector    unit 
ui/l    uCi    Am-IMl    in   Honeywell    TC    lOOC    smoke   detector  unit 
distributed    by    Control    Data   Corp 

WRIGHT, E   0         UHC     -   No    Detailed    Affiliation   Given        NR-233-D-101-E 
B3/0:t/OB         7pp         22494    ISO 


Pety 


-0403020227   Registry    of    radioactive    sealed    sources    !<   device; 
evaluation   of  sample    Irradiator    containing    1 00  mCi  Sr-90 
in    Isotope  Products   Labs   Model    BF90  Ti.  d  i  &tnbutcd   by 
Daybreak    Nuclear    !i   Nodical    Sga,  Inc 

DROWN,  J   M         NRC    -   No    Detailed    Affiliation    Owen        Nfi-350-D-lDl-E 
B3/07/O3         5pp         22494    127 

-B403020232  Registry    of   radioactive    sealed    sources  !<  devices,  safety 
evaluation   of  electron    capture   cell    containing  pO  mC I 
tritium    in   Safety    Liqht    Corp   Model    20203    or    US   Radium 
LAB-bOB-3. distributed   by   Delphi    Instruments, Inc 
UDNd,  0   C         NRC   -    No    Detailed   Affiliation   Given         CA254D10JO 
B3/06/2B         Spp         22494    1 32 


-B403020191    Registry    of   radioactive    scaled    sources   t,  device  s.  safety 
evaluation    of    beta    source    containing    1,I9O  mCi    Kr-B5    in 
Neu   fngland    Nuclear  Model    NER-81SO 

BROWNiJ   M    ,     DABSIN.N         NRC    -   No    Detailed    Affiliation    Given 
NR-17£-S-143~B         BH/10/1B         5pp         33494    193 

-B403020193  Registry    of  radioactive    sealed    sources   !,  device  s.  safety 
evaluation    of    brachiftherapy    sources    containing    33   mCi 
Au~J9B,mfg    by    Dcst    Industr  i  es,  Inc 

81NGLR, H        NRC   -  No   Detailed   Affiliation   Ulven        NR 18791  OSS 
02/12/09         Bpp         22494     100 

-B4030P0194   Registry    of   radioactive    sealed    sources    tt  devices,  safety 
evaluation    of   beta    source    containing    3,300  raCl   Kr-B5    in 
New  England   Nuclear   Model    NER-5B4 

WRIGHT, E   Q    ,     SINGER, D         NRC    -   No    Detailed    Affiliation    Given 
NR47A8146S         B3/03/1G         6pp         32494   200 

-B40302O199  Registry    of   radioactive    sealed    sources   &  device s, safety 
evaluation   of   Am-S41    lou    energy    photon    disc    source 
containing    10  mCi    Am-241    in   Neu  England    Nuclear   Model 
NER-17BH 

DROWN.J  M    ,    SINOCR.D        NRC    -  No   Detailed    Affiliation    Given 
NR47AS147S         B2/OB/06         Spp         22494    206 

-B4O302OHOO  Reflistry    of   radioactive    sealed    sources   ti  devi  ce  s,  safety 
evaluation   of   ujhole    body    counter    calibr    sources    containing 
Co-60,  Cu-137,  I-12S,  1-131,  Ci—  9),  Cd-109,  Zn-65,  Ba-133  t<   Mn-3fl, 
mfg    by    Dio-Nucloar   MeasurBmentsi  Inc 

BRBWN.J  M        NRC   -  Na   Detailed   Affiliation    Olven        NR-1BB-S-101-8 
B3/09/33        6pp        22494    10B 

-0403030201    Registry    of   radioactive    sealed    sources    t<  devices,  safety 
evaluation    of    IDU   energy    photon   annular   source   containing 
1,130   mCi    Cd-lO9    in   Neu  England    Nuclear  Model    NER-468  R    & 
NER--16S  rt 

ORDWN-J  M        NRC   -  No   Detailed   Affiliation    Given        NR-476-3-14B-S 
B2/I2/37         Ipp         22494- ail 


— 8403020337   Registry    of    radioactive    sealed    sources    tt   devi  ce  s,  safety 
evaluation   of    luminous    marker    suited    containing   44  mCi 
tritium   in  HH   1132/0/150  Model    1 ,  d  istrlbutcd    by   Dainty 
electronics   Co  !i   Baundcrs    Roe   DevclDpment 

*  NHC    -   No    Detailed    Affiliation    Given         NR-23H-D-101  -S         B3/10/C 
Ip         22491    137 

— S40302024O   Registry    of    radioactive    scaled    sources    &   devices. safety 
evaluation    of   X-ray    fluorescence    analyier    containing     100   mCi 
fE~5b    in   Neui   Lngland    Nuclear   Model    NER-461A,  mf  g    by   Tolas 
Nuclear    !<    distributed    by    Doui   Chemical    USA 

IfCLL.S         NRC    -   No    Detailed    Affiliation   Given         NR-atO-D-101  -3 
B3/10/IB         6pp         22494    US 

— B4D3020243   Registry    of    radioactive    sealed    sources    !i   device  5.  safety 
evaluation   of  gas    chromatograph    containing    13  mCi  Ni-i3, 
mfg    by   Victoreen    Instrument  Co  !*  di  stributeit    by   Flshnr 
Scientific   Co 

*  Atomic    Energy    Commission         NH294D1O1U         7O/11/30         2pp 
22474    144 


-S')O3030246  Registry    of   radioactive    sealed    sources   !<  device  s>  safety 
evaluation    for  gas   chronatography    detector   cell    containing 
IS  mCi    Ni-63   in  Amorsham/Searle    foil, mfg    by   Victoreen 
Instrument  Co  &  distributed    by   Fisher  Scientific    Co 
*      Atomic    Energy    Commission        NR294D102U        70/11/26        3p p 
33471    146 


-8403030231    Registry    of   radioactive    sealed    sources   t,   devices.  Safety 
evaluation   of  cigarette    density    gauge   containing    25  mCl 
&r-90   in   Amersham  Buchler   GmbH  ti  CD    kg  Model    1411  mfg    by 
Hauni-Werke  d  distributed    by  Hauni  -Richmond, Inc 

BROUN. J   M        NRC    -   No    Detailed   Affiliation    Given        NR-343-D-1O3-B 
B3/06/07         'jpji         32494    148 
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—  B4O3020295   Registry    of   radioactive    seated     sources    t<    devices,  safety 

evaluation   of    smote   detector   containing     1     uC  t     Am~24  1     in 
Amercham  Model   AKM-1001    mfg   by    Hochiti    Corp   &    tflstr  touted 
by  Hoch  ik  i~American  Corp 

•  NRC    -   No   Detailed   Affiliation   Owen         NR-355-D-J03-E         33/07/32 
3pp         S3494    133 

—  H403020259  Registry    of  radioactive   sealed    sources    &  devices,  safety 

evaluation  of   aerosol    analyier   containing    124    uCi    fljn-241    In 
Amersham  ModHl  AMMQ-23&7,  distributed    by    IITRI    Research    Inst 
»      NRC    -   No   Detailed   Affiliation   Given         NH-3&7-D-1O1-S         82/10/Q& 
lp         32494    15B 

—  B40302Q2M  Registry    of  radioactive   sealed    sources    &  d  avice  s,  safety 

evaluation   of  underuatBr    radiography    containing    100  Ci 
Ir-192    in  Qamma    Industries.  Inc    PTL-1  .  d  1  i  tri  buted    by 
JQ  By  IvBster  Assoc.  !nc 

•  NfIC    -   No   Detailed   Affiliation   Siven         NH-4O7-D-101-S         Ba/lO/Qt, 
If         22494    197. 

—  8403020267  Registry    of  radioactive   sealed    sources    £.   devices,  safety 

evaluation   of  neutron    generator   tuba    containing    9  Cl    tritium 
in   Hainan    I-31A-J  157S1-OOO    or    1-31A1137B2-OOO.  <nf  g    by    Kaman 
Sciences  Corp 

•  fine    -   No   Detailed   Affiliation   Given         CO413D1-1S         82/03/03 
Spp 


B403O2G014  Partial  response    to    FQIA  request    fnr    seven   categories    of 
documents    re  NltC  regional  1  lation    program  App    A   documents    in 
PDR  [levied!  of  remaining   documents    incomplete, 

FEL70N.J   M        Division   of    Rules   arid    Records          03/13/16         LOHENTHAL,  J 
Nuclear     Information   t>   Resource   Service         3pp.        22492-  34  B         21  X 
Fichu    DO-OOO,B3/12/Jii,B403u20014 


— 8212I0013O  Requests    implementation    oF    interim   policy    controlling 
requests    for   regional    revleui  d   comment 

DIRCK.S,  H   J        Office   of    the   Executive   Director    For  Operations 
82/1I/B9        DAVIS.J        Office    of   Nuclear    Material    Bafety    b 
Safeguards.  Director         DENTON,  H   R         Office    oF    Nuclear    Reactor 
Regulation.     Director         DEYDUN8.  R         Director 's   Of  flee,     Office    of 
Inspection   and    Enforcement         4pp          S3493   29B         2flX 
Fiche    30-000,  B3/13/16.  B4Q30S0014 

— H212130Q52   Summary    of   831116   meeting   u/utll    onslte   re    delegation   of 
licensing    functions    to   Region  4  Uniqueness   of    facility    ic 
need    to    treat  aspects    differently    from   other   LWRs   discussed 
Draft    delegation    of   authority   memo   encl    for    signature 
DENTON. H  R        Office   of   Nuclear    Reactor    Regulation,    Director 
82/11/29        D1RCKS,  W  J        Office    of    the   Eiecutive   Director    for 
Operations         3p p          22493-286         3flX   Fiche    30-000,  B3/12/16, 
B403020014 

— B2 J 31 60039  Forwards   FR   notice    &  amend    to    1OCFRSO.  ref  1  BC  ting    delegation 
Si  assignment   of    certain    licencing    actions    to   Region   4 
administrator 

DCNTON.H  ft        office   of   Nuclear    Reactor   Regulation.    Director 
B2/11/30        DIRCKSiW  J        Office    of    the   Executive   Director    For 
Operations         7p p          22493    3O2         24X   Fiche    30-000,83/12/16, 
S403O20O14 


-B3O114Q4B6   Describes    selected    approach    for    transfer  b  maint   of 
Facility    official    docket    files    Si    supporting    documentation    to 
Region   4   Region    4   ulll    assume  routine    document   di itr i but  ion 
an  B21101 

FUNCHES.J  L        Planning    !.   Program  Analysis    Staff        B8/10/1B 
EISFNHUT, D  ff        Division   of   Licensing         2pp        32475  393        S4X 
Fiche   3-0-000,  B3/12/16,B40302Q014 


— 8202220056  Summarties    decisions  made   on    three    Important    matters  re 
reglonalliatian  Reg  lana  1 1  jatlon   concept,  cri  tlcal    skill    base 
for  res  lonal  i  lation  of    licensing   &  administrative   efforts 
for  reglonliiatlon   are    discussed 

DIRCK9,  W   J        Office    of     the    Eiecutive    Director    for   Operations 
B<2/OI/2a        DENTDN.H  ft         Office    of   Nuclear    Reactor    Regulation. 
Director       DEVOUNO,  H  C         Director's   Office.    Office   of    Inspection 
and  Enforcement        DAVIS.  J   S       Office    of  Nuclear   Material    Safety    & 
Safeguards,  Director         Spp          B21V2   2S1         24X    FJche    SO-OOO,  B3/12/16. 
B4030HOOI4 

—3210220012  Forwards   plan    for    FYB3-FYBS   reg  lonaliiat  ion    of    NRR    Comments 
should    be   received    by   BElOiy 

DENTON.H  R        Office    of   Nuclear    Reactor   Regulation.    Director 
82/09/30  Region    1,    Office  of   Director         lp         23493    313        24X 

Fiche    50-OOO,  B3/12/U,  B4Q3O20GI4 

— Sai0220014    "FYB3-FY05   Pro]  imlnary    Regional!  lation    Plan    for    NRR    " 
»     Office   oF  Nuclear  Reactor  ftegulation,     Director        BE/ 09/21 
19pp         22492   314.         24  X    Fiche   50-000,  S3/1 2/16,  BflQ302OO  14 

— B210S20OB4  ForuarSs   p  rel  iminarg  regional  1  lation   plan    for   FYB3-FYB5 
Schematic    presentation    of    scheduled   milestone*    &   activities 
provided    in   lieu   of    critical   path    presentation  Revised    plan 
tc   functional   checklists    to    be   submitted    Itij    931015 
DENTQN.H  R       Office   of    Nuclear   Reactor  Regulation.    Director 
32/09 /a J        ST£LLQ,V,      Regional    Operations   &  Generic    Requirements 
lp         22492   333        24X   Fiche     5Q-QOO,  63/12/li,  B403020O14 

— Q211J7010B  Forwards    final    regionalliation   plan    incornnrat  ing    comments 
from  regions, per  B3O903      request  NRR   uill    update   plan 
periodically 

DENTON,  H  R        Office    of   Nuclear   Reactor  Regulation!     Director 
62/11/01        STELLO,  V       Regional    Operations    b   Generic    Requirements, 
ip         224?3>OB2        24X   Fich*     30-000,  93/12/1  A,  B403O2001  4 

-B211190103   "FYa3-FYB5  Prellmlnaru   Regional  I  lation    Plan    Por    NRR    " 
n     Office  of  Nuclear  Reactor  Regulation'     Pirectnr        B2/10/19. 
200pp         aB4-?3   OHa         2flX    Fiche   30-000,83/12/16.^403030014 


—B3O114049O  Aflvioes    that   Region   4    assumes    roBponslbi 11 tu    for   receipt   t< 
distribution    of    all    facility   documentation. af fee tive    B21 101 
SCOTT, R    3        Document   Kanagenent    Branch         B2/10/28  Document 

Mananement   Branch          lp         22492    353         24X    Fiehfl    SO-OOO.  83/12/16, 
H40302QQ14 

-G3O1140474    Advisen    that   Region    4    assumes    reaponslbi  1  i tu,    for   receipt   t> 
dissemination   of    incoming    licensee    communications    for 
Pat! lity, effective    B21101 

SCOTT, R  S  Document  Management  Branch  B2/10/27  QAuLlARuO.J  E 
Division  of  Resident,  Reactor  Project  IT  Engineering  ProorumB  lp 
S2492  33i  24X  Fiche  30-OQO, Q3/12/16, 9403020014 

-B304240013    Forwards    functional    transfer    checklist   used    to    coordinate 
administrative  aspects    of    transfers    of    NRC   headquartars 
functions    to    regions,  Subjs    to   prepare    checklist!    for    listed 
STEL1D,  V        Regional    Operations   &  Generic;    Requirements.       B3/04/19 
DENTDNjH        Office    of   Nucloar  Reactor  Regulation,     Director 
DEVOUNQjfi        Director's   Office.    Office    of    Inspection   and 
Enforcement        DAVIS, J        Office   of   Nuclear    Material    Safety    & 
Safeguards, Director         3pp          224"?3    337          24)t   Fiche    30-000,03/12/14, 
8403020014 

-040-3Q2O021    Informa    nf   B21E07    training  t<    schedule  revleu   meeting    re 
nonpowBr    reactor    transfers    Mooting    agenda, transfer 
Milestones  !<   graphic    schedule   of    transfer   activities    encl 
eiSENHUT.DO        Division    of    Licensing        62/11/03        BTARD8TECKI. R 
Diivlslon    of  Project   8<  Resident   Programs         OLBHINBKI.T.       Division    of 
Engineering  &  Operational    Programs        BPEBBARD.fi        Division    of 
Project   &  Resident   Programs         Spp         2H493   2B1        SAX 
FUhC    3O-000.  B3/12/14,  B4O3O2«)i4 

-B4O3020023    Identifies    three    major    program   area    candidate!    for 
regional!  zatioii    of    regulatory    functions    enforcement    program, 
emergency    preparedness    program  &    licensee    performance 
appraisal    program   Comments    In  response    to   811HH  memo. 
DEVOUN8.  R    C        Director's   Office,    Office    of    Inspection   and 
Enforcement        B2/O2/01        a TELL 0. V        Regional    Operations    d   Qenirlc 
RBqulremetlts        7pp        2249i2  233        34X   Fiche' 30-000,  B3/ 12/ 1A, 
B403O20014 


-a2120BOt'?2  Forioards   FR  notiee    amending    10CFR30  4,  informing    public    that 
communications  b   applications   should    be    sent    to    Region   4-  Ltr 
to  Congressional    committees    encl 

DENTON.H  R  office  of  Nuclear  Reactor  Regulation,  Director 
B2/I2/01  FELTON.J  H  Division  of  Rules  and  Record!  Bpp 
22493  307  24X  FIch»  50-000,83/12/16,  5403030014. 


-B40302002B  Provides    charter    For   regional    coordination    staff, 
incorporating    some    suggested    changes   Charter   noui   In    three 
parts    according    to    rough    time    frame   necvsBary    for  region*    to 
assume   various  responBibill ties    W/o   distribution    ll*t. 
DDNOSHUE,  D,  J        Office    of   Administration.       62/02/17  NRC   -  No 

Detailed   Affiliation   Oiven        7pp        S24W  H60        24X 
Fiche    30-OOO,  83/ 12/14,  B40303Q014, 


-B212080493   "Regional   Licensing  Program  -  Fort    8t  Vrain   Generating 
Station,"    10CFRS-0   final    rule  Amend  delegates    respesnsibil  1  tu 
Par   implementing    licensing    program  to    regional 
administrator  Draft   Congressional    Itr-i    end 

DIRCKS.W  J       Office   of    the    Eiecutive  Director    for  Operations 
B2/J2/01        Bpp        23493    311        34X  Fiche.  50-000.  B3/lE/lo,  84030H0014 


-B4O3QSO02?   Diicussa*    delegation   tc   avalgnment    to   Region    IV    of    certain 
licensini    functions    far    facility. 

DIRCKB,W,J        Office    of    tho    Executive   Director    for  Operations 
DENTQN.H  R        Office    of   Nuclear   Reactor  Regulation,    Director. 
OI2B-82-3        as/11/39        COLLINB.J  T        Region   4,    Office    of    Director 
9pp        32493  3Bt        24X   Flehe    50-000,03/12/16,3403020014. 
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— B40302OQ32   Summary    of    B30901     initial    planning    meeting    w/NRR. OELD,  EDO, 
Region    IV    &   Ofc    of   Administration    re    licensing    transfer    from 
NHR    to   Region    IV  Details    end    Next   meeting    scheduled    for 
B2Q9I3 

WES9MAN.R         Assistant   Director    for    Safety    Assessment        B2/09/O3 
IPPDLITO.T    A        Assistant   Director    for   Safety    Assessment         27pp 

22192  267    24X  Fiche  50-OQO,  S3/1H/16.  S4O3030OI4 

— B403Q20Q3S  Forwards  final  draft  program  guidance  for  FYB3-B5,per 
NUHEQ-OBBS,  "NRC  Policy  &  Planning  Guidance  "  Rev  of  current 
ofc  operating  p Ian. incorporating  Commission  Aug  19B2  budget 
decisions  *•  program  guidance,  Eipec  ted  by  821O3G 
DIRCKB,  W  J    Office  of  the  Executive  Director  for  Operations 
BS/09/aO      NRC  -  No  Detailed  Affiliation  Given    19pp 
32192  391,    H4X  Fiche  3O-OOO,  B3/  12/ti,  B4O3O20QJ4 

— B403O20041  Informs  of  forthcoming  FR  publication  of  end  amend  to 
Commission  rules  in  10CFR3Q  re  implementati on  of  facility 
regionalizat-lon  program  Amend  issued  an  final  rule  effective 
on  BHiaOl  W/n  pnc 1 

DENTDN.H  R    Office  of  Nuclear  Reactor  Reflation,  Director 
B3/13/16    UDALL,  M  K   House  of  Rep  ,  Interior  &  Insular  Affairs 
lp    2H493  316    24X  Fiche  HO-000, B3/12/16,  B4O3020Q14 

— B40302O045  Informs  of  forthcoming  FR  publication  of  encl  amend  to 
Commission  rules  in  10CFR50  re  implemantatlon  of  facility 
regional! lation  program  Amend  Issued  as  Final  rule  effective 
an  021201  H/o  encl 

DEN TON,  H  R    Office  of  Nuclear  Reactor  Regulation,  Director 
B3/12/16    HOFFETT, T   House  of  Reu  ,  Government  Operations    lp 

22193  317    21X  Fiche  30-OQO,  83/12/16,  8403020014 

— B4030S0046    Informs    of    forthcoming    FR    publication   of   encl    amend    to 
Commission   rules    in    10CFRSO  re    implementation    of    facility 
veg  1  anal  1  lat-lon   program  Amend    issued    as    final    rule   effective 
on   021201    W/o    encl 

DENTDN,  H  Ft         Office   of    Nuclear  Reactor  Regulation,    Director 
S3/12/16        dTTINOER,  R   L        House   of   Rep    ,    Energy   it  Commerce        lp 
23493   31B         34X  FicliB    30-000,  B3/13/16.  B403QHOQ14 

— B403020Q4B    Informs    of    forthcoming   FR    publication    of   encl    amend    to 
Commission    rules    in    IOCFRSO  re    implementation    of    facility 
rBgionnliiat ion   program  Amend    issued   as    final    rule   effective 
on   B21201    UJo   encl 

DENTDN.H  R         Office   of  Nuclear    Reactor  Regulation,    Director 
03/12/16         SIMPBONiA         Senate,     Environment    6   Public    Marks          lp 
32493   319         24X   Fiche    30-000,  B3/12/16,  B4O3O2OO14 

— B4030B0049  Fovwarda    list    of   major   milestones    re    nonpouer   reactor 
ragionnliifltion   action*    for    facilities    In  Regions    I,  IV  tt   V 
Identification    of    individual   responsibilities    t.  appropriate 
action   requested, per    functional    transfer    checklists 
MINAOL1A,  F   J        Assistant   Director    Par    Safety   Assessment        82/1O/19 
BRUNNER.  E         Region    1,     Office    of   Director         BERNARD,  H   ,     HDEFUNG.  D 
NRC    -   No    DotoiUd    Affiliation    Givnn         7Bpp          23492   357         24X 
fichu    30-QQO.B3/ 13/16,840302001 4 

— B1030EOOS1    Informs    that   MK  Udall    Bubcommi ttee    on   Energy    &   Environ 
marked-up    &   reported    1904-BB  NRC   authorization    bill    to 
Interior   Committee    for    future    consideration   NRC 
authorliatlDTi    bill    H  R   B510  &  B30iaO  amends    encl 
KAMMERERrC         Office   of   Congressional    Affairs         B3-/O4/SO 
PALLAD1NO,     GIL1NSXY.    AHEARNE     Commissioners         llpp        22493,336 
B4X    fichB     30-000,83/12/16,8403020014 

— B4030E0052  Provides    program    guidance    for   FV93-86, developed    in   support 
of   NUREO-oaaS,  Issue   H,     "NRC  Policy    i<  Planning    Guidance 
1903    "    Correct   ofe    operating   plan    should    be    revised    to 
incorporate    end    comments 

DIRCKB,  W  J         Office    of    the    Executive   Director    for   Operations 
03/00/20  NRC    -  No   Detailed    Affiliation   Given        20pp 

H2493   340         SflX   Fiche    30-000,  H3/1H/ 16,  84030200-14 


3403020096  FOIA  request    for   BECY-B3-434 

BHEOAL.J.L         Union    of  Concerned   Scientists        83/12/52 
Division    of    Rgles   and    Records         lp         SS49S   OO7 


FELTON.J  M 


34030B0063  Appeals    denial    of  FOIA  request    for   BECY-B3-434, 

BEEOAL.J  L        Union    of  Concerned   Scientists        84/O1/12        FELTON. J  M 
Division    of    Rules    and   Records         lp        BH49S   OC-8 

8103020069  Retpands    to   appeal    re  danial    of   FOIA  request    for 
SECY-83-4B4   Forwards   documant   Info  partially   withheld 
(rBf  FOIA  Exemption   3» 

CHILK.S.J        Office    of    the   Secretary    of   the   Commission 
BEEOAL.J,       Union    of   Concerned   Scientists        2pp         S249S   009 


B4O303OI02   FOIA    request    for    records    relevant    to    or    generated     in 
connection   id/regulations    re    future    of   Of  c    of    Inspector    & 
Auditor 

GARDE. 0    P         Government   Accountability    Project         B3/01/O9  Offu 

of   Administration         3fp         32495   013 


B4O3020109   Responds    to    FOIA    request    for   records    relevant     tn 
generated    in    connection   u/regulatlons   re    future   of  QFc    of 
Inspector   !.    Auditor    NRC    has    no   records    subj    to    request 
FELTON.  J   M         Division    of    Rules   and    Records         B4/03/27         GA 
Bovernment   Accountability    Project         lp         22493   O13 


B4O3030-392   FOIA    request     for    Cnilk    B21019   memo    to   Dircks    re    post- 
accident    sampling    BIJB    (NUHEG-0737.  I  tern    II    B    3)    to    be   placed 
in    PPH 

PEDRO,  J         NUE    Corp          CD-LI8-B3-O1S        34/01/26  Division     of    Rules 

and    Records  lp         23491    3B5        24X   Fiche    30-2B9.  84/01/26,  S4O3020993 

B4O302039S  Heanonds    to   FOIA  request    for  Child   1321019  memo    to    »irct* 
re    srCY-B2-3B4    concerning    status    of    TMI-1    NUREQ-0737    Items 
Forwards   document    Document   also  available    In   PDR 

FEL10N.J   M         Division    of    Hules    and    Records         B4/OS/15         PEDRO;.  J        NUB 
Corp          lp         B2491    EO6         24X    Fiche    3O-2B9.  B4/O3/13i  B403O2039& 

R4O3030400   FD3A    request    for    NRC    license    issued    to   Atom   Mechanical 
STEIN.S   S        Advanced    Medical    Systems.    Inc        84/02/01  NRC    -  No 

Detailed   Affiliation    Given         lp        22491   279 

8103030405  Responds  to  FDIA  request  for  license  issued  to  Atom 
Me-chanical  Foriuords  License  34-19854-01  dtrf  020308  &  Am-end  1 
dtd  82071B 

fELION.J   M         Division    of    Rules   and    Records         34/02/15         BTEINi  S  3 
Advanced    Medical    Systems,     Inc         lp         32491    2BO 

—  B403020406   Ma  1  1  /Byproduct    License   34-19B54-01.  author!  li  ng    possession 

of  <.o-60   sealed    sources    for  malnt  !<  repairs   of  Picker 
radiography    &  telelherapy    devices 

GUINN.P   R          Division    of   Fuel    Cycle   !c   Material    Safety         B2/O2/33 
ppp         32411    BBl 

—  B403020412   Amend    1     to    Matl/Oyproduc  t   License    34-17054-01.  amending 

license    in    entirety    to   authoriie   use   of   CO-6O   sealed    sources 
Par    maint    &    repairs    of   Picker   radiography    Sc    tel  etheraehy 
dtVU  BE,  por    BP03I2    Itr 

QUJWN.P    R          Division    of    Fuel    Cycle    t,   Material    Safety         B2/O7/29 
2pp          22491     383 

8<1030B0435   Further    response    to    FOIA   request    for    documents    re    cnnst 
assessment   team  visit    to    plant   in   Aug   I<  Bept    19B3  Foruiards 
listed    documents 

FELTDN.J   H         Division    of    Rules   and    Records         84/02/22         HIA7T,  S   L 
CUiIo    Cltiiens     for   Responsilile   Energy         lp         U2491    203         24X 
TiChB    T.O-44O.  04/03/32,8403020435 

—  O40302O441    Submits    outline   r-e   const   assessment   team  visit    Related    Info 

H      NRC    -   No    Detailed    Affiliation   Given         83/09/27        RDHRBACHER,  R 
Director's    Office,     Office    of    Inspection  and   Enforcement         5Bpp 
22491    204         24X   Fiche    30-440,  B4/O2/22.  B40302Q433 

S4O3030O17   FOIA    requeat    foi    SECY-78-369,  UC  JD-19310,     "Revieu    of    PASNV 
ays    Interaction  Study"   &  records    nf   NHC   staff  t   consultant 
review   of  PASNV  90*    interaction  study   on    Indian  Point   Unit 


3HOLLY,  S   C         Union    op    Concerned   Scientists         B3/1O/2O 
Division    of    Rules   and    Records         lp         H2533   097        24X 
FichB    50-336,83/10/30,8403030017 


FELTUN, J  M 


— B4030BOQ94   8ECY-B3-4S4 

Apprav>«   r»l*a"»    of   substantive    info    In  Chairmans    logs 
calendar!    *.    fiot.s.p.r   UCS   request    Info    deleted    ft  " 
PITZOERALD,  J,  A       Office   of   th«   General   Counsel 
22493  Oil 


3pp 


84O3050O30  Responds    to    FOIA  request    for   documents  re  PASNY   submittal    on 
aye    Interactions,  rep ts    evaluating    submlttal    Si   list   of 
reptsyanalysBH    from   LLL    evaluating   PASNY   sys    interaction 
program  Formal- ds  App    A   documents 

FELTON- J   M         Division    of    Rules   and    Records         B3/12/O7         SHOLLV,  8 
Union    of  Concerned   Scientists        App        23923  O93       24X 
Fiche    50-000,  03/12/07,  B403050020 

— 7912050323  Requests    comments    on  791012  ACRS    Itr  re    sye    Interaction 
Plant    inhouse  meeting    for    791113 

SCHWCNCER,A        Pperatino   Reactors   Branch    1     (Pre   B0043Bt        79/11/O9 
HANAUER.B        Assistant   Director    for  Plant  Systems        ZECH,  0 
Division    Of    Operating    Reactors         GAMMILL,  W         Assistant    Director    for 
Opeiating    Reactor    Projects    (Pre  791030!        lp        32527-146         24X 
Flehe    aO-OOO,D3/  13/07,  B403050020 

— S1O3040048  DiBcuBse*    NHC   requests    for    licensee   sijs    interaction    studlE 
forwards   draft   Itr    to   util    documenting    past   advise  tt 
requesting    meeting    date   uh en  util    can   provide    definition    & 
realistic    schedule    for    sys    interaction   program 
flUBEN9TEIN,L  B        Assistant   Director   for  Core  &  Containment   Systems 

81/02/10        NOVAK,  T  M        Assistant   Director    for  Operating    Reactors 
5pp          22337    173         24X    Fiche    SO -000,  83/12/07,  B403030O2O, 
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-B10305O71B   Responds     to    6QQ93O    request    TP    possible     safety    advantages    of 
mtci  im   plant   power    derating^   or    corrsequoncBS    resulting    Prom 
contiol    sij5     Failure    Deratings    are    not    recommended   Only 
basis     Far     selecting    level     is.    "louior     is     safer     " 
ROSE.,  O   F         Division    of    Systems     Integration     (pr*    BI1003)          SO/13/O4 

DENIOWiH   fi         Office    nf    Nuclear    Reactor    Regulation,     Director 
]ipp          22527    IAO 

-S10432OBB1    Summary     of    SJO402    meeting    ui/ut  I  1,  Ebasco,  LLU    &    QNL   re    status 
o-f    i>us     interaction    sti'dy 

RCJBH.M   J         Operating    Reactors    Branch     1          0I/O4/O9  Operating 

Reactors    Branch     1          4pp          E2326    J?2         24X   Fiche    SQ-OOO.  B3/12/O7, 
B403IISOQ20 

-SPOIS2017O   Discusses    program    on    adverse    sya     Interactlpn*    in    LWRs    Sijs 
Interaction    ipvleus    to    6e    completes    at    fnur    selectee!    plants 
t,    Indian   Point   Unit    3  Final    guidance    For    interaction 
analyses    to    be    basetf    dn     experience    uj/rHvieus 
ERNST,  tt   L         Division    of    Safety    Technolooij          02/OI/O3         TEDESCD,  R    L 

Assistant   Director    for    Licencing         3pp         22526  243        2«X 
Fit  hi     50-O00.  93/13/U7  ,  B4O3O5OOSO 

-B2OSQ902"77   Provides     status    rept    on    NJ?C    evaluation    of    licensee    ays 
interaction    study    Initial    guidance    delayed    pentfln-g    further 
cost/benefit    analysis    Generic    program  review    planned    for 
Fall     1983 
GOODWIN,  E   F         Tecntiical    Support    Branch          S2/O7/30         FRALEY.B   F 

-    Advisory    Committee    on   Reactor    Safeguards         2pp          22324   363 
Fiche     SO-OOO,  B3/I2/O7,  B4O30900EQ 


"Preliminary  Investigation  of  Interconnected  Sy  i 
Interactions  for  BaFota  injection  Stjs  of  Indian  Point  3  " 
ALESBO.H  P  Laurence  Livermore  Laboratory  83/03/04  NRC  -  No 

Detailed    Affiliation    Biven          33pp          22526    £39         24X 
Fit  hi-    30-OOO.  B3/  12/O7.  B4O3O5Q03O 

-330333011*?   Notification    nf    630311     meeting    u/uNL    &   LLL    in   B  e  thosdfl,  HD 
to    discuss    details    of    contract    scope    for    application    of    sys 
Interactions    analysis    methods    to    Indian   Point    3 
CCIFfMAN.F         NUC    -   No    Detailed    Affiliation    Oiven         83/03/03 
THAlWNI.fl         Reliobilitg     &   JM  »k    AssesamBnt    Hrancft         23pp 
2S52i6    2fiB         21X    Ficha    50-000,  B3/  13/O7.  S10305002O 

-E3307S90SOi   Notification    oF    83QBO9    Follom-up    mBBtinff    u/util     in 
BethcitTa,  MD    to   discuss    sijs    interaction    at    facility 
POLK.J1    J        Operating   Reactors   Branch    1         H3/07/H3        VAf?QA,  S  A 
Operating    Reactors    Branch     1          3pp          22525.  34B         24X 
FiChc    50-OCO,  B3/13/Q7,  B4O3O3OOaO 

-830atHOOt>3  FoTuards    proposed    te<t    for    1  tr    to   PASNY    requesting    info    For 
sys    interaction    me  thodo  1  ogij     studios    Timing    for   receipt    of 
dac-umentE    critical     to    plan     for    resolving*    Unresolved    Safctij 
Issue    A-  17   Etpedlted    transmi  ttal    requested 

THAUANI.A   C         Rel  i  ab  1  1  i  t  L)    &    Rltl    Asseesment    Branch         63/O6/14 
VAHGA.S    A         Operating    Reactors    Branch     I  Ip          22959     1  7S         2  -IX 

Fit  hi     SO-QOO,a3/12/'O7.  B4030SOO20 


— B1G305OQ37   Notification    of    831121-23    site    visit    to    obtain     Info    re    tys 
interaction   methodology    study 

POLK..  P    J         Operating    Reactors    Branch     1         83/1O/31          VARQA.  a   A 
Operating    Reactors    Branch     1          2pp         22SH6   OS5         24X 
Fiche     90-000,33/12/07,  gfl0303O02O 

— B<10305002a  Olsciiases    licensen    proposed    review   plans   addressing    ACR3 
recommendations   re    sys    interaction   study 

QuLLER. K  R        Assistant    Pirector    For   Operating   Reactor    Projects    <Pre 
791O3O>         77/10/81         BENDER. K         ACfiS    -   Advisorg    Committee    on 
Reactor    Safeguards         2p  p          22323    146         24X    FUha    OO-OOQ,  B3/1B/07, 
QH 030 SO OHO 

— B403030029   NUfiEG/CR-20BO 

SVSTFM3    INTEHflCTION   EVALUATION   PROCEDURE   FOR    APPLICATION    TO 

INDIAN    P01NT-3 

LIMiJ    J  ,    ALESSOi  H  P   ,     RICE,  T   R        Laurenca   Livermore   LsboratDry 

FIN   A-0403         UCRL- 33034          S1/O4/30  NHC    -   No    Datoiled 

AfFlllation   Olven         90p  p          22326   DB9         SIX   Fiche    SO-OOOi  B3/12/07, 

84O3030020 

— 34030M031    SECY-7B-569 

nocommends    obtaining   Commliaion    comments   fc/or   approval    of 
proposed  mul  til -agency   KOU  re    federal    responses    to 
radioactive   contamination    from   specified    foreign    nuclear 
detnnat ions 

GOSSICH.L  V        Office   at    the   Executive    Director    for   Opel-atlona 
78/1 U01         21pp         22S25    171 

— O403050O34  Discusses    791115   meeting    re   ACRS    Itr   on    Indian   Point    3   tgt 
intnrac  tions 

SCHWENCER.  A         Operating    Reactors    Branch     1     (Pre    B0042B)          79/1H/O3 
E1SENHUT,  D  Q        Division    of    Operating   Reactors        8pp.       S3 337    147 
StX   Fiche    BO-000.  B3/13/O7.  3403030030 

— 0403050033   "Review    of   PASNV   Bys    Interaction    Study,  " 

ALESBD.H  P        Laurence   Livcrmore   Laboratoru        KELLV,  J  E        Bci*ne« 
Applications,     Inc          B1/O6/JS         9pp         2232i    19i         24X 
Fiche    3O-OOOiB3/l 3/07,  0403030030 

— B4030SOD37  Discusses    effect    of   control    BU.I    failures   on    plant    safety 
STOLZ,  J.  F        By  stems    Interaction   Branch        BO/12/ IB  Sgstama 

Interaction   Branch         Ip         22927    13B        SIX   Fiche    50-000.83/12/07, 
8403050020 


— 84030B003B   UCID-11130 

"RHVlem   of    PASNY   Bijs    Interaction   Study    " 

rtUE390.  H  P        Laurence  Llvormore    Laboratory        B2/03/O1 

22526    2Si         24X   Fiche    90-000,  S3/12/07,  B403030020 


7pp 


— S4O3OS004B  Requests    update    to   metnos    discussing    prooabllltU    that   neit 
major    accident    mill    occur   luithin   prescribed    Intervals 
Preliminary   response   requested    by    021113 

AHEARME,  J        Commissioners         B2/11/02  Office    of  Policy 

Evaluation*         Ip          22326   267 


-B3D?>'202-97   Requests    830805   memo    be    -sent    to    Indian    Point    ASLB   Memo    uitl 
be    rrcommended    bo    be    sent    to    all    recipients    of  Board 
Notification    B3-1O3 

CCMDAN.H         Hellabllltg    &    Risk    Assessment    Branch          B3/OB/23 
iO    E         Office    of    tile    Executive    Legal     Director         3pp 
2B4 


-H31O170712    rdntitifiei     info    required    by    LLL     from    utl  1    for    contract   re 
ays    interaction    study    covering    off   norms  I    operating 
procedures   &    checl-off    procedures   &    lilts 

MOARlBiC        Heliabilitij    &   Risk    Assessment    Branch        FIN  A-0413 
B3/O9/27        POLK,  P   J        NRC    -   No    Detailed    Affiliation   given        20pp 
SS535   327         24X    Fichu    SO-OOO.  B3/IS/07,  B40303002O 

-3403050023    "Diagraph-Matri  i    Application    on    Indian   Point    3    P  or  Sys 
Interactions.  "    statement    of   york    Related    info    end- 
•      Wnc   -   No   Detailed    Affiliation.   Given        FIN  A-O445 
20-1  9-SO-31-S         B3/  12/O7         SSpji          22S33     1  1  1          24X 
FithL    30-OOO,  B3/1  2/07.  04O3O5OOSO 


Draft    "Evaluation    of    Indian    Point   3   Bys.    Interaction 
Analysis    Program    " 

»      NRC   -   No   Detailed   Affiliation   Given        BH/OH/2O        7PP 
2PS23    104         24X    Fichu    30  -000,  B3/  12/O7,  B4O30500BO 

-B40305Q025    Informs    that    Hated-    individuals    will    visit   site    during    uk 
B3IO17   Svcs    requested    fc    schedule    provided    Related    Info    end 
MORRIS.  C        Division   of    Systems    Integration    (past    3110051         FIN 
A-0453        B3/10/04        COFFMAN,  F  D        Division   of   Systems    Integration 
(post    911005)         £lpp          23526034         SIX    Fiche    30-OOO,  B3/  12/O7i 
B4O3O30O2O 


B4030S0053   1=01*  request    for    computer    printouts    of   all   NRC    byproduct 
matl    licensees    in   Regions    I    tc    III    d   set    of    gummed    peel-off 
mailing    labels    for    each    printout 

MCDDNrtLD.  D  O        Nuclear   Pharmacy.     Inc        B4/01/19        FELTDN,  J  M 
Dtviaion    of  Rules    and    Records         Ip        23350   SOS 

8403030057    Responds    to  FOIA    raq,uest    for   computer    printouts    of   all    NRC 
byproduct   matl    licensees    In   Regions    I   &    III    fc   tit    of    gummed 
peal-off    mailing    labels    for    each    printout   Forwards    four 
printouts    St   two   sete    of   gummed    labels   H/o    encl 

F ELTON  i  J    M         Division    nf    Rules   and    Uncords         84/02/13         MCDONALD,  D   0 
Nuclear    Pharmacy.     Inc         Ip         2252B   309 

B40303005B    FOIA   request    for    records    re  weekly  eolloquia    on   PRA 
activities    &    safeguards    goal    development 

fiHOLLV-S.  >C        Union    of   Concerned   Scientists  83/12/14        FELTDN.  J  H 

Division    of  Rules   and   Records        2pp        SSSSB  193 

B1O3 030040  Partial    response    to    FOIA  request    for   record*    re   uiekly 
colloqula    on  PliA   activities   tf    development    of    safeguards 
goal   App    A    documents    available    in   PDR 

FELTONi  J   H        Division    of   Rules   and    Records        B4/02/22        SHOLLYi 9  C 
Union   of    Concerned    Scientists,       3pp        22328    193 

8403050061    FOIA   reiJUBst    for    extant    drafts    of    sections    or    portions    of 
HER    for    plant    b  documents    shouting    dissenting    opinions    of 
staff   reviewers 

EDDLEHAN,  W        Eddleman,    H        B4/O1/12        PEL  TON  r  J.       Division    of   Rules 
and   Records,       Ip         SE496   34t>        SIX   Fiche    50-400i  84/01  /IS,  B403030061 

S1030300A4   Partial    response    to   FOIA   request    for   extant    drafts    of 
section*    of  SBH   for    plant   *   docum»nt«   shouing    di»sentlnfl 
opinion*    of   itofP   reviewers   Foruards   App    A   documents 
Documents    alto    In   PDR   Starch    far    addl    documents    In   progrets 
FELTON.J  M        Division    of   Rules   and   Record*        B4/OH/07        EDDLEMAN.  W 
Eddlomjin,     H        4pp.       32496,347        E4X   Flch«    30-400,  B4/OH/07,  B403030064 


NONDOCKETED  ITEMS 


— B2O312OO74  Forwards    request    for   addl    info    re    organic   matls    fr   spent 
Fuel    pool    cleanup    lu*    F9AR    section! 

BENAROYA.V  Chemical  Enolneerlng  Branch  82/04/27  MIRAOLIA.  F 
Licensing  Branch  3  4pp  22476  331  24X  Flche  30-400,  B4/03/07. 
8403030064 

— B203270420   Forwards    request    for    addl    info    re    fire    protection   program 
needed    to    complete   review    Info   needed    ou,    B21  tO2 

BENAROYA.V  Chemical  Enginierlng  Branch  B2/05/17  MIRAQLIA.F 
Liceniing  Branch  3  7pp  22497  015  34X  Fiche  9O-400,  84/09/07, 
B403030064 

— B20714OO72   Buhrniti    branch    Input    for   draft    SER    Input  assumn*   that   plant 
meet*    design    objective    of   App    I 

OAHMILUW  P        Meteorology    t   Effluent   Treatment    Branch         82/06/23 
H1RACLIA, F  J        Licensing    Branch    3        37pp        22501   007        24X 
Fiche    30-400, B4/02/O7i  B403&30044 

— 8211Q9QOQB  Forwards    draft    SER    input   re   5RP   Section!  E   3    1    on   basic 
geology   &    snitnic    Info,  2   3   S  on    seismology    &  2   3  2  3    on 
SSE  Ho   capable    Fault*    exlit    at   or    around    site    BSE  b  QBE 
adequate 

KNIOHTi  J  P        Assistant    Director    for   Comp      t>  Structure*   Engineering 
(Pre   830201)         92/1 0/EO        NOVAK,  T  H        As«Utant   Director    for 
Operating    Roactors        31  pp        B2 494, 339        24X   Flche   30 -40Oi 84/02/07, 
B4O3O90044 

— 021 1090033  Submit*   Core    Performance    Branch    Input    to  draft    SER 

Confirmatory    fc  open    lt*u«s    lilted 

RUHENSTEIN-L   8        AssUtant    Director    for   Core   ti  Plant    System* 
B2/10/21        NOVAK,  T  M        Assistant-   Director    for   Licencing         Spp 
2H477    022         B4X    FiChB    30-400, B4/O2/07.  B4O3OSO064 

— B21111O441    Advise*    that   applicant    ha*    not    responded    to    request    for    info 
re   SER    items    concerning    oil    collection    »ys    for   reactor 
coolant   pump, alternate    shutdown    capablli  ty.  f  Ire    protection 
for    safe    shutdown   (.  NUREO-OBOO 

BENAROYA.V  Chemical  Engineering  Branch  Ba/ 10/39  KNIOHTON.O 
Licensing  Branch  3  lp  22477,  OBB  34X  FichB  30-400,  B4/02/07, 
B4030  30044. 

—88111601  IB   Forwards    draft    BER    Input   r«   FSAR   Sections   254-836 
Request    For    addl    Info    also    encl    Sit*   visit    necessary    before) 
end    of    yr    to    obmervo   as-built    condition*    ti    imp  lementation   of 
dam  *af«tu,   monitoring   plant. 
LEAR.  0.  E,       Hudrologic    &  Ceotechnleal    Engineering   Branch        32/1  I/O1? 

KERRIQAN,  J.  D,       Liceniing    Branch    3,       40pp         22477  SAO.       24X 
Fiehe    30-400,84/02/07.8403030064 

-- 8211170249  Forward*    draft   HER    input    bated    on   Auilliary    Sys    Branch 
review   of    FBAR.  Unre«olved    Item*    listed 

RUBEN8TEIN.L  S        Asmlitant    Director    for   Core   &  Plant    Systems. 
B2/11/04        NOVAK,  T  M        Assistant    Director    for    Llcen*Ing         lA3pn 
22477   OB9         24X    Fiche    30-40O, B4/02/O7,  B403O30064 

—B2H300O17  Forwards   Chimlcal    Engineering   Branch    draft   9ER    Input    re 
listed    section*    of   F8AR    through    Amrnd   2    b   B2OBOa   Itr,  ba«»d 
on   BRP    (NUREO-OBOO)    &  NUflEO-0737, Item   II    B    3  Addl    info 
needed    to    complete    revliu    of  poi t-acc ident    sampling    sga, 
JOHNSTON.  W  V        Assistant    Dlnctor    far   Hatl*    S<   Qual,     Engineering 
(Pre   B302O1)         82/11/17        NOVAK,  T,       Asilitant    Director    For 
Licencing        21pp        22497    30O        24X  Ficha    30-400,84/02/07. 
B4O303OO64. 

—8218160163   Forwards    Btruct-ural   Engineering    Branch    lummary    of   FBAR 
review  tc   draft  BER    Input. 

KNIGHT, J  P        Anlitant   Director    for    Comp,     &   Structure*  Engineering 
(Pre   830201)         82/13/06,       NOVAKi  T  M        A*si*tant   Director    For 
Licensing         16pp        32477344        24X  Flche: 30-40O, B4/OB/07, 
8403050064 

— 8812160220  Forwards    reviled    Hvdralogic   Engineering   BBC t ion   SER    Input 
Revlted    Input    *upBr>cede*    previous    lubmittal    transmitted 
by    B21014   memo. 
LEARiQ.E,       Hudrologlc    b   Oeotechnlcal    Engineering    Branch.       83/12/03 

KN10HTON, 0,       Licencing    Branch   3        HSpp         HH477  321         24X 
Flche:  30-400,  84/02/07.  S4030TJ0064 

— B2 12300403  Forward*    draft   reviled    SER    Input    to   SRP   Sections   Z   9.  1, 
S,  S  £   t(  S.  9,  3  re   geologg    I*    set  *mology.  Revision    includes 
applicant    commitment   to    Install    fc   opirate    free-field 

KNIOHTi  J.P,       Asilitant    Director    for   Comp.     It    Structures   Engineering 
<Pre    830201),       82/1S/21         LAINAS.  0.  C        Assistant   Director    For 
Licensing.       24pp.       32477.342        24X  Fiche- 30-400,84/03/07. 
9403090044. 

— B3Q1060K11    Forwards    draft   BER    input, includ  Ing    one   open    Itam  re 
posftlble    shipments    of    toxic    matl*    past   plant    site 
HULLER.D,  R.      A»*i*tant   Director   for  Environmental  Technology    (Pre 
830201).       Q2/12/22,       NOVAK,  T.  M        Asiistant    Director    For    LIc«n«ing 
9pp,       3247 B,  024.       24X   Flehe:  90-400,  84/02/07,  S4O3030064. 


-B3O1I4O474    Fnruards    Equipment    flual  1  f icatlon    Branch     Input    for   SER    Suppl 
5   IE    environ   qualification    of  mechanical    fc  electrical 

equi  pment 

JOHNSTON.  W   V         Assistant    Director    for   Matls    b   Qufll      Engineering 
(Pre    B3020I)          B3/OI/10         NDVAK,  T   M        Assistant    Director    for 

Licensing         3pp          2249B   O33         24X    Flche    3O-400,  B4/02/O7,  B403050044 

-B3D126003A   Foruards    Meteoralogij  ti  Effluent    Treatment  Branch    input    to 
draft    SER    Assumption    that    draft  meets    10CFR50.  App    I 
objectives   mill    Be    verified    uihen    fluidiie    bed   dryer 
effluents    calculated    NUREO-O737.  Item    III    D    I     1    Incomplete 
HOUSTON,  R    M       Atsistant   Director    for  Radiation  Protoction 
B3/01/O4         MDVAK,  T    M         Assistant   Director     for   Licensing          39pp 
2S500    310         24X    Fiche    SO-40O,  B4/oa/O7. 8403030064 

-B3O706O37O    FnpuardB    Equipment    Oual  if  icatlon    Branch    SEJt    Input    for 
environ   qualification    of    equipment    important    to    safety 
KNICHT,  J   P        Assistant   Director    for   Comp       &   Structures    Engineering 
(Pott,    B3O201)          83/DB/24         NOVAK.  T   M        Assistant    Director    for 
Licensing         Spp          224 9fl   036         24 X   Flche    3-0-400,  84/03/07,  B403050064 

-030*7300478   Forwards    O&otechnic al    Engineering    Section   input    to  SER    Input 
based     an    FSAR    through    Amend    9   Stability    of    400-FS    long 
retaining    wall    s-till    open    issue 

LEAR,  Q        Structural    Si   Qea technical   Engineering   Branch         33/09/02 
HNIGMTON^G        Licensing    Branch    3        76pp         22470    IBS        24 X 
Fiche    50-400,  B4/OH/O7.  B4O3030064 

-8307210098  Forward*    Pouor   Sys    Branch   BER    for    Chapters   B-10   of  F9AR 
Issues    requiring    resolution    include  containment    electrical 
penetrations,  use    of    load    sequencer  ui/offiite   power  It 
Frequency    of   testing    of    turbine   valves 

RUBENBTEIN.L  S        Assistant   Director    for   Core  b  Plant   Sysiamfl 
B3/OB/3I         NDVAK,  T    M         AiiiBtant    Director     for   Licensing         BOpp 
22470-041        SIX    Fiche    30-40O,  84/02/07,  B403050044 

-83O721011i   Foruards    BER     input    For   FEAR   Section    4    2,4   3,4    4,13   4    1, 
15  4   2,  15   4  3i  1*   4    7   &    19  4    B  Confirmatory    tc  open    Issues 
Identified    listed 

RUBENBTEIN.L  S        Assistant   Director   for  Com   k  Plant   Systems 
83/07/O1         NOVAK, T  H,       Assistant   Director    for  Licensing        67pp 
2247B-  117         24X    Flchtt    30-400.  B4/08/07,  Sfl03O30064 

-B3O72203O2  Foruards    hydrologll    engineering    input   to  SER   On*    open    item 
exists    re    potential    for    intense    local    precipitation   to    flood 
•afrtij-rBlated    structure*   Tnch    Bpec    defining   anti-ied iment 
deposit    procedure    rettuired 

JOHNSTON,  M  V,       Assistant   Director    for  Metis,    Chem     b  Environ 
Technology    (Post    S3 020 1 )         83/07/14       NOVAK,  T  M        Assistant 
Director    for  Licensing        24pf>        32499   IBB        E1X 
Flchtf    50-100,04/02/0713403030044 

-83O72&OO18  Forward  B    BER    supporting    geology   &    iei*inalogy    at    facility 
KNIGHT,  J  P,      Asslcbant   Director    for  Camp      &  Structure    Engineering 
(Post    830201}         83/O9/OB        NOVAK,  T  M       Assistant   Director    fnr 
Licensing-      44.PP         2K49B   264        24X  Flche   BO-40O,  8fl/0a/07, 
8103030044 

-B3O7240121    Forward*    structural    engineering   BER   sections   based   on   review 
of  F9AR    through    Amend    7   Three  opin  Si  one   confirmatory    items 
remain   Revolution    of    open/canflrmatory    items   uill    be 
addressed    in   subKaqurnt   BSER 

KNIGHT,  J  P        Assistant   Director    for  Comp      tc  Structures    Engineering 
(PoU    H30201)         83/O7/13        NOVAK,  T  M       Assistant    Director    For 
Licensing.       I6pp         ?2«99  212       24X  Fiche   30-400,  B4/02/O7. 
8403030064 

'83O926048S  Forward*    Auxiliary    Sys   Branch   BER    input   based    on   revieu  ot 
all    amend*    to  FBAR    up    to   Amend    9  b  applicant!  B304IB,  0403. 
30.0709,13  it  OB12    responses    Summary   of   unresolved    issues    to 
be   used   as   basis    for    meeting   u/app  1  leant   alio   encl 
RUBENSTEIN.L  B,       A«»l*,tant   Director   for  Core   b  Plant   Systems 
83/07/14        NOVAK, T   M        Assictant   Director    for  Licensing         25lpp 
32478:308,      24X    Flche    30-40O,  B4/02/O7,  B4.03O300i1 

-B30729041S  Forward*    Effluent   Treatment  By 5   Section    Input    to    SER 
reflecting   change*    in    ttatut    of   open    items    based    on 
B308E4    meeting 

MLN-LER,  D  R       Aislstanfa  Director    for  Radiation  Protection 
83/09/14.       NOVAK.,  T  M        Assistant  Director    For  Operatlns    Reactors 
40pp         S2900-  17O,        24X  Fl  c he.  30-400,  04/02/07,  S4030300M. 

-B309290474.   Forward*   S£R   on   plant   personnel   training-Util    training 
program*    for    licenied    rtactor   operators   acceptable  Util 
Inadequataly    addreised    training    of    shift    technical   advltor 
OTA)    uihen  5TA  absent   from  STA  duties 

RUSSELL,  W,      Division    op   Human  Pactori   BafatU        B3/07/S1         NOVAK.  T 
A**Ut*nt    Director    for  Liceniing,       Slpp.       22497  22B        24X 
Flche:  30-100,  B4/OS/07,  B4O30S0044 
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NONDOCKETED  ITEMS 


— S31013Q37B   Forwards     branch    SER    input    re    Htatus     of    unresolved    i  S.SUBS,  n 
response    to    Ai.AB-444    decision    Issues    A-43   &   A-47     listed    as 
conf  i  rmatovy     Items    rather     than    open     items    W/o    ends 

KNIEI.K         Generic     Issues    Branch          ALAB— 1-54         B3/1O/O4         KNIGHTQN.G 
Licensing    Branch    3         2£>pp          23499   3H<J          34X    Fiche    5O-400,  B4/O2/Q7. 
94 030 5 0061 


-0312030063   Forwards    SSER    resolving    open     item    on    tonic    gas     shipment* 
past   site  Concurs   u/findings  &   cons  I  dors    item   closed 
JOHN 3 TON  i  W  V        Assistant   Director    for    Matls,    Chem     &   Environ 
Technology    (Pont    B302O1 J          03/11/10         NOVAK,  T   M         Assistant 
Director    tor   Licensing          2 ftp         23501    O54         24 X 
riche    30-400.  B4/02/07,  B4O3O30064 


— 9310170095   Forwards    Chemical     Engineering    Branch    proposed    liceni 
condition    TB    TMI     Item    II    B    3,     "Post-Accident    Sampling     Sg s    " 
Cotite-nls    of    draft    SER    should   be     used     for    SER 

JOHNHTQN.W   V         Assistant    Director    for   Matls,     Cftem      t,    Environ 
Technology    (Post    S302Q1)          H3/10/06         NOVAK,  T   W         Assistant 
Director    for    Licensing          3pp         23199    279         24X 
fichf    50-400,84/02/07.  B4D3O50064 


-B312OS016a   Forwards    effluent     treatment    ays    section    Input    to    SER   Open 
items    include   method    for    determining    releases    of   noble   gasas 
From  mechanical    vacuum   pumps  h   radioactivity    monitor    on 
discharge    from    svc    mater    ays 

MULILR.D   R         Assistant    Oirector    for   Radiation    Protection 
B3/11/1S        NOVAK, T  M        Assistant   Director    for   Licensing         31pp 
22500    139         MX   Flchc    30-400,04/03/07-3403050064 


--831O190Q67  Forwards    aerial    maps  as    input    to   B21323   draft  SER    Item 
shipment  of    taiii    matls    past  plant    site    not    resolved 
JDHNtiTON.W   V         Assistant    Director    For    Matls,     Cftem      8,    Environ 
Technology     (Post    B3O3Q1 )  B3/1O/11          NOVAK,  T   M         Assistant 

Director    for    Licensing        tpp        23499   331         24X 
Tiche     50-4OQ,B4/Q3/O7,  8103050064 


B3I212Q002   Lists    closed    out    open    items    in    SER    forwarded    on    S3O914    b 
sections  ui/rumaining    open    Items 

RimrNaTEIN.  L  3        Assistant    Director    far   Core    t.  Plant   Byatems 
03/11/17       NOVAK, T  M        Division   of    Licensing        B8pp        22900  OSO 
24X    Ficho    SO-400.  B4/Q2/Q7.  6403050064 


— B31OSQ0076   Forwards    SER    input    on   pump    &   valve     op*ral>ility    assurance 
progiam   It    seismic    d    dynamic     qualification    of    seismic 
Category    I    mechanical    ti    electrical    equipment    Addl     info 
needed    for   TMI    Items:    II    E   •)    2  tc    1 1    D    1    re    reliability. 
KN1SIIT..JP        Assistant  Director    for   Comp      EC   Structures    Engineering 
(Pest    B302O1)          83/1O/O4.         NOVAK,  T   M         Assistant    Director     for 
Licer.sing         -)pp          2S499    275         34X    Ficha    50-400. 84/03/07,  B40305O064 

--9310310445   Foruarda    remits     of    revUBJ    of    Sections    5    2    5.  5   4   7,  i    3   !.    15 
through  Amend    1O   of    FSAR    Open   issues   which  Liill    be 
Eummiirl  led    in    later    SCR    suppl    listed 

HOUSTON, R    H         Assistant    Director     Far    Reactor    Safety          B3/IO/07 
NOVAK.  T   H         Assiatant   Diroctor    for    Licensing          49jjp          S2499   SB3 
24X    FlChe    30-4OO,  B-1/O2/07. 


-a312120fl4S  ForuardB    input    ta    9ER.  cnnaisting    of    emergencii    plan 
evaluation   rapt   &   responses    to   NUHEQ-O737,  Itema 
III    A    1    1,111    A    1    2  &    III    A  2  re   emergency    preparedness 
MATTHEWS, D   D        Division    of    Emergency   Preparedness   1>  Engineering 
Response    (Post  830103)         B3/11/30        KN1SHTON,  8        Licensing    Branch 
3         36pp         H2501    036         SIX    Ftche    3O-4OO,  B4/02/O7,  8403030064 

-3312140489  Submits   review    of    draft  SER   response    to   Open    Item  47   on  RCS 
vents  Proposed    design    conforms   in/criteria    outlined    in 
NUREO-0737    clarification    pertaining    to   electrical    power 
supplies    to  vent   valves 

SRINIVABAN,  M        Pouier   Systems   Branch         B3/11/23        5HERBN.  B        Reactor 
Systems    Branch        3pp        32SO1    056        24X  Fiche    50-400.84/03/07, 


-B311i00019   Informs    that    applicant    is    to    submit    calculation    of   ultimate 
strength   capacity    of    containment    bldg    under    internal 
pressure  as.   resolution    of    SER  outstanding    coin  Firma  tnry 
structural    item  Marked-lip    SER   input    end 

LEAR,  G       Structural    &   Geo technical  Engineering    Branch         B3/IQ/SB 
KN1GIITON,  0         Licensing    Cranch   3         3pp         33500    02-1         34  X 
Ficht    30-40(1,  04^02/07,8403030064 

-B31UiOZ&3   Informs    of    cloieout   at    listed   sections    at   S3O914  SER    based 
an   TICU    info   Updated    sections    encl    Closeout  of    addl    open 
i  terns,  including    NUREO-OiJE    info.uiill     take    place   as 
acceptable    info  made    available 

fiUBLNSTEIN,  L  S        Assistant    Director    for   Care   &  Plant    Systems 
93/10/aa       NOVAK,  T   M        Assistant    Pirectar    for   Licensing        49pp 
23497    337         H4X    Fiche    SO-4OO, B4/O2/OT,  94030500A4 

-QU1114U-OD4   Advises     that- due     ta    need    to    coordinate    ePforb    w/Auiillary 
Sua    Drancha  rt'/i  3ud    SER    to     be    submitted    on    B31127    will     still 
•contain   lit  ted    fire    protection  open    items. 

JOHN3TDN.H  V        Assistant   Director    for    Matli,     Chem      !i    Environ 
Technology     (Post    330301)          83/11/03         NOVAK,  T         Asa  i  s  fcant   Dlrec  toi 
tor   Licensing          Hpp         22SOO   O30         24X    Fiche    30-4OO.  84/O2/O7. 
0403(150064. 

-8311160383  Forwards    rovlsed    BEFJ   input    on   con  f  irmaloru.    item   re  ultimate 
streng  th"  capaci  ty    of   concrete1  containment    bldg    Item 
1 e&olved 

L-FAR,  O        Structural    &   Beatechnlca  1    EmgineErlng    Branch.       B3/11/14 
KWIGHTON.O         Licensing    Branch    3         3pp          HS300   O47         24X 
Fichp     SO-400,  B-l/02/07.  8403050064. 


— 8312330278  Forwards    revised    SBEH   re    fire    protection   Listed    items 
remain   open 

JBHNHTON.W  V        Asaiitant   Director    for    Matls,    Chem      t<   Environ 
Technology    (Post   B302OI >         83/12/14        NOVAK. T        Assistant   Director 
Par  Licensing         ISpp         H29O1   O74      '  24X   Fiche    30-400,84/02/07, 
0403O50064 

B4O3O5OSE3  Further    responfle    to    TOIA  request    for   records    of   named 
individuals,  including   rep  ts,  anal  ijijes,  stud  IBS,  test 
calculations' procedures    fc    practices    for   meaaurement   of   RCS 
I eafcage, Forwards   App    C    doeurasnta   fiearch    continuing 

FELTONi  J  M        Division   of   Rulos   and   Record,*        84/02/O7        MADDENrT  J 
Kage,     Bcholor,    Fierman,    Hays    *  Handler        3pp        S847i  23fl        34X 
Ficho    50-000,  B4/O2/07,  O403O5O233 

— 820B3400D3  Po-ruards    computer    program   developed    to   analyze    Si  measure 
RCS    leak   rates,  per    commltmant   made    at    B20609  meeting    Fragrant 
calculates    inventory    of    water    in   RGB  S<   in    tanks   which 
collect   coolant    leakage 

CUNNINGI-MM,  L  .1        Division    of  Engineerinfl    t  Quality   Assurance    (Pre 
B30IO3)        Ba/Oi/13,       PAHR, O  D        Auxiliary    Systems   Branch         lp 
83496   872 

— 0103050233  ForuaTda    Heulufct    Packard    41C    dot*   cards    containing    plant- 
specific    data    Per   RGB    leakage    calculations    for   all    Reflion 
111    MUfis    together   w/complate   card    listing    All    PWRs    In    Region 
111    evaluated 

NOnELIUS.C   E        Division    of    EngineerinB    «<  Technical    Inipection 
B2/O1/13        DAER.R   L        Division   of   Engineering    Si  Quality    A«»uranc» 
(Pi-e    BSOloSt,       *?pp        BH496    337        21X   Ficho    BO-000,  H4/Oa/07j 
8403030233 


-B311160367   Informs    that   draft    &EF1  Section    17   acceptable    except    in    area 
of    item?    subj    to    1QCFR5O,  App    BrOA    program   during    opeTatlons 
phase    Info   re    current    status   &  acceptability    of  OA  program 
end 

P/iHTl  QW,  J  0.  Division  of  OA,  Safeguards  &  Inspection  Programs 
(Pot I  630103)  B3/U/09  YOUNSDLODD,  D  J  Licensing  Branch  1 
3pp  SaSOO  037  34X  Fiche  5O-40O,  84/03/07, 840303O064 


-9403050333  Advisex^that    curtain    aspect*    of    facility   Tech   Spec 
requirement E   governing    RCS    leakage    appear    to    be    Inconsistent 
u/&td    nucloar-    industry    practice   Licensee    should    be 
requested    to  modify    Tech    Spues    Related    inPo   end 
NURELIU8,C   E        Region    3,     Office    of    Director        B2/03/10 
fclSENHUT.DG        Division    of    Engineering         Upp        22496' E4 6        S4X 
Tithe    5O-000,  B4/02/07,  0403030333 


-a311i3903Dl   Forwards    revised    Hydmloglc    Engineering    input    to   BED   Ntia 
Tech    Spec   requirement    developed  re   uiaterblght    doars    for 
safety-related    bld-gs 

JOHNSTON,  W  \j        Division   of   Engineering   Technology        B3/11/1O 
NDVAK-T  rl        Assistant   Director   far  Licensing         13pp         22900  035 
P4X   Fiche    30-40O,  B4/02/07,  B4O3050OA4 

-9311290332  update*    SER    re    stability    of    retaining    Wall    went    of    fuel 
handling    bldg   Based    on   applicant   830-919    lubmi  ttalii  stab  1 11  tij 
cannot   lie   assured:    due    to    lack    of    listed    info   Final    SER 
update    encl 
I  CAKi  S  E       HydTolagic    b  Oeotechni cal    Engineering    Branch        83/11/1B 

KNIOHTON,  0        Licensing   Branch   3        5pp        H2501    049        34 X 
Ficjie    SO-400,  04/OK/07.  B4030S0064 


-B403O50241    Forinards    pabnntially    generic    iiiua    data    sheet    on   BOOill 
eve-nt   m   failure    of   QWR    drijiuBl  1    leakage    detection   iijt    to 
Identify    significant    iBakage 

DfiUNNER.E  J       Region    1,     Philadelphia.     Office    of    the    Director 
80/O7/1O        JuHDANi  E  L        Region    I,    Philadelphia,    Office    of    the 
Director        LEWI8,R.C        Region   2,    Atlanta,    Reactor  Operations 

HElSHMAN.Ft  F        Region   3.    Chicaooi    Reactor 
£pp        22496   237        24X 


Nuclear    Support   Branch 

Operation*   Nuclear   Support    Branch 

Fiche    50-OOO,  B4/OS/07.8-!03O30a23 


-B4030S0249  Dlseusiet    independent   mB»»uroment   of    RCS   leak    rates,  Proposed 
lenfc    rate    calculation    using    programmable  HP41C    calculator 
reviewed   Lists    advantages    of  having    analytical    equation 
CAPHTDN,  DL        Test   Program    Section        Bl/03/19        BNIEZEK,  J,  H 
DlviGlon   of   Resident   fc   Regional    Reactor    Inspection        3pp, 
SSIth  Oi3, 
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— B403O5O250  Forwards    plant-specific    data    cards    for    facilities   re   react 
coolant    leakage    cal  ciila  t  ions,  per    B 10703   request    Add  1    data 
cards    for    remaining    plants    will    be    sent    shortly 

CREWSi  J   L         Division    of    Resident.     Reactor    Projects   tj   Engineering 
Inspection         Bl/09/li         0AER.R    L.         Division    of   Resident    Ji   Regional 
Reactor    Inspection         2pp          S2496    26B         24X    Fiche    30-QOO,  B4/O2/07. 
8403030223 


--Bll02l03Jt.    Informs    of    receipt    of    Bouchey/Adensam   B10722     Itr    containing 
util    current    QA    program    description    for    design   ti   const    oF 
facilities   QA   program   description    acceptable 

HAASS. U   P         Quality    Assurance    Branch         Bl/10/14        TEDESCO.  R   L 
Assistant    Director    For    Licensing         lp         22501    312        2-1X 
Fictu    30-160.  B4/02/l7,a403090S(]B 


— B40305Q296   Notifies    that    independent   measurements    of    identified    & 
unidentified    RCS    leak    rates    for    all    PWRs    in  Region    III 
performed    per  Procedures   61727Q   &  6173BB    Insp    findings 
BUmmariied 

NDRELIUa.C  E  Division  of  Engineering  S3/O3/QB  JORDAN,  E  L 
Division  of  engineering  &  Quality  Assurance  (Pre  830103)  2pp 
22496  270  24X  Fiche  50-OOO,  84/02/07,  S4O305O223 

— B4Q30503iii  Forwards    revised    computer    program    for   determining   RCS    leak 
rates    &   draft    insp    procedure.   Revised    computer   program 
incorporates    improvements    based    on   suggestions    received    from 
field    Improvements    listed 

KIRKPATRICK.D  ,     WOODRUFF. R   W        Division   of   Engineering   &  Quality 
Assurance    (Pro    B3O103)          B2/OB/27         JORDAN,  E   U         Division    of 
Engineering    ti  Quality   Assurance    (Pre   B30103)        4pp        22496  373 

— B4030SQ270    "RCSLK8,  Program    for  Calculating    RCS  Leah   Rates    for   PHRe    " 
KIRKPATRICK.D   .    WOODRUFF, R   W        Division    of   Engineering   &   Quality 
Assurance     (Pro    030103)          B2/O7/30         i4pp         32476   277 

— B403030274    Informs    that  Region    I    attendees    at   B30413  h    14   RCSLKS 
seminar    in   Dethesda   are    JW   Chung    ti  PC  Wen.  per   S30304  memo 
Permanent   custodian   of   computer   Sc   printer    ia   L  Bettenhausen, 
Chief, Test  Program  Sect  ion. Eng ineering   Programs   Branch 
MARTINi  T  T        Division   of   Engineering    t>  Technical    Programs 
B3/03/1B        JORDAN.  E  L        Division    of  Emergency    Preparedness   & 
Engineering   Response    (Post    B30103)         lp        22476-341 

— B403Q50279    Informs    that   LA  Reyes    designated    custodian    for    Oaborne 
computer   h   printer    per   830304  memo  MA  Ring. PR   Hohld    & 
LA  Reyes    scheduled    to   attend    seminar    on   application   of 
RCBLKB   program  Ic   computer    use 

BPEaBAflD.R  L        Division    af    Engineering        B3/03/S2       JORDAN. E  L 
Division   of  Emergency   Preparedness  &  Engineering   Response    (Post 
B30103)          lp         22496   343 

84030303BB  Fifth    partial    response    to   FOIA  request    for   »ii    categories    of 
documents    re    facilities  Forwards   App   A  documents  App  A   &  B 
document!    also   available    in    PDR  Documents    listed    on  App    C    & 
D    located    in  Central    Files   Si   not   available    publicly 
FELTON.J  M        Division   of   Rules   and    Records        B4/03/17        ANDER9DN,  S   I 

Garvey,     Schubert.     Adams    !<   Barer         ?pp         22SO1    289        24X 
Fiche    00-309.84/02/17.8403030388 


--BH1O2O57B   Concludes    that    util    t<    principal     contractors    continue    to   meet 
criteria    of    10CFRSO   App    B    Revised    QA    program   description 
acceptable    for   design   &    const    of    facilities 

HAASbiW   P         Quality   Assurance   Branch         Bi/10/22        TEDESCD,  R   L 
Assistant    Director    for    Licensing         lp         22501    313        21X 
Fici.t     3O-300.  B4/02/17.B4O30502BQ 

--B2O1300236   Forwards    data    for    Fee    assessment    re    QA   Branch    review   of 
HPPSS-QA-004,     "Operational    OA   Program   Description    " 
HAASfa.W   P         Quality    Assurance   Branch         62/01/14        BEFWQW.H   (J 
Management   Analysis    Branch         2pp         23901    314         24X 
Fiche    30-397,  B4/O2/1 7,  B4O303O2Ba 

8403060085   FGIA   request    for    documents    re    Equipment   Qualification 
Branch    request    to    OELD    for    clarification   of    1QCFH30   49 
HCiLZMAN,  P   M        Engineering    Planning    &   Management.     Inc         P133O3   004 
B3/12/28        FEL7ON.J   M         Division    of    Rules    and   Records         lp 
3352B   i'13 

B4O3060091    Responds    to   FQIA   request    for   records    prepared    by    NIIC   re 
request    to    OELD    for    clarification   of    10CFR90   49   Forwards    App 
A   documents   No   addl    records    located    sub j    to   request 
rELlQN.J  M       Division   of   Rules  and   Records        81/01/23        HOLZMAN,  P  « 
Engineering   Planning   &  Management,     Inc        Epp        22938  214 

— B3071POS36   Requests    comments    on    interpretations    of   Section    90   49   of 
IOCI"R90>     "Environ  Qualification   of  Electric   Equipment 
Important    to   Safety    for   Nuclear  Power   Plants    " 

VtlLLMER,  R   H        Division    of    Engineering         B3/09/31         CLM9TEAD,  H   J 
Regulations    Division         3pp         3352B   £16 

— B403060O95   Responds    to    specific    questions   raised    In   030831    request    re 
legal     interpi  etation    of    10CFR50   49.     "Environ   Qualification 
Rule    " 

OLMSTEAD,  W   J        Office    of    the   Eiecutive   Legal    Director         B3/10/04 
VDI.lMEH.fi    H         Division    of    Engineering         3pp         32328   21"? 

B4O3060I20  FOIA  request    for   notices   of  violation    Issued    by    NHC   re    leal 
rate    detection   or    limiting    conditions   of   operation   for 
leakage 

LCVIN.L    A         Affiliation    Not    Assigned         63/12/01         WORRY, P    0        Office 
of   Administration        2pp        32930  244 


-7906190142  Approves   OA    firo    protection    program   description   !t  related 
commi  tments 

HAASB.H  P,       Quality   Assurance  Branch        77/05/10       PARR-0   D        Light 
Water    Reactors    Branch    3          lp         32301    309         24X 
Fichd- 50-460, B4/03/I7,  B4030302BB 

-790B01010B  Forwards   790901    HBas-Bryan   memo   re   NRR-QAB   resolution   of 
Regjon    3  comments   re    operational    QA   program 

NOLAN, F  J        Division   of    Reactor   Operations    Inspections        79/05/09 
CREWB,  d  L        Region   4,    Dallas,    Office    of    the   Director         lp. 
2HS01'30i        24X   Fiche  •  50-5O9, 64/02/17,  B4030902BS 

-790B01033Z  Responds    to   79040S  Region   S   comments   re   Revision   4    to 
NPPBS-GA-OQ4.,     "Operational    QA  Program  Description   " 
Expresses    intent    to   request    utll    to    delete   Section  336 
enti  relu. 

HAASS, M  P        Quality   Assurance   Branch        79/03/01        BRYAN,  S  E 
Division   of   Reactor  Operations    Inspections         lp        339O1    303        24X 
Fiche    80-397,  B4/O2/17,  B4O30503BB 

-8003240209  Discusses    eonveriatlon   u/R  McKinney    of   ACRB   re    dual    unit 
plants   Time    should    be    cut    in   half 

HOLLOWAY, C   J,       Office    of   Management   and    Program  Analysis 
79/01/22  Office    of  Management   and   Program  Analysis         lp, 

3C301    308,        24X    Flehe    50-308,84/02/17,8403080398 

-BOH120101    Forwards   results    of   contacts   u/thr-it   N89S  vendors   re    level 
of   QA   control*   applied    to    poiuar   operated   relief   valves   tt 
block    valves    for   PHRi    in    operation  fc   under    const 
HAAS3,U  P.       Ouslitg   Avsuranc*   Branch        BO/OB/86        VOLLNER,  R   H 
Divltion  of  Engineering        Spp       33301-300 

-8110190031    Responds    to  S1Q9Z3  FOIA  Bl-378   request    fop   QA  documsnts    for 
UPPSS,  All    documents   re    evaluation    of    licenaie    QA   programs 
are    in   PDR 

HAASS, M  P        duality   Assurance  Branch        81/10/09        WILSON- VH 
Management  Analysis   Branch.       2pp.       23501    310.       94X 
Fiche:  30-397,  84/OB/17,  S4O30502BB 


S4030601K3  Responds    to  FOIA  request    for   two   categories   of   records  re 
RGB    leakage    Documents    listed    on   App    A   placed    in   PDR 
TELTON.J   M        Division    of    Rules    and    Records         B4/01/20         LEVIN,  L   A 
Affiliation  Not  AsclgnBd        3pp        S393B  246 

B4O3060I33  FOIA  request    for   winning   proposal    submitted   by    Advancer! 
Technology, Inc    under    NRC    Contract    NRC-33-B4-3BO 
PADEN.R   C        Control    Data   Corp        B3/12/I3  NRC   -  No  Detailed 

Affiliation    Given         lp         32952   213 

840306O14B  Responds    to   FOIA  request    for  winning    proposal    submitted   by 
Advanced   Technology. Inc    under  NRC  Contract  NRC-33-B4-3BO 
Forwaids   nonproprlatary    version  of  B30B15   technical 
proposal    fc   best  b   final    B31014   technical    proposal 
FELTON.  J  M        Division   of  Rules  and   Records        NRC-33-84-3BO 
94/01/17        PADEN.R   C        Control   Data   Corp        lp        32552  314 

— B403060152   "Programming!  Training, Testing,  Conversion  &   Implementation   of 
LPCR,  "    best  t>   final    technical    proposal 

*      Advanced   Technology!     Inc        RB-ORK-83-4&2        B3/10/14        9pp 
33S5S  215 

— B40306O134    "Programming,  Training,  Testing,  Conversion  ti   Implementation   of 
LPDR, "    technical    proposal 

»     Advanced   TBchnoloou,     Inc        RS-ORM-B3-463       83/08/19        2Bpp 
2295^   224 

840306019B  Respond!    to  FOIA  request    for  B31B30  FOIA  request    filed  u/NRC 
by    Texas   Utili   Cinerating   Co    (TUQC)    ti  records  requested    by 
TUOC.  Search    revealed   no    documents    subj    to  request 
FELTON,  J  M        Diviiion   of   Rules  and   Records        B4/01/30       LODGE, D 
Dallas   Morning    News         lp         3253B   233, 

B4030601A4  FOIA  request    for  831S30  FOIA  request    filed  u/NRC    by   Texas 
Utils  Oeneratlng   Co    (TUOC)    t  all    records   requested   by   TUCC 
List   of   FOIA  requests    filed    by    10   listed   utils   also 
requested 

LDDOE,  B        Dallas  Morning    Neus        B4/O1/19  NRC  -  No  Detailed 

Affiliation    Given         lp         3P.53B'23£> 
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e-1030£iO]69    Responds    to    FOIA    request    for    Into    re    computer     sys    Facilities 
operated    fly     contractor    &     list     Identi  fij  ing    svc     contractor 
name. c on  tract    value   i<    contract    number   Forwards    Incomplete 
updated    list 

FELTQN.J   M         Division    of    Hi/los    and    Records          B4/O1/31          MADDEN.  C    H 
Information    Handling    Services        4pp        2252B  537 


S10307O213  FOIA  request    far    documents    re   63091?  meeting    to    discuss 
steam    erosion    issue    in    Facility    proceeding    d  TM  Novak    B30B23 
memo    on    steam    erosion    issue 

HlATTiS   L         Ohio    Citiiens     for    Rasponsible   Energy          B3/1B/OB 
FELTONjJ   M         Division    of    Rules    and    Records         Ip         ES363   219         34X 
Fiche    50-440,03/12/08-8403070213 


B403.D601 /I    FOIA  request    For    info   re    computer    &U.9    facilities    operated 
for    W(1C    Info    neede-d    In    order    to   per  form  mart et 1 ng    study 
MADDEN       Information    Handling     Services         84/01/1S  NRC    -    No 

Detaile-d    Affiliation    Given          3pp          52523   241 

B4030tt>fli£    Appeals    denial     of    FOIA   request    for    GECY-82-340 
HICKEYi  J   P         Shau-     PlUman.     Potts    t.    Trouibridge          B4/OS/ 1O 
CHILK..S   J         Of  Flee    of    the    Secretary     of     the    Commi ssion          Ip 
225D2   050 

B-)O3O&0464   FOIA   i-equeit    For    SECY-B2-3tO   re    current    Ofc    of 
Investigations   policy    on    hoard    noti Pleat i ons 
HICKEV.  J   P         9hsh).     Pittman,     Potts    A    Troubrtrige         83/11/30 
CRIMSLTV.  D   H         Division    of    Rules    and    Records          Ip          32352    051 


B4D30&O4A1?   Responds    to    appeal: 
34Q  Dotument    placed    in   PDR 

FELTON.J    M         Division    of    Rules    and    Records         84/02/17 
Sraui,    Fittmatij     Potts    b   Troiubridge         Ip         22553   O5& 


e    denial    of  FOIA  request    For    SECV-B2- 
HICKEY,  J   P 


aS092003A4    SEC  V  -33-340 

Ijifoims    of    procedures    to    process    board    notifications 
involving    allegations    uih  i  c  h   may    Fall    within    investigative 
purvleu    of  Ofr    of    Invest  igatio-ns 

D1RCKS.W  J        Office    nf    tJio    Eietutlve    Director    for    Operations 
BB/OO/I?         7pp         32S32    037, 


rther    response    t-o    rt)IA   request    for    documents    re    evaluation 
or   revfeiu   of    design,  const,  st  hedul  ing.  cost    &    licensing    of 
facilities    from   1977    to    prosUnt  Rcpt    unavailable    for 
Categories    1    !-  2  Panel    records   on    evaluations    placsd    in   PDH 
F  ELTON,  J  pi        Division    of    Rules   and    Records        B4/(H/2fl         ZACK.A   M 
Harris,     Sott.     Denn    t,   Dr  i  k  er         2pp          23333   233         SAX 
Flchc    50-329,34/01/24,  S"03O6C486 

BAO307Q010    FOIA    request     For    V   Btello    B3OBO3   memo    re    task    group    to 
sturfy    BOt-veillancB    testing    in    Tech    Specs    b  830916    t,    1004 
Itrs    ft  o/n  JJ  Sheppard    of   West  tnghause   OUHBTB    Oraup    to    be 
placed    in  PDR    Documents    referenced    in   NUREQ-1034 

PEDRO.J         NU9    Corp          CD-L  1S-B3-073         84/03/OS  Division    of   Roles 

arid    Record's          Ip          229S.J     133 

9403070101    Responds    to  FDIA   request    for   V  Stella    830803  nemo    re 
task     group     to    study     lurveil  lance     testing     in    Tech    Specs    ft 
BSOflt,   ti    1O06    Itr-o    from  JJ   Sheppard    to    be    placed    in  PDR 
Forward*    documents   Documents    al*o   available    in   PDR 

FEC-TQN,  J    M         Ulvlnlon    oF    Rules    and    Record*         S4/02/1&         PEDRO.  J         NUS 
Carp          Ip          23361     153 


B40307O215  Responds    to   FOIA    request    far    documents    rt   B30917   meeting 
to    discuss    steam   erosion    issue    in    facility    proceeding    b   TM 
Novak    B30B23   memo   on    lubj    Foruards    App   A   documents    Documents 
4   t  3   withheld    (ref  FOIA   Etenptlon    3) 

FEU  TON,  J  M        Division   of    Rules   and    Records        B4/O1/23        H1ATT.S 
Ohio    Citiiens    for   Responsible    Energy         3pp         22363   230         24X 
riche     TiO-440,  B1/01/23,a403070215 

—  0304Sao21O  Fofuiards    draft    staff   position   on   Contention    13    re    steam 

erosion   Applicant   hat    not    demonstrated    capability    to    prevent 
or    discover    effects    of    steam  erosion   Comments    requested 
PARfl.O   D        Aixlliary    B«stem9   Branch         83/06^14         LIAW.  D 
Mechanical    Engineering    Branch         Ip        22363  226        24X 
fiche    30-440,04/01/33,0403070215 

—  B403070321    Rmjueats    confirmation    on    lead    rBspnn«ib  i  It  tiei    for 

finaliiing   NRC    position    TB    steam   erosion    contention    ISSUB 
Responsibility    should    be    shared    by   Mechanical    Engineering 
Branch   &  Meteorology   &   Effluent   Treatment   Branch 
NOVAK.  T  M        Asnistant   Director    for   Licensing        03/OB/33 
KNIOHTiJ.P        Assistant    Director    for  Camp      &  Structures   engineering 
(Past   B30201)        JOHNSTON,  W,V        Assistant   Director   for    Mat  Is,    Chem 
ft  Environ  Technology    (Post    B30201  )        Spp        22363   324        24X 
Fiche    50-440.04/01/23,  H403O70315 

S403O705PA  FDIA   request    For    repts  re   results    of    investigation   at    failed 
reactor    vessel    halddouin    studs    an    Unit    1    reactor   vessel 
PLATO,  F   0        Kahl,     StKrest-     Mardle,    Lynch,    Clark    Ic  Hampton         B4/01/23 

KEPPLGRiJ  0        Region   3,     Office   of   Dimeter        2pp        23364    147        24X 
Tiche    DO-3 


H4O30703P9  Partial   reeponne    to   FP1A  request    For   repts  re    NF1C 
investigation    of   failuro    of   reactor   vessel    holddoun   ttuds    on 
Unit    1    reactor   vasse]    Forward!  App    A  fc  B   documents 

FELTON,  J   M         Division    of    Rules   and    Record*         Bfl/Oa/23         PLATO,  E   D 
Kohl,     Becrest,     Wardle,     Lynch,     Clark    E<   Hampton         6pp         22S64    149         24X 
Fiche    50-32?,  Bfl/OS/23.  B403070H29 

—  B1O307O234   PNO-IH-066   on   77iaj"7,  second    reactor   vessel    anchor    bolt 
Pound    broken    Talcdyne    Engineering    Bvt    currently    performing 
tests    on    holt  matl    Results    expected    In   near    future 
KNOpj  R  c        Region   3,    Chicago,    Office    of    the   Director        79/12/20 
1S3 


3403070340  Ack    receipt    of   791214    interim  rBpt   re    broken    anchor    bolt    In 
reactor  vessrl    support    skirt    flange 

FIDRELLI.O        Rag  ion  3,     Chicago,     Office    of    tht    Director         79/12/26 
HDWELL.,8  H        Consumers    Pomer   Co         lOpp        22564    130        H4X 
FichD    50-329,8-1/03/23,0403070339 


-B30B1504'50    Bequests    nominations     For     tast    group    to    stirdij    design    of 
turveil lanco    testing    required    iu  Tech    Specs   One   person 
familiar    u/PWIi   lech    Specs    &   one    familiar    W/DUH   Tech    Specs 
should    be    nominated 

STELLD-V        Regional    Operations    tt  Generic    Requlrepnerts         93/08/03, 
DENTOW.  H  Jt   ,    MINDGUE.n    D    .     HELTEMES,  C   J        NRC   ~  No    Detailed 
affiliation   Given        Spp         22561     134 


-0403070349   Forward  s    IE    In  up    Rapts    30-339/00-12   t<    DO-330/BO-13   on 
BO 0301-31    No    noncompl iance    noted   Major   areas    inspected, 
eiam    of  procedures   &  representative  records,  observations    & 
interviews   u/per sonnel    W/D    end 

FlDnELLI,0        Region   3,     Chicago,    Office   of    the   Director        BO/ 05/1 9 
HQWFLL.  S   H         Consumers    Fouler    Co         2pp         22364    170         21 X 
FlChc    50-329,  B4/O2/33,  B403O7O229 


-B'>03O7010t  CDrnments    on    list    o-P  Tffch    Spec    surveillance    problem  areas 
requested    at   Uestlnghouse    Ouiner-s   Oroup    subcommittee   83O700 
meet  i  nj   List    Em  1 

SHEPPARD, J    J         Me&blnghous*    Operating    Plants    Omnfrs    Group 
SHEPI'AHD.J   J        Carolina    Pouer  &  Light   Co        00-JO3        83/O9/li 

H        Regional    Operfltions   &  Oenerlc    Requirements         Spp 
136 


-B4D307Q345  Recommends   order    he    issued    to    util    requiring    action    to 
correct  unacceptable   anchor    bolts   at    facility    Draft    Itr    d 
order    encl 
H&PPLER.J   0        Region   3,     Chicago,     Office   of   the   Director        QO/O6/B7 

THOMPSON.  D        Exe"EUtive    Officer    for  Operations    Support        36pp 
22564     172         24X   Fichu    50-32<?,04/02/33,B4030703E9 


— B4O307O10Q   Comments    on    list    of    priority    Tech    tfpec     problem    areas 
requested    at    West  i  righouse   Ouners   Group    t<  NRC    task    force 
aaO92O   meeting   List    encl 

SHEPPASB,  J  J        West ingliouae   ajterating  Plants    QuineTt    Group 
EHEPPARD,  J  J        Carolina    POUIHT    b  Light  Co        00-107,       83/10/04 
SMIEZEK>J  H        Regional    Operations    (c  Oeneric    Requirements        3pp 
22561     161 

84O3O7O110  Responds    to   FOIA   request    for    names    Si  addresses    of    various 
NRC   matl    licensees    in  .Region*    I!    !>    Ill    Forwards    tuo 
printouts    furnishing    info    subj    to    request,  W/o    encls 
FELTDN,  J  M        Division   of   Rules   and    Records.       B4/Q2/32.       MIKDN5KI.J. 
AFflliatlon  Not  Assign**        1P       22564   121 

3403070113  FDIA  r«qu»»t    for    names   &    addresses    of   varlrtus    NRC    matl 
licensees    in   Regions    II    &    III 

HIKGWEKI.J        Affiliation    Not    Assigned        S4/02/07  Office    of    the 

Executive   Director    for  Operations        2pp.       22544    IBS 


— 34030/O34?  Forujardn    depositions    re    preservice    failure    of   reactor   vessel 
studs    utiliied    at   Unit    1, Related    info    encl 
LEWIS,  S  H        Region   3,    Office    of   Director        £34/01/06 
BEmovrrz.DM        Office    of    the   General    Counsel         32pp         32564-264 
24X  Fiche    BO-339.  84/02/23,  B403O7OB29. 

— 8403O703B1   Responds    to   B30901    itr   6   forwards    IE    Investigation  Repts 
30-339/BO-13   «    90-330/80-14   W/Q    sncl 

LEWIS,  B  H        Region  3,    Office   of   Director        83/09/20        MVEfiSi  T  F 
Oar  an.    -Lucou,    Miller,    Seuard,    Cooper   h  BecVer        Ip        22964.263 
24X  Fiche    SO-329.  B4/03/B3,  B40307O229 

S403080003  FOIA  raquest   for    10    contractor   re/pts   on    generic    modeling    for 
vital    area  tt    safeguards    anelysle   referenced    In 
NUREO/CR-3131 

SHOLLy,B   C        Union    of  Concerned    Scientist*        B4/01/10        FELTON, J  M 
Division    of  Rules    and   Records        2pp        2297 B  001, 
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0403080003  Responds    to   FOIA   request    For    1O    contractor  repts    to  be 
placed    in   PDfi   forward*   nine    specified   repts    Rapt    identified 
In    Item   9   of  request    not    yet    published    Rept    expected    to    be 
published    uithin   tie  it  t   3  months 

FELTONi  J   M         Division    of    Rules    and    Records         S4/02/34         BHOLLVi  S   C 
Union    of   Concerned    Scientists         Ip        22578  OO3 

—  B4030BOO06   5ANDB2-72HO 

"Technical    Cauls    For   ti    Description   of  Function  Level    Generic 
Fault    Trees    for   LWR   Plantsi  "    contractor    rept 

FINN.  3    .     HORTQN.W         Science    Applications,      Inc         FIN   A-1O6O 
BAI013BO-399LJ         93/03/31  Division    of    Facility    Operations 

BOOpp         2237B   OO4 

—  B403QBOOQB    BANDBB-7Q32   VO1 

Vol    1    to    "Generic    Modeling    Approach    for    Major  Components    in 

LWRs    Fault  Trees    for   Oenerlc   Modeling   Approach,"    contractor 

rept 

NORTON,  U   i    FINN.S        Science    Applications.     Inc        FIN   A-1060 

SA101381-309LJ        83/O3/31  Division    of    Facility    Operations 

334  pp          22579   SOS 

—  B4030B0010   SANDB2-7H19   VO1 

Vol    1    to    "Generic    Modeling    Approach    For   Fluid   Sys  Found    in 

LUfis    Fault   Trees    for   Oenerle   Modeling   Approach."    contractor 

rept 

FINN.S   .    MORTON,  H        Science   Applications,     Inc        FIN   A-106O 

BAI013B1-410LJ        B3/03/31  Division    of    Facility  Operations 

64pp         3S379   07? 

—  B4030B001B   SANDB2-7S19   VO3 

Vol    2    to    "Generic    Modeling    Approach    for   Fluid   Sys    in   LWRs. 
Questionnaires    for    Application    of   Generic    Modeling 
Approach,"    contractor   rept 

FINN,  B  ,    HORTON.W        Science   Applications,     Inc        FIN   A-106Q 
SAI013B1-411LJ        33/03/31  Division    of    Facility  Operations 

133pp         32379    144 

—  B403QB0017  BANDB3-7032  V02 

Vol    S    to    "Generic    Modeling    Approach    for   Major  Components    In 
LWRs    Questionnaires    For    Application   oF   Generic   Modeling 
Approach."    contractor   rept 

HORTBN.W  .    FINN.S        Science   Applications.     Inc        FIN  A-iOiO 
8AI01381-30BLJ        B3/03/31  Division    of   Facility  Operations 

129pp         S3979  377 

—  B4030BOQ19   SAND83-7219  V03 

Vol    3   to    "Oenerlc   Modeling    Approach    for   Fluid    Sys    in   LWRs 
Instruction   Sheets    For    Application    of   Oenerlc    Modeling 
Approach,"    contractor  rept 

FINN.S   ,    MORTON,  W        Science   Applications.     Inc        FIN   A-lOiO 
8AIQ1381-413LJ        B3/03/31  Division    oF    Facility  Operations 

S39SO-042 


—  6403080023  SANOB2-7033  V03 

Vol  3  to  "Generic  Modeling  Approach  far  Major  Components  in 
LWR  t'  Instruction  Sheet*  for  Application  of  Generic  Modeling 
Approach."  contractor  rept 

HORTON.H   .    FINN.S        Science   Applications,     Inc        FIN   A-1O60 
BAI013ai-a99LJ,       83/03/31  Division    of    Facility  Operations 

HISpp         2B9BD   £07 

—  B4030SOQS9  SANDBa-1457 

"Computer   Automation   of    Generic    Modeling    Approach    for 

Major   Components    in  LWR  a," 

DANIEL,  B  L   ,     HIOOINS.B.-J  ,     HILL.  M  S        Sand  ia   Laboratories        FIN 

A-10&0        83/OS/31  Division    of   Facility    Operations         laOpp 

33381,  OcZ 

84O30B001i  Further  response    to    F01A    rnqueit    for    lists  h   records  re 
Go-60   1  icensees,  Forwards    App    A  documents,  per    It-em  3  of 
request   Portions   oF   Document*   S   through    5    of   App   B   deleted 
<ref  FOIA  Exemptions    6  b   71 

FELTON.  J  M        Division   oF   Rules   and   Records         84/01/11,       CDW1E.D.J 
Boucki     Hallauiay.    Kisrnan    &  Casey,       9pp        22374  294 

—  B00301oa03  PNO-III-BO-iO   on   BO0310,  35  mCl    Co-40    sealed    source   under 

License    12-13720-01    fell    into   coke    hopper   Source    believed    to 
he    in    pile    of   coke    in    Facility    yard.  on    barge    heading    for 
Chicago   or    in    Freight    car    bound    for  ShaulniganiQuBbvc. 
SCHULTI.H.H,  .    DAVIS,  A  B        Region   3.    Chicago,    Office    oF    the 
Director        90/03/29        Ip         2357A   299 

—  BOOS280993  Forwards    IE    Insp   Rept  30  -04397  /BO  -01    on   800337   of    activities 

under   License    13-137BO-O1    No  noncompllanca    noted 

DAVIS.A  B.       Region    3,    Chicago.    Fuel    Facility    &  Materials    Safety 

Branch        BO/04/17.  Clark    Oil    (<  Refining    Corp        Spp         22876   30O. 

—  B00988099B    IE    Insp   R»pt   30-O4297/BO-O1    on    800337  No  noncompl  lance 

noted,  Major   areas    inspected,  attempt  uas   made    to   relocate 
&  mCi    sealed    source    leval    indicator    lost    by    licensee 
ADAM,  W  J        Reoion   3.    Chicago,    Office    of    the   Director 
FAPERIELLO,  C   J        Region    3.     Chicago,    Fuel    Facility  b  MaterUlt 
Safety    Branch        BO/04/14         Spp         22576  DOS 


—  8O1O33O9O3   Forwards    personnel     exposures   measured     from   reconst    of 

800V2S    incident    involving    jamming    of   Co-60   teletherapy 
soui-ce    Corrective    actions   procedures   reviewed  in/personnel 
ii  neui    colbalt    source    installed 

LISICR.U  E  ,  IGNATOW.3  0  Ft  Hamilton-Hughes  Memorial  Hosp 
Center,  Hamilton.  OH  OO/IO/I7  WEIL,  C  Region  3,  Chicago, 
Office  of  the  Director  6pp  23377  044 

—  S10129070B   Responds    to    810113    telcon    re   810131    meeting    u/WE   LiHter    !, 

Kerpiafces    to    discuss    proposed    corrective    actions    A   NRC 
enforcement    uptions    for    BOQ93O   investigation 

KEPPLER.J   0         Region    3,     Chicago.     Office    of    the   Director         Bl/Ol/Iii 
LISTER.  W   E         Ft       Hamilton-Hughes   Memorial    Hoap       Center,     Hamilton, 
OH         ]p         23576    319 

--B102S40OSB   Foi-uardo     IE    Insp    Rept    30-001  43/B1-02   on    BtOlHO    of   activities 
under    License    12-00912-03  No  nnncompllance  noted 

FISHER.  W   L         Region    3,     Chicago.     Office    of    the   Director         Bl/OH/09 
9ISTTR    JEANINE      Oak    Park   Hosp   .     Oak   Part,  IL        Ip        33577    133 

—  9103210044    IE    Insp    Rept   30-001  13/91-O3    on   B1012O   No   noncomp  1  ianee 

noted    Major  areas    inspected   re-enactment    oF   emergency 

procedures    in   response    to   BI0113  telrtherapy    unit 

malfunction 

BUR81N,  R   E   ,     SCHULTZ.W   H        Region   3.     Chicago,    OFFice     of    the 

Director         81/02/03         flpp         H2577    IP4 

—  B^030B0033   Notifies     that    on    BOO33S,  29   mCi    of    Co-6O   missing     from   north 

cokt    drum  at   Hood    Rivar    Refinery    in  Hartford.  IL 
Chronological    events    listed   Diagrams    of   coke   drums  encl 
»      ClarJc    Oil    tt    Refining    Corp         90/05/13        8CHULTZ.B         NKC    -   No 
Detailed    Affiliation    Given         7pp         S3976   307 

—  B4030SOO3B    Infoims    of   B01OO2   telcon  u/W  Lister   of   Fort    Hamilton-Hughes 

Medical    Ctr   re    agreement   on    Immediate   action   1  tr   Lister 

agrred    to    it  emu    in    Itr  No    final    determination  made  of 

enforcement  action 

DAVIS.A   B        Plug  ton    3.     Chicago,    Fuel   Facility   &  Materials    Safety 

Dran<h         BO/10/03  Region    3,     Chicago,    Fuel   Facility.   &    Materials 

Safety    Dranrh          Ip          2237  &   31& 

~B4Q30BOO44   Ack    receipt    of   B01017    1  tr    informing   NRC    of    personnel 
exposures  measured    during    reconstruction   of    incident    on 
BOO  VPS   J<   advising    NRC   op    courses    of  action    Investigation 
rept    re    Incident    mill    be    Issued    uiithin  neit    10  uks 

KEPPLER.O   Q         Region    3,     Chicago,     Office    of    the   Director         BO/11/02 
LISTER,  HE       Ft      Hamilton-Hughes  Memorial    Hosp      Center,     Hamilton. 
OH         Ip         23S7i.    317 

—  B4030BOO4.B  Notification   of  B10121    meeting    ui/llcensee   in    01  en  Ellyn,  IL 

to   discuss  NRC    Findings    during    recent    Insp   of   teletherapy 
incident   &  possible    enforcement    options 

*      Region   3,     dhicago,     Office    of    the   Director         Bl/01/13  Region 

3,    Chicago.    DfPice    of   the   Director        Ip        22576  31B 

•-  81O30B0037   Discusses    S00930  &   1003    investigation   re  B00925    incident 
concerning    unplanned    radiation   exposure   Forwards    draft    Itr 
to    licensee  m/notlc  e    of    violation  b  draft    investigation 
rept    Related    Info    -eni.1 
KEPPLERi  J   0         Region    3.     Chicago,     Offite    of    the   Director         Bl/01/22 

THOMPSDN.D        Director's   Office.    Office   of   Inspection    and 
Enforcement        7Bpp         2257ii   320 


ForuarHs    IE    Inveatigati  on  Rejt   30-1302C-/B1-0  1    on   B0093O,  1003 
&  B1O121    Violation    noted 

KEPPLER,  J   G        Region    3,     Chicago,     Offite    of    the   Director    (B1/O3/OK 
B1/03VO9       LIBTERj  U  E        Ft      Hamilton-Hughes   Memorial    Hasp      Center. 
Hamlltom     OH         Ip          H2377    034 

84O30B01oa    IE   Investigation  Rept   30-13080/81-01    on    800930,  1003  & 
B101H1    Violationi    noted    failure    to  notify   ruspnn&lblfl 
personnel    of    equipment    failure,  per  License  Condition    33  t< 
servicing    of    te  1  ff  therapy    unit    at    9-yr    intervals 

WEIL,  C    H   .    ADAM.U   J    .     BUROIN,  R  E        Region  3.    Chicago,     Office   of   the 
Director    IBI/03/01  )         Bl/03/03        20pp        22577095 

S-1O30B0113  Requests   7-day    extension   to  respond    to   910303   Itr  b 
notices    of  violation    b   proposed    Imposition   oF  civil 
penal  ties 

RULLMAN,  B  D       Hi  1  1  1  Hn   t>   Fi  tton        RULLMAN.  S  D        Ft     Hamilton-Hughes 
Memorial    Hasp      Center.    Hamilton,    OH        EA-B1-19        Bl/03/29 
S1ELLO,V       NHC    -   No    Detailed  AfFiliation  Oiven        Ip         22977  084 

B4030BQ120   Notlfiei    that    eitenslon    until   810406  grantei)    For    submitting 
response    to  310303    notices    oF  violation  ti  proposed 
Imposition   of  civil    penal  ties,  per  B  10325  request 
THOMPSON,  0        Director's   OFfice.    Offie*   of    Inspection    and 
Enforcement        81/03/31        RULLMAN.B.D        Millikin    t,  Fitton 
RULLMAN.  S  D,       Ft      Hajni  1  ton-Hughe*  Memorial   Hosp      C«ntsr>     Hamilton. 
OH         Ip          23577    OBS 
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-B4030BQ127   DIscu sses     licensee    310403    response    &    IE    investigation    rept 
Civil    penalties,    should    be    remitted    due     to     insufficient    info 
incident    should     be    c las  5 i Pied    under    Severity    Level     IV 
Kraft    Itr   &    draft    notic*    of    violation    end 
KCPPLEB,  J   Q         Region    3,     Chicago,     Office     of    the    Diroctor     CB1/O3/01J 

BI/03/27        THOMPSON,  D          Director's    Office,     Office    of    Inspection 
and   rrforcement         20pp          22577    OB6 

-0403080162   PNO-1-SI-O33A    on    B10307. sp ecia 1     insp    conducted    bo    determine 
eitetit    of   Co-AQ    contamination    resulting     from    leaking 
radiography    -source    Contaminated     clothing     found    at   employee 
residence   will     be    treated    as   raduaste 

CQSTCLLQ.  F        Director's    Office,     Office    of     Inspection    and 
enforcement         KINNEJ1AN,  J         Region     1,     Philadelphia,     Office    of     the 
Dircttor    (81/03/01)          B1/O3/09          Jp         32577     12? 

-B4030B017Q   PNA-SI-OO6    on    S  10714,  Loui  si  ana    Nuclear    Energy    Div    notified 
HRC    of    radiography     incident    occurring    Qn    barge     located    less 
than    3   miles    offshore    Oarga    captain    !<   radiographer    eiposed 
to   11    Ci    Co-6O   Medical    attention   obtained 

DUDrt.ft   J        De-gin"    4,     Dallas,     Office    of    the    Director     ISI/03/O1) 
ai/07/31         2pp          22577    130 

-B4030B0175   Confirms    B20416    telephone    agreement    that   EL    Saenger    mill 
assist   NSC   oij    serving    as    medic-al    consultant    re 
mi  saitmlni  strati  on    Findings    !••   c  one  lu-s  ions    requested    uiithln 
30  days   of  completion    of    advisory    efforts 
KEPPLER.  JO         Region    3,     Office    of    Director         B2/04/23 
SftENSER.E   L         Affiliation    Mot    Assigned         2pp         33577     143 

-94030801BO   Submits    chronological     sequence    of    events   re    misplaced 
radiological    source. per    B2O113    telca-n  Related    Info    encl 
BRDWN.R   T        Aff illation    Not    Assigned          B2/01/13         WI])EMAN.D         WRC    - 
Ha   Detailed    Affiliation    Given          ISpp          225-77    IAS. 

-0403080106   Forwards    internal     Investigation    documents    prepared    b U 
emeigency    svcs   &    disaster    agency    as    result    of    temporary    lose 
of  Co-60   source,  per    reo.uest    Documents    should    be    kopt 
conf i  dflntia] 

WISC.DL         Illinois,     State     of         33/01/19         WIEDEMAN.  D         Region    3, 
Offite    of   Director          17pp          22577    17B 


--8403030217    Submits    qucsti uns, per    B304SO    telcan    re    misadmin i Btration 
In-fo    will    he    kept    confidential 

BftCNGER.E   L         NRC    ~   No    Detailed    Affiliation    Given         B2/04/23 
RQDRIGUES.A         ClDveland    Clinic.     Cleveland,     OH         IP         22577347 

B403O&OOP1    FDIA    request    for    documents    re   NHC    internal    procedures    OP 
guidance    for    evaluating     new    generic    requirements    ti    for    use 
of    cost-benefit   or   value-impact   analysis   &   CRQR    guidance 
or    procedures    on   cost-benefit    or   value-impact    analysis 
UEJSa.E   R         Union    of    Concerned    Scientists         83/12/31         PEL  TON,  J   (1 
Division    of   Rules    and    Records          lp         223B4    114 

Q4O3OBD023   FDIA    request    for    documents    re    NRC    &   Radiation    Technology 
Incj  located    in   Hoc  kauiay.  NJ   Documents    should    include   all    insp 
correspondence    from    177&    to    present, enforcement    infa    from 
1977   tt  70  Sc   hearing    transcript  re    1976    Incident 
KAS9,D   E         Affiliation    Not    Assigned         S3/11/H3  Office    of 

Adminlttratlon         lp         225B2    OO1 

BAO3QBOOS7  Responds    to    FDIA   request    for    documents    re   NRC   t  Radiation 
Technology    Inc,  located    In   flocfcauiay,  NJ  Forwards   App    A 
docuflieiita 

FELTPN.J   M         Division    of    Rules    and    Records         P3/12/3Q         KASS, D   E 
Affiliation    Not   Assigned          3pp         223B2   003 

—9403080032   Forwards    IE    Insp    Rcpts    3Q-07O22/77-O3    !.   30-07022/77-04    on 
77O9P3-1014   Violation    noBed    failure    to   male    immediate    rept 
of    personnel    ovorexpoeurs    Item   of   noncompl ianco   will    not    be 
Included    in   notice    of    violation 

ORILR.B  H        Region    1,     Philadelphia.    Office   of    the   Director 
7B/(H/06        WELT,  M  A        Radiation    Technology,     Inc        2pp         323B2  225 

— B-1O30B0036    Initial    prallceitsing   visit    Insp    rept    on   701120 

EP9TEIN,E         Atomic    Energy    Commission         70/11/33         10pp.        22392   005 

— B403080040  Submits    clarifications    It   corrections    to    items    found    in    IE 
Insp    Repts    30-07022/77-03    &    30-07023/77-04   Request    for 
meeting   u/appraprlatc    NRC    personnel    reiterated 
HEtT.M   A         Radiation    Technology.      Inc         7B/01/1B         ORIER,  D    H 
Region    1.     Philadelphia,     Office    of    the   Director        3pp         H S 382  227 


-B4030B0191    Discusses    030*11    &    IS   special    insp    performed    of    licensee 
progi  am   in  rec-ponse    to    allegations   made    by    anonymous    caller 
Five  violations    identified    Special    insp    rept   uirltten    & 
en  far  cement   Itr    will    be    sent    to    licensee 

MIULCR.J   R         Region    3.     Office    of    Director         B3/05/Q3  Region   3, 

Office    af   Director         2pp          22577    33B 

-B4D3DB0174    IE   Special    Safety     Insp    Rept    30-04319/63-01    on   B304-11-15 
Violations  noted    unauthoriied    in-ril  vidua  1  s   removed    source    (< 
holder   From  coVe    Svum  D    !•    five   Victnreen    pocket    type 
radiation   dosimeters  not    calibr    since   purchase    on  Q2DB30 
*      Region   3,     Office    of    Director         S3/04/IS          19pp         S2377    244 


-0403030043    Fortuards    IE    Inap    Rept    30-07023/77-Oct    on    771220-23   No 
violations   noted 

ORIER,  D  H        Region    1,     Philadelphia,    Office    oP    the  Director 
7H/01/1-7         VJELT.M   A         Radiation    Technology,     Inc         3pp          223B2   232 

-8-103030013   Discusses    inspector   evaluation   of   License  27-13613-01 
License   properly    categoriied    as   E-III   Extension    of    IS   months 
in   rcinsp    frequency    recommended    Next    Insp    ulll    be   scheduled 
in   Apr    1974 

EPBTCIN.E        Atomic    Energy    Commission        71/09/06        NELBONi P   R 
Atnmlc    En  or  (j  ij   Commission         lp        S35BS  O13 


-B1030B019B  Foiuards    draft    Itr    to    liceneee    u/rotice    of   violation 
praposed    imposition   of    civil    penalties    &    IE    Insg    Rept 
30-004  1B/B3-O1    on    H204  1  "?    for   review   &    concurrence 
Justifications    listed    for   reducing    proposed    civil    penalty 
WARNICK.R   F         Reg  I  Qn   3.     Office    of    Director         G2/Oi/33 
Llt-DF-RHAN,  J         Director's    Office.     Office    op     Inspection    and 
rnfiiT  cement        lOpp        32577   2G6 

-H4030a020a    IE    Insp    Rept    30-004  1H/B2-O1     on    B2O419   Violation    noted 
individual    in  restricted    area   exposed    in    excess    of 
permissible   limits    I.  34    h    notification   of    incident   not 


[5UR01N,  R 
82/06/16 


,     BHENIAHSK1,  D    J 
lOpp          22977    E76 


Region    3.     -Office    of   Director 


-8403030204  Submits    rept   re    810623    incident    conc-erning    Cn-6O  mndical 
taletherapy   uni  t-  1  ntfivl  flual    film    badge    shouied    dosage    nf 
9  710  rams  inhale    bod'y   Person   notified  !•   advised    to  avoid 
radiation   eiposure    for    6   montha   Related    info    encl 
TIDAUACK.A  J        Qlanchard    Valley   Hasp      Findlay.    QH        B3/04/06 
SRENIAUSHl.D         Region    3,     Office    of   01rettop          12pp         23377   aOi 

-B403080309   Discinses     IE    Inap    Rept    30-00394/S3-01    on   BB0413   I.    IB    fe 
foruarda   notice    of    violation 

(VDRCL1US,  C   E         Region   3,     Office    of    Director         62/07/21          KRIE&ER.J 
Cleveland   Clinic.     Cleveland.    OH         3pp          33577   31B 

-aiO30a02ll    Notice    of    violation    from    insp    on    aS0413-lfl 

NORELIUS.C  C        Diviiion    of   Emergency   Pi-epar-edneBs  !c  Operatlanol 
Support        03/07/23          lp          22377    320 

-B403050219   IE   Insp    Rept   30-00394/82-01    on   820413-14  Violation   noted 
failure   to  perform   full    t-alibr   using    doBimetru    sijs  calibr 
by   NOB  or   bij   regional    calibr    leh 

WULLAUER.JR  ,    MADERA,  J  R    ,     SRENIAWSKI.D  J        Region   3.    Office    of 
Pirpctor         B3/07/'07         SSpo          22S77   3S1 


-B1030BOD1i  Responds    to  NRC    77O314    Itr   re   violations  noted    in    IE   Imp   of 
License   29-13613-02  Corrective    actions   pool    luatar  utlll    bo 
sanpled   an  routine    basis    &   NRC   mill    be   notified    if   nadlng 
equals    or    exceeds   O  09    uc/l&O  ml    Meeting   lu/NRC   requBfited 
HEIT.W  A        Radiation  Technology,     Inc        77/04/O1        VDLOENAU.E 
Office    of    Inspection  &   Enforcement,    Office    of    the  Director        2pp 
2J?3B?    103 

-8403QB0049    IE    imp    ra-pt    of    710427    initial    Insp    of   License    29-13613-01 
Noncompl lance   noted    sealed    sources   not    leak    tested   at 
roquf red    Intervals 

EPSTflN.E.,     NELSON,  P    R          Atomic    Energy    Commission         71/05/06         3np 
23  582   01 6 

-U4030BO050  Draft    IE    Insp    Rept    30-07022/77-06   on   771220-33   No  violation! 
noted    Major   areas    inspected    review   of   nonroutinB   procedures 
for   EVC    irradiator    maint    following    licensee   notification    of 
planned    shutdown    on   771219 

SLOQQDIEN,  M  J  ,    GLENN,  J   E.       Region    1,    Philadelphia'    Office    of    the 
Director        NCI  SON,  P.  R         Region    li     Philadelphia,    Fuel    Facility   & 
Materials    Safety    Dranch         78/01/1B        8pp        S253S  335 

-3403030051    Discusses    770419    meeting    t"  770420   telcan  Lionsee   »gr*m   to 
remove    leaking   CD-&O   sources    from    storage    pool    Si    tranifer 
source    to    authorized    licenses    for   dispoial    by    77O601    Meeting 
nummary   &    attendance    list    encl 

O'REILLY,  J  P        Region    1,     Philadelphia,    Office    of    the    Director 
77/03/OS        WELT.H  A        Radiation   Technology,     Inc        4pp,       223B2    107 

-8403&B0054   Discusses    insp    of    License   27-13613-01    on  710427    &    forwards 
notice    of    violation 

KlflKMAN.R    W        Atomic    Energy    Commission        71/O5/07        WELT, M 
Radiation    Techmilogu.     Jnc          lp        22BB2' 021 

-8403000033  Ack    receipt    of    7SO1O9    Itr   re    IE    Insp   Rapt  30-07022/77-Oi 
Clarification   provided    re    comment 5   raised    by    inspectors, 
WELT. M   A        Radiation  Technology.     Inc        78/01/23        ORIERi B   H 
Region    It     Philadelphia,     Office    of    the  Director        4pp        229Q2  243 
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-B4O30BOQ36   Forwards    IE    Insp    Rept    30-07022/77-01    on    770537    No    violations 
noted 

D'RE1LLY,J  P        Region    1.     Philadelphia,    Office   of    -the    Dli-ector 
77/06/10         WELT.M    A         Radiation    Technology,     Inc         2pp          33SB3    111 

-B4O30BOOSB   Notice    of    violation    From    inap    an    7I04S7  Violation    noted 

Si— 90    sealed    sources    not    tested    for    leakage   d/nr  removable 
contamination   at    6-month    intervals 
EPSTEIN. E         Atomic    Energy    Commission         71/Q5/O6         lp         32393   O22 

-B4O3OB0059  Clarifies    statements    contained    in    78O11B    Itr    ra   repts 
written    following    imps     In   Sept    ti  Oct    1777    Clarifications 
listed 

ORIER,D   H        Region    1.     Philadelphia.    Office    of    the    Director 
76/03/2O         WELT.  M   A         Radiation    Technology,     Inc         5pp          22583   S47 

-HIOaOBOOiO    IE    Insp    Rept    3O-07022/77-01     on    77O337   No    violations    noted 
Major    areas    inspected    encapsulation   of    sealed    sources, 
interviews   in/personnel,  measurements  &   observations   of 
loading    of   sources    to   bo    sent    For   reencapsulation 
GLENN,  J        Region    1,    Philadelphia.    Office    of    the   Director 
77/06/03        12pp         223S2    113 

-84Q30B0064  Responds    to    NHC   710507    Hr  re   violations    noted    in    insp    of 
Licence    29-13613-01    Corrective    actions    two    ar-70    sealed 
sources   wiped    Far    contamination   Wipe    samples    sent    to    lab    fur 
analysis    Removable    contamination    less    than      OS   uC i 
HrtRAM.B  A        Radiation   Technology.     Inc        71/OS/14        KIRKMAN,  R  W 
Atomic    Energy   Commission         lp        225B2  023 

-H4O30B0066   Forward  s    IE    Inap    Rept    30-07OS2/77-02    on  770637-28    No 
violation   noted 

O'REILLYiJP        Region    1.     Philadelphia,    Office    of  the    Director 
77/07/18         WELT.  M    A         Radiation    Technology,     Inc         2pp          B2582    I2S 

-B4O30BOQ61?  AcV   receipt   of   710314   itr  Informins  NRC   of   steps   taJien   to 
correct   violation   noted     in    insp    of  License    29-13613-O1    an 
710427   Corrective   actions    will    be   reviewed    during    next    Insp 
KIRKMAN,  R   W        Atomic    Enargu.    Commission        7S/QS/27        HARAM.  S  A 
Radiation   Technology,     Inc        Hpp,       22582   034 


-B4030BOOB7    IE    Invest  igati  on    Rapt    30-07022/76-03    on    761022-1103. 
Violations    rioted     tuo    employees    carried    film    inside    of 
billfolds    rather    than    wearing    designed    film   badge    holder    tc 
radioactive    matl    located    in   unrestricted    area 

SMITH, R   H    ,     QUENN.J   E    ,     MCCLIN10CK,  R   D        Region    1,     Philadelphia. 
Office    of    tho    Director         76/12/13         33pp         233B5    144 

-B4030BOC-89   Responds     to   NRC   720412    Hr    re   violations    noted     in    insp     of 
License  29-13613-O2  Corrective  actions  results    of   radiation 
survey     sent    to    AEC    on    7203O6   W/o    end 

UElT.fi   A         Radiation    Technology,     Inc         72/04/1B         D'HEILLY.J   P 
Atomic    Energy    Commi  asini)          lp         323B2   O2B 

-0403000092  Forwards    order    immediately    suspending    license    due   to 
overnposure    reported    on    770927 

vtJLGCNAUrF         Office    of    Inspection   S.   Enforcement.     Office    nf    the 
Dirpctor         77/O9/H3         WELT.  (1  A        Radiation   Technology.     Inc         ip 
SP5B2     176 

-B1030BOQ99   Order     immediately     suspending    license    Licensee    has   not    taken 
adequate   actions    to   comply    u/Cnmmiasion  rules,  regulations   & 
11  cense   conditions 

vQlGCNAU.E         Ofplce    of    Inspection   &   Enforcement,    Office    of    the 
Director        77/O9/23  Radiation   Technology.     Inc        4pp 

2338P     177 

-S403Oaot>99    IE    InBp    Kept    30-07032/7 7-03   on    770923    J,   57    Violations    noted 
overoipOBUre    of    one    individual    tn   190-300  rem  &    failure    to 
evaluate   haiaido    .associated    ui/operating    irradiator   ui/maie 
door    interlock    rendered    inoperable 

MCCLINTDCK.R    D    ,     SLOQODIENj M  J        Region    1.    Philadelphia,     Office    of 
the    Director        NELSON. P   R        Region    1.    Philadelphia,    Fuel    Facility    1< 
Materials    Safety    Branch         77/10/20        .16pp         225Q3    1BI 

-8403090102    IE    Insp    Rept    30-07022/77-O4   on    771005,07.10   &    14   No 
violation   noted    Hajor    areas    inspected    licensee    actions    in 
response    to   Commission   order   suspending    license    &   subsequent 
main    Ii   observation    of    procedures   allowed    by    order 
SLOnoDIEN,  M  J    .    KINNErlAN.J    D        Region    1.    Philadelphia.    Office   oF 
the    Ilirector          GLENN,  J   E         Region    1.     Philadelphia,     Fuel    Facility    t, 
Materials    Safety    Branch         77/1O/31         9pp         22382    197 


-B4O30B0070    IE    Insp    Rept   3 O- 07023/77 -02    on    77O627-EB  No    violation    noted 
Major    areas    inspected    dispoial    of    leaking    sealed    sources, 
interviews   in/per aonnolr  measurements   &  observations 
CLENN.J  E   ,    MCCLINTDCK.R        Region    1.     Philadelphia.    Office   of    the 
Director         77/O7/OS         5pp         225S2    127 

-B4O20B0072  Reeponds    to   7BO123    Itr    re    inspector   access    to    licensee 
Facilities   Difficulties    encountered    during    Insp    on  771250 
Procedure    should    be   developed    for    Inspectors    to   receive 
training. in    order    to    qualify    for    unescorted   access 
QRIER.D   H        Region    1.    Philadelphia.    Office    oP    the   Director 
7B/03/27         WELT,  M   A         Radiation    Technology,      Inc         3pp          SSSB3   232 


-B4030BO107   Forwards     IE    Insp    Rept   30-07033/77-05    on    771107    J,   OS   No 
vi  ol n  tion    notpd 

GRIbn.G  H        Region    1,    Philadelphia.    Office    af    the  Director 
77/11/22         WELT,  M    A         Radi  ation   Technology,     Inc         £pp          22393204. 

-84030SQ109   IE    Insp    Rept    30-07022/77-OS  on  771107-00  No  violation  noted 
Major    areas    inspected    licensee   actions   since    lifting    of 
order    suspending    license   an  771014. radiation  &    contamination 
surveys  t    safety    revleui   committee   actions 

SLOBQDIEN.  M  J    .    CQSTELLO,  F        Region    1,    Philadelphia.    Office    of    the 
Director         NEJ.EON.  P   R         Region    1.     Philadelphia,     Fuel    Facility   & 
Matei  tail    Safety     Branch         77/11/1B         4pp         22SB2   SOS 


-84O30B0074   Dlscuasea    ln»p    of    License   B9-13613-02  on  7SO229   t,    forwards 
notice    of   violation  Response   requested   within   20    dayi 
O'REILLY.J  P        Region   2.     Atlanta,    Office    of   the  Director 
7B/04/12,       WELT,  M        Radiation  Technology,     Inc         lp        33503:031, 

-S4O30B0076  Rev  0   to   Bpocial    Procedur«  31,     "Rumoval    b  Encapsulation   of 
Failed    (c  Other   Selected    Baurces    from   Mater    Storage 
Facilities,  "      , 

TURKANIS,  M  M,  ,    SMITH,  J.  F.       Radiation    TachnDlogy,     Int.       77/06/24. 
lOpp,        22333,  132 

-84030B007B    Informs   of    poolbl*   missbatvment    in   second    paragraph    of  NF1C 
7803S9    Itr   re    inspector    access    to    licensee    facilities   NRC 
suggestion    to   qualify    inspector    access   ui/o    escort 
acceptable 

WELTiH  A        Radiation   Technology,     Inc.       78/O3/31        ORIER.B  H 
Region    1,    Philadelphia.     Office   of    the   Director        Spp.       E23B2  235 

-B4O30B0079  FortuarKs    IE    Investigation  Rapt   30-07022/ 7a-O2  on   761022- 
1104   Violation  noted 

CRIER, B.H        Region    1.    PhiUdalphia,    Office    of    the  Director. 
77/09/14,       WELTi  M,  A,       Radiation    Technology,     Inc        Spp.       S3SBS'  142 

-B4O30800B2  Notice    of   violation    from   Insp    on   720227.  Violations   noted 
rtpt    ihouitng    results    of    radiation    survey    not    sent   to   Matls 
Branch,  Matls  Licensing    Branch   l>   Ragion    I/DIv  of   Compliance 
uithln  30  days   following   installation  of   source* 
«      Region   2,    Atlanta,     Office    of    the   Director.       73/04/12         lp 
S2SB3  OS7 

-B HO 3080 084  Rupondi*    to    NHC  790320    Itr   re    Issue*   raised    In    prior 
correspondence   between    Dfc    &  vendor. 

U£LT,M   A,       Radiation   Technology     Inc.       78/O4/03        ORIER.E   H 
Region    1,    Philadelphia,     Office    of    the   Director        4pp         EE3B2  297 


-B403080111    Submits    results    of   radiation  survey    conducted    on  710721 
Results    listed    Results   not    sent    to  AEC   due    to    lack    of 
radiation    dete-cted    in   vicinity    of  neu  installation 
HARAM,  B  A        Radiation   Technology,    Inc        72/03/Oi        HENDRIX.J 
Atomic    Energy    Commiss  ion          ip         S3SQ2   031 

-8403080112  Discusses    IE    inap    of   License  29-13613-02    on   770923-1014 
forwards   notice    of  violation 

VCJLQENAU.E        Office   of    Inspection  &  Enforcement,    Office    of    the 
Director        77/12/30        WELT.Mrt        Radiation   Technology.     Inc        Spp 

a  212 


-B4030E0117  Notice    OF  violation    from   insp    on  77O7H3  ir  27  Violations 
noted    individual    entered    in-air    irradiatar  while    nominal 
3OO,aoo  Cl    Co  -60    source    exposed   &  ma  IB   door    inter  lack 
rendered    inoporab  1  e.  permit  ting   access    to    irradiation  room 
<      Office    of    Inspection   &   Enforcement,    Office    of    the   Director 
77/12/30         Spp          32SB2   211 

-0403080121   Aek    receipt    of   73O41B    Itr    informing    NRC    op    steps   taken    to 
correct  violations  noted    in    insp    of  License   29^13613-02 
Corr-ectiVB   actions  ulll    be   verified   during    next    insp   Field 
notes-    from    insp    end 

0JRE1LLY,J  P       Atomic   Energy  Commission       72/04/29       WELT.M 
Radiation   Technology,     Inc        7pp        2BS93  030 

-B403OBO123  Forward*    order    rescinding    order   aufipending    license,  in 
response   to    771O12  d    13    Itrs.  Addl    enforcement    correspondence 
re    events    (r    Insps    from  770923-1O14   uill    be    sent 
VDLfiENAU.E        Office   of    Inspection   fc  Enforcement,    Office    of    the 
Director        B3/12/30        HELT.  M  A       Radiation   Technology,     Inc        lp 
22332:217 

-B403OQO123  Discusses    insp    of  License-  29-13613-02    on  741312   E.    Forwards 
notice   of    violat  1  on 

NEUSON.P  R        Hejion    1.    Philadelphia.    Office   of    the   Director 
75/01/23        UELT.M  A        Radiation  Technology.     Inc        Spp        22  39  2  037 


454 
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-0403030134  Agrees    to   meet    at   mutually    convenient    time    for   add] 
discussion,  per   7BO4O3   request   Meeting    an    760321     did    not 
provide  adequate    basis    For   negotiating    settlement   at    pending 
c  ivi )    pena  Ity    case 

JORPAN.E   L         Eiecutivs   Officer     far   Operations    Support          7B/O4/U 
HELT.M  A        Radiation   Technology.     Inc         Ip         225B2  56! 

-B40-3QB0129  Notice  of    violation  from   insp    on    73IS13  Violations    noted 
byproduct   matl   useif    by   unauthor i  i  ed   personnel    &   water    looses 
in  Co-60  storage    pool*    not  routinely    made    up 

*      Region    1,     Phi  1  jJdelph  ia,     Office    of    the    Director         75/01/33          Ip 
BS5B2   039 

-6403030132   Order    rescinding    order    suspending    license   Licensee    organiied 
safttt)   review   committee  i  hired    new   radiation    safety 
officer 

VOLGCNAU.E         Office    of    Inspection    tt   Enforcement,     Office    of    the 
Director         77/10/1 1  Radiation    Technology..      Inc         4pp 

S25BP   SIB 


-8400030139   Notice    of   violation    from    Insp    on    01O4O2, 09/21    &    22 
Nnncompl iance  noted    operation   of    sealed    source    irradiator 
caused    radiation    levels    e»ceoding    500  rems/h 
MARTIN, T  T        Division   of  Engineering   d  Technical    Inspection 
91/07/H0         2pp         235B2    317 

-B4030B0160  Order    imposing    civil    monetary    penalties    in   amount    of  *4.  BOO 
Payment   due   within   20   days    of   receipt   OF    order 

VOUOCNftU.  E        Office    of    Inspection    &  Enforcement,    Office    of   the 
Director        77/O3/14  Radiation    Technology.     Inc        3pp 

SS3B3   101 

-8403OB016-3  Responds    to   NRC   731111    1  tr  re  violations   noted    In    Insp    of 
Licenses    29-13413-01     Si    29-13613-02   Corrective    actions 
documents    specified    in    10CFR19    11    posted   i   annual    rept    at 
radiation    exposure    incurred    by    personnel    submitted 
WELT.M  A        Radiation   Technology-     Inc        73/12/02        NELSON,  P  R 
Region    1,    Philadelphia.     Fuel   Facility   b  Material*   Safety    Branch 
Ip          23SB2   OS4 


-0403030133   IE   Insp    Rept    30-07022/79-01     on    770323   No   violation   noted 
Major   areas    inspected    selective    exams    of   procedures    (t 
representative   records,  interviews    u/p  ersonnel*  measurements 
i  observations 

SLOBPDlEN.fi   ,    COSTELLD,  F        Region    1.    Philadelphia.    Office    of    the 
Director         79/O3/S3         lOpp         32533   330 


-B403030164    IE    Insp    Rept    30-07022/01-01    on    B10402.09   &   Sl-EK    Violations 
noted    failure    to   provide    e«it    portal    til/device   to    detect 
loose    sources   ft  operation    of    It-radiator    In    continuous   modi 
under    supervision   of    unauthorised    individual 

C03TELLD,  F    ,    ROWE-C   j    SHEPHERD.  R        Raglan    1,    Philadelphia.    Office 
of    the    Director    (81/O3/O1).        B1/07/S3         lOpp         32302   3S1 


-B4Q3080134   Responds     to    NRC    7S0123    Itr    re    violations    noted     In    inep    of 
License  29-13613-02  Corrective   actions    license   amend    will    be 
requested    to    specify   add]    persons    as    designated    operators. 
HAHAM.SA        Radiation   Technology.     Inc        73/02/14        NELSON,  p   R 
Region   1.    Philadelphia,    Office   of    the   Director         Ip         32392  O4O 

-B403OaD137  Desponds    to    771230   Itr   re    order    to    suspend    license 
Suspension    af    license    For    3  uhs   unjustified   Charges    at    gross 
lapctrB   of  mgt   control    unsubstantiated 

WELT.M  A       Radiation    Technology,     Inc         76/01/06        VOLGENAU.  E 
Office  of   Inspection  &   Enforcement.    OffitB    af    the  Director        3pp 
3250',!   323 

-B4P3050139   Act    receipt    nf    7SO314    Itr    informing    NRC    of    steps    taken    to 
coirect  violations    noted    In    insp    of  License   29- 1361 3- OH 
Request    for    license   amend    should    be   expedited 

NELSON.  P   fl         Atomic    Energy    Commission          73/O2/27         WELT,  M   A 
Radiation   Technology,     inc        2np         2S3B2  041 

-B4030801-54   Discusses     IE    Insp    Repts    30-OS43B/75-01    h    30-O7O22/73-01     on 
731023  &  forwards  notice   af  violation 

NELSON,  P  R        Region    I,     rhi  fadelph  ia,    Fuel    Facility    It  Mat  erla  1 1 
Safety    Branch         73/11/11         WELT,  M   A         Radiation    Technology,     Inc 
?pp         23582   043 

-S4030B0147   Notice    of    violation    from    insp    on    761027   t,    11O1     Violations 
noted    Failure   to   rept    750911    leak    test   results    to  NRC    & 
failure   to  notify  Region    I    of   incident    involving    cobalt 
activity    In  I?&D    pool    Enforcement    hietory    enc] 

»  Office  oP  Inspection  t"  Enforce-mentr  Office  of  the  Director 
77/01/05  7jjp  33533  073 

-84030S0130  Responds   to   NRC  77O103    Itr   re    violations  noted    in   insp    of 
License  29-13^13-02  Corrective  actions    guidelines   proposed 
for   Co-60' concentration    in    pool    water  a    for    trainng    program 
Civil    fine   of  44.809   should    be  withdrawn 

WELT.M   fl        Radiation    Technology.     Inc          77/O1/31         VOLOEMrtU.  E 
Office  of   Inspection   6  Enforcement,    Office    nf    the   Director         llpp 
22592   Oat) 

-8403OB01S1   Notice    of  violation   from    insp    on    731023  Violations   noted 
failure   to  post    documents    specified    in    1OCFR19    11  &    failure 
to    submit  annual    rept    at  radiation   eiposurff    incurred    by 
personnel    during    197-4   Data    sheet    From   Insp    encl 

»     Region   1,    Philadelphia,    Office   of    the    Director        7S/11/11         Bpp 
225 B2   049 

8403 OBO 156  Ack    receipt    of    770131    response    to    notices   at    violation    J- 
proposed    Imposition    of    civil    penalties    No  adequate   reainnv 
stated   as    to   uhy    penalties    should    nut    be    impotsd.  Apps    A   &   D 
encl.Addl    response  requested. 

VOU&ENAU.E       Office    of    Inipectlon   It  Enforcement.    Oppice    of   the 
Director       77/03/14        HELT, H  A       Radiation   Technology.     Inc        10«p 
223B3   091 

B4030aO157  Confirm*    731111    telcan  between   Epstein   8v  S   Haran   n   results 
of  me  analyses    of  cobalt   flctivitij    sxistino    in    f trad Jator- 
pool    Reque»ts   analytical    results    in   writing    ft   action    planned 
to    Identify    source   of    leakage 

NEL80N,F  R  Region  1.  Philadelphia,  Fuel  Facility  fc  Materials 
Safety  Braneft-  73/11/13  HAflAM,  8  Radiation  Technology,  Inc 
Ip  32582  093 


— B -103030167  Advises    of   progress    In    handling    cobalt    activity    in  RbD   pool 
water  Activity    traced    to    improperly   welded    outer 
encapsulation    of  Co-60    source   pencil    Pool    water    cleaned    up 
by    circulation    through    demineraliier 

*  Radiation   Technology.     Inc        75/12/03        NELSON,  P  R        Region    1. 
Philadelphia,    Fuel    Facility   *  Materials   Safety   Branch         Ip 
225B2   033 

— B403G9t)ii9  Requests    hearing    re   ambiguities    in    interpretation   of 
License   29-13613-08  Sc   alleged    Infractions,  resul  ting    in 
proposed    civil    penalty 

HELT,  H  A        Radiation   Technology.     Inc        77/04/01        vOLOENAU,  E, 
Office   of    Inspection   fc  Enforcement,    Office    of    the  Director         Ip 

sasea  104 

— B1030BOI72  Responds    to  NRC    731213    Itr    re   violation   noted    in    IE   insp 
rtepts    30-0943H/75-01    &    3O-07022/73-01    Corrective    actions 
necessary   regulations    uiill    remain   posted   &  radiation 
exposure    reportlna    procedures   described    in    exposure    logbook 
HELT, MA        Radiation   Technology,     Inc        73/12/19        MCCUNTOCK,  R   0 
Region    1,    Philadelphia,     Office    of    the   Director         Ip        23903-056 

— B4O30BDI77    niacusses    IE    Insp    Rept    30-Q702H/7fi-OI    on   7iOilB    b    forwards 
notice   of  violation 

NELSON, P   R        Region    1,     Philadelphia,     Fuel   Facility  «   Materials 
gafetu   Branch        76/07/02        WELT, M  A        Radiation   Technology.     Inc 
Spp          23582   057- 

— S4O30BOJB2  Notice    of  violation    from    insp    on   74061B  Violations   noted 
licensed    matls    left   unattended    in   unrestricted    sample 
counting    ares   f   radiation    levels    existed    in    unrestricted 
sample   counting    area    exceeding    safe    level    Data    sheets    encl 

*  Region    1,    Philadelphia,     Office    of    the   Director        74/07/02        9pp 

essaa  039 

— 84030BO185  Responds    to  NRC  760703    Itr    re   violations   noted    in    IE    Insp 
Rept    30-07022/76-01    Corrective   actions    any    source   utilized 
for   callbr  purposes   ul 1 1    be    signed    out    of    log    book 
WJiLT.M    A         Radiation   Technology,     Inc.        76/07/12,        NEL50N.P.R 
Region    1.     Philadelphia*    Fuel    Facility   &  Materials   Safety    Branch 
2pp          SZSBS,  O6B 

— 0403080190  Discusses    IE   insp    of   License   27-1361S-O2   on    701027  &    1101    (• 
forward i  notices   fc  violation   &   proposed    imposition  of    civil 
penal  ties 

VOLGEH4U.E        Office   of    Inspection   &  Enforcement.    Of fit*    of    the 
nirector        77/01/03        WELT.M  A        Radiation   Technology,     Inc        Spp 

sasas- 070 

8403060030  Partial    response    to    FOIA   reo,uost    for    documents    re    NRC 
internal    procedures    or   guidance    for    evaluating    n'ui   generic 
requirements   &  NRC    (t  CR8R    procedures    for   u»n    of    cost-benefit 
or  value-impact   analysis   Forwards  App  A  documents 

FELTON,  J  M        Division   of    Rules    and    Records        Q4/D1/1S        WEISS.  E  R 
Union   of    Concerned    Scientists        Spp        a23B4\il5, 

540-30FJ00&S   Further  response    to    FOIA  request    for   documents    re    Lixi.  Inc. 
UlniEcope    of   America,  Inc    &  SA  Rubir   Consul  tanti.  Inc,  Forwards 
App   D   documents   Documents    also  available    In  PDR 

FELTON,  d.fl        Division   of   Rules  *nd    Records        B4/01/1?        CAULK,  0  H 
Radiation   Service"  Organ!  lati  on        2pp        32SB4   001 


— B4030B009B  AcK   receipt   of  83O22S   Itr  re   State   of  NV  reciprocity 
agrepment 

BOLLIN9, L  A        Office   of  Stati    Programs.     Director        B3/O3/03 

SAV1NI.R  J        LIXI.     Inc  Ip        22381   OJ3 
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-B4030B0119   Forwards,  ta    Agreement    States,  proposed    rule    establishing    r 
category    to  Group    VI    of    10CFR39    1OO   far    1-135  as    sealed 
source    In    portable    device    far   bane    Imaging    Si    foreign    body 
detection    Change    permits    use   of   Liiiscope    W/o    encl 

NUBSBAUMERi D   A         Assistant    Director    for    State   Agreements    Programs 
B3/O4/O7  Affiliation   Not   Assigned          Ip          233Bfl   Oil 


-7"?04030135   Application    for    reneual    of   Matl/Hyproduc  t   License 
12-Q91AQ-OJ     for    use    of     licensed    matls    in    analysis    of     leak 
test    samp  leg,  cal  1  br    of    radiation    survey    Instruments, 
preparation    of   sttf    solutions   It  possession    of    sources 
RIVHINjM   D         Health    FnijBics   Associates.     Ltd         9B998         79/02/2B 
22p          22567    ^2 


-B403OS0128   Forwards,  to    Agreement    States,  Itr     to    Llii    re    demonstration    !. 
industrial    training    in    use    of  Liniscope    device   Ltr   requests 
clarifying    info, not    final     licensing   action  W/o    end 

NUBSHAUMER, D   A         Assistant    Director    for    State    Agreements    Programs 
83/06/28  Affiliation    Not   Assigned          Ip          223B4   O15 

-B403OB013B   Forwards    NHBS    policy    to    Agreement    States    re    licensing    humar 
use    of   Llilscope    tt    bone    matl    analyier   Byproduct   matl 
authoriied    far    human    use    by    nonphijsic  lans     {podiatrists    & 

dentists) 

NUBSBAUMEH.D   A        Assistant    Director    for   State  Agreements   Programs 

B3/11/10  Affiliation    Hot   Assigned          Ip          32534   O16 

-B403OB0146  Submits    policy    b    guidance   directive    re    licensing    Lidscupe 
&   bone   mineral    onalyier    For    human    use 

CUNNINGHAM.!!    E         Division    of   Fuel     Cycle   &    Material    Safety 
B3/11/10  Region    1,     Office    of    Director         4pp         22SB4    017 


-91O13QODHQ   Forwards    application    for    reneual  of    Hat  1  /Byproduct   License 
34-16779-01 

CALLtNDINE.u    W         Call&ndine,     G   W         04119  30/11/17         COOPER.  J 
Region    3.     Chicago,     Office    of    the    Director         Ip         22367    27S 

-B1O13O0023  Application  For  r enema  1  of  Matl/Hypraduc t  License 
34-16779-01  author!  ling  use  nf  Sr-90,  Cs-137,  Ca-6O  (,  Ba-133 
sealed  source  for  test  purposes  to  calibr  radiation  survey 
Ei  measuring  Instruments 

CALLfc'NDINE.G    W         CatlenttinD,     0   U         04119         80/13/17         2pp 
32567    27? 


— B4030B014'9   Application    far    matl/b  ^product    1  ieense, author! i ing    CC   Lui 
DA   Car  1  son.  J£   Car«y>J    Calvin. U   Hack    b   T   Mason    to    use    (./or 
supervise    use    of    Cs-137     sealed    source    in    calibr    of    survey 
metpi  E 

CARLSON.  R    A         Medical    Physics   Consultant!,     Inc         81/04/20         17pp 
32567    344 


— B403OB0155   Discusses    use    of    Liflecope    by    podiatrists   &    dentists    NRC 
ulll    assume    podiatrists    ti    dentists   not    physicians  & 
consider   whether    eiemptlati    per    IOCFR3Q    11    could    be   granted 
MILLER, V   L         Division    of   Fuel    Cycle    &   Material    Safety          B3/11/O7 
CUNNINQHAM.R   H        Division    of  Fuel    Cycle   &    Material    Safety        Spp 
235B4    021 

— B4030B0168   Forwards     IE    Insp    Repta    3O-1466B/B3-O1    t.   30-19164/B3-O1     In 
Jan    19B3  re   possession    t<   demonstration    of    Llilscope 

JDYNER, J   H         Region    1.     Office    of    Director         B3/Q6/17         MILLER, J   R 
Region    3,     Office    of    Director         2pp         223B4    053 

— B4030B0173    IE    Insp    Repts    3Q-1466B/83-01    &   3O-19164/B3-01     in    Jan    19Q3 
Violation   noted   Llilacope    Models   LSM-83  t.    82-209   possessed 
fe/or    used    by    unauthorized    licensee 

DARDEN,  T  H  ,    K1NNEMAN,  J   D        Region    1,    Office    of   Director 
30-19161/83-01          B3/06/16         33pp         H35B1    O35 

— B403OB01B1    Requests    info    re    Liiiscope    licensing    concerning    number    of 
hours    t,  uhich    topics    to    be    covered    in    training    of  physicians 
not   meeting   Group    VI    criteria 

NUSSHAUMERj D  A        Assistant    Director   For   State  Agreements   Programs 
B3/09/09        MILLER, V  L        Division    of  Fuel    Cycle   &  Material    Safety 
Ip          22394   060 

— H4Q3OB0199  Requests    Inventigation   oP   activities    of   Jessco   Medical 
Supply   Co    to    determine    type    of    Lixiscopes    in    possession   & 
uihen    device   received    tt    uhether    company    in    compliance   u/state 
regulations 

KINNOIANi J  D        Region    1,    Office   of   Director        B3/11/23 
BRADLEY, F   J        Labor,    Dopt      of         Ip        32384  061 

B1030HQOBS   FDIA  request    for    SER   t<  SSER   21    <NUREG-0675>    re    operation    of 
facilities 

OARDE.D   P        Government  Accountability   Project        3-1/01/01?.  Offics 

Of    Administration         2pp          32384"  O7fl         aiX   Flche    50-275,64/01/09, 
B4030BOOB3 

B1030BO096  Partial    responno    to   FOIA  request    for   9GR   re    operation    of 
PncllltieB   Forwards    documents    listed    on   app    Documents    also 
placed    in  PDR  Review   of  remaininn    documents    continuing 
FELTON.J  M        Division   of    Roles  and   Records        B4/Q1/33        OARDEj B  P 
Government  Accountability    Project,       3pp        2H3S-J   O76        24X 
Fiche   30-273, 04/01/23,  B4Q3QH0096, 

— B403DB0103  Allegations    91    &    53  re  NRC   concern    that   plant    personnel 
reluctant    to    come    forward    ui/Kafatij    concerns    since   candor 
endangers    jobs 

*      NRC   -  No   Detailed   Affiliation   Qiven.       B4/O1/23        3pp 
3H3B4, OB9         24X    Fie  he'  30-273, B4/O1/E3,  B4030B0096 

B4030B0126  Further   response    to    FOIA  request    for    licenses    &    current   ref 
supporting    documents    tor    companlos   &    individuals    licensed 
to   perform  radiation    detection    instrument   calibr  Foulards 
App   A   documents   Portions    deleted    (ref  FOIA  Exemption   4) 
FELTONiJ  M        Division    of    Rules  and   Records         B4/03/O1        MIKOWBKIiJ 
Standard    Nuclear   Consultants.    Ltd        2pp        33567  219 

— 7904O30132  Foruardt    application    for   reneuial    of    Matl/Byproduc t  License 
12-09160-01    Filing    fie    Encl. 

RIVKIN, H  B        Health    Physics   Associates.    Ltd         98998        79/02/9B 
Radlolsotopes   Licensing    Branch    (Pre   79O301)         Ip        22SA7   E21 


— B4030D03S1   Foiuiards   addl     info  requested    by   NRC   BOI115    1  tr   re   renewal    of 
License    34-li27H-01    Quartorly    inventory   of  all    sources  mill 
be   maintained 

FERFIELL,  J  R  Nuclear  Medicine  Associates,  Inc  0199S  91/01/09 
COOPCR,  J  W  Region  3.  CMcago.  Office  of  the  Director  (81/03/0!) 
16pp  22367  Siil 

840308017"?  Fourth    partial    response   tn   FOIA  request    for   si*    categories 
of   documents  re    facilities    ForuardB   App   A  documents  App    D 
document    entirely    uiithheld     (ref   FOIA   Eiemption    5)    Revleu   of 
addl    docuirtents    subj    to    request    continuing 
FELTQN,  J   rt        DiviBion    of    Rules    and    Records         84/O2/13         ANDERSON,  S    I 

Qurvey.     Bchubert.     Adams    &    Barer         7pp         325B3   226         34 X 
FlchB    5O-000,  B4/03/  13.  8403080179 

— Q001H031A   Notifies    that    NFIC    has    amended    regulations   re    implementation 
of   resident    insp    program  Expresses   gratitude    for   assistance 
rendered    Forwards    final    rule   W/o    end 

STELLO.  V        Office    of    Inspection    t.   Enforcement,     Office    of    the 
Director         79/1J/19         O 'STRflND,  N        Washington    Public    Pnuier   Supply 
System          Ip         223B3    234          24X   Fiche   5O-000,  B-l/02/  13,  B403OB0179 

— 0O032402O2  Submits   revieui    costs    for    facilities  Hearing    uias 
uncont«sted    Billing    procedure  may    be    completed 
DCRKOU4 H  N        Office    of    Nuclear  Reactor  Regulation,    Director 
BO/D2/22        MILLER, H    O         License    Fee   Management    Dranch          Ip 
22503    543         24X    Fiche    50-000. B1/O2/13. B4030B0179 

— 8O03240SD7  Foruarda    IE    coet    data   luorkalieets    for    facilkties    No  costs 
relc<ct«d    for    licensee    contractor   vendor    Insp    repts 
COBD.L    1        OocutlvB   Officer    for   Management  t.  Analysis        79/01/S9 
MILLERj  M   0         License    Fee    Management   Dranch         3pp         23SB3    243        24 X 
Fiche    ao-000,04/O2/J3,  B4O30BO179 

— 8003240219  Correrts   7alO2B   memo  re   WPPB3  3  t,   3  being   contested  Memn 
reflecting   actual    ASLB    time   -spent    on    cage    encl 

F1TTI.C    V        Atomic    BaPety    and   Licensing   Board   Panel         BOV03/SB 
HOLLOWAV.C  J        License    Fee   Management  Branch        Ip        2E3B3  24B       24X 
Fiche     3O-000,  B4/OSX  13,  H4O3OBOI77 

— 0003210223  Submits   rept    of    time   spent  since    program  initiated    on  WPPSS 
3  &    9   Professional    time    all    spent    on    post-hearing   uort; 
regarding   CP    hearing 

LAZD.H    M       Atomic   Safety    and   Licensing   Hoard   Panel        7B/04/1I 
FITTJiC    J        Atomic    Safety    and  Licensing   Board   Panel         3p  p 
22503    2-49         24X    Ficho    50-000,04/02/13.8403030179 

— BOO3230477  Foruards    hydrologlc    engineering    questions  re    proposed  uaste 
treatment   oys  Response    ulll    supply   necessary    Info  re    design 
basis    Cor   seepage   fc    flooding   Also    foi-marils   generic   questions 
re    Plnodplains    Info   mill    assist   NRC   environ  revieu 
BELLS. D   E         Environmental    Projects   Dranch    2         80/03/O7 
RENBERQERiD  L        Washington  Public    PoUBr  Supply   System        Spp 
225B3    533         24X    Fiche    50-000,84/02/13,810306017-9 

— 3O03370142  Discusses    suspension   of    facility    preoperational    aquatic 
monitoring   program  Suspension  approved   Operational 
monitoring   program   results    should    not    be    affected   by 
suspens  ion 

SrtMUORTHiR  D        Environmental    Specialists  Branch        BO/03/39 
SELLS.  D   E        environmental    Projects  Dranch   2       2pp        233B3  239,      34X 
Fiche     50-000-,8-l/02/13,B-*030BOI79 
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-9005130793   Provides    status    of   gER    inputs    (.  a-cceptanCB   reviews    PDF   QL    (, 
CP    applications    Schedule    should    be   met 

BURKE.W  C        Effluent    Treatment   System*    Branch        BO/02/06 
KREQER.H    E         Assistant    Director    for    Site   Analysis          Ip         33583   233 
SAX.    FIcJie    30-000,  B4/02/ 13, B4O30B0179 

-B0031304i77   Forwards    R    Ontchtf    rcvleu    oP    J»   Qnffman    article    re    radiation 
causation    Dp    cancer    in   Hanfufi)    uiorken    Mo   neu  or    significant 
info    presented 

KrtEGCR. U   E         Assistant    Director    For    Site   Analysis         3O/02/O7 
SLACUIE,  L        Office    of    the    General    Counsel         Ip        22533  23& 

-BO0315Q6B3   Reviews    M   Gofman   Nov    1979    article    per    791226    request 
Analysis    statist!  ca  1  ly   uieak    Results    fall    within   DEIR    rept 
rlB*    estimates  NIH  BOO31Q    &    ll    conference    mill    discuss 
low-level    ioniiing    radiation   biological    effects 
QDTCHViR        Division    of    Site   Safety    t,   Environmental    Analysis 
BO/02/01          MURPHY,  T         Radiological    Assessment   Branch          Spp 
32303   237 

-BOO9O70737  Forwards    airworthiness   alert  re    corrosive   ti    abrasive 
char-actBristics    o-P   volcanic    a*h    which    has    fallen   in  Pacific 
NortJmieit  Questions   rv    ash    amaunt,  chertil  Itry    b  die 
(fistr  1  but!  on  mill    be    forwarded    to    licensees   W/o   encl 
JACKSOM,  R  E        Seosciences    Branch        SO/04/ 1 H        VOLLMER. R  H 
Division    of    Engineering          2pp         S25B3   EBB         24X 
Flche    50-OOO.B4/O2/13,  8403030179 

~SOQ7110a03  Responds    to   B007O2   itr    re   E   Bcrhek    concern   about    ultimate 
responsibility    for    civil    penalltle*    proposed    against    uti  1 
Civil    penalties   are    imposad    as    enforcement   action, State 
agencies   should    be    contacted   re    rasp ans 1 b 1 li ty    for   payment 
DIRCKS.W  J        Office    of    th«   Executive    Director   for  Operat lonn 
BO/06/26         JACKSON, H   M         Senate          Ip p         229B.3   240         SIX 
Fiche    30-000,84/08/13,3403080179 

-BO10O9D26-0  DlscuBsea    rev  leu    oP   applicant    BOOB 14  request    far  approval    if 
proposal    to    substitute    ln-plant    test*  w/scale  model 
TEC irculation    sump    tests    Response    to    requests   deferred 
pending   NRC"  review   of    program 

8PEIS, T        Reactor    Systems    Branch         BO/O9/24,        YaLWOBLDQD,  B   J 
Licensing   Branch    1         Ip         2S5B3   266        21 X  Fithe    50-000,64/02/13, 
B4030BOI79 

-BOiaiiODSl   Forwards    80Q625    Itr    from   constituent  E  Borhek    for  rraponie 
Requests    that  duplicate    rept   be    forwarded    to   802  United 
States  Courthouse,  Seattle,  WA  90104 

OACKSDNiH  H        Senate,    Energy    Ic   Natural    Resource!        BO/07/21. 
HAMMERER,  C-C.       Office   of   Congress  itmal    Affairs        Epp         2H9B3  264 
SAX   Fltha,  SO-000,fl4/02/l3.B4030BOt79. 

-B1D1060767  Notifies    of    Findings  of    possible    capable   fault   near 
facility 

.JACKSON,  R   E         Oeosclencea    Branch         BO/ 10/27         ROUSE,  L    C         Advanced 
Fuel    fc  Spent   Fuel    Licensing    Branch         Ip         BHSB3  267        24X 
Fithe    8€-OOOv H4/OB/13,  8400080179 

-9101130363  Responds    to    Itr    Porunrding  M  Hamilton   concerns    re 
facilities   CPs    Issued    in   Apr    I97B  after    safetij  It   environ 
revleus  fc  ASLD    public    hearing!    Public    hearings  may  be 
requested    uhen    utl  1    appllv*    for   OLs 

HAMMERER,  C        Office    of   Congressional    Affairs        HO/ia/16 
KrtBNUSONiV        Senate         Ip         22 50 3  271         24 X   Fiche.  50-000,  04/O2/I3, 
G403OBO171? 

-BIO2200039  ToruiiiTdi    action    plan   for  niol-utlon   of  nan-Trll    Issufi    for 
pending   CP/mfg    licensa    applications, por    Qfc    of  Nuclear 
Reactor   Regulation   approach    to   i-osiimption  of    licentfng. 
Safctu    evaluation    inputs    should    be    provided    by  BlOiOI 
EIBENHUT,  P  Q        Division    of   Licencing        80/18/31        VOLLHER,  R 
Di vision   DP   Enjln*ering.       Ip        H2SB3  277        24X 
Fiche    50-000,  B4/03/J3,  B^030BO17? 

-BIO3040032  Foruiards    short    Ic    long-term  OL  ti    CP    r*vieu  sctaadulis,  In 
rasfonie    to  Q01216  melting    u/UBOB  List   of   OL  plant  reviews 
for    uihtch    fWC   tintatlvalu    plane    to    »t»k    USQS  assistance    is 
provided 

JACK  BON.  R   E        DeoBclenceB    Branch        mc~O3-aD-113       B1/O1/21. 
DEVI  ME,  JF        Interior,    Deft      oft    Oeologlcal    Survey        9pp 
22963,273.        34*   Fichu    90-000,84/02/13,9403080179 

-8104330329  conclude*    that   Tatle  3.2-3  of   pSAR.r*   safety-related 
ttruc tureii  syi   d   conponont s,  1«    incomplete    from  Qeoteclinical 
Engineering    Branch   vleupoi-nt 
LEAR.  0  E.       Htfdrologlc   b  OeotBchnical   Engineering   Branch        Bi/04/OS 

HAAS9,  W,  P.       Quality   Assurance;  Branch.       2pp        22503:278        24X 
Fiche    SO-OCQ,  84/02/13.  B403OB0179. 

-B101300020  Responds    to   B1O414   nemo   re    util    request    for    clarification    in 
use   of  ASHE   cod*   cases   Uti]    use    of   code   cases   ui/o   prior   NRC 
approval    is    inadvisable    due    to  potential    hardship    for    user 
BOSNAK.HJ-       Mechanical    Enoln»»rlng    Branch.       81/04/81. 
VOUNOBUMD.B,  J        Licensing    Branch    1         Ip        22383260        24X 
Fiche    90-000,  B4/02/13-  B4O30B0179. 


--B1O30JO534  Advises    that   Mechanical    Engineering    Branch    completed  revieu 
of   util    request    for    authorl lation   to   use    ABME  Code  Cases 
M-21?  &  H-SB7  for   application    in    design   of    concrete 
containments  Cade    canes    acceptable 

KNIGHT,  JP  Assistant  Director  for  Comp  tt  Structures  Englnevrlng 
CPre  B30201)  81/04/29  TEDGSCO,  R  L  Assistant  Director  for  . 
Licensing  Ip  335S3  2B1  34X  Fiche  SO-000,  B4/02/13,  B4030B0179 

-Bl-03140-106  Advises    that    Info    provided    on  810H13  ti  04O3   re    air   Intak* 
arrangements    for   dies.nl    generators   ravieued    Diesel    generator 
combustion  air    supply    arrangement  meets   acceptance   criteria 
In  Section    II   of   SRP    a    3  Q    Bye   acceptable    as    designed 
UN8ARu,  A  R        Powsr  Systems    Branch        Bl/03/01        YOWOBLDOD,  B  J 
Licensing   Branch    1         Ip         33 SB 3   2B2        24X   Fiche    90-OOO,  B4/O2/13, 
64030 BO 179 

— B10SlB043ci  Foruards    Itr    from   util    requesting;    concurrence   by   NHC   to 
omit   Subsections   2   S    1-2    3,3  of  FSAR   Hevi»ui  &   comment! 
requested   by   B10622 

A»ENSA«,E  0        Assistant   Director    for  Licensing        Bl/09/12 
JACKSDM.  R  E        Deosciences   Branch        Ip        32383  2B3        24X 
Fiche    30-OOO, B4/OB/13.  B4030B0179, 

— Q10B31O10?  Concurs   y/licensee    proposal    to   ref   Section*   B  9,1-2  9  1- 
2.  3  Cl   of   HPP9-S  FSAR    in   WPPB-1/fl  FBAR   since    both    pi-ojecti 
located    in   close   pro«lmitv   Mods    list»d 

JACKSON,  R   E        Qeoscieticea   Branch        Bl/09/13        ADEN9AM,  E.  0 
Licensing   Branch   4        Spp        32393  2B6        24X  Fiehe. 90-000, 84/02/13, 
B4030H0179 

— 810617013B  Forwards   results    of   branch   review   of  EPRI/PUR    test, per 
010602  memo 

MIHAOLIA.F  J       Licensing   Branch   3.      B1/04/1S       TEDEaCO.Jt  L 
Assistant   Director    for   Licensing         Ip.       22383:288 

-B 106230066  Requests    that   appropriate   comments    re   Cycle    2   evaluations, 
per  Eitenhut    B10604  memo, be    vubmitted    by    B10623 

HlfiAQLIA, FJ        Licensing    Branch   3        Bl/Oi/lH        HAASS.  H  S.       Ouality 
A««urance  Branch         Ip         22583  271        S4X  Fiche. 30-000,  84/02/13, 
S4030B0179 

-B1071303B1   Foriuards    info   re    impact    of  Mount   St    Helens    eruptions   on 
facilities,  for   use   by    SALP   revieu   board    Comments    prepared    bg 
HE  LePevrei  geologist, 

JACKSDN.R   E,       Qeosciences    Branch        81/06/33        MIR  AOL  I  A,  F   J. 
Licensing    Branch    3        Spp        33583"  293        B4X  Fiche.  90-000,  84/02/13, 
B4030B0179 

-ai071401B3  Forwards   Ofc    of   Nuclear   Reactor   Regulation    performance 
evaluation   In   compliance   U/B1D604   memo   re    systematic 
assessment   of   licensee    performance  Cycle   B, Notifies    that 
review  board    meeting    for    facility    scheduled    for   B 10723 
WHEELER,  L       Licensing    Branch    3        81/06/30.       EISENHUT,  D.  0.       Division 
of  Licensing         Ip        22I3B3   293        24X  Fichs    SO-000,  B4/OH/13, 
S4030B0179, 

-6107140192  Foruards   Oeovciences   Branch    input    for   use   b\|    facility 
syitematic    assessment    of    license*    performance    revieu    hoard, 
per  B1O618  request 

JACKSON,  R   E        Qeoiciences    Branch,       BI/01./S3.       MIRMLJA'F   J. 
Licensing    Branch    3,       Spp        22383  29B        24X  Fiche.  90-000.  B4/02/13, 
B4O30B0179 

-8107270274   Accepts    ute    of   ABME   Code   Case   N-B42-1    dtd   800410    for 
application    in   const    of   pipe    support    frames    in   pipe    chases 
located    in   two   lauier    elevations    of  reactor   auxiliary    bldg, 
Conditions   of   use    discussed 

KNIGHT,  J,  P        Assistant    Director    for  Comp      &   Structures   Engineering 
(Pre  830201}        8I/07/B1,       TEDESCO,  R  L.       Assistant  Director   for 
Licensing         Ip        22SB3.  301.       24X   Fichfj  3G-OOO,  84/02/13,  H4.030B0179 

\ 

-8107300171    Notification    of   B 10729  meeting   u/Utll    h  B4W    in    BethesdaiMD 
to   discuss  method    util    Intends    to   use    to    fulfill    requirments 
op  NUREO-0737   Item   II    F  B    (Inadequate   core    cooling 
instrumentation) 

HERMAN,  H  W        Licensing    Branch    4        91/07/21        ADENSAM,  E  0 
Licensing    Branch    4        Spp.       29983-309.       34 X  Fichu-  30-000,  84/02/13. 
B4030B0179, 

-810B11003B  Notification   of  B 10820  meeting  ui/util   In  Bethesda,hD  to 
dle-cuis   proposed    independent   design  review  programs, 
HERMAN,  R.  W        Licensing    Branch   4        Bl/07/30.       ADENSAM- E.  0. 
Licensing    Branch   4        Spp        23983  302.       24 X   Flche;  90-000.  B4/02/13. 
B403080179 

-3110080612  Oiscussei    proposal    to   uie    IDRs    in    licensing    process.  IDHt  mil 
be    ui«pul    in   certain   ariasibut   clarification    of  role    needed, 
TEDEBCO.R.  L        Assistant    Director    for   Licensing        81/07/23. 
EIBENHUT.  D  0,       Division    of   Licencing         Ip,       229B3  307,       24 X 
Fiche'  30-000,84/02/13,0403080179. 
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-B110190026  Requests    that    comparison    of    fire    protection    program    to   App   R 
at    10CFRSO   be    included    in    overall    fire    protection   program 
submlttal    Wo   end    FR   notice 

EISENHUT,  D  0        Division    of   Licensing        Bl  XQ9/3O       FERGUSON,  R   L 
Washington   Public    Poiuer    Supply    System        2pp        22583  308        24X 
Flche    30-000,  S4/02/13,  B4O30B0171? 

-8111060697  Notifies    of    util    Intention   of    lending    technical    team  to 
present  FSAR    to   review    staff  during   lub    of    811130  Reviewers 
should    complete    attached    Porn  &   confirm  attendance 

HGRNAN.R   H         Licensing    Branch    4         B1/1Q/23,  Licensing    Branch    4 

4pp         38303,311         24X    Flche    50-OQO,  B4/O2/I3.  Bfl03OB0179 

-8111120933  Forwards    farm   uhich    identifies   Pouer  Sys  Branch    electrical    & 
mechanical    reviewers    For    project    in  accordance   u/811023 
(nemo   Requests   established    review   schedule    dates  uhen 
aval  lable 

UNcxtROiA        Power    Systems   Branch        81/11  /OS        HERMAN.  R   W        Licensing 
Branch   4        Hpp        82583   316        24X   Fiche    90-QOD,  84/O2/J3,  340303017-7 


O  Stalley    aa    technical    reviewers 


-8111130007  Submits    names    of    D  Oupa 
for    facility   FSAR    per  311023  memo 

LEAR.  0,  Hydrologic  b  Oeot  echnital  Engineering  Branch 
ADENSAM.E  Licensing  Branch  4  lp  225B3  319  24X 
Flche  30-000,  84/02/13,8403000179 


S1/10/3O 


-B203IBOOoa  Advises    that    environ   rept    Is  acceptable  TB    radiological 
irnpac  ts 

HOUSTON,  R   U        Assistant    Director    for  Radiation   Protection 
B2/03./O2        TEDESCQ.R    L         Assistant    Director    for    Licensing         lp 
225S3    333        24X    FJche    30-000,34/02/13.040308017-? 


-S2O31BO118   Forwards    two    rele 
Exxon    Litigation 
MIRAOLIA.F  J        Licensing    Brant h    3 
Management  Analysis   Branch        3pp 
FUhe    90-000,  B4/Oa/13,  84O3000179 


documents    for   FQTA  request   re   WPPSB   !. 


B2/03/OB 
333B3   333 


WILSON,  V    H 
31 X 


-820409009?    Inform*    that    Biifflcle-nt    info   provided    to  begin    meteorology 
review    Inappropriate   models   b  diffusion  parameters  used    in 
Section    61324    accident    evaluations 

HU!-MAN,L   0         Accident    Evaluation   Branch         B2/03/16         ADEN9AM.E 
Licensing    Branch    4          2pp          22333   336         B4X    Fiche   M-000,  B4/02/13, 
B1030B0179 

-Ba04S70c.S7   Notification    of    830311    meeting   lu/util    to   discuss   review 
process    &  preliminary    identification  of   any    possible 
unique    features 

WHEELER.  L   L         Licensing     Branch    3        33/04/33        MIRAQL  IA,  F,  J 
Licensing    Branch    3          lp.        22333   340        24X   Fiche    SO-OOO,  0"/02/13, 
B4030B0179 


-8111200219   Informs    of   receipt    of    trlcon   From  Yafcamar   Indian   Nation 
requesting    that    tribe   be    given    full   rights    in    facilities 
proceeding*. 

TEDESCQ.R   L        A»«lstant   Director    POP   Licensing        BI/10/21. 
HETCHEN,  E,      Hearing*  Division.      lp.      229B3-31O       24X 

Fiche- 30-000, B4/O2/13,  B403080179 


-B20507OOB9   Forwards    Hat    of    sys    to    be   added    to   Q-list    Sya    provides 
ongoing    knowledge    of    changes    in  radiation   environ  ti   ability 
to   deal    effnctively    u/unusuaHy   high  radiation  t< 
radioactivity    levels 
CON8EL,  F  J        Radiological    Assessment  Branch        B2/03/23        HAASS.  H  P 

Quality    Assurance    Branch         2pp         22983   338        SIX 
Fiche    SO-000,  84/O2/13,  B4030G0179 


-Bl  12300303  Notification   t»f   B11Z11    meeting   Ul/utl  1    in  Beth>sda,MD   to 
dl»cun   FSAR   u/technlcal    review   staff   at    time  DL   application 
is    tendered. 

HERNANiR.H.       Licensing    Branch    4        Bl/11/23        ADENSAM,  E-  O 
Licensing    Branch    4.       3pp         32993  31B        24 X  Fiche    30-000,64/02/13- 
H4030B0179 

-B201190297  Foruard»   Central    Files  version   of    "Description    of  Early 
Warning    Sys    for   WPP  SB  Nuclear  Plants    1.2   tt  4i  "    In  response 
to  NRC   B107HO   Itr   ra   prompt   notl fl cation    In   event   of 
emergency, Sy>   mill    bt    in   place    prior    to  OL    issuance 
BOUCHEY, 0  D        Mashlngton  Public   Power   Supply    System        G2/O1/11 
TEDESCO. R   L        AS»i*tant    Dirottor    for   Llcentino        lp        23 583  331 
S4X   Flche. 30-000.  S4/02/ 13, B4O30B0179 

-B30aiB0496  Requests    that    Fire   Protection   Section   perform   acceptance 
level    review   of    facilities'   revised    fire    protection   program 
prior    to    docketing    of   DL  application   Util    aware    that   App    F) 
to    10CFR90  ulll    apply, 

ADENSAM, E.  0.       Licensing    Branch    4        sa/Ot/29.       BENAROYAiV        Chemical 
Engineering    Branch.        lp          3BBB3   322         B4X    FUhe    3O-OOO,  B4/02/13, 
B4030B0177 

-6EOB260171    Requeits    asslitance    In   performing   acceptance   revleui   of 
environ   rept    For    OL   application  Only    portions   applicable    to 
Unit    1    need    be   considered    since   Unit   4    cancelled    on   B2O1B2 
ADENSAM.E  0        Licensing    Branch    4        83/O2/10        JACKSON.R.  E 
Oeotclences   Branch.       lp         £3533  324        E4X    Fiche    50-000,  B4XOa/13j 
84030B0179 

-B203D2D139  Advise*    that    1 Uted    info    needed    to   perform  acceptance   ravieui 
of    fire    protection    program    for    conformancr  u/NUREQ-OBQQi 
Section   9   8-1 

BENAROYAiV        Chemical   Engineering    Branch.       B 3/02/09        ADENSAMiE  0 
Licensing    Branch    4         lp         22933.323        SIX    Flche-  90-000. 84/OS/13, 
B4030B0179 

-8B03100419  Dl*cut*es   Part    21    r*pt  re  UEbC   design  of   itructural    iteal 
at    facility   Generic    Imp llcatiano    Mppear    to   be   nonexistent 
line*    no    similar    design    concept   used    at   other    facllltlei   Two 
oversiie    drawing^    and.  Aperture   cards    in   Central    Files. 
SHEWHAKER.R.  E        Division   of   Englnt*rlng   &   Quality  Assurance    tPre 
B30103).       B2/02/S4.       DROHERICK-A   M        Division   of  Engineering    fr 
Quality    Assurante    4Pre    B30103)          2pp         22SB3- 3S9         24X 
Flche    30-000,84/02/13,8403030179 

-8B031QQ970  R»comm»ndf   environ  rent    be  accepted.  Addl    questions  re 
external   appearance,  plant    leyout  h  soctoecononiic*  of   single 
unit    operation  will    be    submitted. 

REOAN.W.H        Biting    Analysis   Branch,       82/02/23        ADENSAMi  E   0 
Licensing    Branch    4        lp         22963  3BB,       24 X    Flche-  90-000,  B4/02/13- 
B4.030B0179 


-B206300O8S  Lista    info    not    yet   addressed    for   OL  application   KflconwiBnos 
general    info    be   accepted    For  docketing 

LEE,  1    J        Licensing    Branch    3        02/06/tB       WHEELER, L.L        Licnnsing 
Branch    3        lp         23583   347        24X  Flche   50-000,84/02/13.8403030179 

-8BOB12O240  Foruard B    Central    Files  version   of   revised   page    to  Revision   2 
of   emergency    plan    adding    local    fire   ifepts   within   30  mile*   of 
facility    ta   backup    fire    protection   SVCB 

BDUCHEY,  Q  D        Hashinflton   Public    Pouer   Supply   System        G02-B2-64S 
8S/OB/05       SCHHENCER,  A        Licensing   Branch   2       2pp        333B3  3fl3       24X 
FUhe    90-000.  84./O2/13.  B403OB0171! 

-SSOS12O24B  Central    Files   version   of   revised    page    to  Revision  2  of 
emergency    plan  re    provision   of   backup    fire   protection    svcs 
*      Washington    Public    Power    Supply    System        B2/03/05         lp 
2S583    350        24X    Flche     30-000,  B4/OH/13,  B4030B0179 

-8S'09BBOlo&  Foruiards    Cycle    3    systematic   appraisal    of   licensee 
performance    input    for    B107OI    through  320730   In  response    to 
Region    9-  820 6S 3  request    Strong    mat   evident  Resolution   of 
technical    issues,  responeiveneas   EC   staffing    satisfactory 
HERMAN.  Jl   W        Licensing    Branch    1,       B2/O9/I5       EIBENHUT.  D  fl 
Division    of  Licensing         App        32993  391        24X  Fi  che;  90-OuO. 
81/02/13.  84030BO 179 

-Bai3O703B3  Ac*    receipt    of    B2110?    Itr  TB  Target  Rocl   environ 
qualification    testing    program   info  re   valve   upgrade    &  retest 
antic  ipated 

HEISHMAM.fi   F         Division     of    Reactor   Programs    <Pre    83O103), 
82/12/01        BOUCHEYhO   D        Washington  Public    Power  Supply    System 
lp         22503357,        24X    Fleho    DO-000,  B4/02/I3,  B403OB0171? 

-B30310047&  Foruiarrts    utl  1    B30S23   »ubmitlal    in  response    to    telcon  during 
which    remaining    Phase    I    opsn   items   of   "Control    of  Heavy 
Loads    -   Case   Reviews,"   were   discussed.  W/o    encl 

CLEMENBON.F,       Auxiliary    Systems  Branch        NRO2Q-lB-3a0        B3/02/2S 
BUCKLEY.  T  H        Eflfcflj     Inc         lp        225B3  360        24X 
Fiche    90-000,  B4/03/13i  B4O30B0179 

-B 304 040 37 7  Requests    search    Par  documents   re   gavt    litlgatlan  ui/util    on 
five    specific    issues 

SLAOBlEiE   L         Office    of     the   8en«ral   Counsel         33/03/23 
D1RCKB,  a,  J        Office    c-P    the    Executive  Director    for  Operations        lp 
82303.361,       34X    FichB    9O-000, 84/08/13,  B1030B0179.  ( 

-8304070113  Recammends    that   radiation   exposure   records    be  retained    for 
1    yr    prior   to    dltposal   IteP    Murphy    to  varga   B01E22 
CDNOEL,/  0        Radiological    Assegiment  Branch        B3/04/01 
8CHMGNCER.  A        Licencing    Branch    2,       If.      22933,327        24X 
Fiche    90-000,  64/02/13,  B4O3080179 


-B20319002B  Forwards  addl    info  requlrvinenti   for   revliui  of  ER   for  DL 
application    per   B2O210  request. 

BALLARD.R.L,       Environmental   Engineering   Branch        82/03/02, 
ADENBAM,  E  0,       Licensing    Branch    4,       3pp.       32383, 339        24X 
Flche.  BO-000,  B4/02/13,  B403OBOI79 


-B4030BOB53  Foruiards    summary    of  revieui  costs   h   supporting    documentation 
from   program   ofc»    W/o    encl 

HOLLOMAY.  C  J        Lieenne   Fee   Management  Branch.      BO/03/03  License 

Fee   M»n»gement   Branch.         lp         B39B3   H41         B4X   Fiche    90-000,64/02/13, 
B4030B0179 
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a4O30flQ19fe   FOIA   request    For    documents    Tt    WR    McAfee    allegations 
Involving    facility    Fron  Mac    1977   -   Mar    1971?.  NRC    open 
conference   at    site    in  Nav    It71  &   review   of    utll    topical    OA 
manual 
GARDE.  B    P    i     ANSEL L,  E         Government    Accountability    Project          03/11/21 

Office    at    Administration         3pp         23564    163         24 X 
Flche    50-413.  B3/11/31.B4030S019A 


— B403OS0332   Describes    commitment*   made    to   NRC    in   fij   OariJ    830928 
response    to  notice    of   violation  i<  propo*ed    imposition   of 
c  ivi  I    pena  Itu 

CLEMENTS, B    R,       Teiae    Utilities   Electric   Co      (formirlg    Tei»» 
Utilities    Generating    Co     }.        EA-B3-OA4         B3/11/29         COLLIN8,J   T 
Rrglon    4,     Office    of    Director        llpp        23383   1B2        24 X 
Fiche    50-443, B4/O1/2O,  B403OBQ325 


8403090200  FOIA  request    for  2    categories    oP    documents  re   NRC 

corresp.onif*iice  u/Lixlhlnc  &    SA  Hubc-r  Consultants 

HIESELMAN.K         LIX1.     Inc  B3/11/2B         MILLER,  V   L         Division    of   Fuel 

Cucle    Et   Material    Safety  If          223S.7   208 

B4030HQ2D3  Re<pond»    to  FOJA   request    for   documents    from  MBT    1977  -  Kar 
1977  re    HH  McAfee   allegation!   Forward*   App   A    documents.  Info 
also   available    In   POa 

FELlON,  J   N         Division    of    Rules    and    Records          94/O1/24         CARDS,  B.  P 
Oavern»ent  Atcountab  i  li  ty    Project-       3np        225B4    16-4        H4K 
Fiche  90-413^  33/O1/24,  B4O30BO2Q3 

—  B<03OB0212  Discusse*    791113-14    interviews    u/craft»men    Intervieuae* 

Delected    bij    principal    Inspector,  per   TI    2313/4    criteria. 

Related    Info    end 

MURPHV",C  E        KB  g  ion  3,     Chleajn,    fleactor   Com  trudlon   &  Engineering 

Support  Branch        77/13/O4        THORNBURO,H   u        Bli-rctor'm   Office, 

Dfflce    of   Inspection  and    Enforcement.       tpp.       22S84    164.       24  X 

Fiche    50-413,94/01/34,3403080203 

B4D3O&O207    Respond)    to  FDIA    requeit    for   NRC    correspondence   ul/Ll>I,Inc    !• 
BA  Huber    Consultant*   Forwards    document*    listed    on   app 
Document  i   also  available    in    PDR 

FELTON.J   M         Division    of    Rules    and    Records,        94/O1/23         WIESELrtANrK 
LIXIt    Inc        3pp        229i7  20? 

—  79O625O470  Comments   on   proposed  Reg   Guide    1O  B-  100  dpm    limit   esem«   v&ry 

arbltrarg    I>  requires    calculations    to    r«l*tt    to    individual 

equipment    Strict   application   of    reg    guides    should   b* 

avoided 

HUBERiS  A    •   Stan    A      Huber    Consultant*,     Inc         79/02/OS  DoitB'tllng 

&  Bervle«i   Branch        SPP         B3567    HIS. 

—  B4Q3CB021B  Advises    that  830  J  SB  m»mo   requiring    Ll>iscope    evaluation   to 

include  public    comment    period   contradict*    advice    given    at 
321013  muting   Comment    period   mill   unriaionatilv    delay 
licence    Isluance    l>   catlie    financial    Ion 

SAV!W1,R  J.       L1XI,     Inc.       Q3/OE/E4        DLMSTEflO,  H,       Officr    of   the 
Eieciitive   LRoal    Director          Zpp          22347    214 


Responds    to   630234   requeit    for    rvconsld  (ration    o*  advice 

re   puilic   comment    on   proposid    rule    concerning    addition    of 
LiilEcope    to    list    of   devices    in    10CFR33    10O  Public    comment 
urtnecoiary    for    ittuanci    at  Lldscope    licence 

OLMSTEAD,  H   J,        Office    of    th*    Eiacutlve    Legal    Director,         B3/O3/30 
3AVINI.R  J        LIXlj     Inc         3pp 


B4D3OBO219   Partial    response    to    FOIA   reiusit    for    tun   categories  oP 

documents    re  PUR  ttCS   k   speclfltd    Imp    repti   Documant 

available    In  PDR   Search    for    addl    iacunentt    continuing 

FELTQNiJ  M       Division    of   Rule*   and   Record*        B4/01/23,       MADDEN.  T  J 

Kaijt,    Scholer.    Flermin,    Hagc    &Handlir        Epp        133304.132 

3403030326  FOIA  riq.u*it    far    tbio   cBtegaries   of  documents    re   PUR  RCS  ti 
specified    Insp   repti 

MADDEN.  T.J       Ka«jt,    Scholar,    Fierman,    HaJs   &  Handler        B3/12/1H. 

NORRViP    O         Office    of   Admlnlltration         2pp.  23SB4,  184 

6403080324  FOIA  requeit    for    document*    contldeTid    bij    NIC    In    preparation 
of   notice    of  violation    ti  proposed    impoii  tlon    of   civil 
penal  ty,  B31222   ]tr    tranimlttlng  violation  &   rapt   of 
Inve-itlgatt  on   re    intimidation   at  QA  penonnel 

HARTMAN.B.L        Debevolse    h  Liberman        B3/12/30        FELTON.  J,  M        Divllion 
oP   Rules    an  if   Record.         2>p          32383    1A9.        24X    Flche    50-443,  B3/1B/3O. 
5403060334 

B403DS032S  Partial    Tesponvi    to   FOIA  request    for    itocunints    considered    on 
NIC    in   preparation    af    thre*    c»t»BOTles    ot    decunenti 
concerning    facilities   Foruardt   docunenta    llittd    on  App   A. 
F  ELTON,  J  M        Dlvliion   of    Rules    «nd   ft*  cord  I        B4/01/SO,       HARTMAM.  3-  L 
Dehevolte   t.  Llberman        3pp         S2BB3:  171.       J24X  Fit  (it   J5O-44S,  84/01  /3O, 
B  403060325 

—  B4030B0327  Riv  27   to   Protffdur*   OI-QP-i  1    4-9  r*    vi  lunl    defects    in*p    % 
dry    film   thicknesi    Related    Info   end 

»      Tenas  Utilitlei    Electric    Co      (formerly    Teiai    Utillfeiei 
0ener*ting  Co    1         93/1  1/OB        App.       33333,173.       B4K 
Flche    30-449,  84/01/20,8403030333 


— S4O3OB0333  Notification   of   significant    licensee   meeting    on    B31312  u/ 
utll    In   Arllnaton. TK    to    dlicus*   potential    enforcement   action 
re    intimidation    at    emplogeea   by   H  Willi*(tiB 

•  Hegion   4,    Office    of   Director        83/12/08,  Region   4,     Office    of 
Director          lp          22SB3    1^3          24X    Flche    30-449,84/01/20.6403000329 

— 84030B0333  Forunrdi    rept   re    investigation    Into   allegations   Hade   bg 
UA  Dunham  &   concerns    related   to   protective   coatings   Related 
documents    end 

GARY, R   J        Trias    Utilities    Electric   Co      (formerlg   Teias   Utilities 
Diner*tlng    Co    >         TXX-4OB7        83/1Q/13       CQLLIH9,  J       Region  4. 
Office   of    Director         2Spp         22303  204        24X   Fiche' 90-449,  B4/01/20, 
B403090339 

3103030339  Final    response    to   FOIA  request    for   documents   re   NRC 
Inveatigation    of    in du» trial    accident    Involving    burst   stean 
pipe   at    Pacltltv      "VEPCO    Investigative  Board   Preliminary 
nept"   an   accident   placed    In   PDR 

FELTDMj  J  M.       Dlviilon    of   Rule*  and   Record!        84/01/20        OARDEi  B  P. 
Dovernment   Accountability    Project        lp        23374-214        24 X 
Flche-  50-280,  B4/O1/20,  S403OB0339 

— 8403080341    "VEPCO    Invest i gat IVE  Board  Prellninarv   Rept."    M/o   cover 
sheet 

*  Virginia    Electric    &  Pouer  Co        B4/01/20        27pp        32976-219       24 X 
Fiche- 30-280,  B4/01/20,  B4O30B0339 

B4D30BO344  FOIA    request    far    documents   re   proposed   NBHC   deternlnntlon 
on    license  (amends    for   Millstone  2  I>  entry    into   operational 
mode    for  conducting    final    test*   of   pressuriier    safety   valves 
at   Trojan 

ADATO.M        Union   at   Can corned    Scientists        B4/02/02        F ELTON,  J  M 
Division   of  Rules   and  Records         lp        22 SB 3  03B.       24 X 
Fiche    5Q-OOO.  B1/02/02,  S403O8O344 

0403030346  Appeal*    denial    of    FOIA  request    for    "Borsiele  Rept    "  Rept 
{fit.cu*6nd    in  Board   Not  1  Pication  BN-B3-191,     "Mestlnghouse 
ECCS  Actuation   Logic    " 

WEIB9.E   R        Union    of    Concerned   Scientist*.       B4/01/OS        DIRCKB,HJ 
Office    of    the   Eiecutlve    Director    for  Operations        3pp,       22S67-2B8 

8103090347  Partial    response    to    rDIA  request    for   documents    re    proposed 
NBHC   determinations    for    Mlllat-one   2  &  entry    into   operational 
mode    for    conducting    final    testi   of   pressurlier    safety    valves 
at    Trojan  Forwards   App    B    documents 

FELTQN.J.M         Division    of    Rules    and    Records         84/D3/02         ADATO,  M 
Union   of   Concerned    Scientist*        4pp        S83B3  039        24X 
Flche    SO-OOO,  B4/O3/OS,  B4O30HO347 

— B3071B0403    Initial    NBHC    determination  *  noticing   action   re    util   S30324 
application    to   amend    Ulcense   NPF-liclariFying    purpose    of 
auilliary    hoist    b    testing    of    hoist   b  manipulator    crane. 
TRAMMELL.C        NRC    -  No   Di tailed   Affiliation  Civen        S3/Oi/H7       2pp 
3H5B3  043        24 X   Fiche    3O-OOQ* B4/03/02.  B4030S0347, 

— B3.07180414   Reqireots    FR    publication   of  notice   at    conslderftt Ion   of 
issuance    of    amend    to   License   NPF-1   &  proposed    NBHC 
determination   &   opportunity    for   hearing   re   830924  request   to 
heat    up    to   hot    standby    mod* 

CLAPK,  R,  A        Opnratlng    Reactors   Branch   3        83/07/06,       KREUTZER.P  H 
Operating    Reactors    Branch    3        3pp        S23B3  045        24X 
Fiche-  80-000,,  B4/03/O2,  B4O30B0347 

— 8312230261    Evaluate*    utll    B311O2  arguments   to    support  validity   of 
previous   LOCA   analyses    for   removal    of   thermal    shield    from 
core    barrel    F1e«nalysls    of    small    break   LOCAs   not  required 
Restart   approved    tubj    to    confirmation   of   peah    clad    temp 
HOUSTON, R    U        Assistant    Director    for   Reactor   Safetu,       TAC   91969 
B3/IB/13        LAIMAB,  0.  C.       Atslstent   Director   for  Operating    Reactors. 
2pp         22SB3.  060,       H4X    Flch*    50-000,  84/03/02,  B4030803-J7. 

— B4 03 090352  Returns    r*que»t    for    publication    In   FR   of  notice    of 
con*ideratlan    of    iisuance    of    amend    to  OL  tc  proposed  N8HC 
determination   re    Tech    Spec    changes   resulting    from  C^cle   & 
refueling    consl<f*ratlons   Revs   requetted   U/o   encl. 
ROTHSCHILD.  M,  U.       Office    of    the  Executive  Legal    Director.       93/OA/13 

CLARK,  R  A        Operating    Reactors   Branch   3        lp        22983  09?,      24 X 
Flche. 50-OOQ,  64/03/02.8403080347, 


B40308O390   Reapands    to    B3IO1B    t>    1801   request*    for    "Borsiele    Rept." 
"Bor*iele   Rept"    submitted    In    confidence    to  Commlnion   bv 
forelg/n    source    &   exempt    from    public    disclosure   per 
1  DCFR2,  7-70 

DENTONi  H   ft        O'ffice   of   Nuclear  Reactor  Regulation,    Director 
BS/lBfSS       POLLARD, R.      Union   of  Concerned  Scientist*       lp 
JJ23A7  S-71 
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B403080354   Request*    aisistance    In  obtaining    reply    to   031018    1 tr    to 
D  Ei»enhut   requesting    "Borssele  Rept    " 

POLLARD. R    D         Union    of   Concerned    Scientists          83/12/01         DIRCKB.W   J 
Office    of    the   Executive   Director    for    Operation*.       lp        22367293 

B4O3080337   Responds    to    appeal    Te    denial    of   FDIA  request   for    "Borssele 
Rept    "   Forwards    two   repti    on    Borsveln  Nuclear   Pou»r  Station 
FELTDNi  J   H        Division   of   Ruins   end   Records        B4/01/17        WEISS,  E  R 
Union   of    Concerned   Scientists        lp         22347   294 

— B403OB03&0   Foruards    two   ropt«>     "Bteam  Generator    Tube  Rupture   Procedure 
•t  Bortiele  NucHar-  Power   Station"    l>   "Natural    Circulation   fc 
Heat  Transfer  Tests    in   Doriiele   Nuclear    Power   Plant    " 
VAN   DAATSELAAR      Netherlands.     Oovt       of         S3 /OB/ 02        LAFLEUR.J   D 
Office    of    International    Programs,    Director.       lp        B2567   293 

— B4030S0364    "Steam  Generator   Tub!   Rupture  Procedure   at  Borssele  Nuclear 
Power   Station,  Implementation   of    Lessons   From   TMI,  DOEL   (• 
Oinna    " 
VAVB8IER,.  B        Netherlands,     Oovt      of        B3/O6/30        17 fp        23567-276 

— 6103060366    "Natural    Circulation  li   Heat  Transfer    Tests    In   Bortsele 
Nuclear  Power  Plant    " 
KALVERBOER.C        Netherlands     Oovt      of,       83/O7/11        ISpp        23367  312 

— 84D3OB03&D  Forward >    tiuo   repts,    "8t»«m  Oenerator    Tube  Ruptur»   Procedure 
at   Boriiele  Nuclaar   Pouior    Station"    tt   "Natural    Circulation  & 
Heat   Transfer  Tests    in    Borssele    Nuclear   Power   Plant    " 
VAN  DAATSELAAR      Netherlands,    Oovt      of,       03/08/02       LAFLEUR,J  D 
Office    of    International    Program*.,    Director         lp        22367'  B99 

— 8403080364    "Steam  Oeneretor   Tube   Rupture  Procedure   at   Borssele  Nuclear 
Pauer   Station.  Implementation   of    Legions    From  TMI,  DOEL   (. 
Binna    " 
VAV8SIER.  fl,       NBtherland*.     Oovt      of.       03/06/30         17pp        22367  E96 


— B4030BQ3B1    Notice    o-F    violation    from    insp    on    B30621-07SO 

*      Region    2,     Office    of    Director         3O-42S/B3-13         B3/10/I4        3pp 
32576    247        34X   FicftB     30-424,  B4/01/3K  8403QB0373 

— B4D300O394    IE    Insp    Repts    5O-424/B3-13   tc    30-42:3/83-13   on    S3O621-072O 
Violations  noted- Failure    to   implement    pipe    mpport   control 
documents    &  provid'e   appropriate    concretn    •tpantinn  anchor  !• 
structural    steel    acceptance   criteria 

BROHNLEEjV   L    ,     8AMDERS, H   F    ,    JACKSON,  L    H          Region   3,     Office   of 
Director         30-423/83-13         83/10/11         36pp          22S74  25B         24X 
Fichc     3O-424,  04/01  /31.  3403080373 

— B4030B0377   Forwards     IE    lnsp    Repts    30-424/33-13    b   30-42S/B3-13   on 
B30621-0720   b    notice    of    violation 

LEWISi  R    C         Division    of    Project    &   Rmtdent    Proorarat         03/10/14 
KELLEY.fl    J        Georgia    Power    Co         3pp,        22576    247         24X 
Fiche     30-424,  B4/0 1/31,  B4030B0372 


-B4O30a03Ql    Notic«    of    violation   from   imp    an    830621-0730 

»      Region    2.     Office    of    Director         SO-4B5/S3-13         B3/10/14. 
52976:249        24X    Flc  he:  30-434,  84/O1/31,  B4030BO37S 


3pp. 


— B4030B03B4    IE    Insp    R«pt>    30-424/83-13    t>    30-4S3/B3-13   on    B3O4.2I -0720 
VlolatianB   noted    failure    to    Implement   alpa    support   control 
documents   d  provide    appropriate   concrete    axpanilon  »nchop   & 
structural    steel    acceptance  criteria 

BROHNLEE,  V   L    ,     SANDERS.  U   F    ,    JACKSON, L   H         Region   3,     Office    of 
Director         30-425/83-13         B3/10/11         3App          33S76   252         B4X 
FichE- 30-424,  B4/01/31,  B4O3080372 

8403080373  Final    reaponie    to   FDIA  request    for    SECYi  83-32, 98B,  B38, 2H8A, 
240,346    t  361    to   lie    placed    in  PDR   Attachment    3   to  SECY-B3- 
SSB  ui/a  BSD  elated    encl    plated    in  PDR  Attachment    4   to 
8ECY-83-S2S   partially    withheld    (ref   FDIA  Eienptlon    5) 
FELTON,  J  M        Division    nf    Rules  and   Records         B4/02/17        QRABER.L   D 
NU3   Corp.        3pp         SSS&7   33O 


— 64030B03iA    "Natural    Circulation  ti    H»»t  TraniPer    Test*    in  Dorsaele 
Nuclear  Power  Plant." 
KALVERBOER.C        Netherlandi,    Oovt      of        B3/07/fl        IBpp        32967  312 

B403080363  FOIA  requeit   for   document*  re  BUR   Intergranular  Btrass 
Corrosion   Cracking   Otuneri    Oroup   meeting    on    or    about  B1103B 
HAFNER.B.       Buffolk   Nuclear    Study   Group,       83/11/24  Office    of 

Administration        lp        233B3   007.       B«  Fiehe    30-323,83/11/26, 

84030B0363, 

84030BO3&7   Responds    to   FQIA    request    for-   documents    re   BUR    Integranular 
Stresi   Corrotion   Cracking    Ouners   Oroup   meeting    on   or  about 
B1102S,  Foruardi   App    A   document*. Records   also    in    PDR 
FELTDN,  J.  M        Division    of   Rulee   and   R»cordi        64/02/28        HAFNER,  B 
Buffolk    Nuclear   Study    Oroup         2pp.       22383- DOB        24X 
Fiche.  30-OOO, 84/03/30,0403000367 

—0300090070  Advim*    th«t   Div    of  Llcenf-ing    respons-ible    for    developing 
plan    for    coordination    of    BUR   pipe    crack    activities  Revieui  & 
input    to    *ncl    prapoied    draft   of    activities    lict   requested    by 
B3O739 

CA8E.  E.  0,       Office    of   Nuclear  Reactor  Regulatian,    Director 
B3/O7/3B,       AFtLOTTOiO  A        Dlvltlon   of  Engineering   Technology 
JORDANiE  L        Division    of    Emergency    Preparedneia   t  Engineering 
Rttfpong*    <Poat  B301O3).       MATTSDH,  fi,       Divlilon    op  Systems 
Integration    (poet   B11009J.       3pp,       23983   01&. 

—8307210434   Requests    evaluation   of    Orand    Oulf   d   Shorihem  B30B17  h  S3 
responscm, respectively    re    Intergranular    stress    corrosion 
crachlttj)    In  BUR    piping.  Respond    requested    by    830916  W/o 
encl. 

EISENHUT.  D  Q        Dlvimion    of   Licinilng.       33/09/06,      VOLLMER,  R 
Division   of  Engineering.       lp       2B9B3.D1O,      24 X 
Fiche:  30-000,  84/02/20.  B4030B0367 

84030BO370  Appeal*  dinl«l   of  F01A  requeit  for   draft   IE  Insp   Repts 
BO-4K4/B3-13  t<   30-439/83-13. 

BONBY.  A  H.       Troutmam    Sanders.    Loc  kerman  t.  A»hmore        03/11/14 
Office   of   the  Extcutlve  Dlreetor   for  Operations.      2pp       2337*' B44 
S4X  Ft  chtJ  30-483.  83/11/14,8403000370. 

B4030e037B  R««pond>    to   appeal    re   denial    of   FOIA  request    for    draft    IE 
Imp   Rapt)    30-424/33-13  tc   90-433/B3-13.  Foruardi    documents 
FELTDNi  J.  M.       Division    of   Rule*  and    Record*.       04/01/31        DOMBY.A.H. 
Troutmam    Sanders,    Loekerman  fc  Aihmore,       lp        22576' 246.      24X 
Fiche:  90-424,84/01/31,  B4 0309 03 72 

— 84030H0377  Forwards    IE    Imp    Repts    30-484/8)3-13  h    90-429/83-13  on 
B3O621-O7BO  h  notice   of   violation. 

LEWIS,  R,C.       Div  la  ion   of   Project    ti  Resident    Programs        83/1O/M 
KELLEY,  R.  J.       Ot orals  Pouter   Co        2pp.       22S7&'  347.      S4X 
FlchB.  9O-424. B4/0 1 /31 1  B4O30B037S 


— 8301140173    Provides    responses    to   B212HO    (uestlon*    re   SECV-Ba-4B9, 
"Licensing    of   Gtuntights    Illuminated    by    Byproduct   rlatl    " 
DIRCKB^W   J       Office    of    the   Encutive    Director    For  Operations 
83/01/03         AHEARNE,  J   F         Commissioner!         3pp         32367    334 

— 04030BQ379    Requeit*    comments    on  whether    public    distribution    of 
illuminated   gunslghts   mould   contravene    ang    exlitlng    federal 
regulation   or   policy    ra    firearms   or   accesiarin   Reiponte 
reque«t»fl    by   8302 IB   H/o    B£CY-02-4a9 

MAL8CH,  M   O       Office    of    the   Qeneral   Cnumel         B3/O1/19        OLSON,  T  H 
Justice.     Dept       of          2p  p          22967   332 

— 04030B03B3   R«Epondi    to    Inquiry  re   NRC   revieui    of  policy    concerning 
licensing    op   gunsighti    11  luminatid  by  nuclear   byproduct 
matl    Contact  in/criminal    div  of  DOJ  b  FBI    may    provide    indght 
re    firearm    control     Info    deleted 

SHANKS.R.B        Justice,    Dept      of.       B3/O6/03         MALfiCH,  M   O        Office    of 
tJip   Oeneral    Counul          3pp         22967-337 

B403OS03B3   FQIA  requeit    for    27    documents   reftrencad    In  1973  EI8  re 
facilities   &   slmillar    environ   documents  List   &   news    articles 
enc  1. 

RVAN.J  A        Btrelch,     Lang^     Meiks  b  Cardan        Bt/Ol/17  Office   gf 

Adnnlniltratlon        7pp         S2981    171        24 X    Fiche-  30-338, B4/O1/17, 
3403050393 


B4030803BB    FDIA   request     for    documents    ri 
Townchip, Bucks  County, PA 
MILL, 8,       White  &   William!         84/02/13 
Administration         lp         22BB1    326 


landfill    located    in   MlddUtouin 
FELTQN. J        Office   of 


S403OB0390    Ro*ponds    to   FDIA   request    for   27   documents  rsforenceil    In    1973 
EIS  re    facilities   t-   ximlliar    environ  documsnti    Foruird*    App 
A   Doeum.nts    1-10  Documents    11    It  12  available    at   NTIS 
FELTON.J    M        Division    of    Rule*  and  Records,       04/02/13        RVAN.J  A 
Strafch,     Lang,    Ueelfi    tt  Cardan       2pp        2B3B1    1BO        24X 
Fiche   SO-5aa,B4/02/I3,B4030B03W 

— B 108270490  Submit i    Seoiciences  Branch  DEB    Input   Updated    (umrairy   of 
geologij    t<    leismalogy    section  FBAR  ul  1 1    be    included    In    BER. 
JACKSON, R   E       fitaiclences    Branch        81/08/14        MIRAGLIA.F 
Licensing    Brunch    3        Epp,       22381    IBS        Silt   Fiche   30-338,84/02/13, 
S4030BO39O 

— B4030B04OO  Di*cu«*ff»   revieui   of  tnvlron    rept    re    tran*mi**ion    lines 
trotting    Indian    reservations  Tribal    council    consent    should 
on    obtained    for   right-of-way   before    environ   rapt   published. 
Related    info   >ncl 

*      Interior.    Dept      of,     Bureau  of    Indian   Affairs        74/12/11 
REOANiM.H        Atomic    Enirgv    Commission    -  Deputy    Director    for   Reactor 
Projects         9pp          B23B1     1B4.       24X   Fiche    30-3BB.  84/03/13,  B4O30B0390 
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S403OBO4O4  Comment   on  DEB, per   7E0414    request   Statement    sameuihat    biased 
toward    project   More    detailed  maps    of    pipeline    &    transmission 
llnp   corridors    should    be    provided    in    final    statement 
DOFIEMUS.SO         Interior.     Bept       at          7915          75/O7/23         REQAN 
Division    of  Reactor   Licensing    (NRR-1975    only)         29pp         223B1    IB"? 
24X   Fiche    SO-32B,  Bfl/OH/13,  B403oa03«?a 


— B4030BO421    Request  a    assistance   In   addressing    improper    design   actlvltin 
re   use   of  U-bolts   tt   code    break    (code   boundary)    design,  per 
affidavit   re  allegation* 

BISHOP,  T  W        Division   of   Resident. Reactor  Project  &  Engineering 
Programs         63/11/2?         EISENHUT.D    0         Division    of   Licencing         ISpp 
22583   093         24X    Flche    30-273,  B4/03/OB.  S4O30S0403 


-B4030S04Q9   R-9OO-74-2 

"Qroundiiiater   Conditions    of    Lower   Baftsayampa-CHntennla 1    Area, 

Marlcopa   Countij.AZ    "    Related    Info    encl 

*      HaVBhharger    d   Associates         74/OA/30          B3pp          22581     519         24X 


94Q3Q8Q391    Responds    to   FOIA   request    for    Info   re    landfill    located    In 
Mlddletoiim    Touin-ah  if.  Buc  ks    County.  PA    Forwards   J  Ki-nncfnan 
B4OS07    Itr    to  Herman   Corp    W/o    end. 

FELTON.J  M        Division    of   Rules   and    Re-cords        Q4/O3/Q2         MILL, 8 
White    &  Williams         lp,       32501:327 

9403080393   Forwards    DL    Jensen    B30517    1  tr    to    H   Palladino    re    DOJ 
investigation  of    THI.  Document   subj    to   Voigt   S30326  FD1A 
request   &   B30919   appeal    Document    should    be    placed    in  PDH 
SWEENEY. M        Office   of    the    Ooneral    Counsel         B4/01/27        POOL, M  J        NRC 
-   No    Detailed    Affiliation    Oiven,         lp          Z23&7    384,        24X 
Flche    50-389, 84/01/27,8403080393 

— BqO3Q80423   Responds    to   B3D411    1  tr   re   Tttl-1    restart   &  DOJ    investigation 
Into   allegations   re    mjt    competence    Investigation   being 
pursued    diligently    but    uill    not    be    completed    by    requested 
date- 

JENSEN.  D   L         Justice,     D«p6       of          B3/OS/17          PALLADINO. N    J 
Commissioners        4pp         2B567- 335        24X   Flche    30-389,  B4/O1 /37, 
B4 03080393 

8403060398   Respond*    to    FQIA   request    for    info    on    nuclear    free  IB  NRC   has 
no    documents    subj    to    rrqueit    Sirggelts    that   DOD   be    contacted 
at    listed    addresi    far    in*i> 

FELTON, J  M        Division    of   Rules    and    Records         BI/Oa/BB.       ENOS,  B 
Affiliation   Not   Assigned         If        22 S 67. 361 

B4030B0401    FOIA  request    For    Info   re   nuclear    freete 

ENOS.B        AfPiltatlon    Not   AsBigned,       84/02/03  Office    of 

Administration         lp         S35ii7   342 

9403060-102  FOIA  request    For    Info    or    sources    of    info    re  nuclear  uiaate 
JONE3.F  H        Affiliation   Not   A«*lgreil        84/O2/14        FELTON.  J        Division 
of   Rules    and   Records         lp         22567:359 

B403030404    Respond*    to   FOIA    request    for    info   rs    nuclear  uaste  Foi-uards 
listed    documents  W/o    enc 1 s 

FELTONi-J   M         Division    of    Rules    and    Records          84/O2/23         JONES,  F    H 
Affiliation   Not  Assigned         If         23947  340 

9403080403   Further  response    60    FOIA    request    for    documents    rs    BER 
related    to   operation    of    facilities    Forward*   App   B    documents 
App    A  fc    B   documents    available    in  FDR  Review    of   regaining 
documents    sul J    to  request    in    progress 

FELTON-J  M        Divtfilon   of    Rules  and    Records.       B4/O3/O3        OARDE,  EJ    P 
Oovernment   Accountab i litg    Project.       4po         32333:073        S4X 
Fiche-  30-373.  M/Oa^OHi  B4O30B0403 


— B403OQD4C2  Forward  B    Input    on    Allegations    31    ti   52  Fuel    loading   addressed 
In  B31108  Memorandum  ti   Order  CLI-B3-27  No    significant    **fetu 
concerns   ma-bl    to    fuel    loading  tt  ppeerltical  Ity    testing 
warrant    continuation    or    suspenilon   of  activities 
BURNS,  S        Office    of    the   Executive  Legal    Director        CL I -93-37 
S3/12/Q7        KNI8HTON,  0        Office    of   Nuclear   Reactor  Regulation, 
Director         3pp         225B3    10B         24X    Fiche    90-273,84/03/02,3403080403 

— B4O30B0426  Forward i    safety    evaluations    for   Allegation!   B,  10>  11>  14,  13, 
14,  17,  27,  2B,  87,31.33.33,  38,  34,  53,  B5  &  B6  Licensee   approach 
far   determining    containment    stability   agalnxt    tilting 
acceptable 

VOLLMER.R  H        Division    of   Engineering        IEB-BO-11        B3/12/09 
E18EMHUTjD   O         Division    Of    Licensing         31pp         B23B3    132         24 X 
Flche    80-273,  B4/03/OH,  B40308M03 

— B4O30B0431    Forwards   BBER    input  re   Allegation  68  Programmatic    breakdown 
In  Pullman   Pouer   Products  OA  program  not    indicated    Installed 
hardware    safety    concerns   not   identified 

LIEBERMAN-J        Office   of    the   Executive  Legal    Director        B3/12/27 
EISENHUT.  D        Division   of   Licensing        4pp        22SB3'  143,       Z4X 
Fiche    30-373,84/03/02,  B4030BO403 

B4030B040B  FOIA   request    for    rapti   of    insp    carried    out  under    Condition    S 
of   Nuclear  Ensrgy    Liability    policies    for   facilities 
CALBDYAB,  C  D        Affiliation   Not  Assigned        84/02/07  Region    5, 

Office    of   Director         4pp          2H347   341.        H4X   Fiche-  30-OOO.  B4/02/O7i 
B4O30B040B 

B4030B0419  Responds    to  FDIA   request    for   repts    of    imp    carried    out   under 
Condition  3   to  Nuclear   Energy    Liability    policies    For 
facilities   NRC   does   not   have    repts 
FELTON,  J  M       Division   of  Rules  and    Records        B4/02/28        CALSOYAB,  C    D, 

Affiliation  Not  Assigned,       lp        22947  343        24 X 
Flche    5O-000.  Bf/03/22,  84O3080419 

B403O90004  Further   response    to   FQIA  request    for   all    1982   SECY   papers    to 
be   made    available   8ECY-8H-37  i.  SECY-BS-37A   placed    in  PDR 
FELTON,  J  N        Division   of   Rules   and   Records        84/02/23        WE  1 89, E  R 
Union   of  Concerned   Scientists        lp        22391    318. 

— BB03D5Q045   8ECY-B2-037 

Informs   of  receipt   of  Executive   Branch    final    draft  rept 

to  Congress    per   Section    401    of   Nuclear  Non-proliferation 

Act   of    197B   Rept   generally    accurate   No  areas    warrant 

Formal    NRC  Lomment 

D1RCKS.W  J        Office   of    the   Executive   Director    for  Operations. 

B2/OI/29        iOOpp        22991. 22O 

— B204 140230  BECY-B2-037A 

Informs   Commission   of   receipt   of    final   version    of  rept    to 
congress   re    Section   401    of   Nuclear  Nonprolif eratlon  Act 
DIRCKB.W  J        Office   of    the    Executive   Director    for  Operations 
B2/Q3/S9.        64  pp         52991.317. 


-0312230334   Forwards    reapono**     to    Allegations   7,9   &    4B,per    B31I3O 
reque  st 

SPEIS,  T  P  Division  of  Safety  Technology  B3/13/O9  KNISHTDN.  O 
OFMce  of  Nuclear  Reactor  Regulation,  Director.  ISpp.  22333:111 
24X  Fiche.  50-275,  04/03/02,8403080403 

-84t>30BO411   Forward*    response    to  Allegation  RV-83-A-OO34J  per  OH 
Knight  on   B31132  note   Temporarily    exempting    licensee    from 
maintaining    physical    sicuritu  &    safeguard*   -contingency 
plans    did   npt    increase    ri»*    of   radiolcjlcal    sabotage 
MCCQHKLE^O   H.       Power   Reactor   Safeguards    Licensing    Branch 
83/1E/O1         THOMAS,  C   0.       Btanrfard  i  ration    &  Special    Projects   Branch 
4pp          23583    077.        24X    Fiche,  50-275.  84/03/02,  94O3OB04O5 

-84D30BO4-17  Bfijbmi  t  i    response    to  Allegation  RV-S3-A-QQ34i  per  OW 
KnlgJiton  831103  nemo  Temporarily    exempting    licensee    From 
maintaining    physical    itcuritv  *"    safeguards    contingency    plans 
did   not    Increase    risk    of   radiological    sabotagie 
MCCOPKLE.C  U        Power  Reactor   Safeguards    Licensing   Branch 
B3/12/03        THOMAS,  C  0        Standard  i  latinn    &  Special    Projects  Branch 
3pp.       233B3   081.       24X   Fiche    SO-27S,  84/03/02.  84030B040B 


B103O90015  F01A   request    for    SECY-B3-443   to   be    placed    in   PDR 

BUCKLES,  R        NUB  Corp.       CD-I-IB-B3-098,       B4/01/24  DivUlon    of  Rules 

and    Records          lp         22592    311 

B403O90014  FOIA   request    far    documents   re    background   radiation    survey    at 
BNL. 
GROSSMAN,*        Island   Closeup    Neuis   Service,    Sag   Harbor,    NY        B4/02/13 

FELTDN      NRC  -   No   Detailed    Affiliation  Given        lp        3239Bi343 

9403090017  Responds    to  FDIA    requeit    for   SECY'B3-449   to   be    placed    in 
PDR  Foruiards   BECY-83-443  Document    alio    in  PER 

FELTON,  J  M        Division   of   Rule*   and   Records,       84/02/2B        BUCKLES,  R, 
NUB   Corp          lp.        EB59S;312, 

—  B403090019   8ECY-B3-443 

Responds    to    Commission   requett    for   human    factors    program 
plan   quarterly  repts   cited    in  Chi  Ik   830214   staff 
requirement!    memo 


D1RCKS.U 
B3/10/2B 


Office   of   the   Executive   Director    for  Operations. 
16pp         22392.  313 


-B4D30B043O  Forwards    respania    to  Allegation    RV-B3-A-0034.  per  OM  Knighton 
BH11E2  note   Temporarily    enenptinn    licensee    from  maintaining 
physical    security    fc  «e.f  egiiarifi    conttngencU    plans    did    not 
increase  risk    of  radiological    sabotage 

BURNETT.R  F.       Division    of   Safeguards        S3/12/OB.       EISENHUT,  D  O. 
Division   of   Licensing.       3pp        22SB3  OB4        34X  Fiche    50-273, 
B4/03/OK,  B4030B0403 


B403D90Q1B  Responds    to  FOIA  request    far   documents  re    BNL   background 
radiation    survey  DOE  preparing  Shore  ham  fc  BNL    site   repts, 
Uhen   prlnted'Bhor'eham  rept   will    be   available    from  NRC   fc   BNU 
rept  will    te  available    from  DOE 

FELTON,  J  M  Division  of  Rules  and  Records  84/03/03,  OR08BMAN,K 
Island  Clo*eup  Neus  Service,  Sag  Harbor,  NY.  lp.  22392:344.  24X 
Fie  he:  5O-322-  84/03/02,6403090013 
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B403090020  FOIA  request    for    Nov   I9B3   document    re    resolution    op  Generic 
Iisue    5Oi     "Reactor   Venal    Lavil    Instrumental ion    In   DUfla,  " 
CHAPMAN.N.0        Bechtel    Corp         B4/O2/01        FELTON.  J  M       Division   of 
Rutei   and   Record*        Ip        32392  340 

B4O3090021    Respond*    to   FOIA   request    For   documents    proposing    resolution 
of   Generic    Issue    5O.     "Rea-ctor   Venel    Level    Instrumentation 
In   BHRs.  "   Document*    ontlr*lg    withheld    Cref   FOIA 
Exemption    9) 

FELTONiJ   M         Civilian    of    Rule*    and    Record*         B 4/03/02         CHAPMAN, N   0 
Bechtel    Corp        Zpp         22972  341 

B4O 3 090027  FQIA  request    For    record!    re    1777   Nuclear   Bvc*   Carp    audit   of 
Pullman   Power   Product*, 

REYNOLDS,  J        Center    Par   Laui    In   the  Public    Interest        S4/Q1/3Q 
Office    of  Administration,       Zpp        22992  33?        24X 
Fiche. 90-975,84/01/30,8403090027 

8403090028  Partial   reiponie    to    FOIA  request    For   records   re    1977  Nuclvar 
Sves   Corp   audit   at  Pullman  Power   Product*    Document*  entirely 
withheld    (ref  FOIA  Exemption    S).Ftevleui  of   remaining 
documents    iubj    to  request    in    progress 

FELTON.J  H        Civilian    of   Rulei   and   Record*         B4/O3/Q1        REYNOLDS,  J 
Center    for   Lau   In    tha   Public    Intareit        2pp.       88392  331         24X 
Fiche: 90-279,84/03/01,  B40309O02B 


B4033BOOBQ  Partial   response    to  FOIA  request    for    seven  categories   of 
document*    Forward*    App   A   documents   responsive    to    Items    1,2. 
3,  4   i<   7    OF   request    NUREQ-O396,     "NRC   Practice    t,   Procedures 
Manual,"    presently    being    updated 

FELTON,  J  M       Division   of   Rules  and   Records        64/01/17        HIATT.S 
Ohio   Cltliens    For   Responsible   Energy        3pp        23SOB  244 

— B1072001O4  Responds    to   NRC  request    For    legality   op  providing    free 
transcripts    oF  -ad judi Gatory    proceeding*  NRC  maij    use    funds 
appropriated    by    Energy    fc  Water-   Development    Appropriation 
Act    1981    to  provide    fret   hearing    transcript    to   all  partial 
VAN  CLEVE.H  D        General    Accounting   Office        B-2009BS        61/03/11 
Commi  ssioners         4pp          32908   244 

— 84Q32BOOB1    Discusses    costs   of    intervention   !>    legal    authority    to  provide 
financial    assistance    to    intervenors    in  NRC    proceedings 
KELLER, R   F        Oeneral    Accounting   Office        74/02/19  General 

Accounting    Office          lipp         25908   246 

8403280163   Secon*    partial    response   to  FOIA  requ-eat    for  document*  re 
NRC    internal    procedures    or  guidance   for  evaluating   IIBUI 
generic    requirements    Forwards   App   A  document    App    B  document* 
available    In  PDR,  Search    For   addl    document!   continuing 
FELTON.  J    H        Division    Of    Rules   and    Records         84/03/17         HE  I  S3,  E   R 
Union  of   Concerned    Scientist*        3pp        23789-391 


84O309D032  Final    re»pon*e    tc  FOIA  request   for    Five   categories    of 
document*   re    facility,  Foruardi   addl    document*    lilted   on  App 
A. 

FECTON-J  M        Dlviilon    of   Rules   and   Record!        84/03/02,       LYQN,  V  F 
Luotl   It  Kuri        2pp        22992,333        34X  Fiche  .  3O-3B.S,  84/03/02,  B403O90032 

— 8403090038  Liiti    areai    of    concern    at    facility    requiring    InvoitigatioR, 

Ebacco   Ic   utU    FailBd    to    address    Ii  roiolve  dvficlenciei 

Identified    by   many    pereonneli including    OA  documentation 
revieueri. 

M      Louillana  Pouer    b  Light    Co        B4/03/O2.  WRC   -  No   Detailed 

Affiliation    Dlven         2pp.        2E372.336.        24X  Flche    9O-3SH,  B4/03/02, 
B403O90032. 

6403560116  FOIA  requeit    for    five   categortei    of    document*    re    Facilities 
BARNEB.C        Affiliation  Not  A«iiant<l        83/12/02,       FELTON.  J  M 
DlvUlon   of   Rules   and   Record!        Ip        2371,3  333 

B4O3260123  Partial   reiponie    to    FOIA   request    for    Five    categories    of 
docunenti   re   Kerr-McQie   Oil    Industrie*. Inc    Forwards 
docunenti    listed    on    app.RcvlBU  of    addl    document*    subj    to 
request   continuing, 

FELTON.J.M        Dtvilion   OF    RulB*  and    Record*        84/03/02        BARNES,  C, 
Affiliation  Not  Asilgned       2pp       22763  334, 

— B403260129  Rept*   660207   enploilon    due    to    accumulation   of    hydrogen   gas. 
killing    operator   t>    Injuring    two    other   employees.  Operation    of 
thorium  proceis    line   terminated 

WULLEft,  0,  E.       Kerr-McOee    Corp.       66/03/03        PRICE.ER        Atomic    Energu 
Commi  ellon         2pp          2E763. 336 

— B4O32&013&  Foruiardi    Inveitlgation    rept   re    660207   exploeion   »t   facility 
LiceniBB   evaluation   of    haiairdi    involved    In    processing    source 
natl    should    be   reviewed.  W/o    stated    end*. 

DUBINBKI.L.        Atoeilc   Energy    Commission        66/OB/02        PACE.  R   0 
Atonic   Energy   Commission        4pp         83763   340 

— 84O3360141    Confirm*    that   Enforcement   Branch    uill    not  communicate 
w/llceniee   r*    compliance    investigation    rept    concerning 
•Iploiion    on  660207, No    items   of    noncomp I iance    noted    during 
Investigation 

PAOE,  R,0,      Atomic   Energy  Commlsilun       66/09/17  Atonic   Energy 

Commission         Ip        32763:344 

— 84O326D14B  Foruiard*   Region    IV  6607B9   memo    re    reiult*  of    survey    of 
licensee    facility    't   CuihingiOK.  Licensee   measurements.  »* 
reported    in  660609    Itr,  eub«tantiatfld    by    RejioTi    IV  findings 
ROY.  U       Atomic  Energy   Commiision,      66/08/08       NUSBBAUHEfi,  D  A 
Atonic    Energy   Commission,        Ip        22763  349, 

— 8403260193  Discusses    certification    of  &6O426   rept  re   disposition  of 
BNH.per  0  Waller  660602   to  Icon   Rept  should    indicate   that 
contamination    limits   met    in   order    for  Commission    to 
•uthorlie   tran*fer    of    facility. 

WSSBAUMER,  D  A        Atomic    Energy    Commission.       66/06/10        LAMBERTUS,  H 
Kerr-McOee  Corp.      2pp        23763:  34 B. 

— B40326019B  Confirms    660207  chemical    eiplotion   at   Cu*hlng,DK    thorium 
processing    plant,  p*r  66D207   telcon    Investigation    complete 
LAMBEHTUB.H.       K»rr-HcO*B  Corp,       66/02/OB        WALKER, N   I.       Atomic 
Energy    Commiision.       3pp.       82763.392 

B4O32B0076  FOIA  request   for    seven   categories    of    documents 

HIATT.S   L        Ohio  Citlien*    for  Responsible    Energy.       83/11/30 
FELTQN.J.M.       Division   of   Rul*»  and    Record*         Ip,       2290B:  343, 


— 8312150232  Outline*    formal    NRR  procedures    to    ensure  timely    feedback    & 
closure    on  CROR   reviews    of    generic    issues    developed    by   NRR 
Director's   ofc   mill    distribute  meeting  minutes    to  dlv 
directors 

DENTQN.H  R        Office    op  Nuclear  Reactor  Regulation.    Director 
83/12/06        EISENHUT.D,  0.        Division    of   Licencing         Epp         227B9.399 

B4Q32B01&&  FOIA  request    for    radiation   source   or    device  reglitration 
certificates    Issued    to   JL   Sheperd   i>  AGSOC    ti   Alphd    Omega   h 
application    for   device    registration   from  JL   Bheperd 

HAMMITT.  H,  A       FOI    Services        34&9        B4/02/07        FELTON,  J  M        Division 
of   Rules    and   Record*         Ip.      33BO7  E03 

B4032B0167  Respond*    to    FOIA   requeit    for   radiation   source   or    device 
registration   certificates    Issued    to  JL  Shepird   &  AIBOC   h 
Alpha  Omega   Forwards    certificate's   Application    for    device 
registration  available    from  State    of  CA  Dept    of  Health   Bve  * 
FELTON,  J   M        Division    oP   Rules    and    Records         B4/OH/S2         HAMMITT.M  A 
FOI    8ei-Vit»»         Ip.        22B07:204 

— B4032BO17O  Regi*try    at   radioactive    sealed    source*    &  device i, safety 
evaluation   of    calibrator  mfg   by   JL  Bheperd    b  Avsoc   using 
13,  BOOmCi   C»-137    in   Mark    IV  TL   dp*imeter    irrediator 
«      NFiC    -   No   Detailed    Affiliation    Olven         CA99SD1055         BO/09/O7 
3pp.       22907  305. 

— B4O33BO174  Registry    of   radioactive    sealed    »ourcei    t,  device  s,  safety 
"valuation  of   instrument  calibrator  d  gamma    IrTadUtor  mfg 
by   JL    SheperiF   t<  Asaoc    uiing   various    sealed    source  model 
designations    containing    300  Ci    Cs-137  t,  33   Cl   Co-60 
*      NFIC    -  No  Detailsd    Affiliation   Oiven       CA39BD106U        BO/06/23 
4pp.       22Q07  HOB. 

— B4032BO177  Amended    registry    of  radioactive    sealed    sources    ti  device*, 
safety    evaluation    of    instrument   calibrator    &  gamma 
irradiator  mfg   by    JL  Sheperd   ti  Assoc    uilng    various  sealed 
source    model    designations   containing  Cs-137   &  Co-60 
»     NUC    -  No  DetailBd   Affiliation  Olven        CA99BD107U        83/01/31 
4pp.        22Q07   312 

— B403Sa01S2  Amended    rsglitry    of  radioactive    B  Baled    sources    tc  devices, 
safety    evaluation    of    callbr  range  mfg  by   JL  Sheperd   *c  As*oc 
using    sources    In    78   or   2S    series   calibrators   containing 
440  Cl    Cs-137 

»     NRC   -  No  Betallod    Affiliation   Oiven        CAB9BDIOBU        B3/01/31 
3pp         22B07-316, 

— B4032B01B5  Regi«try    of   radioactive    sealed    sources    h  device*,  safety 
evaluation   of   neutron    detector   calibrator   mfg    by  JL  Sheperd 
b  AISPC    utlng    Monsanto   27E3B  -  E5D,2727B  k  2769    containing 
Pu-S38/Be, Am-241/Be    h   Cf-292 

N     NRC    -  Nn   Detailed    Affiliation  Oiven        CA99BD109U        BO/10/06 
3pp          22807:919. 

— B4032BOIBB  Registry    of   radioactive    sealed    sources    tc  device*,  safety 
evaluation   of    portable    calibrator  mfg   by  JL  Bheperd   b  ASBOC 
using    Industrial    Reactor  Lab  Serle*   2,3M  Co   4P6E  h  Isotope 
Products  Lab    193    containing    390  mCl   Cs-137 

WDNO,0   J       NRC  -  No   Detailed  Affiliation  Otven,       CA97BD1 103 
B 1/06/29,       Sup        23607.  222 

— 8403SBO191    RegtBt-rv    of   radioactive   sealed    sourc»s    d  deviiBs,  safety 
evaluation   nf   gamma    irradiator   mfg    by  JL  Shepe-rd   !<  Atsoc 
using   JL  ahepord   &  ABBOC  Model   7B10  ti  Oamma   Industrie*  Type 
VDHP    <AN3!   4651&)    containing  4.011   Ci   Co-iO. 

ECKDERO,  S  R.       NJ1C    -  No    Detallad   Affiliation   Olven       CA978D113S, 
83/07/21        6pp        22307   227 
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— 34032BOI97   Registry    of    radioactive    sealed    sour-ces   !<    devices. safety 
evaluation    of   dosimeter    cali&rator   mFg    by    JL    Sheperd    S.  Asset 
UEing    Isotope   Reactor   Lab    Series    3, Isotope   Products   Lab 
HDidel     225   i.   3M    Co    Model     4FiE    containing    25   mC  i    Cs-137 
HONG, 0         NHC    -   Ma    DetaiSed    Affiliation   Given         CA59BD112S 
QB/12/Oa         fipp          22B07    333 


-8403H90Q1B  Forwards   Surveillance   &  Nolle   Diagnostics  Program  Planning 
760607   moating  minutes 

FARMER,  M   S         NRC    -   No    Detailed    Affiliation    Oiven         79/O6/H6 
BROWN, E  ,     JABBDUR.K        NRC    -  No   Detailed   Affiliation    Oiven 
HENDERSON.  J        Off  lea   of    Inspection   h  Enforcement,    Office    of    the  . 
Director        S&pp        52816    14S 


0-103380311    FD1A    request     For    documents    re     Pali i flea tion    of    GA/GC    records 
by    M  Annas    at    facility 

BELL.N         Nuclear     Information    fcResourCB    Service         B4/01/OB  Office 

•of   Admlniitration         2pp          22795   326         34X    Ficfie    30-4B2.  S4/Q1/O5, 
B4032HO21J 

B403SHD21(j   Partial    response    to    FOIA    request    for    document!     re 
falai Fleatlon   of  Ofl/QC   records   bg    M   Annas    at    facility 
Forwards    App    A   documents    Documentation    also    available   in 
PDFI 

F ELTON i  -J  M  Division  of  Rules  and  Records  94/03/07  SELL, H 
Nuclear  Information  f<  Resource  Service  2pp  33799  32B  24X 
Fithe  00-462,84/03/07,3403200316 

— B4033BOaS5  Discussea   review    of   closed   d    open    filea   re    alleged 
Falsification   of     traveler    record!    A   Gauthief    "spread     sheet" 
fchous    Files    93-10    It  BH-J3   as    closed   fc    assigned    tn 
J  Sinclair    Region    IV   had    nothing    in    files. 
BDWEftS.  H         Office    of    Inspector   &    Auditor          03/03/14         CUMM1NGS,  J   J 

Offiie    o*    Inspector    &    Auditor          lp          22799   33O         24X 
F  i  chi!     3Q-4B2.  04/03/07.  a4032BO31<b 

— 840323032?  Forwards    IE    investigation  rept    re    facility. per    telcon 
request    W/o    end. 

CUMMINBB.  J   J         Office    of    Inspector    !i   Auditor          B2/Q1/12 
WQHR I  SSETTEj  K         Justice,     Deo  t       of          1 p          32799    331          24X 
Flclic    SO-4S3,  34/03/07.  9403260316 

— B4O32B0235   Responds     to    Region     IV   B1O7S2    &    IE    911016   memos.    re    Improper 
duplication   of   safety-related    pipe   hanger    DOJ   corvtactatf   b 
advised    that    no    objection    raised    to    IE    issuing    investigation 
rept 

BCHMr-QELEN.  A         Office    of     Inspector    &   Autfltor          B1/I2/S3 
TIICfMCBDN,  a        EnForiement    !•    Invest  i  gation    Staff    (Pre   BH030U         lp 
SSIIt   33?         2-1X    FKhs    50-482,  S1/03/07«  B4032B0216 


-8 4032900 t 4  Draft  2   to    safety    guide.     "RCPD  Leakage   Detection   8g*    " 

*  Atomic    Energy    Commission        73/01/15        llpp        E2Q17   012 

-3403390016  Forwards   Draft    1    to  731219  proposed    cafvtu    guld*    entitled. 
"RCPB   Leakage    Detection    SIJB    "    H/o    »ncl 

ROOER3-L        Atomic   Energy    Comtnlsiion  -  Directorate   of   Regulatory 
Standards        73/13/20        FHALEY.  R   F        Atomic    Energy   Commil* I on.       lp 
23317   023 

-9403990018  Nntlflcation   of   730110   melting   u/ACRS  Subcommittee    on  Safttu 
Quldei    In  Washington. DC    to    disc  linn   Draft    1    of   721219 
proposed   reg    guides  r*    RCPB    leakag*   detection    «ys 

AR LOT TO.  0  A        Atomic   Energy   Commission  -  Directorate    of   Regulatory 
Standards        73/01/04        RQOER8.L        Atomic    Energy    Commlnion   - 
Directorate   of  Regulatory    Standard*        tp        22817  024 

-8403290030  Discusses    draft    safety    guide   n   RCPB    leakage    detection   tyi 
Editorial    changes    cuggested 

PORBE.L  Atomic  Energy  Commission  -  Directorate  of  Regulatory 
Standards  72/12/04,  ARLOTTO,  0  A  Atomic  Energy  Comfliinion, 
4pp  3E017'025, 

-8-403290021    Task    II    B,  Draft  3   to  proposed   rule    requiring    inertlitg   of 
Hark    I    &   II    containment    »tructures   &   hydrogen    control 
measures    to   deal    u/accident   condition*    Involving    large 
amounts    of   hydrogen    generation    in   BWR   containment  v»*i*l* 

*  me  -  No  Detailed   Affiliation   Oiven        SO/03/09        12pp. 
230 16  2O1 

-B403290QS2  Summariies    comments   on    »oi*mic    qualification    for    leakage 
detection    Instrument*   h    equipment 

POF?5E.L        Atomic   Energy    Comminlon   -  Directorate    of  Regulatory 
Standards        72/11/10        ARLOTTO,  0   A        Atomic    Energy  ComMlnion 
opp        32817,059 


—  B4032B024O    Discusses     improper    duplication    op    safety-related    pipe 

hanger    K   Morri  ssettc,  DDJ.  a  pprl  aed    on   0112OB    of    contents    of 
ReHlon    IV    investigation    rept    re    fabrication    of    safety- 
related    pipe    hanger   DDJ   had    no    Qbjucttnni    to    rept    issuance 
3]WCLAIR<JH         Dffice    of     Inspector    !.   Auditor          B1/I2/H3  Office 

of    Inspector   &  Auditor         lp        22799  333        SIX    Fiche    30-482. 
94/03/07,3403200216 

B403E9000-2  Final    response    to   F01A  request    for    four    categories    of 
documents.  teats.  studies    t>   analyses    referencing    nr   pertaining 
to    HUnCO-OlO3,     "BIS    for    QtU    PWR    "    App    A    documents    enc  1 
FELTQN.J  M        Division   a  F  Rules   and    Records         B4/OI/13        MADDEN.  T  J 
Kay  I;-     itholor,     Fierman,     IHay  a    t.   Handler          6pp          22B16    137          24X 
Fiihe    DO~OOO,B'1/01/13,B4O3290002 

—  B4O3P7O004    Eppech     entitled     "RCPB    Leakage    Detection    Sy  s    " 

POMERQY.D   (.        Atomic    -Energu   CommisEi  nn.     Di  I-EC  to-rats    of   Regulatory 
Operations          B4/-O1/13          5pp          22B17    003         24X    Fiche    5O-OOO, 
Bfl/OJ/13..B'10D290002 

—  3403290006   DltcussEs    730119   Draft   3   of    proposed    safety    guide   entitled. 

"fJCPD    Leakage   Detection    Sy  s    " 

ROGLHS.  L        Atomic    Energy    Commission  -   Directorate  of   Regulatory 
Standards        73/01  /17        SHAW.  M        Atomic    Energy    Cnmmt  ss  ion         lp 
OOB 


S4032'30007  ForuiardE    draft    safEty    guide    re    leakage    detection    sys    Oulde 
suitable    For    publication 

PAWLJCHI.S  8        Atomic    Energi)   Cowmiasion    -  Directorate    of   Regulatory 
Standards         73/Q3/16        MINOGUG,  R         Atomic    Energy    CctmmiiBlon    - 
Circe  coratd    of  Regulatory    Standards         lp        BH816    135 

B403?90DQ?  Discusses    Reg    Outde    1    43    re   RCPB    leakage    detection    sys    b 
rept    on    leakage    observed    at    plant    in   Germany 

PORBb.L         Atomic    Energy    Commission    -   Directorate    of   Rngulatory 
Standards         73/O3/17        MURLEY,  T  E        Atomic    Energy    Commission         lp 
22B17    009 

8403290010   Draft    safety    guide.     "RCPD    Leakage   Detection    " 
»      Atomic    Energy    Commission        73/03/15        9pp         SSBlii    J3&, 

ai032?0011    ReqtiBSts    comments    on    encl    Draft   S   of    safety    B«Jide  re    RCPB 
leakage    detection    sijs    by    73011? 

ponSE.L        Atomic    Energy    Commission.       73/01/IB         PAHLICK1  .  S  a.  . 
KLECKER.  R    W   .    HAASS,  W  P        Atomic    Energy    Commission        2pp 
H3OIV    f>IO 


-840329O023  Foruarils    ballot    change   re    ISA   draft   Btd  67  03,  Rev  N, 
"Std    fur  Light   Mater   Pouer   RCPB   Leak    Detection    " 

UENZ1NOER.EC        Office    of   Standard*   Development.  Director, 

BO/12/10  Instrument    Society    of   America         lp  E2B16' 213 

-B40329O024  Requests    assistance    in    reviewing    draft    safety    gutdei 
"Leakage  Detection  Sys,  " 

HINOCUErR.B        Atomic    Energy    Commltclon  -  Directorate    of   Regulatory 
Standard*        73/09/28        HANAUER.8H.    KRUESI.F,  E,    HENDRIX.JM 
Atomic   Energy    Commission         lp        22B17'O39, 

-8103290023  Forward H    positive    ballot   re    draft   Std    67  03,  R*v   N.     "Btd 
for    Light   Water  Pouer   RCPH    Leak    Detection    " 
WENZJNOER,  E  C        Office    of    Standard*   Development,    Director 
BO/11/03  Instrument    Society    of  America         lp.       22B1A.  814. 

-B40329002B;  Discusses    proposed    safety    guide.     "RCPB   Leakage    Detection   " 
Comment*   !<   decision   on   uhethcr    to    proceed   u/gulde  requested 
PORBE, L        Atomic    Energy    Commission  ~   Dirictorate    of   Regulatory 
Standards        72/04/23        ARLOTTO. 0   A        Atomic    Energy   Cammi ition 
2pp         22B17  036 

-B403S90031   Advisee    that    draft    safety    guide    forwarded    to    S   Pawllckl, 
R   Kleck&r  k  D  Fomeroy    to    enlist    preliminary    comment*    prior 
to    formal    request    for   review  t<   comment*, 

PORSE.L        Atomic    Energy    Commission   -  Directorate    of   Regulatory 
Standards        72/09/25  Atomic    Energy   Commliiion  -   Directorate    of 

Regulatory    Standards         lp         Z2B17   033 

'-8403S9O034   DlBcu**e*  R*g    Oulde    1    43.  ISA  dr»ft   Std    867.03  li   ANSI    draft 
Std    M  41    SI    Suggested    item*    clarifying   rig    guidt    lifted. 
MCQUEEN,  M  H        Affiliation   Not  Asiignvd        79/O7/B3  Atonic   Enemy 

Comnlcsion    -  Directorate    of  Regulatory   Standard*.       19pp, 
22B17   039 

— 6403390035  Request*    comment*    re  ,18 A    draft   Std    67   03,  RBV  N>     "Btd    for 
Light   H*ter   Power   RCPB   Leak    De'tectton.  "   Reiponie    rtqueited 
by    9O1001   Related    documents    end. 

MORRISON, M  ft        Aaiiitant   Director    for  Seneral    Engin*«ring 
Standard*        SO/OB/SS        MURLEV,  T  E,       Office   of   Nuclear   Regulatory 
Ret.* arch,     Director        rlOBELEY.N  C        Division   of  Reactor   Operation! 
Inspections       THORNHUfiO-H  D       Dlviilon  of  Reactor  Conttruction 
Inspc-ction        BHpP        32816   220 

— S403270034   Discuasts   rev    to    Reg   Oulde    1    49  re   RCPB    leakage    detection 
«ys 

PORSE.L  NRC  -  No  Detailed  Affiliation  Oiven,  79/02/26. 
ANDERSON,  W  F  NRC  -  No  Detailed  Affiliation  Oiv»n,  4po, 
23817  OS4 
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-S4O329O040    Discusses    RBV     1     to    Reg    Guide    1     45.      "RCPB   Leak    Detection 
Bys    "    Decision    to    revise    reg    guide   not    yet   made 
PO.RSE,  L        Atomic    Energy    Commission  —  Directorate    of   Regulatory 
Standards        71/10/07  Atomic    Energy    Commission  -   Directorate    of 

Regulatory    Standard!         Ip         23814   3Q2 


— B4O3290063    Discusses    comments    on    reg    guide    re    flCPB    leakage     detection 
sys 

POJJBC.L         Atomic    Energy    Commission   -   Directorate    of   Regulatory 
Standards         73/Q4/04         N1CHMAN.K    R         Atomic    Energy    Commission         Ip 
2331*    334 


-B4O329O041    Forwards     ISA    draft    Std    B67    03, Rov   K(ll)    t<   ballot    nn    std 
Re-commends    867  03    be    adopted    as    replacement    far   Reg    guide 
1    -15 

RdSZTQCZY, 2    R         Analysis    Branch          79/O1/19         TEDESCQ,  R    L 
Assistant    Director    for    Reactor    Safety          172pp          22917    05B 

-H4Q3290O44   Discusses    study    of    primary    sys  leakage    detection   monitors 
Related    info    end 

FAIHTlLEiM   D         Atomic    Energy    Commission  71/09/10         PAMLICKI,E 

Atomic    Energy    Commission         96pp          22817  230 

-84O329O043   Discusses    0    Reed    730301     Itr    to    O   Arlotto   re    RCPB    leakage 
detection    sys   Method    far    detecting    slow  departure   from 
normal    Indications    of    leakage    detection    ays    provided    in    util 
monitoring    charts 

PQRSEi L        Atomic    Energy    Commission   -   Directorate   of   Regulatory 
Standard*,        73/03/O9         WICHMAN.K         Atomic    Energy    Commission         2pp 
BEBli,    303         24X    Flehe    3O-QOO, 94/O1 /13.  B4O32900O3 


— S4O3a9OOfa3    Comments    on    guides    reviewed     in   Feb  by    ACRS   Subcommittee    nn 

Leakage    Detection    Sya    t,   Loading    Combination  Secondary 

effects    (thermal  >    from    transients    may    cauae  valve    body 
distortion   l<    impair    nperabllity 

W1CHMAN.K   R        Atomic   Energy   Commission   -   Directorate   of   Regulatory 

Standards         73/O3/2O         ARLDTTO.  G   A         Atomic  Energy   Commission 
2pp         2S816   335 

— B403390O6.8   Lists    proposed    reg    guides    that   Engineering    Slds    Branch    plans 
to    submit     to    ACRS    Safety    Guide    Subcommittee    for 
consideration   at    Feb   meeting 

AflLOTTQ.  G   A        Atomic    Energy   Commission   -    Directorate   of   Regulatory 
Standards         73/O1 /24         DUflN9,W         ACRS   -   Advisory    Committee    on 
Reactor    Safeguards         Ip          22816   337 

— B1O3270O70   Narked-up    Draft    2   to   safety    guide.     "RCPO  Leakage    Detection 
ays    " 
•      Atomic    Energv     Commission         73/12/36         l^PP         22Bli    33H 


-8403290016  Submits    proposed    response    to   BH    Bush    73O31O    comments   nn 
guides    reviewed    at   ACRS   Subcommittee    on   Leakage   Detection 
9ys    &   Loading    Comb  I  nations    Feb    1973  meeting 

WICHMAN.K   R,       Atomic    Energy    Commission   -    Directorate    of    Regulatory 
Standards        73/03/20        W1CHMAN,  R   R        Atomic    Energy  Commission   - 
Directorate    of  Regulatory    Standards        4pp         S3B17  326 

-S4Q329QOflB  Notifies    of    ANSI -N274    committee    meeting    to    include 
•requirements    of   App    J    in    ANSI    Std    N43  4   Related    info    enc 1 
ARLOTTOiQ  A        Atomic    Energy    Commission   ~    Directorate    of    Regulatory 
Standards        74/04/1B        TEDESCO, R    L        Atomic    Energy  Commission. 
Directorate    of   Licensing         MACCAflY.H   R        Atomic    Energy    Commission. 
Deputy    Director    for   Technical   Revieu    (Pre-1975)        QRIER,  B  H 
Atomic    Energy   Commission.     Directorate    of    Regulatory   Operations 
4pp          22B16   3O9 

-B4O329O049  Forwards    Info    describing    RCS    leakage   monitor  ing.  Related    info 
end 

REED,  0  A  Wisconsin  Electric  Power  Co  73/03/01  ARLOTTO,  G 
Atomic  Energy  Commission  -  Directorate  of  Regulatory  Standards 
4Op.p.  B2B17  330  24X  Fiche  50-000,84/01/13,3403390003 

-8403290031    Forwards    FR    notice   of    issuance   !•   availability    of    six    reg 
guide*    classified    as    power    r-eactor   guides 

ROGERS, L        Atomic    Energy   Commission   -  Directorate  of    Regulatory 
Standard!        73/05/21         KARABjF   W        Atomic    Energy    Commission         Ip 
22S1&    313 


— 8403290073   Forwards    Draft    1     to    proposed    safety    guide    entitled, 
"RCPB    Leakage    Detection    Sys,  "    dtd    731219 

HOQCRBi  L        Atnmic    Energy    Commission  -  Directorate    of  Regulatory 
Standards         72/1S/2O         Fff  ALEV.  R    F         NRC   -    No    Detailed    Affiliation 
Qiven          Ip         22016    332 

— 8403390075   Draft   1     to    safety    guide,     "RCPB  Leakage   Detection   Sys    " 
*      Atomic     Energy     Cdfnmi  ssion         73/1  a/ 19         12pp         22316    393 

B403290334   FQ1A  reiiuast    far    contrait   !,  mods   resulting    from   RFP 

Rs-REs-sa-oaa 

DAVIS.  K    L          Trammel  1,     Chase.     Lambert    &   Hartindale         B4/O2/ 1 4 
Office    of    Administration         Ip        B3BIB  373 

840327033B  Responds    to   F01A   request    for   contract    i  mods   resulting 
from   RFP   RS-RES-83-O23   Foriuards    documents    listed    on    app 
DocumentE    also   available-    In    PDR 

FELTDN.J   M         Division    of    Rules   and    Records         H1/03/03         DAVIS, K   L 
Trammel  !•    Chane,    Lainbert    &   Martlndale        Spp         32018274 

— 8403290312    Advises    that    contract    performance    may    eiceed    current 
Funding. per  Mod    13    to   Contract   NRC-04-82-1O2   ENSA   unable    to 
obtain    firm  price    For    disposal    of    raduiaste 

HAASB.  M          Affiliation    Not    Assigned         NRC-Q4-S3-Q13        B4/O2/14 
GUSTAVE.R         NRC    -    No   Detailed   Affiliation    Given         Ip          22B1S   276 


-S 4032900 32  Forwards    listed    info   re    NUTEC  moisture    leak    detection    ays 
Sys    application*    considered    at    various    facilities    include 
piping    of   ECCS  &   welds    of    main    a  team    lines 

TELLOCK.H   C         Nutec,      Inc          7H/O7/14         PQRSE, L         Atomic    Energy 
Commission   -   Directorate    of  Regulatory   Standards        229pp 
H2B1B-OOB, 


-B403370343    Ltr    Contract    NRC-O4-B4-1O2,     "Structural     Integrity    of   LWR 
Boundary    Components   -    II."    awarded    to  Matla    Engineering 
As  soc ,  Inc 
MORTON. K    V        Technical    Assistance   Contracts    Branch        NHC- 04-84- 10E 

Q4/Oa/10        GREENBLATT.tl        Materials    Engineering   Associates,     Inc 
77pp         22BIQ   279 


-9403290094  Notice    of    icsuance   &  availability    of    sii   reg    guides, 
Including    Reg    Guides    1    43    re    stainless    steel    weld   cladding 
of    low  alloy    steel    components   lc    1    44    re    control    h  use    of 
•  en si tlied    stainless    steel 

RDOERB. L        Atomic    Energy   Commission   -  Directorate   of    Regulatory 
Standard!       73/03/18        5pp        22B16  314 


B4O3290341    RosponBs    to   FOIA   request    for   records    re    facility    Ltr   dtd 
840117    failed    to  meet    criteria   for  waiver   of    reproduction 
costs   Forwards   App    A   documents  Address    of  Pnoeni*   LPDR 
listed 

FELTDN.J   H         Division    of    Rules   and    Records         B4/O2/27         RYAN, J   A 
Str-elth,     Lang,     Ueeks    &   Garden         3pp         S2S15    O19        24X 
Flcho    SO-32S,  64/02/27, B4O3290341 


-B4O3390O33  Comm.ntt    on   Rig   Guide    1    45, RCPB    leakage    detection   egs 
Editorial    changes    luggBstait 

KEELEV,  0  B        Consumers    Pouier   Co        KEEL    113-73        73/07/18  Atomic 

Energy    Commission         Ip         228 IB- 337 

-S40329D058  Foruarda    draft    rag    guide.     "RCPB   Leakage    Detection  9us,  " 
for    comment   Commenti    will    be    incorporated    Into   guide    prior 
to    Issuance 

ROQERSi  L        Atomic    Energy   Commission   -  Directorate   of   Regulatory 
Standard!        73/03/1?        RAMEY      Atomic    Energy    Commi»!ion         Ip 
22B1&    319 

-B40339OOS9  Comments    on  ft* a    Quids    1    43.     "flCPB   Leakage   Detection   Bys    " 
Callbr   of    leakage    detection    sys    during    inutdaum    sufficient 
Related    info    encl 

SALVATORI,R,       Mestinghouie    Electric   Corp         NB-RS-112        73/12/12 
MUNTZINO, L,  M        Atomic    Energy    Commlstlon   -    Directorate    of    Regulatory 
Standardi.       23pp         22BIB  23B, 

-fi403a90Oil    DiBcu*s*i    ls«uance    of    *ii    reg    guides    categorlied    as    pouier 
reactor   guides   Duidei    delineate    technique*    used    to   evaluate 
problems   or    poitultttiri    accident!    EC  provide    guidance   rt    info 
nie-ded    in   review  Documents    encl 

R  GOERS. L        Atomic    Energy   Commission   -  Directorate    of   Regulatory 
St«nd«rds.       73/09/21         BAUSER,  E   J        Congress     (Joint   Si    Rotating 
Committeif,     etc    >,       14pp         22016320 


— B403B90344    NUREQ-73/O23 

DRAFT    ENVlfiDNMENTAL   STATEMENT   RELATED   TO   CONSTRUCTION    Of 
PALO   VERDE    NUCLEAR    QENiERATINO   STATION,  UNITS    1.2   J.   3   Docket 
NdS       SO-SSB,  5O-329    «,    3O-33O 

•      Office    of  Nuclear  Reactor  Regulation.    Director        73/O4/30 
I75pp          23315   301          H4X    Flche   30-338.84/02/27,6403290341 


OEN    TEC    IB      OEWEHIC    TECHNICAL     ISSUES 


B3JH07O35B   Notification    of    CROR  Meeting    31    on   B31123   to  revlsui 
oemption    From  CROR    revieui   of  Unresolved   Safety    Issue   A-l 
"Hater   Hammer"   ti    proposed    rev   to   Reg   Guide    1    2O,     "OA  Program 
Requirements    (Design    d  Const)    " 

STELLO, V        Committee    to   Revi eu  Generic    Requirements        83/11/10 
MATTSON.R   J        Office    of   Nuclear  Reactor   Regulation,    Director 
JORDAN. E   L        Director's   Office,    Office    of    Inspection  and    Enforcement 

CUNNINOHAM.R  E        Office    of    Nuclear   Material    Safety   t, 
Safeguards,  Director        3pp         33601    332 
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B401Z5Q468    Forwards    engineering    evaluation  reft.     "Temporary    Lots    of 
All   AC   Pnuer   due    to   Relay    Failure-a    in   Diesel    Oenerator    Load 
Shedding    Circuitry    "    Practice    oF  running    emerjen-ci;    power 
sources    in   parallel   -u/offiite    power    su.i    may    br   prevalent 
HELTEMES.C   J         Director'!    Office         B4/01/O6         DENTDN,  H    R         Office    of 
Nuclear   Reactor   Regulation,     Director        3pp         J2S437  349         24X 
Flche    30-267,84/02/21.  B40SS7OOQ4 


B4O30B0179  Fourth    partial    response    to   FOIA  request    for   six    categories 
of   documents    re    facilities   Forward i   App   A   documents,  App    B 
document    entirely   withheld    Iref  FDIA  Exemption    9)    Review   of 
addl    documents    euhj    to   request   continuing 
FELTDN.J  M        Division   of    Rules  and   fiecordi        04/02/13        ANDERSON,  S    I, 

Oar  "/eg,     Schubert.    Adams    f  Barer        7pp        32  SB  3  326        24  X 
Fiche    50-000,  B4/03/13,  B4O30SO179 


8403010279  R*iponds    tn  FQIA  request    for  SEcr-B3-2Bfl   to  be    placid    in, 
FDR   Forwards    SECY-33-saB   Document    also   available    in    PDR 

F  ELTON,  J   H         Division    Of   Rules   and    Record*          B3/12/16         PEDRO.  J         NUS 
Corp          lp         23449    13B 


—  8403010333  Comments    on    SECY-B3-2SB  re    proposed    rul«    on    pressurized 
thermal    shock   Proposed    rule    sh-ould    addrsis  CP    applicants    in 
addition    to    OL  applicants    I*   operating    reactor*   Schedule    for 
preparation    of   plant-specific    safety    analyses    acceptable 
ZERDE,J  E        Office    of   Policy  Evaluation*         B3/OB/01        PALL  ADI  MO, 
GJi-INSKY,    ROBERTS      CommlBS  1  one"        4pp        22449.  232 

B4O30IO477   Responds    to   S4O113    1  tr  re    release    of   radioactive    matl    into 
atmosphere   b  embrlt  tl  ement   of    containment   iJiells    in  older 
nuclear   flouier    plants   &   capati  i  lity    op  containment    structure 
to   withstand   prfssuriied    thermal    shock 

DENTOMi  H  fl        Office    of   Nuclear  Reactor   Regulation,    Director 
34/02/13        AMOOflD,  D  A        AfPUiation    Not   Assigned.       3pf         23439    300 


— 8303100476  Forwards    uti 1    G3O2a3  submlttat    In   response    to    telcon  during 
which   remaining   Phase    I    open   Items   of    "Control    of  Heavy 
Loads   -  Case   Revliui>"    were   discussed   W/o   encl 

CLEHENBOM,  F        Auxiliary    Systems   Branch        NHC-20-1B-3BB,       63/02/28 
STICKLEViT   H        EG60,     Inc         If        329B3  360        24 X 
Fiche   SO-OOO,  64/03/13,  S4030B0179 

B 4 03 120031    Forwards    safety    evaluation  re   Section*    5   1    1    fc    3   3  of 
NUREB-0612,     "Control    of   Heavy    Loads    at   Nuclear   Pouer 
Plants    "   Ouldeli.net    satisfied    Phase    I   acceptable 
JOHNSON.E.H        ReBlon   4,    Office   of   Director        B4/03/06        LEE.O.R 
Public    Qervlca   CO      of  Colorado        2pp        22590:168        24 X 
Flche.  90-267.  B4/03/06.  B4031HOOB1 

— BflQ31200BA  Safety    evaluation    re  NUHEO-Q612,     "control    of    Heavy  Loads," 
Phase   1   Guidelines  satisfied 

*      NfiC   -  No  Detailed   Affiliation   Olven        B4/03/06.       2pp. 
22390    170         34X   Flche    9O-267, B4/03/06, B4031SOOB1 


B4O302O313  Foruiarrfs    «d(l    comments    to   Outdtlinei    Sa>7a  h  7b    of   technical 
evaluation    rapt    In    response    to  Nf»C   B3Q630    Itr    re    control    of 
heavy    loads.per  Otnaric    Ltr    Bl-07 

MILLB.L  M        Tann«s*ee   Valley    Authority        <3L~B1-07.       B4/OB/2S 
ADENBArt.E        Licensing    Branch    4         llpp        22439    19O        24X 
Flche:  DO-337,  Bt/OSfSB,  B4Q3OSQ313 

a40303DOE-0  Responds    to  FOIA   r*quest    For   documents   n   PASNY    lubmlttal    on 
sijs    Interactions,  rep  ts    evaluating    submlttal    b    list    of 
rep  tc/analyses    from   LLL    evaluating    PASNY    xys    Interaction 
prograni  Foruarifs  App    A   dc-cuments 

FELTON,J   M        Division   of    Soles  and    Record*         B3/12/O7        8HOLLV-  B 
Union   ot   Concerned    Scientist"        dpp         325Z9    096        24.X 
Flche    50-OOO,a3-/13/07,  B4030SOO30 

—  a30a0400O3   Forwards    propoied    t»<t    for    Itr    to   PASNY  reqtititing    info    for 

sys    1  ntef  <ction   methodologij    stud!  n,  Timing    for   receipt   of 
documents    critical    to    plan    for   resolving   Unresolved    Safety 
Issue-   A-17  Elped  1  ted    transinlttal    requeited 

THADANI.A   C        Reliability    t-  Rl*k   Axesiment    Branch        B3/O6/14 
VARGA.  B  A        Operating    Reactors   Branch    1         lp        22525    190        S4X 
Fiehe    SO-OOO,  B3/1  2X07,  0403050030 

—  0  -4  030  30  02  D    "Di*graph-Matr  1  >    Application   on    Indian   Point    3    for  Sys 

Interactions.,"    statement   of   uinr-K   Related    info    encl 
"      NR€    -  No   Dntaileil   Affiliation  Oivan        FIN  A-O44S 

SO~l?-50-BI-»         B3/1H/O7         35pp          BaSas     111.        24X 

Flctie    50-000.83/12/07*8403030030 

—  0403050024   Draft    "Evaluation    at    Indian  Point   3  Sys    Interaction 

Anatgsis    Program    " 

*      NRC    -  No   Detailed   AFPlllation   Given        92/02/2O        7pp 

22325    104        ?4X  Fiche:  3O-000,  B3S  12/O7.  B40305002O 


771119  meeting    re  ACRS    Itr    an    Indian    Point   3 


—  B403O50O34  Dlici 

interai.  tions 

SCHWENCER.  A        Dporatlnfl    Rsactors    Branch    1    (Pre   B0042aJ,        79/12/09 
E1BCHHUT,  D  C        Division    of   Operating  Reactors.       3pp         22527   147 
24K    Fiche    50-000,  B3/12/07,  B40305O02O 

B4O307O135  Brief    on    conflict    poe«d    by    legal    requirvment    of    timeliness 
&    equitable    considerations   A  SUB    should1    issue    ruling   allowing 
petttionjdrt    contentions    that    aifdreii    neu   fuel    core    defign, 
changes    In   Tech   Specs   &    reduction    In    safety  margin* 
HODDER.iH  H        Center    for    Nuclear  Reip  onilbl  1  itv        OLA        B  4/03/03 
llpp        2B33B   2£,9        H4X   Fiche    SO-290.  B4/O3/03.  B4O307O135, 

—  B40307O143  Foruards    applicant   830323   Itr  u/encl    re    utll    prenuriied 

thermal    eFiocK   &    Flu*   reduction   program   per   S4CJ22S  request. 

W/o   Itr 

HODDER.  M  H        JHodder.    h    H        HODDER.H  H        Center    for  Nuclear 

Responsibility         OL.A        B4/O3/O3  Atonic    Saf«tu   and   Lleinsing 

Doard    Penal.       7pp         2B538'  27S        24  X  Fich.    SO-S50,  B4/03/03. 

B403070133 


--9403380725  EOO-HS-6H94  R03 

"Control    of  Heavy   Loads    at    Nuclear  Power   Plants, Fort   0t 

Vrain  Nuclear  0*ner«tlng   Station. Pha«e   I,"   technical 

evaluation    rept 

ST1CKLEY,  T   H        E0(,0,     Inc         FIN  A-64S7        84/01/31.  MflC    -  No 

Detailed  Affiliation   Olvan        S7pp.       23390.172        24X 

Fiche    30-267.84/03/06.  B4031300B1 

B403130190  ForiuardB  response;    to   f*C   601222  requast    for  review   of 
controls    for   handling    heavy    loadiias    committed    to    in  B3DB09 
Itr  Response    to    items    In    Section  2   1    of  BO 1222    Itr    also 
encl 

BOOKER. J  E        Gulf  States    Utilities   Co        RBO-1716S        64/03/O1. 
DENTDN.  H  R        Office    of   Nuclear  Reactor   Regulation,    Director,       63pp. 
25606-063        24  X  Fiche    30-43B,  84/03/01,  B403130190 

8403140019  Clarifies   Sept    1953    draft    technical    evaluation    rept  of  Phase 
II    Eubmittal    of   control    of    he-avy    loads. per   B4O109   ttlcon. 
Safe    load   paths    For   reactor    bldg    cloved    loop    cooling   water 
purnpi    revised 

MCCAFFREY,  B   R        Long    Island    Lighting   Co        8NRC-1O13,       B4/O3/03 
DENTONiH  R        Office    of   Nuclear  Reactor   Regulation,    Director.       4pp 
SS633  SIB        24X  Fiche    80-332.  B4/03/09.  B403140019 

B403140191   Forward  i    technical    guidelines    required    bu.   MURE  0-0  7  37. 
Suppl    1, including    guidance    on    station   blackout   condition* 
(Unresolved    Safety    Issue    A-44),to    be    considered    as    response 
to  flenerle   Ltr  Bl-04. 

COPK.K   V        Louliiana   Power    t>  Light   Co.       U3PB4-0494        84/03/05 
KNIOHTON.O  H        Licensing    Branch   3        337pp        E3621    001         24 X 
Fiche    DO-3B2,  H4/O3/03,  8403J40191 

S103140H?9  Forworda    request    for    addl    Info   r*   control    of    heavy    loads 
fiesponn  requested   within   60   days 

MILLER,  JR        Operating   fieaelori   Branch    3        84/03/06,       QHIFFIN,  J.  M, 
Artantas  Pouer    ti  Light  Co         2pp        33639  327,       24 X 
Flche    SO-313,B4/03/06,B403140399, 

B4031oOI3t   Foruards    draft    "Status   of   Vessel    Failure   Mode   Analyst* 
Feasibility    Study    (•   Preliminary   Evaluations,"    to    tatlifu 
agreement  reached    during    NRC   84O112  meeting    u/HNML 
PEDERBOU-L   T        Battelle   Memorial    Institute,    Pacific   Northueit 
Laboratories        FIN  B-3510.       34/02/24        HOODS, R.       Generic    Istues 
Branch         165pp.       33663  334 

B4031900O3  Notifies    of  CROR   Meeting    43  on   B30S17    to    dl*cu»s    results 
of  HRR   study   of  electromagnetic   pulse  d  propoied   exemptions 
from  regulations    in'  Implementation    of  Multi-Plant   Action 
D-1O    (Unreiolved    Isiue   A-2) 

STELLO,  V       Cotnnilttfe    to  Review  Qaneric    Requirements        83/08/04 
MATTEDM.fi  J        Division   of    System*    Integration    (post  B11005). 
JORDAN,  E  L       pi vision  of  Emergency  Pr*p«rtdness   fc  Engineering 
Rttponte   (Pott   B3O1033        CUMNINOHAM.  R,  E.      Office   of  Nuclear  Material 
Safety   4  Safeguardi,  Director       3pp       23664:347, 


B4030BOO30  Forward*    integral    neutron    lource    data    for    evaluating   It 
vePiPying    Flu*   reduction    per    B4117   request.  Data    for  Cycle    7 
core   -octant    time    averaged    relative    pouor    d*n»J tyj critical 
uvld    pt-akjnir    Factor   ft    peripheral    assembly    pin    pauar   encl 
HILL1AHO.  J.  W        Florida   Pouler    tc  Light  Co,       L-S4-34.       B4/03/O1 
VAROA-S  A       Operating  fleattorx  Branch    1        lOpp        £3339:229       24X 
Flche    &0-ESO, 04/03/01,6403030020 


9403190031   Notifies    of   CRQR    Meeting    44   on   630802    in   Btthtida.MD   to 
discuss   MUREO-0973-re   behavior  of  BUR  Mark    III   containment   Ic 
commlsilon   paper   r*    Integrated    safety    asteisnent    program 
9TELLO,  V       Committee   to  Review  Oenerlc  Requirement!,      83/07/23, 
HATTSON,  R  0        Diviiion   of   Systems    Integration    (pott  B11O09), 
JORDAN,  E  L        Director's   Office,    Office    of    Inspection  and   Enforcement 

CUNNlNOHAM.fi   E        Division    of   Fuel    Cycle   fc  Material   Safety.       3pp. 
32666-  1 13 
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B4O319OO37  Notifies    of   CROP   Her  ting    43   an    330737    In    Bethesda.MD   to 
discuss   Unresolved    Safety    Issue   A-  IE,     "Bteam   Oenerator    b 
flsactor   Coolant   Pump    Support    Toughness"    &   Generic    Issue    B-S6 
re    diesel    generator    requirements 

STEU-Oi  V        Committee    to   Reviem  Generic   Requirements        83/07/18 
IfATTSON.R  J        Division    of   Systems    Integration    (post  B11003) 
JORDAN,  E  L        Director's   Office,    Office    of    Inspection  anil   Enforcement 

CUNNINGHAM,  R   6        Division    of   Fuel    Cycle   &   Material   Safety         2pp 
3Bf.6i.233 

B4O319OOB1    Notifies    of   CROR    Meeting    59    an    840338    in    BetheBda.MD    to 
discuss    proposed   resolution    of  Unresolved    Safety    It  sue   A-44 
re    station    blackout    &  Oeneric    Issue   B-3t  re    dlesel 
generator   reliability 

STELLO,  V        Committee    to   Revieui  Qeneri  c    Requirements        B4/O3/14 
rlATTSON.R  J        Office    of   Nuclear  Reactor   Regulation,    Director 
JORDAN  j  E  L        Director's   Offlcei    Office    of    Inspection  and   Enforcement 

CUNNINGHAM,  R,E.       Office    of   Nuclear   Material    Safety    t. 
Safeguards,  Director         Ip         22469    342 

8403190103  Notifies    of   CHOR   Meeting    AO   on    B40411    to    discuss 
activities    of   NRC   Piping    Review  Committee   fc   proposed 
resolution    of   Generic    Issue    A-3O,     "Adequacy    of 
Baf  et<|-Related   DC  Fouler   Supply    " 

STELLO.  V        Committee    to   Revieu  Generic    Requirement*        84/03/14 
M  ATT  BON,  R  J        Office    of   Nuclear  Reactor   Regulation,     Director 
JORDAN,  E,  L        Director'*   Office,    Office   of    Inspection  and   Enforcement 

CUNNINGHAM,  R   E        Office    of   Nuclear   Material    Safety    J, 
Baf  e  guard  i  i  Director,       2pp,       22667  310 

B403190146  Notifies    of   CRGH   Melting    47    on   B30933    in   Bethssda.MD   to 
discuss    proposed    exemptions    to  regulations    in    implementation 
oP   Multi-Plant   Action   0-10    (Unresolved    Safety    Issue   A-21    & 
H»V   E    to  Reg   Oulde    t,  10S 

3  TELL  D  i  V        Committee    to   Review  Generic    Requirements        83/09/13 
NATTSDN.R   J        Office    of   Mucle«r  Reactor  Regulation,    Director 
JORDAN.  E  L.       Director's    Office,    Office    of    Inspection  and   Enforcement 

CUNNINGHAM,  R   E        Office    of   Nuclear  Material    Safety    !> 
aaf*guardt,  Director        2pp         326i6   399. 


H4O319O171    Retponte    to    petitioner*    B403O3  brief    re    consolidating    tun 
sets    of    llcente   amends    issued    in    late    19S3    in    support    of 
naui    fuel    assemblies    ABLB    should    confine   proceeding    to 
B41O07    amends, 

BAUSERiM  A        Florida   Power    tr  Light   Co.       BAUSGR,  M-  A        Newman   fc 
Koltiinger        OLA        84/03/14  Atomic    Safety    and   Licen»lng    Board 

Panel.        ISpp        22A70  268        24X  Fiche-  80-250,  04/03/14,  B403190171 

—  B403190177  Affidavit    of   DC   Poteralski    on    petitioner*  B403O3   brief   r* 
conflict    posed    by    legal    requirement    of    timeliness    & 
equitable    considerations   Utfl    B3072O  amends    not    part    of 
pressurized    thermal    shock    program  W/Certi  f  icate    of  Bvc 
PDTERALStU,D  C        Florida   Power    &   Light    Co        A-49        B4/Q3/Q7        17pp 
22i70:2flO.       24X    Flche    BO-aao,  B4/03/14,  8403190171 

8403200003  Responds    to   640229   request    for   addl    action    to   verify    aspects 
of    overhead    crane    design    at    facility,  per    NUHEO-0612 
guidelines.  Crane    safety    &   reliability    satisfactory 
OUCWA.  L,T,        Oeorgla    Power    Co         NED-B4-129         84/03/12,        9TOLZ,  d   F 

Operating  Reactors  Branch   4       2pp        23485  209       S4X 
Flche'  50-321,84/03/12,8403200005 

B403200O79  Forwards    schedule    for    imp  1  emontation    of    activities    for 
control    of   heavy    loadi,per   NRC   requests   re   NURE8-0412  Cask 
pit-    gate    listing    lugs   mill    be    modified    bg    B41O13 
HUKILL,  H  D        general    Public    Utilities    -   OPU  Service    Corp 
9Bll-B4-a072        B4/03/13        EIBENHUT,  D  0        Division   of  Licensing        3pp 
BS6B5-  313.       24X  Fiche.  90-SB9,  84/03/19,  8403200099 

0403200395  Advises    that    similarity    of   Unit    1    &  2    173-ton    polar    crane 
Verified    by    noting    that    cronei    purchased    under    same    contract 
w/saMf    vendor,  using    identical    procurement   specs,  per   NUREO- 
0612  fc    640223   telcon 

MILLS,  L    (1,       Tenne«»»*   Valley    Authority.       84/03/14        ADENSAM.E 
Licensing    Branch   4.       Zpp         B2&99'361        24X   Flche    90-390,  84/03/14i 
B4O32OOB25 

B4O3210O29  Comment*    on    propoted    rul*    10CFR9D  re    elimination    of    thermal 
amn-iBllng   requirement!    of    App   <0,  Section    IV  B  re   pressurized 
thei-Ml    shock    Supports   rule   Requlremeniti    not   needed 
FAV^C.  W       Wisconsin  Electric   Pouer   Co       49FR4498  OO2       B4/03/IS 
CHILKiB.J,      Office   of  the   Secretary   of  the  ConmlBslon       2pp, 
-  QS8. 


B4D3310116  Fopuiards    addl    info   re    power   d  iitri  butioni   as    part    of 
pr***ur  i  ted    thermal    shock    program    to   affect    flui    reduction, 
par  83O930  tubnlttali  in  response   to  B40301    telcon 

ZIMMERMAN.  9  R        Carolina   Pouer   It  Light    Co         NL8-34-11S        84/03/12 
VAROA.  S.  A        Operating    Reactors   Branch    1         3pp         227O3  064         34K 
Fieh«;  80-261,  B4/03/  12,  B40321OU6 


S4O3330192  For  wards    "Control    of   Heavy   Loadi, Phase    II    "  Rept    remit  of 
review   of    crane  operation,  design   f«  main  t,  inc  lu  ding    analys-i  E 
of    load    drop    risk    to    »af ety-relate'd    Equipment    beneath    travel 
paths    Confirms   defensv-ln    depth,  per  NUREQ-OtlE 

MHJTTIER.Q   D         Maine    Yankee    Atomic    Poiuer    Co         GDW-B4-33          S4/O3/19 
MILLER,  J   R          Operating    Reactor*   Branch    3         2pp         22717    048          24X 
Fiche    50-309.  B4/03/1"?.  8403230193 


— 8103220199    "Control     of   Heavy    Lnada,  Phase    II    " 

»      Maine    Yankee  Atomic    Pouer  Co        3763L-SEN        B4/03/I9 
32717    050          24X   Fiche    5O-309,  84/03/19.  S4O322019S 


124pp 


fl4O333O3B6   NOJREB-097B   FC 

MARK    III    LOCA-BELATED    HYDRODVNAM1C    LOAD   DEFINITION   Generic 
Technical    Activity    B-10 

*      Division    of   System*    Integration    (post   B110OS)        84/OH/39, 
23721     1 12 


75pp 


B4O3260212  Foruntrds   revised    info  re   monorail    pathi,  updating    util    84020(> 
1  tr  rpspondlng    to   Qaneric    Ltr  81-07  concerning    NUREO-OilB, 
"Control    of   Heavy   Loads    at   Nuclear    Pouer   Plants    "   Field 
investigation    will    be    provided    1   month   prior   to   fuel    load. 
MILLS, L    M         Tennessee    Valley    Authority         QL-81-07        84/03/20 
ADENSAM.E         Litenting    Branch    4         2pp         22754    164         24X 
Fithe    80-390,  B4/03/2O,  8403260212, 

8403290083  RekpondB    to    B4O2B1    request    for  addl    info   re   control    of  heavy 
loads    Initial     load    testing    performed    for   head    5  trough  a  c  k. 
dryer    separator   sling    tc    spent    fuel    cask   yoke 

ZIMMERMAN,  S  R  Carolina  Pouer  t,  Light  Co  NLS-B4-094  64/03/20 
VASSALLDiD  D  Operating  Reactors  Branch  2  Hpp  22BO&-325  24K 
Fiche  50-324.  B4/03/2O.  S40329OOB3 

84O3290I10  Forward 3   J  Preston    830104    memo  re    generic    safety     Issues 
prior i tiiation   methodology    f"r   placement    in  PDR 

ROBERTS, B    J          ACRS   -    Advisory    Committee    on    FleactDr   gafeguorrfs 
84/03/14        MCKNIGHT,  J        Distribution  Services    Branch         Ip 
BBBSS,  214 

— B4O3S9O113  Advises    of   review   of   generic    safety    Issues    prloriti lation 
methodology    described    m   NUREO-0933   Inherent    limitation* 
of  value    impact    score    formula   dlacutsed    Use    of   structured    & 
Iterative    concensus    judgement  methodology   recommendBd 
PfiESTON.O        ACRB  -    Advisory   Committee   on  Hsactor  Safeguords 
B3/O1/04         GENDER,  H         ACRS    -   Advisory   Committee    an   Reactor 
Safeguards         3pp         22B22   21S 

Q4O3B9029S  Provides    justification  mhu    limiting    use  of  6-lnch 
containment    vent   sga    considered   unnecessary    Based    on   info 
provided. vent    ays    demonstrated   capable   of   performing 
intended    isolation    function    under    transient   conditions 
MEDFDRD.M   O          Southern    California    Edison   Co         B4/03/27 
CRUTCHriELD,  D         Operating    Reactors    Branch    3         3pp         22600:037.        24X 
Flche    SO-20S,,  B4/03/27,  B403290295 

84O33003B0  Requests   remittance   of    foe    for  revlelil    of   B4D210   rept 
summariting    available    reactor  vessel   matle    data    In   resjionse 
to    pressurired    thermal    shock    concerns 

Diaas.K   M        License    Fee   Management    Branch        84/03/13        UHRIH.fi    E 
Florida    Power    (.Light    Co  Ip         22B44    329         24X   Fichu    30-250, 

34/03/1 D,  B4033002BB 


INSPECTION    AND    ENFORCEMENT 


B401190O72    I£    Info  Notice    31-13,    "Potential    Deficiency    in   Motor 
Operated   Valve    Contra!    Circuits  &  Annunciation    "  Bvc    list 
end 

JDRDANi  E  L         Division    of    Emergency    Preparedness  &  Engineering 
Response    (Post    B301O3)         B4/02/2S  Con«olldated   Ediion    Co      of  Mem 

York,     Inc         IlSpp        aa-K>9   H39        24X  Flche    90-000,  B4/03/2B.  B40J  190073 


B4  01  330630  Partial   response    to    FDIA  request    for    IE  800103    rnpt   re 
review   of   matl    false    statement  at    Facilities,  associated    & 
supporting    records    to    rept   d    repts    prepared    In    response 
Foruard*   App    A   documents    Revleu  of    addl   record's    In   progress 
FELTONrJ  M        Division    of    Rules   and    Records        83/11/01         HIHSLOW,  R 
Mall    Street    Journal         2pp.       21905  337 

—  84O1230660  PNO-79-039   on    790305,  investigation    concluded    that   QA  program 
for    obtaining    proper    soil    compaction   of    facility   deficient 
e>CB>*«lve    settlement    observed  u/diesel    generator   btdg    fc 
Incorrect    info  re    loll     foundation   contained    in  FSAR 
SHEUMAKER.  R,  E       Office    of    Inspection   i  Enforcement,    Office    of    the 
Director        79/03/06        Spp         B1905  332 

B40209QQ07    IE    Info  Notice    84-14,     "Highlights   of   Recent  Transport 
Regulatory    Revs   by   DDT  l<    NRC."  Svc    list   end 

BRACE,  J  N        Division    of    OA»     Safeguards   t    ln*poetion  Programs    (Pq*t 
630103),       34/03/02  Conto  1  Idated   Edison   Co      of   Naui   York,     Inc 

130pp         22S53;329        24X    Fiehe   SO-OOO,  B4/03/02,  B4020900O7. 
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B4O2Q9OOOB   IE    Info  Notice    34-ifii     "Failure    of    Automatic   Sprinkler    Syg 
Valves    to  dparate    "    Sve    list    encl 

JORDAN,  E  L        Division    of    Emergency    Preparsdme-ss   A   Engineering 
Response    (Post    030103J         B4/O3/02  Conso  1  Idated    Edison   Co      nF   Neui 

York.      Inc          ISSyp          22333    09B         34X   Ficfle    5O-OOQ,  B4/Q3/O3,  B402O?OQQe 


B402O9Q009    IE   ]nfo  Notice   B4-1S.     "Reporting    of   ffaaiolaaieal    Release-*    " 
Svc    lie  t    end 

JORDAN.E   L        Division    of   Emergency    Preparedness   &  Engineering 
Response     (Post    330103)          64/037-03  Consolidated    Edison    CD       at    Neu 

Vork.     Inc          119pp          23533   217         24*    Fiche    30-OQO,  B4/O3/O2,  B4020-7OOQ9 


8403QB024B   PNO-1 J-B4-018   on    S40227,  Unl  ts    shut    down    following     failure 
of   SI emeiis-AlliB   breaker    to    trip    during    functional    tsst    of 
4-fiV   electrical    breakers    for    nonsaf etg-related    electric*! 
bus    3C    Insp    b  repair    underway 

DANCE,  H   C   ,     LEWIS, H  C        Region  S,     Office   of   Director        04/02/23 
3pp          2S-440-101         S4X    Fiche    90-230,  04/03/28,  B4Q302024S 

B403Q20311    PtJO-I-84-019   on    B40B20.  Reg  ion    1    atfvlsed    of  contamination   at 
facility    Decontamination   activities   halted    until    Approved 
plan    developed 
JOYNEE.J        Region    I,    Office    of  Director        94/03/29        Spp         23439   189 


B402090O11     IE    Info    Notice    S4-17i     "Problems    U/LtqiHd    Nitrogen    Cooling 
Components    Belou   Nil    Ductility    Temp    "    Svc    list    end 
JDRBrtNi  E  t_        Division    of   Emergency    Preparedness    &   Engineering 
Response    <Post   H301O3)          B4/03/O5  Consol  tdated    Edison    Co       of    Neu 

VorV.     Inc          !17pp          23553    336         24X    Fiche    30-OCO,  S4/O3/QS,  8-102070011 


IE    Info   Notice    B4-Q9,  Rev    1.     "Lessons    Learned    From    Insps    of 
Fire   Protection  Saf*   Sfiutdouin    S«s    "    Svc    list    end 
JOSDANj  £  L        Division   of    Emergency    Preparedness    t   Engineering 
HespDnse    (Post,   S30103»         34/03/07  Consolidated    Edison    Co      of    Neui 

York.     Inc          ilBpp          32633    O49         34*    F(ch&    5O-000.  B4/03/07,  B4O2090Oafl 

9402090020    IE    Info  Notice   S4-10.     "Stress   Corrosion  Cracking     in   PWR 
8ys    "    3v>c    Its*    encl 

JORDAN,  E  L        Division    of   Emergency   IPrffpared'rtess    &  Engineering 
Response     (Post    B301O3)          B4/O3/O7  Cons  0.1  ids  ted    Edison    Co       of    Keu 

York,     Inc         IlBpp         22534    IB6        SIX   Fiche    50-000,01/03/07,9403090026 

B402090031    IE    Bulletin    S4-O2.     "Failures    of    GE    Type    HFrt   Aeleij*    in    Use    in 
Class    IE  Safeta   Sj  s    "   Svc    Hit   encl 

DEVOUNfi,  R   C         Director's    Office,     Office    of     Inspection    and 
Enforcement        B1/O3/12  Consol  irfat»d    Edison   Co      of  Mew    Vori,     Inc 

134pp          67245   373         £«    Ficne    SO-OOO,  B1/O3/1  3,  B402O9003  1 

B40307O013    IE    Info  Notice   84-19.     "Tuo    Events    Involving  Unauthori  l  ed 
Entries    »nto  PWR  Reactor    Cavities    "    Svc    list    encl 
JORDAN.  E   L        Division    of    Emergency   Preparedness   &   Engineering 
Response    [Past   B301O3)         S4/O3/21  Consolidated    Edicon    Co      of    Haw 

Yar*<     Ine          I33pJ)          2S323    229         21X    FICh*    30-000.  B4/O3/21  .  B40H090013 

B4O20900'14    IE    Info  Notice    64-20,     "Eve    Life    of   Relays    in    Saf  a  tg-nelatad 
SIJE    "    Svc    liat   and 

JORDAN'  E  L        Division   of   Emergency    Preparedness    ti  Engineering 
Roponse    IPoit    S301O3)         B4/D3/21  Conso  I  tdated   Edison    Co      of  Neui 

Vor*,      Inc          135pp          22933   OOI          S4X    Fi  cne-  30-000,  B4/03/S1,  840SO90044 

B40221OI33   PNQ-1-B4-OI4    on    B4Olll.Neu  Ensland   Nuclear   truck    carrying 
radiophares   i  research    product  a   ran    off    Interstate    90  Ha 
breakage    or    leakage    of   radioactive    contents    found    t, 
radiation    levels    uitMn   DOT    requirements 

FRIEDM/1N,     OLENN,J    ,     ^OYNER,  J         Heginn    I,     Office    of    Director 
Ip         22314    310 


0403010363   EN-B4-005    on    810229,  nflti  ce    Of    vjplation    &    proposed 
Imposition    af   civil    penalties    to    be    iasuad    in    amount    of 
*40,  000  Action   based    on    five    violations   re    a  pen    containment 
i  solati  an  va  tves 

CRAIS.J    ,     AXELH^D.J         Director's    Office,     Office    of     Inspection   and 
Enforcement         B4/02/34.        Hpp          32433   013         B4X    Fiche,  SO-30?,  84/02/?4. 
64030103i3  , 

B40301O375    EN-S3-Q&SA    on    B4O32B.  susp  emlon    b    artier    modifying     license 
rescinded    Action   bated    on    licensee    responses    to    order    to 
thau    caus*   Licensee   A    State    of    UV  ulll    be    notified 
FLflCK.F   ,    AXELRAD.J,       Dipactor'i    Office,     Office    of    Inspection   and 
Enforcement         84/02/23          Ip         S?434    033 

B403020196  PNa-I]-B4-017    on   B40327,  power    to    plant    lost   du«    to    power 
outage    catiitd   bij    higfi    uilniJ-i    Licensee    declared    unusual 
event    (t    initiated    plant    radiological    contingency-    plan  Backup 
power    continued    to    function 

KAHLE.J  D   ,    HCAI.PINE,  £   J        Region    S,    Office    of    Director.        B4/02/27 
2pp         32439    001 

1103020235  FNa-lI-a4-OI9   mi   B40220.  trip    occurtfril.  intBrrup  tin  g    electric 
svc  Cauica   by    lightening    »rr*itor    falling    an    33O~tV  line    due 
to   voltage    transient    san«»d    fcij    reactor    coolant    pump    power 
mcmltors    Sue    restored    uiithln   30  minutes 

ROOOE.J.F    ,     PrtNCtERA.  V         Region   S,     Office    of    DlPoCtor          B4/O2/aB 
Spp         P2440   079         B4X    Fiche    50-303,  B4/OE/3S,  B4030E0233 

40302033B  PNa-II-84-O2O    later   contract   u./lntl    Brotherhood    of 
Electrical    Hordes    oxfirfs   at   midnight    an  B4O32-7   PassibUity 
eiiitt    that    uorkers   ui  1  1    reject   -contract   &    not    rapt    to   uafk 
an   840302  Supervisory   personnel   will    continue    opsratlons 
BRECNMrtMiE        Reglan  2.    Offic*   of   Director         LIP1MSK1.B        Rsglon   1. 
Office    of   Director        84/O2/B?        Jp         BaiWOW         H4X 
FithB-iiO-313,  84/02/29,9403020233 


B4O305O094    GN-04-006    on    B4O3O2, notice    of    violation    b   proposed 
imposition   o-f   civil    penalty    in  amount   at   *8, 000   to    be 
iBBUecf,  Action   based   on    failure   to    equip    tuo   radiographu 
roofria   u/audlfile   ft  visible    alarms 

FLACK.E   ,    AXELRAD.J        Director's   Office,    Office    of    Inspection  Jintf 
Enforcement        64/02/23         tp        S34BS  Oi6 

S403060103  PNO'TNI-B4-DOa    liceniee   pleaded    guilty    to   one    count  of 
using    Incorrect   procedure    to    determine   RCB  uator    inventory    L 
nolo    contendo-e    on    sli    af    remaining    10   counts,  subj    to    final 
acceptance    bv    court   on   640229 

FflSANO,  A   .    n^RBETT,  L        TMt   Program   DffiCB        84/02/29        Ip, 
B3517    018        24X   Fiche    30-320, 84/02/29, B4030o01 03 

B403Q&0110   PNQ-TMI-B4-003    on   B40229-load    test    of    reactor    bldg    polar 
crartB    tchedulBd   Load    test    mill    qualify    crane    to    lift    170 
ton  reactor   vessel    head    NRC   plans    to   continue   monitoring 
events 

M05UAK.T  ,    OA3ANO,  A  ,    BARRETT,  L        TMI  Program  Office        B4/O2/S7        Ip 
22S1B   310         24X   Fiche    50-320.84/02/29-84030601110 

B403D&O119  EN-B4-O03  en  B4030B,  order    to   ihoui   causa   b   order 

temporarily    suspending    license   issued  Action   baled    on   B40223 
contamination    in-cident   resulting    from   employee   repackaging 
raduatte 

FLACK.E  ,    AXEURAD-J       Director's   Office,    Office    of    Inspection   and 
Enforcement         B4/O3/02         Ip         22516; 327 

B403060144  PNO-TM1-84-002A    on    B40229.eourt   Accepted    license*    plea   of 
guilty    to    one    count    of    using    incorrect    procedure    to 
determine  flCS   uater    inventory    b  plea    of   nolo    contendere    on 
sit    of    remaining    10   counts 

FA BAND,  A   ,     BARRETT,  L         TMI    Program   Office         B4/OS/S9         Ip 
22S13   390        24X  Fiche   SO-320,  04/02/S9.  0403060144 

B40306031S  PND-V-B4-011   on   B40221,  reactor  trip   breaker  B  undervoltage 
device    inoperable  Caused    by    metal    shaving*    in    one    control 
room  manual    reactor    trip    pushbutton   On  B402BB,  f our    leads    in 
plant    protection    syi   cabinets    found    disconnected 

CANTER.  H       Region    5,    Office    of  Director        94/02/29        Ip         H3S17-230 
24X   Fichs   50-36J,  94/02/B9,  04030iOaiS 

8403060435  PND-TMI-B4-003A    on    B40229, qualification    load    test    of  reactor 
bldg    polar    crane   completed    Load    test   qualified    crane    to    lift 
17O  ton    reactor   vBtiel    head    scheduled    for    iummer 

MD3LAK.  T  ,    FA3ANO.A   ,    BARRETT.L        TNI    Program  Office        B4/03/01.       Ip 
22511    362        24X  Fiche   50-320,84/03/01,3403060439 

B403O70263  PNO-I I-B4-020  on  B40301,  radioagrAphlc   tests  confirmed 
feeduater  nonle    crack    Indications    on   all    three    steam 
generators  Component   replacements    under  active 
consideration    IE  6  NRR    informed 

BLAKE,  O    J  ,    BUTCHER.  R  C        Region  2.    Office    of   Director         IEB-79-13, 
84/03/O2        Bpp,       33347298,       24X   Fiche    90-34B,  B4/03/O2,  B 40 30702 A3. 

B4Q30702B3  PNQ-I-B4-021. on    B4030J,  radiographer  working    at    field    slt« 
could  not    fully   re-tract  H4    1    Ci    Ir~192   to    safe    shielded 
position  Caused    by    Improperly    connecting    pigtail    to 
guidetubc  Whole   body    dose    read  40  mrem 

ROWE.C,  ,     GLENN,  J        Region    1,    Office    of   Director        84/03/02.       Ip 
32546  339        34Jf  Flene   50-S93,  B4/03/02.  84030702B3 

B4O30B0014   Further   r«»ponse    to   F01A  request    for    lists   &  records   re 
Co -60   llteniaes    Forwards    App    A  documents) per    Item  3  of 
request    Portions   of  Documents   2  through    S   of  App   B    deleted 
freF  FOlft  E>emptiors  6  d  7) 

FELTON,J  rl        Division   of    Rules   and   Records,       84/01/11        CQW1E,  D  J 
Bouck,    Kqllouay,    Klernen    b  Catey         5pp        32976,294 

— B403OB0170  PNA-B1-006   on   81O714, Loui slana   Nuclear   Energy   Div  notified 
NRC   of    radiography    incident    occurring    an   barge    located    less 
than   3   miles    offihore   Barge    captain   fc  radiographer   expoied 
tp    11    Ci   Co-6O.  Medical    attention   obtained 

DODA.R.J       Region   4,    Dallas,    Office    of    the  Director    (81/03/01), 
S1/07/S1         2pp.        22377    130 
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— B4Q3080162  PNO-I-BI-033A   on   B10307, spec lal    insp    conducted    to    determine 
eitent    of  Co-6O  contamination  resulting    from    leaking 
radiography    source   Contaminated    clothing    Found    at  employee 
residence   ulll    be    treated    as   radiuaBte 

CQBTELLD.F        Director's    Office,     Office   of    Inspection    and 
Enforcement        KINNEMAN,  J        Region    1.    Philadelphia,    Office   of    the 
Director    (B1/O3/01)          81/03/09          lp,        BH377    189 


B40313Q379    PND-lIl-94-O2a     in    response    to    IE    Info   Notice    82-29,  eiam 
identified    67   of   74    control    rod   drive    support    pins   u/cracfc 
indications   Licensee    d  Westinghouse    evaluating    exam  findings 
to    determine  required    action 

JdRDAN.M    ,     JACK1W.  I    ..     SHAFER, N         Region   3.     Office    of   Director 
IE1N-BS-31         B4/03/03          Ip         3261 A   075        24 X    Flche    50-266,84/03/03. 
0403130379 


— BO03D1O203  PNa-lll-BO-60   on   000318,25  mCi    Co-iQ   sealed    source   under 
License    IS- 13720-01    fell    into   coke   hoppar   Source   balleved    to 
be    in   pile    of   cake    in    facility    gardj on   barge    heading    For 
Chicago   or    in    freight   car    bound    for   Bhaulnlgan. Quebec 
SCHULTZ.W   H    ,     DAVIS,  A   B          Region    3.     Chicago,     Office    of    the 
Director         BO/O3/23          Ip          S2376    299 


8403130108   EN-84-O10   notice    of   violation  ti   proposed    Imposition  at 
civil    penalties    in    amount    of   $5,000  ulll    be    issued    on 
B4O312  Action   based    on   multiple   failures    to   comply    u/NRC 
re-qulrernents   re   ratfiation    safety 

FLACK. [I    .     AXELRAD,  J          Director's    Office,     Office    of    Inspection    and 
Enforcement         B4/O3/O7          Ip         22616   050 


9403030213  EN-B4-007   on    B403Q7,  notic  e    of   violation    &   proposed 
imposition   of    civil    penalties    in   amount   of    *4Q, 000   to   be 
issued    Action    based    on    failure   to    control    access    into   vital 
area    duo    ta   guard    leaving    post 

ROBANO.R   .    AXELRAD,  J        Director's   Office,     Office    of    Inspection   and 
Enforcement,       84/O3/02        Ip         2236O  021        H4X    Fiche   50-289,84/03/02, 
B-4Q30B0213 


8403130433    PNu-I I I-B4-O17B    on    B403Q0,  during    visual     insp,  four    J   nonlei 
on    feediiiater    spargers    of    reactor    vessel    found    cracked 
Decision    an   repair    d   replacement    pending   more    detailed    exam 
State    of    MN   notified 

DEFAYETTE,H    ,    WAt-KER,  R   ,     SHAFER,  W        Region   3,     Office  of  Director 
S4/O3/OB          Ip         22il3    090         24 X   Fiche   30-263,  B4/03/09,  8403130423 


3403080333  PNO-II I-B4-017A    several    cracks   discovered    in    stainless    steel 
piping    »ectlon»    in   LPCI    SUB   h    jet    pump    Instrument   seal 
Stainless    steel    lection*   tt    jet   pump    instrument    seal    lines 
mill    be   replaced, 

DEFAYETTE.R    ,    CHRISBOTIMOS,  N   ,    SHAFER.  H        Region    3,    Office    of 
Dime  tor          IEB-B3-02         B4/O3/O1          Ip         22360    129.        34  X 
Fi  che.  SO-263,  B4/03/01,  8403OBOB33 

6403030297  PNO-III-B4-012.  on    B4O129,  Campbell    Pacific   moisture/Jens i tu 
gauge    containing    10  mCi    Cs-137  &  BO  mCi    Am -241    sealed 
sources    stolen    from   back    of    pickup    truck    in  Norwood, OH 
Suspect    in    custody 

LASUK.B  R    ,    AXELSON,  W  L.        Region  3.    Office    of    Director        84/01/30 
Ip.       22357.092 

EM03090224  PNO-I-B4-022    on   B403Q3, reactor   scrammed    from  74X    power 
Caused    by    fait    closure    of    main;   turbino   control    valve  during 
surveillance   on   hydraulic    detector.  Suspect    relays    in 
detector    test    Instrumentation    replaced 

JACOBS,  R   ,    KELLY.E.       Region    1,    Office    of   Director        B4/03/05        Ip 
2H57S  077        24 X  Flche-  SO-3B7,  B4/03/03,  8403090324 


6403130413    EN-S4-OO9    on    B4O312,  notice    of   violation    t<   proposed 
Imposition    of  civil    penalty    in  amount   of   *30,  QOO  ulll    be 
Issued    based    on    failure    of    Tech  Specs   procedures   re  entry 
Into   locked    high    radiation    area 

FLACK,  f    ,    AXELRAD,  J        Director's    Office,    Office   of    Inspection  and 
Enforcement         EA-B4-O09          B4/03/O7         Spp         22613    1 30        24X 
Flche    5O-2il,B4/O3/O7j B4O3130445 

B40313045&    PNO-1-B1-O31    on    B40306.  during    resin    replacement    operation, 
unplanned    release    of    gaseous    radioactivity   oc cured   Several 
workers    slightly    contaminated   u/Rb-BS  No  activity    detected 
State   of   ME    informed 

B1CEHOU5E.H   .    8HANBAKY,M    -    DELLAMV,  R        Region    1,    Office   of    Director 
B4/03/07         Ip        22&13  329        24X  Fiche   30-307,  B4/O3/07,  Q403130456 

B1 03 150093   EN-B4-O12    on   040313, notice    of  violation   &   proposed 
imposition    of   civil    penalty    in  amount  of   *40,  OOO  ulll    be 
issued    to    license  Action    based   on   violation   of   Tech  Specs 
ro    containment   spray    sys    inoperabi 1 ity 

CfiAlO,  J    ,    AXELRAD,  J        Director's    Office,    Office    of    Inspection  and 
Enforcement        B4/03/OB         Ip        22641    340       24X   Fiche  50-247,84/03/09, 
B403150O93 


B4 03 120063  Updated   PNO-V-a-V-01 1A  discovered    manual    pushbutton  not 
Inoperable   a*    result    of   metal    shavings    in   contacts   Only 
operability    of    undar voltage    trip    on   RTB-B  affected   Source    of 
fflttal    flakes    undatormlned 

DDDDB, R    T         Region    9,     Office    of    Director         B4/O3/03         Ip          2BSB6    2BS 
H4X  Fi chd'SO-361,  84/03/09.  B4Q3120O63 


61031 S0121    PMO-V-B4-O13*  on    B40307.  Bochtel    laborer    suffered    haart 
attack    while  marking     In    amiliary    bldg   Medical   attention 
provided    to    Individual    at    site    Individual    pronounced   dead 
upon  arrival    at   Sierra   Vista  Hasp 

DDDuS.R    T         Region    3r     GPFlce    of   Director         B4/03/07         Ip          22640   SIB 
94X   Fiche     SO-27S- 84^O3/O7,  B4031  S0121 


B4O312007B  Updated   PND-II I-S4-OBOA   threa   reactor    dapreisurli atlon    sys 
valves    fal led.  Caused    by    binding    of    dime    In    seat   resulting 
from    Increase    in   closing    air    pressure    Reactor    restarted    h 
in    situ    testing    conducted 

DEFAYETTE.R.       Region  3,     Office    of   Director         B4/O3/06         Ip 
SSSBA'309         24X   Flch*    BO-1SS, H4/03/06,  B403120O7H 

B4O313O20B  PNO-I-B4-O23'  on    B403O6. worker   repairing    lights    In    turbine 
bldg    sustained    radioactive    contamination    on   waist   b  head 
Incident    investigated    &   crltiq.ued.  Corrective    actions   being 
reviewed    bij    speciallit, 

NIMITZ.R.  L   ,    BHANDAKV,  M.  ,    BELLAMY,  R.       Region    I,    Office    of    Director 
04/03/07        Ip,      '8Z609'O36,       24 X  Fiche    90-219,94/03/07,0403130508, 

B4O313O239  PNO-I 11-84-023. on    B40303,HPCI    sus    declared    Inoperable   uhen 
murvelllance    teit  revealed    e>cesslvf    lg*kagi   on  main  pump 
outboard    bearing. During    test    of   automatic    depres«uriiatlon 
•  i|i,  electromatlc  relltf  valve   E  failed!   to   open. 

CHHI680TIMOS,N   ,    SHAFER, M        Region    3,    Offlci    of   Director         B4/03/0& 
Ip.       22il7'27S,       34 X  Fiche    90-394,  B4/O3/06-  S4O3 130233 

B40313027S  PNO-II1-B4-OSI1 on    a40302,MSIV   cloaura    tripped    reactor   Cause 
unknown   Safety    valve    stuck    open    following    pressure 
reduction   Incident  response   ctr   in    standby   mode 

JACKIWi  I.  ,    BOYD.D        Region    3,    Office   of   Director        84/03/02        Ip. 
SZ6071137        24 X  Flcht:  SO-346, B4/03/02,  S403130273 

B4O313O310  PNO-I I I-B4-024:  from  0-40130-0303,  patl nnt    adminlitered    B,700 
rads    to   fflidllne-braln  rather    than   prescribed    6,000  rads 
Tr«at*i«nt    stopped    upon    discovery    of   mi  sadmlniitration  NRC 
ntdlcal    consultant   uill    rivleu   cas*. 

SIMMONS,!  •     BRENIAWKSI,  D.       Region   3.    Office)    op   Director.       B4/O3/07. 
Ip.       32613  339 

6403130336  PNO-III-B4-Q21A- on    B4O303,  MSI V  replaced    &   steam   generator   2 
refilled   following   8 403 OS  reactor   trip   Oenarator   isolated 
during   refilling   to   protect   against  release   of  radioactivity 
in    event   of    steam   generator    tube    fa-ilura, 

JACKIH.  I.  ,    BOYD,D.       Region   3,    Office   of  Director        84/03/03,       2pp. 
E2A071243.       24 X  Flche   50-346, B4/03/O9,  840313033i 


B4031£000i    EN-B4-Oi3    notice    of  violation  Ic  proposed    imposition  of 
civil    penalty    In   amount    of   *3,  000  ulll    be    Issued    by  040315 
re    thiee    violations    concerning    lass    of  well    logging   source 
FLACK.E    r    AXELRAD.J        Director's    Office,    Office   of    Inspection  and 
Enforcement        B4/03/IE         Ip        22633  309 

B403160039  PNO-II-H4-021    tract    indications    Identified    In   all    14    12-inch 
riser   elbouti    In   replacement   reclrculatlon   piping    scheduled 
to    be    Installed   Caused    by    Improper    forming    temps    used    during 
bending   prc-cats, 

BLAKE,  J    J    ,     ROUGE, J   F         Region   2>     Office    of    Director         84/O3/12 
Hpp         E2A35    134         34X    Flche    50-366,84/03/12,340316003? 

B4Q3160O31    EN-B4-O11 '  notice    of   violation  &   proposed    imposition   of  civil 
penalty    In    amount    of    *3O«QOO   ta   be    issued  Action    based    on 
failure    to    control    accevo    to   vital    area 

R03ANO,  R    ,     AXELRAD,  J        Director's   Office,    Office    of   Inspection  and 
Enforcement        84/03/08         Ip        22432  019        24X   Fiche  30-331 ,  B4/03/OB, 
B4O3160O51 

0403 19001 3  PNQ-m-B4-Q29    on   84031O,  unit   achieved    Initial    criticallty 
Agreement    observed    between    actual    conditions    &  predicted 
conditions 

MALKER.R    ,     BHAFER.W        Region   3,    Office   of  Director       84/03./12        Ip, 
2B&65-  393        24 X   Flche:  3D- 374,  B4/O3/12,  B403190013 

B403190091    PNO-1II-B4-OBA   on   040313,  during    insp    to    verlfv    support   plate 
integrity    after    tube-pulling    activities,  damage   observed    to 
auxiliary    feedwater    sparger    piping    in   both    steam    generator* 
Damage   may    delay   Hay     WB4    startup 

DEFAVETTEiR   ,    BDVD,  D,       Region   3,     Office   of  Director       84/03/13        Ip 
22A69  2E7        24X   Fi  cha:  3O-235,  B4/O3/13,  B40319OO91 

0403190133   PNB-1-B4-002    on    B4031S,  bomb    threat   received    from 
unidentified   caller, Site    emergency   St   safeguards   contingency 
plan  re<tuirementft    Implemented   Public    areas   b    site    protected 
ar«a    searched  y/nagatlve    findings, 

MADDEN.P    ,     JOYNER.J        Region    It    Office   of  Director        84/03/12        Ip 
22674  392        24X   Fi  che:  3O-330,  B4/Q3/13,  8403I9O133 
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B4O319D2R4   PNQ-I  J-B4-OSa    circumferential    track    found    on    oni 
fepduatiT    noules   •during     eiam    of    feeduater    nonles    per 
NUREQ-Oi91   Corrective   action    halng    evaluated    Inspectors 
monitoring   licensee    work    on  rejular    basis 
CROWL.EV.  B   R   -    PANCJEHA,V        Region   2<    Office   of  Director 
lp         E207H   279        24X    Flche-    30-34.6.  B4/03/14.  B4Q31903B4 


B4O329QOOB  PNO-I-&4-027   on   840323.  through-wal  1    crack    discovered   on 
meld    on    condeniote    return    lint   from   couth    isolation 
condenser-No   npalr    or   replacement    plan*,    formulated   Facility 
currently    shut   doun    For   refueling   fc  mod 

TRIPP.L    ,     KElMIDiP,        Raglan    li    Office    of    Director.       64/03/23.       tp 
22B03;2B2        24X   Fiche   SO-SU9, 84/O3/23,  B4O329000B 


6403190285   PNO-I-84-O23    ah    84031 3-  1  it  ensee    found    crack    in    emergency 
dlesel    generator    1O3   engine   block    between    cylinders  A   b   3 
Crac*    bains    Investigated    through    use   of   eddy    current    ln*j> 
technique* 

PETRONE.  C    ,    E5ELGRDTH.P          Region    I.     OPPice     of   Director          B4/03/14 
Ip         S36.7S   ZtB        24X   Flehe    3O-322.  B4/O3/14,  S403190BB5 


B403300D43  PNO-I11-B4-02B   on   840323,  Ci-137    source,  parl:    of    Industrial 
gauge,  lo«t    Inspector    dispatched    to    uiasta    treatment   plant    to 
review    gauge   removal    &   shipment   circumstances    State 
parsohnal    tent   to    facility    to    »eareh    for   missing    *ource 
SRENIAHSK1.D   ,    AX  EL  SON.  W        Region   3.    Office    of   Director         B4/Q3/23. 
If        SBBS1    102 


B403I9033S    EN-B4-014    an   840316.  notice    of    violation   &    propound 
imposition  of  civil    penalty    In   amount   of   »6, OOO    Issued    to 
licensee   Action   baipd    on    violations    Involving   radiological 
occurrence  u/potential    Far  radiation   eiposures 

FLACKiE    t     AXELRADi-J         Director's    Office.     Office    of     Inspection   and 
Enforcement       (34/03/13        2>p         US675  O27 

H4O319O376   PMS~U-Q4-O04   on    84031fl.  licensee    notified     that    results    of 
rharoital    tests  performed    on   contractor    employees    suspected 
of   pot-cessioti  or  use    of   controlled    substances  uhile   on  site 
indicated   positive    in    ttoo    of    four    testa. 

SCKHAN,  C    A   .    NORDERHAUQ.  L    R         Region    5,     Office    of    Director 
34/O3/13         >P        SS&73   H1A         S4X   Fiche    30-204,84/03/19,8403190376 


84O3300O74    PNS-1-Q4-003    on    B.40324.  male    phonBtf    Jercey    Centr*!    Pow»r 
&   Light    Customer  Svc   Ctr    8,  notified    that  FFA  will    itart 
d enol  Ishlng   plant*    Oyiter    Creek    Implamented    emargancy 
contingency   plan  h   TNI    increased    cecurity    auiaraneis 
MADDEN,  W   ,    JOYNERiJ        Region    1<    Office    of   Director        84/03/36,       Ip 
23B22  OBB        24X  Fiche    30-000. B4/03/26, B4033OO074 

B403300U2  PNQ-1I-B4-024   on   Q40326,Btate   of   TN    informed   Region    II    that 
state    1 ic tnieei  Quadret   Co< tuspacted    as    *ource    of    lamer    llna 
Eontanlnatlon  detected    by    DOE  State    inveatigatian   underway 
TRDJANQMSKI.R        Region  E,     Office    of  Director        B4/03/27         Ip 
33BSI    H3O 


B4D3300132  Updated  PHO-V-B4-012A  on   B4O3O4. radioorapher    retetvtd 
estimated   3  B  rems    to  whole    body    tt   73  r«ma    to    left    hand 
Caused    by   radiographer   negligence    Independent   evaluation  of 
Incident    In  progress 

THDMAS-Ft   D   ,     PANQ,  J   F         flegion    3.     Office    of    Director         84/O3/li          Ip 
E2A65    394 

B4O32003S&  PNO-HI-B4-OZ4A    an  640130-0305, pa tl ent    underjoing    Co-40 
tel«therapy   traatments   re-ceivpd    therapeutic    radiation, 
eiposure    to   head  4&>C    In    excaas   of    pre-icribed   dose    N«u> 
procedure    instituted   Region    III   revleuing    case 

SRENAHKK1.D   .    AXEL30N,  VJ         Region    3,     Of  Pice    of    Director         B4/03/15 
Bpp         S3494    174 

9403210040  Updated  PNO-1-34-O21A   on    B4O3O1, radiographer  uiorltng   at 
Pilgrim    slti  received   radiation    over-ei  poiura   of    550 
mllliremi   Caused    by    recuupling    of    source    guide    tube 
Enforcement  action   being    evaluated 

ROWE.C    ,    KINNEMANiJ        Region    1.    DPFice-    of    Director        B4VO3/O5        Ip 
28707  015 

8403210133  PND-I1-B4-Q23    on    B40313,  State    of    BC  advised    of    passlblt 
overe^posure   op  radiographer    &   assistant    radiographer 
Caused    bij    assistant   radiograph »r    performi ns    dutie*    a* 
radiographer  ExposurBi    of    3,  OOO   to    10i  ODO  rein  posiible 
TflOJANOMSKI,  R   ,    WOODRUFF.  R   L        Region   2,     Office   of    Director 
B4/03/16         Sff         22707' 234 


PUBLIC   DOCUMENT   ROOM  MISCELLANEOUS 


B31006O076   Foruardi    AEOD   engineering    evaluation   repti     "Reviau   of   Eventi 
Involving    Failure*    of  Pouer   Supply    In    Instrumentation    h 
Control    Sus    "   Rapt    should    be    foruarded    to  Region*    II   d    III 
CHIRAHAL.M        Reactor   Operations  Analyst*    Branch        AEGD/E324 
S3/09/S1         SEYFRITi  K  V        Reactor  Opftratlon*    Analytls   Branch        Ip, 
38773   173 

—8310060077   AEOD/E334 

"Re-vlau)  of  Event*    Involving    Failure*    of  Power   Supply    In 
Instrumentation   h  Control    Bysi "    engineering    evaluation   rapt 
CNIHAMAL.  M        Director's    Of  Pice        AEOD/E324        83/09/21,       32pp. 
HS770    173 

6403020424    Fjesponda    to   840123    Itr   re    original    issuance  d    subsequent 
revs    tn    9RP  9   B    1    &   associated   branch    technical    position 
Matrli    oP  8RP   fire    protection    chronology    t.  SRP   rev*   and, per 
telcan    H/D  SRP   revs. 

BPEIQiT    P        Divi*ion    of   Safety   Technology        B4/02/17,       FLQRA.J.H. 
Flora,     J  M        3pp        22491    344 

B403O3033>0  Forwards   A  Lakner  840314    differing    prof   opinion    on 
reliability  mattera    for    transmittal    to   PDR 

FLORV.S        Office   of   Nuclear   Regulatory    Research,    Director        84/03/37. 
Record   Services    Branch     (Document   Control    Deik).       Ip         32501:316, 


6403220075   GN-B4-01S:  on    B4032Q,  notic*    of   violation   t,  proposed 
Imposition  of   civil    penalties    in   amount    of  *10Oi OOO  ml  1 1    be 
Issued    to    licensee   Action    based   on    failure    to  maintain 
containment    Integrity    b    failure    to    conduct    survel llancn 
CKAIQ.-J.,    AXELRADi  0        Director's    Office.    Office   of    Inspection   and 
Enforcement        B4/Q3/1S         2pp         28712  308        24 X   Fie  he:  SO-230, B4/03/15. 
S4032B0073 


— Q403050339  Requests   NRC  reconilder    differing    prof    opinion    on 
rrllatallltv  matter*    by    appointing    peor   ravteu   group    compo**d 
of    competent  &   impartial    members    Re»*ont    for   requett 
provl ded 

LARNEffi A  A        Lakner  Associate*        84/02/14        MINOQUE.R.B        Office    op 
Nuclear-  Regulatory    Research*    Director.       Spp        S2SO1.317 


B4O32300E3   PND-1 1 1-34-027;  on   B4O3IB,  diver   working    on    fuel     a**erati)u 
uprnder    received   radiation   dose    to    right    thigh    of    4  B   r>m* 
Caused    bu    licensee    failure    to    Identify    localized    high 
radiation  field  near    up«nder 

GflEOERj  L  R  ,    PAPER)  ELLth  C        Aegion   3-    Office   of  Director.       64/03/19 
Ip          HE7B6   318        E4X    Fiche    50-25S,  B4/O3/19,  H403230023 


84030603E7  Responds    to  840-214   memo   re   9100   cerl**    of    insp    procedure* 
applicable   to   pouar    reactor    l>    fuel    facility    xcurity    Insp 
prujT-ami   Review    Indicated    procedures    provide    (atisfactory 
ui  or  Una    tool    for  NRC   inspector* 

EISENHUT, DO       Dlvliion    of   Licensing        84/02/17,       PARTLDMi J. 0 
Dlvlkicn  of  OA>    Safeguard*   t   inspection  Program*   (Pact   Q30103J        Ip 
22549  359, 


B40323001?4   PNO-I-B4-O36   on    B40313.  crack    discovered    in  emergency 
•diesel    generator  vngln*.  Ultrasonic    &   eddy    current    eiam 
Indicated  crack   depth    of    1    inch    It    length    of  a   Inches.  State 
op   NY    informed 

FETRONE.C   ,     ESELOROTH, P          Region     t,     Office    of   Director         B4/03/SO 
Ip         2R734   34S         24X   Flihe    50-323,04/03/20,9403230094 

8403330117  PNO-V-B4-016-  an    B40319.  hy drog an    explosion    occurred    In  main 
generator  Caused    by    circuit    breaker    trip    shutting    domn 
hydrogen    seal    oil    pump,  resulting    In   hydrogen   leak    Manual 
safety    Injection    to    *<al    oil    tank    initiated 

NAHBUT.P    ,    ECKHAHDT.J.       Region   S,     Office-    of  Director.       B4/03/2Q         Ip 
22730   335       H4.X   Fich  e,  50-312,  B4/03/2O,  B4O3S301 17 

B403270114   EN-B3-07i.A;  on    B403B3,  ord»r    Imposing    civil    monetary    penalties 
in   amount  of  <SO.  000.  Ac  tion    based    on    failure    to    classify 
torufc-to-dryuell   vacuum   bnaker  actuation   arm   *haft  seal* 
under  App   B,  Mitigation    of   831115    penalty    unwarranted, 
RLINeLFR.e,,    AXELRAD.J        Director's   Office,    Office   of    Insp action    and 
Enffircctnent,      B4/03/23,        Ip         22774-051        B4X  Fiche' 50-237,  B4/03/23. 
B«.  032701 14 


— G4D2030935  Forwards    index    of    B1OO    series    Insp    procedure*   applicable   to 
power    reactor   fc    fuel    facility    tocurity    ln*p    programs 
pr*vlouily    developed    by    LLL  Review  fc    comments    requeste/d    by 
B40224 

PARTLOW,J  6        Division    of   OA.    Safeguards   lc    Inspection   Program 
(Pott    Q30103)         B4/01/24        MARTIN,  T  T        DlvUiOn    of    Engineering   1. 
TethTilcal   Program*       STOHRiJP.      Division   gf  Emergency  Prepartdna** 
ti  Material*   Safety.       HIND,  J  A        Divltion    of   Emergency    Prepared!)*** 
b   Operational    Support,       Spp        32549.334, 

B4O30701O3  Retpond*   to  640130  reo.ue»t   for  NRfi   as*l*tanc*    In   defining 
component!  tubsys  fc   sys   »ubj   to  NPRD8  reporting   und*r 
general    deicrlptlon    of   roactor   protective    syi/ESF   actuation 
««* 

DENTQN, H  R       Office   of  Nuclear  R««ctor   Regulation.    Director, 
B4/Oa/23        HELTEHEB.C.J        Director'*  Office.       Ip        22361:164 
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— B4Q3160020    Informs    of   review    of  NPRDS   data    collection    for    reactor 
protection    sys/ESF  actuation   sys    instrumentation    IEEE   8td 
6O3j     "IEEE   9td    for    Safety    Sga    far   Nuclear    Power   Qencrating 
Station."    ihould    be    uaid    to    establish    boundaries 
ROSA. F        Instrumentation   *c   Control    Systems    Branch        84/02/08 
MDLAHAN.O  M        Operating    Reactors    Assessment   Branch        Bpp 
22561- 169 


BflQ32702BQ  Ack   receipt    of   840227    1  tr   re    leak    rate    testing    proposal 
Requests   meeting   u/ technical    evaluators    of    "Containment   Sys 
Leakage    Testing  Requirements"    on  840312  Decision  on   four 
other    proposals    should    bo   made  as    soon   as    possible 

REYTBLATT.  Z         Eiitran.     Inc         84/03/O2         THOMPSON,  R   D        Administrative 
Contracts    Branch         3pp         22789   363 


-B40B240397   Forward*   response    to  Feb    memo   re    NPRDS   data    collection    tor 
ESF   actuation    sy* 

SPEIBiT  P        Division   of   Safety    Technology        B4/02/13 
EIBENHUT.DO.       Division    of    Licensing        3pp        22361    167 


8403580370  Forwards   preliminary    case    study   rapt   re   breaching    of 
encapsulation   of   sealed    uell    logging    sources   Comments  re 
technical    accuracy    requested   within   3O  days    of    Itr  receipt 
HELTEMEB.C    J         Director's    Office         84/03/07         LEE.  J        Dresser    Atlas 
Eiport    Sales         lp         3SSQB   06B 


— B4QS13Q042  Requetts    asslctance    In    defining    reportable    component*    for 
u*«    by    HcsnieB*    In   reporting    engineering    8.    failure    data    for 
re/actor   protection    lys/ESF   actuation    syi    instrumentation 
to   NPRDS 

HELTEMES.C  J.       Director's    Office        84/01/30        DENTQN.  H  H        Office 
oF   Nuclear  Reactor   Regulation.     Director        MINOQUE.R   B        Office   of 
Nuclear  Regulatory    Research.    Director        DEVQUNO, R  C        Director's 
Offlcei    Office   of    Inspection   and    Enf orcemont        2pp        22961    170 

64O3O8O106  Request*   NRC   prepare    propo*ed    rule    on    use    of   high    enriched 
U   tt    plan  fc   ichedula    for    development    of    *tep*    to    improve 
security   meaturea    at    domestic    non power   reactors    using    high 
enriched   U   fueliby    B40330    For  Commission    consideration 
CHILK, 3  J,       Office    of    the    Secretary    of    the   Commission        84/02/23 
DIRCKB,  H,  J        Office    of    the    E>ecuttve  Director    for   Operations        4pp 
22594,  091. 

B4Q3QBO271   Recommends    that    bachfltting    of   anticipatory    trips    In   custom 
Tech    Specs,  per  JA   Olihintki    630727   memo    to   DO   Elsenhut.be 
treated    as    unique    generic    i*sue    In    accordance    u/NRR  Ofc    Ltr 
40    Supporting    Info    for   anticipatory    trip    Issue    end 
HIRAOLIA.F.  0        Assistant    Director    far   Safety    A»*essnient         84/03/53 
MINNERS.W,       Safety    Program  Evaluation  Branch         Bpp        225B4    066 

B4O313O300  Responds    to    questions    in  831129    Itr    to   State    of   NJ  Dept    of 
Environ   Protection   re    former    Meetinghouse    facility    in 
DlDofnf  ieldi  NJ,  Contamination    removed. 

MARTIN. T, T        Division    of    Engineering    &  Technical    Programs         B4/02/23 
PENN.J        Affiliation   Not   Aisloned,       2pp        22407    184 

—  8403130312  Request*   response    to   encl    8311 25    Itr    to   State    of   NJ  Dept   of 
Environ  Protection    re    use    of    former  Weittnghouse    facility    in 
Bloomfleld.NJ 

PENNiJ.       Affiliation  Not   Assigned        84/02/11         ALLAN.  J  M        Region 
1.     Office    of   Director        3pp        22607'  136, 

B4O314Q233  Comment*    on    propo*ed    revs    to    10CFR73  71    re    *afeguards 
reporting  requirement*  Requirements   can   be   relaied  u/o 
changing   NRC   ability    to   respond    to    incidents    on    possible 
generic    safeguards    problem* 

DENTONiH  R        Office    of   Nuclear  Reactor   Regulation,     Director 
84/03/03        DAVIS.  J.O        Office    of   Nuclear-  Material    Safety    d 
B»f  eguards,  Director        2pp.       33638,  O21. 

--B4  031 40340  Forwards    draft    rule  package    proposing    revs    to    10CFR73  71    re 
safeguards   event   reporting   requirement*  Revs   make 
requirement*    more    reasonable  t>    improve   NRC    data    base    of 
safeguard*    events    for   morn    effective    generic    analysis 
DAVIS, J  0        Office    of  Nuclear  Material    Safety    & 

Safeguard*.  Director        84/02/16.       DENTON,  H  R        Office    of    Nuclear 
Reactor  Regulation,     Director        DEYDUNO, R   C        Director'*    Office, 
Office    of    Inspection   and   Enforcement        MINOOUE, R   B        Office   of 
Nuclear  Regulatory   Research,    Director        49pp         22638  023 

B4031S0160  Forwards    "Trends    b   Patterns   Program   Plan.FYB4-S6    "   Analy*is 
oP   responses   yielded    listed    conclusions    from   B30B03  r»que*t 
for    commtnt*   on   draft  vercion   of   plan 
KELTEMEB.C   J,       Director's    Office,       AEOD/P402        84/03/03        DENTON,  H  R 

Office    of   Nuclear    Reactor   Regulation,     Director        DEYDUNO.  R.  C. 
Director's  Office,    Office   of    Inspection  and  Enforcement 
MINOOUe.fi, B,       Office    of   Nuclear  Regulatory    Re*earch,    Director.       Zpp 
22MB  307, 


— B4O3190164  "Trend*   fc  Patterns  Program  Plan,FYB4-B6   " 
«      Director's  Offlci        AEOD/P403.       04/03/31.       33pp. 


2264B  309 


B4O32AO134  Request*   deletion   of  C  Sedky  name   from  mailing    Ii*t 
HAMILTON.?       Klrkpatrick.    Loclihart.    Hill.    Christopher  fc  PhtUips 
04/03/32,  NRC   -  No   Detailed   Affiliation   Olven.       lp.       227BB   14f 

B403B7O195   Inform*    that    as    result   of   review,  of    520    items    identified    in 
B4O9t9    Itr   re    product*    furnished    bg    Bonney   Forge. Carllnvil le 
Plant, 910  are   sock-o-lets   or   nip-o-lets, B-inch   nominal    pipe 
»li*   b  Chemical   Analysis   NC A 3967. 4   doe*  not   apply 
OERWIN.  E  F.       Pullman-     Inc.       B4/03/B1         JORDAN,  E   L,       Division    of 
E««rfl*-ney  Preparedness  Ir  Engineering   Response    (Post  930103)       4pp. 
aa7t*>.  191. 


— S403280B73  Foruiards   preliminary   case    study   rept   re    breaching    of 
encapsulation  of    sealed   uell    logging    sources   Comments   re 
technical    accuracy   requested   ulthin  3O  days    of   Itr  receipt 
HELTEMES.C    J         Director's    Office         B4/03/07         AGREE,  E   H         Qulf 
Nuclear,     trie          lp         22BOB    069 

— B4032B027B  Forwards   preliminary   case    study   rept  re   breaching    of 
encapsulation  of   sealed   well    logging    sources   Comments   re 
technical    accuracy   requested   uithin  30  days   of   Itr  receipt 
HELTEMES, C   J         Director's    Office         84/03/07         SHELTON.C    D 
Sheluell    Services,     Inc         lp        33800070 

— B4 032 a 0282  Foruiards   preliminary   case   study   refit   re   breaching    of 
encapsulation  of   sealed   uell    lagging    sources   Comments   re 
technical    accuracy   requested   uithin  30  days    of    Itr  receipt 
HELTEMES.C    J        Director's    Office         B4/03/07         SELF,  D   M 
Consolidation   Coal    Co         lp         22BCB   071 

— B4032BOZB8  Forwards    preliminary   case    study   rept  re   breaching   of 
encapsulation   of    sealed   well    logging    sources   Comments   re 
technical    accuracy    requested   uithin   30  days    of   Itr  receipt 
HELTEMES.C  J        Director's   Office        84/03/07        SMITH,  D  A 
Professional    Logging   Servicesi     Inc        lp        2280S  072 

— 8403280294  Forwards    preliminary   case    study    rept  re   breaching   of 
encapsulation   of    sealed   well    logging    sources  Preliminary 
findings, conclusions   &   recommendations   provided    to  give 
complete    picture   of   rept   Comments    requested   uithin  30   days 
HELTEMES.C   J         Director's    Office         B4/O3/O7         DAVIS,  J   0         Offite    of 
Nuclear   Material    Safety   &   Safeguards.  Director        DEYQUNQ.  R  C 
Director's  Office,    Office    of    Inspection   and   Enforcement 
MINOOUE. R   B        Office   of   Nuclear  Regulatory   Research,    Director 
3pp         2280B   073 

— B4032B0296  Forwards   preliminary    case   study    rept   re   breaching    of 
encapsulation  of  mell    logging    sources   Requests  rept   be 
forwarded    to   States    of   KY.  CO.  TX   tt   other    states  u/ large 
number    of   well    logging    licenses 

HELTEMES,  C  J        Director's    Office        84/03/07        KERR,  Q  M        Office    of 
State    Programs.    Director         lp        22SOB  076 

— 840328O301    "Preliminary    Case    Study   Rept   on   Breaching    of   Encapsulation 
of  Sealed   Uell   Logging    Sources    " 
PETTUOHN.SL         Director 's    Of  f  ice         B4/03/31         47pp         22BOB124 


NUREO   REPORTS    AND    RELATED   CORRESPONDENCE 


Q40309O3O2  Notifies    that   Rev  2    to    "Rept   of    Independent  Review   of 
Environ   Qualification  Programs    to   NUREO-058B"   not   complete 
reliEue.per   840201    Itr   Several   rept   apps   had    no    changes 
PETR1CK,N  A,       Standardiied    Nuclear   Unit   Power  Plant  System        8LNRC 
B4-OOP5        B4/02/07        DENTON, H  R        Office    of   Nuclear  Reactor 
Regulation.     Director         lp          331iO    174         24X   Flchfl    30-000,  B4/O2/O7. 
B402090302 

B403010016  Further  response    to   F01A   reque*t    Por    16   categories    of 
documents   Forwards   WJ  Dircks    B11219    Itr   re   B10406  sabotage 
event   fc    special   rept    to   Commonwealth    of  PA    Info   partially 
withheld    (ref   F01A  Exemption   3} 

FELTON.J  M        Division   of   Rules   and   Records        84/01/04        BHDLLV,  3  C 
Union    of   Concerned   Scientist*        2pp        22479  076       24X 
Fiche    50-334, B4/01/04,  B403010016 

B403010017  Forwards   SSER   4    (NUREO-OBB7)   re   operation   of    facilities 
M/o    encl 

YOUNOBLOOD.B  J        Licensing    Branch    1        B4/02/17        ED  ELM  A  N.  M  P 
Cleveland   Electric    Illuminating  Co        3pp        3E479  341        B4X 
Fiche    50-440,84/03/17,3403010017 

B4030100S4  Responds    to   FOIA  reque*t    for   documents   re   petition    for 
rulemaklng   PRM-30-31    from  Citizens   Task    Force   of  Chaptl 
HilliNC    Forwards   App    A  documents   App   B    documents   completely 
withheld    (ref   FDIA  Exemption    S) 

FELTON.J  M        Division   of  Rules   and   Record*        B4/01/1B        SHDLLV,  S  C 
Union   of   Concerned    Scientists        4pp        22446  035 
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--B403O10Q74    Fcruiards    revleui    comments    on    draft    RES    denial     of    petition     for 
rulemaking    on    emergency    planning    zone    at    nuclear    power 
p  lants.,  per   request    General    comments    enel 

HULMAN,L   S         Atcident    Evaluation    Branch          B3/O1/07         CDTA.  P    C 
Research    t   Standards    Coord  1  nation    Branch          7pfl          2244*   041 

B1O3QlO03t>   Responds     to    FD1A    request     far     19B2    NLJREG/CfJ-281  5,      "NRC.Natl 
Ifel  labi  lity    Evaluation   Program    (NREPJ    Procedures    Quid*    " 
Forwards    NUREG 

F-ELTON,  J   M         Division    of    Rule's    and    Record's          84/01/04          BETCHE'Fi.J   L 
Northern   States  Power    Co         lp         22177  002 

—  8403010041    NUnC<!/Cn~2B15    CRFT 

Drtfft    PROBABILISTIC    SAFETV    ANALYSIS   PRDCEOURES    GUIDE 
BARI.R    A    •     HUSLIK,  A    J         Brookhaven    National     Laboratory 
EL-BASS1ONI,  A        Office    of    Nuclear    Reactor   Ilegu  1  ation,     Director 
FIN    A-3382         DNL-NUREO-31  531         03/O7/01  NRC    -Ho    Detailed 

Affiliation    flivon          33lpp          23477    OO3 

B403O1005Q  Third    partial    response    to    FOIfl  request    for    sii    categories 
op   documents    i-e    facility    Forwards    App    A  documents   App   A 
documents    also   placed    in    PDH    App    B    dec  uments    trill    ie    placed 
in    PDR    upon    request    Review    continuing 
FELTONj  J   M         Division    op    Rules    and    Records          E4/01/I7          ANDERSON.  S    I 

Garvey,     Schubert,     Adams    £.   Barer         4pp         2244A   293        24X 
Flche    50-000,  B4/O1/  17.  8-4030  JQOSO 

—  OJ12020204   Forwards    nauj    format    for    nuclear    pouier    plants    —   const    status 

rept.  NUREG—  Q030    (yellqui    bookJ    Me"    format  should    be    used    to 

provide   neit    update    info    for   planned    Nov  19BI    publication 

(data    as    of   Sept   30.  1901  >    -due  BU12O   H/o  end 

HABiriELD.R   A        Office    oF   Management    and  Program  Analysis 
Bl/IO/30         DUNN,  C    M         Ouquesne    Light    Co          9pp          22446-305         24X 
Fiche     30-000,  B4/01/17.  0403010030 

B40301D066   Forwards.    safety    evaluation    re    B21233   response    to    Generic    Ltr 
B2-16-   concerning    NUREO-0737   T*ch    Specs    Two    items    closed 
Items    I    A    1    1    3  fa    II    E  4    1    under    consideration   Rsspan** 
acceptable 

VAROA.S   A         Operating    Reactors    Branch    ],        QL-B2-16         E4/O2/10 
OIESLEK.C    W        Wisconsin   Pi/blie    Service   Corp         7pp        324BO   001         24X 
Flchc    DO-aO3,  B4/02/10,S4030IQOMi 

B4Q3D100-72   Final    response    tn    FOIA    request    for    comparative     evaluation 
of   nuclear    facilities    compliance    LJ/NUREG-057B    8.   NUWEG-O737 
requil-ements    Foriuards    App    A    documents    App    B    document 
entirely    mithheld    (ref    FOIrt    Exemption    5) 

FELTON.J  M        Division    of    Rules  and    Records         Bt/QS/Qt        MEIBS,  E   R 
Union    of   Concerned    scientists         4pp         asiflB    ItO 


B40301O117   Partial    response    to    FOIA   request    For    dncum*nts    by    named 
individuals    re   r«P  ts,  ana  lyse  i,  atutfle^,  procedures   &    sys    far 
meaBur*mant    of  RCS    lealage   App   B    documents    placed    in   PDR 
App   A   dacuff«ncs   already    available    In  PDR  Searcfi    continuing 
FELTONiJ  M        Division   of    RuJ  es   and    Records         B4/O1/2S        MADDEN,  T  J 
Kaye.     Scholer,     Fierman,     ItauE    ic   Handler          7pp          SS4BO    026          24X 
Fiche    50-000,  34/01/39,9403010117 

—  0403010193    Informs    tOat    portable    computers    obtained    for    regional    ofca 

for   use    tn    independent    measurement   of    leak    rate*    from   PHR 

cooling    ays   Draft    module   &    u*er    guide    (  MURES  -O9B6  )    end    H/o 

encls 

JORDAN,  E'L        Division   of   Emergency    FrBparedness    fa  Eng  ineerina 

Response    (Poit   B3O1O3)          B3/03/31          TAVLOR.  J   M         Division    of    HA. 

Safeguards  &    inspection    Programs    (Post    83O103)         4pp         2a4BI:S38 

B40301012O  Forwards   addl    info    to   B3I230  submittal    re    fWHE«-O737,  1  tem 
III.D    1     1.     "Primary    Coolant    Outside   Containment    "   R»v 
identifies    portio-ns    of    sy«    nnt    to    be    tested1    &    responds    to 
NRC   comments    Info    should    close   SER   Confirmatory    Is-aua    2B 
TRAMM.T  R        Commnnyealth   Edison    Co        B177N        84/02/22        UENTON,  H  R 
Office   of   Nuclear   Reactor   Regulation.     Director        Spp         22432  OO2 
24X   Fitrte    50-000.  B1/02/23,  B4O301O12O 

B4Q301O173  FoTuarfis    order    conflrining    license-n    commitments    to    implement 
jost-TMI    relatetf    items    par  Suppl    1    to  NUREQ-O737  Schedular 
commitments    reasonable,  achievable    t<  mill    provide    timely 
upgrading    of    emargincy    response   capability 

VARGA.S  A        Operating   Reactors   Branch    1         GL-02-33        64/02/83 
HILLIAMS.J  J       Florida   Po-uier    tt  Lirht   Co        4pp         2H479    3O9         34X 
Fiche    BO-250.B4/03/23,  S40301OI73 

—  B4030101BO  Order   conPkrming    licensee-   comiftttmentt    to  upgrade   emergency 

response   CJipabili  tu,  per    Suppl    1    to  NUREO-O737 

(OeneTic   Ltr    BS-33) 

EISfcNHUT.D  0        Division    of   Licensing         OL-B2-33        84/02/33, 

Florida  POUVT-  b  Light   Co        6p?         22477   213        24X 

Fiche    50-830,  B4/Q2/23,  0403O1Q173 


B403O1D203   Forwards    licensee    B4D12O   tc   24    Itrs    on    Chri  Sta-Mirla 
Subcontention    9(^'    uihlctt    questions    adherence    to    guidance   oF 
NUfJEG-0737   re    radiation   monitoring    tys   Related 
correspondence1 

OALLO,  J        laham.     Lincoln   &  Baale        OALLO,  J        Consumers   Pouer    Co 
ISSUANCES   OLA         B4/O2/37         El.OCH,  P   D    ,     PARIS.  0   H    <     SHON,  F    J         Atonic 
Safety   and    Licensing    Board    Panel         4pp        22433  2B3        24X 
Fiche    30-133,  B4/02/S7,  B403010H03 

0403O10233  aubmits    info  re    NUREO-0737,  Items    1 1    E    1    2.     "Safety   Orad« 
fluilliarg   FHadwater   Bys    Initiation  I"  Flotu    Indication"    d 
II    K   3  3,     "Reporting    of   Safety   &  Relief   Valve   Failures    fc 
Challenje*.  "    per    utll    B31230    Itr    b  Oerierlt    Ltr   B2-li 
COUNSIL,  W   0         Northeast    Nucloar   Energy    Co       isubs       of   Northil*t 
Utilities)        CDUNSIL,  H  0        Northeast  Utilities        A03616        B4/O2/21. 
MILLER,  J  R        Operating    Reactors   Dranch    3        3pp         22434    lea        24X 
Ficha    30-336,84/03/21,8403010235 

84O301O2i2   Further  response    to    FOIA   request    for    documint*    re    Sandla 
Contract   A-1133  &    bibliography    used    by   R   Bernaro   Forward » 
App    A   documents 

FELTON, J   M        Division    of   Rules   and   Records        FIN  A-11H3        S3/12/20 
ItUTLEDGE.P        Carolina   Environmental    Study   Group        2pp        22444.069 
SAX    Flche    SO-OOO,  B3/12/2O. B4030102i2 

—B4030 10274   Diacussei    research    rept. NUBEO/CR-2H39    <8and0i-l 349) , 
"Technical    Guidance    for    Biting    Criteria   Development    " 
mruardB  NUREO/CR-2723   &  NURES/CR-2899   for   ref    USB   only- M/o 
encls 

D1RCKS.W  J  Office  of  the  Executive  Director  fur  Oparttions 
B2/11/2S  PALLADINO.  OILIN9KV,  AHEARNE  Commi  »*i oners  2pp. 
22444  O76  3-1X  Flche  3O-000,  B3/1S/20.  B40301O342 

Q4O30 10304   Application    for    amend    to   Licenses   DPR -33,  DPR -92  &   DPR-A^i 
chanulns    Tech    Specs    to    louer   Croup    1    isolation    setpolnt    for 
reactor    louer   mater    level    VJ/proprietary   NEDE-3001B,     "        MB IV 
Water    Level  "    Rept    withheld     (ref    10CFR2   79O) 

HILLS.L   M'      TednBssee    Valley    Authority         TVA   HFNP    TB    194.         B4/02/Za 
DENTON.H  R        Office    of   Nuclear  Reactor  Regulation,    Director        3pp 
22433   042         24X    Fiche    SO-239, B4/O2/22, B40301O306 

— B 4 0301 03 1 3  Proposed    changes    to  Tech   Bpect    louierlng    Croup    1    Halation 
setpolnt    for    mat  tor    lower   uater    level    U/affidavlt 
•      Tennessee   Valley    Authority        B4/02/22        29pp        22433.049         E4X 
Fic-hc    50-259,  B4/O3/22.  B40301030& 

8403D1O347   Forwards    statue    b    justification    for   nine    listed    NUREO-O737  Ig 
Reg   Guide    1    9?    1  tent, per    B40222  request   Analysis    of   safety 
parameter    display    *ya  ulll    be    submitted   by    B40430 
KUK1LL.H   0        General    Public    Utilitie.   -  CPU  Service  Corp 
5311-34-2043         S4/QE/27         EIBEMHUT,  D   0         Division    of   Liceniing 
21pp         22433   OtB        24X   Fiche    30-2B9i B4/02/27,  S403010347. 

B4O301O351    Eumiriary    of   B402O9  meeting    u/uti  1,  Be  ience   Appl  Icat  lonsi  Inci 

HPR  A-EEOC    i  MIT   re    NRC   comments    on    detailed    control   room 

dftdgn   revieui   program   plan,  per   requirements   of   Buppl    1    to 

NUREO-0737  vieugraphs    encl 

PAULSON, H  A        Operating    Reactors    Branch    S        LSD3-B4-O2-057 

B4/02/27  Operating   Reactors   Branch    5        36pp        22432' 329        24X 

Fiche:  SO-2S3,  S4/03/29.  B403010331 

B40301O3B4  Forwards   SER    for    SEP  Topic    1 1-3  C.     "UHB   "    Usue    adtttuatelg 
resolved   based    an   revlau    of   831114    Itr   Resolution   will    Be 
incorporated    in    suppl    to    integrated    plant    safety    assessment 
rept    (NUREQ-OB2ci> 

CRUTCHFIGLD,  D.       Operating    Reactors    Branch    3        LBOS-84-02-O9& 
B4/OH/EB        COUNSIL,  M  0        Northeast   Nuclear  Enrrgy    Co      (tubs      of 
Northeast   Utilities)         opp        ES434   061        24X   Fiche    90-213,  S4/O2/2S, 
8403010394 

B40301O391    Summariies    finding*    from   audit   of    TMI    action    items    during    w 
of  B31OB4    Item    II    B    3.     "Post-Accident   Sampling    Byi    (PASS}," 
findings   are    of   mast    concern   Correctly*   actions    listed 
COUNSIL, M   B  ,     OPEKA.J  F        Connecticut  Yankee   Atomic   Pouer    Co 
B10959         B3/11/23         MURLEV.T   E         Region    1,     Office    of   Director          4pp 
23434    068        24X   Fich*.  50-313,  83/1 1/23,  B403010391 

B403010400  Submits    info   re    pres»urlier   heater    transformer    barrier 
design,  per  License   Condition   2  C.  9  Missile    protection 
structure    ulll    be    leitmically    anchored    on   concrete    floor 
slab 

H1LL1AMS.J  H  Florida  Power  &  Light  Co  L-H4-44  B4/02/27 
E19ENHUT,»0  Diviilon  of  Licensing  3pp  22434  O26  H4X 
fi  che-  50-389,84/02/27,6403010400 

B403010S16  Summary    of    B4O130-31    meetings   ui/util    at    site    in  Dauphin 

CountUiPA  re   -status,  schedule   &  vcop*   of  implementation    of 

selactrd  NUREO-0737    action    itims   Agenda  b  vieugraphs 
encl 

vAM  vLlET.J        Operating   Riactors    Branch  4,       B4/O2/22  Operating 

Reactors   Branch   4         130pp         22443  303  24X   Fiche    3O-2B9i B4/OK/S2, 
84O30JO5I6 
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B403020QOS   Forwards    InPo    requested     in   SSER    5  (NUREQ-QB57)    re    testa 

performed    for    C-E   on    load    limiting    devices  in    reactor   vessel 
I  ouier    key    horliontal    supports 

VAN    BRUNT.  E  E         Arizona   Public   Service   Co  ANPP-2BB36-UFQ/ 
S4/02Y1Q          KNIGHTON,  Q         Licensing    Branch    3         9pp         22142   20!         24X 
Fiche    50-528.84/02/10,0403020005 


8403030313  Forwards   addl    comments   to   Guidelines    5aj  7a  &    7b    nf   technical 
evaluation   rept    In    response    to   NRC    B2063O    1  tr    re    conti-ot    of 
heavy    loadsjper  Generic   Ltr    Bl-07 

MILLS. L   M         Tennessee    valleij    Authority         QL-B1-07         B4/OS/2H 
ADEN3AM.E         Licensing    Branch    4         llpp         22439    19O         24 X 
Flche    BO-327,  34/02/28,8403020313 


8403D2OO14    Partial    response    to   FOIA  request    for    seven    categories    of 
documents    re   NRC   regionalization    program   App    A   documents    In 
PDR.  Revltu   up    remaining    documents    Incomplete 

F EL TO  Mi  J    M        Division  of   Rules  and    Records        B3/12/16        LCJIJENTHAL.J 
Nuclear    Information   fc  Resource  Service        3pp         22492  24B        24X 
Fiche    SO-QOO.  83/12/16,  B40303OO14 


B4Q302O317  Forwards   Rev    1O   to    "Analysis   of    Hydrogen    Control    Measures    at 
McOuirt    Nuclear   Station."    per   9BEH    7    (fJUREQ-0422) 
TUCKER.  H   H         Duke    Poiuer    Co         B4/02/29        DENTOW,  H   H         0*  Pit  e    of 
Nuclear   Reactor  Regulation.     Director        2pp        22441    216         24X 
Fiche    SO-OOOj 84/02/29, B403Q30317 


—  S4030.20O3!)  Forwards    final    draPt   program   guidance    For  FVB3-aSPper 

NUfiEe-QBBS,     "MRC   Policy   t   Planning   Quittance    "   fiev  of    current 
arc    operating    p  Ian.  Incorporating    Commi  mi  on    Aug    1982    budget 
dJeciclon*   (c   program  guidance,  expected    by    B21Q3O 
DIfiCKSjW  J         QPPicB   op   the   E»ocutive   Director    for   Operations 
82/Q9/2Q  NRC   -  No    Detailed    Affiliation  Given        19pp 

J32492    294          24X   Ficho    30-000,83/12/16,8403020014 

—  B403020OB2  Provides    program   guidance   For   FYB3-Bfij  developed    in   support 

oF  NUREO-OBBSj  Issue  S,  "NRC  Policy  &  Planning  Guidance 
1983  "  Correct  nfc  operating  plan  should  be  revised  to 
incorporate  and  comments 

DIRCKS.H  J         Office   of    the   Executive  Director    for   Operations 
93/05/20,  NHC   -  No   Detailed    Affiliation  Given,       HOpp 

SH.493    340         24X   Fiche    SO-OOO,  B3/12/16,  B4O3Q2OQI4, 

B40302Q16S   NUREQ-Q936   V02    N04 

NR-C    REOULATQRY   AOENDA  Quarterly  Report,  Oc  tober-Decerober 

19B3 

"       Division    oP    Rules    and    Records          B4/02/29         IBOpp         324B2   213 

•B4O30HO171    Foruiar-ds    order    confirming    util    commitments    to    implement 
requirement!    OP   Buppl    1    to   NUHEG--0737  Order    based    on  S30418 
b  OB23    Itrs    in    re»ponse    to   Generic    Ltr   82-33, 

VARSA.B   A.       Operating   Reactors  Branch    1        OL-B2-33        64/02/21 
BAYNE.J   P.       Power   Authority    oP   the   State    of   NBU  York        4pp 
91         24X   Fiche   SO-SB6,  S4/O2/21,  B4030B0171. 


—  B4030BO173   Ordnr    confirming    licensee  830418  &   0833   commitments    on 
emergency    response    capabll  ttu,.  per   requirement*    of   Sup  pi     1    to 
NUHEO-0737  t,    Hnneric   Ltr  B3-33 

E  I  SEN  HUT,  D  O         Division    of  Licensing        OL-B2-33        84/OB/21 
Pouter    Authority    of    the    Btate    of    Neui   York        6pp        22471    O99        24  X 
Fiche'  50-BBA,  H4/02/21  .  B403020171 


— S4O30203S1   Rev    10    to    "Analysis   of   Hydrogen  Control    Measures   at    Mcfluire 
Nuc  lear  Station    " 

»      Duke   Power   Co          B4/03/29        SOpp         224.41    218         24X 
Fiche    SO-OQO,  B4/O2/29,  8403020317 

B4O30H03E7  Reque>sts    that   completion    date    at   emergency  operations 
facility    be    extended     from    830201    to   03063B.  per    S3O413   I,    OB24 
Itrs    b   NUREO-O737.  Suppl     1    ComplBtion    date    does    not    cover 
safety    parameter  display    -HJB    installation 

DAYNErJ  P        Pouier   Authority    of   the   State    of  NBUI   York        JPN-S4-15 
B4/OS/S9        VA98ALLQ,  D   n         Operating    Reactors    Branch   2          2pp 
22439    BOS         24X   Fiche    30-333,  Bfl/02/29,  8403020337 

B4O3020343   Foruiards    BALP   rept    for   Oc  t    1982    -   Sept    1<?B3   Malnt    of    1  nio 
personnel    error  rate   merits    continued  attention 

HURLEY, T   E         Region     1,     OfPice    of   Director         Bfl/02/29         LUNDVALL,  A    E 
Baltimore  flaa    S.  Electric    Co        3pp        22439  217        24X 
Fiche    50-317.  B4/O2/29.  S4O3020343 


— O4030S0345   SALP   rept     fnr    Qct    1983   -   Sept    19B3 

»      Region    1,     Office    of    Director         IEB-83-04         83/12/13 
22439   220          24X    FicJiB    50-317,  B4/02/29,  8403030343 


S7pp 


B40302O392  FDIA   request    for    Chili   031019  memo    to    Dirtks   re    post- 
accident    sampling    aijs     (NUREQ-0737.  Item    II    D    3)     to    be   placed 

in  PDR 

PEDRO-J        NU3   Corp         CD-L13-B3-0'1S       Q4/01/E6  Diviaian    oF   Rules 

and    Records  Ip         22491    293        24  X    Fiche    30-2B7.  S4/OI /26,  B403OS037S 

B4O3D20393   fiuaponds    to    FOIA    request    for   Chilk    B21O19   memo     to    Dircls 
re    aECY-B2-3B4    concerning     status    of    TH1-1    NUREG-O737   items 
Forwards   document    Document    also  available    in  PDR 

FELTON.J   M         Division    of    Rules    and    Records         B4/02/19          PEDRO,  J         NUB 
Corp          Ip         22491    2B6         24X    Fiehe    5O-2B9.  64/03/1 5,  B4O3OS039B 


B4O3O2O1Q4    Request*.    1  dvnti P icatl on   of   any    potential    problems    or    Items 
that    cannot    be    met   utthln    time    frame  required    to    meet   Sept 
1784    goal    Por    completion    of   NUREO-0737   Items 

VARDA,  B.  A        Op*r«tinB   Reactors   Branch    I.       B4/02/22,       WILLIAMS.J 
Florida    Poiuer    tt   Light   Co         2pp         E2495   OOS         S4X 
Fiche:  BO-aSO,  84/O2/22i  B403Qa01S4 

B403020EO7    Forward*    order    confirming    licensee    commitments    on    emergency 
rv>pc-n*e    capabi llty, based    on    info    provided    in    utll    830414    b 
OBBS  re*pon»»«    to  Oenerlc   Ltr  B2-33,  Buppl    1    to  NUREQ-0737 
SCHWEMCEH,  A,       Llcenslnfl    Branch    S        GL-B2-33        B4/OS/B1         FARBAR.DL 
Commonulealth   Edison   Co.       2pp        22494  3S4        24X   Fiche  3O-373,  S4/02/21, 
B4O3Q20207 

— B403O202ai    Order    confirming    licensee   B30414   ti  OB25   commltmtnta   on 
emergency    rmponst    capabl  litij.  per   Oenerlc   Ltr    B2-33i  Bupp  1    1 
to    WJREO-07P7 

EIBENHUT.  D  0.       Civilian   oP   Licensing         CL-85-33,       S4/ 03/31 
Conunonwealth    Edison  Co        7pp        22474 '326        34 X 
Fiche.  30-373.  S4/02/2I,  B403020207 

8403020287    Forward i    "Rept    on   Special    LiPtlng    Devices."    per  QQ1111 
rttvponte    to   SER    Dpen    Item   39  Rept    covers    design. fabrication 
tt    Initial    acceptance    testing    of   six    special    lifting    devices 
lilted    In    Tabl*    3  oP   B1O717    Hr. 

MCCAFFREY- B   R.        Long    Island    Lighting  Co        SNRC-1007        84/02/21 
DEMTON, H   R,       Of  Pica    op  Nucltar   Reactor   Regulation,    Director        3pp 
SS441 .  266.       24X    Fiche. 90-322, 84/03/21,  84030202B7 

84O3OSO289  Forward*   revolution    of  SER    Conplrmataru    ItfUB    11    re    util 
B3O21B   tr  O31&   BubmittaK   concfrning   TNI  Action   Item*   I   C  2   & 
I.  C.  B, 

VDUNOBLOOD,  B  J,        Llcinilng    Branch    1        B4/O2/21         OARY.R.J        Teiaa 
Utllltie*    Electric    Co      (Pormerly    Te<as    Utilities    Generating   Co    ) 
5pp.       2B4'?E:241.       24X  Flche.  SO-44S,  B4/O2/21,  B4030202fl9 

B4Q3030a*f9   NatlpiBS    that   proponed   Tech   Spec    for    certain  NUREO-0737 
lt*ni    per   Oinerlc    Ltr   B3-37   will    be    submitted    by    B40401. 
QIESLGR,  C.  W,       Misconsln  Public    Service    Carp        NRC-B4-33.       B4/02/2B 
EISENHUT.  D,  0,       Division    of  Licensing        2pp        22440  066        24X 
Fiche:  9O-3O9i  84/O2/2B,  B40302029S 


B4030204iO  NUREO-007H   R01 
EDO  PROCEDURES   MANUAL. 

«      Office   oF    the  Eiecutlve    Director    for  Operations 
135pp.        22491    BBS 


B4O3030007   Forwards    request     For   addl     inPo   re   NUREQ-0737,  Item    II     D    3, 
"Post  -Ace  ident    Sampling    Bys.  "    to   complete   revieu  Requests 
TBiponsB  luithiti  43    days   of    Itr  receipt 

CRUTCHriELD,  D         Operating    Reactors    Branch    S        USOS-84-O2-Q57 
84/02/29       LINDEH.F        Dairyland  Pouer  Cooperative        3pp         2349O    187 
24X  Fiche    30-4O9,  B4/O3/89,  840303000? 

B403050O16  Forunrdi  Rev   7   to    FflAR   site  addendum    (filed    in   PDR   Category 
K)    i  Rev  7  to    radiological    emergency   response   plan    (filed    in 
PDR  Category    F) 

3CHNELL.D   F         UnloT)    Electric    Co        ULNRC-7S1         B4/03/01          DENTON.  H    R 
Office    of  Nuclear  Reactor    Regulation,    Director         5pp        B24B5  3D4 
24.X   Fiche'SO~4B3.  B4/O3/O1.  B403030016 

— B403OQ0019  Rev    7   to    radiological    emergency    response  plan 

*      Union  Electric    Cc        B4/03/01        354j>p        22486  23B         24X 
Fiche    30-4S3j  B4/03/01.  B403030016 

B4O3O30020  Responds    to   FOIA    request    for   documents    re   PASNY    submittal    on 
tij*    interactions. rep t«    evaluating    cubmlttal    fr   ]lst    op 
T-epts/analys-e*    from   LLL  evaluating    PA5NY   tys    interaction 
program  Foruiards  App    A  documents 

FELTON.J  M        Division    of   Rules  and    Records        fla/lH/07         BHOLLYr S 
Union    of  Concerned    SclentUts        6pp.      23B29  098        24X 
Fiche,  30-OOO,  B3/12/07r  B403O30020 

--84O3050039   NUREO/CR-2030 

BVaTEMB   INTEflACTIQM  EVALUATION  PROCEDURE  FQH    APPLICATION   TO 

INDIAN  P01NT-3 

LIMr  J  J  ,    ALEBSOj H  P   .    RICEiT  R        Laurence  Livecmorn   Laboratory 

FIN   A-0403.        UCRL-33024         B 1/04/30  NRC   -   No   Detailed 

Affiliation    Given          SOpp          22926    OB?         S4X   Flche.90-O09.B3/12/07. 

8403090020 

8403030053  Summary   op    B4O2O3   meeting    ui/util    at    site   re  revieu  of 
NUREQ-0737    items  Ag enda. attendance    list  &   handouts    encl 
V 1 331  NO.  0  S.      Operating  Reactors  Branch  4       94 /OH/ 23  Operating 

Reactors   Branch    4         24pp         22327  332        24X  Fiche    50-344>,  B4V03/23. 
B403Q500S3 
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8403050033    Discusses    analyses    on    33    safety     relief    valve    (SHY)     discharge 
limes    per    92 12 27   request;     to    address     tjjestions    re    SUV   test 
program   p*r    THJ    Item    II    D    1    flnalu.sea    indicate    supports   A 
piping    geonetru    adequate 

Q-UCWA,L    T         Georgia    Poiuur    Cn         NED-B4-O40         B4/02/1O         STQLZ, J   F 
Operating    Reactors    Branch    A          2pp          23490    OO7         SIX 
Fiche    50-321 , B<U03/1O,  8403050003 


B3.030SQS33  Notifies    that    Class    IV  rather    than    Class    III    fee    appropriate 
tor   revleu   of   B4O127   application    For   amend    to    License 
DPR-49.  changing   Tech    Specs    re   NUREG-O737  &   min    staffing 
requirements 

D10Q9,  R    M         License    Fes'   Management    Branch          B4/02/29         ARNOLD.  0. 
Inua  Electric    Light    &  Power   Co        lp        33537  337        24 X 
Fiche    50-331.  94/02/E9.  B4030SO233 


S403O30G9B   Forwards     "Rept    on    Task    O908B,  Pres  t  ui-1  ler    Relief    Valve 
Discharge  Piping   Qualification    for    Calvert    Cliffs, Unit  a," 
pe-r  TM1     Item    IE    D    1 

LUNDVALL.A   E         DaltimoTe    Gat    i.   Electric    Co         S4/03/29         MILLER, J   R 
Operating    Reactors    Oranch    3         3pp          22-4B4     Ih7          24X 
Flche    50-31B.  34/O2/39,  B403O30O9B 


B40305Q33S  Forwards   Amend*    6S   t<  62   to   Licenses   DPR-43  &  DPR-iO, 
respectively   &   safety    evaluation   Amends   revise    Tech   Specs    re 
emergency    air    treatment    sys    b   electric    hydrogen   recombiner* 
DIIANN1.D  C        Operating    Reactors   Branch   3        81/O2/B1        MU80LF, D  M 
Northern   States   Pooler   Co         2pp         33327    188         24 X 
Fiche    50-362,84/02/21,8403030338 


— 8403030100    "Rppfc    on    Tasli     05DSB,  Pre  s  sur  i  I  tr    Relief    Valve    Discharge 
Piping    Qualification    for   Calvert    Cliffs. Unit   2    "    Approi    nine 
of  Q4    editing    pipe    support!    may    eiperience    sir  SUE 
PATEL.  R    Q         Bechtel    Corp          94/02/11          l£2pp          E24S4    ] 7O          34X 
ftche    50-319-  34/05/39.  0*03050098 

— B403050I03    CEN-24BIB)    R02 

Rev   2    to    "Pressurl  ler    Safety    Valve    Operabillti|    Rept    " 

»      Cnmoustion  Engineering,      Inc         B4/OJ/31         30pp         22484    332        24X 

Fiche    30-319.84/02/39,  04Q3050Q9B 

B4U30301O3  Advises    that    opcrabilltg    testing    op  RCS  vent    valvua    will    be 
performed    per    requirements    of    rtSME, Sec tion    Xl> Budsett (on 
IHV-341O,  for    Category    B    valves. per    NURES-O737,  1  tarn    II    B    j 
COUNSIiL.W  0        Connecticut;    Yankee    Atomic    Pouiar   Co        CDUNSIL.  M  Q 
Northeast    Nuclear    Energg    Co        (subs       of    Northeast    Utilitiesl 
COUNCIL,  W   0         Northeast    Utilities          B11O43         84/02/21         MILLER, J   fi 
Operating   Reactors    Branch    3         CRUTCHFIELDi  B        Ope-r-ating    Reactors 
Brancfi     S         2pp          EIS4BB   043         24 X    Fiche    SO-OOQ.  B4/OS/B1,  B40-305O1OS 


-3403030249  Safety    evaluation    supporting   Amend  i    68  &  AS    to   Licetii 
DPF1-42  ti  DPlt-f>C-i  respectively 

»      Office    of   Nuclear    Reactor   Regulation.     Director         04/02/S1 
3SS37  SOB        21 X   Flche    SO-2B2, B4/03/B1,  81030S033B 


7pp 


B4D30SO373  Requssts    provision    of  alternative    surveillance    to   r«plat» 
rsqiiirBirpnt    presently    in   Tech    Specs   re    turbine    overspent 
protection   Proposed    alternative   malnt,  calibr   b   teetlnfl 
program    should    asGiire    that   protection    sy«    operable 
YOUfJODLODD,  D  J       Llcenetng   Branch    1        04/03/39        GARY,  R   J        Teiat 
Utilities   Electric    Co      (formerly    Teiat   Utilities   Generating   Co.  >, 
Ipp        BSS01    107        24X  riche    SO-445.  84/03/39,  B4O30S0273, 

8403050369  Summary    of   B40202  meDting    u/uti  1,  HTI,  Esaei   t.  Bechtel    in 
Bethesda,MD   re    control    room    design   review, per   Suppl    1    to 
NURES-0737  Further    clarification    required    In    task    analysis 
ares   Vi eugraphs    enc 1 

WAGNER,  D  H        Licensing   Branch    3        B4/02/S4  Licensing    Branch  3 

25pp        22S27  264        24X   Flche    50-394.84/02/24,8403050369 


B403OSOIO7   Forudrda    "Abnormal    Transient   Operating    flui de 1 ine-s  , Part   I 
Pro tf dura  1    Oul del ine s, "    "         Part    1 J-Vol     1    Fundamentals    of 
Reactor    Control         "    }<   "         Part    Il-Vnl    H         ."    per    B30415 
schedule    far    tcmpleting    Buppl     1    tn    NUREO-O737   requirements 
C ROUSC,  R    P         Toledo    Edison    Co          1O3O         B4/O3/O1          EISENHUT, D   0 
Division    of  Licensing         35pp         22523  331         24X   Fithe    BO-34A, Bfl/03/01. 
S4030S0107 


B4 03040039   Hoard    Notification    84-041    forwards    utll    610203   updated 
proposed    resolutions    &   commitments    per    integrated    assessment 
of   plant    Several    issues    under    litigation    before    ABLB  re 
proposed    expansion   of    spent    fuel    pool    storage    capacity 
MIRAGLIA.F  J        Assistant    Director    for   Safety   Assessment        04/02/24 
BLOCH,  P   D    .    PARIS,  0  H   ,     SHDN,  F  J        Atonic    Safety    and  Licensing    Dojr 
Panel          Spp         2254B    283         B4X    Flche    SO-13S!  B4/02/24, B40306O039 


— B403O50UO   ProcBdure    74-1123331-00,      "Abnormal     Transient    Operating 
guidelines,  Pai  t    I    Prc-cedirral    Guide!  ines    " 

*  Hi/hcncfc    t,  UHcoj    Co         92/1O/12        Bfipp         22533   256        21 X 
Fiche    30-341,,  B4/O3/01,  B4O3O3O107 

--B403050114  Procetiure    74-1 12S331-OO,     "Abnormal    Transient   Operating 
Q-uidel  ines,  Part    1  I-Vol    1    (-'untfamenta  1    of   Reactor   Control     for 
Abnormal    Transients    " 

'       Do  I)  toe*    I,   HUtoi    Co-         82/O7/O6         34  Spp          22523   312          24X 
Fiche     50-346,,  B4/O3/01,  a-103050107 

--B403050118   Proceflure    7-5-1 125931-00,      "Abnormal     Transient    Operating 
Guf dellnesipart    11-Vol    2  Diicussion    of   Selected    Transients    " 

*  Uabcack    !.    Htltot    Co          B3/O7Jft(,         230pp          25524   257          24X 
Fie  he     50-344,  al/03/01.  B4O3&S01O7 

B>)oa030121    Faruiarda    notice    a  F    consideration    of    issuance    of   amend    to 
License    DfH-6, ba»ad    on   B11219   It  revised   331216   applications 
Amend    <hang?s   T-ei-h    Specs    re    stack    S'1a   monitoring    ays 
CRUTCHF1ELD.D         Operating    Reactors    Brancn     3          LBOS-S4-O2-O4B 
B1/QP/2B         VANDEWALLE.O   J          Consumers    Pniu&r    Co          4pp         224 BEJ   035 
24Y.    Tithe    30-15B-  04/02/22,3403030121 

B4O303Q1&1    Forwards    "StructuTal    Bteol    Sjrvi vah i I i tu   Evaluation,"    in 
response    to    94020?    request     For    addl     info     IRAI    SBO   26), 
per   SCR    Open    Item    14 

KEMPCH.J  S        Thilaifplphia   Electric    Co        GDVT    |-1         B4/03/av. 
SCHWENCER.A        Licensing    Branch   2        3pp         2S4B3  O37        24X 
Fiche    30-353,  B-l/02/-S9,E4030301il 

— B403050I63   "Stt uctural    Steel    Survl vabl 1 i tu    Evaluation    "   Rev    1    to 
"Comparison    of  Philadelphia    Electric    Co   Heat    Balance 
Model    W/NUHCO/CR-3192"     pnc 1 

>      Philadelphia    Electric    Co         84/OS/24          372pp          23403   04O         H4X 
Flche    50-33S,  B4/02'/29,  B403030I  Al 

B40305O329   Submits    reviem   of    pna  t-acc  I  dent    sampling    saltern    II    D   3  T«n 
of    11    criteria   met   Remaining    criterion   re    procedure    Par 
estimating    extent    of    core    damage    based    on    radionuc 1 ide 
evaluation,  accep table    on    interim   tia-sis. 

MlULEft.J  R        Operating    Reactors    Branch    3        B4/02/27        STEWART,  W  L 
Virginia   Electric    &  Pouier   Co        App        S333G  001         SAX 
?,  340305022V 


9403060011    Foruards    SEF7    for    NUREO-0737,  Item    II    B    S   S   re    plant 
shielding   Actions    t*ten    or    planned    for   post-accident  vital 
area  JCCBSE    satisfy    requirements    of   NUREO-0737 

VARGfljS  A        Operating    Reactors   Branch    1        84/02/2B        DAYNE,  J  P 
Pouer   Authority    of    the    State    of  Mem  York        App        2S92B-  31B        24  X 
Fiche    no-H 


8403060085  POIA  request    for    documents   re   Equipment   Qualification 
Brancn    refluent    to  OELD    for    clarification    of    10CFR50  49, 
HOLZMAN.PM        ttngiTieerino    Planning    i  Management,     Inc        P13S03,  004 
B3/1S/2S        FELTON.J  H        Division    of   Rules    and    Records         lp 
23533   213 

B4030iOOBt   Approves    state    »    local    plans   5.  preparedness    for   alurtino  fc 
protecting    public    in    everit    of   radlalaglial    emergency 
Approval    conditional    on   verification   of    alert    &   notification 
syt   per    criteria    of   App    3   of   NUREG-0634/FEMA-REP-t  ,  Rev    1. 
SPECK,  B  W        Federal    Emergency    Management   Agency        84/02/13 
DIRCK8,  W   J        Office    of    the   Eiacutive   Director    Cor   Operations         lp 
2251i    300         24X    Fiche    30-250,  B4/O2/  15,  B403O400B6 

B403O6D09I    Jtesponds    to   FDIA   request    for  record*    prepared    by    NFtC   r< 
request    to   PELD    for    clarification   of    10CFR30   4?  Forward*   App 
A    documents   No   addl    records    located    lubj    to   request 

FELTONiJ  H        Division    of    Rules   and   Records        H4/OJ/S3        HOLZMAN.  P  H 
Engineering    Planning    &t  Management.     Inc        2pp        2292B  314 

—  B309120SSA  Requests    comments    on    interpretations    of   Section    90  49   of 

lOCFftSO,     "Environ   Qualification    of   Electric    Equipment 

Important    to   Safety    for    Nuclear   Power   Plants    " 

VOLLMER.R   H        Division    of   Engineering        fi3/OBX31        OLMBTEAD,  W  J 

Regulations    Division         3pp        223SB  216 

—0403060093  Responds    to    specific    questions    raised    in  B30B31    r»qus»t  T 
legal    interpretation    of    10CFRSO   49,     "Environ   Oualif  ication 
Rule.  " 

OLH9TEAD,  M  J        Office    of    the  Eiecutive   Legal    Director        83/1O/04 
VOLL-MER,  R   H        Division    of    Engineering        3pp        22830.  2lV 

—  B309  130556  Requests    comments    on    Interpretations    of   Section    SO  49  it 

IOCFHSO,     "Environ    Qualification    of  Electric    Equipment 
Important    to   Safety    for    Nuclear  Pouer  Plant*    " 

VOLLMER.  R    H         Division    of    Enflineerinfl         B3/OB/31,        OLMBTEADi  H   J 
Regulation!    division         Spp        223SB  216 


NONDOCKETED  ITEMS 


473 


B403O6O112  Forwards    "Safety    Parameter    Display    Sys    Parameter    Selection 
Evaluation   d    Implementation    Plan,"    per    Generic    Ltr   B2-33, 
"Suppl    1    to   NUREO-0737  Requirements    for  Emergency    Response 
Capability    " 

WILLIAMS,  J   W         Florida    Power    &   Light   Ca         L-B4-4B         B1/O3/O1 
EI9ENHUT,  D  0        Division    of  Licensing         Ip        23310    322        24X 
Fiche    30-335,  B4/O3/01,  B4030o01 12 

— B4O3O60116    "Safety    Parameter    Display   Sys   Parameter  Selection  Evaluation 
b    Implementation   Plan    " 

«      Florida  Power   It  Lloht   Co        GL-S2-33        B4/O3/QI        lOpp 
223 IB   323         24X    Flcha    SO-33S, B4/03/O1 ,  8 4 0304 Ol IS 


B403060364   Revised  application    for   amend    to  License   DFR-73,  changing 
Teen    Specs    to  reflect    addition  of    two    independ  ent,  in-place 
hydrogen   monitors   Certificate   of  Svc    end 

WESTAFER,  Q   R         Florida    Foiuer    Corp         3FO2B4-13         84/03/24 
DENTON,  H   R        Office   of    Nuclear  Reactor  Regiilationi     Director        6pp 
23311    297         SAX   Fl  che    50-3O2,  H4/O2/24,  B403Q6O3<i4 

— B4O3O6036B  Proposed    Tech    Specs  reflecting   addition    of   two    independent, 
in-placp    hydrogen  monitors,  in  response   to  NUflEQ-0737,  Item 
II    F    I 

*       Florida    Power    Carp          GL-B3-37         B4/02/24         9pp         22S1 1     303        24X 
Fiche    SO-a02.  B4/02/24,  B403060364 


B403O&0129   Forwards    summary    of    identified    technical    evaluation   rept 
d ePlciencles   re    environ    qualification   of    safety-related 
electrical    equipment,  defined    by    IE  Bulletin    79-01B   & 
NUFtEO-OBBB, respectively    End    withheld    (ref    10CFR2   790) 
CLAYTON, F.  L        Alabama  Power   Co         1EB-79-01B        34/02/29        VARQA. B  A 
Office    of  Nuclear   Reactor    Regulation.    Director        4pp        22519  036 
24X   Flche- 50-349,  B4/02/39,  B4Q30601S9 


04030603? 9  Provides    addl    Info    re  reactor   coolant    gas   vent    syipper 
NUREO-O737.  Hem   II    B    1    Sy  s    used   to    purge   nitrogen 
accumulated    In  reactor    vessel    head    on  B3111B  RCS  will    be 
vented    periodically    to    reduce  nitrogen   pressure 
MEDFDIiD.M    0         Southern    CallPornia    Edison   Co         B4/03/03 
CRUTCHFIELD,  D       Operatinn    Reactors    Branch   3        3pp        53516,271        24X 
Fiche    50-206,  84/03/03,  0403060399 


8403060160  Forwards   results    of    chemical    analysis    techniques    performed 
an    *td    test   matrix    solution   as   required    bu,   NUREO-O737,  Action 
Item   II.B.3iper   utl 1    B31 IBS    Itr,  Response    to    Criterion    ID   of 
drift   BER   complete 

HU.KIl.LiH  D        General    Public    Utilities    -  OPU   Service  Corp 
BB11-S4-BOSS        94/02/29        BTOLZ.  J  F        Operating    Reactors   Branch   4 
Hpp         22316  2A3        24X  Fiche    50-SB9.  B4/OH/29,  B4O3060160 

B4030iQlo.7  Advise*    that  NUREQ-0737, Action    Items    1 1    K   3  30  It    II   K   a  31 
considered    completei  based    on    840104    telcon   between    NRC   &  GE 
Licensee   need    only    identify    to  NRC   ruf   on    docket    to  OE 
Topical    Rept   NEDQ-20S66   or  NEDO-2036AP 

ZlMMERHANiS   R.        Carolina    POWBT   fc   Light    Co         NLB-B4-090         B4/02/39 
VASBALLO.D  8        Operating    Reactor*   Branch   2,       2pp        32518  334        24X 
Flche: 50-324.84/02/29,  B4030iQl 67 


B4030t0430  Provides   preliminary    estimates    for    emergency   operations 
facility   mods    to  raise    radiation  protection    factor    to 
greater    than    or   vqual    tn    flvdper  NUREQ-O696i  in   response    to 
NRC   840214    request    Util    will    not    Implement  mods 

MARSHALL,  J  R  Arliantan  Power  &  Light  Co  OCANO2B*U3  B4/OB/2? 
BTOLZ.J  F.  Operating  Reactors  Branch  4  MILLER, J  R  Operating 
Reactors  Branch  3  2pp  2S31B  192  34X  Flche.  30-313,  84/02/H9, 
B40306043O 


B4 0304.0439  Forwards  marked-up    proceduret   generation  package    For 
implementing    symptom-based    emergency   operating    procedures, 
per    Suppl     1    to  NUREQ-0737.  Par   comment 

LEMPQLS,  T   E        Niagara  Mohawk    Power   Corp        84/03/01        VAS9ALLO,  D  a 
Operating    Reactan    Branch    S        122pp        SB SOB   143        24X 
Flche    50-22O,  04/03/01,  B4030i0439 


B4O30A01B6  Forwards    safety    parameter    display    syi    Implementation  plan 
tr   parameter    selection   reptipvr  830415   commitment  Rept   meets 
requirements    of  Centric    Ltr   B2-33  re   Buppl    1    to    NUREO-0737 
WILLIAMS- J.W        Florida   Power    &  Light   Co        L-84-49        84/03/01 
EIBENHUT,  D  0        Division   -of  Licensing         llpp         SSSlf  001         S4X 
Flche, SO-3B9.B4/03/O1,B4O30&O1B& 

3403060333  Forwards    design    Info, instrument   accuracy    fc  reiponse   tlmei    to 
«>Bi*t    in   post-Implementation   review    of    containment  water 
levtl    monttorinB    (NUREO-O737.  I  tern    II    F.  It. per   B30719 
r  equas-t 

HUKILL.RD        Seneral    Public    Utllltli*    -  OPU  Service  Corp 
9211-B4-2043        84/03/01         STOLZ,  J   F        Operating    Reactor!   Branch    4 
App         HE317:317        24X  Fiche'  50-BS9.  B4/03/01,  B4030iO233 


3403060447  Furuard*   rev   to    BU0314   orderi  changing    completion    dates 
for   NUREO-0737,  Items    II    F    1    1.    "Noble  Oas   Effluent   Monitor*" 
*    II    F    1    Si     "Iodine.   Monitors,  "   from  831231    to   startup    for 
fuel    Cycle    7 

MILLER.  J  R.       Operating    Reactors   Branch   3       B4/O2/S1        WITHERS,  B  D 
Portland   Qeneral   Electric    Co        3pp        22992  023        24X 
Fiche   50-344,  84/02/21,  B4O3060447 

— S403Q60449  fiev   to  B30314    order  eitendinB   completion  date    for    Items 
II    F    1    I    ti    II   F    1    8   from  831331    to   startup    for    19B-4 
refueling    outage 

ElStNHUlVD   G        Dlvisio-n    of    Licensing        B4/02/21  Portland 

Oeneral    Electric    Co        4pp        22552  026        24X  Flche  50-344,64/02/21, 
840-3060447 


B4O30&O264  Forwards    "Program  Plan    for   Detailed    Control   Roam   Design 
Review,  "    Including    proponed    schedule    for    implementation, 
par-  NUREO-0737,  Suppl    1   requirements 

PII_ANT,J  M        Nebraska  Public    Power    District        NLSB400074        B4/03/01 
EJ8ENHUT,D  0       Division  of  Llcensino        Ip       22313  ass       24X 
Fi  ch». 90-S9B,  04/O3/01 ,  S4O30&0264 

— 84O306O274    "Program  Plan    for    Detailed   Control    Room   Design    Review   " 
*      Nebratfca   Public   Paw«r   District        84/02/29        i5pp        32515  SC6 
S4X  Flche' 50-299,94/03/01,8403060264 

B4O3OajO297  Lists    concerns   re    operator    license    eiam  review   process. 
Proper    security   m««*ures    can    be    taken    to    prevent 
dlisrmination    of    questions    to    license    applicants    during 
txmm  Requests   NRC   recontidir   new   guidance, per   NUREO-1021 
CAREY.J  J        Duquesne   Lloht   Co        84/02/24        DENTON,  H  R        Office    of 
Nuclear   Reactor  Regulation,     Director        2pp         22511     134        24X 
Fiche: 50-334,  64/02/24-  6403040297 


B4O306O470  Discusses    negotiations  u/llcensee   on  MUREB-0737    items   re 
emergency    operating    pronduresi  per    B30601    b  0712  meinoi 
REOUA.O        Operating   Reactors    Branch    1        83/09/09        EISENHUT,  D  <f 
Division    of   Licensing  Ip          22549    326         24X   Fiche    30-261,83/09/09, 

B403O6047O 

B4O3060473  Requests   eipected    completion  date)    for   NUREQ-0737    items  & 
justification    for   proposed    schedule    for    items    that   will    not 
be    completed    by   June    17B4    by    340227 

E15ENHUT,  D  0        Division    of   Licensing        84/02/23        HUH.ILL,  H  D 
General    Public    Utilities    -   OPU  Service   Corp.       4op         BH532   323        24X 
Fiche.  SO-2B9.  84/03/32,  B4030bO473 

B •103060476  Request*   ffiptcted    response    date    for   each   TKI    action    item 
listed    in    enc  1    within    ID   days 

eiBENI-RJT,  D   0        Division    of    Licensing        84/OB/31         HUKILU,H  D 
General    Public   Utilities    -   OPU  Service  Corp        5pp        2E532  32O       24X 
Fiche,  50-2B9.  04/OS/21iBflO3O60476 


B4O30iiO313  Provides    comments    on    DEB    (NUREO-lOEd)    Justification    for   not 
providing    design   analysis    of    seismic    event    reiquested 
ETCH I  SON, D        Illinois,    Btate    of,     Dept,     Hue      Safety    (formerly    Dept 
Public   Health)       84/08/22  Divislor,   of  Licensing       3pp 

Sa31B..330        24X   Fiche    30-436,  B4/OS/22,  94O3060J313 


84O306O4/7  Notification  of    840313  meeting  w/utll    In  York   Countg,  8C    to 
conduct    confirmatory    lite    visit   per   Section    13  6  of   BRP 
(NUREO-OBOQ). 

JABBQUR.K   N        Licensing    Dranch  4        B4/02/54        ADEN8AM, E  0        Licensing 
Branch    4        3pp        2B549   340         24X  Fiche    3O-413,  B4/03/24,  B403060477 


Q4O3O6O3B3  Notification   of    CRQR    Meeting    5B   on  B4031S    to    discus* 
proposed    NUREO-oaoi,     "Evaluation   Criteria    for   Detailed 
Control   Room  Design  Review   "   Requests   ofe   directors   limit 
attendance    of    ataff    at  CROR   meatinai, 

STELLO,  V,       Committee    to   Revitw  Onneric    Requirements        B4/03/O2 
MATTSON, R   J.       Office    of   Nuclear  FUactor   Regulation,     Director. 
JORDAN, E  L.       Director'!  Office,    dfflc*    of    Inspection   and   Enforcement, 

CUNNINGHAM, R   E        Office    of   Nuclear  Hatarlal    Safety   * 
Bare-guards,  Director         Ip.       88313   339 

a4Q3D&0394   Foruards    description*   of   Reg    Ouldi    1    97   requirement*  fc 
schedule    for    implementation    of   emergency    response 
capability, per   NUREO-0737,  Suppl    1 

PILANT, J.M.       Nebraska  Public    Power    District         NLSB4O0073        84/03/01 
EISENHUT.D.O,      Division   o f  Licensing        l?pp        22815311        S4X 
Fie  ha: 50-290,  B4/03/01,  6403040354 


B4O306Q5Q8  Forwards   order    confirming    util    cnmmitnents    to    Implement 
requirements    of  Hup  pi    1     to    NUREQ-0737  Order   based   on 
commitments    contained    In    util    S40419  fr  830S24   responses    to 
921 21 7    Oenerlc    Ltr    B2-33 

VAROA,S  A  Operating  Reactors  Branch  1  OL-B2-33  B4/02/21 
UTLEV.E  E  Carolina  Pouer  «  Light  Co  3pp  33553  163  24X 
Flche  30-2A!hB4/02/21,  S4O306050B 

— Q403Q&0310    Order   confirming    licensee   commitments    on   emergency   response 
capability!  per  Generic    Ltr    82-33,Suppl    1    to  NUREO-O737 
EIBENHUT.DB        Division    of    Licensing,       GL-82-33        B4/02/21. 
Carolina    Power  (,  Light    Co        6pp        23532,168        24X 
Fichf,  90-261,  B4/02/21,  B 4 03040508 
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DOCKETED  ITEMS 


8403060333    NUREG/CR-30fe7 

CALIBRATION   SOURCES   FDR    THE    C-M   COUNTER    USED    WITH   THE    BNL 

AIR    SAMPLED 

HUCHTDW-R    L    ,     BIRD,  S    K    ,     TKACHYW.  J   W         E«ion    Nuclear   Co    ,      Inc       (aubs 

of   E«mn   Curp    )          FIM   A-A347         ENlCO-ilBJ         B4/02/2?  Division    af 

Facility   Operations         32|ip         2?322-  O64 

840  3060  53  4   Notif  ication    of    B4O315-1A    meetings    u/utll     in    Sueetuater,  TN 
to   conduct    confirmatory    situ    vt5.lt   per    Section    13  6  of   8RP 
(NURES-OSOO-)- 

KENYON.  T   J         Licensing    Branch    4         84/02/28         ADENSAM.EO         Licensing 
araneh     4         3pp          2259?   317         S4X    Fie  he    SO-390.  34/02/23,  B4O306O534 


B4Q3070Q.73   NUREB/CR-3607 

RAD1CNUCLIDE   DJETRIDUTIQNB    AND   MIQRATION   MECHANISMS    AT 

SHALLOW   LAND   BURIAL    SITES    1983   Annual    Report    nf    Research 

Investigations   On    The    Pistrl  button.  Migration   And   Containment 

Qf>   Radionucl  ides    At    Matey    Fl  ats.  Kentucky 

KIRQV-L   J        Battelle   Memorial    Institute.    Pacific    Nnrthuiast 

Laboratories.        FIN   B-2S91         B4/G2/29  .Division   of   Health,     Siting    t< 

Watte    Management        80  ff         Available   at   NRC         *3    50        22563   229 


--B403070221    Requests    c onf irtnation   on    load    responaibl lit! as    for 
flnalitlng   NRC  position    re    steam   erosion    contention    issue 
Responsibility    should    bg    shared    bu   Mechanical    Engineering 
Branch    !<  Metooralogy   &    Effluent    Treatment    Branch 
NOVAK, TM        Assistant    Director    far   Licensing        83/08/29 
KNIGHT, J  P        Assistant    Director    for   Comp      &  Structures   Englnitrinj 
(Post    830201)         Spp          28563   234 

B403070253  Application    for    amend    to   Llcenies    DPR-24   t,  DPF1-27    Amend 
incorporates   changes    to    Tech    Specs    re   accident   monitoring 
Instrumentation   to    be    Installed   per   NUREQ-0737   requirement 
FAYiC    U        Wisconsin   Electric    Pouier   Co        QL-83-37        84 /OB/29 
DENTON.H   R        Dfflce    of   Nuclear  Reactor  Regulation,    Director 
MILLER.  J   R        Operating    Reactor*   Branch    3        4pp        H2336    179        24X 
Fiche    50-366-  B4/02/27,  B4Q3070253 

— 3403070257  Proposed    Tech    Specs    Incorporating    changes   re   accident 
monitoring    instrumentation    to   ba    Installed    per  NUREQ-0737 
requirement 

»     Wisconsin   Electric    Pouier   Co        B4/02/S9         lOpp        22536    IB3        2M 
Flcihe    BO-266.  B4/02/29,  B403070235 


3403070075  FDIA  request    for   V    Stello   B30BO3   memo    re    task    group    ta 
study,    turveiljgnce    testing    In    T*ch    appcs    b   030^16  &    1O04 
Itrsi    from  J-J  Bhepjiard   of   Wee  tinshouBc   Oiiin«rs  Group    to    be 
placed    In  pun    Document*    referenced    in   NUREQ-IO34 

PEDRQ.J         NUS   Corp          CD-LIE-a3~O73         94/02/02  Division    of    Rules 

an  if    Records-        lp.        H25il     132! 


B40307O104   NUfl€e-0&75    317 

SAFETY  EVALUATION  REPORT  RELATED  TO  THE  OPERATION  OF  BIABLO 
CANVON  NUCLEAR  POWER  PLANT,  UNITS  1  AND  2  Docket  Noa  90-273 
And  SO-  323  {Pacific  Gas  And  Electric  Company) 

»       Division    cf    Llcensins          64/03/29         22pp.        Available    at    NflC 
*3   00         22361    all          H4X    Flche    50-273,  84/02/39,  B40307O1O4 


Forwards    IE    Insp    R«pt    BD-SB7/83-32    on    B31 101-B401 IS   Ho 
violations    noted 

STAHOSTECKl.R        Division    of    Project   I,  Resident   Programs        34/02/31, 
HUJULL.  H  D        General    Public    Utilities    -  OPU   Service  Corp         4pp 
22347    077         24X   Fiche    30-289,84/02/21.8403070282 

--B1030702B7    IE    Insp    Rapt    SO-2B7/B3-32    on    B31 1O1-S401  IB   No   violitlatu 
noted   Major  areas    inspected   actions    on   previous    insp 
findings. plant  operations    (long-term   shutdounli Tech    Spec 
surveillance    test    program    fc   update    to  NUHEO-0680, Suppl    4 
YOUNG,  F  .     BAUNACKiW   .     CONTE.  R        Region    1,     Office    of   Director 
ALAB-72-?         B4/03/OA,        13pp         22347   083         24X    Fiche- 30-SB9.  04/03/21, 
B403D702B2 


B403070109    NUREG/CR-3401 

MANAQFMENT   AND    URGANIZAT10NAL   ASSEBBMENTS.  A    REVIEW   OF 

SELECTED   ORGANIZATIONS 

NADFL.M  V  .    KEfiW!N,C    M        Dsttell*    Human    Affairs   Research  Canters 

Battelle    Memorial    Institute,     Pacific   Northwest   Laboratories         PIN 

0-B360         PNL-4B13         84/02/29  Division    of   Human   Factors     Safety 

4Spp          Available    at    NRC,        *3    75         22561     172 


WUHEfl/CR-3649 

DYNAMIC    TESTING   OF    AS-BUILT    CIVIL   eNGlNEERINS    STRUCTURES   - 
A    REVIEW   AND   EVALUATION 

SRINIVASAN.M   G    ,     KdT,  C   A    .     HBIEH-B    J         Argorine    National    Laboratory 
FIN   A-2317         AIS*-~B3-HQ         94/O1/33  Division    Of    Engineering 

Techno-lOoy          117pp          325A2   O55 


BW3070307    Forward 5    IE    Insp    Repts   50-324/8G-42   &   30-323/83-42   on 
831215-B401 15  No  violations    or   deviations   noted 

VEnnEULI.D  N        Division    of   project   tc  Resident  Program*        84/03/06 
UTLEV,E  E        Carolina   Power    Si   Light   Co        2pp         B294&1  179        24X 
Fiche- 50-324,  84/03/06,  B4O3D70307 

--B4O3070310    IE    Insp    Repts     50-324/B3-4S   l<    30-325/B3-42   on    B3 1213-840115 
Ho  violations    or    deviations    noted    Major    areas    inspected 
surveillance,  malnt.  Operational    safety   verification,  E9F    syi 
iual  tdoun,  LEf)    review*  independent    tnsp   &   plant    transients 
MYERS,  D   0    ,     GARNER,  L.    U         Reaion    2,     OffiCB    of    Director         BEMIfl,P   R 
Division   of   Project    t<  Resident   Programs         30-323/B3-4B        B4/O2/03 
Bpp,       2SS46    177        SAX,   Fiche   50-324,84/02/06,8403070307 


B4&3070115   NVREB/CR-3091    VO3 

REVIEH   DF   WASTE    PACKADE   VERIFICATION   TESTS    Semiarnual    Report 

Covering    Th*  Pnriud   Api-ll-SepttmbeT    19B3 

saa,P         Broohnaven   National    Laboratory         FIN   A-31A7 

BNL-HyREQ-3f  630,        84/03/2*?  Division    af    Uaste    Management          164pp 

Availeole    at  NRC         «S    50        22562    176 

B403070110   NUREQ/CR-3447 

LABORATORY    EVALUATION    OF    LIMESTONE   AND   LIME   NEUTRAL  IIATIDN 

DF   ACIDIC   URANIUM    MILL    TAILINGS   SOLUTION    Progress    Report 

OPITIj  D    E  j,    DODBDM,  M  E  i     SERNE,  H    J        GatteUe    Memnrial    Institute, 

Pacific    Northwest    Laboratories          FIN    B-237Q         B4/O3/29  Division 

op   Health,    Siting    &   Waste   Management         SOpp         Available   at    NRC 

+4    00         23343   004 


Ha    B01 

LICENSEE   EVENT   REPORT   SYSTEM    Description    Of    System   And 
Guidelines   For  Reportins 

HEBDONj  F  J.       Director's    Office         B4/O2/Z9         SSPP         Available    at  NRC 
44    30.        23561    308 

9403070157  Application    supplementing    B2O3it<  fl30623  &  (WO  6   rrqu«nts   foi 
amend    to  Licenses   DPR-&2    t,   DPR—  71  1  cons  1  it  i  ng    of    Tech    Spec 
changet    Par    Item  1    re    Halation   of   HPC1    6  RCIC    mod    (NUREO- 
0737,  Action    Item    II    V,.  3    13)     tc   Qen&I-lc    Ltr    G3-O2 
HOWE,  P    H         Carolina    Power    &    Light    Co          OL-63-02         S4/O2/5B 
VABSALLO.  D  II        Operating    Reactors    Branch    2        Hpp         2293B  316         24X 
Fiche    5O-324i  B4/02/3B,  B4Q3070I57. 


B4O30703BS   NUREG-1031? 

REVIEW   AND   EVALUATION   OF    THE   NUCLEAR    REOULATORY   COMM1BBION 
SAFETV   RESEARCH   PROORAM   FOR    FISCAL   YEAR    19BS 

*      ACR9   -  Advisory    Committee    on  Reactor  Safeguard*        84/02/29- 
Available   at  NRC        *4    SO         22361    234. 


B403070372    NUREO/CR-KOOO   VD3    Nl 

LICENSEE   EVENT   REPORT    (LER)     COMPILATION   For    Month    Of 
Januarg    19B4 

*  Oak    RUgn   National    Laboratory        FIN  A-7133        DHNL/NSIC-ffOO 
B4/OZ/B7  Director's    Office         133pp         22334    092 

B403070377    NUREO/BR-O039   RO1    ER 

SMALL    BUSINESS    INNOVATION   RESEARCH   PROgRAM   Program 
Solicitation    FV19B4 

•  Office    of   Nuclear  Regulatory  Research.    Dirvctor        S4/OZ/2I 

ess 


B403O70401    NUREO-O30'S    VOB   N04 

IIEGULATORY   AND   TECHNICAL    REPORT   Compilation    For    1983 
>      Division   of   Technical     Information   &  Document   Control 
3i9pp         22334   217 


B4/OS/2? 


B403DBD003   FOI  A  r«q,ueit    for    1O   contractor   repts    on    generic   modeling    for 
vita)    area  &    safeguards    analysis   referenced    in 
NUREO/CR-3121 

SHDLLY,  S   C        Union    of   Concerned   Scientists        84/01/10,       FELTDNjJ.H 
Division    of   Rules    and    Records        2pp        EZ378   001 


--B40 3070 162  Proposed    Tecli    Spec    changes    far    Item  *f   re    Isolation    of  HPCI 
1>  RCIC    mod    (NUREO-0737J  Action    UPAI    II    H  3    IB)    *  Generic    Ltr 
8  3 -O2 

*      Carolina  Fouor    t,  Light   Co        OL-83-Oa        BI/02/as        31pp 
2253B- 318        S4X  Fiche-  30-324,  B4/OH/2B,  B403O70137 


B4030QOO39  Lists    planned    submittal    date*    for    eight   action    itcmnptr 
B4Q221    request 

HUKILL.H  D        Oeneral    Public    Utilities   -  OPU  Service  Corp, 
9211-B4-2OS4        84/03/02         EISENHUT.D  9,       Divilion    of  Licencing.       2pp 
22339    197        S4X   Flche'  5Q-2B9,  B4/03/O2,  8403080039 


840307O21B  Responds    to   FOIA    request    for    documents    re    B3D719    meeting 
to    diteusi    stean  erosion    issue    in    facility    proceeding    &   TM 
Nova  I    830S23  memo    on    IUDJ    Foruards   App    A    documents    Documents 
*    fc  5  uiithheld    (ref   FOIA   Eienption    Sf 

FELTON-J, h        Division    of   Rules    and    Record*         34/01/23        HI  ATT, S 
Ohio   Cltiiens    for   Responsible    energy         3pp         22363    220 


8403060033  Forward*    order   modifuing    implementation   date    for   Till   Action 
Item   II    F    1    1,     "Noble    Sas    Steam  Effluent   Monitor,"    per 
NUHE8-0737  Order   provides    n*u   completion    date    of  841231    H/o 
enc  I 

MILLEFi-J  R        Operating    Reactors   Branch    3        84/03/02        LUNDVALL.  A  E 
Baltimore   Gas   &   Electric    Co         4pp        2K5B4   093        24X 
Fiche    50-317.  B4/03/02,  B4O30S0083 
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8403OBOOSS   FD1A   request    for    SER    fc   SBER   Si     (NUHEG-Od.79)    re    operation    of 
facilities 

ffAREE.  8- P        Government   Accountab i 1 i tg   Project        84/01/0?  Office 

of   Administration        2pp        22984  074 


-8403090093    Application    for    amend    to   License   DPR~26. revt Bing    Tech    Bpc 
to    incorporate    requirements    for    reactor   coolant   vent    sys 
O'TDDLE.  J    D        Consolidated    Edison   CD      of    Neu   Vork.     IDE         84/02/28 
2pp         2237i   007         34X    Fiche    50-317,  B4/O2/2B,  B40309Q095 


B403QBQ179   Fourth    partial    response    to    FtJIA  request    for   si  <    categories 
of    documents    re    facilities   Forwards    App   A   documents  App    D 
document    entirely    withheld    (ref   F01A  Exemption    9)    Review   of 
addl    documents    subj    to   re  quo  at    continuing 
FELTONiJ  M        Division    of   Rules    and    Records        B4/O2/13        AN0EREON,  S    I 

Oar  Vinl  i     Schubert.     Adam*    *   Barer         7pp         22383    226         24X 
Fiche    SO-000,  B4/02/I3,  B4030B0179 

—  81O7B90171    Notification    of    B  10729  maeting    w/utll    h  BJ.W    in    Bethesdfl.MD 

to    dl«-cus»   method    utll    Intends    to    use    to    Fulfill    requirments 
of    NUREQ-O737   Item   II    F   2    (Inadequate    core    coaling 
instrumentation) 

HERNANjR   U        Licensing    Branch    4         BI/O7/21         ADENBAM,  E   0 
Licensing    Branch    4        2pp         229B3  309        24X  Flcha    50-000,84/03/13, 
34Q30S0179 

—  0209300163  Forwards   Cycle    3    systematic    appraisal    of    licensee 

performance    input    for   B10701    through    820730    In  response    to 
Rajjion    9  820635  request    Strong   rogfc    evident  Resolution   of 
technical    isiues.  responsiveness    &    staffing    sat  Isfac  bory 
HERMAN,  R  M.       Licensing    Branch    4        82/07/15        EISENHUTiD.fi 
Division   of  Licensing        6pp,       2ESB3  391         24X   Fiche    90-000, 
84/OZ/13,  B4030B017? 

B4O3QB0227   Lists    concerns    an    proposed    tuater    supply    s.ys  discussed    in 
Dec    1983   DEB    (NURE0-102&)  •  Intlud  ing    degradation    of   mater 
quality    from  cooling    water    discharge    to   Kankakre   River 
OALLAOHER,J  R        Hill    County,     1L.       B4/Q3/OS  Division    of   Licensing 

lp         22361'031.       24X  Fiche    90-456,  B4/O3/02,  B4O30BO227 

B403oa0264   Forwards    "Control    Room  Design   Bevleu  Program  plan    for   North 
Anna   fc   Surry    Power   Stations,  "    In   response    to   Suppl    1    to 
NUREQ-O737  Review  expected    to   faa    completed    by    B50B30 
BTEHART.W  L        Virginia   Electric    fr  Power    Co        097        S4/O3/01- 
DEN  TON  i  H   R        Office    of   Nuclear   Reactor   Regulation,     Director        Hpp 
2SS57-S9S        24X   Fiehe   30-000.  84/03/01.  BIOSOBOaM 

—  B4O30BO2&9   "Control    Room   Design   Review  Program   Plan    for   North   Anna   & 

Sorry    Power   stations)  "    In   response    to    Buppl    1    to    NJREG-0737 
*      Virginia   Electric    fc  Power   Co        S4/O3/01          lUpp.       22997  279 
24X    Fiche'  90-000,  84/03/01,  B1030B02A4 


—  84030901Q1    Propo&ed    Tech    Spec   rp   RC3  venti   par  NUHEG-0737,  Item   II    B    1 
»      Consolidated   Edison   Co,     of  Nam  York,     Inc        B4/02/29        Bpp 
2H976   Oil          24X    FichE    50-247,64/02/20,8403090095 

B4O309O100   Application    for    amend    to    Licence    DPH-16,  changing    Tech    Specs 
re    fire    detection    instruments   to    comply  ui/NUREO-O737 
(Generic    Ltr   83-3i).  Items    IIB1-IIB3,  1  1   F    1   fc   1  1    D  3  4 
KUNCL.L   0         Webraske    Public    Power    District         NLS   B40O076         B4/02/29 
VASSALLO,  D   19         Operating    Reactors    Branch    5         6pp         32571     116        24X 
FichE    SO-2 


Forwards    three   repts   ro    facility    safety    parameter    display 
sg*    (SFDai.per   r'quirements    of  Suppl    1    to   NUREG-0737 
BPD3   will    be    inttallnd    during    upcoming    reclrculatiun   piping 
replacement    outage 

PILANT,  J  M        Nebraska  Public    Punier   District        LQA8400069        B4/03/01 
EISENHUT,  D  0        Division    of  Licensing         2pp         22938   090        SAX 
Fich«-  SO-29B,  B4/O3/O1,  B4030BOHiS 

B403OB040*   Further   response    to    FOIA  request    for   documents    re    SER 
related    to   operation   of    facilities   Forward  t    App    D   document*' 
App    A  b    D   documents    available    in   PDR-Revieu    of    remaining 
document*    subj    to  request    in    progress 

F  ELTON,  J    M        Division   of   Rules   and    Records         B4/03/02        OARDE,  Q  P 
Oov»rnin(int  Accountability    Projact        tpp         B29B3   073 

—  B31BH3OS96  Forwards    responses    to   Allegations    7,  9  &   4B.  per    031  130 

requett. 

8PEIS,  T  P        Division   of   Safety    Technology,       83/12/09        KNICHTON,  O 

Office    of   Nuclear   Reactor    Regulation.     Director         12pp         2ZSB3   111 

—  B4G3OSQ424  Forward*    safety    evaluations    Por   Allegations    B,  I0>  11-  14i  13, 

16,  17,27,28,  E9.  31,  38,  33,39.  36.  99.  83  h   66  License*  approach 

Por    dvttrminlno.    containment    stability    against    tilting 

Acceptable. 

VOLLrie«,R.  H        Division    of    Engineering         IEB-BO-11        B3/12/07 

EISENHUT,  D  6.       Division    of    Licensing         31pp         229B3    132, 

B4O3O9O01B   Forwards    "High    Pressure    Safety    Injection   Pump,"   mechanical 
environ    qualification   ropt,p*r  SSER    S    CNURE0-OB57). 
VAN   BRUNT.E  E,       Aril  on*  public   Service   Co        ANPP-2B97Q-HFG/, 
B4/  02/29.       KNIOHTDN,OM        Licensing    Branch    3        Spp        22366   O01        S4X 
FlehO!  &0-92B,  B4/O2/29,  S4O3090012 

B403O7DOB1    Foruardt   Suppl    4    to    responsn   to    IE   Bulletin  83-OH.  consist  ing 
of    rvpt,     "Reclrculatlon,  RHR   Shutdown   Coaling.  H»«d   Spray   Lin* 
ftaactor    Info    (Rev  2)    " 

DALTROFF,  SL.       Philadelphia    Electric    Co.       IEB-B3-02        B4/02/21 
MURLEV,  T.  E.       R«glon    1,    Office    of    Director        3pp         E297B    193        24X 
FleJi*   BO-277,  B4/02/S1,  B4030900BI. 

B4O3090079   Forwards    application    to    amend    License    DPR-K6  connit-ting    of 
proposed    Tich    Spec    changes,  incorporating    requirements   of 
I  ton    II    B    1    of   NUREO-0737,     "Reactor   Coolant    venb   Sg«   » 
O'TOOLE.J.D        Consolidated    Edison   Co,     of   N«u   Yorfc,     Inc        OL-B3-37 
S4X02/2B.       VVWOA.S.A        Optrating    Reactors   Branch    1        Bpp         2H976  OO7 
24X    Fich»   90-247.  B4/02/2S,  8403090099. 


—  B4O3O90116  Proposed    radiological    Tech    Bpoca    per  NURES-0737    (Generic 

Ltr   83-36)    re    Fire    detection   instrumentation 

»      Nebraska  Public    Pouer  District        GL-B3-36        B4/O2/39         lipp 

2H571     123         24X    Fiche    90-398,04/02/29.0403090100 

B40309O11B    Foruarda    comments   re   DEB    (NUREG-1033)    for    consideration    in 
preparation    of  FES 

atJHENSEN,  0  C.      Washington   Public    Pouer  Supply   System       003-B4-13I 
B4/O3/09         KNIQHTQN,  0   W,        Licensing    Branch    3         5pp         22376   O74         34  X 
Fiche.  50-309J  B4/O3/OS,  B40309011B 

9403090121    Advises    that   24   h    humidity    test   of   three    safety-related 
components   per  SfiER    4    (NUHEG-OB92)    satisfactorily   rompleted 
SOREN3EN,  O  C        Washington   Public   POLJEF  Supply    Bystem        QD2-S4-108 
B4/O3/01         BCHWENCER.A        Licensing    Branch   3        lp        22976  Oi6       S4X 
Fiche    30-397.94/03/01,8403090121 

B40309D145  Jlequests    submlttal    of   documentation  re  NUREG-0737    items 
uil  thin    30    dags    to    complete   technical    reviews  & 
implementation,  deluding    Suppl    l,by   Sept    19Q4 

VAROA,  S  A        Operating   Reactors  Branch    I        B4/Q3/03        FflRBAR,  D  L 
Commonwealth   Edison    Co        2pp        22S92  309       34X  Fiche    50-399,  04/03/02, 
8403090145 

B40309O133   Notifies     that    goal     for    completion    of    technical    reviews   (. 
Implementation   of    NUREG-0737    items.  excluding   9uppl    1,  is   Sept 
1984    All    required    documents    must   be   provided   &  Tech  Specs    in 
place    to   meet    goal 

VAROA.S  A        Operating   Reactors  Branch    1        B4/03/02       CAREY,  J  J 
Duquesne    Light   Co          3pp         22SS4   3SB         24X   Fiche    30-334,84/03/03, 
8403090133 

B40309O179  Forwards    supplemental    info   re   core   exit    thermncoupl  es    tCET) 
for    Inadequate   core    cooling    interim  operation,  per  B40310 
telcpn    GET    sys    complies    u/most   NUREO-0737,  Item    II    F   2 
requirements 

MARSHALL.  J   R         ArJiatiBas    Power   t<   Light   Co         1CAN03B401         B4/O3/07 
STOLZ.J  F        Dparating   Reactors  Branch    4        3pp        22S73  Hi7        24X 
Fiche   50-313.S4/03/07.S403090179 

B40309O210  Advises   tfcat   uti  1   640230    proposed   variance    for   high-range 
stack    gas    monitors    unacceptable  Sy  s    should    be   modified    to 
meat    display    guidance   of   NUREQ-O737,  Item   II   F   1(1),    "Addl 
Accident  Monitorini    Instrumentation  " 

CRUTCHriELD,  D       Operating    Reactors    Branch    S        LSOS-34-O3-007 
B4/O3/07         VANOEWALLE,D   J         Consumers    Power   CD         Spp         S3974    39B 
24X    Fiche     30-000,  B4/03/07,  B4030902IO 

S40309O292   Application    to    amend    Licenses   DPR-71    &   DPR-62,  rev  i  s  ing    Tech 
Specs   re    Occident   monitoring    Instrumontation   per  NUREG-0737 
t   Generic    Ltr  83-3A 

HOWE,  P   H        Carolina   Power    (<   Light   CD        NL8-84-Q74        B4/03/O2 
VAB3ALLO,  D  B        Operating    Reactors   Branch   B        7pp        22971    172        24X 
Fiche   50-324,  84/03/03,  B403090292 

—  8403090340   Proposed    Tech    Sputa  re    limiting    condition*    for    operation  * 

surveillance   requirements    For  accident  monitoring 
instrumentation    p*r  NUREQ-0737   (.   Generic   Lir  83-36 
*      Carolina  Poiuer    Si  Light    Co        OL  -83-36        B4/03/02        21pp 
22371,199         24X    Fiche    30-324,  B4/O3/O3,  8403090392 

B4O309027B  Notifies    that    submlttal    date    for   STS   addressing   NUREG-0737 
items,  per   Generic    Ltr  83-37,  rescheduled    POT  040305 
COUMSIL.W  O        Connecticut    Yankee  Atomic   Power   Co        CDUN8IL,  M  G 
Northeast   Nuclear   Energy    Co      (subs      op  Northeast  Utilities) 
CDUWSIL.W  O        Northeast  Utilities        A03610        04/02/24        EISENHUT.DG 
Division    oP   Licensing.       Sjjp        22372   196        B4X  Fiche   90-336,84/02/24, 
6403090B72 

B40312OOO4   RBpvaluates    response   to  NURE&-0737.  Item   III    D  3  4,     "Control 
Room    HabitablUty,  "    based    on   PRA   technique    for   onsite   & 
offsite    source*  App    R   mods   will   assure   adequate    smoke 
detection    in    control    room 

HUK1LL,H  D        General    Public    Utilities    -  OPU  Service  Corp 
B211-S4-1OS6        84/03/02        STOLI,  J  F        Operating   Reactors  Branch   4 
2pp         229B6    306        24X  Fiche    S0-a09j  S4/03/02,  8403120M4 
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84O3120O43    "Annual   Kept    of    Facility    Changes,  T>»  t&>  El  p  eriment  s    &   Safety 
&    Relief    Valve    Failure!    &    Ch ol iBnoes, 19B3    "    W/H4O3Q-1     Itr 
M1NECK.D   f.          loua    Electric    Light    S<    Power    Co         DAEC-B4-129         H3/12/31 
KEPPIER.J   0         Region    3,     Office    of    Director         73pp          H2591     143         24X 
Fiche    50-331.  B3/1E/3I,  B40312Q042 

9403130057  Forward!    result*    of    safety   evaluation    of  NUHEO-Q737,  Item 
II    K  3    IB  concluding    that    eliminating    high    dry well    pressure 
permissive   could    increase    severity    of    lost    of    feeduater 
transient   by    actuating    automatic    depressur 1 lati on   >yt 
MrtNOAN. C   V        Niagara   Mohawk    Pouwr   Corp        B4/03/06        VASSALLO,  D  D 
Operating    Reactors    Dranch    S        3pp        E55Q4   SQ5        24X 
Fiche    50-230.84/03/Ofa.H40312003<7 


B4Q3120339  Forwards    order   confirming    util    commitments   to    iMpleamnt 
post-TMI-related    items    »t    forth    in   Sup  pi    1    to   NUREQ-0737, 
"Requirements    for   Emergency    Response  Capability    "    Order 
bated    on    util    B21217  response    to   Qen«rlc    Ltr   BS-33 
BTOLZ,  J  F        Operating    Reactors   Branch   4        OL-BH-33.       04/03/81 
RDDRIOUEZ.R   j        Sacramento   Municipal   Utility    District        3pp. 
H2il3  320        Z4X  FichB   90-312.84/02/21.8403120339 

— 9403120342  Order   confirming    llceniti   commitments    on   emergency  respgnii 
capability, per   Suppl    1    to   NUfiEQ-0737, 

EI8ENHUT.D  0.      Division    of    Licensing        84/02/21  Sacramento 

Municipal    Utility    District        6pp        336 IS   323        24X 
Ficne    50-312,  84/02/21,8403120339 


B403iaODBl    Foruiardi    safety    evaluation  r*   Sect  lorn    3   1-1    E< 
NUB  EC-Oil  2,     "Control     of    Heavy    Load*    at    Nuclaar    Power 
Plants    "   Guidelines    satisfied    Phase   1    acceptable 
JOHNSON,  E   H         Region    4i     Office    of    Director         B4/Q3/O6 
Public    Service    Co       nf   Colorado         3pp         22570    ItB         24 X 
Fl  ch  e-  50-267.  84./u3/Qi,  B40312OQBJ 


— 8403120096  Safety    evaluation    re   NVREQ-0612,     "Control    of   Heavy    Loads, 
Phase    I    Ouidellne*     tail iPied 

«      HRC   -  No    Detailed    Affiliation    Given        B4/03/QA        2pp 
22390    170         ?4X    Fiche    30-2,67,  B4/O3/06,  B403120QBI 

--9403280725   EGG-HS-6294   R03 

"Control    of   Heavy    Loads    at    Nuclear  Power   Plants, Fort  St 

Vraln   Nuclear   Generating    Station,  Phase    I."    technical 

evaluation   rept 

STICKLER T   H         EQfc«,     Inc          FIN   A-6437         B4/O1/31  NRC    -   No 

0*tail(d    Affiliation    Qlven         27p p         22390    172,        B4X 

Flche    50-267.  B4/03/06.  B403JBOOB1 


e403ia0354   Forward*    order   confirming    licenict    connltmtnti    to    inpltdint 
post-THI-related    Item*    sat    forth    in   Suppl    1    to   NUREQ-0737, 
"Requirtmtnti    for   Energencu   Reaponte  Capability."   Order 
bated    on   util    retponi**    to   631213  eenerlc    Ltr   82-33 
9TOLI,  -J  F,       Operating   Reactors  Branch   4        OL-B2-33        B4/02/21. 
WILCUS. H   B        Florida  Pouer   Corp        3pp        22619-329        24 X 
FiEhe    50-3O2iB4/02/SliB4031K0394, 

— B403120359  Order   confirming    lictniv*   commitmenti   on   emerginc^  reiponn 
capability, par  Buppl    1    to   NUREO-0737. 

E1SENHUT,  D-  0.       Dlvition    of   Licensing        84/02/21  Florida  Poutr 

Corp         4pp.       22613  332        24X  Fiche;  30-3O2. 04/02/21,  H403iaQ334. 

B403120379  Forward >  ript    of    results    of    in-progrist   audit    for    facility 
detailed    control   room   deilgn   review  per   Buppl    1    to 
NUREO-0737   conducted    on   B31212-16 

KILLER,  J  R        Operating   Reactors  Branch    3        84/02/29.       WITHERS, B.D 
Portland   Oenaral   Electric    Co        73pp.       22619- DOB        84 X 
Fich»    50-344.  84/02/27,  B403120379 


B4031EOI3O  Comments    on   NUREG-OV37,  Item    II     B    1.     "RCS   Venti    "    Six 
itema    romp  1  &ted.  ppr    630903    BER   RCS    vant    ays    lolcnold   valves 
not    siriceptible    to    common    mode    failure   No   corrective  action 
necessary 
WEBTAFER.Q    ft         Florida    Power    Corp         3F0334-Ofl 

Operating    Reactors   Branch    4        3pp        225BB  202 
Tiche    50-302,04/03/07.3403130130 


84/03/O7         STOLZ.  J   F 


S403130157  Advises    that.dua    to    dclags    in   delivery    ft    Installation    of 
auxiliary    saFetg    in«trumentatlon    panels    (ABIP«).initallatlon 
at    sii    accident  monitors    addrened    In  NUREO-0737.  Item* 
II    F    J     1    through    II    F    1    6   uill   not    be   completed    big    S4O630 
FAY.C  M        Wisconsin    Electric    Pomer   Cn-        H4/O3/09        DENTON,  H   fi 
Office    of   Nuclear  Reactor   Regulation.    Director        MILLER,  J  f) 
Operating    Reactors    Branch    3        3f>p         225Bi   230        24  X 
Fiche    30-366.34/03/03.  B4031S01  57 

81O3130179  Foruards    info    supporting    util    position    that    implementation 
of    add]     insp    criteria    provides  no    addl    in-creatc    in    safety, 
per    SER     (NUREO-OB47I 

HILLS,  L    H        Tennessee   Valley    Authority        &4/03/07        ADENBAM.  E 
Litenslno   Branch   4.       3pp         22390    303        24X   Fithe    30-390,94/03/07, 
B4O31S0179 

ai03ia01B3   Forwards  application    for    amend    to   License   DPH-40,  revising 
Tech    Specs   to    add    limiting    condition*    for   operation, 
surveillance  requirements    &   administrative    requirements,  per 
NUREQ-O737 

•      LeBo«uF,    Lamb,    LrLby    fr  HacRae.       *     Omaha    Public  Pouier   District 
B4/O3/09        DENTON,  H        Office    of  Nuclear   Reactor   Regulation.    Director 
3pp          22383   EOQ         34X   Fiche    50-S63,  84/O3/09,  B4031B0133 

—  B40312O19S  Application   for    amend    to   License    DPR-40,  revi  sing    Tech   Specs 
t-o    add    limiting   conditions    For    operation,  survei  1  lance 
requirements    tc  adnvinls  trative    req.uiremonts,  per    MUREO-O737 
JCN'EQ.M  C        Omaha    Public    Pouitr    District        G4/03/OB        3pp 
2E5B5   303        24X  Fi  Che;  30-385,  B4/03/09.  B40312O1B3 


B403130007  Forwards   response    to   Oinerlc    Ltr   63-36   re   NUREO-0737  TiiK 
Specs  , 

MILLS.L  M        Tennvssie   Valley    Authority        OL-B3-34        84/03/07 
DENTDM,  H  R        Office    of   Nuclear  Reactor  Regulation,     Director        3PP. 
22613.  349        24X  Fiche,  30-239,84/03/07,3403130007 

B4031300&7  Comments    on  DEB    (NUREO-loai)    for    facility    DCs   dot* 
not   completely    describe    fuel    cucle    Impact   &   should    contain 
statement    re   range    of   nonfatal    cancer    Injuriet    Ic  birth 
defects-    induced    by    fuel    cycle   Rn-3BS 

DDHEHTYiJ  F.       Doherty,    J  F.       B4/03/07        aTEVENS.  J  A        plvtllon   of 
Licensing        2pp        22601    117.       24 X  Flehe.  30-436, 84/03/07,  B403130037. 

B40313Q066  Advises   that  request   to  revise  Tech  Specs   to   provide 
requirement*    for   overtime    limits   tc  reporting    of   relief    h 
safety    valve    failurts   ulll    be    submitted    per   Centric  Ltr 
B3-14    (NUREO-0737)    BY   B40313 

WILLIAMS,  J  W        Florida   Pouer    fc  Light  Co,       OL-B2-16        84/03/06 
MILLER,  J  R,       Operating    Reactors  Branch    3.       lp         2S60r252        24X 
FUhe    50-333,84/03/06,8403130064 


B403130153  Advisti   that    stat*    ti    local    plant   tc   preparcdne«s    for 
radiological    emirgencies    adequate   Approval    conditional    on 
FEMA  varlflcation   of   adequacy    of   alvrtlng    &  notification 
svs.per   App    3  of  Rev    1    to   NUREO-04B4/FEMA-REP--1. 
SPECK'S  M        Federal    Emergency    Management  Ageneu,       84/03/02 
DIRCK8,  W  J       Office   of   the   Executive  Director   for  Op«r*tlons 
32608  229        24X  Fiche. 30-234, 84/03/02.  840313019S 


B4031301B3  Di»cun»t    evaluation    of   State    of    IL   Ic    local    plans   fc 
prepar*di>ess    for   facilities    Plans   adequate    to    protect    health 
S<    safety    of    public    Approval    of  public   al»rt   notification    tys 
conditional    on  verification    of   criteria    of   NUfiEO-OiM, 
SPECK,  S  M        Federal    Emergency    Management   Agenty,       84/03/02 
DIRCKS,  H,  J       Office   of   the  Executive  Director   for  Operations 
31&        24 X   Fiche   30-293. B4/03/OS,  B4031301B3 


—  B40312O195   Proposatl    Tech    Specs   re    limiting   conditions    for    operation! 
surveillance    requirement!    &    administrative   requirements 
*      Omaha    Public   Pouer   District        94/O3/O9.       14pj>        22585   SQ5        24 X 
Fit  he'  5D-2B5,a4/O3/09,a-)031S0183 

B4O312O1B6   Requests    that  HUREH-O737f Item    1 1    E   4    2  r«   eonleinmrnt 
pres-iure    letoolnt    be    closed    in  next    SSER.  Facil  1  ty   uill 
employ    17   1    psia    setpolntiper   Tech   Specs, 

COOK.K   W        Louisiana    Power    t,  Light  Co        U3PG4-060Z        64/03/03 
KNIGHTQNrG   M        Liceniing    Dranch   3        lp         2S5B5-  001         24X 
Flche    30-362,64/03/05,8403120184 

B4O3120302  N«queats   renittal    of   Class    III    tei    tor   revi»u   of   B4O123 
application    for   Tech   Spec    change*    re   NUREO-O737 
requirements 
DIGQSiR   M        License    Fee   Manageinent   Branch        54/03/O1         RODRIOUEZ.fi   J 

Sacramento   Municipal   Utility    District         lp        22576  360        24X 
Fiche    30-313,94/03/01.6403130302 


B403130190  Forwards   response    to   NRC   801222  request    for   review  of 
control*    for    handling    haavy    loads, a*   committed    to    in  B30BQ9 
Itr, Response    to    itrmi    in   Section   2    1    of  6O1222    Itr   also 
end, 

BOOKER,  J  E        Culf  States   Utilitlei   Co.       RBO-1716B,       84/03/O1. 
DENTON,  H  R,       Office    of   Nuclear  Reactor   Regulation,     Director       &3p|> 
22606  0&3,       24X   Ficha;  30-438.  B4/03/01.  B403130190. 

8403130174  Responds    to  NRC    comments    on   detailed    control    rooo.   dtilgn 
revleu   program  plan, per  B31223  Itr  Control   room   inventory 
requirement*   uill    be    satisfied,  per   Suppl    1    to   NUREO-0737  It 
Generic    Ltr   B3-1B   during    Apr    1?B4    task    analysis   review 
EDELMAN'M  R        Cleveland   Electric    Illuminating    Co        PY-CEI/NRR-0079. 
84/02/29       VOUNflflLOOD,  B.  J       Licensing  Branch    1.      7pp.      22617:300, 
24 X  Fiche    30-44O,  B4/02/29,  B403130194. 

B 403 1301-??  Forwards    info    in    response    to  NRC   BB063O   Itr  re    NUfiEO-0737, 
rten  II.  B. 3.    "Post-Accident   Sampling  Sys,  "   M/three   over*ii« 
drawings  Aperture  cards  are   available   In  PDR. 

FIEDLER,  P,B.      Central  Public   Utilities  -  CPU  Service  Corp.      B4/03/Oi 
CRUTCHF1ELD.D       Operating  Reactors  Branch   9       33pp,      2K60B'246       a4X 
Flche' 30-217,  84/03/06.8403130199. 
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84O3130K27   Forwards    Info   re    shift    eiperi enc e>  per    OF    Bchnell    B4Q3O1 
Itr    b   SER    (NUREC-OB92)    Licensed    classroom    training    &  eiam 
con  due  tad 

BDRENB£N,0  C        Washington   Public   Power    Supply   System        QD2-84-I27 
84/03/09         DENTON.H    R         Office    of    Nuclear    Reactor    Regulation, 
Director         7pp         2260B    aal          34X    Fiche    3O-397.  84/O3/O9,  B4O313O227 

B4.Q3130234   Disagrees    w/util    B4O209    Itr    concluding    that   no   Tech    Spec 
revs  required    to    flnallie    NUKEG-0737    items    presented    in 
QBtierlc    Ltrs   B3-36  &  83-37   Changes    needed    for    conformance 
to    NUREO-0737    encl    Commitments   requested   mithin    20    days 
JDHNBQN,  E  H        Region   4,     Office   of   Director        GL-S3-36        B4/Q3/OB 
L£E,0    R         Public    Service    Co       of    Colorado         3pp          22617   263         24X 
Flctie:  SQ-267.B4 /OS/OS,  B40313O234 

B4O313O2B7    Requests    eiemptlon    from   10CFRSO   44(  c  )(  1  i  )  IB),  spec  ifij  Ing 
requirements    for    containment    penetrations    designated    For    use 
as    post-accident    hydrogen    recombinBr > by    840405 
KAY,  J  A        Yankee   Atomic    Electric    Co        FYR   84-31         84/03/06 
CRUTCHFIELD, D        Operating    Reactors    Branch    3        3pp        22614    146        24X 
Fiche    50-029,84/03/06.  840313O2B7 


B40314O001    Forwards    comments    nn  DES    <NUREfl-loa&)    Comments    submitted    for 
consideration    by   Commission    per    10CFR31 

MCDDNOUGH.  C    L        Commoniuea  1  t>t    Edison    Co         434SE         84/03/12 
Division    of    Licensing  I3pp         22633   23|         24X    fiche   30-456,34/03/19. 

8403140001 

B40314Q01'?  Clarifies    Sept    1983   draft    technical    evaluation   rept    Df  Phase 
II    submit tal    of    control     af    Jieavy    loads,  per    94O109    telcon 
Safe    load    paths    for    reactor    bldg    closed    loop    cooling  water 
pumps   revised 

MCCAFFREY. B    R         Long     Island    Lighting   Co         SNFtC-lOlE        B4/O3/Q-5 
DENTDN.H  R        Office    of    Nuclear  Reactor   Regulation,    Director        4pp 
32633   818         34X   Fichu    5O-322,  B4/03/O3,  840314001? 

B403140040   Comments    of    OF    Dofcerty    on    DE9    (NUREO-1036)    Statement    must 
clarify    Ifjln   analysis    of    environ    impacts   of    pustulated 
accidents,  anij    credit    given    for  applicant   compliance  u/any 
TMI-relatGHl    requirement  E    Related    correspondence 

DOHERTY,J   F         Affiliation    Not   Assigned         B4/Q3/Q7        STEVENS,  0    rt 
Division    of   Licensing         2pp        22633    12O       24X    Flche    50-456,84/03/07, 
8403110040 


6403130390    Forwards    response    to   Section    4.4    of    NUHEG-0827,  SEP    Topic 
11-3  C,     "Safety-Related    Mater  Supply    (UHS)    "    Submittal    of 
applicable   Tech   Spec    changes    rescheduled    for    840401 
L.INDER.F        Dairyland    Power   Cooperative        LAC-9627        B4/O3/OB 
CRUTCHFIELDi D         Operating    Reactors    Branch    9         3pp          25608    O34         24X 
Fiche- 5O-409.B4/03/OB,B4Q313029O 


B40314O1BS   Forwards    SER    on    NURGG-0737,  Item    II    D    1    re    performance 
testing    of    BWR   relief   »    safety  valves    Item   nati  sf  actori  lij 
resolved) 

VAS9ALLO,  D    B         Operating    Reactort    Branch   2         84/02/24         HUBDLFj  D   N 
Northern    States   Pouer    Co          I7pp         33d3B   OO4         S4X 
Fiche    50-263,  B4/02/34,  (S40314O1B5 


B4O3130299  Provides    implementation    Itr    rapt    For   reactor   vessel    level 
InBtrurnintatinn   ays,  per    NRC    B40116    Itr   &  TMI    Action    Item 
II    F  Hv Rpquesta   NRC    approve    use    of    installed    reactor  vessel 
level    instrumentation   based    on   previous    acceptance 
STEWART, W  L        Virginia   Electric    *  Pouier    Co        047A        84/03/07 
DENTONiH  R.       Office    of   Nuclear  Reactor   Regulation,     Director 
ElBENHUT,  D  0        Division    of   Llonsino        3pp         23607   360        2-iX 
FlchB    50-338,84/03/07,  0403t3O2?e 

B4O313-034O   Forwards    offslte    dose   calculation   manual, per    proposed 
radiological    effluent   Tech    Spec    dtd    B40201    Response    to 
Franklin    Research    Ctr   comments   re   B3O301    offalte    dose 
calculation   manual    also    encl 

LEMPGE3,  T  E        Niagara  Mohawk    Power    Corp        B4/03/07        VftSSALLO,  D  B 
Operating  Reactors    Branch    S        6pp        23607    154        24* 
FUh«    50-220,  84/03/07,  B4O313O34O 


— B4O3I3O349    "Offsite    Dost    Calculation   Manual    " 

*•      Niagara   Mohawk    ROUST   Corp        B4/O3/01        B3pp 
Fiche- 80-220,84/03/07,8403130340 


22iQ7    16O         24X 


S40314O191   Foriuards    technical    guidelines   required   by   NUREQ-0737, 
Buppl    1,  Including    guidance    on   station    blackout    conditions 
(Unresolved    Safety    Issue    A-44>,to   be   considered   as   response 
to   Generic    Ltr  Ql-04 

COOK,  K   W         Louislflna-    Power    tt   Llflht    Co         W3P84-O474         B4/D3/O3 
KNIffHTDN.O    U         Licensing    Branch    3         337pp         32631    00!         B4  X 
Fiche    50-382,  B4/03/05,  B403H0191 

B40314O197  Foruards    draft    SER    (NUREO-1057)    re   operation  Proposed 
schedule    Fur    Eubmittal    of    turitten  response    to    open    Items 
should    be    provided    by    B4033O 

KNIOHTDN.O   H        Licensing    Branch   3        B4/03/01         WDOLEVER.E    J 
Duquesne   Light   Co        3tlpp         2263d  OD1        34X  Fi«he   30-41H.  B4/O3/01, 
04031  401-J7 

S403140336  Foriuards    order    confirming    licensee   commitments   on    emergency 
-response    capabilitig 

VASSALLO,D    B         Operating    Reactors    Branch    2         84/02/32        UTLEY, E   E 
Carolina    Power    &   Light    Co          3pp         22636   353         24X 
FiChP    50-324.  54/02/22,  B403140336 


B40313D353    Documents    pnaent   resolution   of   SEfi    open    items    b 
deplciancies   noted    in  Franklin  Research    Ctr    technical 
evaluation  rept  re    environ    qualification   of    safety-related 
•  lectr>lc«l    equipment 

RYBAK.H        Commonwealth   Edison   Co        81S1N        B4/03/29        DENTON, H  R 
OfPICff    of    Nuclear   Reactor    Regulation.    Director         4Qpp        22617  OBO 
24X   Fichf    SO-254,  04/02/2-?,  B4O3130393 

94031 3O3B6    Foruards   response    to   B40112   request    for    addl    Info   re 
NUREO-O737, I  tern    II    fl   3,     "Post-Accident   Sampling    Bga    " 
Emergency    Procedure    EPP--9,     "Determination    of    Core    Damage 
Under   Accident   Conditions"    alia    encl 

MAMOftN,  C. V        Niagara   Mohauk    Pouer   Corp         B4/O3/O8        VA8BALLO,  D  B 
Oprratino    Reactor-i    Branch    2         19pp        23605  010        24X 
FlchB. 30-220, B4V03/OB.  8403130386 

840313O4BO  Advieei    of    effort    to   determine    effect    of    dead    leg    piping 
extending    into    secondary    containment,  per   NUReo-O737i Item 
II,  B    E    I,    util    830916    )tc    re    rnviron    qualification    af 
•af etv-related    equipment. 

8ORENSEN,<3  C        M»thlngton   Public    Pouer   Buppl ij    Syttom        QD2-B4-112 
B4/O3/03.       8CHWENCER.A        Lic*n»lng    Branch    2        2pp        22613.214        H4X 
FichB.  S0-397i B4/D3/O3,  B4O313O4BO 

B4O313Q4B6  Forwards    addl    Info    re  Qinertc    Ltr   82-33.     "Buppl    1    to   NUREO- 
O737  ~    Requirements    for   Emergency    Response   Capability    " 
Info    suppls    emergencij    operating    procedures    generation 
package    tubmitted    B30S31. 

BOOKER,  J.  E.       Oulf    State*    Utilitlft    Co.       RBO-17137        84/02/27 
DENTON,  H   R        Office    of   Nuclear  Reactor   Regulation,     Director.       4pp 
2EA14-009,       24X   Flehe:  30-438, B4/02/B7,  B403I3O4B6 

B4D313O47o   Forward!    comments    on    83 0930    detailed    control    room    design 
review    program   pl*n    per    Buppl    1    to   NURE8-0737   Specific    areas 
of    plan    not    described    in    enough    detail    to    ensura    that    plan 
will    mtet   requirements    In-progress    audit    suggested 
VASSALLO, D  B.       Operating    Reactors   Branch    3        84/02/22        RHODE,  0  K 
Niagar*   Mohawk   Pouiir  Corp        13pp        22619  34B.      54X 
FiChtt   50-320, 04/02/22,  B4O313Q47& 


— B403140239   Order   conflrjnltig    licBnsee   commitment   on   emergency    response 
capability    per  Generic    Ltr   82-33    (Buppl    1    to   NUREO-0737) 
EISENHuT.D   G       Division    of   Licensing        OL-B2-33       Bfl/OE/23 
Carolina    Poiuor  S.   Light    Co        5pp        23636  3S5        24X 
Flchc    30-334, B4/0?/2P, B4O3140236 

B4O314O246  Forwards    comments    on   detailed    control    room  -design    ravieui 
program  plan    per  9uppl     I    to   NUREG-0737  specific    areas   of 
plan    not   described.    In    enough,    detail    to   provitfe    assurance 
that    applicable   requirements   mill    be  met 

VASSALLO,  D  D  Operating  Reactors  Qranch  2  84/02/22  BAVNIT.  J  P 
POUIBI-  Authority  of  the  State  of  Neu  York  lOpp  22636  343  24X 
Fiche  50-333, 04/03/23,  B403140246 

B4O314OS52  Foruaids    order    confirming    licensee  830413,0711    t   38   ti    1330 
commitments    to   comply    lu/Supp  1    1    to   NUREC-0737   re    emergeneij 
response   capability 

VABSALLO.D    B         Operating    Reactors    Branch    2         B4/02/22         PILANT.J   M 
Nebraska  Public   Pouer   District        2pp        S2636   332        24X 
Fiche    50-299, 84/02/22,  B4Q3  140B52 

— 8103140256   Order   confiTjnins    licensee   commitments    to   comply    ur/Supp!    1 
to    NURE8-O737    (Generic    Ltr    B2-33)    re    emergency   response 
capabl 1 ity 

CISCNHUT.D   G        Division    OF  Llcenalno        QL-B2-33        B4/03/23 
Nebraska    Public    Pouer    District         6pp         2263f>    334         24X 
Fiche    30-298,  B4/O2/22,  B4O3H0253 

S40314O2B3    Informs   that    onsite   ti  offsite    emergency    preparedness 
adequate  &    emergency    plans    upgraded    per  NUHEG-O737, 
Item    III    A   S    I   Reasonable    assurance   exists    that   prompt 
protective    measures    ui 1 1    b«    taken    to  protect    public 
VASSALLD,  D   D        Operating    Reactors   Branch   S        B4/02/22        SINCLAIR- J  B 

Vermont   Vankee  Nuclear    Pouier  Corp        3pp        32636  320       S4X 
Fiehe    50-271, B4/02/22,  B403140283 

9403140389  Forwards    SSER    re    7rtl    Action  Plan    Items    I    C    1    {.    I    C    S  of  SER 
Confirmatory    Issue    5    concerning   guidance    for    evaluation    tt 
development    of   procedures    for    transients   !i   accidents 
YOUNSBLaQD,  B   J       Licensing    Branch    1        CL-B2-33        B4/03/06        GARY,  B  J 

Te«as   Utilities  ClectTic    Co      (formerly  Texas    Utilities    Oenerating 
Co    t         &pp         22636   312         S4X   Fiche    50-445,04/03/06,8403140238 
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u403MO2<i'3   Provid«s    clarification   of   NRC    favorable    findings    re   SER 
CanFirm»torj    Issue    11     for    TMI    Action   Plan    Item    I    0    1    Util 

siting    test    or   ref   boron   ninng    test   at   Diablo    Canyon 
YQUNffCLODD   0   J        Licensing    Branch    1         84/03/O6        fiARV,  R    J         Teias 
Utilities  Electric   Co      (fornprln    Teias  Utilities  Generating    Co    ) 
3pp         ZZ635   3J3        24X   Fiche    50-445.  B4/03/06.  B403140293 


S403190243  Forwards    order    confirming    commitments    to    implement 
post-THI-related    Items    act    forth    in   Suppl    1    to   NWREO-0737i 
"Requirements    for  Emergency    Response   Capability-"    based    on 
utll   851217  response    to  Generic   Ltr   BZ-33 

STPLZ.J  F        Dperatlno   Reactors  Branch   4        OL-B2-33        84/02/81 
CROUBE.R  P        Toledo   Edison  Co        Ip        SB649  001         24 X 
Fiehe   50-346.04/03/21,0403130343 


EM03H0299   Forwards   renuest    For    addl 
Respnnsi   requested   uilhin   60   days 

MILLER.  J  B        Optrattng    Reactor*   Branch    3        B4/O3/C6 
Arlansji   Poutr    t.   Light    Co         2pp         32635   327         24* 
Fiche    SO-313   B4/03/0&.  B403140279 


nfo   re    control    of    heavy     loadi 
QRIFF1N,  J   M 


— 84031S0246  Foruaro*    order    confirming    Henna**    cammltni«nti    r»    «ni»roi 
response   capabilitu    for    transmittfll    to    OFc    of   FR    for 
publ Icatlun 

*     Operating   Reactor*    Branch   4        OL-B2-33        G4/02/B1  Dock*tit 

(.  Services   Branch        Bpp        23649  003        24X   Flch»    90-346.84/02/211 
0403J  90243 


B403I3QQ40   Forwards    request    far    addl     info    to    support    conclusions    re 
current    ditlgn   codei    ie    criteria   It    load    combinations    In 
B2QBQ2   Itr   ptr    Integrated    plant   safety   assessment  rept 
(NUREG-Q923) 

CRUTCHFIELD.  D        Operating    Reactors    Branch    3         LSOS-B4-O3-010 
G4/03/09        FAHRAH-D   L         Comnonuealth   Eonon    Co         Bpp         32643  OB4 
2*X    Ficfie    30-237, 64/03/09,  S403130Q40 


9403150053   NUHE6-002Q   VOa   NO! 

LICENSED   OPERATlNfl   REACTORS   STATUS   SUMMARY   REPORT   Data   As    DC 

Decraber    31,1983    IGrey    Bool) 

t      Management    Information    Branch         04/03/29         396pp         22647   001 

B403130O72   Forwards    results    of    in-progre«s   audit    OF    detailed    control 
rooa   dfiign  review  Util    pursuing   course  of   review  which   NRC 
believes  mill    tatiifg   requirements    of  Suppl    1    to  NUREG-0737 
CRUTCHFIELD.D        Operating    Reactors    Branch    S        L5O5-B4-03-016 
B4/03/14        FflflRAR,  D   L         Commonujeal  th    Edlion   Co         llpp         33643   O02 
34X   Fithe    SO-237.  84/03/14.  S403150092 

B403i:0i4(b   Forwards    IE    Insp    Rept    50-286/64-03   on   B4011&-0213   b   notice 
of  vlc-lat  ion 

STARD3TECKI.R         Division    of   Project    t   Resident   Programs         84/03/01 
BPOMB,  -I   C        Pouei    Authority    of    the    State   of   New   Vert         2pp 
22643   027        24X   FithB   3O-2B6,  B4/03/01,  B40315014t 

—8403130166    IE    Insp    Rept    30-286/34-02   on   fl4011i-Q215  Violation   noted    RHR 
sgi   ihanjti   not   dellniated   on  sgi   print   or   sg<   checkoff    lut 
I<   lafitg    evaluation   not    performed 

KENNY,  T   J   .    ROSSBACH.  L   H        Region    1>     Office    of   Director 
NOUrtHDLM,L         Division    of    Engineering    &   Technical    Programs 
IEfl-79-15        34/03/32         13pp         22643   030        24X   Fiche   SO-3S6, 
B4/03/OI.B4031S0146 

8403150175   R1L-139 

Research    Info   Ltr    139   provides    appraisal    of   U   dlonde    fuel 
oilitation   phenomena   d   ootential    impacts    oil    transportation    of 
irradiated   pouier  reactor-    fuel   assemblies  Potential    for 
occupational    eiposurei    during   unloading   major    impact 
MINOGUE.R   B        Qfflce   of    NuElear   Rtgulfltorg    Reiearch.    Director 
B4/03/03        DAVIS.J   0        Office   of   Nuclear   Material    Safetu   & 
Safeguards,  Director        31pp         B2646   311 

B4031  50193   Foruards   FR   notice    of    ..tension   of    comment   period    for   DES 
1NUREC-1033>    to    B40312,per   B40130    Itr 

KNIGHTQH,  S  H  Licensing  Branch  3  84/02/37  HIRSCH,  A 
Environmental  Protection  Agencg  7pp  32662  02B  34X 
Fiche  SO-50B,  B4/02/27.  B4O3I3019B 


"t"liion   of    caamen*   period    for   DEB    (NUREO-1033) 

B4/oa/a4  ip 


B40315031  I    NUREG-OBB5    103 

US   NUCLEAR   REGULATORY   COMHISS1CN  POLICY   AND   PLANNING 


at    NRC         *3   00 


— B403150290  Order   confirming    licensee    commitments    on   emergency    rtspt 
capability,  per  requirements    set    forth    in   Suppl    1    to 
NURE8-0737,     "Requirements    for  Emergency    Response 
Capability   " 

EISENHUT,  D  0        Division    of   Licensing        OL-B3-33        B4/02/H1 
Toledo   Edison  Co        6pp        32649  OO3        E4X   Flche    90-346. 84/02/21. 
B403 150243 

B403160020   Informs    that    facility   will    employ    1?    1    psld    setpolnt    far 
containment    isolation   as   reflected    in    current    draft   Tech 
Specs. per    Item   II   E  4  a    of  NUREO-O737   Item    should    be   closed 
In   next   SSER 

CDOK.K  W       Louisiana  Pouer   6  Light   Co        H3PB4-O619.       B4/03/12, 
KNIOHTON.  0  H        Licensing    Branch   3        2pp        B2633   331        S4X 
Fiche   50-3aa.  B4/03/12,  B4031600SO 

B403160026  Notifies    that   N»tl    Ctr   far   Devices    t.  Radiological    Health   h 
no    comment   re    postulated    plant  accidents    described    in   DE3 
( NUREO-0974 ) 

V1LLFORTH.J  C        Food    t,  Drug    Admlni  stration        B4/O2/10,       BCHWENCERiA 
Licensing   Oranch   2        Ip         22634  316        24X   Fiche:  90-332,  B4/02V10, 
B4031 60026 

B4031600BO  Submits   addl    info    on   Oeneric    Ltr    B3-33    schedule   requlr*in«n 
for   emergency   response    capabl lities.  Vendor    of   new    computer 
sys   requested    1-yr   delay    to    June    19BS   for    del ivorg. affecting 
scheduler   commitment*   made    to   HtC 

FAY.C    W        Wisconsin   Electric    Pauier    Co         OL-B2-33.        84/D3/OB 
DENTON'H  R        Office    of   Nuclear  Reactor   Regulation!    Director        4pp. 
226S2   327        24X   FUhe    90-266, B4/03/Q8,  B4031600BO 

B403160214   Forwards    IE    Insp    Repts    HO-390/B3-36   Ii    SO-391/B3-44    on 
B31S25-B40130  No   violations    or   deviations    identified 
VERREILI.D  M        Division    of  Project   &  Resident  Programs         B4/O3/17 
PARRI9.HO        Tennessee   Valley    Authority        2pp        22i61    067        E4X 
Fiche    50-390,  B4/OH/17,  8403160214 

--8403160232    IE    Insp    Repts    50-390/S3-S6  l>   3O-391/B3-44   on   fl3laH!J-B40l: 
No   violation    or    deviations    Identified   Major    areas    inspected' 
action   on   previous    enforcement   matters    b    Insp    items, follouup 
on    licensee    identified    Items   d  verification    of   *«~bullts. 
BHYMLGCK.M   D    ,     SHAN,  W   D    ,     HOLLAND.  W   E,        fieolon    3,     Office    of 
Director        50-391 /B3-44        B4/05/16        7pp         28661 -069.       B4X 
Fiche    30-39O.  B4/02/17,  8403U0214 

0403160237  Forwards    IE    Insp    Rept   DO-390/B4-O9   on   B4O130-Oa03. No 
violations   or    deviations    noted 

VERRELLI.D  M        Division    of   Project    &  Resident   Programs.       B4/OB/B7, 
PARRIS,  H  0        Tennessee   Valley    Authority         2pp        23660' 310        If  AX 
Flche    90-390.04/02/27,8403160237 

— B403I60B10   IE    Insp    Rept   30-390/S4-O9  on   B40130-OBO3  No    Violatlont    o-l 
deviations  noted.  Major    areas    inspected    canst    status   tc 
as-built    conf iouratlon    for   radioactive    resin    transfer    sys   & 
preoperatlonal    testing    of    raduaste    sus 

HOSEY.C  M        Region   2.    Office   of   Director        flARR,  K  P,       Division   ft 
Engineering    fc  Operational    Programs,       B4/OB/H3        BUD        22660'  317 
24X   TichB    90-370,  B4 /OS/ 27,  B403 160237 


B4O3I5D214   WUREO/CR-3605 

EVA1.UA1IOM  OF   NUCLEAR   FACILITY   DECOWHSSIOfVINO   PROJECTS 
Suaoary    Report   -  Plum  Brook    Re»ctor  Factlltu 
"   '    "LLE"'R   L         «»'*•*   H»<1'"   C^P 


FIN  B-7368 


B403I  50319  NUREO/CR-3422   VO2 

AEROSOL    RELEASE   AND   TftANSPOHT   PRQeSAM  Quarterly   Progres 
Report   For   April-June    19B3  V   rp°8r's 


B403160249  Ach   recei'pt   of  Q40217   Itr    informing  NRC   of  steps   t«k*n   to 
correct   violations   noted    In    IE   Insp    Rept    90-H61/B3-33 

™*""1"1   Ot    corrrl:tlve    actions  will    be    examined    durino 


>        ?ivif!on   °f  p"J'et   *-  R«11ent    Programs        B4/OS/29. 
E        Carolina   Pouier    b   Light    Co        Ip         2266O'  299        24X 
FichB    50-241.  B4/02/29.  84031^0349 

--Q403160263  Responds    to  NRC   B4011B    Itr   re  violations   noted    In    IE    In»P 
PE?    ,oT^MBr33  c?"«»v.   action.    Em.rflencu    Proc.Sure  ' 

t    *      M   ^    U    be   '•vl.  ed    to    implement   recommendations    of    IE 
Info   Notice   S3-2B  b  NUREO-0654 
MDRGftN.B   E         Carolina    Pouer    Ic   Light   Co.         IEIN-83-2B         B4/OO/IT 
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— S4O31AO3OO    IE    Imp    Rept    30~261/B3-33    on    B312O5-O9    Violation    noted     IE 
Info    Notice   33-38    guidance    not    incorporated    into   Emergency 
Procedure   PEP-IOS,     "Emergency   Control    -   General    Emergency    " 
STQDDART.P  0        Region    3,    Office    of   Director        JENKINS. 0   R 
Division   of  Emergency    Preparedness    b  Materials    Safety         IEIN-83-2B 
B4/O1/11         7pp          22440    303         24X    Flche    50~2o>l,  B4/02/B9,  B40314O249 

8403160264    Forwards     IE    Imp    Rents    50-339/63-42    &    3Q-3B9/B3-70    on 
B311Q1-1.210  No   violations    or    deviations    noted 

DANCE, H    C        Division    of   Project  t.  Resident    Program*        B4/02/24 
WILLIAMS,  J   M         Florid*    Poyer    &   Light    Co         Zpp          H24&Q    333         21 X 
Fiche    50-339, B4/OB/S4, B403140264 

— B4O31&O2&8    IE    Insp    Repts    50-335/83-42   &    50-3B7/B3-70   on    B31111--1210   No 
violation*   or    deviations    noted   Major   areas    inspected    maint   & 
surveillance    observation, p lant    operations, LERs    t    IE    info 
Tiattc  ei 

BIBB.H   E         Region    2.     Office    of    Diractor         ELROD.  S   A         Division    of 
Project   t  Reiident   Programs        50-3B9/B3-70        B4/O2/B3         lOpp 
22&&0    337        S4X   Flcha    30-335, B4/Q2/24,  B4O3140244 

8403160338  Ac  I   receipt    OF   B40206    Itr    informing   NRC    of   steps    taken   to 
correct    vlolationi    noted    In    IE    Insp   Repti    50-321/B3-32   fc 
5O-366/B3-34 

DANCE, H.C        Division   of   Project  &   Resident    Programs        84/03/07 
KELLY, R    J        Georgia   Power   Co         lp         22660   O1S        34X 
Flche    50-321, 84/03/09.8403160338 


B4O319QO32    Informs    that    local    emergency    operations    Facilities   at   North 
Anna   h    Eurry    Pouer   Stations   uill    be    f unctiona 1 1  eicept    far 
data    CDrtimunlcnl  iona    I>    display. by    030731, per   NUF!ES-Q737i  Sup  pi 


-B4O316O3a5  Notice    of    deviation    front    imp    on   B3I114-1B 

*      Region  3,    Office   of    Director         SO-366/B3-34        84/01/04 
020         24X    Flche    30-321, B4/O3/O9.  B4O31iQ33B 


IP 


—  8403160372    IE    Insp    Repts    50-321/83-32   &    30-366/83-34    on    831114-18 
Deviation   noted    fallurt    to    electronically    calibr    high    range 
drMuell    radiation   monitors,  per   Nl/REQ-0737,  Item    II   F    1 
WRAV,  J    R         Region    2.     Office    oF    Director          BARR,  K    P         Division    OF 
Engineering    b  Operational    Programs        90-366/83-34        84/01/04        7pp 
22660    031        24X   Flche    50-321.  B4/03/09,  B40316033B 

B40319DOQB    Submit*   mod    to   agenda    For    CROR   Meeting    45    on    B30817    in 
Bethe*dajHD   to   discuss  NUREQ-0737,  Bupp  1    1    control    room 
•deilgn    review  &  NRR    study    of    electromagnetic    pulse 
BTELLOi  V        Committee    to   Review  Generic    Requirements        83/OQ/15 
HATTBON.  R   J        Division    oF    Sij»  terns    Integration    (post  811005) 
JORDAN,  E.  L        Director's    Office,    Office    of    Inspectiqn   and   Enforcement 

CUNNINOHAM.R   E        Office    of   Nuclear   Material    Safety   J, 
BaFeguardt,  Director        2pp         22664   361 

B40319OO09  Notifies    of   CROR    Meeting    SB  on   840-315    to    discuss 
proposed    NUHEQ-OB01,     "Evaluation   Criteria    for   Detailed 
Control    Room  Design   Review    " 

STELLOi  V.       Committee    to   Revleu  Generic    Requirements        B4/03/02 
HATTSON.  R    J        Division   of    Systems    Integration    (post  811005), 
JORDAN,  E   L        Director's    Offlcei    Office    of    Inspection   and   Enforcement 

CUNNINOHAM.R  E        Office    of   Nuclear    Material    Safety   & 
Safaguardi.  Director         lp        32645'  35E 

3403190019  Forward!   Calvert    Cllffi    Instruction   CCI-310,     "Emergency 
Operating    Procedure    Writers    Oulde.  "    implementation 
schedule,  validation    verification   plan  &   training    plan    par 
Suppt    1     to  NUREO-0737 

LUNWALL,  A  E        Baltimore    Qas    &  Electric    Co         B4/03/14        MILLER,  J  R 
Operating    Reactor*    Branch    3        9pp         sa&dd   001         34X 
Fie  he-  50-31  7,  B4/O3/14>  B4031  90010 

84O3190O29  NotlFie*    of   CROR    Meeting    57  on   640B13   to    discuss 
proposed    NUREO-OBOli     "Evaluation  Criteria    For   Detailed 
Control    Room  Design   Review"    d  NUHEO-OB33,     "Human   Factors 
Review    Guidelines    for   BaFety   Parameter   Display    Syt    " 
8TELLD,  V        Committee    to   Rivtau  Oeneric   R*quirementft        B4/02/07 
MATTSON.  R    J        Dlvlilon   oF    Systems    Integration    <po*t  811003). 
JORDAN.  E.L        Director's    Office,    Office    of    Inspection   and   Enforcement 

CUNNINCHAH,  R  E        Office    of   Nuclear    Material    BaFety    1 
B«f*gu«rd«i  Director         lp         22665   362 

B4Q31WO3.1    NotlFle>    of   CROR    Meeting    44   on   B30BOS    In   Bethesda.MD   to 
diiEUCt    HUREO-097B-  re    behavior   of   BUR   Mark    III    containment    & 
canmiiBlcm  paper  re    integrated    safety   actetiment    program 
3  TELL  O,  V        Committee    to   Review  Oeneric    Requirements         83/07/33 
MATTSOH,  R.  J.       Division   of   System*    Integration    (po»t   81IO05) 
JORDAN  i  E    L        Director's   Office,    Of  Pica    of    Inspection   and   Enforcement 
CUNNINOHAM,  R,  E,       Division    of   Fuel    Cycle   &   Material    Safety        3pp 

.  i  ta 


B4&3190O4S    Informs    that   utll    postponed    ultrasonic    test/1-nip    of   s*fe- 
endinonle   bore   b   blend   regions    of    Peeduater   noitle    per 
NUREO-0419,  due    to    installation   of    lam    flou    feedurater 
c  ontrol  ler 

COUNSIL,W.  a        Northeact   Nuclear  Energy    Co      (subt      of  Northea*t 
Utilities).       COUN9IL,W  0        Northeast  Utilities         D110S6        B4/03/05 
CHUTCHFlELDi  D        Operating    Reactors    Branch    5        Zpp        22666   391        24  X 
Flche:  5O-243,  84/03/03,  B40319004B 


STEWART, W   L         Virginia   Electric    fc   Poiuer   Co         137 
DENTONi  H   R         Office    of   Nunlaar   Reactor    Regulation! 
g?666    173         ?4X    Flche    30-QOO,  B4/03/11.  0403190052 


84/03/14 
Directoi- 


2pp 


B4031900D5   NUREO/CR-3643 

rt    OUIDE    TO   LITERATURE    RELEVANT   TO   THE   ORCANIZATION   AND 
ADMINISTRATION   OF   NUCLEAR    POWER   PLANTS 

BOMMERS.P        Dattelle   Human  AFfairs   Research   Centers        »      Battelle 
Memorial    Institute,    Pacific    Northwest  Laboratories       FIN  B-3360 
PNL-4906)         84/02/39  Division    of   Health.     Siting    (c   Witti 

Hianagement        A36pp        33676)  001 

B403 190056  Responds    to    constituent   RE  Burks   840123  request    For    info   re 
accident  Forwards    "Population   Dose   !i  Health    Impact   of 
Accident    at    TMI    Station."     (NUREO-055BI    W/o    encl 
DIRCKS,  U  J        Office    of    the  Executive  Director    For   Operations 
04/03/05         HEFLIN,  H         Senate         3pp         22&B1    317         24X 
Fiche    50-320,6-1/03/03.3403190056 

8403190073  For war da   questions    For  FEMA  witnesses    to   aiiitt   in 
preparation    of    testimony    on   offsite    emergency    planning 
contentions   All    testimony    uill    be    required    to    be    filed 
on    B404OA  d  O<?   Hearing   uii  1 1    commence   on  840424   U/o    enc  1 
MCQURREIN.H   J         Hearing    Branch    3        64/03/13         PERRY,  3         Federal 
Emergency   Management    Agency        lp        23666   135        24X 
Fiche    SO-413.S4/03/15.B403190073 

84O319017B  Foruiards    safety    evaluation  approving    util    response    to 
NUREG-0737,  Item    II    K    3  44,     "Evaluation    of   Anticipated 
Transients   H/Single   Failure    tn  Verify  No  Fuel    Failure    " 
Issue   resolved 

CRUTCHCIELD.D        Operating    Reactors   Branch    9        LS05-B4-03-OBO 
B1/O3/1S        VANDEHALLE.  D  J        ConeumerB  Power   Co        6pp        22671    147 
24X    Flche    30-155.  B4/O3/15,  B40319017B 

B4031'90251    Submits   agenda   mods    For   CRQR  Meeting    S3  on  B4012S    re 
prDposed    IE   bulletin    on  QE   HFA  relays   t*  NUREG-OB01    on 
criteria    for    detailed    control    room  design 

STELLO,  V        Regional    Operations   ti  Generic   Requirements        B4/O1/31 
MATTSON.  R    J         Office    nf    Nuclear   Reactor   Regulation.     Director 
J  OR  DAN  •  E  L        Director  '*  Office,    Office    of    Inspection  and   Enforcement 

CUNNINGHAM, R   E        Office    of  Nuclear   Material    Safety  I, 
Safeguards,  Director         lp         22672  270 

— B4O3I902S4  Notifies   of   CHOR  Meeting    55    an   B40125    In  Bethesda.MD    to 
discuss    draft    IE   bulletin,     "Failure   of  GE  Type   HFA  Relays    In 
Use    In   Class     IE   Bafetu    Sgo,  "   NUREG-OB01    J,   NUREO-OB33 
BTELLOi  V        Regional    Operations   b  Generic    Requirements        84/01/09 
MATT30N.R  J        OPFlcB   oF    Nuclear   Reactor   Regulation,    Director 
JORDAN,  E  L         Director's   Office,    Office   of    Inspection    and 
Enforcement        CUNNINGHAM,  R  E       Office    of   Nuclear   Material    Safety  t. 
Safeguard*,  Director        2pp        22672271 

B4031*70a!)a  Ack    receipt    of   B4OH14    Itr    informing   NF1C   of   iteps    taken    to 
correct    violations   noted    ITI    IE  Emergency   Preparednesi 
Appraisal    Rept    SO-2B6/81-OS 
MARTIN. T  T        Division    of   Engineering  f<   Technical   Programs         64/O3/13 

QRON3,  J  C        Power  Authority    of    the   State   of  Naui  York        2pp 
22t72  221        SIX    Fiche    30-236,84/03/13,8403190358 

— 8103190265  Rosponds    to   NRC    B11119   Itr   re   violations  noted    In   IE 
Emergency    Preparedness    Appraisal    Rept    50-2B6/B1-OS 
Corrective    at  tions,  post-ace  Ident    instrumentation  fe  sampling 
requirements    per  NUREQ-0737  &  Reg   Ouide    1    97    implemented 
DRQN9,  J  C        Power   Authority    of   the   State    of   Neu  York        B4/02/14 
MARTIMiT  T        Division   of    Engineering    6  Technical    Programs        2pp 
3S67H    223         24X   Ficho    30-SB6. 84/03/13,  B4031'7033a 

B40319Q296   Responds   to   640208  request    for    info   re    emergency    operations 
facility    (EDF1, specif  leal ly    preliminary    cost    estimate    for 
upgrade    to   overall    radiation    protection    factor    of    five 
Existing    EOF   mee-ts   Suppl    1    to  NUflEG-0737  requirements 
BAYNE.J.P        Conaolidated    Edison  Co      of    Nem  York,     Inc         INP-B4-10 
B4/O3/14         VAROA.S   A         Operfltlnfl    Reactors    Branch    1         2p  p          22674   334 
S4X  Fiche   30-296,  B4/O3/14.  B403190296, 

6103190311    Forwards    IE    Insp    Repts   50-393/83-27  &   50-304/83-2B   on 
8311H2-1BSB  &   840202   6   notice   of   violation   Concerns  re    mgt 
control     inadequacies,  per    TMI    Action  Plan    Item    II   F    1    1, 
"Noble   Oa*  Effluent  Monitor,"    expressed 

HIND.J  A        Division   of  Radiological    V  Materials   Safety    Programs 
81/O3/01        SEED,  C        Commonmealth   EdUon  Co        Spp        32473   1-96        34X 
Fiche    50-293,  84/03/01.  B403190314 

— 84O3190334    IE    Insp   Repts    30-293/83-27  fc  SO-304/B3-2Q  on   83 1 122-B40202 
Violation   noted    failure    to    follou  plant   procedures  re 
source    handling,  to    evaluate   radiological    haiards   li  to 
control    access    to   high    radiation   area 

LQVeNDALE.P    C        Region   3,    Office    of   Director        50-304/B3-2B 
B4/02/2?        I4pp        22473   201        B4X   Flche    30-395,84/03/01,8403190314 
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B4O319O3P5    Informs    that    requested     info    re    core    eilt    thermocouples 
subtooiinq    margin    monitors    0er    NUREQ-O737    &    Generic    Ltr 
KS-S3   uUJ     be    provided    by    641231 

WlTHbff&i  D    D         Portland    Genera!    Electric    Co          QL-B2~2a         H4/O3/12 
F3EENHUT.D    0-         Division    of    Licensing  Ip          23673   33V          24X 

Fiche    "iO-344,  94/D3/  IS,  B4O3190325 


responses     to    NRC 
s    I,    "EPRI     PWtf 
"    info    -satisfies 


B4QJ1?Q3'15   Forwards    c 1 arl F i cat  1  on    of  previau 

auB5tiunsS,9,  1^&    13re    discharge  piping 

Safety    r<    Relief   Valve    Test    Program  Guide 
rpquinments    of    TM1     Item    II     D    I 

MEDFGRu.MO         Southern    California    Edison    Co          B4/O3/14 
KNIGHTON,  O   H         Licensing    Branch    3          llpp          S2i79    079         24X 
Fiche    50-361, H4/03/14.B40319O345 


B40320O1/7  Forwards    comparison    of   proposed    radiological    effluent   Tech 
Specs    (RETS)    lu/model    BWR   RETS  &   comparison    of   proposed 
off-site    tfoae    calculation   manual    iu/NRC   generic    guidelines 
&   NUREQ-Q133 

CRUTCHrlELD.  D         Qperatlnfl    Reactors    Branch    S         LS03-B4-03-031 
B4/03/15        VANDEWALLE, D   J         Consumers    Fouler    Co          137pp,        22697   2Qn 
2flX   Fithe    30-133.84/03/13,0403300177 

84032O01B3  Affirms   resolution    of  TMI    Action   Plan    Item   11,  K.  3   31    re 
small    break    LOCA  analysis    No    further   action    necessary 

JENSi  W   H        Detroit    Edison    Co         QL~93~35         B4/O3/14         VOUNQuLOOB,  B,  J 
Licensing   Branch    1         2pp         33686  330        SIX   Flche    30-341 .  B4/03/14f 
6403200183 


B4O317O35S   Forwards    revlseo    schedule    re     saFetu,    as6-essnient     sys/safety 
parameter    display     EIJE    per    Suppl     1     to    NUf!EG-O737    Assessment 
indicates    c-ontrattor    capable    of   completing    job 

n'TOOI-E.J   D         Consolidated    Edison    CD       of    rjou    Vorfc.     Inc          04/O3/12 
b!B£NKUT,DQ         Division    of    Licensing          4pp          236.75    176          34X 
Fiche    SQ-247,B4/03/12,  0403190335 


8403300333   Application    for    amend    to    Licenses    0PR-3B    &   DPR-74. ravlilnj 
Tech    Specs   re   reactor    coolant   vent    sys    per    TMI    Item   II    B    1 
Justification   for   NSHC    provided    in  840130    1 tr    still 
appl 1  cable 

ALEXICHiM  P  Indiana  fc  Michigan  Electric  CD  AEP  M?C"  03S4C 
E4/03/15  DENTON,  H  Ft  Office  of  Nuclear  Reactor  Regulation, 
Director  2pp  22690  190  24X  Fiche  30-313,84/03/15,8403300323 


B4u31903i3   ForniirBs    evaluation    of    LILCO    transition    plan    per    NUREG-O6S4/ 
f EMA-IltP-l.HEv    1    Deficiencies    noted 

SPECK.  S    W         Federal    Emergency    Management    Agoncy          84/03/19 
DIFICKS..W  J        Office    of    the   Eieeutive   Director    far   Operations         7lpp 
32673   oai          34X   Fiche    3D -322, B4/O3/I 3.  84031 90363 

B403190379   Forwards    IE     Insp    Rept    50-303/83-17    on    B3I314-B4Q213    No 
none  crap  1  lance    noted 

CHAFER.  W   D         Region    3,     Office    of    Director          B4/02/27         HIESLER.C    W 
Wisconsin   Public    Service    Corp          2pp          22673    2O9         24X 
Fiche    50-303.04/0^/27,  B403190379 

— EJ4031903B4    IE    inER    Kept    50-3O3/B3-17    on    B3iai9~84O313    No    nonconipl  lant  e 
note''    Major    areas    inspa-cted    ma  i  nt,  survei  1 1  ane  e.  indep  etid  ent 
1  nsp.  regions  1    requests    !i   operational    safety 

NEL&ON.R   L    ,     JACK  I  H. I     N         flegion    3.     QPfise    of    Director          B4/O2/24 
Spp          22673    atl          21X    Fiche    5O-3O5. B4/O2/27,  8403J9Q379 

B103190397   Provides    updated    info   re    mods    required    by   NUREQ-0737.  Item 
1  I    II    I    3    re    safety    tr   relief   valve    performance   Unit    1    piping 
ti    supports   uill    Be    installed    during    ne i t   refueling    outage 
scheduled    for    S50IOS 

MUEOUF.D         Northern    States    Power    Cn          34/O3/14  Office    of    Nuclear 

Reactui     Regulation.     Director          Ip          22675    192         24K 
Fiche    50-333,04/03/14.8403190397 

B4O3170437    NUHEfi/CR-3666 

ASSESSMENT   OF    THE    IMPLICATIONS   CF  CONVERSION   OF    UNIVERSITY 

RESEARCH   AND    TRAlNINQ   REACTORS   TO  LOW    ENRICHMENT    URANIUM 
FUEL 

HARKI3.  D   R    .     DURN.R    R    ,     CLARKiL  Rensselaer    Polytechnic     Institute, 

Troy,     NV         FIN    Q-1126         B4/O2/29  Division    of    Accident    Evaluation 

Available    at    INRC          *3    50  2S6SQ   001 


0103190414    NURES/Cfi-35oa 

STANDflRt>   SETTING   STANDARDS   A    SYSTEMATIC    APPROACH    TO 

MANAQ3NS    PUBLIC   HEALTH   AND   SAFETY    RISKS 

FISHCHOFF,  D         DeCi'Slqn   Hesearch.   Inc          *      Oak    RUg-e    Na  1 1  Dn-a  1 

t  abotiilc-ry         FINB-O4ai          DHNL/SUB-7376/3          EW/02/29  Division    of 

Fiisk    AnaLysis         i6pp          2SiBl     O04 

B403-1  70449   NUREO/Cfi-3573 

PERSDNNEL   EXPOSURE    FHDM    RIGHT    CYLINDRICAL   SOURCES    [PERCSt 

Thp   Tfieorij,ThH    Code    Ana    Eiamples 

REECE.H    D    ,     HADLGV.  R    T    ,     HARDTY,  R          Qflttelle    Memorial     Institute. 

Paclfit    Narthuiest    Laboratories         FIN   B-2412         PNL-4923          B4/01/31 

DivlElon    of   Ensineering    Technology         173pp         Available    at    NHC 

^5    SO         226SO    170 

B4032O0005-  Responds    to   B40-2S9    request    fur    add  I    action   to    verify    aspects 
of    Qvi-rliead    cranfl    design    at    f  aci  1  i  t<j.  per    NUREO-OfilS 
guidelines    Crane    safety    (<    reliabllitv    satis  factory 

GUCHA.L    T         Oo-orgia    Pouer    Co         NED-B4-129         B4/03/I2         3TOLZ,  J    F 
Operating    Reactors    Branch    4          2pp          2SA9S    3Q9         B4X 
F  i  c  tie    50-321,  34/O3/  12.  5403200009 

8403300053  Forura-rdS  manthly    operatino,    repts    for    Fcb    1984    fc   revised 
monthJy    operating    re-pts    for   Aug    19B3  -  Jan    19S4  fievs   reflect 
valued    reieroed    from   beginning   of    canuncrcial    operation,  p er 
NUREB-H020 

HAVfJES,  J  9        Southern   California   Edison   Co         B4X03/15  Office    of 

Resource    Management.     Director         Ip        32685   O<H         24 X 
r  ic  tic    50-361,  94/03/1  3,  B4 03300053 

34O3SOQ097  Foruards    schedule    far    Implementation    of    -LtWities    for 
control     Of    heavy    loaifs^per    NRC    requests    ra    NlHTO-OilS   Cast 
pit   gate    tilting    lugs-   iui  1  1    be    modified    by    81    015 
HUA11L.H    D         ffpneral    Public    Utilities    -   CPU    iirviie    Corp 
3B1I-B4-2072         B4/03/-15         EIEENHUT.  D   G         Diuision    of   Licensing          Gpp 
2?6BP    313         24X   Flche    30-2B9J B4X03/15.  B4O320OO79 


— B4O32O02SB  Revised    proposed    Tech    Specs    for    reactor    coolant    v«nt    igi 
per    TMI    Item    II    B    1 

*      Indiana   b  Michigan  Electric    Co        84/03/19        7pp        22690    192 
24K    Fiche    3O-319,  B4/Q3/ 15,  8403200333 

B403200223  Advises    that    similarity    of  Unit    1    f  2    175-ton    polar   cram 
verified    by    noting    that    cranes   purchased    under    same   contract 
u/(anie   vendor,  using    identical    procurement    specs,  per  NUREO- 
O612   &   B 4 032 3    telcan 

MILLS.L  M        Tennessee   Valley    Authority        84/03/14        ADEN8AM, E 
Licensing  Branch   4        2pp         32699   361        24X   Fiche    30-390-84/03/14, 
S403200223 

B4O330O23B   Comments    on    DEB     (NUHEQ-1O33)    Assertions    re    sot ioeconomle 
Impacts    fj-am   station    operation   demonstrate    low    level    at 
expertise  among    study    team   or   refusal    to    consider   relevant 
research    findings    on    social    impacts 

FREUDENGURO.  W         Washington    State    Univ   ,     Pullman,     HA         34/03/12, 
V1ETT1.A        Division    of  Licensing        2pp        22691    111        24X 
Fiche    SO-30S,  B4/03/12.  8403300238 

8403300561    Advises    that    control    equipment    for    air    operators    CBP-AD-Bi 
CSP-AQ-6   b   CBP-AO-9, listed    on    Table    B    of    1OCFR30   49 
justification    for    interim    operation   revised    to   not 
qualified   Status    to    be    upgraded    by    B3O331    commitment   date 
SOHEN5EN, G  C        Washington    Public    Pouer   Bupply    System        O02-B4-13I, 
B4/Q3/14        BCHWENCEfl, A        Licensing    Branch    2        2pp        33690    199.       24X 
Fiche:  5O- 397,  B4/O3/14,  B4032O0261 

B403200358   NUREG/CR-3H01 

THE   EFFECTS    OF    DELAYING    THE    OPERATION   OF   A    NUCLEAR    POHER 
PLANT 

HILL,  L  J  ,  RAINEY.^J  A  ,  TEPEL,  R  C   Oak  Ridne  Notional  Laboratory, 

FIN   H-0473         QRNL/TM-B6B4         B4/01/31  Division    of   Health.     Siting   ' 

Waste   Management        47pp         227O9  010 

B4O321O030  Foruards    justification    for   exemption    from  Type    C    leak 
testing, list    of    isolation    valves   within   essential    sys   Si 
penetvatlon    isometric    draulngs  re    flnaliiatlon    of   Tech    Specs 
in   preparation    for   OL 

CDQK..K   U        Louisiana   Power   (.   Light   Co        W3PB4-0377        84/03/16. 
KH10HTDN, 0  W        Licensing    Branch   3        17pp        22707   016        24X 
Fiche    50-3B2',B4/03yi6.G403210030 

84O3210O61    Foriiiards    response    to   B40202  raquest    for   addl    info    re 
NUREft-0737,  I  terns    1 1    F    1    4.     "Containment  Pressure   Monitor 
Sys,  "    II    F   1    3.     "Containment    Water  Level   Monitor   Sys"   * 
Tl    F    1    D,     "Containment   Hydrogen  Monitor   Sys    " 

ZIMMERMAN, S   R        Carolina    Power  t.   Light   Co        NLS-S4-H1         84/03/09- 
VASBALLO, D  B        Operating    Reactors   Branch    3        20pp        22705   001.       S4X 
Fiche    50-334,84/03/09,8403310061 

B40321004B   "19B3  Annxual    Rept    "    W/B40301    Itr 

HE1DER.L.H        Yankee   Atomic    Electric    Co        FYR   84-27        83/12/31. 
MURLEY.T  E        Region    1,    Office    of   Director        9pp,       3270S"  043        34X 
Fiche    80-029,  83/13/31,  8403310068 

8403310129  Responds    to  840202  request   rt   TMI    Action    1 ttm    U.K. 3.  IB 
concerning   automatic    depressuriiatlon   sys    (ADS)    logic    mods 
High    dryuell    pressure    permissive    eliminated    h  manual    inhibit 
switches    to    ADB    logic    added 

HOWE.  P  W        Carolina    Pouier    fc  Light   Co        NLS-04-102        94/03/09 
VASBALLO,  OB        Op  era  tins    Reactors    Branch   2         Ip        22707.233        24  X 
Fiche    80-324, 84/03/09.  8403310129 

B4O3210173  Forwards   HD  Kuhill    B4O222   b  37    Itrs   re    emeraency    ftidu«t*T 
ays    Plaui    instrumentation   I>  NUREO-0737   selective    item   status, 
respectively    Svc    list    enc 1 

BAXTER,  T  A        Shau.     Pittman.     Pottt   Ic  Trouibrldge        BAXTER' T,  A. 
Metropolitan    Edison   Co        DSD   005        84/03/30        CHILK, S,  J        Office   of 
the   Secretary    pf    the   Commission        27pp        22710    106        S4X 
Fiche    50-399.  84/03/20,  B403210175 
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8403310199  Requests    identification    of    anu,    potential    problems    in 
completing    NOR EG- 07 3 7    items    by    Sept     1984   Response    requested 
within   30   days    of    Itr   receipt 

VAHQA.S   A        Operating    Reactors   Branch    1        84/03/02       CLAYTON, F   L 
Alabama    Power    Co         2pp          33709    176         24X    Flche    50-31B,  B1/03/03, 
8403210193 

a4O3a2O012  Forwards   responses    to    listed    B3I307   requests    far    info   re 
environ    qualification    of    electrical    equipment,  inc luding 
resolution    of    deficiencies   &   TMI    action    plan    t terns 
(NUREG-0737)    to   be    Installed    at   end    of   Cycle    1O   outage 
FIEDLER. P   B         General    Public    Utilities    -   QPU   Service   Corp          84/03/16 

•CRUTCHFIELD,  D         Operating    Reactors    Branch     S          IBpp         23713343         24 X 
Fiche    50-219.  B1/03/16,  B4Q322O012 

B4Q3S2OU93  Ac k    receipt    of   B4Q3O6    1 tr    informing    NRC    of   corrective 
actions   re    deviation    from    commitment   t>   resolution    of  revised 
emergency    plan   SER    clarification    Items    noted    In    IE    Insp 
Repts    50-266/83-33   tc    90-301/B3-25 

PAPERIELLD.C   J        Region    3,    Office    of   Director        81/03/19 
BUHBTEIN.B        Wisconsin   Electric   Pouier   Co         Ip         2H716  321         34X 
Fichu    50-366,  B1/O3/19.  B4O3230093 

— B4O33B0099  Responds    to  NRC  B402O2    l tr    forwarding    revised    emergency    plan 
SER   &  request    For    clarification    of    listed    Items    b  deviation 
from   commitment   Corrective    actions   Procedure    EP    5  0, 
"Organl lational    Control    of    Emergencies,"   revised 
FAY,  C   H        Wisconsin   Electric    Power   CD        81/03/06        KEPPLER.J   Q 
Region   3,     Office    of   Director        9pp         23716   333        24X 
Fiche    SO-266,  81/03/19,  S40322M93 

B403230094   Forwards    IE    Insp    Bepts    SO-434/84-IO   fc    30-433/84-08    on 
B4O13li OB01-03   &  07-10  No    noncompl lance   noted 

PAPERIELLO,  C   J        Region   3.    Office    of  Director        84/03/07         REED. C 
Commonwealth    Edison   Co        2pp         32716  311        B4X    Fiche    DO-434, B4/03/ 07, 
B1O3220094 

— B4O3330097    IE    Insp    Repts    30-434/84-10   &    30-433/84-08   on    040131.  02O1-03 
tr  07-10  No   noncompllancB    noted   Major    areas    Inspected 
preoperational    radiation   protection   program' including 
organiiation.  staffing,  training    fc  NUREQ-0737    items 
HUETER.L   J  ,    OREOER,L  R        Region    3.    Office    of   Director 
30-45S/B4-OB         04/03/07          llpp         22716    313         24X 
Fiche    50-154, B4/03/07,  8403320074 

84032,20107  Forwards    safety    evaluation    re    TMI    Item    II   K  2    17. 
"Potential    for   Voiding    in    RCB  During   Transient*    "    Safety 
(•valuation   documenting    completion    of    item   end 

STOLZ.J  F        Operating    Reactors   Branch   4        B4/03/03       HUKILL-H  D 
Qeneral    Public    Utllltlrs    -  QPU  Service    Corp         4pp        32723,2GB        24 X 
FUlhe' 50-269.  84/03/08,8403220107 

B4O32S0143   Forwards    IE    Insp    Rapt    30-332/94-02    on    040123-0226    No 

violation*   found 

BTAROSTECKI.R        Division    of   Project    &  Resident    Programs         B4/O3/O6 
POLLOCK.MB        Long    Iiland    Lighting   Co        2pp         38711,317         24X 
Fiche: 50-322,  B1/03/O6,  B1O3S20143 

— 8403220160    IE    In»p   Rept    50-323/B4-02   on    840123-0226  No   violations 
found   Major    areas    Inspected    IE  Bulletin   BO-07    (Detail    3), TMI 
action    item*,  revieiu  of    emergency    dietal    generator   testing    d 
previously    identified    Insp    findings 

PETRONE,  C,  ,     SHEDLOSKY.  T    <     MCCABE,  E   C         Region    1,     Office    of 
Director          IEB-80-07         B4/O3/2B          lOpp         22714    319         21X 
Flchc   90-3=3,64/03/06,8403220143 

8103220162  Application    to    amend    Licenses    DPR-24   b  DPR-27,  changing   Tech 
Specs    to   add    addl    restrictions   on   heavy    loads    aver    spent 
fuel    pool    &  making    additions    &  deletions    r»    safety-related 
•rubbers, per    IE  Bulletin    79-14  fc    Item    II    D    1 

FAY.C.H.       Wisconsin   Electric    Power   Co         1EB-79-14        B4/03/16 
DENTON.  H  R        Office    of   Nuclear  Reactor  Regulation,     Director 
MILLER, T  R        Operating    Reactors   Branch    3        4pp         227 IB  037        24X 
Fiche,  80-26*.  84/03/16, B403S2O1 62 

84O38301B9   MUREfi-0430   V04   N01 

LICENSED  FUEL  FACILITY  STATUS  REPORT    Inventory    Difference 
Data, January    1983   -  June    19B3    (Orey    Booh) 

»      Director's   Office.    Office    of    Inspection   and    Enforcement 
B4/03/31         14pp         22721,097 

B4O322019S  Foruiards    "Control    of  Heavy   Loads.Phaie    II    "   Rept    rssult    of 
review   of   crane   operation' design   &  maint,  inc ludlng    analysis 
at    load    drop    risk    to    safety-related    equipment    beneath    travel 
paths   Confirm*    dePen»e-in    dupthi  per   NUREQ-OM2, 

HHITTIER,  0  D,       Maine   Yankee   Atomic    P-ouer  Co        ODM-B4-33.       84/03/17 
MILLER,  J  R        Operating    Reactors   Branch   3        3pp         22717  046        24X 
Flche.  90-309.  S4/O3/ 19.  64032201 72 


B4Q3SSO215    Notification    of     B40329   meeting   u/Ues  tinghnuse    &   Wes 
Ouinci  G    Group    ProCDdurES    Subcoirmi  ttee    in    Be  theada,  [-10    to 
ditcusi   noui   EPG  task    analysis   addresaod   operator    Info  d 
control    reeds,  per  NUHEG-O737.  Sujip  1    1 

CLAYTON.  H  D  Procedures  &  Systems  Review  Branch  GL-Q2-33 
Q4/O3/OS  ZIEMANN.  D  L  Procedures  ti  Systems  Review  Branch 
22721  36t 


S4O3220301    Poruiards    Interim    draft    BER    (NUF1EQ-1047I    Identifying 
unresolved    Issues   as    open    Items    Complete   draft   SEN    expected 
CD    be   reissued    In  May    1934    Detailed    agenda    aimed  at 
resolving    open    items    re-quested 

SCHWENCER.A  Licensing  Branch  2  84/03/OB  RHODE.  0  K  Niagara 
Hohauili  Pouer  Corp  156pp  32720  001  24X  Fiche  50-410,  S4/O3/OB. 
B4032203Q1 


B^O322032t,    NUREQ-097B    FC 

MARK    III    LOCfl-RELATED   HYDRODYNAM1C    LOAD   DEFINITION    QenBric 
Technical    Activity    JJ-1O 

»      Divisio-n    of  Systems    Integration    (post  B11O05)        34/03/29 
33721     118 


75pp 


H4O3230009    Ack     receipt     of    B4O221    oriler   confirming    commitments    to 
implement    p  nst-TMI-r  elated    items    in   Suppl    1    to   NUHE0-0737 
re    emergency    response   capability    status    far   completing    each 
basis   requirement    submit  ted 

CROUSE.R    P          Toledo    Edison    Co         1O33        B4/03/BO        EISENHUT.D   0 
Division    of    Licensing          4pp         22730    133        24X    Flche    50-316,84/03/20. 
0403H30009 

B1O3230029   Foruards    response    to  request    For   addl    info    concerning 
Suppl    1    to   WURCG-0737  re    procedures    generation   package   tc 
Rev    1    to    emergency    procedures    guidelines 

COUNBIL.U   G    .     eEARB.C    K         Northeast   Nuclear   Energy    Cd       (subs       of 
Northeast   Utilities)         CQUNSIUU  G        Northeast   Utilities        AO3666 
94/O3/09        CHUlCHFIEt,D,D         Dperating   Reactors    Branch    5        46pp 
2272B   H10         24X   Flche    90-213.84^03/09,8403230039 

B4O323O040    Responds    to    NUREO-0737.  I  tern   1  1    D    1    re    relief    &    eafetij    valve 
testing.  per    B40219    Itr   Facility   adequately    represented    by 
EPRI    valve    tests   Precaution    of   1,OOO  psig    overly 
c  onservative 

HUKIUt.,H   D         General    Public    Utilities  -  GPU  Service  Corp 
5S11-B4-2Q73         84/03/30         STQLZ,  J   F        Operating    Reactors    Branch    4 
Ip          22724    331         24X    Fiche    80-289,  B4/03/30,  8403330040 

0403330057    NUREG/CR-3622 

A   PROBABILISTIC   MODEL    OF    ANNULAR-DISPERSED   FLOW    IN   A    REACTOR 
SUBCHANNEL    AS   BEEN    BY    CYLINDRICAL   GEOMETRY    IMPEDrtNCiE   PROBES 
ALLCODD,  0  O    .    ROBERTS.  M  O        Oak    Ridge  National    Laboratory        FIN 
B-0414        ORNL/TM-BBIl         84/02/29  Division    of  Accident    Evaluation 

63pp        22742  30O 

B40323D06B   LER    B4-OO1-OO    an    B40223,  pipe    cnubbur     ID   3HS-M75   removed    for 
WUREO-0737  mod   prior    to    obtaining    Tech    Spec    change    allowing 
removal    Snubber  reinstalled    within   72  h   Tech    Spec   change   to 
delete    snuaber    initiated    U/B40315    Itr 

FAY,  C    W         Wisconsin    Electric    Pnluer   Co         84/03/13        HEPPLEft,  J   G 
Region    3,     Office    Of    Director         3pp         33736    324         24X 
Fiche    50-301.  C4/03/1S.  0103330063 

B4O323QOB5   Foruards    safety    evaluation   op   BWR  Owners  Qroup    generic 
response    to    NUHEQ-0737,  Item    II  K  3   43  re   depressor  i  lation 
u/other    than    automatic    dEpreisuriiatlon   sys    CADS)    No   mods    to 
plant   design    &  operation    required 

CRUTCHflELD,  D        Operating    Reactors    Branch    3         LS03-B4  -03-027 
ei/03/i!0        COUNSIL.H    0         Northeast   Nuclear   Energy   Co      (subs 


Northeast  Utilities) 
B-40323003Q 


of 
&pp         22726    339        24X    Fiche    30-215,84/03/20! 


— H4.O3330199    "Control    of   Heavy    Loads, Phase    II    " 

*      Maine   Yankee   Atomic    Pouer  Co        S763L-SEN        B4/03/19 
22717-030.       H4X   Flche    30-309,31/03/19.8403220192. 


I24pp 


B4O3330131    NUREO/CR-3145   V02 

OEOPHVSICAL    INVCSTIOATION    OF   THE   WESTERN   OHIO    -    INDIANA 
REGION  Annual    Report* October    1903  -  September    1983 
POLLACK, HN    .    CHS  IBTENBEN,  D        Michigan,    Univ      of,    Ann  Arbor.    MI 
B4/03/30  Division    of    Health.     Siting   &  Waste  Management.       Mp 

23739   333 


B403230133   NUREG/CR-3329 

REVIEW  OF  THE  ARKANSAS   NUCLEAR  ONE  GENERATING   STATION  UfJ!  i 
NO    1    EMERGENCY   FBEDMATER     SYSTEM   RELIABILITY   ANALYSIS 
YOUNG  BLOOD,  R    .     PAPAZOOLDU.I    A         Brookhavtn    National    Laboratorij 
BNL-KUREff-31721        84/O2/29  Division   of   Safety   Technology         10 

22739    130        34X  Flche    SO-313.  S4/03/29,  B103230133 

6403230113  Foruards    carraeted    lafety    evaluation    re  NUREO-0737, 
Item    II    K   3   -44.    "Evaluation    of  Anticipated    Transients 
u/FJlngle    Failure    to   Verify    No  Fuel    Failure    "    Item  resolved 
for    f at il ity 

CRUTCHriELD, D        Operating    Reactors   Branch    3        LS03-B4-03-031 
B4/03/22         VANDCHALLE.D   J         Conaumers   Fouler   CD         Spp         22731    14=! 
H4X   Flehe    30-1S5.  BiyO3/22, S403330113 
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6403330173 

EVALUATION  METHODS   FDR    THE    CONSEQUENCES   OF   BELOW  HATER    TABLE 
HINE   DISPOSAL   OF   URANIUM   MILL   TAILINGS 

HCKEON.T   J   .     NELSON.fi    H         Sattella   Memorial    Institute.     Pacific 
Northwest   Laboratories         FIN   B-2370        PNL-4904         84/O1/31 
Division    Of   Health,     Siting    t,   Haiti    Management         90pp         22742   217 

B403230I77   NUREG/CR-31O4 

AQUIFER   RESTORATION   TECHNIQUES   FOR    IN-SITU   LEACH  URANIUM 

MINES 

DEUTSCH.W   J    .     BELL,  H   E    -     MERCER.  B   W        Battelle    Manorial     Institute. 

Pacific    Northwest   Labor  atari**        FIN   H-2379        PNU-45B3         B4/O2/29 

Division  of   Health.     Siting    &  Haste  Management        9Bpp        Available   at 

NRC         14    90        22757    121 


3403330183   HUREQ-075Q   V1B   N04 

NUCLEAR   REGULATORY   CDMMISBJDN    ISSUANCES   October    19S3  Pages 
743-1,  137 

•      Division    pf    Technical     Information   &    Document   Control          B3/10/3I 
40Qpp         22B13   040 

B403230190   NUREfl-1015 

STATE   SURVEILLANCE   OF   RADIOACTIVE   MATERIAL   TRANSPORTATION 

Final    Report 

9ALOMON,5  N       Office   of   State  Programs.    Director        B4/02/H9       7Sff 

Available   at    NRC         *4    SO         32759   048 

0403230177   WUREO/CR-239O 

DOCUMENTATION   AND   USER'S    GUIDE   UNSAT2   -   VARIABLY   SATURATED 
FLOW   MODEL    (Including    4    Eiample   Problems) 

DAVIS,  L   A   ,    NEUMANN, S   P         Hater,    Haiti    t,   Land,     Inc        FIN   B-7361 
WWL/TH-177I-1         83/1S/3I  Division   of   Hast.   Management         218pp 

22742   001 


0103330200   NUREQ/CH-3621 

SAFETY   SYSTEM  STATUS   MONITORING 

LEWIS,  J   R   ,    HORCENSTERN.fl    ,     RIDEOUT.T   B         Battellt   Memorial 
Institute.    Pacific    Northwest  Laboratories        FIN  B-2360        PNL-4B32 
84/O3/31  Division    of    Human   Factors    Safety         129pp         Available    at 

NRC         *S   90         32741     077 

sa.03230207   NUREQ/CH-3i74 

DESIGNING   VEGETATION   COVERS    FOR   LONG-TERM   STABILIZATION 

OF   URANIUM  MILL   TAILINGS 

BEEDLOW.F   A         Battelle    Memorial    Institute,     Pacific    Northwest 

Uatoratories         FIN   B-2370          PNL-49B6        B4/03/31  Division    of 

Health,     Siting   fc  Watte    Management         lO3op         22741    207 

B4032302Q9   NUREe/CH-36i,l 

PROTOTYPICAL   STEAM   GENERATOR    (MB-21    TRANSIENT   TESTIWO 
PRDG-HAM  Task   Plan/Sealing    Analysis  Report 

YOUHO.H   ,     TAHEUCH1.K    ,     MENDLER.J        Westinghouse    Electric    Corp         FIN 
D-B252        EPRI   NP-3494         B4/O3/31  Division   of   Accident    Evaluation 

19&pp         Available    at    NRC          «6   OO        22743   076 


84032AO051    Application    to   amend    Licenses    DPR-31    *•  NPF-c.,  chanolnfl    Tach 
Specs   re  RCS  vents,  post-accident    lampl  infl,  lonfl"*"'1™ 
auilliary    feeduater    sys    evaluation,  noble   ga*   monitor   fc 
iodine    participate    samplingi  per  NUREO-0737    Items. 
ORIFF1N.J  M        Arkansas   Pouer   *  Light  Co        OL-B3-37        B4/Q3/16. 
BTOLZ.J  F        Operating    Reactors  Branch   4        MILLERi  J   R,       OpnrntlTlB  • 
Heactori   Branch   3        9pp        BE750  893        24X   Fich"    3O-313.  B4/03/JA, 
8403260091 

— B403260137  Proposed    Tech    Spec    change*   T«   RCS  vent    po»t-«cc itf«nt 
sampling< long-term   auxiliary    P»«duat*r    *u*    evaluntion. nob  1  e 
gas   monitoraj  iodine    p«rtfcul*ta    lamplinfl    tc  containment   uat*r 
levrl    monitor 

*  Arkansas   Pouer   &  Light   Co        B4/03/1&        27pp         22790:302,       Z-4X 
Fiche    50-313, 84/03/16,  B403B60031 

B40326005o   NUREO/BR-0031    V03   NB 

POWER  REACTOR  EVENTS  Sept  ember-October    19B3. 

MASSARD.S  A        Diractor'B   Office        B4/02/B9        37pp        S87&3- 1?0, 

B4033i0069  Forwards    evaluation    of  S30718   request    for    deletion    of 
steam  electric    station    licence   condition   rn    law-preiiurt 
turbine    disc    insp    NRC   malnttini   position    In   SER    tNUREO-0797) 
that    Insp  must    be    conducted 

YOUNQBLOOD,  B  J  Licencing  Branch  1  B4/02V3B  OARY,  R  J,  T»<fl* 
Utilltltt  Electric  Co.  (forifltply  Teiai  UtUititt  0»n»ratinp  Co  ). 
2pp  22763  23S  24X  Fiche-  30-44S,  B4/O2/S8,  B4032e,OOA9 

B4032A007B  Foriuardl  IE  Insp  Rept  50-3BB/B4-05  on  640123-27.  No 
violations  or  deviations  identified  Status  of  action*  taken 
re  previously  Identified  ln*p  findings  *xafflln>d 

JOHNSON,  E  H        Region  4i    Offic*   of   Director        B4/O2/27.       LEDDlCK.Ii    B 
Louisiana  Pouer  &  Light   Co        Zpp.       22758:274.       24X 
Fiche    50-3B2,  B4/02/27,  B403260078 

— 8403260087    IE    Insp    Rept    90-382/B4-Q3  on  840123-27  No   violations    or 
deviations    identified    Kajor    areas    ln»pected,  radiation 
protection   program  &   Implementing    actions    for   NUREO-0737 
action    items 

CHANEY.H  D  ,    MURRAY,  B    ,     GROSSMAN.  W  A        Real  on   4i     Office    of 
Director        B4/02/27        13pp        227SB' B76,       24X   Plena   80-383,  B4/OS('ia7, 
B40326Q078 

B40326O1I3  Foruards   FEMA  revieu   of  fiev   3    to    utll    transition    plan    for 
offslte    emergency    preparednossi par   NUREQ-0&S4. 
MARTIN,  T  T        Division   of    Engineering   &    Technical   Pronr*ins.       S4/03/aO 

POLLOCK,  M  S        Long    Island    Lighting   Co        3pp        32798:001         24 X 
Flche    50-333,84/03/20,8403260113 

— S403Bo0117  Revieu   of   Rev   3    to    utll    transition    plan    for    offslti 
emergency    preparedness,  per   NUREQ-0434, 

*  Federal    Emeroency   Management    Agency,       BV 02/10        6fipp 
227BS  004        24X  Fiche    90-322,84/03/20,8403260113, 


B4O3230212   NUREC-0&D6    V06   NO1 

UNfiESDIVEO   SAFETV   ISSUES   SUMMARY   Data   As    of 

February    17,1994      (Aqua   Book) 

•      Management    Information    Branch        64/02/29 


55pp         22743    294 


8403230216   NUREO/CR-3224 

AN   ASSESSMENT   OF   CRBR    CORE    DISRUPTIVE  ACCIDENT   EWERCETICS 
THEOFANQUS,T   G   ,     BELL. C   R          LO*   Alamos    Scientific   Laboratory         FIN 
A-7271         LA-9716-MS         B1/03-/31  Clinch    River   Breeder   Reactor 

Program   Office        436pp         Available    at   NRC         *B   30        2274O   001         24X 
Fich*    50-337,  B4/03/31,  3403330316 

B40323023B  Advises   that,  based    on  revieu  of  B3112S   submittal    of   detailed 
control    room  design,  spec  i  f  1  c    area*   of  program  plan  do  not 
«eet   requirements   of   SuppS    i    to  NUREO-0737  Meeting 
requested    to   resolve    dePicieneits 

STOL2.J   F        Operating    Reactors   Branch   4        84/03/06        QRIFF1N.J   M 
Arkansas   Power   b  Light    Co          Sfp         22739   37B         24X 
Fiche    50-313,  B4/03/O6,  B40333O238 

0403260006   Informs   that    functional    training    for  personnel    necessary    to 
staff  reiiul  resent  i   per   Table    B-l    of  MUREO-O654  (.  staff    key 
emergency  program  positloni    not   Included    in  Table   B-l 
complete,  )>»r   License    Condition   24   &   SSER   4 

SORENBEN.O   C         Washington   Public   Power   Supply    System.       GO2-B4-154 
B4/03/19        SCHUENCEH.A         Licensing    Branch    3         Ip         22747   397         34* 
Fich«    SO-3?7,B4/03/1'?,8403260006  * 

a*03?Q0050  R«que»t>   Identification   of  any   potential   problems    or    items 
re    completion   of  NUREC-0737    It.**   by   Sept    I9B4  Response 
requested  uithin  3O   days    of    Itr  receipt 

VAROA.3  A  Op. rating,  Fteactart  Branch  1  B4/O3/02  UDERITZ.fl  A 
Public  S.rvice  Electric  &  das  Co  of  Ntw  Jersey  3pp  327A3  2B1 
S4X  Flfh.  90-872,  B4/O3/O2,  3403360050  " 


B403360143  Foriuards   general    position    statement    on   Reg    Oulde    1    97,  R«v    S 
re    justification   of    significant   generic    deviations. per 
NUREO-0737.  Suppl    1 

COUN3IL,  H  O        Northeast:   Nuclear  Energy    Co      <*ubi      of  Northeast 
Utilities)        SEAflS,  C   F        Connecticut  Yankee   Atomic    Power   Co, 
CQUNSIL.H  0        Northeast   Utilities.       A02999        B4/02/S9        HILLER, J  R. 
Operating   Reactors    Branch    3        3pp        2E79B' 162        Z4X 
Fiche   50-DOO,  B4/03/29,  8403260143 

B4033601B2   Clarifies    NUREQ-0737,  Item    II,  K    3    31,  In    reipontl    to    O»n»r-lc 
Ltr   B3-3S  Hestinghouss   Outieri    Oroup    authorlied    program    to 
demonstrate   conservatism   of   HFLABH    small    br*ak    LOCA 
analyses,  per    Item   1 1   K   3   30 

BARNES,  P  U        Commonueal  th    Edison   Co.       OL-B3-33.       84/03/31 
EIBENHUT.D  0        Division    of   Licen»ing         in.       E2796.  170        34X 
FlchE    BO-000,  B4/03/21,B4032i0182 

8403260200  Comments   on    Issue    3   of  NUHEQ-OBBS,     "NRC  Policy    tc   Planning 
Guidance, 19B4    "    Seven   themes    identified    represent    Important 
objective*    for    industry 

COUNSIL.HO        Northeast   Utilities        B11O4B,       84/03/12,       DIHCKB.HJ. 
Office   of   the   Executive   Director    for  Operation*.       4oo         337S&-  ao4 
24X  Fiche   90-000,84/03/13,0403260300.  "         •£-"B<>'"«- 

B4033i0208  Corrects   erroneous    statement    from  B30429  rasponi*    to  O.nirU 
Ltr   B3-02,     "NUREQ-0737   Tech    Bp.cs, '•    re   Action    Item    HE.  4    1, 
Dedicated   Hydrogen  Penetration   "    PurBe/p»pT.t»»UTilation   eus 
used    as    backup    for    combustible   gas    control 

™A™.HV<  "  W  loua  E1*<:*'''=  L18|<t  »•  Powar  Co  8L-B3-OH.  84/03/20 
DENTON.H  Office  Qf  Nuclear  Reactor  Relation.  Dlrietop  "J™"*" 
23756  166  24X  Fich.  90-331,84/03/20,8403360208  Ulr'"°P<  lp' 

B403360212  ForuarJ.   revised    Info  re   monor-il    path.,  updating    util    a4O3Ofi 
tr  respondinfl    to   Benerlc    Ltr-   81-07   conc.rnlno    NWEe-0612, 
Control    of  Heavy   Loads    at   Nuclear   Poutr   Plants. "   Field 
Mr^V3!"0^  wil1    bB   Dr°vided   1   month   prior   to   fu.i   load, 
MILLS,  L  M        Tennessee   Valley    Authority         OL-fll-07.       B4/03/BO 
ADENSAM.E       Licensing  Branch   4       Bpp       S37Si>-  164       3*y 
Fiche   90-390.  B4/03/20,  8403260813, 


NONDOCKETED  ITEMS 
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B4Q3260261    Forwards    order    confirming    licansee    commitment    to    implement 
poBt-TMl-related    i tmei     in    NUREG-0737i Suppl     1     (Senarlt    Ltr 
B2--33),     "Requirements    For    Emergency    Response   Capability    " 
BTOLZ.J  F        Operating   Reactors   Branch    4        GU-B2-33        B4/02/21 
BECKHAM.J   T         Georgia    Pnuier    Co         3pp         33763    179         24X 
Ft the    50-321,94/03/21,8403360261 

— 84Q3260263  Order   confirming,    licensee   commitments   on   emergency   respon 
capability    requirements    set    forth    In    NUHEG-0737.  Suppl     1 
(Generic    Ltr   BH-33) 

EI5ENHUT.  D,  Q         Division    Of    Licensing         GL-B3-33         B4/02/21 
Georgia   Power    Co         ipp         23763    183         SIX    Flche    SO-321 , 84/O2/31, 
8403260261 


B4O32602BO   NUREQ/BR-0029   V10   N3 

INFORMATION   REPORT   ON   STATE    LEGISLATION 
LANDAU,  M        Office    of   State  Programs,     Director 
3376 I    307 


84/03/10         9pp 


—  B4033701BB    Proposer!     change     tn    Tech    Spec    465     1    re    combustible   gas 
conti ol    hydrogen    nonitora 

*       South    Carolina    Electric    t   Qas   Co         GL-B3-37         B4V03/22         Ip 
32771     125         24*    Flche    SO-SSg.  B4/03/22,  G4Q32701B3 

D4O327OI93  Notifies    that    utll    mill    provide  addl    Info   re    performance 
testing    of    relief    &    safety    valves,  per    Item    II    B   1    of   NUREfl- 
O737.  by    84O61  3,  per    B-JQ3QB    agreement 

Q'TQDLEiJ    D         Consolidated    Edison   Co      of   Neu    Yori,     Inc         84/03/16 
VARGA.  S   A          Operating    Reactors    Branch    1         Ip          22771     103         34 X 
Fiche-    50-247,  B4/03/1A,  S4O3270193 


aflO327Q209    Formards    llev    4    to    util    response    to   NUREQ-0737,  Sup  p  1     1, 
including    control    rnom   revioui    implementation   priority 
schedule 

TUCKER, H    B          Duke    Poui»r    Co         84/03/33         DENTQNi H   R         Office    of 
Nuclear   Reactor  Regulation.     Director        9pp        32773  OSS        24X 
Fiche     50-261?,  B4/03/33,  B4O3370209 


54O32602B&   NUREO/Clt-3133 

CALCULATION   OF   FLUID   CIRCULATION   PATTERNS    IN   THE   VICINITY   OF 
SUBMERGED   JETS   US I NO   ORBMAC 

PARK.J  E   ,    CROSS.  K  E        Oak    Ridge   National    Laboratory        FIN   B-016B 
DRNL/TM-B633        B3/12/31  Division   of   Health.     Siting    t,  Waste 

Management         ISOpp        Available  at   NRC        «6   30        327il    17A 

8403340HB9  KUREQ-0940  V03    N12 

TITLE   LIST   OF    DOCUMENTS    MADE    PUBLICLY   AVAILABLE   December 

1-31, 1933 

«      Division    of   Technical    Information   fc   Document    Control         04/03/31 

33Bpp         32762   001 

B4Q3260309  Forwards    draft    NUREG-lQ42r     "Tech   Bpecs, Busquehanna    Steam 
Electric    Station    " 

CURTIS,  N  W        Pennsylvania    Pouer    5.  Light    Co        PLA-S114        B4/O3/20 
DENTON.H  R        Office    of  Nuclear  Reactor  Regulation.     Director        4BQpp 
BS7S3    13B         24X    Flche    3O-3BB, 84/03/2O, B403360303 

8403770003  Responds    to    open    Item   identified    in    utll    integrated 
aBSBssnent    (NUREO-OB39).  BEP    Topic    1 1 1-9,  A  Analysis    performed 
per    AN9I/AN3   50   2   to    determine    force    imparted    on   electrical 
penetration   Blister    12E    From    break    on  Steam    Generator   S 
KAY.J.A        Yankee   Atomic    Electric    CD        FVR  84-36        S4/Q3/33 
CRUTCHF1ELD,  D        Operating    Reactors   Branch    3        3pp        22767  346        34X 
Fiche    50-029,04/03/23.8403370003 

B403B70007  Responds    to    open    item  identified  in    utll    integrated 
aiiBBiment    (NunEO-OB23).  Topic    111-10  A  Util    established 

criterion   per   RBB   Guide    1    106    for    tharmal  overload 
protection    For   motor    operated   valves 

KAYjJ  A        Yankee   Atomic    Electric    Co        FYfi  B4-37        B1/O3/H2 

CRUTCHFIELD.  D         Operating    Reactors    Branch  9         3pp         22769    350         34X 
Ftch  B-  90-029,  B4/03/S2,  B4O327O007 

Q40327OOOB    Informs    that   utll    ulll    provide    Info    re    planned    deviations 
from  Suppl    1    to   NUREQ-0737   by   S40901    Detay    has   no    affact    on 
»cn«<fule*    For    impl'invnta  t  ion    of    Suppl    1    to   NUREO-0737 
COUNfilL.U  a        Connecticut    Yankee    Atomic    Pouer   Co        SEARS,  C   F 
Northeast  Nuclear   Energy    Co       (suba      of  Northeast   Utilities) 
COUN3IL.W   0,        Northeast    Utilities         A037S9         B4/03/16         EISENHUT,  D    0 
Division   of  Licensing         2pp         23770   Oil        34X   Fiche   30-OOO, B4/O3/16, 
B1O3S70009 


B40327021S    Provides     Follomup     to   S4032S   telcon    re    SuppJ     1    to    NUREO-0737, 
"Development    of  Emergency    Operating    Procedures)  "    from 
generic    Wastinghouse    emergency  response    guidelines 
Development    luill    continue    at   described 

CAREY.  J   J         Duquesne    Light    Co         GL-82-33        B4/O3/14         VARGA,  S   A 
Operating    Reactors    Branch    1        3pp        23770  27O        34X 
Fichc     30-334,  84/03/14,  B403270313 

34O327O220   Advisee    that    equipment    qualification  program   &   RCIC    -syfi 

revipuicd.  per    MUHEG-OB92,  BER    Outstanding    Issue  1    7(9),  nods     to 
automatic    depressuriiablon    sys  RCIC  valves   required    for 

containment    isolation    remain    In    qualification  program 

BOHENSEN,  fl  C        Washington    Public   Power   Supply  System        002-84-160 

B4/03/P2         SCHHENCER,A          Licensing    Branch   2  Ip         22770   269        24X 
Fiche    50-397,  B4/03/22,  B402270220 

aiO3B7O2'67   NUDEO-1049 

ENVIRONMENTAL    IMPACT    APPRAISAL   FOR   RENEWAL   OF    SPECIAL 
NUCLEAR   MATERIAL   LICENSE    NO      SW1-42   Docliet   No       70-37 
tllabcoct    &    Wilcni    Camp-an(j.  hfaval    Nuclear  Fuel    Division) 
«      Division    of   Fuel    Cycle    &   Material    Safety        84/03/31        B7pp 
Available    at    NRC          *4    50          227B7   233 


ei03S/OE6?   NUREO-074B    VO-4    NO1 

OPERATING    REACTORS    LICEMSING    ACTIONS   SUMMARY    Data   An   Of 
January    31,1964    (Orange    Bock) 

•      Office    of   Resource   Management.    Director        34/03/31        333pp, 
2H7QQ    001 


B4O327Q319   Advices    that    emergency    plan,  documented    in   NUREQ-0746i 
"EmerBency    Preparedness    Evaluation    for   TMI-1"    Si  Suppl    1. 
NURES-0737.  Item   III    A   2    1,  complete    for    Facllitg 

BTDLZ.J   F          Operating    Reactors   Branch    4         B4/O3/09         HUKILL,  H   D 
General    Public    Utilities    -  CPU  Service    Corp         5pp        227 B?  241        34X 
Fiehe    50-209,  Bfl/03/O9,  B403270313 

B4O3SQDO4G   F -or  wards    r&Epnnae     bo    S31209   request  For    addl    info    re 

NUREO-0737    Item   II    D    1.     lhPer Pormance   Testing  of  Rallef  t 

Safety    Ualvoa    "  Mlcj-oficfte    of   RELAP5/ADLP1PE  computer 
analyses    end 

OIESLER.C    W         Wisconsin    Public    Service    Corp         NRC-B4-4B         B4/O3/33 
VAROAi  5   A         Operating    Reactors   Dranch    1         36pp         23776   BBS         H4X 
Fiche    50-305,  B4/03/23,  B4O33B004B 


8403270043    Informs    that   ultrasonic    te«t   Bxsms    of    blend   radii    area 
m*0n«tlc    particle    >xam  conducted    by    VB»»el    mtg    to   determine 
degree    of   eonformance   to    NUREQ-06I9  No  recordable 
Indications    found    utilizing    either    technique 
J£NS,  M  H        Detroit   Edison    Co        EF2-67.715        B4/O3/21 
YOLTNOBLOOD,  &  J        Licensing   Branch    1         Ip        22769-313        24  X 
Fich*    90-341. B4/O3/21iB4O327O043 


8403280066  Forwards    safety    evaluation  re   NUREO-C-737,  TMI    Action    Itnm 
II    K   3    44.     "Evaluation    of    Anticipated   Transients  W/Slnglc 
FailurcE    "    Facility    In    conformance  u/NUREQ-0737   position  lc 
evaluation    accoptati  Is 

CRUTCHriELD,  D         Operating     Reactors    Branch    3         LSQ-EI4--03-O33 
B4/03/P6         CINDER,  F          Dairy  land    Power   Cooperat  i  va         5pp         22776349 
34X   Flche    30-409.  B4/03/2A.  B4032S0066 


B403B7O103  Foryards    test   exemptions   required    to   perform   NUREQ-O737, 
Item    I    0    Ii     "Natural    Circulation    Tenting    "    Exemptions    need 
to    b*    included    in   Tech   Bpecs 

TUCHERiH  B,       Dulif   PouiBr   Co,       B4/O3/21        DEN  TON.  H  R        Office    of 
Nuclear   Ruaetor  Regulation,    Director        ADENSAM.  E  0        Licensing   Branch 
4.        5pp.       EE764   341        24X    Flche   80-413, 94/03/21.  B4Q3S701O3 

B403B70106  Forwards    BER    for   SEP    outstanding    hydrologlc    iasuts 
IdentiFiid    during   review    of    integrated    plant    safety 
asftBBsment  rept    (NURED-OSBS)     Issues    include    local    plant 
flooding    from  PMP   6    flood    emergency    plan 

CRUTCHFIELD,  D        Operating    Reactors   Branch    S        LB09-B4-03-O33 
B4./O3/22        VANDEMALLE.D  J        Consumers   Pouier   Co        3pp        22774:035 
B4X    Fleh*   30-133,  84/O3/22, B4O3270106 

B40327O1B3  Forwards    portion    of    combustlbls    gas    eor>trol   Tech    9poc 
surveillance   requirement    inadvertently    omitted    from   utll 
B4O11B   response    to   Generic    Ltr  83-37,     "NUREO-0737  Tech 
Specs   " 

DIXQN.O  M        South    Carolina   Electric    St   Das   Co        GL-B3-37,       B4/03/23 
DENTONiH  R        Office    of   Nuclear  Reactor  Regulation,     Director        2pp 
2B771    123        H4X  Fiche    50-399,  84/03/32, S4O327O1B3 


B4032BOO76  FOIA   request    for    seven   categories   of    documonts 
HIATT,  B  L         Ohio  Citizens    for  Respanflible   Energy        B3/11/30 
FELTON.  J  rt        Division    of    Rules  and   Records         Ip        22SOB  243 

B4O32BOOBO  Partial   response    to   FDIA  request    for    seven   categories  nf 
documents    Foruiards    App    A    documents   responsive    to    Hams    1,2. 
5,  6  It   7   of    rnquest,  NUREG-Q3B6,    "MRC  Practice  &  Procedures 
Hanual,"    presently    being    updated 

FELTON.J  M        Division    of    Rules  and   Recorda        G4/01/17        HIATT.8 
Dhio    Citiieni    tor   Responsible  Energy        2pp        33BOB  244 

B4O32BO3H9  Foruards    comments    on   detailed    control    room  design    review 
program   plan. per  B3JO31    submittal    Plan    does   not    comply 
fully    u /Sup pi    i    to    NURED-Q737  requirements   Recammends 
meeting   in  rfar   or  Apr    1904 

VAROA.S  A  Operating  Reactors  Dranch  I  B4/O3/09  CLAYTON.  F  L 
Alabama  Pouer  Co  17pp  22B07  2B9  24X  Fiche  90-34B,  B4/O3/09, 
B4032BO329 
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B<lt>339D003  Final    response    to   FdlA  requ&it    For    Four    categories    of 
documents,  tests.  studies    &   analyses   referencing    or    pertaining 
td   NUJ1EG-O1O3,     "613    for    B&H    PWFi     "    App    A    documents.    End 
FELTONi  J  M        Division    of   Rules   and    Records         84/O1/13         MADDEN,  T  J 
K.age,     Scholar,     Fiermsn,     Hayi    fc   Handler          fipp          23S16    127         34X 
Fiche    50-000,84/01/13.8403290003 

S4Q329O03B  FOT  wards    revised    responses    to    B31123   &   B$0109    Itrs   r« 
approval    of    proposed    license.    amend    re    post-acci-dent 
tempting    far    fact  1  1  ties,  THI     Item    II    B   3 

MILLSjL    M         Tennessee    Valley    Authority         B4/Q3/23         ADEN8AM.  E 
Licencing    Branch    4         9pp          32SOA   23?         24X    Fich*    50-327.84/03/33, 
B4O3H9-003S 

S4O329OOA9  Act    receipt    of    040209   1  tr    Informing    NRC    of   steps    taken    to 
correct    violations    noted    in    IE    Insp   Repts    30-349/93-36, 
50-370/83-37   i,   50-2S7/B3-36    Implementation    at    corrEctive 
actions    mill    be    Baaroined    during    future    insp, 

DANCE.  H   C        Division   of    Project  &  Resident   Programs         B4/03/3O 
TUCKEFf.,  H   13         Duke   PouJer   Co          lp         32307    Oil          24  X 
Fiche    50-269.,  04/03/20.  9403390069 

—  B4O329Q108    IE    Insp    Repti    30-369/83-36,30-270/33-37    fc   30-287/B3-36   on 
831111-1310   Violation   noted    Failure   to    follow  Halnt 
Procedure   270/33-37-01    re    quality    performed    on   Reactor- 
Coolant  Pump    3H3 

BRVANT,J         Region    S,     Office    of    Director          50-BB7/S3-34         B4/O1/09 
lOpp         22B07   017        34X    Fiche    3G-2(.9,  B4/03/20,  0403290049 

8403570070   Ac*   receipt    of  H4O30B    Itr    Informing    NRC    of   steps    taken    to 
correct   violations    noted    in    IE    Insp    ftepti    30-34B/H4-O3  & 


VERflELLI.D  M        Division   of    Project    tc  Re  il  dent   Programs.       04/03/14 
MCDONALD,*)    P         Alabama    Power    Co          tp         23BO&-311          24X 
FitJiB    50-3>ie,  B-l/03/J.-Ji  8403390073 

—  H403290103    IE    Insp    Repta    SQ-34B/B4-O3   «,    3O-364/B1-l>3   on    B401I1-0203 
Violotlo-n    Found    Pailurn    to    implement   procedure*    tor    control 
of  maint    activities, 

BRADFORD,  tf,  H        Region   S,    Office    of    Director         80-364/84-03 
04/O3/13         Bpp          22HO6    317         24X    Fiche    &Q-34S,  H4/Q3/14,  B403290Q78 

S40-3390083  Responds    to   B40221    request    tor   addl    info   re    control    af   heavy 
loads    Initial    load    testing    performed    for   h  Bad    i  trough  act, 
dryer    separator    aling   St   spent    fllirl    cask    yoke 

ZIMMERMAN,  5   R        Carolina   Power   &   Light   Co        NLS-34-074        84/03/20 
VASSALLO.  D   B         Operating    Reactors    Branch    2         20  p          22&0&   335          24  X 
FUbe    50-334.  B4/O3/20.  0403390063 


— B4O3S90274    IE    Insp    Rnpta    50-33B/84-01    t.    SO-339/B4-01    on    B4010&-0203  No 
vlolatlonE   or   deviation*    identified   Major    areas    inspected 
oneite   areas   oP    Burveillance   ti  maint   octi  vitles,  prtvl  oo» 
Insp    findings  i*   identified    Itema    ti  safety    »UI   ualkdauins 
BRANCHiH    W   ,     LUEHMAN,  J   0         Region    5,     Office    of    Director         ELROI}.S 
Division    of   project   &  Resident   Programs         30-339/84-01        84/03/08 
lOpp         22BOQ   050         24X    Flche    50-338,  S4/03/05,  B4033902B9 

B4O357029A  Comments   on   proposed    role    10CFRAO  &  NUnEQ-1046   r«    disposal 
of   ill 9/1    level    radtuaites    in    unsaturated    ion* 

UILLIAMS.R    E        Williams   b   Asioclatel        NRC-02-B3-046        49FR9934  003 
B4/G3/1S        POHLE,  J        Division   of   Haste  Management        2pp.       22300  196 

B403390317   Foruarda    IE    Insp    Repts    30-333/84-03   8.    30-3B9/B4-07    on 
B4O20fi-JO  No  violations    or    deviations   noted 

DANCE, H   C        Division    of   Project   &  Resident   Programs        04/02/3? 
WILLIAMS,  J   H        Florida   Power    &  Llgtit  Co        Bpp        22S02  093        24 X 
Flche    50-333,94/05/29,8403290317 

—8403290330    IE    Inflp    Repta    5O-333/84-09  b   30-389/B4-07  on    B40SOi-10  No 
violations   or   deviations    noted   Major   areas    inspected    health 
phgslca    instrumentation,  action    on  NUREQ-0737    items,  AUARA 
activities  tt   follouup    on    previous    items 

WRAV,  J  R        Region    3,    Office    of   Director,       BAHR,  K  P        Division  at 
Engineering    t,  Operational    Programs        SO-3B9/B4-07        84/02/22        Spp 
S2B03   034         24X   Flche    9O-333, 84/02/29,  B4O3S9O317 

8-10329O331    Informs    that  NUREO-0737,  Item   II   K   2    17,     "Voiding    In   HCB 
During   Transients"    complete/,  based    on   utll    endorsement   of 
CEN-1V9,     "Effects    of    Vessel    Head   Voiding    During  " 

KNIGHTON,0   M        Licensing    Branch   3        84/03/OB        BASKIN,  H  P        Buuth*rn 
California    Edison    Co.       HDLCOMHE,  J  C        Ban   Diego   Oas   &  Electric    Co, 
9pp        23BH2  230        24X  FlehB    S0-3il, 84/03/03,  8403290331 

B40339O341   ReispondB    to    FOIA  request    for  record!   re    facilltu   Ltr    dtd 
840117   failed    to  meet   criteria    for   waiver    of    reproduction 
cost*  Forwards    App    A    documents   Address   of   f>haani>    LPDR 
listed 

FELTON,  J  M        Division   op   Rules   and   flecords        84/02/27        RYAN.  J,  A 
9trelch.    Lang,     Weeks    b  Car  don        3pp        22B19'01B 

— B403290344    NUnEO-75/033 

DRAFT    ENVIRONMENTAL   STATEMENT   RELATED   TO   CONSTRUCTION   OF 
PALO   VERDE   NUCLEAR    GENERATING   STATION,  UNITS    1,3   &   3   Docket 
NOB      30-520,  30-329    «,    30-S3O 

*      Office-   of   Nuclear   Reactor  Regulation,    Director        73/04/3O 
17Spp         32819   3O1 


E340339O100    Informs   that   utll    expacts    to    cnmplabe    commitment    on 
NUREQ-0737, 1  tern   11    B   3   re    po st-acc ident    sampling    sys    by 
June    1933 

DAYNE.J   P        Fouer  Authority    oF    the   State    of    New   York.        1PN-B4-11 
B4/O3/23         VAROA'S    A         Operating    Reactor*    Branch    1          lp          32BG&   336 
24X  Fithe    30-2BS,  H4/O3/23i  B4O329O1OO 


B4033O0038  Foruards    responses    to  NRC   040214-16   outfit    findings  re    util 
equipment   qualification    program,  per  NUREO-OB47    (SER)   W/84 
oversiic   drawings    Aperture    cards    arc   available    in   PDft 
MILLS,  L   M        Tennessee   Vallau    Authority,       84/03/20        ADEN9AM,  E 
Licensing   Branch   4         13Bpp         22624    146        24X   Fiche    50-390.84/03/20, 
B40330003B 


B4Q329011D  Forwards   \t  Preston    B301O4    memo    re    generic    safety    ISSUES 
priori ti latlon    methodology    for  placement    In    PDR 
ROBERTS, D   J        ACR8    -  Advisory    Committee    on  R pact  or   Safeguard* 
84/03/14        MCKNIGHT,  J        Distribution   Service!   Branch         tp, 
22023'  I?  1  4 

— B403&901I3  Advises    of   revleu    of   generic    safety    iisuei    pr iofitl lation 
metkD-iolasi]    iTascribed    in  NtTREO-0?33    Itvharent    limi  tat  i  ons 
of   value    Impact    score    Formula   discussed   Use    oP    structured    & 
iterative   consensus    judgement  methodology    racommenilad 
PftESTOJf,  J        ACRS  -   Advisory    Committee    on  Reactor   Safeguard* 
B3/01/04        DENDER.M        ACRE    -  Advisory    Committee    an  Reactor 
Safeguards         Spp          23322    215 


B40330OI49  Forwards    application    for   amend    to   License   [*>F~3i  revising, 
Tech    Specs    to  reflect   changes    In    post-accident    sampling    sys 
&  post-accident    instrumentation    for    in-core    thermocouple,  per 
NURE8-0737  «  Generic    Ltr    B3-37 

CROUSE.R    P         Toledo    Edison    Co         HL-03-37         B4/O3/22         BTOLZ,  J   F 
Operating   Reactors    Branch    4        3pp        22B31    OO3,       34X 
Fiche    SO-34A,  B4/03/2a- S403300149 

— B40330ut9t>  Application    for    amend    to   License   NPF-3,  reviving    Tich    Speci 
to    reflect   changes    in    post-accident   sampling    sys    t,  post- 
acEident    Instrumentation    for    in-core    thermocouple  tc  reactor 
coolant   hot    leg    level 

CRDUSE.R  P        Toledo   Edison    Co        OL-B3-37        84/O3/22.       7pp 
SBBBl'QtM         H4X    Fiche.  30-346.  S4/03/32,  B403300149 


8403290350  Ack   receipt    of   B4030A    Ifcr    informing    NMC   of    steps    taken    to 
correct   violations   noted    in    IE  Imp    Rep-ts    5D-33B/B3-31    & 
50-339/63-3! 

LEWIS,  R.C        Division    of  Project    &  Resident   Programs        B4/03/lt 
STEHAFfT.W  L       Virginia  Electric   &  Power  Co        ip       23802   032       2-Hf 


—  B40329O291    IE   ln»p    Refits    50-338/B3-31    tc   90-339/83-31    on   83l80i-B40i05 
None  ompl  lance    noted    failure    to  maintain    procedural   re    insp 
ot    uall    (t    failure    to    inipect    fire    barriers 
LUEHMAN.J  8        Region  2,    Office    of   IMrectftr         30-339/83-31 
B4/02/06        9pp         22302.040        SIX   Fiche    50-333.  84/03/14,  B403390250 

8403790289  Forwards    IE    Irk«p    Riptt    30-338/84-01    &    50-339/34-01    -on 
840104-0205  No  violations   or    rievlatinns   Identified 
DANCEiH   C        Division    of    Project  C  Resitfent    Programs.       B1/03/O5 
STEHART,W.L        VirjjiniJ    Electric   A    Pounir  Co        2pp.       22BOO.  04B        34X 
Fiche    50-33B,  B4./03/O3,a4O32902tr?, 


B4033QO193   Forwards    draft   RBV    5    to   Procedure   OP-3B3B  re    lain   voltjg*   an 
EmevflBnc-y   Bus    1    or  i-3  4BO~volt   but,  draft   Rev   5   to   QP-3B44 
re    3ou  v-altage    on    Emergencv    Bus   2   or  4-1    4BO-volt   bus   & 
draft    Rev   3    to    QP-3B45,  per    SEP   Topic   VHI-l.a, 
KAY,  J  A        Vankee  Atomic    Electric    Co        FYR   84-99.       B4/03/BB. 
CRUTCHF1ELD,  D        Operating    Reactor*   Branch    9         12pn        22819-231        Z4X 
Fiche    50-029,84/03/38,8403300192 

84D330O33!    Advises    that    goal    for   completion   of    technical    review!   * 
Implementation    of    all    NURE3-0737    items,  excluding    Suppl    1,1s 
Sept    1934  Request*    to    be    advised    of   potential    problems 
ulthin  3O  days. 

VAROA,S  A  Operating  Reactors  Branch  1  84/03/13  o'TQOLE.  J.  D, 
Consolidated  Edison  Co  of  Neu  Vorki  Inc  3pp  32844.338.  &4X 
Fiche  50-247,  B-S/03/13,  B403300S31 


8403300332  Forwards*  staff  comments  on  detailed  control  roo 
revieui  program  plan,  per  NUREO-0737i  Suppl  1  fion>«  areas  af 
plan  require  further  description 

VASSrtlLO,  D  B        Operating    Reactors   Branch    2        84/03/06 
HARRINGTON,  U  D        Boston   Edison  Co,       IBpp        23344  364.       = 
fichu    60-2»3,B4/03/06.  Q4033002.™ 


decipn 


NONDOCKETED  ITEMS 


485 


B40330Q233  Forwards    comments    on    detailed    contra]    mom  design    review 
Plan    demonstrates    commitment    to  meet  requirements    of  Suppl    1 
to    NUREO-0737,  however,  add  1    Info  required    Meeting    should    be 
held    in   Apr    or   May    19B4    to    discuss    comment* 

ViWIGA.S  A        Operating   Reactors   Branch    1        S4/O3/13        DDL AN, J 
Indiana    fr   Michigan    Electric    Ca         12pp         23842    3 SO         E4X 
Flche:  50-313,  84/03/13,  8403300233 


0-103300393   NUREG/Cfi-3a75 

JOB    ANALYSIS   OF   THE    ELECTRICIAN  POSITION   FOJ?    THE   NUCLEAR 

POWER    PLANT    MAINTENANCE    PERSONMSL   RELIABILITY    MODEL 

FEDERMAN.P    J   ,     DARTTER,  U    D    ,     SIEQEL,  ft    I         Applied    Science    Associates, 

Inc         FIN   D-Oflil         ORNL/TM-H75S         B4/02/E9  [>lvl5ion    of    Facility 

Operations          Wlpp          22B-12    OO7 


B403300E40  Summary    of   ACRS  Subcommittee    on   Human    Factors   S312O7 
meeting    In   Mashing  ton.  DC    re    status    of    ongoing    activities    In 
NRC   human   factors    program    plan, human  reliability    data    base    & 
uses   &    review   of    program   budget  for   FVHS-B6 

«      ACRS   -  Advisory    Committee    on  Reactor  Safeguards        83/12/07 
ACRS  "    Advisory    Committee    on   Reactor  Safeguards        24pp        22B43  330 


B4Q3300342   NUHEO/CR~33O9 

A    SIMULATOR -BASED   STUDY    OF    HUMAN   ERRORS    IN   NUCLEAR   POWER 

PLANT   CONTROL   ROOM    TASKS 

DEARE.A   N   .     DORRIS,  R    E    ,     DO  WELL- C   R         General    P  Jig  3  tea    Corp         FIN 

A-11B0         6ANDB3-7Q95         84/01/31  Diviaion    of    Facility    Operations 

190pp.        S2B44   070 


8403300261    NUREQ/CR-2B96   VOl 

CONMIX-1A      A  THREE-DIMENSIONAL  TRANSIENT   SINGLE-PHASE 

COMPUTER   PROORAM   FOR    THERMAL    HYDRAULIC   ANALYSIS   OF   SINOLE 

AND   MULTICOMPONET  SYSTEMS    Volume    I      User's    Manual 

DOMANUS.H  M  ,    SCHMITT.R   C    ,    SHA.  W   T        Argonne    National    Laboratory 

FIN   A-2045         ANL-B2-23    V01          B4/03/31  Division    Df    Accident 

Evaluation         327pp         22B39.217 

B4033Q02B5  NUREG/CR-2896  V02 

COMMIX-1A      A  THREE-DIMENSIONAL  TRANSIENT  SINGLE-PHASE 

COMPUTER   PROGRAM   FOR    THERMAL    HYDRAULIC    ANALYSIS   OF   SINOLE 

AND  MULTICDMPONENT   SYSTEMS   Volume    II      Assessment    And 

Verification 

DOMANUS.H  M  .    BCHMITT.R   C    ,    SHAi W   T        Argonne    National    Laboratory 

FIN  A-B043        ANL-B2-23  VOB        84/02/29  Division    of  Accident 

Evaluation       9Spp        22B40   132, 

B4033O0294  NUREQ/CR-34a7  V03 

LONfl-TEfiM  PERFORMANCE  OF   MATERIALS  USED  FOR   HIGH-LEVEL   WASTE 
PACKACINO  Third   Quarterly    Report,  October-   December    1983 
STAHL,  D    ,    MILLER,  N  E        Battelle  Memorial    Institute,    Columbus 
Laboratories        FIN  B-6764,       B4/03/31  Division    of  Health,    Siting    t. 

Ha*te   Management        90pp         Available    at   NRC        *4,  73        B2B26   SO3 

BIO 33 OO21? 6  Advises    that   goal    for    completion    of    technical    reviews   tc 
Implementation    af   all   NUREO-0737    i terns. eicluding    Suppl    1,1s 
Sept    19B4  Requests    to   be    advised    af   potential    problems 
within  30  days 

VARCA, B   A        Operating   Reactors    Branch    1      '  B4/O3/I3        DOLAN.  J 
Indiana    ti  Michigan   Electric    Co.       DDLANi  J        American  Electric   Power 
Service    Corp        2pp        22844.  316        24X  Fiche    BO-31  S,  B4/03/13, 
B4O3300296 

D4033O030Q  NUREQ-0673   BSS 

SAFETY  EVALUATION  REPORT  RELATED  TO  THE  OPERATION  OF  DIABLO 
CANYON  NUCLEAR  POWER  PLANT,  Units  1  AND  Z  Docket  Nos  HO-S7S 
And  50-323  (Pacific  0«t  and  Electric  Campany> 

»      Division   of  Licensing         B4/O3/31         100 pp        Available    at    NRC 
til    OO,       22043  OO1.       B4X   Ficho    30-275,  B4/03/31.  B4D330O300 

B4O33OO303  Notification   of   840327  meeting   y/utik    In   Dethesda.MD   to 
dficiiBt    detailed    control    room    design  review    items    relative 
to  requirements   of  NUREO-O737>  Suppl    1 

SILVER,  H,       Operating   Reactors   Assessment    Branch         B4/03/20 
STOLZ,J. F,       Operating   Reactors   Branch    4        2pp         SSB44   307        S4X 
Flche:  9O-2B7,  B4/03/20,  S4033003O3 


CORRESPONDENCE    WITH   OTHER    ORGANIZATIONS 


B4O1190O73   IE    Info  Notice   B4-13.    "Potential    Deficiency    in  Motor 
Operated    Valve    Control    Circuits  &  Annunciation    "    Bvc    list 
pncl 

JORDAN, E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    (Post   B30I031         B4/02/2B  Consolidated  Edison    Co      of  Neu 

York,      Inc          USpp         22909    237        24X   Fiche    30-000,04/03/20,0401190072 

B4OZ0900O7    IE    Info  Notice    B4-14,    "Highlights   of   Recent  Trantport 
Iteoulatoru    RBVS   by    DOT   fc   NRC    "  five    list   end 

QRACE.J  N        Division    pf    Qfl.     Safsguai-da   d    Inspection  Programs    (Post 
B301O3)        B4/03/02  Consolidated   Edison   Co      of  New   York,     Inc 

130pp.        223S3    329         24X    Fiche    50-000,  B4/O3/O2,  B4020TO007 

B4O20900DB   IE    Info  Notice    B4-16,    "Failure   of  Automatic  Sprinkler  Sys 
Valves    to  Operate   "    Svc    list    end 

JORDANi  E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    (Post   03D1O3).       SI/03/02  Consolidated   Edison   Co      of  New 

Yorfc,     Inc          122pp         22553-098        24X    Flche    3O-OOO,  84/03/03,  S40209000B 

B4O20900O9    IE    Info  Notice    84-19,    "Reporting    of   Radiological    Releases    " 
3vc    list    end 

JORDAN.  E  L        Division   Df    Emergency   Preparedness    b  Engineering 
Response    {Post   830103}         04/03/02  Consolidated   Edlsan   Co      of  Neu 

York,      Inc          119pp          225S3    317        S4X    Flche    30-OOO,  B4/03/02,  S40S090009 

B4O2070O11    IE    Info  Notice    84-17.    "Problems   W/Liquld   Nitrogen   Cooling 
Components    Helou   Nil     Ductility   Temp     "    Svc     list    encl 
JORDAN. E  L        Division    af    Emergency   Preparedness    &  Engineering 
Response    (Post    8301O3J          B4/03/09  Consolidated    Edison    Co      of   Neu 

Yorki      Inc          H7pp         2B5JJ3    336        24X    Fiche    80-000.84/03/03,8402090011 

B4O2090OH4    IE    Info  Notice    84-O9,  Rev   1,     "Lesions    Learned    From    Ins.p>   of 
Fire   Protection  Safe    Shutdown  Sys    "   Hvc    list    ent 1 
JDRDANi  E  L        Diviaion   cf    Emergency   Preparedness    &  Engineering 
Response    (Post   030103)         B4/03/07  Consolidated  Edison    Co      of  Neu 

York,     Inc          HOpp          23633    049        34X    FIchff    30-OQOi  S4/03/07,  B402090024 

S4OS09002B    IE    Info   Notice    54-10,    "Stress  Corrosion   Cracking    in  PUR 
Sjt.    "    Svc    list    ancl. 

•JORDANi  E  L        Division    of    Emergency   Preparedness    ti  Engineering 
Response    (Post   B30I03I         04/03/07  Consolidated   Edison    Co      of  Neu 

York,     Inc          118pp         335BH     IBi        34 X    Fiehff    50-OOO,  04/03/07,  3402090020 


B40330&30A   NUREfl/CH-3323 

A  RANK  I  NO  5CKEHE  FOR  HAKINfi  DECISIONS   ON   THE  RELATIVE 

TRAIMINO   IMPOHTANCE   DF  POTENTIAL  NUCLEAR  PQWEFt   PLANT 

MALFUNCTIONS 

BELBYi  D   L  i    HENBLEY,  M  T.       Oak    Ridge   National    Laboratory        FIN  B-0466 

ORNL/TM-B990        04/02/29  Division    of  Facility    Operations         IBlpp 

SEB42-  190 

8403300308  Board    Notification    B4-034'  forwards   NRC   evaluation   tt 
concluilon  rt   utll    variance    front  NUREO-0737   guidance- 
conctrning    high    range    stach    gai  monitor 
(TMI    Ittm   II.F.  1.  1) 

rtlRAOLIA.F.  J,       Assistant   Director    for    Safety   Assaument.       S4./O3/14 
BLOCHiP.B.i    PARIS.  D  H  .    SHDN.  F.  J        Atomic    Safety    and   Licensing   Board 
Panel.       7pp        3BB44.  SBS,       B4X   Ftche,  9O--1S3,  64/03/14,  0403300308 

B4033M317  NUREg/CR-3334   V03 

HEAVY-8ECTION  BTEEL   TECHNQLOOY   PROORAM   QUARTERLY   PBDBRESS 

REPORT  FOR   JULY-SEPTEMBER    1983. 

RUOH.C.  E,       Oak    Ridge   National    Laboratory         FIN  U-O119. 

ORNL/TM-8787/v3,       94/03/31  Division   of   Engineering    Technology 

120)pp. 


B40330Q31B  NUREO/CR-394? 

EVALUATION  OF  CONTAINMENT   LEAK   RATE   TESTINO  CHITEFJIA 
DOU0AN.J.R.       Dak   Rldg*   National   Laboratory.       FIN   B-0489 
OFML/TH-8909.       84/03/31.  Division   of   Engineering    Technology 

54pp.       22826,303 


B4O2090O31    IE    Bulletin   84-OB,     "Failures    of   flE    Ti|pB   HFA  Relays    In   Use    in 
Class    IE  Safety   Sys    "    Bvc    list  end 

DEYOUNO.R  C         Director's    Ofplce,    Office   of    Inspection    and 
Enforcement         B4/03/12  Consolidated   Edison   Co      of   Neu  York,     Inc 

134pp          3a0B3:O94.          21X    Flche    30-000,  B4/03/1S.  B402090031. 

S4O2090O43   IE    Info  Notice    84-19,    "Tun   Events    Involving  llnauthoriied 
Entries    Into    PUR  Reactor    Cavities    "   9vc    list    and 
JORDANi  E  L        Division   of    Eme-rgeney   ProparHdness    fc  Engineering 
Response    (Post   0301O3).       S4/03/21  Consolidated   Ed  i  ton   Co      of  N>u 

York,     Inc,        133pp         22B23.229       24X  Fiche    50-OOO,  S4/03/S1,  0403090043 

B4O2090044    IE    Info  Notice    81-30,    "Bvc   Life    of    Relays    in   Safety-Related 
Sijs    "    Bvc    list    end. 

JQRPANi  £,  L        Division   of    Emergency   Preparedness    Si  Engineering 
Response    (Post   B3Q1O3K       B4/03/21  Canso  1  ida  ted  Ed  1  ton   Co      of  Neu 

York,     Inc         13Spp         82933   OO1        24X   Flche    50-000",  Q4/03/H1,  B4Q2O9Q044 

04030S037S  For  wards   request    for  OMB   revleu  &   supporting    statement  re 
1OCFR1IO   concerning    export    It    Import    of   nuclear    equipment   tt 
mat  Js 

HdRHY,  P   0        Office    of  Administration        94/02/29,       MACRAE,  J  D        Office 
of  Management   &  Budget         IP         32492   101 


B40-30203BO  Responds   to    approval   request    for    Info    collection   re   phy 
inventory    listing   Request    approved    through    B30331    under   OMB 
31BO-OOSB,  per   Paperwork    Reduction  Act 

MACRAE,  J  B        Office    of   Management  &  Budget        OMB   3150-0050 
64/03/27        SCOTT,  8        Document  Management    Branch        2j>p        32493'  092 


sical 


486 


NONDOCKETED  ITEMS 


B4030203B1    Responds     to    approval    request    fur     info    collection    re     10CFR93 
concerning    operator    licenses   R truest    approved    through   B7O229 
under    OMB  31SO-OG1B,  p er   Faparijori    Reduction  Act 
MACRAE,  J   B         Office    of    Management    &    Budget          OMB    315O-OnlB. 
84X02/19         SCOTT'S         Document    Management    Branch          2pp         534 *)3   0?4 


B4O30604SB  Responds    to   approval    request   for    Info    collection    ri   Salsa 
A7HB   events    Request   approved    through   B 30930   under  OMB 
313O-0119.  per  Paperwork   Reduction,  Act 

MACRAE.  J  9        Office    of  Management   S.  Hud  got        OMB   3150-0119. 
B4/03/27        SCOTT.  S        Document   Management   Branch.       2pp        23349' 319. 


0403020383  Responds    to    approval    request    Far    info    collection    re 
registration    certificate-    For    in  vitro    testing   ta7 byproduct 
mail    under   general    licence   Request    approved    through   B70131 
under   OMB  31 30-O03B.  per    Paperwork    Reduction    Act 
MACRAE.  J   B         Office     ot   Management    b    Budget.        OMB    3150-0038 
B4/02/27         SCOTT.  S         Document    Management    Branch.        2pp,        22492    07& 


S4Q3QSO4iO  Responds    to   approval    request    for    info    collection    r*    10CFR7Q 
concerning    domestic    licencing    of  BNM  Request    approved 
through    B702S9   under   OMB   3130-0009.  per   Paperwork   Reduction 
Act 

MACRAE.  J   D        Office    of   Management  b  Budget        OMB   3130-0007, 
94/03/27        BCOTT.  S        Document   Management   Branch        Zpp        32049   336 


B403Q2O3BS   Responds    to   approval    request    Par    Info    collection    re    10CFR95 
concerning    security    Facility    approval    &    »af eguflrd ing    of   natl 
security    info    t,  restricted    data   Request    approved    through 
B6O229   under  DrtB   31 30-0047, p er  Paperwork    Reduction  Act, 
MACfrAE, J   B        Office    of  Management    lc  Budget         OMB    31SO-0047 
04/03/17        SCOTT.  S         Document    ttanaflpjnent    Branch         Zpp.       22492  098 


B4Q304G4A3  Responds    to   approval    request    for    info    collection    re    10CFR3I 
concerning    domestic    licensees    for    byproduct   metl   Request 
approved    through   B7022?  under  OMB   31 30-001  i.  per  Paperwork 
Reduction  Act 

MACRAE,  J  D        Office    of  Management   !>  Budget        DMB  3190-0016 
84/03/17.       SCOTT.  8        Document  Management  Branch        2pp, 


8403020357   Responds    to    approval    request    for    Info    collection    re    10CFR7S 
concerning    safeguards    on   nuclear   matl-imp 1 ementation   of  US/ 
IAEA    agreement   Request   apjrov*d    through    B70131    under  OMB 
3150-0033,  per   Paperwork    Rejuctlon   Act 

MACRAE,  J  S        Office    of    Management   fc    Hudoet        OMB  315O-0055 
S4/02/27         SCOTT.  S         Document   Management    Branch          Spp         22492.100 

B40302O3Ba  Responds    to   approval    request    for    info    collection    re    data 
effort    on   spouse    contamination. Request   approved    through 
07032*7    under    OMB  3150-0026,  p  er  Paperwork    Reduction  Act 
MACRAE,  J   B         Office    of    Management    &    Budget         Ot\B    3150-0026 
S4/OS/27        SCOTT.  S        Dotum*nt  Management   Branch         2jp        2249.S    103 

B403Q30004  Forwards    FEMA  S4OHOi    Itr    &    final    eierctse    evaluations    on 
B3D914    ofF*ite    emergency    prBparedness    exert  IBB. 
Recommendations-    from   rej  t    da    not    affect   approval    of  plan 
PAPER1ELLO,  C    J         Region    3,     Office    of    Director          B4/OS/29         HEED,  C 
Commonwealth    Edison    Co         Spp         22490:240        24 X   Fiche    30-237,64/02/29. 
8403050004 


8403070363   Forwards  FEMA  comment  a    on   Draft   2    of    public    info    brochure* 
for  revleui  &  canslderatian 

YOUNODLOOD,  B   J         Licensing    Branch     1         34/03/29         EDELMAN,  H    R. 
Cleveland   Electric    Illuminating  Co        3pp        22367'  203,       24X 
Fi  che.  SO-44O.  B4/02/29,  B4 03070363 

0403000238  Forwards    "Monticillo   Nuclear  Power    Plant   Bite-Specif Ic 
Offilte   Radiological    Emergency   Preparedne»i   Evaluation"    d 
"Montlcello   Nuclear   Poutr   Plant  Full-Scala    Joint   Emergency 
Exercise    on    S3O223,  "    final    rapt 

HRIMM.RiW  Federal  Emergency  Management  Agency  B4/O3/OS, 
Federal  Emergencv  Management  Agency,  3pp  22960,  127  24 JC 
Fl  che.  50-263.  84/03/09,  B4 03030238 

— B4O30B0242   "Monticella   Nuclear  Power  Plant   Bltt-Bp«eif Ic    Dffiite 
Radiological   Emergency    PreparadnesdBtat*    of   MN  t  Sherburne 
t  Wright  Countie»i"    regional    directors   evaluation 
*     Fedet'al    Emergencv   Hanagement   Agency        B4/01/26        32pp, 
22360    130         2-4X   Fit  tit    90-263,  B4/O3/03.  B4030SD23B 


B4030501HB  Act   receipt    of   FEMA    B4O13O    Itr    t>  ainoclateil    final     exercise 
evaluations    of  S311O1    emergency    preparedness    eiercise   No 
def ic t encie-s   affecting    public    health   &    safety    Identified 
base-it    on    performance    of    npfalte   agencies 

FAPEH1ELLD. C   J        Region   3.     Office    of   Director         S4/O2/37. 
GIESL£R.C  W        Uiscansln   Public    Service   Corp         Spp        BRAB1.  109        24X 
Fichu    50-30S,  O4/02/39.B4O303O125 

B4O3050128  Foruarda    "Perry    Nuclear    Power   Station    OffjitB    Radiological 
Emcrgeiicg   Planning."    interim   rtpt   Etercite    to    test    plans 
scheduled    For  D4112B 

W        FedeTal    Emergency   Management  Agency         64/03/01- 
E  L        Divliion    of    Ems-rgencij    Prepared/nisi    &  Engineering 
Response     IPost    B3OI O3 I  Ip          224SB   223         24X   Flche    SO-44O, B4/O3/O1, 

B4 03050 123 


— B4030SO13t 


ID305O13t    "Perry    Nuclear    Pouer  Station   Radiological    Emergency 
r]annlngr"    Intsrim  rept 
»      Federal    Emerg-eney    Management    Agency         H4/O1/1O.       192pp. 
224 BB    224         ?4X    Fithe    3O-44O,  B4/O3/O1, B40305012B 

B4030BOI48  Foruartfs    "Evaulfltion    of    southern   California  Edison 
SI tB-Speclflc   OfFoite  flad ioloolcal    Emergencv    Preparedness 
Prompt   Alert   b   Noti F i cat  1  on   Bys  Evaluation."    Sys    adequate    to 
alert   &   notify    public    in    event   of   accident 

SPECK'S  W        Federal    Emergency    Manogement   Agency.       B4/OI/31 
BIRCKS.W  J        Office    of    th»  Executive   Director    for    Operations         ip 
224Q7    314         24X   Tlche    90-206,  B4/O1/31,  B4030BOJ4S 

— 6403050172    "Evaluation   of    South  urn   California    Edison  Bite-Specific 
Qffsite  Radiological    Emergencit    Pre  pared  ness    Prompt  Alert    b 
Not  I f icatlon   By t    " 

»      futtral    Emergency    Manaflement   Agency         B4VO1/05,       Alpp 
22467    315         24X    Ficfte    50-204.  S4/O1 /31,  B4O303014B 

Ba030SOJA2  Foruarda    FEMA   B40BO1    Ifr,  Final    exercise    evaluations    on 
S31I1S    offslte    emergency    preparedness    eierclce    d    interim 
finding    recowraendat ioni    re   -oPfsite    emergency    response    plan 
For-  area    around    facility    No    deficiencies    identified. 
PAPERJELLd.  C    J        Region    3.     Office    of  Director         84/02/59        REED.  C 
CcmmonueaJtn   Edison    Co         3pp         asABS.Obl.       24 X    Fiche    BO-4S4.  B4/O2/S9, 
8403050 1 63 


—  3403080244    "Monticello  Nuclear  Pouer   Plant   Full-Scale   Joint 
Eiercise   an  B  30223  ."    final    rept 

*     Federal    Emergency   Management   Agency        G4/O3/09        JlOpp. 
2S3        24X  Fiche    SO-263.  B4/03/O5.  B4030B023B 


B4  030902  18  Foruards   evaluation    rept    of   offslte   radiological    •nernenc^ 
preparedness    exercise    conducted    on  Q3O7B6   Deficiencies 
obierved    did    not   detract    from   overall    demonstrated 
capability    to   protect   public 

KRIWI.R   W        Federal    Emergency    Management   Agency        34/03/06 
JORDAN.  E  L       Division  of  Emergency   Preparedness  &  Engineering 
Reoponsi    <Po*t  B30I03).       7pp        22371-142        24  X   Fiehe;  M-1BS.  64/03/0*. 
B  4  030902  IB 

—  B40309O221    Evaluation    of   State    of   Ml.  Charlevol  <    fc  Emmet   Countl*! 
offslte   radiological    emergency    preparedness    exercise    for 
Big  Rock   Point   Nuclear   Pouer   Station 

*     Federal    Emergency   Management   Agency        B3/O7/2&        43pp 
22571    149        34X  Fiche   90-155,  B4/03/06,  B40309021S 

6403070219  Forwards   applicant   response*   to  Cornells*  ton  811224    ordtr.on 
behalf    of   Project  Mat  Corp   &   TVA 

CHIPMAN.  0  L       Energy.    DBpt     of       Ba/01/lB,      PALLADINO,  N.  J.  . 
Q1LINEKY,  V   ,    ROBERTS.!  F        Commi*tloner«,       lOlpp        22374:  liB        24X 
Fiche    BO-537.B2/01/1B,  B40309O217. 

84O31301B5  Advisttt    that    state    It    local    plans   b    preparednesi    for 
radiological    emergencies    adequate   Approval    conditional    on 
FEMA  verification   of   adequacy    of   alerting   &   notification 
sgtjper   App    3  of  Rev    1    to   NUREO-0634/FEMA-REP-l, 
SPECK.  S.  W,       Federel    Emergency    Management   Agency,       B4/03/O2 
DIRCK9.  H  J        Office    of    the   Executive  Director    for  Operations,       2pp. 
ES60B  SSI        24X   Fit  he    90-234.  B4/03/OB.  B4O31301S9 

B403130163  Forwards    final    rept    re    small-scale    nffslte  radlolooteal 
emergtncy    preparedness    exercise   on   BB1014  No   deficiencies 
noted 

KRIHMiR   M,       Federal    Emergency   Management  Agency,       84/O3/03, 
JORDAN,  E  L       Division  of  Emergency  Preparedness  fc  Engineering 
Rff«pons»    (Post   B30103)         App        32999.307.       24X  Fiehe   30-292.84^03/08. 
B403130143 


a4O30aOOB6   Approves    state   *    local    plans   tr  preparednris    for   alerting 
protectlns    public    in    event    of    radiological    «mernencij. 
Approval    conditional    on   verification    of    alert   &   notification 
sys   per    criteria   of    App    3    of   NLREfl-Ot54/FEMA-HEP-l. Rev    1 
SPECK..S   U        Federal    Emergency    Management   Agency.       B4/02/15 
DIRCK9.  W   J        Office    of    the    Eiecutlve    Dirvctor    For    Operations         [p, 
2H516    300        24X   Fiche    30-23O,  B4/03/1 9,  a403O600S4. 


— 8403130172  Flrial    rept   of    small-scale    joint    emergency   eiercise-   on 
B310J4 

*      Federal    Emergency   Management   Agency.       92/12/17.       Q2pp 
2S599.3I3        24X  Fl  che.  BO-2B2,  64/03/05,  B403130143. 

B403130171    Forwards   FEMA  poit-exsrci se   *sse»sment    far  S3 1026    joint 
exercise    of   State    of   DE  fc    local    radiological    emergency 
preparedness    plans    for    facility. 
MARTIN,  T  T       Division  of  Engineering  «  Technical   Programs.       B4/03/07 

UDERITZifl    A        Public    Service   Electric    l<  Oa*    Co      of  New  Jersey.       3pp 

S2599.B23        S4X   Fl  ehe'  50-272,  84/03/07,  B40313O171. 


NONDOCKETED  ITEMS 


—  6-403130178  Evaluation   of   631086   joint    eiercise   of   3  tat*   of   DE  It    local 
radiological    emergency   pr»parBdness   plans    for    facility 
*      Federal   Emergency   Management   Agency        B3/11/23        72pp 
326         24X    Flche    50-273,  B4/O3/O7,  8403130171 


lp 


B40313Q1B5  Discusses    evaluation    of   State   of    IL  &    local   plans   ti 
preparedness   Fur   facilities   Plans   adequate   to   protect   health 
tc    safety   of   public   Approval    op   public    alert   notification   sys 
conditional    on   verification   of   criteria   of  NURE8-0454 
BPECK,  S  W       Federal   Emergency    Management   Agency        84/03/02 
DIRCKB,  H,  J       Office   of   th*   Eiecutlve  Director    For   Operations 
23613:3-16.       24X    Fi  che-  30-293.  B4/03/02,  B4031301B3 


B40313O19B  Forwards   evaluation   of   State   of   MN  &   Shelburne   b   Wright 
Counties   emergency   preparedness   plan   for   830233   Full-scale 
exerclRe    Identified    deficiencies    corrected 

KRIrtH.  F   W       Federal    Emergency   Management   Agency        B4/03/OS 
JORJDANj  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Poit   B3O1O3).       7pp        22613  356        34X   Fiehe   30-263,04/03/05, 
B4O313O19B 

—  B4O3130209  Evaluation   of   Btate   of   MN  t>  Shelburne   fc  Wright   Counties 
emergency   pr  Bparedness   plan    for   B30Z33   full-scale   exercise 
*      Federal   Emergency   Management   Agency        84/03/03       &3pp 
22613   263        24X   Fieh»   30-363,  S4/O3/O3,  8403130198 


S403190343  Furuiarda   evaluation   of   tlLCO   transition    plan    per    NUREO-O654/ 
FEMA-RCP-t,  Rev    1    Deficiencies    noted 

BPECK< S   U         Federal    Emergency    Management    Agency          S4/03/15 
DIBCKS,  W  J        Office    of    the    Eiecirtive   Dir&ctor    for   Operations         71pp 
SSA73-OB1          24X    Fit  he    3O-322,  B4/O3/ 1  3.  B4O31903A3 

8403200029  Forwards  F£MA    evaluation    of   Touin   of    Lu-sb  y.  Cat  vert    County, MD 
post-e  i  ere  i  SB   radiological    emergency    preparednes»    plant-    for 
facilities    Schedule    for    corrective    actions   re    of f lite 
emergency   preparedness    d  ff  f  i  c  tenc  i  as    requested 
MARTIN,  T  T        Division   of    Engineering    4,   Technical    Programs         84/03/15 

UUNDv/iLL,  A    E         Baltimore    Gas    &    Electric    Co          3pp         HB499-  334         24X 
Fiche    50-317, B4/03/1S,  B4O32QOO29 

—  B4O32OO033   Evaluation    of    Toun    of    Lusbu.,  Calvert    Coirntijj  MD    p  06  t-o  lert  i  ae 
radiological    emergency    preparedness   plans    far    facilities 
*     Federal    Emergency   Management    Agency         B3/1O/13        5ipp 
33699    237         SIX   Ficha    3Q-3 17.  B4/O3/15. e4Q3BOO029 

B4O3B0009B  Forwards   final    enercis*   rept   prepared    by    FEMA    Par    B30t-B9 
joint   exercise    of   state    tc    local    radiological    emergency 
preparedness    plane 
MARTIN.  T  T        Division   of    Enfl ineer i ng    b   Technical   .Programs         04/03/15 

HARRINSTON.W    D        Boston    Edison    Co          3pp          32699   G99         S4X 
Fiche   50-H93,  B4/03/15,  B40320009B 


6403130419  Forward*   Rev   1    of   Outdance   Memo    17  Rav   addresses    concerns   of 
MHC   tf  FEMA  regional    itaff    re   conducting   preexerclie   & 
poit-e« erclse   activities 

KRIHMiR.U,      Federal    Emergency   Management   Agency        84/03/09 
JORDAN i E  L        Division   of   Emergency   Preparedness   &  Engineering 
flespone.*    <Poit    B301O3)          lOpp         SSbOB    273 


B403aOOI4i  Forwards   FEMA   B2Q&Q9   final    poet-Bier c 1  SB    assessment    For 
BBQSIB    joint   radiological    emergency   preparadne-ss    eierclse 
Rcpt    for  83O931    e«Erci»e   mill    be    issued    shortly 
MARTIN,  T  T.       Division    of   Engineering    (.   Technical   ProgramB,       84/03/15 

MURPHY, H  P         Vermont    Yankee   Nu« 1  ear   Pouer    Corp         3pp         22A9B  041 
H4iX   Flche    30-S71.  04/03/15.  B4032001&4 


B4031SOO1B   Inform   that  FEHA  uilll   transmit,  on   or   before  B404O2,  proposal 
ra    further   review   of    inues   concerning    evacuation   time 
•  itlnatei   for   population!  including   work    program. eitlmat e   of 
reBDUrcei   It   schedule    for   completion   of   major   component!. 
KRIHMiR.  H        Federal    Emergency   Management   Ajency        B4/03/09 
JORDANj  E  L       Division   of   Emergency   Prvparednesi   ti  Engineering 
Ke»pon«»    <Poit   B3O103)         lp        E2MO  330.       H4X   Flche   30-293i  B4/03/09. 
84031 300 IB 

B4O3150052  Forwards   State   of   LA  B31227  request    Par    exemption    from   Full 
p»ftl c ipfltion   at  640410  annual    radiological    emergency 
preparedneii   exerclte   FEMA   supports   eiemptloni based   on   State 
of   LA    full   participation    in   Waterford   e>erci*e 
KRIMM.H   H       Federal   Emergency   Manaoement   Agency,       B4/03/07. 
JORDAN,  E  L        Division   of   Emergency   Preparedness   It  Engineering 
Recpotise    (Post   B30103)        3pp        32641    335        54X   Fiche   SQ-41 6<  84/03/09, 
B4O319D092 

B4O31501Ot  Foruiards   FEMA   final    exercise   rept    for    BZ0319   joint   eiercise 
of    state   &   local   radiological    emergency   preparedness   plans 
for   facility   Rept    of   931003   exercise   ulll    be    forwarded 
MAHTIM,  T.  T       Division   of   Engineering   fc   Technical    Programs        84/03/09 

COUNSILiM  0        Northeast   Nuclear   Energy   CD      (subs      of  Northeast 
Utilities)        Bpp        Z2640-1-I8        24X   Fiche   30-336,  04/03/09,  B40313QI06 

S4O319O113  Forwards    exercise   reptft   of   BS0319  t  330316   joint    viercises 
of    offtite   radiological    emergency    preparedness    plan*   for 
Arkansas   Nuclear  One   Power   Station   Deficiencies   observed   at 
both    exurciies.  Approval    under   FEMA  Rule   44CFR330    in   effect. 
KRIMMiR   W.      Federal    Emergency   Management   Agency        B4/03/09 
JORDAN; E  L       Division   of   Emergency   Preparedness   &   Engineering 
Retponie    (Post   B3O103)        2pp.       K2£>40>001        B4X   Flche   50-313,84/03/09, 
8403 1 SO 11 3 

— B4O3130U9  ExerclBe   repts    of   B20S19  fc  B30316    joint   exercises   of   offsite 
radiological    emergency    preparedness   plan   for   Arkansas 
Nuclear   One  Power   Station 

KRIHWifi   H       Federal   Emergency   Management  Agency.      B4/O3/09       43pp 
Eai40'003       24X   Fiche.  30-313, 84/03/09, 84031  SOI  13 

B4031SO2OO  For  war  (it    draft    final    exercise    rept    for   B40135    joint 
radiological    emergency    preparedness    exercise.  State    of  III    & 
Herri  en    County    demon* tra ted    capabi  lity    to    protect    public    in 
event    of  radiological    emergency 

KRIHH.R.  W       Federal   Emergency  M«n»8"'n»rit  Agency       B4/03/09 
JORDAN*  E.  L       Division   of   Emergency   Preparadneis   Ic   Engineering 
Responme    (Po*t    B30103).        Spp         22442. OO1          24 X    Fiche    30-319,84/03/09, 
8403190200 

— a4D31SOS03  Draft   evaluation   of   utll, Btate    of   MI    d   Derrien   County    B401S5 
joint    exercise 

*     Federal  Emergency  Man«gt-m»nt  Agancg.      84/02/22       4Spp 
BBMB;003.       2«X   Flche, 90-315.84/03/09,8403130200 

B40319O131   DifcuBiBs   findings   It  determination*   on  L1LCO  tran*ltlon 
plan.  Key    to   Regional    Assistance    Committee    (RACJ    040310 
ravleu   li   conBolidated   RAO   review   end 

SPECK,  8.  H        Federal    Emergency    Management   Agency        OL-3,       B4/03/1S 
DIRCKSiM.J        Office    of    the    Executive   Director    tar   Operations        70pp 
SB.      S4X  Flche    SO-322, B4/03/19,  B4O3190131 


8403930079  Responds   to   approval    request    For    Info    collection   re    10CFR7O 
concerning    domestic    licencing    at   SNN   Request    approved 
through    B7O331    under    OMB    315O-O009i  per    Paperuorb    Reduction 
Act 

MACRAE,  J  D        Office   of   Management    d  Budget        OttB   3150-OO09 
B4/03/I4        ECOTT.B        Document   Management   Branch         3pp         E2739.O4i 

84O3S300BO  Responds   to    approval    request    For    info    collection    re   1OCFR32 
concerning    specific    domestic    licenses    bo   mfg    or   transfer 
certain    Items    containing    byproduct    matl    Request   approved 
through    970331    under    OMH    313O-Q001 

MACRAE,  J   8         Office    of    Management    &    Budget          OMB    3150-OO01 
04/03/15        SCOTT.S        DocumDnt   Management   Branch         2pp         02759  O44 

B40323012O  Notifies   that   State    of  PA   eligible    for   biennial    Frequency 
for   participation   in    radiological    emergency   preparedness 
exercise  Change   from   annual    exercise   requirement   uauld    be 
supported    if   requested    by    utit 

KRIMMiR   W        Federal    Emergency   Management   Agency         B4/03/15 
JORDAN,  E  L        Division    of    Emergency    Prgparednesa   &   Engineering 
Response    (Post    830103)  lpf        S273Q- 33t         24X    FIchp    50-3B7J S1/O3/I5, 

B4Q3230120 

B403B40039  Responds   to    approval    request    Cor    info    collection   re    10CFR11O 
concerning    export   h    import   of   nuclear    equipment   &  jnatl 
Request   approved   through    961231   under   OMB   3150-0036, per 
Paperwork   Reduction   Act 

MACRAE,  J  B        OFfice    of    Management    t<   Pudget         DUD   315O-OO36 
04/03/14        SCaTT.S        Document   Management   Branch         2pp.       E2763   H99 

B40D3i0113  Foruarris   PEMA   revleu   of   Rev   3   to    uti 1    transition    plan    for 
afpsite    emergency   preparedness, per    NUREO-0654 
MARTINi  T  T        Division    of    Engineering    tc   Technical   Programa         S4/O3/HO 

POLLOCK,  M  B        Long    Island    Lighting   Co        3pp,       S273B  001         SIX 
FJche    50-322,  34/03/20,  B4032t01 13 

— B4O32t0117   Revleu  of   Rev    3   to    uti 1    transition    plan    For    oFfslte 
emergency    preparednessi  p er    NLRE&-O634 

»     Federal    Emergency    Management    Agency         S4/O2/1O        iipp 
22758   004         24)1  Fie  h  f  50-3S3,  S4/O3/20.  e4032iOl  13 

B4O3B701O4  RequBsts   evtenaian   until    Dct    19B4    for    annual    emergency 
preparedness    nercise    Extension   uiould    alJou   inclusion    of 
offilte   plans    ti  use    of    proposed   alternate    emergency    facility 
locatl on 

DALTROFF.S  L         Philadslphia   Electric    Co         B4/O3/EO        EISENHUT- D  0 
Division   of   Licensing         6pp         22769:217        54X    Flche   30-B77. S4/03/2O, 
B4O337Q104 

3403390117  Forwardfi   FEMA    final    rept    For   831015-16   emergency    enercise 
VERRELLJ.D   M        Division    of    Project    !i   Resident   Program*         S4/O3/20 
PARRIS.HO        Tennessee    Valley    Authority         lp.       32607027         H4); 
Flche    5O-299,Q4/03/2O,S4O32901 17 

B4O3S901B4  Foruards   FEMA    final    rept  for   B30A1S    emergency    exercise 

DANCE,  H   C        Division    nf   Project   b  Resident   Pro-gran,*        B4/03/191 

BTEWART,WL        Virginia    Electric   t,  Pouier   Co         lp         22a02    174        24X 
Fie  he.  50-338.  84/03/19,0403390184 
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B4O33OQ265   Forwards   request    fur    OMB    i-evi-eu  ft    supporting    statement  re 
NRC    Farm   313.     "Application    for   Ma  1 1    License.."    cone  BTnir.g 
1OCFR30,  33-35    t,   40 

NOJiRV.P    ff         Office    of    Administration          B4/O3/Ba         MACRAE.  J    B         Office 
of    Management    t.   Budget          Ip          22B44    33A 


8403130236  paciago   of    four    comment*    »upportlng    proposed    ruls    10CFP20 
re    improved    personnel    duslmetry    processing 

RESH.  D   L         Maryland.     State    of      '  BRADLEY,  F   J.        New   York.     State   of 
ERICH,  R        South   Dakota,    State    of        47FR1203        84/O3/09  Docketing 

&    Services   Branch          3pp         33617   360 


PROPOSED   RULE 


B403G901O5   Comments    on    proposed    rule    1OCFR2O  rv    accreditation    af 
personnel    Etosimetru    processors    Requ  i  roment    should    provide 
degree    of    conai  italic  g    &  accuracy    In    personnel    eipooure 
dnslmetrij    Supports   rule 

MOBLEV1.  M  H  Tennessee,  State  pf  47FR1203  023  84/03/16 
CHILK.S  -J  Office  of  the  Secretary  of  tft  e  Commission  Ip 
2257ft  178 

6403090106  Package    of    four    comments    supporting    proposed    rule    10CPR20   re 
improve  il    personne-1    doiiirietry    processing 

HARD.J    D         California,     State    of          JERRETT,  L    E         Florida,     Btata    of 
VILLFOHIH.JC         Maryland,     State    of          49FR1305         B4/O3/O5         CHILK.  S   J 
Office    of     the    Secretary.    of    the    Commission          5pp         22576   069 

B40309015?  Comments    on    proposed    rule    1QCFR2O    re    accredited   dosimeter 
processors    Supports    r-ule 

PARIS.  R    D         Oregon.     State    of         49FRJ203   O23         84/02/34  Docketing 

fr  Services    Branch         Ip         32573  072 

B403090176  Comments    an   proposed    rules    1OCFR2    h  72   re    hybrid    hearing 
procedures    for    expansion    af    onslte    spent    fuel    itorss" 
capacity    at    civilian   nuclear    power    reactors    Recommend  *    NRC 
establish    stringent    threshold    for    new   contentions 
ZIMMERMAN,  S   R         Carolina    Pou»r   *•    Light    Co          4BFfl  94499    017         B4/03/O3 

CHILKj  S  J        OFFlee    of    the    Secretary    of    thu    Comml  ssion        2pp 
22573.310 

0403090178  Forwards    comments    on    proposed    rule    IGCFfiaO  re    improving 
personnel    dosimetry    processing   Personnel    &   area   monitoring 
of    exposures    to    inn!  ling    radiation    principal    Foundation    for 
control    of   radiation 

RUMMERFJ£LD,  P.       Applied   Radiation    Protection    Services.       49FR12O3  035 
S4/03/O2         PdULADINO,  N         Cominlss  loners          If          33373   31  S 

—  B403O90IG3   Comments    on   proposed   rule    1OCFR20    re    improvement    of 
personnel    dosimatrg    processing    Vendor    among    best    providerd 
of    accuratB   readouts    for    persons    exposed    to    loin    enargg 
photons    in   diagnostic    radiology. 

RUKMERFIELD>P        Applied    Radiation    Protection    SerylceE         49FR1203 
84/03X02  Docketing    t-    Services    Pratich          tpp          22573   313 

B40307O199  AdviRes    racipLents    of    comments    on    prnposeri    rule    10CFR2   that 
Comment    IS  miscoded    Number    12  will    not    be    uaoiJ    again 

*      Docketing    ft   Service*    Branch          4BFR3O53D         B4/OSVa3  Docketing    & 

SorvicPB    Branch.       Ip         2S573    11& 

8403090201    Com/Hunts    on    proposed    rules    10CFR2  &  73  re    hybrid    hearing 
procedures    for    expansions    OF    onllte    tpent    Fuel    storage 
capacity    at    civilian   nuclear    power   reactors   Suggests 
procedures    at   alternative    to   Commission   options 

RAHE.E   P        Meetinghouse    Electric    Corp         4BF»544?7  Qi&        Q4/O3/21 
Docketing   &   Service's    Branch         Ipp         K2375    073 

8403070209  Comra»ntH    on   proposed:    rulu    10CFR30    re    improving    personnel 
d-oslmetry    praceaslng    Ejtrnding   accred  1  tatior*    to   Feb    J794 
questioned 

JACOBSON,  H        League    Agalnct    Nude-ar   Dangers         49FR1205  O26 
Docketing    &    Services    Branch         ?pp         S3.374    33A 


B403O70512   CommeatB   on   proposed    rule    1OCFR20   rf    improved    doilmetry 
processing   OpposeB    rule.  Rule    allow)    no    d  iPf-erent  lotion 
betueen    performance    testing    requirement*    For    large 
camnerc  i«!    processor    h    in'houie    program! 

MASSE,  F    X        Massachusetts    tnttltute    of    Technology,     Corobrldga,     ItA 
fl9FR1303   027.       84/03/27  Dockoting   t>  Services   BrancJi         2pp 

33S74    S93 


Packagt    of    tuio    comments    supporting    proposed   ru  1  1    1OCFR20  r« 
improving    personnel    doslrnetru    processing 

TAPERT,  A  C        Delaware.     State    af        EISENHOWER,  E  H        Comma  ret,     Dejit 
ofr    National    Dureau    of  Standards        49FR1EO5        94/O3/Ot  Docketing 

l>   Services    Branch         4pp         22575  OH5 

B  40  3  13030  3  C-onment*    on    proposed    rule    1OCPREO    re    improved  pers-onnvl 
dasinietry    procesiing    Opposes   rule 

EOSENSEN,  O  c        Washington   Pirblic    Power   Supply    S(jitem  49FR1205  C40 

B4/03/07  Docletlng    (.   Service*    Branch         3pp.       22617  317 

B403130B19  Comnrnti    on   proposed    rule    1QCFREO    p*    Improved    dciimttry 
pracetslng   Dppaset    rule 

EVDDK3J10FF,V   N        Boston    Univ      Medical    Canter.     Ba-stoiu     HA        49FR1S03 
037        04/03/05  Docletlng    h  5«rvfc«s    Branch         Ip         32617:291 


0403I302BS  Comrnenti    on    proposed    rules    1DCFR2   «   72  r»    hybrid    heiarlng 
pracedurai    For   «xp«nilons    of    onslto    spent    fuel    storage 
capacity   at   civilian   nuclear    pouer   reactors    Support*  Option 
2,  uAnod 

9KEHHODD,  0,  0        Qaneral    Electric  CD        49FRB4499  017,       B4/03/O2 
Docketing    b  Servlcvs  -Branch        3pp        B2614    IBB 

B40313Q327  Packaga  of    three    commontt    supporting    propotnd    rul*    10CFRBO 
re    improved    personnel    doslmetry    procetstng 

SK1ERKOHSKI.P        OklahomB.    Untv-     of,    Normmn.    OK        THOMAuBEN,  B  H, 
MlteonUn   Clinic   Cancer  Center,    Madison,    MI         OOLLNICK.  D,  A.       Pacific 
Radiation   Corp        49FR1203        S4/03/OB  Docketing    fc  Service!  Branch 

Bpp         23617    123 

B4Q31303&B  Comment*   on   proposed    rule    10CFR20  r>    improved    personnel 
do-clmetry    proceKslng    Supports   rule 

KEAHNEY.J  J        EdUon  Electric    Institute,       49FR1209  O43        04/03/06 
CHILK.S  J        Office    oF    the    Secretary    of    the   Commission        3pp- 
2H616-E44 

840313037B  Coramsnts   on   proposed    pule    10CFR20   re    licensee   r»<iuir««int 
to    utilize    only    pirionnel    monitoring    svc    certified    by    natl 
calltir    ivc   Rule    unnecessarily    complicated    &   overly 
restrictive 

TANNER, R  L,       Nurnberger   Radiation  Protection  Service        49FR1209  044 
B4/02/O6  Docketing    &  Service*   Branch        2pp        22616  274, 

B4Q3140137  Comments   on   proposid    rule    10CFR20   re    Improved    pervonnel 
doslmetry    procesiing   Addl    dasimetry    processor   accreditation 
guidance   reo.u'lred    before    implementation   oF   rule 

W1THERS,D   D        Portland    General   Electric   Co        49FR120S  OS6        84/03/09, 
Docketing    b  Servlcea   Dranch        2pp        22624    111 

8403140144  Comm-ents   an   proposed    rule    10CFR20  re    Improved    p*r«onnel 
dasimetru    processing   Requests,  under   FPIA,  contract   batmen 
MBS  b  Unlv   of    Hl-chigan    re   810717    interagency    agreement    to 
administer   dosimeter    program 

9CHUTZ,  D  F        Teledyne    Isotopes.       49FR1HOS  OS3        64/03/09 
Dachetlng    It  Service*   Branch         3PP        226 E 3  360 

6403140147  Comments    on    proposed    rule    10CFR20   re    Improved    per-sormtl 
doslmetru    processing    Supports   Alternatives    2   or   3, Option  A 
as   acceptable    approach    for    obtaining   competent   retults    from 
dose  measurements 

CLEMENTS, B    R        Te>a*  Utllitirs  Electric   Co      (formerly    Tex««   Utllltt" 
generating    Co    )        49FR13O5  039        64/03/07  Docketing    fc    Bervicei 

Dranch        Ip       32620  332 

8403140149  Comments,   on   proposed    rule    10CFRBO  r>    improved    persannil 
doslmetry   procHislng    Prefers   Alternative  2  re    use    of 
doslmetry   provider    in  QA   program  Alternative   3  B   also 
acceptable    although    somewhat   restrictive 

HILB0N,  E  P        Arkansas.     State    of.       49FR1205   050.       B4/03/O7, 
Docketing   &  Services   Branch         If        22630,263 

8:403140131   Package    of    Four    comments    supporting    proposed   rule    IOCFH20  Ts 
improved   per tonne  1    daiimntrg    processing 

FARRARiOL        CoiMianuealtn    Edison   Co        UISENBUflO,  M,  R,       Houtton 
Lighting   &   Pouer   Co        PLATO,  P        Michigan,    Univ      of,    Ann   Arbor,    M'. 
49FR1S03        84/03/18  Docketing    t   Services   Branch.        9pp 

22624  026 

B 4031 40 153  Package    of    tuo    comments    supporting    Alternative   3,  Option  B 
in   Natl    Voluntary   Lab   Accreditation   Program   on    proposed 
rule    10CFR20  re    Improved    perionnel    dosimetru    processing. 
BAYNE.  J   P        Pouier   Authority    oF    the   State   of   Neu  York.       BCHUYLER,  J  0 
Pacific    Oas   &   El  oc  trie    Co.       49FR120S       S4/O3/1S        CHILKi  S.  J.       Olfict 
of    the   S«crataru    nF    th.    fommlsiion        4pp        22620:334. 

B40314O1S&  Forward i   Frontier  Airlines    caements    on    proposed   rule 
10CFR20   re    personnel    dotlmetry    procesitng.  Frontier  Airllnti 
does   not   favor-   change    in    current   requirements. 

BALLEIWER.V.  W        Air    Transport  Association        49FR1BOS  042.       84/03/09 
Docketing  &  Strvlcet   Branch       2pp.      32630:233, 

84031 401 6O  Commenti   on   proposed   rul"   lOCFRiO  re   high   level  r*dwaii»* 
in    unsaturated    tone    Application   of    sane    ttd    of   Measure    to 
ell    rock    tgpes   J<  all    *ltes    eiiential 

DOVER, B        Affiliation  Not   Assigned        4BFR3934  O01        84/03/Oi. 
Office   oF    the   Secretary    of    the  Commission.       Ip        22A30' 362. 

3403140166  Comments   on   proposed  rule   10CFR20  r>«   improved   personnel 
doclmetry   processing   Doslmetry  accr*dltation  will   impact 
on   doiimetrv  research   &   upgrade.  BNWL  "Oulilelina*   for  Calibr 
of  Personnel   Dosimeters"   encl   for  review, 

D6AL.L   J        Energy,     Dept.     oF        49FR1203  047.       84/03/09  Doeketinj  lr 

Service*  Branch.      3pp        22624.  113. 
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— B40314Q170   PNL-4313 

"Ouidellnei    for   Calibr    of   Personnel    Dosimeter*    » 

RDBERSONrP    L    ,     HOLBRDOK.  K    L         Battelle    Memorial     Institute,     Pacific 

Northwest  Laboratories        UC-41         B4/Q1/31         4Spp        22424    lie 

B40314017S  Package    of    Pour    comments    on  proposed   rule    lOCFRSO   re 
Improved    dosimetrg    processing   Opposes   rule    In   present    form 
BAKANAUSKASj  J        Massachusetts.    Univ      of,    Medical    School         DRISCQLLiF 

Tuft*    Univ   i    School    op  Medicine.    Hertford,    MA        JOHNSON,  R   U        Harvard 
Univ.  i     Cambridge,    MA        49FR12O3        B4/Q3/12.  Docketing    I.   Services 

Branch.        Bpp        22620  244 

S403190S9O   Cnrmnents    on    proposed   rule    10CFR2O   re    Improved    personnel 
doslnetry    processing    Buhj    should    be   addressed    by   rag    guide 
CDUNaiLiW  0        Connecticut    Yankee   Atomic    Power   Co        CDUN8II_,U  a 
Northeast   Nuclear  Energy    Co      (subs      of   Northeast   utilities), 
COUNBIUW  6        Northeast  Utilities   Service   Co      (subs      of    Northeast 
Utilities)        49FR1203  064        B4/O3/12        CHILK. B   J        Docketing   t 
Service*    Branch.       2pp        28672  373 

B4O31902B9   Package    of    three    comments    supporting    proposed    rule    10CFR20 
re    Improved    personnel    doslmetru    processing 

TUCKER.  H   B        Duke    Pouier  Co         HI8ENBURQ,  M  R        Houston   Lighting   It  Pooler 
Co         3JOBLOM.  0  L        Environmental    Protection  Agency         49FRI2O3 
04/03/14  Docketing   ft   Services   Branch         llpp         32673   244 


B 4 032 to 022  Comments    an    proposed    rule    10CFR11O    re    fl ipor t/import    of 
nuclear    matl    Gueations    why    Soviet    Union    la    not    on    list    af 
embargoed    or    restricted    de E tination & 

NEMETHY,  E         Affiliation    Not    Assigned          49FR7372    OO1          B4/O3/13 
Docketing   &   Services    GrancJi          lp         227 O 5   OS& 

B4O3210029  Comments   on    proposed    rule    1OCFRBO   re    elimination    of    thermal 
annealing   requirements    of    App    0,  Section    IV.  B    re    pressuriiad 
thermal     shock    Supports    rule    Requirements    not    needed 
PAY.C   H        Wisconsin   Electric    Power    Co         49FR449B    OO2        B4/O3/15 
CHILK, 9   J        Office    af    the    Secretary    of    the    C own  1 s s i on         2pp 
22706   3SB 

8403230058  Comments   on   proposed    rule    1OCFR20   ve    improved    personnel 
doslmetry   proce-ssing   Supports    Alternative   3j Option    B    re 
utilliatlon    of    NBS    lab    accreditation   program 
THRQN.H    M        Minneaota.     State    of        49FR12O3   OB4         B4/03/1A 
Docketing   d   Services    Branch          if         327 E 4   362 

B40Q290DD2   Final    response    to    FQIA  request    For    four    categories    of 
ttoc uments. tests, studiss    &    analyses    referencing    or    pertaining 
to    NUREQ-01OX     "BTS    for    BtH   PVR    "    App    A   documents    end 
FELTON.  J.  M        Division    of    Rules    And    Itecorde         B4/O1/13        MADDEN,  T   J 
KayBi    Hcholerj     Fiarman,     Hays    tc  Handler         6pj>         22BI6   157,       34X 
Fiche    3O-OOO.B4/O1/13.  B4O3a90OO3 


G40319O279   Package    of    tuo   comments    opposing    proposed   rule    1QCFH20  re 
improved    personnel    dotimatrg    processing 

HCOAUOHV.  R,  W,       loua   Electric    Light    fc  Power    Co        PRICE, K.  W,       Yale 
Univ.,     New  Haven.    CT        49PR1809.       S4/03/14        CHILK. 3  J        Docketing   fc 
Services    Branch        ipp        2 267 5  312, 


— 04O3290O34   Discusses   Reg    Guld-e    1    45,  ISA   draft   Std   8&7   03   B>    AN3)    draPt 
Btd   M   41    21    Suggested    itvms    tlarifying    r-eg    guide    listed 
MCQUEEN- M  M,       Affiliation    Not  Assigned         79/O7/23  Atomic    Ene-rgij 

Commission   -   Directorate    af    Regulatorij    Standards         ISpp 
22017, 039 


B4Oat9D3i7    Package    of    four    comments    supporting   Alternative    3,  Option    D 
of   proposed    rule    10CFR2Q  re    improved    personnel    doclmetrg 
p  rot  a  is  ing, 

BZALAY.R,       Atomic    Industrial    Forum        DOLECER.  E   H   ,     WYNVEEN.fi  A, 
Ar  gonna    National    Laboratory         49FFU203        Q4/D3/16  Docketing   ti 

Sarvicn*    Branch        App        219673  OD1 


8403270242  Comments   on   fr-aposed    rule    10CFR2O   re    improved    personnul 
doiimetry   processing    Be-riouslg    queEtlons    need    for    change 
Prefers    current    sys 

SDRENSEN.fl  C         Washinaton    Public    Power    Supply    System        49FR1HO5  O97 
Q4/03/O7  Docketing    d   Services    Branch         2pp.       S2QQO.S37 


B4O319O326   Comment!    on    proposed    rule    10CFR20-  re    improved    perionnel 
daslnvtrg    processing    Support*  Alternative    3,  Option   B   NB9 
logical    administrative    unit    to    establish    at  da    For 
procatslng 

DELANO,  F.  H        Vet      Admin      Hasp      Lexington.  HY        49FR1SO5  O&5 
B4/Q3/B4        CUNNINGHAM,  R,  E        Division   of  Fuel    Cycle   fc  Material    Safety 
lp.       SSA73-  IAS 

84O319O369   Comment*    on\propo«ed   rule    10CFR2O  r»    irnpraved    personnel 
daslnivtrv    processing    Recommend*    further    consideration   be 
given    to    other  methods    of    certifying    dosimetry    processor* 
MILLB.L.M        Tennessee   Vallny    Authority         49FR1303  O14        84/03/12 
Dacfttfclng   l<  Services    Branch,       2pp        32(5,73,307 

B4031TO3B7  Package   of   three   comments    supporting   proposed  rule-   10CFR20 
re    Inproved    personnel    doslmetrv    process  ing 

VAN  BRUNT,  E  E  Arliona.  Public  Service  Co  THORPE,  J  R.  fieneral 
Public  Utilities  -  fiPU  Service  Corp  EURE,  J.  A  Iou*>  State  of 
49FR12O9.  B4/03/13  Docketing  *  Services  Branch  3pp 

SB&75.  309. 


8403370252  Advisas   recipients    of   comments    on    proposed    rule 
IOCFR2O    that   Comment   Af    duplicate    Qf  Comment    6O  Number   t,f 
iii  ill    not    be    used    again 

#      Docketing    &   Services    Branch        49FR12QS         B4/03/26  Docfcaling    !. 

Services   Branch         lp         S2HOQ    06^ 

8403290235  CorniiiBnts   on    proposed    ruins    1OCFH3   h  72   re    hybrid    hearing 
procedures    For    ejpansionn    of    onsite    spent    fuel    storage 
capacity    at    civilian   nuclear    power    reactor)    Prefers    Option 
2    w/modL 

SHERWOOD,  Q  G         Beneral    Electric   Co         47FHS4')1?'?    01B 
Docketing  d   Borvicps    Branch         3pp         S2BOD   073 

B403290B63   Commentfl    on    proposed    rule    10CFRSO  re    ipecifijinp    r 
radioactive    contamination    Units    for    decnnimis-sionlrig 
Adaption    of    30   mrem    per    "jr    effective    dose    equivalent    for 
limiting    valuo    acceptable 

TEDFORD.C  F         Arllona,     state    of         49Ffll20S  QS8        Q4/Q3S31 
CHlLKiS   J        Office    of    the    Secretary    of    the    Commission         lp 
B3BOO  O7B 


B4O319O4O3   Comments    on   proposed    rule    10CFR2O  re    improved    personnel 
doslnetru   processing.  Supports  rule, 

KENYONi  E   D,       P,*nniUlv*nU    Power   &  Light   Co.       49FR1205  063        B4/03yiS 
CHILK^S   J,       Docheting    b   Service!   Branch         lp         32674  356 

B40321OOQ4   Comments    on   proposed   rule    10CFR2O  re    improvad    personnel 
dosiflietru,    processing    Support!   Alternative    3i  Option   B    re    NBS 
lab    accredltitlon  programs, 

BRDHN. n. W        Malllnckrodt.     Inc.       49FR12O9  OBO        S4/03/14  Docketing 

b   Services  Branch         2pp        22706. 334 

8403H1OOO7  Package    of    three    comment*    supporting    proposed    rule    1OCFR20 
re    lop-roved    pei-sonnil    dotimetrv    processing 

aiEBLER.C.W  Wisconsin  Public  Service  Corp,  DIXON.O  W.  Southern 
California  Ed i ton  Co,  REED. J  D  Standard  Oil  Co  of  Indiana  (see 
•!•«  AMOCO).  49FR1209,  84/03/19  Docketing  ft  Services  Branch, 

5pp.       32706:336 

B4O321O012  Comments   on   proposed   rule    1OCFR2Q  re    improved    personnel 
dosloetrv    processing.  Recommends   range   of    BOX  plus    or   minus 
for    doRlmtters. 

LINTON.O.M.       American  College    of  Radiology        49FR1209  063        B4/03/19. 
Doc  I*- ting   fc  Services  Branch,      2pp,      S270D-Q44. 

94032 1O01B  Comments   on    proposed   rule    10CFB40  r*  Uaite   burial    in 
satur-ate-d   ft   un*aturatid    tones,  Suggests    containment   be    shaped 
like    pyramid    to  withstand    earthquake*,  tornadoes   ft    concussion 
froo.  bomb    blasts. 

NEMETHY.  E       Affiliation  Not  Assioned.      49FR3734  OO2.      84/03/14. 
Docketing   ft  Service*   Branch.       tp.       22706-349. 


B403270277   Comments   on    proposed    rule    lOCFRBt)   re  Improved    personnel 
doBlmetrg    pvacHsslng.  Concurs    u/EEI    commonti    to   minimiie 

unnecessary    paper   uiork    *    to    provloe    suggetbed  deMnltlon   of 
dofilmetry   procecsor 

KlTTL.Fl.L        Public    Service   Electric    tr  QB9    Co  of   Neui  ^erUBij 

49FR1B03   OQS         B4/03/1B         CHILK, J        Office    of  the    Secretary    of    the 
CommllE Ion          lp         22B14    OHO 

B40329029i  ComnetitB   on    propooeS    rule    1OCFR&0  ft    NUREG-104o   re    disposal 
of    high     level    radwa»tea    in    unsaturatEd    tonn 

UILL1AMB.R   E         WilliamB    It   Associate*         NRC-OB-a2-04ft        49FH59a-l  003 
84/O3/1S        PDHLC.O        Division    of    Waite   Management        3ff         22BOa   19S 

B4O3S70297  Comments    DTI    proposed    rule    1OCFR2Q   re    improved    personnel 
dasimetry    processing    Concurs    ill/actions    to    improve    accuracy 
&   reliability    of  doiimetru    tut.Sjgges-ts    NRC    clarlpij    Intent 
of   Tills    to   license* 

HUQHE8.  T   J         Navyr     B»pt        Of          49FR1HOS    OB6 
Sarvicet.  Bunch         lp         32800   036 


Docketing 


B4Qi3B1?0321    Advises   that    end    H4O3O9    Itr    comraentins    on   proposed    rule 
10CFR2O    re    improved    tfosimetrg    pfocesiins    not    comments    by 
J   Bakanauifcas   Bijnatur*    forged  Cammtnts   should   be  withdrawn 
from  consideration  Forgad    Itr    dtd    B40307    incl, 

BrtKANAUSKAS,  J        Mas  sachu-setts.    Univ      ofi    Medical    School,        49FRlBOa 
84/03/SO,  Dotltetlng    tc   Servlt&i    Branch         Hpp.       22B03   OAB 
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PETITION  FDR  RULEMAKIN9 


B 4 030 10024  Responds    to  FOIA  rnnuest    For    documents    re    petition    for 
rulemoking  FRM-5O-30-31.  from    Citiiens    T*sk   Force    of  Chapel 
HIlliNC  Forward*  App  A  document*   App   B    documents    completely 
withheld    Irst  FOIA  Eiemptlon    St. 

FELTON.J  M       Division  of   Rules    and    Uncords        84/01/18        SHQLLY.B  C. 
Union   gf  Concerned   Scientist*         4op         22446  O33 

— B 30 1040430  Requests   revi*ui  &   comments   re    end    drift  FR    notice    to  deny 
Citliens   T«k  Force  of    Chapel    Hlll.NC   p»tltion    for 
rulemaklng    (PRM-50-31)    W/o    end 

NORBERO,  J       Human  Factor*    i.  Safeguard*    Branch        82/12/37. 
BASSCTT.  0  E       Division    of   Accident   Evaluation    (Fre  84010])         2pp. 
2H446  041 

— 84Q3010Q3B  Request*    document*    r*    petition    for   rulemakinfl  PRM-9O-31 
filed   big   Cltiiens   T*sl    Force   &    R   flernero  830916  mama    to 
NRC   dlv  director!   re   drift    i-ule<*akin0    an   •nergrncy 
preparedness 

MAHKEY.E  J       House   of  Rep    .     Interior    fc    Insular   Affairs        83/09/23 
PALLADIMO,  N  J       Commlss  loners         tp         23446' 04O. 

S4O3Q90Q75  Comments  an   petition    for    rul eaai f ng    PRM-2O-14    re    disposal 
of   ihort-ljved  radinnutllilei    No    comment!    offered. 

BZYMCZAK.Q.      Fireii    Corp        49FR3667.       84/O2/27        FEUTONi -J  H.       Division 
of   Rule*  and  Record1!        lp.      22579   293 

B4Q3O90173  Commants   On   petition    for    r-ulemaking   PRM-20-14    re    ditpoul    of 
very   lou   level    radwaste  Supports    rulemaliing 

MARTIN.J  B       Affiliation  Not    Assigned        49FR3667  009.       S4/O2/2B 
CH1LK.S  if       Office    of   the   Secretary    of    the   Cominitflon         App, 
22573    197 

8403070100  Comments   on  petition    For   TulonuJrlrg   PRM-20-14    r»    short-lived 
radf  nrtuclidei  Company   tots    not    use    short-lived 
radionuelldas 

JOHNSON.S.M       Sangamo  Heston,     Inc         49FR3467.       84/03/16        FELTDN.  J  M 
Division  of  Rules   and  Records         lp.       23574   272 


B4O3B 9023B  Package  of   tuo   commtnt*   an  petition   far  rulenaklnj)  FHM-20-1  + 
re    dlspoiel    of   »hort-llv»d    redifinuclldvi   hij    burial 
OURKDSH.E  D        Pittsburgh!     Unlv     af.    Pittsburgh.    PA        ORUNEHALD,  R, 
Mliconiin.    Unlv,     af,    Mllurauliee.    HI,       49FR3667        B4/03/S& 
Dactitlng    t>  Sorvfcri   Branch         lOpp        83800:176 

B403B902S3  Comment*    on   petition   for   rule** Hug    PRH-39-9  re   rutrictlns 
usa  af    ban*  mineral    analyier    to   qualified   ft    trained 
pJiUliciin.  Suggests    increase    In  nin   number   of    hours    from  9    to 
16   Support!   petition 

KFlBt#MWRTHV     Vet      Admin.     Hasp,     Portland.  OR        4fFRBASl.       84/03/20, 
Office   of   the   Secretary    of    the   Coxufllitlon         lp        20800.179. 

640329025?  Package   of    three    coiments    opposing    petition   for  pule««llng 
FRM-33-9   submitt-ed   by  Nuclear  Radiation  Consultants   on    use 
Of   OA-1A3   bone  aineral    an'lyier. 

9ILBEHSTEIN,  E.      Cincinnati.    Univ      of.    Hoip,  .    Clnclnnati>    OH 
LLAURADD-J  0        Vet.     Admin      Hoip      Lone  Linda.  CA        ZIB.ONKA.  J.  S 
Vatarani  Adoln      Medical   Crnter.    Hood.    Ml        49PR6B21        34/03/26 
CHILK.S.J       Office  af   the   Secrataru.   of   the  ConMlsilon.       9pp. 

22800.  009 

8403290278  Comments   on  petition   foT   rulenaklnfl    PRH-20-14   re    burial    of 
certain  radioactive   natl    In   hazardous   uatte    landfills. 
DppofBi    rulenaliing 

BALIMAM,  L        Frland*    of    th*   Earth,       49FR3467   029.       B4/03/19. 
Dockitlng  &  Service*    Branch         lp        22814' 070, 

B403290301   Package   of    tup    comment!    on   petition    for   rule«aklng 
PRN-ZO-1A  re  dicposal    of    short-lived   radlonuclidei, 

KANE.M  8       Brandel*   Untv     Walthami    MA       DOERCEB.  d.  E.       W«o«lng.    Univ 
of.     Laramle,    UV        49FR3667.       S4/O3/23  Dotketlng   fc  Service* 

Branch        9pp.       23 BOO;  043, 

B403290311  Packajia  of    tuo    comsents   on   petition    for  ruleaafcing    PRH-20-14 
re    dltpoial    of    ihort-lived    radlonuclidis.  Support*   petltlom 
w/rev,      ' 

HOLLEMAN.D       Alaska,    Unlv      of,    Falrban**.      TUTTLE,  H,  K.      Vet.    Adaln 
Homp,    Portland, Ofl.       49FR3667.       84/03/23  Office   of   th«   Becretaru 

nf    thi   Commiision        3pp,       SZBOS.Ofd 


B40309D1B4  Comment*   on  petition    for    rulemaking   PRM-20-14    re 
deregulation   af  radinnuclldii    iii/less    than    100   days    phyilcal 
half-life  Supports    petition   Wait*    mould    be    tmlc   &    should    b« 
burned 

CABTflONOVD,  F       Masiachuietti   Oan.ral    Hasp,,    Boston.    Hf,        49FR3&&7 
007        04/02/37  Docketing   h  Services    Branch.        lp        22373:307 

B403090I86  Comments   on   petition    For   ruleoiolting   PRM-20-14    >-e    dlipoial    oP 
short-lived    low   level    raduiaite    Supports    rule  Change  would 
rPEolvv    lou   level   uaite  disposal    problem   since    Airborne 
radiation  haiard  mill    be   negligible 

OUr.M        Worcester  Foundation   for   E«perlmintal    alologv         49FR36A7  OOB 
34/03/01  Docketing  &  Services    Branch         lp,       S3973;279 

B403I30249  Commanti  on   petition   for    rultmaklng  PRM-2O-14   r»    disposal    o-f 
very    low  concentrations   of    short— liv*d    radioactive   mat! 
Supports   araend   propoted    by   Unlv  -af   Utah 

MIEN,  0  G       Hi  tin  Laboratories     Inc         47FR3667  01 0        63/03/05 
Docketing  b  Services   Branch        2pp         2B617;23S 

8-403140)89  Comment)   on    petition   Far   rulemaking   PRM-20-14    re    disposal    at 
very    low  concentration!   of   short-lived   radioactive   matl, 
Emphasis    should    b*   placed    on   disposal    of    truly   liaiardous 
chemical    waste 

WADE.L        Teias,    Unlv      of,    Auitin.     TX         49FR3667  Oil         B4/OP/07 
Docketing   b  Services   Branch.       If         22630    219. 

B40314O221    Comments   an   petition   for   rulemaklng   PRM'20-14    re    praposed 
•  itansian  of    scintillation  vial    eremptian    to    include 
short-livid    i*otope>   Support*  proposed    rule 

SLABS,  D  J       Biotechnica    Internetionnlj     Ine         49FR3667   OJB        B4/O3/09 
Docketing  &  Services  Dranch.       3pp-       32631,032 

a4O31903o2  Comments   on  petition   for    rulemaklno    PRM-20-14    ra    disposal 
of    short-lived   radionucl  ides.  Supports   rirl  efflalring 

OOHNSON-R  U       Harvard    Unlv  ,    Cambridge.    MA.       49FR3647   013        B4/03/05 
Docketing  (,  Service*  Branch        Zpp         22679   839. 


PROJECTS  -  PBEDDCKET  LICEN8INC 


B40301O1E3  Respond*    to    FQIA  request    for   itudie*    perforfiid    by    USC8 
li  at*t*   of  CA  Div   of  Mines   It   Ovology   re    facility    teiimie 
rie»ign,  Forwards  App   A   document*    Info  «lso   available   In   POR, 
FEUTON-0.  M       Division    of    Rules  and   Records.       G3/12/2O        CAUSOVAS.C.D 

Affiliation  Not  A*sl0ned         app        22444.349.       24X 
Fiche.  50-312,  03/12/30,,  8403010183 

— 7911120370  Request*   »ddl    info    to   complete  review  of    initial    site 
examination   info   data   form 

DEYOUNB, R  C       Atomic  Energv  Comminlon,    Directorate  of  Licensing. 
74/18/13        PAVIB.E.K        Sacranento  Municipal    Utility    District.       Spp 
22445  028        24X   Fiche-  90-318,  B3/1H/20,  B403010123, 

— 7911120403  Requests    initial    *ite    examination    info. 

Q1AM8US8Q.  A        Atomic   En  erg  V    Commiiiion,    Directorate    of   Licensing 
74/00/14,       DAVIS.  E  K        Sacramento  Municipal    Utilitu   District        Spp. 
22449  034 

—7 9111204 1 3  Responds    to    76OH3    Itr   re  DL  Kellekftr   791217   concern  about 
nuclear   plant    in    Orvllle.CA  vicinity, No   plant   planned    for 
araa   Dlicuesns  DBE  re    plant   d**ign 

D1RCKS.M  J.       NAC   -  No   Detailed   Affiliation   Olven,       76/02/06 
CRANSTON.  A        Sena  ta        3pp.       22449.  O41.       24X   Fiche.  90-312, 83/12/20. 
840301 01 23 

— 8403O1019O  Forwards    evaluation   of  Unit  2   initial    site    exam    info  data 
review  Site  *af«tv  m**bar*   participating   in  review  llsttd, 
DENTONiH,  R        Atomic   Energy    Commission.    Directorate   of   Licensing 
74/10/1O       DEYopNO.  R,  C.      Atomic   Energy  Commission.    Directorate  of 
Licensing        4pp        23443:046        24X   Flehe:  90-318,  B3/12/M,  B40301OIS3 


NONCOMPLIANCE  REPORTS  AND  RELATED  CORRESPONDENCE 


84O3210107  Psclftje   of    Fflur   comment*    supporting    petition    for    rule«i*king 
PRM-20-14  re  dispo*al    of   very    low    level    concentration*    oP 
short-lived   radlanuclidei, 

MILES.HL.      Army,    Dept     of       LIBTO.H.j*       H»npg  Ford   Ho*p   .    Detroit, 
MI        LANCIONE.fl       MlllJpore  Carp.       49FR3667.       84/03/19  Docketing 

h  Services  Branch.       Spp        82706-133 


8402090020  Boarij   Notification   B4-O44:  forward*   Part  31   rtpt   re 
TranBBMftric*  Oelaval. Inc   turbochargvr  thru*t  bearing 
lubrication  dafect   resulting    in   •ngln*   nanavallabllltu. 
EISENHUT.D.O        Division    of   Licensing.       84/02/29.       PALL  AD  I  NO 
COM!  s*  loner*,       4pp        22941,  263        24X  Fiche:  9O-000. 84/02/29. 
8402090020. 


6403330069  Comments   on  petition    for    rulemnklng    PRM-20-14    submitted 
Unlv    of  Utah  rv  current   rutrictions    an    waste    dls-posal, 
Support*  Tulemakino 

WADE.  L       Health  Physic*   Sncietv        47FR3667  Ola,       94/03/O9. 
Docketing    b  Services  Branch        lp         22726    327. 


8402270274  Third   interim   d«ficlancu   rept. Item   111   ?•   s*ls*lc 
qualification    test    failure    of    Tran*aineriCB  D»l»v«l.Int 
starting   air   check    for   emergency,    diet*]    engine    generator 
sets  Also  reportable    per   Part    21.  Next  rept   by    040933 
P ARSONS, R  M,       Carolina  Pouar   ft  Light  Co        NRC-1B1        B4/O2/13 
O'REILLY! J  P        Region  K.    Office   of   Director.       4pp        22391:304 
Fiche:  QO-4OO>  84/02/19,8402270374. 
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34022-70274    Interim   deficiency   r»pt   re    loose    flexible   coupling    drive 
hubs    on    components    supplied    bij   Transamerica.    Delaval.Inc 
Initially   reported    an    B40120  Neiit   rept   by   H40S31    Also 
rip  or ted   par  Part  81 

EDELMAN.rl  R        Cleveland   Electric    Illuminating    Co        B4/03/17 
KEPPLER.J  e        Region   3.    Office   of   Director        2pp        22436  299       24X 
Flehe-  30-440,  84/OB/  17.  8403290274 


a4030HOS4O  Part   21    rept    re    failure    of    Pacific    Air   Products    linear 
converter    Initially    reported    on    B4O117  Failure    dun    to 
excessive    wear  oF    hra«-»    shaft    guides    an   input    &   output 
shafts    Investigation    underway 

HALL.D   P          Illinois    Pousr    Co         U-10I32         B4/Q2/29         KEPPLER.  J  Q 
Region    3,     Offieo    of    Director          app          23336    2B9         21X 
Fie  (IB    30-441,  B4/OSya9,  B4O30B034O 


B4O3010350    Interim   deficiency    rept,  Item    15B  re  Pullman  Const 
Industrles/Ebasco   design    interface    HVAC   ductuork.  Diffsrenc  es 
Impacting    telimlc    qualification  mag    exist    between    deiign  b 
fabrication    document*  Alio   reportable    per   Part   21 
PARSONS,  R   M         Carolina    Pouer    fa  Light   Co         13B         S4/03/17 
D'REILJ-Y.J  P        Region  2,     Office    of   Director         lp        22433-380. 
Fiche.  90-400,  64/02/17,  6403010390 


24X 


B403O9OOB2  Fourth    interim    S,  Part  31    repts.Item    1O1    re   defective 
governor    drive   coupling    supplied    by    Transamerien   Delaval 
Initially    reported    on   eao909   Couplings    to    be    replaced  Final 
rept    by    B40323 

PARSONS, R   H        Carolina   Power    &  Light    Co        NRC-1B3        B4/02/24 
O'REIULV.J    P         Region    2,     Office    aP    Director          4pp         32373   299        24X 
Fiche    50-40O.  84/O2/S4pfl4O3090082' 


S4O3010394  Deficiency    fa  Part    21    repts, Item    157  re  Buskin    Hfg    Co 
•upplled    actuators    failing    to    meet    functional    test 
requirement!    of  OH  Bettls    Co, Inltlallg   reported    on   331321 
Next  rept   uill    be   submitted    by    B40323 

PARSQNS.R  M,       Carolina   Power   tt  Light  Co,       NRC-182        B4/O3/17, 
O'REILLY,J  P.       Region   B,    Office   of   Director         lp        2243-4  046        24X 
Fiche.  BQ-400.  94/02/17,  B403Q10394 


B403O9O1B1    Twelfth    Interim    deficiency   rept  re   main   it earn    lint    failure 
due    to  main    feeduiater    overf i  11-  Inl t i ally   reported   on  B00319 
Field    change   package    submitted    by    BfctJ  Neit   rept    by    B4Q622 
Also   reportable   per    Part    21. 

MILLB.L   M        Tennessee   Valley    Authority        B4/02/27        O'REILLY,  J  P 
Region    S.     Office    of    Director,        3pp          22373    272         24X 
Fiche    30-43B,  B4/OS/37,  8403090181 


B4O30SOI20  Responds    to  N«C   B40126   Itr  re    deviation   noted    In   QA  Program 
Fnsp    Rept  99900330/83-08,  Corrective    actions    specific!   ma> 
value   reevaluatad,  Exceeding    value   did    not  adversely    affect 
performence    of   UVTD  Condition   not   reportahle    per   Part   31. 
3AUTER,  tj  M        Meetinghauie    Electric    Corp        B4/O2/23        POTAPDVB.  U 
Vendor   Program  Branch.       3pp.       22488  070 

B4O3030170  Part   21    rept   re    potential    degradation   of    actuator    stroking 
tinet   r»    elapsed    time    from   original   mfg   Caused    by    ethyltne 
propolene    seal    absorbing    hydrocarbons    ft-ont   graase 

UPTON.R   T        8H-Bettis   Co        B4/O2/2O        BEYFHITi  C        Region  4,    Office    of 
Director        iBpp       324B5-S1O 

5403060311    Part   31    final    design  rept   re    inadequacy    of    tvc    water   (c 
circulating   water   pump    house    structure    Analysis    completed 
Repair    const    activities    in    progress, 

KREIDER.H.O.      United   Engineers  &  Constructors,     Inc      (tubi,    of 
Raytheon  Co.).       S4/O2/2B,  Director's   Office,    Office    of    Inspection 

and   Enforcement,       3pp        H3S1B   333        34X  Fiche    30-443;  84/03/80, 
8403060311 

B403070HB6  Followup    Part    21    rapt   re    defective   mechanical    »nubb«r 
capstan    tprlngs    tuppllad    by    Pacific    Scientific    Affected 
utlls    listed.  Purchasers    have    bean   notified    It  advised    to    uork 
directly   u/Paclflc   Scientific    in    disposition. 
HOVI.L.       NPB   Industries,     Inc        NPSI-01-3flaS.       B4/O3/34        DEYOUNO,  R  C 

Director's   Office,    Office   of    Inspection   and   Enforcement        2pp 
BBS36'279        34X  Fiehe    80-000,04/03/34,8403070336 

8403070283  Fifth    interim    deficiency    &   Part   21    rtpts.ltem    117    re   melding 
defect*   on  Clasi   IE  o  9  kV  circuit   breakers    Initially 
reported    on   630211,  A 11    Class    IE  breakers   at    site   returned    to 
Siemens-Allis   Final    rept    expected    by  B40331. 

PARSONS,  n  M,       Carolina   Power   t  Light  Co        NBC- IBS.      84/02/39 
O'REILLY,  J  p       Region  H,    Office  of   Director        4pp.      22B47>  073       34X 
Flchf  90-400, 04/02/39,3403070285 

B4O3O702B&  Final    deficiency    rept   re   Parsons-Peebles    emergency    dlesel 
generator  3B-B  rear   bearing    problem    Initially    reported    on 
830637  Generator,  repaired    to    be   used   as    (pare  Also    reported 
per  Part  SI 

MILLS. L,M,       Tennessee   Valley    Authority        84/03/2°.      O'REILLV,JP 
Region   3,    Office    of   Director        4pp        33346   234,       24 X 
Fiche:  DO-39O,  B4/O2/29,  B403D703B6 

B4O3070290  Fourth    Interim   deficiency    rept,  Item  77  re    seismic    Class    I 
coble    trayi conduit   b  HVAC    hangers    supplied    by   Peden  Steal 
Initially   reported    on   B20S02, Component   relnip    in   progress. 
Nent   rept   by   B40701,Al»o    reported    p*r  Pert    21 
PARSONS,  R  M        Carolina   Power   fc  Light  Co        77        B4/02/24 
OJBEILLV,  J.  P.       Region  2,    Office   of  Director.       4pp.       22347  O67       34X 
Flthe- 90-400, B4/02/24,  8403070290 

B403070297  First    interim    deficiency   rept    re  numerous    deficiencies    on 
E-etaa    paneli    Initially    reported    on   B40131,  IncoTrect 
connected   wires  will    be    ripalrvd.  Neit  rapt    by   S 4060 7  Also 
reportable   per  Part  21 

mLLS.L.M.       Tennestte   Valley    Authority,       B4/02/29.      O'fiBILLV,JP. 
Reulon   2,    Office   of   Director.       3pp.       22346-397.       24 X 
Fiche:  90-43B,  84/02/39-  8403070277 

B4O3O70329  pint    interim    deficiency    rept    re   adaptor    keyuag    on  B-inch 
Borg-Warner    globe   valves,  Inl tlally    reported    on    B4O131.  Vendor 
will   provide   corrective   action  &   identify  addl   valves 
requiring   mods, Also   riportabla   per   Part  31, 

MILLS,  L  H        Tennessee   Valley    Authority.       NCR  S7B7        04/02/29, 
O'REILLY,  J.  P.       Region   2.    Office   of   Director.       2pp.       32546,313        24X 
Fiche:  30-436,  84/03/29,  8403070339 


B40309O19B   Forwards    two    Itrs   referenced    In  B3O916,    Itr.  representing 
entire    dialogue  ui/WflC   r«    ac    breakdaun   All    future 
correspondence  will    be    forwarded    to    IE  fa  uill    be   routed 
through    author   a PC 

KALE,  D   L          Oulf   t,   Western    IndustrlBI,     Ine          B4/01/17         AWDERBON.M   F 
Director's    Office,     Office    of    Inspection  and    Enforcement         lp 
32574  S73, 

— B403090200   Potential    Part    21    rept   reviewing    documentation   re    all 
nuclear    -component    shipments    Based    on   review,  quali  ty   problem 
noneiiatont   fa  Part    21    Inapplicable 

KALC.D   L.       Oulf    &   Western    Industries,     Inc         B3/09/16 
O'RElLLYjJ  P        Reflioti    2,     Office    of    Director         Zpp        BSS74  274 

— S403O903O3    Advises    of    potential    quality   program  bre-akdbun   re   metallic 
pipe    fittings  Thorough    Internal     investigation    underway 
KALE,D   L         OulP    8.    Western    Industries,     Inc         83/03/11 
D'REILLVjJ   P         Region    B,     Office     of    Director          lp         38374    277 

—  B 4 030 9020 3    Submits    follouiup    rept    to   830311     Initial    notification   of 
potential    quality    program    breakdown   Areas    of    concern 
Include    traceabllity    of    matl    through    mfg    mill    teat  r«pts    & 
heat    treatment    of    matl 

KALE,  Q   L         Oulf    &    We»t»rn    Industries,     Inc,       83/04/11 
O'REILLY,  J  P        Region    2,     Office    of    Director         12pp        22374  37 S 

8403090265  Final    D»fl* lancg    Rept   PRD  B3/00  re    inability    tn   maintain 
pressuritad    water    supply    to    RHR    pumps   &  discharge   piping 
supplied    by    Bechtel.  Initially    reported    on   83O41S.  Hardware 
mods    implemented    Alio    repartable    per    Pfert   SI 

MCCAUSHY,  J  F        Mississippi    Power    ti   Light  Co         PRD  B3/OS        S4/03/O2 
O'REILLY,  J  P        Rffgion   E.     Office    of    Director.       4pp        23372.144       24X 
Fiche    BO-416, B4/03/02,  B4030902AS 

B40312O032   Final   Dsficianey    Rept   HER    83-70  rs    wiring    in   emergency 
response    facility    cabinets    supplied    by   Energy  Ins   not   In 
confarmance    u/IEEE-aa4   criteria    Initially    reported    on 
8310-11    Draining*   resubmlt ted    Also    reported    per    Part    SI 
VAN    DRUNTi E    E       Arliona    Public    Service    Co         DER   B3-7O        B4/O2/HB 
DISHDP.  T   M        Division    of    Res idert. Reactor    Project  t>  Engineering 
Programs         4pp        SS3QB  OSS,       24X    Fiche    30-328,  84/02/36,  8403120032 

B4O3120103   First    interim   deficiency    r«pit    re    loose   drive   hubs    on 
overspesd    governor    drive    shaft   on    TTanttame-rlc*    Del  aval,  Inc 
dlesels    Initially    reported    <on    B4O203   Svt    info    memo    being 
reviewed    for    approval    Also   reportable    per   Part    21. 
MILL8.L   M.       Tennessee   VJ.HBIJ    Authoriti|        84/O3/D1        O'REILLY.JP 
Region    2.     Office    Of    Director          EPP-        233Q9.  229         24X 
FichB. SD-OOO, 84/03/01,  B1O3120I03 

B4031H0136  Part  31   rept  r*    We.  tlnohou**  Type   SA-1   DSR  or  DSRV   itandby 
diesal    generator    differential    relay    defect   Relay    problem 
reported    in    84O719  BuppJ     1    to    IE    Info   Notice    83-63  RTE  Delta 
requested    to  revi ey    defect    b    recommend    correction, 
BDYEH,[t    E         Tran»americ«    Del  aval,     Inc         IEIN-B3-A3        B4/03/O7 
Director's    Office-     Office    of    Inspection  and    Enforcement        2pp 
22583' 319         24X  Fiche    SO-416,  84/O3/O7, S4031EO13i 

B4031B.0163   First   Interim   deficiency    r*pt    re    setting   of    shutdown  voltage 
for    vital     inverters    by    ( ntl    Pouer   Ma  chine i    Initially 
reported    on    B40207.  Corrective    action    requested1    From  vendor 
Next    rept    by    8405HS-  Also    reported:    per  Part    31 

MILLB,L   M         TennvB«ea    Valley    Authority        B4/O3/OI        O'fiElLLY.JP 
fle(ion  2,     OPflci    of    Director         Spy         389B9  SO7.       24 X 
Fiche   50-438,  B4/-03/OU  8403130143 
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B403130S37    Interim  deficiency    t,    Part    33    rept*. Item    139  re    fleiible 
coupling    drive   shaft    in    overspoed    governor    t<    fuel    transfer 
pump    drive   of   standby    dlesel    generator    Initially    reported    an 
B40206   Final    rapt    uill    tt     submitted    by    810-116 

PARSONS, R   M         Carolina    Power    &   Light    Co          NRC-l^Q         B4/O3/02 
O'REILLY, J   P        Hogion,    2.     Office    of    Director          lp          22617    277          24 
Fiche    50-400,84/03/02.0403130237 


B40319O374   Part   si    rapt  re    failed   engine   thrust    bearing    Initially 
reported    on   SQOBOS  Field    insp    of  Colt-pielstlcfc    Type   PC-2 
•diesel    generator    sets,    completed   using   revised    draw ing*   Unit 
In   compliance  u/lnsp    procedure  tt    free   of   potential    defect 
MOniA!)TY.  J  M        Colt    Industries,     Inc        8  4/03 /OB        KEPPLER,  J   0        Rogintl 
3,    Dfflce   of   Director         lp         2Z&74   303        24X  Fiche    90-443.64/03/09, 
B403 190374 


B  -503  130367  Part  21    rept    re    stop    tab    breakage    in   BBM   type    control 
switches   Replacement    front    plates    mill    be    furnished    to 
affected   customers 

MANKCrF.L   L         General    Electric    Co          B4/O3/O2         DEYDUNff,  R          Director's 
Office,     Office    DP    Inspection    anO    Enforcement         3pip          22413   323 

B40313D398  Fifth    interim  deficiency    rept,  Item    33  re    potential    for 
Wes  tinghouse   mfg    gate    valves    Palling    to    fully    close/open 
under  design    conditions   Also    reportable    par    Part    21 
Hardware    changes    completed1    Final    rept    expected    ib  y    5*10415 
PAF1SON9.R   M        Carolina    Pouer    i   Light    Co         NRC-1B7         B4/O3/01 
O'REILLY.JP         Region    a.     Office    of    Director,        lOpp          23iJ6    2B3          24X 
Fiche    DO-40D,B4/G3/OI,  3403130398 

B403140I22  Part  21    rept    re    status    update    concerning    abnormal    u)B,ar   on 
linear    converters    Test    program   underway    Results    of 
investigation    indicate    excessive   uiear    caused    by    hunting    of 
control    circuitry 

DODSON,  J   P        Pacific    Air    Products    Co          B4/O3/09.  Director's 

Office,    Office   of    Inspection    ana    Enforcement        ?pp        S26S4   06B        24X 
Fiche    50-000,  B4/Q3/09,  B4O31  40122 

0403140138  Part  21    ra.pt    re    matin    shipped    from    Carlinvllle    plant    lacking 
chemical    over-check    requirement    Affected    Items    lilted   Ltri 
sent    to   affected    vendors    end 

KALE,  DL        Gulf   A    Uestt.rn     Industries,      Inc          PT21-B4-133-QOO 
B4/Q2/17        DEYOUN3,  R          Director's    Office,     Office    oP    Inspection    and 
Enforcement         33jip          93620    298 

B4031&0042  First   interim   deficiency    rept    re    ITT  Crlnnel    pipe    supports 
designed   u/iuay   strut*    Instead    of    required    jj  aps-  Initia  1  ly 
reported    on  340100  Alternate    analysis    load    tables    lulll    be 
revised   Also   repcrtable    per    Pdrt   21    Neat    rapt   by    340628 
MILLS.L    H        Tennessee    Valley    Authority          ea/O3/OA         a'REI(LLY>J    P 
Heffion   2,    Office    of    Director          2pp          22653    126         24X 
Fiche    50-43B,  61/03/06,  B4O316Q042 

B4O319O.03i   Interim  deficiency    f  Part    21    repts    re   status    on    Dp  on    items 
KOE3TEH,Q   L         Kaunas    Gas    &   Electric    Co         KMLNHC    B4-025          B4/O3/OS 
QACLIARDO,  J   E        Region    4,     Office     of    Director         IBpp          B266*   319         24X 
Fiche    50-4B3,  Q4/03/O5,  S40319003A 

8403170051    Interim   deficiency    rept    re    failure    of    linear    converters    on 
multi-blade  dampers    supplied    by    Pacific    All*   Products,  Co 
utillied    In   safety-related   HVAC    sya    Initially    reported    on 
040216  Final    rept    by    B4O710    Also    reported    per  Part    21 
EDELMANiHfl        Clevelan-d    Electric    Illuminating   Co         RDC    94<B4) 
B4/O3/09        KEPPLER-J   O         neoion    3,     Office    of    Director          2pn 
1B6        24X   Fiche    SO-44O,  04/03/0?,  B4O31  90031 


B40319O101    Part    31    rept    re    apparent    design    deficiency    in   Siemens    Allis 
Model    MA-205B    stored    energy    circuit    breaker    Breaker    insp    & 
hold    down  device   orientation    ulll    be    complete   by    B40401 
Determinatinn   of   permanent    fin    &    implementation    by    84D&O1 
JOHNSON,  B  0  ,    VANDEHALLE,  D  J        Consumers    Poiuer  Co        34/03/29 
KEPPLER,  J   fl         Region    3,     Office    of    Director          3pp          ?2i69    SOS         24X 
Fiche   80-255,84/02/39,0403190101 

B403190248   Supplemental    Part   21    rept    re    failed    engine    thrust    bearing 
Plugs    properly    installed    In    both    units    Units    free    of 
potential    defect 

MDRIAflTY.J  M       Colt    Industries,     Inc         B4/O3/O8        KEFPLER,  J  0        Region 
3,    Office   of  Director         lp         22673   O45        S4X   Fide,  SO-OOO.  84/03/03. 
B403  190248 

B4031-90-2S7   Third    interim   Deficiency    Rept    NCR    9393   re   HI  naham-Wi  1  lamette 
makeup/HPI    pump  vibration    Initially    reported    on   B30622  Net  t 
rept    expected    by   B4O723    Item    also    reportable    under  Part    Bl 
MILL9.L   M        Tennessee    Valley    AutPiurlty          NCR    2393         B4/O3/1B 
O'REILLV.JP        Bagion   2.     Office   of    Director-       3pp         22672    27!>        24X 
Fiche    BO-43B,04/O3/12,  8403190287 

B403190339  Foryards   Vendor    Program    Insp    Flepts    99900231/63-01    t. 
99900231/B4-01    on    B31  115-17    &    B401  14-20,  respsctively. 
closing   out  Part   51    rept    re    seepage    of    oil    from  Okonlte 
cables 

POTAPOUB.U       Region   4,     Office    of    Director        B4/03/1S        NDRELIUS.  C    E 
Division    of  Project   t   Resident   Programs         lp        BB675  026         H4X 
Ficfte    50-461,  B4/03/1  a.  B40319O329 


B4O3200203    Interim  deficiency    rept.  Item   101    t,   Part  21   rapt   r* 
defective  governor   drive    coupling    Correct    Itr   data    is 
B40224, not   B30H24 

PAFISONS.R  H        Carolina   Poutr   &  Light  Co        NflC-192        84/O3/09 
O'fiElLLY.J  P        Region  Si     Office   of    Director         lp        22699  347        K4X 
Fiche- 3D-40O,  84/03/09,  6403200203 

8403310033  Part   SI    rept  re    failure    of   auxiliary    fc«duater    pump    drlvi 
turbines. Oimpel   NP8-4  T&T   valve,  to    close   Enel    Itr    dttt   840203 
sent    to    listed    utlli    OE   notified    of    affected    unitt    in   BUR 
plants 
THEROUX.R   R        Terry   Corp         PT21   B4-14Q-000        B4/02/2S        WOODRUFF,  R  U 

Director's    Offlc-t,    Office    of    Inspection  and    Enforcement         6pp 
B270&   Z.S7         24X   Fich»    SO -0 0 0,  B4/ 02 /SB,  8403210032 

S4O3210-041    Final    deficiency    rupt  re    Incorrect   operation    of   Dlv   I   Ic   II 
diesel    generator    load    shedding    sequencing    ayi    panels 
Initially   reported    on    B3O9E1    Circuit   card*   b  card    rack* 
returned    for  mad   Reinitellation   expected   by   B4D427 
NCQAUGHY.J  P        Hlssisslppl    Pouier   t   Light   Co        AECM-B4/014B 
B4/O3/19        O'REILLY.  J.  P.       Region  S,    Office   of   Director         3pp 
22707  033        B4X  Fi ehe- 30-417.  84/03/13, 8403210041 

B4Q321004fe  First    interim   deficiency    rept   re    ITT  flrinnel    pipe    supports 
designed    w/suag    struts    irntead    of   required    caps. Initially 
reported    on    B40B1&  MBit   rept    by   B30213  Also   reportable    per 
Part   HI 

MILLS.L  M        Tennessee    Valley    Authority        84/03/13  Region   3, 

Office    of  Director         Hpp.       SZ7O4   328        34X  Fiche.  30-438.  B4/03/13, 
S403S 1004tf 

B4O331O095  Part   21   rept   re    nonconformance   of  metal    hole   assemblies 
for  ABME, Section   IlliClais  S  b  3  svc.  Status   of  noneonf orming 
item*    Ehlpped    end    All    cuttomers   notified 
LAHKD3,  J  M        TItef  lex   Corp         PT21    B3-141-000.       B3/lB/ti. 
Director's  Office,     Office    of    Inspection   and    Enforcement         4pp 
22704   324        24X  Fiche    SO-OOO,  S3/1S/16, 8403210079 

B4O321Q1E3  Final    deficiency    rept  re    cavit*tlon    at    jet   pumpi    due    to 
induction   heating    stress    improvement   cool  ing,  Initially 
reported    an    831206   No    erosion    found   Also  reportable   per 
Part   21    Item  not   reportable    per   10CFR30  D3<») 

CURTIS,  N  U  Pennsylvania  Pouer  i>  Light  Co.  PLA-2103  B4/03/Ot 
HURLEY,  T  E  Region  1,  Office  of  Director  4pp.  22707. 22  B  24X 
Fl  c  he:  50-3BB,  B4/03/06,  8403210123 

84O321Q136    Interim  deficiency    rept   re   Anchor   Darling   H*CS    sys   valva 
vibration    loooening    anti-rotational    set    ncreui. Initially 
reported    on    840187   b  reported    by    OE   per  Part   21 
Investigation    jn   progress,  Final    rept   by   840723 
MANOAN,  C    V        NUoara  Nahauk    Power   Corp        81.13        B4/02/27 
STAROBTECm.  fl,       DivlfJon    of    Project   b  Resident   Programs.       2pp 
22707   S72        24X   Flche- 30-4IO, 84/02/27,  8403210136 

B4O3210I43   Final    deficiency    b    Part   21    reptt   re    safety    parameter   display 
sy*    Technology   Energy    Corp   hodel    156    isolatori    Initially 
reported    on    B40106.  Non-IE   pouer   supply   ulll    be    provided    for 
isolator   prior    to    end    of    first  refueling 

CURTIS.N   H        Pennsylvania,   Pouer  *  Light  Co.       PLA-2089        B4/O2/27 
MURLEY.T   E        Region    1.    Office   of   Director        4pp.       23707'281.       B4X 
Fiche    50-388,  84  /02/27.  84O321 0143, 

840321O192  Final    deficiency    rept  re   anti-rotational    iitscreus    In  Anchor 
Darling    glove   valvas.  Initially   reported    on  840213,  Seticreu 
tightened  &   stem  collar   thrtiadt   staked   using   etr   punch. 
Also    reported    per  Part   21    for   Unit    1, 

MCOAUflHY,  J  P.       MismltAlppl    Power   &   Light  Co        AECM-B4/0199 
84/03/14        D'REIULY,  J  P        Region   2<     Office    of   Director.       5pp 
32707  237        24X   Ficht:  30-416,  84/03/14, 8403210192 

B403330019  Final    D»flcienc(|    Rept  DER   83-46  re    ITT   Barton    pressure 
transmitters    supplied    by    C~E   not   meeting    overpressure 
requirements   Caused    bu,    leakage   of   metallic   uasheri   tc 
methodology    error   during    callbr  Also   reported    per  Part   21. 
VAN  BHUNT.E  E        Ariiona  Public   Service   Co.       DER   S2-4i.       84/03/18, 
BISHOP, T  U       Division   of   Resident  Reactor  Project  fc  Engineering 
Programi        7pp        H2724   3S3        24X  Flehe.  30-328,  84/03/19,  B403230019 

8403230O2B  Follouup    Part  21    rept  re  nuclear  valve/actuator    stroking 
time   possibly   lengthened    beyond   19   >  when  using 
hydrocarbon-based    lubricants    Ltrt    to   affected    utili   end 
WILSON,  A   K        HenrU    Pratt    Co         CAR  0023        84/03/Ofl        KEPPLER,  J,  0 
Region    3,    Office    of   Director        &pp.       287301306.       S4X 
Flche:  30-000.84/03/08,  8403230088, 
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84O323Q034  Part   21   rept  re    He*  tlnflhou*.*  me chanlca  1  ly    interlocked    full 
voltage    ravening    starters    nut  maintaining    required  relative 
positions.  Caused   by    assemblers    Incorrectly    removlnj  backing 
plates, 

RuDRieUEZ.R   J,       Bacramento  Municipal   Utility    District        RJR   64-054 
84/02/19,       MARTIN.  J  fi        Region  9i     Office    of   Director        5pp 
S27ai.34B        24X  Plena   90-312,  B4/O2/1  9,  B4Q3230096 


B4033Q0054   Fifth     interim    lie  Pit  lent  y    rept    ro    defects     in   raw   cooling 
water    chiller  unit    flow    control    valve i   m-fg   by  Metre  i  Valve 
Corf    Initially    reported     an    B2112-&    Investigation    In    progress 
Neit   rept    by  850421    Aim    reportable    per  Part  21 

MILLS.  L    M         Tennessee    Valley     Authority         84/03/33         O'REILLV,  J  P 
Region    2.     Off  Us    Of    Dir*ctor          2pp          2BBB1    369         24X 
Fichu    90-438, G4/03/22,B4033O0054 


B4Q3230095  Second    Interim   deficiency   rept  r»    improper  relief   valve 
letting,  dnign   presiures    t  design,    tump   ulthin    several    lys 
Initially   reported    on   8311  IB   Spec    M-199  revised    fc  code    data 
repte   ananded,Al*o   reported    per  Part  SI 

CURTIS,  N,  W,       Pennsylvania    Power  fc  Light  Co,       PLA-3079        B4/O3/OS 
HURLEY.  T  E        Region    li    Office   at   Director        I4pp        22726  277        24X 
Flche    SO-3BB,  84/03/02.  040323-0095 

B4O323010B  Part   31   rept  re    design  deficiency    In    field-run   cable*    to 
Valeor    tolinold  valve*    Initially    reported    on   84O319  Approi 
90  valve*   affected    at   each    facility    Hgt  corrective    action 
repts    Issued 

MEYERB.B.L        Bechtel    Corp.       84/03/19        DEYOuNS.  R        Director's  Office, 
Office    of    Inspection   and    Enforcement.      2pp        22730  234        24K 
Fiche;  30-000,  84/03/19,34032301 08, 


B40330Q099   Supjil    to   Sould   830926  Part   21    rept   re    potential   defect*   in 
molded    case    for    1OO    ampere    frame,  multi-pole    E  fc  HE    teriB* 
circuit    breakers,  clarifying    part    distribution  fa  affiliation 
arrangement 

BRADLEV.R    D         81 emans-Al I  1 s,      Inc          B3/I1/17         HURLEY,  T   E         Rigion    1. 
Office     of    Director          Ip          22B21. 36O. 

B403300IQ?  Flr*t    interim   deficiency    rept    re  neui  defect!    In  Barton 
pressure    transmitter!    supplied    by    We-jtinshouse    Initially 
reported    on   B40S23   Westlnghouse  ultl    define    corrective 
action    dg    840331    Alio    reportable    under  Part    21 

MILL8.L    M        Tennessee   Valley    Authority         B4/03/32        O'REILLY.JP 
Region    2.     Office    of    Director          Sff          SBBSi   223         24X 
Flche    50-390,B4/03/3a>S403300ia9 


8403230113  Rev    1    to   final    Deficiency   Rept  B2-BO  re   possible    damagad 
fltilbl*   conduit   couplings    between   auxiliary    It   control    bids* 
In   event   of    eelinlc    event*    exceeding   3/4    inch   Movement,  Rev 
changei    final    rept    dlspoiltlon   to    reportable    under    10CFR21, 
VAN  BRUNT.  E   E        Arliona   Public,  Service  Co,       OER    B2-30        94/03/0? 
BIBHOPiT.M        Division   of   Rn Idtnt. Reactor    Project  fc  Engineering 
Program*.      4pp.      22730' 2 13.      24 X  Flche  50-S2Bi  84/03/09,  B403230U3 

B40323011B  Final   Deficiency   k  Part  SI   R»pt  U-62  r*   failure   of   itator 
Minding   an  NE02B  eaiergincv   ditiel    genirator  mfg   by   Btlqlt 
Power   Bys    Initially   reported    on  B30B12  Stator  rsplaced. 
EMergtncy   generator    Initalled   b  load    tested 
SCHNELL.D.  F.       Union   Electric    Co        ULWC-766        B4/03/1S        K6PPLER,  J.  O 

Region   3i    Office   of   Director        4pp.       22730,211.      S4X 
Fiche>90-4B3iB4/03/19>B403a3O119 

B4032&0233  Forward*    summary    Hit   of    deficltnclei    identified    per 
10CFRBO,  93(e),Part  Cl    t,  potential    generic    Itr  repti    Par 
caMRenti 
BTARDBTECKI.R        DlvUlon   of   Project   &  R«ild«nt  Proorams.       B4-/02/2B 

Region   1,    Office  of   Director       7pp.      B2736.04S.      B4X 
Fiche'  9O-000>  B4/OK/29i  B403Z(bO233 

8403270099    Interim  significant    const   deficiency    repti Hew    100  re 
terminations    to  Knoi    fuie    blocksiOE  4.160    IV    iwitchgear   All 
Knot   fuse  block   termination*   ninipected  Nut  rept  mill   bi 
submitted    by    B40406  Alio   reported    per  Fart   SI 
OERRETB,  T.  F.       LouUlana  Power  fc  Light  Co         100,       B4/03/12. 
COLLINS. J.T.       Region   4.    Office   of   Director.       3pp        227fi*    159,      H4X 
Flche-  SO-3SB,  B4/03/12i  840387009? 

B4O32701B2  Final    Deficiency    I*  Part  21    Rapt  U-64  re  LKnltorque   valve 
actuators  BN-HV-eB12A  t  B    Initially    reported    on    031017  Valve 
failure    due    to    Improptr    invtallatlon    of  motor   pinion  gnar. 
All    BB-a-BO   actuator*    verified    for    proper    gear    Installation 
BCHNGLL.D.  F.       Union   Electric    Co.       ULNRC-769.       84/03/20.       KEPPLER.  J  O 

Region  3i    Office  of  Director       4pp       22771:331.      H4X 
Flche:  30-493-  B4/03/SOi  B40327O1B2 

840 32702 19  Part  21   rept   re    broken   contact   carrier    in    control    divlce   of 
7.8    kV-lB    «V,aOO-7SO  MVAi  S    kV  390-3.000  b   all   HKV  circuit 
breaker*. Initially    reported    on  B3O223  Addenda    to 
Installation  l<  aialnt   praeedurei   *«nt   to  affected  unit* 
DUVALLiO,  D,       Brown   Bovtri    Corp.     («ub».     of    Broun   Boverl    h   Co    .    Ltd    1. 
04/03/19.  Record    Services    Branch    (Document  Control    Desk)        9pp 

32772:  114.       24X  Fiche'  30-OOO.  B4/03/19.  B40327O219 

B403300020  Rev    1    to   final    Daficieneg   Bept  DER   83-46  re   ITT-Barton 
preiiure   transmitters   supplied  by   C-E  falling   to  meet 
overpressure   requirements.  Initially    reported    an    B2OB24.Al«a 
reported    per  Part  21 

VAN  BBUNT.B.E.       Ariionaj  Public   Service   Co.       ANPP-29099-BBK/. 
S4/O3/19.       BISHOP.  T.M.       Division   of  Resident,    Reactor   Project  l> 
Engin»rlng  Prograni.      7pp.      zaeaZ'171,      S4X   Flche-  90-92B,  84/03/19, 
0403300020. 

B4O33O0034    Interim  deficiency    rapt.  Item   197   re    OH   Bettls    opiratort  on 
Ruiiln-iupplled  HVAC   dampen   falling   to  matt   functional   test 
reg.ulr»Htnt*.  Initially   riportad  on  631231.  Required   info 
unavailable.  Nejt  rapt   by   840321,  Also  reported  par  Part   31. 
PARBONB.R.M.      Carolina  Pouer   fc  Llflht  Co,      NRC-19B       B4/03/23. 
O 'REILLY,  J.  P.       Region   2,    Office   of   Director         Ip.       8S821-311.      24X 
Flehf!  30-400,  84/03/23,8403300034. 

84Q33OO043  Third    intarln  deficiency    rept, Item  99  re    chop    welding 
defects    In  Belmtc    I    pipe    hangers    supplied    by    Bvrgan- 
Patterson   li   Item  72   r*   undertlted    ili*w»d    tee    fillet  uald    on 
hanger*.  Final   rapt  by  B41201   Alto   reported   per  Part  31 
PAflBONS.H,  H.       Carolina  Power    fc  Lijtit   Co        NRC-I9&.      94/03/21. 
O'REILLY.  J.P.       Region   a.    Office   of   Director.       9pp        22819' 313        24  X 
Fiche:  90-400. 84/03/21, 8403300043 


QUALITY  ASSURANCE    INSPECTIONS 


B402O10I7B  Ac*   receipt    of   B31B23   Itr    Informing   NHC  of  itep*    takitn   to 
correct    nonconf-Drmance    noted    In  Oft  Program   In  op   Rapt 
99900743/83-01 

POTAPOVB.  U        Rejion    4,    Office    of    Director        B4/01/SS       DUVALL.  D  D 
Drown   Bovari   Corp       (»ub»-     of    Broun   flovarl   b  CD    .    Ltd    )        Ip 
2203B:S35 

—  8402010139  ReepoTids    to   NHC   831202    Itr    re    noncon  Porm-ance    noted    in  QA 

Prooram   Inap    Rept   <?9'700743/a3-01    Corrective  actions 

Engineering   Drawing    603143    revised   ^/appropriate   datei  fa 

signatures 

DUVALL,  D.D        Drouin    Dover!    Corp.     Ciubs      of   Broun   Boverl   (c   Co  . 

Ltd    )         B3/1E/S3        POTAPDVS.U        Region   4,    Office   of  Director        Ip 

2203Q    336 

B4023  50211    Forwards    OA   Program    Insp    Rept    99900919/B3-O3  an  631031-1104 
Implementation    of    QA    program    failtd    to    meet    certain  NRC 
requirements, 

POTAPOVBiU        Renlon    4.     Office-   of    Director        63/12/26       KQMEB.  J  M 
Bechtel    Corp        Spp         22244    121 

—  B402190K16  Notice   of   non-conf  ormane  e   from   ln«p  on  B31031-11O4 

M      Region    4,     DtFict    at    Director          B3/1B/2B         Ip         32244    123 


OA  Prno.ram   Insp    Fe-pt  97900519/83-03  on  B31031-1104 
Noncomp  lijnce   noted    »iglit    pipe    uihip    restraints  requeittd    by 
ingchaticlal    group    to    civil    groupr  specified    In   F8AR  but   not 
inttallad. 

COBTCLLO.O  R    .    MADSEN.  0    L         Resion    4,     Office    of   Birector 
B3/IE/S3.       ISfp         33344    154 

8403010075  Responds    to    NRC    B4O136    Itr   re-   noncnnf  arma-nce  noted    In  OA 
Program   Insp  Rept   9  9?OOB  39/83-01    Corrective   action* 
suppliers    of  code    exempt    Item*  will    b(    evaluated   on   bails    of 
quality    tigs    queitl  onnalr-e    &    performance   revleu 
THOMBEN.ER        Pacific    Bcientlflc         6000-08-33-84.       B4/02/14 
PDTAPDVB,  U,       Region   4.     Office    of    Director        13pp.       2243  i  098 

B40301OO79  Re*pond*    to    B4O123    Itr    informing    of  noncoiiFormancei  noted    in 
QA   Program    Inup   Rrpt    99900378/BG-01.  Insp   Procedure* 
N8PBO-O003-OOOB  rev  1  ted.  1  isued   &    Lmp  lementtd. 

BWAJJSON.N  E        Acme-Cleveland    Co        B4/OH/17.       POTAPOV9.  U        Vendor 
Program   Branch.       Ip.       BS43A    114 

8403O100B2  Advises    that    proposed    engineering  QA  manual  mill    t»  reviled 
uilthln    to   day*    to    comply    in/Criterion   V   of  App  D   to    10CFR50. 
per   B40183    request 

WILKINS.M  D       Anaconda   Co       (  iitb«.     of   AtUntlc-RichFleld    Co.) 
B4/O2/14         POTAPC-VS.U        Vendor  Program  Branch        Ip        22439:278 

84030  101  E2  RBiponds    to    NRC    B  30  921    St    1203    Itr*    rl    violation*   if 
nonconf  ormancei   noted    in    QA  Progrem    Insp    Rtpt* 
999O0277/B3-01.  99900277^63-02   h  999OO277/B3-04   Corrective 
action*-  beit*  mill    be    perParmad    on   Class    IE    cable    type* 
LITTLEXALES.O,       RocJtbBStoi    Co,       84/OS/14.      POTAPOVS.  U       Region   4. 
Office    of   Director         23pp.        324331  S53 

B403O300Bi  Confirms    OA    program    tn«p    at    Phi  ladelphla,  PA  facility   an 
B4O30S-09.  per  840316   tetcon. 

PQTAPOV8.  U.       Vendor    Program    Branch         84/O2/33        ClfffNftNE.R.  A       United 
Engineers  fc  Construe  tors.     Inc      dubi      of  Raythaon  Co   ).      Ip. 
22490,  004. 
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NONDOCKETED  ITEMS 


6403050099  Confirms   OA    program    insp    at   Grave    City. PA  plant    on   B4O312- 
Ift.per    B4Q017  telccn 

PDTiftPOVSi  U         Vendor    Program    Branch          64 /OS/ 24          STOLBAi  F    D         Cooper 
Industries!      Inc          )p         22490    O13 

8-103050102  Clarifies    .Items   mentioned    in  QA  Program    Imp    ftept 
99900820/83-01    Forma  1     training    conducted     in    Nov    19B3 
inclutfad    personnel    performing    quality    affecting    activities 
Omega  Engineering    certified    calibr    of   equipment    performed 
MCCRGNE.J        Fluorocarfinn    Co          B4/Q2/17         POTAFQVS,  U         Vondor    Program 
Branch         3pp         224H3    230 


— 84O306QSBa   Responds    to  NRC    831238    Itr   re   nonconformance    noted    In    OA 
Program   Imp    Rept  •79900319/03-93   Corrective    actions 
Engineering    Dept  Procedure    EDP    9    1    revised    to   require 
tnterdi it Ipl ine    communications    of    significant   nature 
HOMES,  J  M         Bee  lit  el    Corp-        DA8-B4/Q3O         04/01/23         PQTAPOvB.U.. 
Vendor  Program  Branch         3pp        223O8  369 

8403060351   Confirms    GA    program    Insp    at   TulsaiOK   plant   on   340326-30. por 
840223   telion 

POTAPQVS.  U        Vendor  Program  Branch        B4/03/O1         DUVALL.  D  D,       Broun 
Bnveri    Corp       ( aun-e      of   Droiun   Boverl    &  Co   ,    Ltd    )         Ip         22313   194 


8403QS01HO   Responds    to    NHC   B40IEA    Itr    re    deviation    notes!     in    OA   Progran 
Insp    Rept   99 90  03  3 O/ S3 -02   Corrective    actions     specified    max 
value  Devaluated    Exceeding    value    did   nnt    advereelij    affect 
performance    of  UVTD   Condition    not    repnrtable    par   Part   21 
SAUTEO,  D   M         Hestingfiouse    Elettric    Carp          S4/OB/23-         PDTAPOVS.U 
Vendor  Program  Branch        2pp         234SB    03 O 


9403060362  Rsspotida    to    NRC   831220   Itr   re   nonconf ormanees    noted    In   OA 
Program    Insp    Rapt    99900277/83-03   Corrective"    action*  QC 
supervisor   responsible    for    follouiup    to   assure    Irradiation 
unit    calibr    completed    on    cchedule   t<    stickers    in    ordar 
LITTLEHALES.Q        Rnekbestos    Co        H4/OS/27        PaTAPOVB.  U,       Region  4. 
Office   of  Director        3pp         22317    129 


B40305OI26  Confirms    <JA    program    insp    at    Wi  1 1  imant  ic.  CT   plant    on 
840312-16-per   B4O213    telcon 

PUTAPQvB,  U        Vendor    Progrfln    Branch          B4/O.2/27         ROBERTS.  L    B 
Bratid-noj   Co         Ip          2E4B9    159 


B4030i02B2  Confirm!   OA   program    imp    «t  ABME  adminl ctration   ofc 
nn    840336-30,  per    B4O227    telcon 

PQTAPOVSiU        Region   4.    Office    of    Director        04/03/02        OREEN, M  R 
American.  Society    of  Mechanical    Engineer*         Ip.       22919,070. 


B40305OI3Q  Confirms   OA   program    Insp    at   Lynchd  urg ,  VA   plant    on    B4O312-16, 
per    Q40234   telcon 

PDTAPOVB.U         Vendor    Program    Oranch          04/02/27          OUlL&ERTi  D.  E 
Qabcoct    t,   WiUoi    CD          Ip         2 SI 89    171 


B4030fc02B7  Confirms    OA    program    insp    at   Beloit.HI    plant   on    B403Bi-30, per 
040301     telcon 

PDTAPOVB.U        Vendor   Prooradi  Branch        S4/03/Oa        MDfilARTY.J   M        Colt 
InduEtrlea,      Inc          Ip         22318   362 


B40305017fi   Confirms    OA    program    insp    at    State     OF    DR    ofc    on    B40309-O91, 
per   B40B16   telton 

POTAPOVS,  U        Vendor    Program    Branch          B4/O2/34          MfiLTERS.  C    H         Oregon, 
State    of         Ip         221B7   OiS 

B-4O30&OOD&  Confirm*   Qi\    program    inap    at   Colorado    BprinS*.  CD    plant    on 
B40312-16, per   840224     telcon 

PDTrtPOVS.U       Vendor   Program   Branch         B4/O3/O1         P1RAIMD. D        Raman   Co 
Ip         22S13   363 

B40304O07S   Ac^    retsipt    of   B31013    t,   840131     Itrs     informfnfl    NRC    of    step! 
taken    to   correct    violation  &    nonconformancB    noted    In  OA 
Program    Inap    F?ep  t    9V90O330/53-O1 

paTAPOVS.U        Region    4.     Office    of    Director         94/03/01          SAUTER,  D   M 
We  it  ing  ho  use    Electric    Corp          Ip         S2516    307 

— B403O6009i   Responds    to    NRC   S401O9    Itr    re    noncanFormance     noted     in    OA 
Program    ln»p   nept    97-900330/B3-01    Correttive    actions    each 
undervoltage    trip    device   assigned    unique    serial    number 
JONES,  D   D    .     8AUTCR.  D    H        Me  a  ting  ho  USE    Electric    Corp          B4/01/31 
POTAPOVS.U        Region   A,    Office    of    Director         Ip         3231i   310 

— B403OAG09B   Ac  k    receipt     of    831013    Itr     informing     NRC    of    etepi    taken    to 
correct   nonconf ormanc e   noted    in  OA   Program    Insp   Hrpt 
99900330/63-01    Atfdl     Info   required    for    Item  C    of    notice    of 
nonconf ormance   re    undervol  tage    trip    devices 

POTAPDVS.U        Region    4.     Office    of    Director          B4/Q1/O9          SAUTER,  D   H 
Meetinghouse   electric    Corp          Ip          32BI&    311 

— Bfl030601Ol   Re^pondE    to   NRC  83O913    Itr    re    violation    fc  nonconforman.ce 
noted    in  OA  Program   Insp   Rept   999OO330/B3-01    Correc  tivo 
actions   revised    pos-ter  ui/revc    promulgated    up    to   83Q110 
completed  &  revised    poster    uill    be    posted    promptly 
JDNES.D   H    .     BAUTEB.  D   M         Weatinghome    Electric    Cofp          83/10/13 
POTAPOVB.U        Region    4,     Office    of    Director          5pp         S25J6    312 

840306OIB7   Ac  It  receipt    at   04030?   Itr    informing    NRC    steps-    taken    to 
correct   nonconformance    noted    in   OA   Program    Inap    Rept 
99900fl02/B3-Q2 

POTAPDV8.U        Region    4,     Office    of   Director          S4/O3/OJ          LICHTENBEROER 
Combtistion  Engineering'     Inc         Ip        2ES23  slo 


8403060343  Ac  k    receipt    of    B3U33  t   B40217    ItrB    informing    NRC    of   »t»p» 
taken   to    correct   deviations    &    noticDnf ormuncs   noted    in   OA 
Program    Imp    Rept    79900B20/B3-Q1, 

POTAPOVS.U        Vendor  Program  Branch,       B4/03/02        HCCRONEi J 
Fluorocaroon   Co          Ip         SBtQB   054 

~ 8403060353  Ack    receipt    of    B3110B  t>   23   Itrs    informing  NRC   of    it*pi    ttt 
to    correct    nonconformance    noted    in  GA  Prosram    Insp   Rept 
79900320/83-01   Addl    info    re    training    Ic   surv»(js   requaitvd 
within   25    days   of    Itr    date 

PDTAPOVB.  U        Vendor    Proflram  Branch        B4/01/33        MCCRONE,  J 
Fluorocarbon    Co         tp         22508  035 

— 84030*0355   Requests    delay     in    submitting    response    to   031012    Itr    r* 
nonconformance   noted    in    OA  Program   Insp    Rept    99900Bao/B3-Oi 
Response   expected    by   831118 

MCCnaNE.J        Fluoracarbon   Co        S3/11/OB        CDNWAY, J  T        Region   4i 
OP  flee    of    Director         Ip         32508  O96 

— S4030«b03il   Responds    to   NRC   831012    Itr   ra   nonconformance    nottd    in   QA 
ProBram   Insp    Rept  9990OB2O/B3-01    Corrective    action*   Stetion 
306.  FCD  QA  Procedure   COCP-013  J.   030H31    10CFR31    notice 
posted 

HCCRGNE,J,        Fluorocarfton    Co         83/11/23         PDTAPOVB. V         Region    4, 
OfPite    of    Director        4pp         22SOB  OS7 

— 84O3Oil>3diS  Rev   O  to  Procedure   CQCF-013i     "Procedure    for    Reporting 
Defects  tt   Noncompliance    " 
SHISLER.E        Fluorocarban   Co        63/11/17        Bpp        225O8   061. 

--840J060369  Rev  O  to   ProeBdure   QCP-014,     "Indoctrination   fc   Training 
Procedure    for   OC    personnel    " 
BHIBLER.e         FlUOTOcarbon    Co         B3/O9/2B         4pp          B230B   Obi 


-8403060372   Rev   O    to   Procedure    QCP-017. 
ND7    " 
SHISLER.E         Fluorocarhon    Co         B3/11/17 


Qualification    of   Perionnel    for 
B4pp        22306:073 


-B4Q30&0374  Rev  O  to   Procedure   ChP-047,     "Meld    R*moval  Procidurt    " 
EHIBLEfi.E        Fluorocarbon   Co        83/11/17        30pp        22BDB   077. 


~B403tJ601il   Recoonils    to    NRC  B4OIO9   Itr    re    none nnf ormance    noted    in  OA 
Program  Insp  Rept   •??9OQ002/fl3~02   Corrective    actions 
Individuals    responsible    for  review  &    approval    of 
CBI ti f ication  data    alerted    to    discrepancies    observed 
LICHIEHDEROER     Combustion   Engineer  inn,     Inc         NOA  84-003        34 /OS/OS 
FOTAPQVS.U        Region    4,     Offite    of    Director-        Hpp         B252H    211 

B4O30601B7  Respanila    to  NRC  B40J24    Itr    re   nonconforffiance    noted    in    QA 
Program   Insp   Rept    999OQ331/B3-0!    Corrective    actions   B109S2 
]tr    from    Isojnedii    confirmed    applicability    of    Parts    21    tt    50 
for   prior  uorlc 

BRODEUR.H    I        Otoni  te   Co        84/03/14.       POTAFQWS.  U        Region    4.    Office 
of  Director        Ip        23318  361 

040306021?  Ack   receipt    of    B40125   Itr    informing    MAC   of   steps    taken    to 
correct   nonconformance    noted    In   OA  Program    Inap    Rept 
999005 19/B3-03 

POTAPOvS.U       Vender    Program  Dran-ch         B4/OB-/16        HOMES.  J    H        Dechtel 
Corp          Ip         2230B    ^i-3 


--B403O60374  Rev    1    to,  Procadure   CPB-023i     "Held   Aging    Procedure    for 
Nuclear   0-RInn.B    " 
PRINTZ.M        Fluoroearbon    Co        S3/11/17        7pp        22506187 

— -B403OA0379  R«v    1    to   Procedure   QCP-02Qi     "Training    Procedural    for 
Radiographers    " 
SHISLER.E        Fluoroiarbon    Co.       03/11/17.       9pp         B230B.  134. 

B403120036  Ack    receipt    of   640317    Itr    informinn   NRC   at   ttepi    taken    to 
carreet   nonconformance   noted    in  QA   Program    Jnsp    Rept 
9790O37B/83-O1    Implementation    of    corrtctlv*   actions  will    b* 
r«vieiued   during    future   insp 

POTAPDVB.U        Vendor   Program    Branch,       B4/03/03        SMANSDNiN.  E, 
Acme-Cltveland    Co         Ip         32589: 270 


NONDOCKETED  ITEMS 


B40312Q043   Responds    to    NHC    840134    Itr    re    nonconfonnance    notnd    in    OA 
Program    In*p    Rept    9990O702/B3-01    Corrective    actions- 
Engineering    Change   Proposal    6717    instigated    to   activate 
Engineering    Change   Notice    B712  voided   B2O702 

JONES,  W   F         Morrison-Knodsen    Co    .     Inc         B4/03/SB         POTAPOVS,  U 
Vendor   Program  Branch         7pp         22BB7  379 


Q403130169   Responds    to    NRG    S31206    ) tr    re    nonconf ormance    noted     in    Oft 
Program    Insp      flppt     999Q(>a24/B3-O2   Correc  t  i  ve    actions 
In&tructlon    1766-O3-O1    re    contact    fnr   unknown    customers 
revised    Related    liifo    enc  1 

MOME'H         Bailey    Controls    Co     I  Etifl  s       of    Babcock    fc    Wilcoi    Ca     » 
84/O?/E!9          POTAPQVE, U          VenUnr   Program    Branch          31pp         226O3    1 1A 


H4031S010B   Ac*    receipt    of   B40SD3   Itr    informing    NRC   of   notification    to 
customer*   re    potential    loosening    of   globe    valve    anti- 
rotation    collar    Get    screw*    &    recommended    corrective   action 
per  OA  Program    InBp    Rept    997O0033/B3-03 

POTAPOVS,  U        Vendor    Program    Branch        S4/O3/05        CAR  ON,  A  E 
Anchor/Darling    Valve   Co      (nubs      of  Anchor/Darling    Industries,     Inc    ) 
lp         22SBB    ISS 

— 840312O114  Forwards    sample    1  tr,  w/attachments    tc   cover    Itrs    dtd   831017- 
840130, sent    to    customer!    having    Anchor/Darling    globe    valves 
u/nonrotating    stems    per    GA    Program    Insp    Rept   999Q0053/B3-03 
KNIE8ER,Q  W        Anchor/Darling   Valve   Co      (subs      of   Anchor/Darling 
Industries,     Inc    )         B4/O2/O3        KELLEY,  W        Vendor    Program   Branch 
37pp          22988    123 

B403120117   Responds    to   NRC    Itr    re   nnnconfoT-mance  noted    in   QA   Program 
Insp    Rept   99900394/B3-02    on   B31213  Co-rrectlva   actions 
Rejection   Rept   0*660  paperwork   corrected    E<  memo    issued    re 
requirements    for   recording    rejection   rept    numbers 
SHAFER.J  C        Metal    Bellows    Corp        84/00/34        POTAPOVS,  U        Vundor 
Program  Branch       4pp       22SS9   Sit 

0103130026  Responds    to   NRC   &40131    Itr  re   non c on  for mane e   noted    In   &A 
Program    Imp   Kept   999007B61/B3-02   Corrective    actions  annual 
OA  audit   uill    confirm   documentation    far    set-up    tt    operator 
training    &   qualification,  per    OA  manual    requirements 
DIXON.D   J        General    Electric    Co        04/03/O1         POTAPOVS,  U        Vendor 
Program   Branch        9pp        22613    114 

B403130032    Forwards    OA    Program     Imp    Rapt    99900373/83-02   on    B3I205-09 
It   notice    of   nonconf ormanc e 

PQTAPOVS,  U        Vendor   Program   Branch         B4/O2/O2        SCHH1DT,  W    T 
Wettinghou»«   Electric    Corp         2pp         22414.  300 

— Q403130036  Notice    of   none onf ormanc e    from    insp    on   031203-09 
*      Vendor   Program   Branch         64/02/02        lp         32614   310 

—8403130042  OA  Program    Innp    Rept  99900273/B3-O2   on   B3120S-O9 
Noncomp 1  lance   noted    Internal    audits    not    performed    prior    to 
current   NRC    insp    &   correct    suffix    not   applied    to   ntyle 
numbers    on   EA-1    relay    natneplates    for   current   relay   units 
BUTTON,  J  W   ,    HALE,  C,       Vendor  Program   Branch        04/01/30         13pp 
22614    311 

84O3130046   Ack    receipt    of    undated    Itr   received    on   B4Q1B6    informing    NRC 
of    iteps    taken    to    correct    nonconf ormance    noted    In  OA  Program 
Insp    Rept    99900400/63-03 

PDTAPOVS,  U        Vendor   Program   Branch        B4/OS/16        OUILuGRT,  D   E 
Babcock    &   UUcDX    Co          lp          22613   547 

— B403130Q38  Responds    to  NRC    B31117    H    1223    1 trs    re    nonconformance  noted 
In   QA  Program    Insp    Rept    "79900400/03-02   Corrective   actions 
STALUM   computer    program   users  manual    updated    &   B&M 
Calculation   Document   32-457B-00   will    be    reviled 

CUJLQERTiD  E        Babcoefc    tc   Wllcoi    Co        S4/01/26        POTAPOVS. U        Vendor 
Program  Branch        App        22613  24B 

— 840313006B  Forwards    correct    ends    to  B31117   trancmittal    1 tr, consist  ing 
of   OA  Program   Insp    Rept    79900400 /B3-OS    on   831004-07  b   notice 
of   nonconf  ormance   M/o    ends 

PDTAPOVS,U         ftogion    4.     Office    Of    Birector         B3^13/23 
OUILBERT, D  E        Babcock    b   Milcoi    Co         lp         2E613  254 

— 8403130074  Advises    that  NRC   B31117    Itr    forwarded    QA   program   insp    reft 
of   another    company    Original    Itr   &  rupt    end. 

KOB1BA. R   E        Babcock    &   Hllcoi   Co        B3/11/2B        POTAPOVS,  U        Region 
4,    Office   of  Director       lp        32615  995 

— 840313008?  Forwards   QA  Program   Insp   Rept    9990040O/B3-02   on    031004-07    b 
notice    of   nonconformance.  U/o   correct    enc la 
PDTAPOVB.U       Ragion  4.    Office  of   Director        B3/11/17 

OUILBERT,  D   E.        Babcoclt    &   WilcOI    Co         2ap         E261S   256 


B403130244    Responds    to    NRC    Q31H23    Itr     re    nonconformance    &    violation 
noted    in    QA  Program    Insp    Rept   99900539/B3-O1    Corrective 
actions    procedure    for    evaluating    deviations    reviewed    ft 
Section    2OA    of    Energy    Keorgani  IB  t  Ion    Act    posted 

ALL  EN,  R    D          MAT5CO     (auba       of    Mul  1  1-Amp    Corporation  )          B4/01/1O 
POTAPOVSi  U         ffegion     4,     Office    of    Director          3p  p          22617    373 

B40313O263    F-oruardi    OA    Pr-ogram     Insp    Wept    999'OOAl  i/B4-Ol    on    B40116-1B 
No    none  omp  1  1  anc  e    noted 

PQTAPOVS,  U         Vendor    Program    Branch          O4/O2/17          GREEN,  M          American. 
Society     of    MethanUfll     Engineers          2pp          2Sii04    330 


—  B40313O432    QA   Program    Inap    Rept    979OOi.lA/B4-01     on    B4Qlldi-lH    No 
noncoropl  iance    noted    Major    areas    inspected    program    survey* 
manual    rDvieui   Et   acceptonce    cri  teri  a,  program    imp  1  ementoti  on 
&    certificate    off    author  i  la  ti  an    status 

SUTTQN,  J    M   ,     JIAL.LT,  C    J          Vendor    Proflram    Branch          04/02/17          S|i|i 
SS604    332 

6403130376    Forwards    QA   Program     Insp    Rept    99700522/B4-01    on    B4Olli-l1? 
It   notice    of    nonconformance 

POTAPOVS,  U         Vendor    Program    Drench          fl4/G2/OS          5TRATTQM.  C    » 
Bechtcl     Corp.         2pp          2^6  17     167 


3403130281    .Notice    of    none  nnf  ormar.ce    from    insp    on 

-a      Vendor    Program    Branch         B4/OS/oa        2p  p         22617    169 


—  B403130291    OA   Program    Insp    Rept    '999O0522/B4-01     on 

Noncomplianca    noted    folture    to    tnclirda    preaudlt   Ji   post-audit 
conference    ui/project    audit    fc    IncorporfltB    all    desijin    chanflea 
into    design   documents    by    required    due    dote 

CaSTCLLd,  J   R    ,     MADSEN.O          Vendor    Program    Branch         84/03/07          S5pp 
5?617     171 

B4Q3130EB4    Res  ponds    to    NRC    B1O2OB    Itr    re   noTiconf  nrmance    noted    In   OA 
Program     Insp    Rapt    1?'?9OO32S/B'r-01     Correctivo    actions    senior 
person    designated     In    each    engineering    discipline    group    to    bo 
responsible    to   project    engineer    for    document    f  ollouup 

9TATTGN.C    D         ttBChtel     Corp          B4/O3/Q1          POTrtPDVB.U         Venilor    Prnnram 
Drench          &p  p         L'Sil'l     14O 


0403130309   Forwards    QA    Pronram     InBp     Rept    99?0061  6/84-02    on    8401^3-35 
No    none  orap]  i  ancc    nntpd 

POTAPOVS.  U        Vendor    Pronram    Branch         91/03/tA        QnEEN,  M         American 
Soticty    of    Mechanical    Engineers         Spp         H26I4    132 

—  G403130325   GA   Prograin    Insp    Rept    ^  990  06  It/Si  -02    on    810133-25    No 

noncompl  iance   noted    Major    areas    inspected    program   survey, 
manual    revleu  A    acceptance    cri  ten  a,  program    imp  lementation, 
&    certificate    of    author  i  !a  t  ton    status 

OLLEH.H    E    .    HALfc,  C    J         Venilor   Program   Branch         B4/OH/16         4np 
226  M     134 

B40313031A    Reaponds    to    NRC    B1O117    Itr    re    noncan  f  orraancea    Ttotflcl    In    ftA 
Program     Inap    Repts    97900  334/B3-O2    S.    79900334/B3-O3 
Corrective    actions    OA.  manual    &   assembly    route    sheet    revised 
Si    training    clasv    for    inspectors   will    be    field 

DOVER,  H    E         Transamerlca    Del  aval,     Inc         B4/O3/Q2        PQTAPDUB,  U 
Vendor   Program  Branch          IBpp         ESbOB    063 

D403130317    fleli    receipt    af    B401O4  !•    OH14    Itrs    Informing   NRC    of    step* 
tnlen   to    corrpct    nanconPormance   noted    in   <1A  Program   Inap 
Rept    99900255/B3-01 

POTAPOVS.U         Vendor    Program    Branch          81/03/03         HADNAOV,  P    A         Pacific 
Scientific          lp          22614     120 

—  B4031303ia[?   Ack    receipt    of    B4O1O4    Itr    in    response    tp   OA   Program    Inap 

Rept  HJ9I70O253/e3-Ol  Ai)dl  info  requuitei!  re  manner  ay  uh  i  c  h 
suppliers  of  non-ASMi£  Code  Items  qualified  A  approved  t*  QA 
manual  revised  to  e-«omp  t  non-ABME  vendors 

PDTAPOVS.  U       Vendor   Proaram   Branch         84/01/36        HADNAGY.  P    A 
Pacific    Scientific          lp          32614    121 


8403130059  Ack    receipt    of  8402O1    Itr    informing    NRC    of    *tep«    taken   to 
correct   nonconf ormance E   noted    in  QA  Program   Insp    Ript 
99900403/83-04 

POTAPQV9.  U,       Vendor   Program   Branch        B4/O2/07.       BRUQOEMAN,  W  K 
Oentral    Electric   Co         lp         82615  216 

— 9403130064  Respond*    to   NRC    B4O109    Itr    re    nonconfarmancei   noted    in   OA 
Program    In*p    Rept    999004O3/83-04   Corrective    actions    d"esign 
change    documentation    initiated,  database    updated   &  audit 
initiated    to   preclude   recurrence 

BDHL,  L   8        Oenaral    Electric    Co        B4/02/O1         POTAPDVS,  U        Vendor 
Program  Bnnch.       2pp-       22615  217. 


— 840313033B  RespoiidB    to   NRC   BSlHOi    Itr    re    none onformanc e    noted    In    QA 
Program    Insp   Rept    99900355/B3-O1    Corrective    action*    calibr 
technician    advised    to    eicrcine    greator    care    In   maintaining 
certi  f 1  cat  lone 

THOMBfiN,  E    R        Pacific    Scientific         6000-03-43-84        B4/O1/04 
POTAPOVStU        Region    4>     Office    of    Director          <tpp         226 1 4     122 

S4O313Q4O7    Forwards    QA    Program    ln»p    Rept   9"?900400/aa-02   on   B31004-07 
J<   notice    of    nonconformanc e 

POTAPOVS.U        Region    4,     Office    of    Director         B3/1J/17         QU1LDERT.DE 
Babcock    t,   WiUnx    Co         2pp         SStOB   276 
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—  840313041'!   Notice-    nf    noncnnf  OTmance    From    Insj    on    B31004-07 

*     Region   4,    Office   of    Director        B3/11/17.       2pp         32608    S7B 

—  8403130429   QA   Program   Insf    Rept    99700400/93-02    on    831004-07 

NoncompliancB  noted    full    certified    version    17  O    af  BTALUM 
computer   program  did   not    have    controlled   program  manual    I* 
failure   to   identify    incorrect  values    in   stiffness   matrli 
IIRICKLEY.R  H  ,    HALE.  C  J        Region    4.    Office    of   Director         B3/11/17 
13pp          35608   2BO 


84031304'U    Forwards  QA  Program    Insp   Rept  99900S30/84-01    on  840123-36 
•&  notice    of   nonconformanc  e 

PQTAPOVS.  U        Ventfor   Program   Branch         84/02/17         SHULMAN.  M          Cygnn 
Eneigy    Services        Sffp        23614    O31 

—  0403130444  Notiea   of    none  onf  ormance    from   Intf    on    B4O123-HA 

*     Vendor   Program  Branch        B4/O3/I7        Ip         32614  OS3 

—  0403130460  QA  Program   Insp    Rept  99900530/04-01.    on    B40133-26 

Nonconformance   noted   quality    stfJ    operating    procedure*    in    QA 
dept    procedures  manual    did    not    Indicate    affective   data   & 
four    procedures   did  not    contain   prepartr    -signature    or    date 
BRJCKLEYjR  H  ,    HALE.C  J        Vendor   Program  Branch         S4/O2/17        lOpp 
88614    054 

B403I60119  Forwards  vendor    Insp    rapts    identifying    concerns    baaed    on 
Vendor   Program  Dranch    insps   of   vendor  activities 
Significance  of   Finding!    re    quality    &  acceptability    of 
product    or   »vc    provided   by    vend/or   should    be    evaluated 
QAQLIAHDD.J   E        Region   4<     Offic»    af    Director          94/O3/13 
KCESTER.O   L         Kansas    Qas    &   Electric    Co         2pp          B2i33    116          S4X 
FichB,  50-402,64/03/1  3,  84031iOl  19 

B4Q316023S  Forward*  vendor    in*p    rapt*    identifying    concerns    found    by 
Vendor    Program  Branch   during    imp   af   vendor    activities 
fvaluatlon  of   significance   of    Findings  re   quality    & 
acceptability   of    product    or   nvc   requested 

JOHNSOM.E  H       Region    4,    Office    of   Director         B4/O3/13         CAHILL.M  B 
Gulf   States    Utilities   Co.        3pp          22661    O43         24X 
Fiche    50-433,04/03/13,9403160333 

B403160242  Foruards    vendor    insp    repts    identifying    concern*    found    by 
Vendor   Program  Branch   during    Insp    of   vendor    activities 
Evaluntipn  of    findings  re    quality   if  acceptability    of 
pTOduit    or   svc    by    vendors    requested 

JOHNSON,  EH       Region   4,    Office    of  Director         B4/O3/13         LEDDICK.R    E 
Louisiana  Power  it  Light  Co        3>p        231,61    OEA         24X 
Fic^B    bO-3 


B4D3190041    Confirms  QA   program    Insp    at   Aloandria.LA   plant    on    B4Q326~ 
30,  per    B4Q3Q3   telcon 

POTAPQVB.U        Region    4.    Office     of    Director         B4/O3/O9.        SCHAU6.R   L. 
Dresser    Industries.     Inc         Ip         224  fri  245 


Cnnfirma   OA    profli-am    imp    at   Aprx.NC     lab     on   B4O317-B3,  per 
6403O1     telcon 

PQTAPDV8.U        Hesion    4.    Of  fie*     of    Director,        S4/O3/OB         YOM,  J.  H 
CoTpornte  Consulting    d  Development   Ca,    Ltd         Ip         23&ti£,   249 

B-103  190070  Act  receipt    of  B  4032  4    Itr    Informing    NRC    or    steps    taken    to 
correct    nonconformance  noted    in   QA  Program    Insp    Rept 
99900394/03-Oa 

POTrtPOVS.U       Region   4,    Office    of   Director        B4/O3/07.       SCHAFERi  J   C 
Metal    nellous  Corp        Ip         226  fri'  134 

B40319007S  Acl!   receipt   of  8403O1    »tr    informing    NRC    of    (taps    taken   to- 
•correct    nonconformance  noted    in   QA   Prooram    Insp    Rept 
9990052B/B4-01 

POTrtPOVB.U       Rejion   4,    Office    of   Director        B4/O3/QS        BTATTDN.  C,  D 
Bectitcl     Corp         Ip         B246f    361 

B40319011S  Foruardi  VenKor   Program    Insp   Rrpt    7990O1OO/84-O1    on    Q40130- 
0303   Insp  rept  closes   out    tack    uielding   of  motor    shaft 
ttt  ic  i  ency 
POTAPOVB,  U        Region    4,    OfflC*    oP    Director         04/O3/1S.        LEWIS,  R   C. 

Division   of  Project  b  Resident   Programs       Ip        SSfibl  SIB 


a   NRC    B40HQ3   Itr   re   nanconf ormanee    noted    In  OA 
•900373/B3-02  Corrective    action*.  1983    d  iv 
te.all    Audit   rapti    on    file    in   QA   oft    & 
undue t«d 

-    --    -    >ctric    Corp        84/Q3f02.       POTAPDV9,  U 
ID         B36&6. 31S. 


informing    NRC    of    step*    taken   to- 
noted    in    QA  Program    Insp 
of  corrective    actions 

i 

[rector        B4/O3/O8        VI0QIANQ.V    A, 


B403190IB3  Forujjrdi   OA  Program    Insp    Rept   99900 100/B4-01    to   B40130-O203 
b    notice    of   nonconformanc » 

PDTAPOVS.U       Region    4.    Office    of'Dtrtctor        B4/03/02        MIONOCNA.T. 
LimitorquB  Corp        3op        2Si7O  323 

— B4031901B3  Notice    of   nonconf ormance    from    Insp    on   840130-0203 

*      Region  4,    Office    of   Director        84/03/02.       2pp,       33670   324, 

— B403190190  OA  Program    Insp   Rept  9990O100/B4-D1    on   94O130-OS03, 
NonconformancR    noted:  corrective    action    in    training   non-OC 
personnel    Inadequate 

MCNElLLfW  M  ,    HALE,  C   J        Region   4.    Office   of  Director        84/03/01. 
26p»         22670   328, 

84O319O203  Confirms  840309    telcon  request   to   withhold    Info    In  WC 
B40229    Itr  t  QA  Program   Insp    R»pt   999000B40/B3-01 
FIEDLER,  D  C        Cardinal    Industrial    Products   Corp        84/03/12. 
POTAPQVS,U       Region    4.     Office    of   Director        Ip        22&71    131 

B 403 190306   Dlicutsee    clnieout    of  AITS  F02700410  re    Inadequate   OA 
program   at  Limitorque  Corpi  addressed    in   encl   Vendor  Progra* 
Branch    Insp   Rept  99900100/04-01    on   B4O130-0203  TVA  audit 
conclusions  valid   Llmitorque   QA  program   inadequate.  W/o    encl 
PDTAPOVB.U       Region   4i    Office    of   Director        84/03/14        LEWIS, ft.  C. 
Division   of  Project   &  Resident  Program.       PARTLOWi  J.  0,       Division    of 
OA,    Safeguards  &   Inspection   Program*    (Post   830103),       2pp         23670:361 

•B403190209  Forwards  QA  Program    Insp    Rept   99900231/84-01    on   840116-20  tt 
notice    of   none  onf  or  man  ce 
PDTAPOVB.U       Region    4,    Office    of   Director.       84/OB/33        VlflgiANO.V.A 

Qfconlte   Co        2pp.        32670  297. 

— B403190210  Notice   of   nonconf ormance    from    in»p    on   B4011&-20. 

»      Region   4,    Office    of   Director        B4/02/23        Ip,       33670.399. 

— 8403190314  QA  Program    Insp   Rept  99900331/84-01    on   B4011i-B0 
Noncompllance   nottd    qualification    test  results    did   not 
Include    lack    of    10   s    rise    time   during    accident    environ 
simulation   testing 

HUBBARD.9  T  ,    PHILLIPB,  H  S        Rejion  4,    Office    of   Director 
B4/02/33        14pp.       22670.300 

B4O319O218  Forwards  QA  Program    Insp   Rept   999009 04 /B3 -01    on   B31213-1&, 
No  noniompllanca   noted, 

POTAPOVSrU       Rtaion   4.    Office    af   Director        B4/02/24        MICNOONA.  T 
Llmltorqu*   Corp         Bpp         22670   24B 

— B-403190231   OA  Prooram    Insp    Rept  99900904/B3-01    on   831213-16.  No 
noncomp  llance    noted    Major    areas    Inspected    environ 
qualification    test   plan   Ic   action   on   previously    identified 
findings   re   nuclnar    qualification    facility    QA  manual 
JOHNSON, A  K   ,    PHILLIPS.  H  8        Region   4,    Office    af    Director 
84 /OH/23,       ISpp         22670   250 

B40319O2S4  Confirms   QA   program   inapt    at  ChalfontiHorsham  fc  Spring 
Mouse,  PA    plants    on    B40416-l?i  per   840309   telcon 

POTAPOVS,  U,       Rggion   4,    Office    of   Director        B4/03/14        DUVALL,  D  D 
Broun  Boveri   Corp       (subs      of   Broun   Bovsri    It  Co   >    Ltd,  }.       Ip 
33671    29B 

B1O319O33B   Foruards   QA  Program    Insp    Rapt   99900781/84-01    on   840116-20  fc 
notices    of   violation   &  nonconformancs 

FOTAPOVe.U       Region   4>    Office    of  Director.       84/O2/24        JANDL,  J.  C. 
tone   Star   Screw  Co        3pp        2B675'O07 

— B403190330  Notice   of  violation    from    insp    on   B4011&-20. 

*  Region   4,    Office    of   Director.       84/02/24.       Ip.       23679' 010. 

— 8403190333  Notice   of  noncanf oriMitei   from   intp   on  B4O116-20 

*  Region   4,    Office    of    Director        B4/02/24        5pp.       22679.011. 

— 8403190340  QA  Program    Insp   Rept  99900781/84-01    on  840116-20  Violations 
tt   noncompllance   not*d.  lack    of  appropriate    procedures    to 
•valuate  deviation!  &  review  of  records  rt-vaaled   ig*   *ia« 
record    missing    for    19B1    for  Level    II    eiamlner. 
CONWAV,  J  T  ,    BARNES,  I,      Region  4'    Office  of  Director.      B4/O2/24, 

lOpp,        22675   016, 

B4O3 190329   Forwards   Vendor   Progra*   Insp   Repti   9990O33 1/83-01    Ir 
99900331/84-01    on  831115-17  *  8401 16-20, respectively 
closing    out   Part   21    rept    re    seepage    of   all    from  Dkonite 
cables. 

FOTAPDvB,U       Rtgion   4.    Office    of  Director.       B4/03/15,       NORELILtS.C  E 
Division   of  Project  t>  Reildant  Program*.      Ip.      22679,026.      S4X 
Fiche:  50-461,84/03/15.8403190329. 

B4O3190337    Confirms   QA  program    imp    >t  Los  AngeleiiCA  plant    on 
840326-30, per  8403O7    telcon. 

POTAPOVS,  U.      Region   4,    Office    of   Director.       84/03/O9.       PATTERSON,  R.  L 
Qichtel    Corp         Ip.       SB675: 029 
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B40319033B    Discusses    tnsp    on    H4O130-O203   re     failure    of   Llmitorque 
spring    compensator    housings   Results    of    in»p    documented    In 
end    Vendor   Program   Branch    Insp  Kept    9990O1OC-/B4-O1 
Hestinghouse    evaluation    continuing    W/o    end 

POTAPOVS.U        Region    4.    Office    of  Director        VITS   B4-O31         B4/O3/1S 
LEWIS.  R   C        Division    of  Project  &   Resident    Programs        tp         23673  333 


8403370092   Ack    rereipt    of    B4O202    Itr    informing    WRC    at    stops     taken    to 
correct    none  on for mane ff    noted    in  Q.A  Program    Insp   Rept 
99VOOOS3-/83-03 

POTAPOvS.  U         Region    4.     Office    of    Dtrectof          B4/03/31         CARDN.AE 
Anthor/Darl ing   Valve    Co       (subs      of   Anchor/Darling    Industrie*.    Inc    ) 
lp         22766    333 


8403190343   Confirms    QA  program   insp    at  Salem, MA    plant  on   84O402-06,  per 
940301     tele  on 

POTAPOVB,  U  Region  4,  Office  of  Director  B4/03/13  COVE/.  J 
Atuood  !c  Merrill  Co  .  Inc  (subs  of  Foster  Wheeler  Corp  >  lp 
3267S  044 

84O3190364   Discusses    imp    on    040130-0303  re    Llmltorque   crack ed/broken 
limit    switch    rotors   Results   of   Insp    documented    In   one  1 
Vendor   Program  Branch    Insp    Rept  99900100/84-01    Evaluation    of 
condition   continuing   W/o    encl. 

POTAPOVSiU        Region    4,     Office    qf   Director        VITS  83-184        B4/03/15 
NORELIUS.C  E        Division   of   Project    &  Resident    Programs         lp 
2267S  234 

B4Q319Q3BO  Ack    receipt    of   84O214    Itr    In-forming    NRG    of  steps    taken    to 
correct    nonconformanee   noted    in  QA   Program    map   Rept 
9990O230/B3-01    Implementation    of    corrective    actions  uill    be 
reviewed    during    future    imp 

POTAPDVS.U        Region   4.     Office    of  Director        84/O3/07        CARDELLO.  P   B 
Anaconda   Co      (subs      of   Atlantlc-Rlchfleld    Co    >         lp        23674  220 

B403200078  Aeti    receipt    of  B31219  &  B40329   Itcs    informing    NRC    of    steps 
taken    to    correct   noneonformance  noted    in  OA  Program  Insp 
Rept   99900224/83-03 

POTAPOVBi  U        Region   4,    Office    of   Director        84/03/15        KEYEBi  M  A 
Bailey    Controls   Co    <sub«      of   Hancock    fc  Wilcoi    Co    )        lp         22685  O31 


— B403270Q97  Responds    to    NRC   B40112    Itr    re    noneonformance    noted    in  QA 
Progiam   Insp  Rept    97900053/93-03  Corrective    actions    training 
cession   conducted    on    importance    op    checking    radii    for 
baekface    on  valve    bonnet    flanges 

KNIFBER.G  W  Anchor/Darling  Valve.  Cn  <iubs  of  Anchor/Darling 
Industries,  Inc  )  B4/02/03  PDTAPOVS.IT  Region  4,  Office  of 
Director  2pp  32766  334 

B40337O10B    Responds    to    B40307   request    for    addl    info  re  measures   talen 
or    to   be    taAen    to    preclude    recurrence    of    noneonformance 
lu/ASME   Code   requirements    Identified    in   OA  Program  Insp   Rept 
99900B43/B3-01    Titeflex   Corp    none onf ormanee    reft   encl 
LAL1K03,  J  M        TituFJei    Corp         84/O3/15        PDTAPOVB,  U       Region  4, 
Office    af    Dlrect-or          3pp          S2774    OH9 

S40337O113    Responds    to   NRC    S4O217    Itr   re    none onf ormance    identified    in 
OA   Program    Insp   Rept   999O0330/B4-01    Corrective    actions   all 
quality    ttd    operating    procedures    ravieued    (r   corrections 
isEued 

SHUUMAN.MN        Cygna    Energy    Services        B4/03/1B        PQTAPQvS, U        Region 
4.     Office    of   Director         3pp          53774    053 

B403B70142    Confirm!   QA   program    insp    at   Ban   DlegoiCA  plant    on   840402-Ob. 
pet-    840319    tBlcdn 

POTrtPOVBi  U        Region    4.     Office    of    Director        84/03/22       COLANDRA.TR 
OA   Technologies.     Inc    /General    Atomic    Co         lp         3276-9  145 


— 84O3SD0076  Responds    to  NRC   831206    Itr   re   noneonformance    noted    in   QA 
Program    In»p    Rept    999OO224/B3-O2   Requests    3O-d*«    eitension 
of   response    tine    due    to    personnel    on   vacation   &    facility 
Closed    831223-840103, 

HOME.H        Daileij   Controls    Co    (subs      of  Babcock    Si  Wileoj    Co    ) 
83/12/19        PDTAPOUB.  U        Region   4.    Office    of    Director         lp 
236B5   O3S 

8403200138  Ack    recuipt    of   831017,  HOB  (,  840238    Itrs    informing   W)C   of 
steps    taken    to    correct  violations   t  nonconfornance   noteU    in 
OA  Program    Insp   Rept   99900 702^ 83 -0 1    Implementotion   of 
corrective   actions   uill    be    reviewed    during    future    Insp 
POTAPOVSiU.       Region    4i     Office    of   Director        B4/03/07        OOMES,  W  F. 
Morfi ton-KnudEin  Co    <     Inc         ID.       22697  073. 

— 8403200142  Ack    rtcelpt   of    B31O17   !<    HOB   Itrs    Informing    NRC    of    steps 
taken    to   correct   nonconformance   noted    in   QA  Program    Insp 
R»pt   99900702/B3-01    Addl    info  re    seismic    capability    of   valve 
requested    within   23   days 

POTAPdvBiU        Region    4.    Office   of    Director         34^01/24        JDNES.W   F, 
Horri ion-Knudssn  Co   >    Inc        lp        33697  076 

— 3403300150  Desponds    to  NRC   830930    Itr  re   violations   fc  nonconf ormance 
noted    In  QA  Program    Insp    Rent  99"?0070B/Ba-Oi    Corrective 
actions1  personnel    involved   hi/data    acquisition   &  Part   31 
r*pts    instructed    on   need    for   describing   violations 

JONES, F        Morrison-Knudsan   Co   i     Inc        B3/1O/17.  Region  4.    Office 

of   Director        &pp         23697  0?7, 

— 8403200197  Forwards   Korrison-Hnudsen  Co.  Inc.  831017  response    to  QA 
Proovam   Imp  Rept  99900702/63-01. 

8TAUBEH,  R.H        Moiri *on-Knudsen  Co   ,     Inc  B3/1I/08        PQTAPOvS.U 

Region   4i    Office    of    Director        lp        28697  083 

S403240O3E  Confirms   OA   program    tnsp    at  Tempei  AZ    plant  on    B4Q409-13i  per 
B40306    telcon, 

POTAPDV9.U.       Region  4,     Office    of   Director        B4/03/19        SAYLOR.K 
Tobar,    Inc        lp.      2274B.  362, 

B4O3270030  Ack  receipt    of   B401H    Itr    informing   NRC    of   corrections    to  OA 

Program    Insp  Rept   99900932/B3-01 

PQTAPOvS,  U.  Region   4i    Offtei    of   Director        84/O3/21        8EMMLER.R,  H 

Eaton  Corp.  lp       22769:309 

— B40327O034  Responds   to  NRC   B40103  Itr  rs  OA  Program  Insp  Rept 
7990O932/B3-01.  Errors   found    in  r»pt   llsttd 

SBMMUER.R.M.       Eaton  Corp        84/01/11.       POTAPOVS,  U       Region   4,    Office 
of  Director.      Spp.      22769'310 

B4032700B7  Responds   to  NRC   840223   Itr   ra   nonconFormance   noted    in  QA 
Program    Insp   Rept  9990O231/B4-01.  Corrective,    actions  nuclear 
([ualif icatlon   repts    revised    re-   temp-pressure    profile  fc    test 
vessel    modified. 

BRODEUR.R.  I.       Okonite   Co        B4/O3/14        POTAPOVS- U        Region    4>    Office 
of  Director,       lp       BB7AA:  249. 


S40337014B    Responds    to    OA  Program   Insp    Rcpl   99900-371/33-01    d  B40307 
Itr    Dolt    lists   ere    not    drawings   Ic   do   not   require   checking 
Bolt    lists    prepared    as    convenience    Far    preparing    summaries 
In    procurement  (.    for    convenience    oF    erector 

CORRIN.R    J         Bristol    Steel    &    Iron    Works,      Inc          04/03/14          POTAPOVS,  U 
Region    4,    Office    of    Director        Spp         22769    14i 

B403e701i3  Confirms   OA    program    insp    at   Richland.UA  plant   on   8404O3-05, 
per    B40320    telcon    In»p    concerns    implementation    of  Qrt  program 
re    control    of   computer    codes    SLOTRAX    fc  PTWPWR2 

POTAPOVSrU         Region    4.     Office    of    Director         84/03/52        VOLMER,  C   0 
Euon  Nuclear  Co    ,     Inc       (subs      of  Exinn  Corp    )         lp        32772    181 

6403370174    Confirms  QA   program    Insp    survey    at    administrative    ofc    of 
Factory    Mutual    Englnaering    Assoc    on   8404l6-30i  per 
telcon  NHC   representative   uill    be  JN  Button 
PQTAPOVB,  U        Region    4.     Qffite    of    Director        B4/03/21 
Factory    Mutual    Engineering    Corp         lp        23771    30B 

B403a?017B   Foruiards  QA  Program    Insp    Rept   9<?90Q6 1 6/B4-03  on    840313-19 
PDTAPDvS,  U        Region    4.     Office    of    Director         B4/03/07       SREEN.M 
American   Bucletg    oF    Mechanical   Engineers        2pp        32778    139 

— B4033701B4  <!A  Prograin    Insp    Rept   999O0616/84-03   on  840S13-15  Major  areas 
inspected, A8HE    audit    activities   during    Newport  N?us 
Shipbuilding   &    Dry    Dock    Co    QA   program  audit 

OLUER,  H,  E    .    HALE.C    J        Region   4,    DfPlce    oF    Director        B4/O3/Oo 
3pp,        22772    141 

B403B7022B  Responds    to   NRC    telcon   request  re    noneonformance    noted    in  QA 
Program    Insj>  Rept   <?97O0732^B3-02    Corrective    actions   Items 
relnspected    &   individually    marked   Preliminary    stress 
analysis    rept  returned    for    correction   of    minor    errors 
GIESLER.  J  V        Robert   Shau  Controls   Co        64/03/13       POTAPQVB.U 
Region    4..     Office    of    Director          lp         2277S   OB£> 

8403H7022B   F-orwards  OA  Program    Insp   Rent   99900B34/B3-01    on    B31305-09  S. 
notice   of   nonconFornance 

PQTAPOVS.U,       Region    4,     Office    of    Director        84/03/02        DLANKLEY.W 
Ametek.  Inc.       2pp         3S77H'  063 

— B4D3370234    Notice   of    noneonformance    From    Insp    on  831203-O9 

*      Reaion   4,    Office    op    Director        B-3/03/Q2        Spp        32772   067 

— B403B70241    OA  Program    3nap    Rept    999OO8B4/B3-01    on  831805-09 
Noncompllance   notetf-ABME    Code    requirements    not   certified    on 
niatl    manufacturer    certified    roatl    test   repts,    to  vendor 
CONWAV.  J   T   ,    HAMILTON,  J  .     BARNES,  I        Region    4.    Office    of    Director 
64/03/08         9pp          22773' 073 
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8312070353   Hot  i  Fi  ca  t  ion   oP    CRGR    Meeting    51    on   031133   to    review 
emiflpbion    from   CfTCB    i-.vieu   of    Unresolved    Safety    Issue    A-t 
"Hater    Hanmer"    t,    proposed    rev    tn   Reg    Guide    1    2B,     "QA   Program 
Requirements    (Design    (c   Canstl     " 

gTELLOUV        Committee    to    Review    Qeneric    Requirements         B3/11/SQ 
JIATTSaN.R   -J        Office    of    Nuclear    Reactor    Regulation.     Director 
JORDAM.E   L         Director's    Office,     Office    of    Inspection   and    Enforcement 

CUNNINGHAM.  R   G         Office    of   Wuc  1  car   Material    Safety   !• 
•Safeguards,  Director         2pp         22iBI    352 

S403Q10347   Forwards    status    6    justification    for   nine    listed    NUFIEG-O737    t. 
flea    Guide    1     =>7    items.  per    B4Q222   request    Analysts    of    safety 
parameter    display    sys   uilJ    Be    submitted     by   B4O43O 
«UHILL.»   D         General    Public    Utilities   -   GPU   Service   Corp. 
5211-94-2045       84/02/27        EISE»(Ut.D  G        Division  OF  Licensing 
3lpt         33433   CIS         24X   Fiche    SO-2B7,  Q4/O2/27.  B403QI0347 

5403020235   Reg    Guide    5    S3,  Rev    l.Taat    SO   O49-4,     "dual  1  f  lea  tion.  Cal  ibr    ft 
Error    Estimation    Methods     for    Nondestructive   Assay    " 

*  Office  of  Nuclear   Regulatory    Research,    Director       84/O2/29         1  ipp 
22491     OG8 

B4O3020329   Responds    to    request    for    ichedule    for    completion    of    Hog    Quid* 
1    97  requirements   Fuception*    tn    BI1113   Itr   re    equipment 
replacement    uill    be   addressed    in  Mag    19E4,  In  response    to 
Generic    Ltr    B2-D3 

CURTIS,  N   U         Pennsylvania    Power    fc   Light    Co         FLA-2QB1          34/02/29 
SCHWENCER.rt         Licensing    Branch    2         IP         22439    207        24X 
Fiche    00-307.84/02/39,8403020339 

Q4O3Qiu354   Forwards    descriptions    of   Reg   Guide    1-97   requirements    & 
schedule   for    implementation  of    emergency    response 
eapabil  icy.jier   NURES-0737.  Supol     1 

PJLANT,  J   M         NeorasKa   Public    Power   District         NLSB100073         6t/03fOl 
EISENHUI.D  fl        Division   of  Licensing        I«?pp        22515  311         24X 
Ficne    50-390.94/03/01-5103060334 

B9O306O494   Reg    Guide    5    23,  Rev    l.Tasfc    SG   045-4,     "In   Situ   Assay    o.p   Pu 
Residual    Holdup    "' 

•  Office   af    Nuclear    Regulatory    Research,     Director        34/02/37          ISpp 
32553    187 


—B  4  030  60  49  7   Value/impact    statement    of   R«g    Guide    5   33,  REV     l.TaSk 
S3   O4S-4,     "In   Situ    Assau    of    Pu   Residual    Holdup    " 
*      Office    of  Nuclear  Regulatory  Research,    Director        B4/02/29 
JJS8BH   205 

B4O30S03VB   Forwards    responses    to   NRC   840  1  06   questions   re    FEAR    revs. 
Including    info  re    training    staff    quali  f  Icatlons,  OA   staff 
qual  iFications.  t  ire    protection    training    E.   conformance    to 
Reg    Guide  B    13  Proposed    revs    to   FSAR  also  end 

BOOKER.  J   E         Gulp    Slates    Utilities   Co         RB8-17.  OB2        H4/O2/17 
OENION.HR         Office    of   Nuclear   Reactor   Regulation,     Director         42p  p 
200         S4X   Fiche'    50-43B,  S4/O2/17,  B4O30B037B 


lp 


S403150O7O  Responds    to    631230   requests    for    response    to    items     identified 
in   EGbQ    technical    evaluation   rept   on  conFormance   to  Reg 
Guide    1    97  &   comments    on    any    assumptions    that    surpass    uti  1 
911113   submittal 

CURTIS.  N   W         Pennsylvania    Poue-r   4  Light    Co        PLA-2099         H4/03/13 
SCHHENCER.A         Licensing   Branch    2         Bpp         32i43    183        24X 
Fiche    SO-337,  B4/O3/  13,  B4O3130O7O 

B4O31>J014f>   Not  if  IBS    of    CRGR    Meeting    47   on    330923    in   Bethtsda  ,  MD    to 
dlscuiB    proposed    eiemptlons    to   regulations    in    implementation 
of  Miilti-Plant  Action  D-10   (Unresolved   Safety    ICSUB  A-2)    & 
Rev   P    to   Reg    Guide    1     103 

STELLQ.  V        Committee     to   Revieur   Generic   Requirements         B3/O9/I5 
MAI1SON,R  J        Office    of  Nuclear  Reactor    Regulation.    Director 
JORDAN,  E   L         Director's   Office,     Office    up    Inspection   and    Enforcement 

CUNNINGHAM,  R   E         Office    of   Nuclear   Material    Safety   f 
Safeguards.  Director        Spp        23&i&  359 

B403190176  Notifies    of  CRGR    Meeting  48  on    331020   in  Dethesda.MD    to 
•discuss    eumption   of  Category    Z  personnel    from   10CFR50    35a  . 
"Codes    &  Stds,"   proposed    rul  emaklng    St  proposed    rev  to  Reg 
Outdf    1     105 

BTEtLO.  V        Regional    Operations    i.   Generic    RequirBmentl          B3/10/14 
WATTSDN,  R  J        Office    of  Nuclear   Reactor  Aegulation.    Director 
JORDAN1.  E  L        Director's  Office,    Office   of    Inspection  and;   Enforcement 

CUNNINGHAM.  R   E         Office    of   Nuclear   Material    Safety   b 
Safeguards.  Director         2pp         22471    163 


B4O31902ciO   Notifies    of    CRGR    Meeting    S4    on   04011B     In    Beth^ed*'  N"    *° 
discuss    Rev    I     to    Hcg    Guide    1    B7.     "fnvlron    Ounl  1  fixation    of 
Electric    Equipment    Important    to  Safety    for  Nuclear   Power 
Plants    » 

STELLO.  V        Re-otunal    Operations   t,  Generic    Requirenientt         IEB-79-O1B, 
B3/12/S7         MATTBQN.R    J          Office    of    Nucleor   Reactor   Regulation. 
Director         ODRDAN,  E    L         Director's   Office,    Office    of    inspection    ana 
Enforcement          CWNNIMSHAM,  F   E         Office    of    Nuclear    Material     BafBtJ     * 
Safeguards.  Director  lp          22672   OSS 

84031f0372   Notifies    of    CRGR    Keetinfl    33   on    040111     in    flethe«da,MD    to 
discuss    revs     to    10CFRSI     Si    73    t   R«B    Guide    1     105    r»     instrunent 
setpnlnts    For    aa Foty -ro loted    tyi 

STEtLO,  V         Regional     Opet-otions   fc   Oenerlc    Requirements         B3/lS/lf 
M ATT SON, R  J        DfFJc*    of    Mud  tar  Reactor  Regulation.    Director 
JORDAN,  E  L         Director's    Office.    Office    of    Inspection   and    enforc"m«n* 

CUNNINGHAM,  R    E         Office    of    Nucliar    Material    S'f'ty   b 
Safeguards-Director         2pp         22679  SI 8 

B403B20I3B   Foruiards    revised    schedule    for   supplying    info   re.    e^mBraencv 
revoonte    capabitiCiet    rtttuesttd    by    Generic    Ltr    S2-33>ptr 
B1O223    telcon   Reg    Guide    I    97   rept   uill    bt   completed   by 
B5022B 

DREY.H    L         Public    Service    Co      of   Colorado         OL-B2-33         B>4/O3'/O9 
COtLINH.J   T         Region    1.     Office   of    Director         3pp          22714 •  2B5.         24X 
Plche    50-247,  64/03/09,6403220138 

e403BBaOB4   Forwards    MA   McDu-ffie   840216   response    to    B30119   r»-qu«it     **or 
adril    antitrust    info    ta    continue  revieut  of  OL  application' P >r 
Heg    Ouide   •?    3  Recipient    inadvert«ntlu.    ooitteil    -from   lilt 
ZIMMEHMftN,  S    R         Carolina    Pou»r   t,   Light   Co         NL8-04-128         B4/O3/19 
VOOLEH.  B        NRC    -    No    Detailed    Affiliation   Given         lp        22777;  OS7          2-*X 
Ftchff    5Q-4OO,  81/O3/19,84O32BOO24 

O4032BO341    Questions    requirements   of   Reg    Dulde    1-97    to    iniure 
Instrumentatian    to    folloui    course    of   ace  ident,  including 
severe    accidents    Qualification  rfqulrenmts    do   not    include- 
anything    beyond   DBA 

•CATTON,  I         California,     Univ      of.    Los  Angilei,     CA        CATTON.  I.       ACRS    — 
Advisory    Committee    on   Reactor   Safeguards        B4/O2/17        CAPUCCI.  f,    J 
ACRS   -  Advisory   Committee    on  Realtor  Safiouardi         lp        SSQOB  209 

B4O32B030H    Summaru    af    ACRS    SubcommitteB    on   Hainan    Factors    631130 
meeting    u/Hn  tlnghou  i»,  BNL,  Interlock   Group   b  DDE    In 
Uashingtan>  DC    re    piroposed    revs    to    Reg    Guides    1.1*9,1    B.I     134 
It    I     114    it    proposed    mod     to     1OCFR30,  App    A 

*      rtCRS    -  Advisoru    Ct,nniifctee    on  Reactor  Siftguards        B4/O2/B4 
ACRS    -    Adwiior«   Committee    on    Reactor   Safeguards          33pp          22B-OH:  OO7 

B4O32'?OOOS   Final    r*spon»»    to  FOIA  request    For    four    categories    of 
documents,  tests,  studies    &    analyses   referencing    or    pertaining 
to   NUHEB-O1O3,     "BTS    far    BtH  PWR    "   App   A  docunentc    encl 
FELTOM,  J   M        Division   of    Rules   and   Records        B4/D1/13        MADDEN,  T   J. 
Kaue.     Scftoter,     Ficrmanf     Hays    i  Handler        opp         22B16    127.        B4X 
Fieh*    50-000,34/01/13,8403290002 

— B403290054   Notice    of    Issuance   &  availability    of    *i<   rag    guide,*, 
including   Reg   Ouides    1    43   re   stainless    steel    uald   cladding 
of    loui    alloy    steel    componintt  b    1    44   re    contra!    It  use    of 
sentitiied    stainless    *fce«l 

ROOEHS.L        Atomic    Energu    Co«mi**lon  -  Directorate  of   R«jul«tor-y 
Standards          73/O5/1B          =PP         22B16   314 

— B4O3S9OOO?  Ditcusses    Res    Ouidt    1    43  re   RCPB    leakage  detection    «g«    fc 
rept    on    leakage    observed    at   plant    In  Oermany. 

PORSE.  L         Atomic    En«rgg    Co»mis«ion   -  Directorate    of   Regulatorll 
Standards         73/O3/17         MORLEV.  T  E        Atomic    Energy   Comnl *«i on.         lp. 
32B17    009 

B4O3290034   DlscusseB    Rea    Guide   1    43.  ISA  draft    Bid    347   03   fc    AH31    draft 

Std    H  41    21    Suggected     items   clarifying    reg    ouide    lilted 

MCQUEEN.rl  «        APfillation   Not  Assigned        79/O7/33  Atomic:    Energy 

Comjnlsslon    -   Directorate    of  Regulatory  Standard!        13pp 

32BI7.O3"? 

B4O32'90036  Dlscusse*    rev    to    Reg  Cuide    1    45  re    RCPB    leakag*    detection 

PORSE. L  KHC  -  No  Detailed  Affiliation  Olv«n  79/OB/»i. 
AND£RSON,H  F  NRC  -  No  Det*il«d  Affiliation  Oiven  4pp. 
32B17-O54 

B4O3B^0040  Discusses    Rev    1    to  Reg   Guide    1    43,     "RCPB  L*ak    Detection 

But    "    Decision    to    revise   reg    guide   not    yet  nad*. 
PORQE.I-        Atomic    Energu    Com»is*ion  -  Directorate    of   Regulatory 
StAndaTdt         74/IO/O7  Atomic    Energy   Coanlision  -  Dlree-torat*)    at 

Regulatory    Standard^          lp        22016  302 


1    43,  RCPB 


d.tettion 


-8403270053   Cojn»ent«     on    R*B    0"i 
Edl  torial    chang«&    i.ugg«ited 

KEELtY.OS.       consuners    Power  Co        KEEL   115-73         73/O7/1H. 
Energy    CC"i."il«l»r>         lp         3SBIB  237 


Atomic 
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— 8403370089  Comments   on  Reg    Quite    1    48,     "RCPU   Leakage  Detection   Bus    " 
Calibr   of   leakage   detection    iys    during   sJiutiioiim   sufficient 
Related    info   encl 

BALVATDRl.R        Uestlnghouse   Electric   Corp        NB-RS-112        73/lS/iS 
MUNTZINQ, L   M       Atomic   Energy   Commission   -  Directorate    of    Reflulatory 
Standards        23pp        228 IB   33B 


RESEARCH  AND  TECHNICAL  ASSISTANCE  REPORTS 


6403090227   "Radionuc 1  Ida   Release  Under  Specific   LHR   Accident 
Condition.,"   Vol    III,     "Mark    III  Design   " 

OIEBEKE.J   A   ,     CYBULBKI3.P    ,     DENNING.  R    S         Battelle   Memorial 
Institute,    Columbus   Laboratories        84/05/29  Office    of  Nuclear 

Regulatory   Research,    Director        lOipp        2332B'  007 

8403050330   "Rad ionucl id*  Release  Under  Specific    LUR  Accident 
Condition*,"   Vol   V,    "PHR-Large, Dry    Containment    (Surry 
Recalculations)   " 

fllESEKE,  J  A  .    CVDULSKIS,  P   ,     DENNINQ,  R   S       Battelle   Memorial 
Initltut.,    Columbus   Laboratories        84/01/12  Office    of   Nuclear 

Regulatory  Research,    Director       ElEpp       22503  ool       24X 

Flchfl    50-280,84/01/12,  8403OSOH30 

B103050242   "Radl onuc  1  id*   Release  Under  Specific    L.UR  Accident 
Condition*."   Vol    II.     "BUR, Mark    1   Design   " 

OIESEKE.J  A,  >    CYBULSKI9.P   ,    DENNINS,  R   S       Battelle  Memorial 
Institute.    Columbus   Laboratories       84/02/2?  Office    of   Nuclear 

Regulatory   Research,    Director        322pp        353Q3   O79 

8403120895   "Generic   Study    oF   Recycle    of   Contaminated   Matl»,"    monthly 
progress   rept    for  Jan    19S4 

O'DONNELL.F  R        Oak   Ridge   National    Laboratory        FIN  B-OS34. 
NRC-oO- 10-01-03        84/03/13         BCLBEROiD  E         Transportation    fe  Matel-lals 
Risk   Branch,       4pp.       B2il3   33B 


H4O3OiiOa23   Notification    Of    CfiGR    Meeting    38    on    B4Q313    to,    discuss 
proposed    NUFTEQ-DBO1.      "Evaluation    Criteria    for    Detailed 
Control    Ronm   Design   Review   "    Requests    afc    fllrectors    limit 
attendance    of   staff    at   CRSR   meetings 

STELLO,V         Committee    to    Review   Generic    Requirements         84/O3/02 
MATTSON, R   J        Office    of   Nuclear  Reactor  Regulation,    Director 
JORDAN, E   L        Dlre-ctofB   Office,    Office    of    Inspection   and    Enforcement 

CUMNINOHAM-R  E        Office    of   Nuclear   Material    Safety   tt 
SafeguardBj Director          Ip          22513    335 

B40317O003   Notifies    of    CRGR    Meeting    45    nn    03OB17    to   discuss    results 
of   NJSR   o-tudg    of   electromagnetic   pulse   b  proposed   exemptions 
from   regulations    in    Implementation    of   Multi-riant  Action 
D-IO    (UnrmolvEtf    IBEIFB    A-21 

STELLDi  V        Committee    to   Review  Gun  eric    Requirements        B3/OB/Q4 
MATTSON,  H   J        Division   of    Systems    Integration    (post  SllOOSt 
JORDAN.E  L        Division    of    Emergency    Preparedness   d  Engineering 
Response    (Post  B3O1O3*         CUNNIWQHAM,  R   E        Office   of  Nuclear  Material 
Safety    !•   Sa f nguards,  Dicec tor         3pp          33664    347 

B4031TOOO5  Notifies    at   CRQR    Meeting    4?  on   531034    in   BetheKrta,  MD  to 
diBCUEB   proposed    requ  1  rom&nt  t    far    reinsip   of   Bwn   piping   & 
repair   of    cracked    piping 

STECLDi  V         Committee    to    R&vieu   Generic    Reqti  irements         83/10/19 
MATTSDN.H   J        Office    of   Nuclear   Reactor   Regulation,    Director 
JORDAN, E   L        Director's   Office,    OfPico    of    Inspection   and    Enforcement 

CUNKUNOHAMfR  E.       Office    af   Nuclear   Material    Safety   & 
9afeguards,  Director         Hpji         S3&&4   330 

B4D31'?OOOS   Submits   mod    to   agenda    POT   CROft  Meeting   45   on   330817   In 
DHthesda.MD   to  discuss   NUREG-0737, Sups '    1    control   room 
detign   revieu  t  NRR    study    of    Blec trornagnat ic    pulse 
BTELLOi  V        Committee    to   Revieu  Qeneric    Requirements        83/08/19 
MATTSON.  R   J        Division   of    Systems    Integration    (post  611005) 
JORDAN,  E  L        Director'*   Office,    Offic-e    of    Insptctlnn   and    Enforcement 

CUNNINGHAM,  R    E         Office    OP    Nucle«r    MatnMal    Safety    & 
Safeguardsi Director         Spp         22664    361. 


B4 03 1202 37   "Severe   Accident   Research   Program,"   quarterly   rept   for  Feb 
19B*. 

•      Battelle   Mimorlal    Institute-,    Columbus   Laboratoria*        34/02/27 
NRC   -  No   Detailed   Affiliation   Olven        Slpp        2261?   156 

840319017S  R1L-139 

Research    Info   Ltr   139   provides   appraisal   aP   Lf   dloilde   fuel 
oxidation   phenomena   !t  potential   impacts   on    transportation   of 
irradiated    pouer   reactor    fuel    assemblies   Potential    For 
occupational   exposure*   during    unloading   major    impact 
MINOGUE,  fi.B.      Office   of  Nuclear  Regulatory    R***arch.    Director 
BH/03/O9,       DAVISiJ.O.       Office   of  Nuclear  Material   Safety   b 
Safeguardsi  Director,       31pp,       S3Mi>   311 

B403270329   "FRAP-T6   Calculations   for    Intl   Btd   Program   14    " 

HAOONER.g.  R   ,    LAATS,  E  7        EOfcO,    Inc        FIN  A-AQ4i        EQO-BAAM-6499 
83/1B/31  NRC   -  No  Detailed   Affiliation   Oiven        30pp.       2378 B  333 

8403300120  Procedure    "Chemtron   Users   Manual    " 

MILLER,  C,W,       Laurence   Berkeley   Laboratory        FIN  B-304O        LBL-16153 
83/03/31  Division    of    H.alth,    Siting    (c   W»*ti    Management         ISOpp 

SSBSS'  294 


04031*7000?  Notifies    of    CRGK    Meeting    5B  on   B4O315    to   discuss 
proposed    MUREO-OSOli     "Evaluation   Criteria    for   Detailed 
Control    Room   Design   Reyieui   " 

9TELLD,V        Committee    to   R evi BUJ  Oener i c    Requirements        84/03/02 
MATTSDN, R   •J        Division   of    Bystoms    Integration    (post  B1100S) 
JORDAN, E  L        Director's   DPfite,    Office    of    Inspection   and    Enforcement 

CUNNINGHAM, R  £        Office    of   Nuclear   MatariJl   Safety   & 
Safeguard". Director          tp.        22663:332 

84031^0013   Notifies    that    CROR    Meeting    32    on    Q31209    in    DethesdajMD 
rescheduled    for  63I2O7  Mod    to   agenda   discussed 
9TELLD, V        Committee    to   Revl»u  Generic    Requirement;        83/11/29 
MATTSON,  R   J        Office    of   Nuc 1 »ar  Reactor  Regulation,    Director 
JORDAN,  E  L        Director's   Office,    OFflce    of    Inspection   and    Enforcement 

CUNNINGHAM,  R       Office   of   Nuclear    Material    Safety  b 
Safeguard!, Director         Spp         23663   335 

B40319D017  Notifies    ot   CRGR   Hefting    56   on   B402O3    to   discuss 
evaluation   i   conclusions    re   need    For  PORVs    for   C-E   plants 
8TELLO.V        Committee    to   Revieu  Generic    Requirements        04/01/23 
M ATT SON,  R   J        Division   of    Systems    Integration    (poit   BI10OS) 
JORDAN, E  L,       Director's   OFflce,    OPFice    of    Inspection  and    Enforcement 

CUNNINGHAM,  R   E        Office    of   Nuclear   Material   Safety   tt 
Safeguards. Director.       tp,       22666   052 


REVIEW  OflP     NRC  RESEARCH  REVIEW  GROUPS 


B31BO703SB  Notification   af   CRCR  Ht«ting    91   on   B31123   to   revieu 
exemption   from  CRGR   review   of  Unresolved   Safety    Issue   A-I 
"Hater   Hammer"   d  proponed   rev   to   Reg   Guide    1   2B,     "QA  Program 
R»quir»m«nti    (Design  h   Const)    " 

STELLOtV        Committee   to  Review  Qeneric    Requirements        83/11/10 
MATTSON,  R,  J       Office   of  Nuclear  Reactor  Regulation,    Director 
JORDAN,  E,  L        Director'!  Offlce>    Office    of    Inspection   and   Enforcement 

CUNNINONAM, R   E       Office    of   Nuclear   Material   Safety  & 
8af cguards, Director       Spp       22681   33S 

B403010107  Forwards   revised   CROR   charter, Rtv   reflects  Commission 
directions    contained    in  B401Q6  memo 

DIRCKBiM.J       Office   of    the   Eiecutive  Director    for   Operations 
04/02/24.      PALLADlNOt    OILINBHV.    ROBERTS     Commi  sslcners         16pp 
S243A;043 


B4O31'?Ooa9   Notifies    of   CRGR    Meeting    57   on   B40313    to  diicusfr 
proposed    NUREQ-OeOl.     "Eva lua tion    Criteria    for    Detailed 
Control    Room   Design   Review"    &   MUREO-OB33,     "Human  Factors 
flevi&u  Ouidelines    For    Safety    parameter    Diiplay    Sys    " 
STEL1.0,  V        Committee    to   Review  Generic    Requirements        84/02/07 
MATTSDN, R   J        Division   of   Systems    Integration    (post   B110D3) 
JORDAN, E  L        Director'*   OPflce,    Office    of    Inspection  and    Enforcement 

CUNNINGHAM,  R   E        Office    of   Nuclear   Material    BaFetu   k 
Safeguard*. Director         (p.       23665,362 

B403190031    Notifies    of   CRGR    Meeting    44   on   B30SQH    In  Oethesda.MD  to 
discuss   NUREO-097B,  re    behavior   of    BUR   Mar*    III    containment   & 
commission   paper    re    integrated    aafetij    assessinent   program 
STELLO, V        Committee    to   Rtvi eu  Beneric    Requirements        83/07/22 
MATTSON,  R   J        Division   af    Su s  temi    Integirati on    (post   Q110O5) 
JORDAN,  E   L        Director's   Office*    Office    of    inspection  and    Enforcement 

CUNN1NGHAM.R   E        Division   of  Fuel    Cycle   (,   Material    Safety        Spp 
B266i,   113 


B403O 10329  Forwards   Rev   1    to  CROR  charter   dtd   B40131. 

DIRCK&.M.J.      Office   of   th*  Executive   Director    for   Operations 
B4/02/24,       DENTDN,  H  Ft   ,    DAVIBi  J  0   .    DEYOUNO.R.C        NRC   -   No   Detailed 
Affiliation  Olven.       Spp        23432-036 


— B4O3Q10334   Rev   1   of   CflOR   charter 

*     Committee   to  Review   Qeneric   Requirements 
22432:  037. 


84/01/06.       14pp 


B4O319O037   Notifies    of   CROR    Meeting    43   on   B30737    in  Dethesda,MD  to 
discuss   Unresolved    Safety    ISBUB   A-12i     "Steam  Generator   & 
Reactor   Coolant  Pump    Support    Toughness"   li   Generic    luue    D-3& 
re   dletel    generator   requirements 

STELLOi  V        Committee    to   Review  Generic    Requirements        83/07/18 
MATTSON,  R   J.       Division   of    Buitems    Integration    (post   911003) 
JORDAN,  E  L        Director'*   Office,    Office    of    Inspection   «n<t   Enf  orcement 

CUNMlNOHAMi  R,  E        Division   of   Fuel    Cycle   k   Material   Safety        2pp 
22666   333 
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NONDOCKETED  ITEMS 


840319008!     Not  if*  el    of   CROR    Meeting     3"?    an    840323    In    Bethesda,MD    to 
discuss    proposed    resolution    of   Unresolved    Safety    Issue   A-44 
TB    station   blackout   6  Generic    Issue    B-36    ra    dieael 
generator   reliability 

9TELLO.V         Committee    tft   Review   Generic    Requirements         B-4YO3/14. 
MATTSON, R   J        Office  of  (Jut  1  »ar    Reactor    Regulation.    Director 
JORDAN, E  L        Director's   Office,    Office    at    Inspection   and    Enforcement 

CUNNINGHAM,!?    E         Office    Df    Nuclear    Material    Safety    & 
Safeguards. Director         Ip         22&61?   363 

8403190:103    Notifies    of   CfiGR    Meeting    6O    on    B4O41 1     to    discuss 
activities   al    NRC   Piping   Review   Committee    &    proposed 
resolution   of    Generic    Issue    A-30,     "Adequacy    of 
Safety-Related    DC    Power    Supply     " 

STELCD.V        Committee    to   Revi  elu  Gener  it    Requirements        04/03/14. 
MATT30N,  R   J        Office   of   Nuclear    Reactor    Regulation,    Director 
JORDAN. E  L        Director's   Office.     Office    of    Inspection   ami    Enforcement 

CUNNINGHAM.  It   E        Office    of    Nuclear    Material    Safety    i, 
Safeguards, Director        2pp         226*9   31 Q 

H403J90144i    Notifies    of   CRQR    Meeting    47    on    B3Q<J33    in    Bethesda.MD    to 
dlscuGG    proposed    exemptions    to  regulations    In    implementation 
of   Multi-Plant   Action   D-10    (Unresolved    Safety    Issue   A-2)    t 
Rev    3    to    Reg    Quids     1    IDS 

8TELLD.V         Committee    to   Review   Generic    Requirements         B3/09/13 
MATTaON.R   J        Office  at  Nuclear    Reactor   Regulation.    Director 
JORDAN, E    L         Director's    Office,     Office    of     Fncfiactioti    and    Enf DrtBinBnt 

CUNNINGHAM,  R    E        Office   of    Nuclear   Hatorial    Safety    h 
Safeguards, Director        2pp         22Atbfi    357 

Bfl0319O17fr  Notifies    of  CHCH   Meeting    4B    an   B31O20    in    Bethesda.MD   to 
discus*    e«emption    of  Category    2    personnel    from    lOCfRSO.  35a. 
"Codes    lr   Stdii"    proposed    rulemaVing    ft   prop  use  if    rev    to    Reg 
Guide     1     1Q3 

STELLOjV        Regional    Operations   fc    Senerlc    Requirements         S3/10/14 
MATTSON,  R    J         Office    of    Nuclear    Reactor    Regulation.     Director 
JORDAN.E    L        Director's   Office,    Office    of    Inspection  and    Enforcement 

CUNNINGHAM,  R    E        Office   of    Nuclear    Material    Safety    I. 
Safeguards, Director         2pp          22671     163 

fl4O319O251     Submits    agenda    mods     far    CRGR    Meeting     35    on    840125    re 
proposed    IE  bulletin  on    QE   HFA  relays   fc  NUREG-OBO]    on 
criteria    for    detailed    control    ro-om   design 

3TELLO, V        Regional    Operations   &   Generic    Requirements         34/01/31 
HATTSON.fi   J        Office   of   Nuclear  Reactor   Regulation,    Director 
JORDAN.  E    L         Director's    Office,     Office    of     Inspection   and    Enforcement 

CUNHINGHAM.R    E        Office    of   Nuclear    Material    Safety   tc 
Safe-guards. Director         Ip         224,73    27Q 

— 8403190256  HntlPio*    of   CRGR   Meeting    51   on    a4O125    in   Bethesda.MD    ta 
discuss    draft    IE    bulletin.     "Failure    of   GE  Tupe   HFA  Relay*    in 
Use    in    Class     IE   Safety    Sys,  "    NUREQ-OBO1    fc   NUJ)EO-OB35 
STELLO,  V        Regional    Operations    b    Generic    Requirements.        B4/O1/Q9 
HATTQON.  R  J        Office    of    Nuclear    Reactor    Regulation,     Director 
JORDAN.  E  L         Director's    Office,     Office    of    Inspection    and 
Cn  for  content        CUNNINGHAM.  R    E        Office    of    Nuclear  Material    Safety    & 
Safeguards. Director        2pp         22672   271 

S4O3I7O2&O    Notifies    of   CROR    Meeting     54    on    Q4011B    in    Bethesda.HD    tc 
discuss  Rev    1    to  Reg  Guide    1    B9>     "Environ    Qualification    n-F 
Electric    Equipment    Important    to  Safety    For    Nuclear  Power 
Planti.    " 

STELLO.V         Regional    Operations    t   Oenei-ic    Requirements  1E0-79-01B 

83/13/^7        MATTSON. R  J        Office    of   Nuclear    Reactor   Regulation, 
Director        JORDAN. E   L        Director's    Office,     Office   of    Inspection   and 
Enforcement        CUNNINGHAM,  H   E        Office    of   Nuclear   Material    Safety    b 
Safeguards, Director         Ip        22673  O58 

84O3J"?02i6    Foruards    proposed    rev   to    IOCFR7B.     "Licensing    R»-quirements 
for    Storage   of    Spent  Fuel    In    ISFSI,"    For    revleu, comment    i 
reccmmendatioiK    CAD    should    participate    in   review    for 
listed    items   U/o   end 

SNIEIEK.J  H        Regional    Operations    t>   Generic    RecjiHrements         B4/Q1/IS 
TR1NER.E    Q       Division   oF   Budget   &   Analyiis         Ip         S3&72  225 

B403190373   Notifies    of  CRGR    Meeting    53  on    H40111    in   Be  the sda , HO   to 
dlEtutt  TS-VS    ta   1OCFR5I    b   73   b  Reg    Sulde    I     1O5   TV    instrument 
setpolnts    for    saf ety-related    stjs 

STELLQ.  V        Regional    Operations  Si  Generic    Requirement!         B3/1Z/19 
MATTSONiR    J        Office   of   Nuclear   Reactor   Regulation.    Director 
JORDAN:,  E   L        Director's    Office.     Office    of    Inspection    and    Enforcement 

CUNNINGHAMS   E        Office   of    Nirclear   Notarial    Safety   & 
Safeguards, Director        ?pp         2 26? 5   218 


B1O301O279  Reiponds    to  FOIA   request    for  SEC  ¥-83-280    to   be    placed    In 
FOR  Forwards   S  EC  V  -8  3  -EBB   Document*  alto    available    in  PDR 

FELTON,  J   M         Division    of    Rule*    and    Records         BS/lS/ltt         PEDRO,  J         NU9 
Corp  Ip         22447    138 

—  0403010233  Comment  a   on   SECY-B3-SGB  re   proposed    rule   on    presxurlied 

thermal    shock   Proposed    rule    should    address   CP    applicant!    In 
addition    to  OL  applicant*   &   operating   reactors   Schedule    for 
preparation   of   plant-specific    safety    analyses    acceptable 
ZERDE,  J   E        Office    of   Policy  Evaluations        B3/OB/01         PALLAOINQ, 
QILIN9KY,     ROBERTS      Commi  Hi  ioner-i         4pp         22449   222 

B403010451    SECY-B3-034 

Informs   Commission    of    problini  u/emerg*ncy    diesel    generators 
mPa   by    Traniamerica    Delaval.  Inc 

DIRCK3rW  J        Office    of    the   Executive   Director    for   Operations 
B4/01/25        4pp        2243B   347        24X    FlchB   30-000,04/01/23.0403010451. 

B4030aoO4B  Responds    to   appeal    n   den  1*1    of   FOIA  request    for 
SECY-B3-434  Forwards   document    Info    partially    ulthheld 
(ref   FOIA  Exemption    3). 

CHILK.5  J        Office    of    the    Secretary    of    thtt   Commission        84/02/15 
SEEQAL.J         Union   of    Concerned    Scientist*         2pp         S2493.  009 

—  3403020094   BECY-B3-4B4 

Approves   release    of   substantive    info    In  Chalrmans    logs, 
calendars  &  notes,  per   UCS  request    Info   deleted   ti  ulthheld, 
F1TZOERALD,  J  A        Office    of    the    Qenoral    Counsel        B3/11/04        2pp. 
2249D   Oil 

B40306O4.i<7  Rrtponds    to  appeal    re   denial    of  FOIA   request    for    BECY-B2- 
340  Document   placed    in  PDR 

FELTON.  J  M        Division    of   Rules  and   Record!        B4/02/17        HICKEY,  J  P. 
Shau,     Pittmani    Potts   &  Traubridge         Ip        22932  OSi 

—  S20920O36^  SECY-B2-340 

Informs    of   procedures    to   process    board    notifications 
involving   allegations    uihich    may    fall    within    Investigative 
purview   of  Ofc    of    Investigations 

DIRCK8,  W  J        Office    of    the    Executive   Director    for  Operation* 
S2/OB/17        7pp         223SH    037 

B4030H0041    SECY-B4-093 

Reque-sts  Commission  revieui  of  proposed  Issuance  of  LicentB 
XU-B5B4,  approving  eiport  of  natural  U  to  EURATOM  countries. 
to  Oraunhohle  Transport  USA 

DIRCKB.H  J       Office    of    the   Executive   Director    for   Operation* 
8-1/03/24         13pp         223B4    099 

B403030436  SSCY-84-067A 

Provides   update   to    preliminary   draft   document    re   DOE  gentral 
guidelines    for   recommendation    of    sites    for   nuclear   watt* 
repositories,  dtd   B3U1B.  to   assist   Coimniision    in    deciding 
uinether    to   grant   or   withhold    concurrence 

DIRCK9,  W  J        Office    of    the   Executive  Director    for   Operations 
B4/02/22         47pp         22Mt,    134 


B403070006  Further  response    to    FOIA   request    for    all    19BS   SECY   paper*    to 
be  made   available   SECY-B2-37   t.  SECY-B2-37A   placed    in  PDR 
FELTON,  J  M        Division    of    Rules  and   Records        B4/02/22        MEIBB.E.R, 
Union    of  Concerned    Scientists        Ip        B2S91    21B 

—  B203050063   BECY-B2-037 

Informs    of   receipt   of   Executive   Branch    final    draft  rept 

to   Congress    per  Section    601    of   Nuclear  Non-proliferation 

Act    of    197B  Rept    generally    accurate  No   areas    warrant 

formal    NRC  Lomment 

DIRCKS,  W  J        Office    of    the    Eiecutive   Director    for  Operations 

BB/DJ/29         lOOpp         22391    220 

—  B204  160230   BECY-83-037A 

Informs   Commission    of   receipt   of    final    version    of  rept    to 
congress   re   Section   601    of    Nuclaar  Nonprollf  eration   Act 
DIRCKS.  U  J        Office    of    the    Executive   Director    for  Operations. 
B2/O3/29         64pp         B2391    317 

B403070O17  Responds    to   FOIA  request    For  SECY-B3-443   to  be    placed    in 
PDR  Forwards   SECY-83-443   Document   also    In  PDR 

FELlOMfJ  M        Division    of   Rules   and    Records        B4/O2/2B        BUCKLEB.R. 
NUS   Corp          Ip         22592    312 


PPS1TIDN  PAPERS   BEFORE  THE   COMMISSION 


B4O2220O50    5ECY-84-Q67 

Provides   Commission   u/draft    preliminary    document    to   focua    on 
whether   to   grant   or   withhold    concurrence    in    DOE    general 
fluidelines    for   recommendat ioni    of    sites    for   nuclear  ue&te 
r epos  i tor  its 

DIRCKS.  W,  J       office    of    the    Excutiv?  Director    for    Operations 
04/02/09         43pp         3244 i,  1B3 


— B403O90019  BECY-B3-445 

Responds    to   Commission    request    for   human    factors   pros ram 
plan    quarterly   repts    cited    in  Chilk   83021&   staff 
requirements  memo 

QUICKS. W  J        Office    of    the    Executive   Director    for  Operation* 
B3/1O/2B         16pp,        22392    313 


NONDOCKETED  ITEMS 


8403140244   Board   Notlf ication   B4-06&   forwards   SECY-B4-104   re   NSC   imp 
of   Nuclear   Svcs   Corp   audit    of   Pullman  Power   Products  at 
site,  including    draft    IE    Innp    Rept    SO-273/B3-37  t>  B4022? 
final    rept 

EIBENHUT,  D  0        Dlviilon    of   Licensing        OL        B4/03/SB        BUCK.  J  H   , 
MQORE.  T  B   .    JOHNSON,  W  R        Atomic    Safety,    and    Licensing   Appeal    Panel 
3pp.       22947  070        24X  Fiche    30-273,  B4/O3/3B,  B403140244 

— B 4 03200 301    Provides    info    to   Commi ssloners    re    circumstances    surrounding 
documentation   of  NHC    imp    of    1777  Nucltar  Svc*  Corp   audit 
of   Pullman  Pouer  Product*   Co 

DIRCKS,  W  J        Office    of    the   Eiecutive    Director    far  Operations 
B4/03/02         124pp         22947   073         34X   FiChB    BO-273,  B4/03/HB, 
B403 140244 


STATE  PROO      STATE  PROGRAMS 


B-4O307QOS7    State-    of    HO  nuclear    accident    plan 

«      Missouri,     Btate     of          B3/O9/31          400pp          32940   O70         34X 
FIchB    30-483,83/03/31. B4O3O700B7 

B4030BOO1A   Further    response    to    FQIA   request    tar    kiits  Ii   records   re 
Co-60    licensers   FarujflTdB    App    A    documents,  per    Item   3  of 
request    Portions    of    Documents   2   thrn-ugh    9    of    App    B    deleted 
(ref    FOIA  Eiemptiona    6   *.   7) 

FELTON,  J   M        Division    OF   Rifles    and    Records         B4/01/11         COHIE,  D  J 
Douck,     Hollouaij,     Hlernan   &   Casey         9<pp         22976  274 

— 3403080170   PNA-B1-OOA    on    B1O7J4. Loui liana    Nuclear    Energy    Olv   notified 
NHC    of    radiography    incident    occurring    on    barge    located'    let* 
than    3    miles    offshore    Barge    captain   &   radiographer  exposed 
to    11    Ci   Co-6O  Medical    attention    obtained. 

DDDA, F    J       Region    4,     Dalian,     PFflce    of    the    Director    (S1/03/O11 
BI/Q7/H1         2pp.        32377     ISO 


8103230176   Forward i    reviled    State,   of  CA  nuclear  pouer   plant    emergency 
response    plan 

MEDFOHD,  M  O        Southern   California   Edison  Co        84/02/16 
EI8ENHUT,  00        Division    of   Licensing        3B3pp        22393001        24X 
Fiche- 80-000. B4/02/16,  8402230176 


B403Q800iB    Further   response    to   FQIA   request    For    documents    re  Liii.Inci 
Liiiccope  of  America. Inc    fc   SA  Huber    Consul  tan ti, !nc  Forward j 
App    D    documents   Doc  urn-ant  a    also    aval  lab  It    in   PDH 

FELTDN.J    M        Division    of   Rules    and    Records         B4/01/17         CAULK.  0  H 
Radiation  Service   Qrganliat ion-       2pp         83304.001 


— B4030Z0117  Revised    State    of   CA  nuclear  power    plant    emei-gincg    rispqnsv 
plan, 

»      California,     State    of         83/01/30  29Olpp         22333   O03         24 X 
Fiche    50-000,84/02/16,8402230176 

8403020174  Notifies  of  upcoming  meetings  Lint  mill  be  updated  ueekly 
TAYLOR,  T.  J  Environmental  Protection  Agencg  B4/02/17  MILLER, H 
NRC  -  No  Detailed  Affiliation  Olvon  tp  224?1  09O 

8403020206  Request*    Hct    of    uastB  ngt   document*    from  631O14    to    present 
re   Nevada   Test   Site    project   &   info   eanctrnlng    process    by 
which    Future   documents    can    be   received 

JDHNBON.C   A        Nevada,    Btatt    of.      84/02/03        RUSSELL. C  F        Division  of 
Matte   Management.       27pp        22494  333 

B4 03020 332  Foruards    H  Bhealg    B30210    Itr  containing    State    af    BC    conunents 
on   Chen-Nuclear   topical   rept>     "Polvethylene   High    Integrity 
Containers   " 

NUSSDAUMERr D  A        Assistant   Director    for   State  Agreements   Program  a 
84/02/16,       HlflOlNBBTHAM,  L        Low-Level   Waste   b  Uranium  Recovery 
Project*  Branch,       IP       22492,238 

— 6403020339  Comments    on   Chun-Nuclear-   topical    rapt,     "Polyethylene   High 
Integrity   Containers,  "    per   NRC  831 227  t,   B4D123  requests. 
Container  acceptable    for    use   at    Barnuell    site. 

BHEALYiH  0,       South   Carolina.    State   of        B4/02/10        NUBBBAUMER,  D   A 
Assistant  Director    for   State   Agreements    Programs        2pp         22492    23? 

6403030109  Forwards    reipqntu    to    technical    comments    from  NRC  revleui    of 
State   of  NM  U    licensing    program. per  83121&    Itr   Aridl 
personnel    unavailable    POT    U    licensing   6   licensing   & 
restoration   sectlonj    due    to   buda«tari(    restrictions 
BUHL.T        Neu  Mexico,    State    of        B4/02/13.       COLLINS.J  T.       Riglan   4, 
Office   of  Director        14pp        224BB  045 

B403030196  Request*    to   bit   notified    if  MO   Bell   will    continue    to    be    »tate 
liaison   officer  or    if   neu    liaison    officar   ulll    be   appointed 
PAL.LADINO.N  J       Commit H oners,      Qt/oz/SZ       *«  '  AIN,  W.A       Misti»tippi. 
Btate   of       Bpp      '22S2B'  135 

B4030903&2  Forwards   -responses    to   831 10B  questions    far    inclusion   in 
record    of   830704  hearing    re   Southeast    Interstate   Lou  Level 
Ridwaste   Hgt   Compact 

PALLADINO,  N.  J        Comiei  ssioner*.       S4/OB/OB.       THURMOND,  S        Senate, 
Judiciary         l&pp        3331?  267, 

B4O305037?  Request*   to  be  notified   tf  RL   Banders  will   continue   a*   state 
liaison   officar   or    if   neu    liaison    mill    be    appointed. 
PALLADINO,  N  J        Commlstloners.       84/02/88        COLL  INS,  M  L.       Kentucky, 


— 940305011?  Forwards.,  to    Agreement  Stuteaj  proposed    rule    establishing    nn 
catpoory    to    Sroup    VI    of    1OCFR33    1OO   for    1-123  as    sealed 
source    in   portable    device    for   bone    Imaging    Ic   foreign    body 
detection  Change    permits    u*o    of   Li xlscope. H/o   encl 
NU3SHAUMER.  D  A        Assistant    Director    For    State  Agreements   Programs 
83/04/O7  Affiliation    Not    Assigned         lp.       22864  014. 

— 8403080126  Forward i, to    Agreement   Btatesjltr    to  Llii  re    demonstration 
industrial    traiTiino.    *n    u«°    of  LJuiscope    device  Ltr  request* 
clarifying    info, not    final     licensing    action.  W/o   encl 
NUSSIlAUMEFlj  D  A        Aaiistant    Director    for    State  Agreements   Program* 
83/06/2B  Affiliation    Not    Assigned          lp.        22SB4013 

— B403C-a013B  Foruiards    NMSS   policy    to    Agireinant    States  re    licensing    huma 
use    of    Liliscope    Si   bane    matl    analyler.  Dyproduct    rnatl 
autharltfld    far    human    use    by   noinphyslc  lans    (podiatrists   d 
dentists) 

NUSSDAUMER.  D  A         Assistant    Director    fnr    State   Agreements   Programs 
B3/11/1B  Af f Illation    Not   Assigned         lp         22B84  O1A 

— Q403080131   Requests    info    T*    Llilacope    licensing    concerning    numbnr    of 
hours    -Siuihlch    topics    to    be    covered    In    training    of  physicians 
not    meeting    Group    VI    crltaria  < 

NUSBriAUMER.D  A         A»»ietant    Director    for   State  Aareennents   ProBJ-ans 
B3/O9/O9        MILLER, V   L         Division    of  Fuel    Cycle  &  Mat*rial   Safety 
lp          S25B4    060 

— 8403 0800 ?B  Act  receipt    oF  830223   Itr   re    State    of  NV  reciprocity 
agreement 

BOLLINO.LA        Office    of  State  Programs,     Direct or       83/03/03 

SAVINJ.RJ,  LIXI,      Inc  lp          22384:013, 

B4O31Z024B    Riiponds    to   request    for    technical    asslnt&nce    in    evaluating 
Nuclear   Packaging* Inc    FL9O   high    integrity    container    (HICK 
HIC   design   can   be    «pprov«d    for    continued    us*    provided    vendor 
submits    further    info. 

NUSBBAUMER.D,  Aoslstant  Director  far  State  Aaremnents  Prnnrams 
O4/02/E1?  STRONG,  T  R,  Washington,  State  of,  Dipt  of  Social  b 
Health  Services  3pp  236 tB  39?. 


B4O31SO125   DlscusEBB    IE    Inep    on    B312BO-21    8.    fo-ruiards  notice   of 
violation 

MARTIN.T   T        Division    of   Etia Inaeri-nj   fc   Technical   Frogrjims 
EISENBUD,N.       Neu   York    Univ      Medical    Center.    New  York-     NY 
23440-317       S4X   Fiche    30-330,  B<\/QZ/S&,  B40315O12S 


B4/02/2S, 
Spp, 


2pp         32937.296. 


—  B4031SO132  Notice    of   violation    from    Imp    on   83122Q-21.  Violation  noted 
3.  B  mCi    Ce-144    source    transported    to    fa   possessed    at    facllitv 
not    authorlied    bij    specific    or   general    license 

»      Reoion    i,     DfPici    of   Director.       H4/Oa/Bfl         lp,      SCA4O  31?       24X 
Fiche    90-330,  B-t/OB/28,  8403130139 


8403070029  Notification   of   grant    etecutian,  Mod    E, to   "    Investigation   of 
Recent    Crustal    Movements    In    Btate    of  ME."    Orantee- StatB   of 
ME. 

UMBEL,  D.       Technical    Assistance   Corttracti   Branch        FIN  0-1041. 
NRC-8-04-BB-Q09.      64/02/27.       BATBDN- W.       Office   of  Nuclear   Begulatory 
Research,    Director.      BCHMITT,  T       NRC  -  No  Detailed  Affiliation  Oiven. 
lp.       B29A3    194 

— B4 03070 032  Mod   2> provld Ing    addl    fundlngito    "Investigation    of   Recsnt 
Crustal   Movement!    In    State   oP  ME:   " 

ANDERBDN.R  B   ,    ANDERSON,  W.  A        Maine,     State    of.       MORTON.K   V 
Technical  Assistance  Contract*  Branch.      FIN  0-1041 
NRC-0-04-BS-009        64/02/27        lp.       22363,  199. 


G4O319DZ21    Forwards    study    of    soil    samples    collected    during    drilling 
of  uietl     located    100    ft    south    of   Diatty    site   Requests  atiU 
comments    on    studtj    be    submitted    to   State    of   NV 

NUSaBAUMEfi,  D  A  Assistant  Director  For  State  Agreements  Programs 
B4/03/07  HIOBINBDTHAM,  L  LDIU  Level  Uiste  Ciceniing  Branch  lp 
2264B.  BB7. 

— 3403130232  Forward*    study    made    an    soil    samples   collected    during  ' 

drilling    of    mall     100    Ft    couth    of    Beattij    si  te.  According    to 
data, sorptinn    of    selected     ions    decrease*    below   290   ft. 
VADEN,  J.       Nevada,     State    of.       B4/O2/21,       NUBBBAUMER,  D    A.      Assistant 
Director    fo-r   State    Agreement*  Programs         lp        22646   2BS 
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NONDOCKETED  ITEMS 


B403190Q&3  Forwards    State   of   NC   &  Chatham,  Harnet  t,  Lee   b  Malta    Counties 
emergency   response   plan  Plan    forwarded    to    ASLAB    For    use    In 
hearings   bg    separate    Itr    dtd   8-10230 

MCDUFFlE.d    A         Carolina-   Power    &   Light    Co          NL5-B4-1Q4          94/03/12 
DENTCN,  H  R        Office    of   Nuclear  Reactor  Regulation,     Director         Ip 
130         24X   Fithe    5Q-4OQ.  Sfl/03/12,  04O31  900iS 


8403270316  Comment*   on   petition    for  rulemaking    re   DDE  general 
guldellniE    for   recommendation   of   sites    far   nuclear   uwste 
repositories  NRC   concurrence    decitlon   offer*    tome 
improvement    to   DOE   guidelines 

KALITOWSKI,  T        Minnesota,    State   of        49FR7&SO  006        84/03/20, 
PALLADINO.N    S         Commissioners         3pp         22802   062 


— B4O31'9(>Oa7   Emergency    response    plan 

«     North    Carolina,     State    of        B4/02/39 
Fiche    80-400,84/03/13,8403191X365 


494pp          B2463 


Bfl031904f!Q  Reviews    responses    to   MIC    comment*    an    high    integrity 
container    design    for    TMI    EP1COR-II    prefiltor   uastes   Approval 
of   design  recommended    Follouing   resolution    of    lilted 
c  omments 

NUSSBAUMER,  D  A        Assistant   Director    for  State    Agreements    Programs 
B4/02/01          KIRNER,  N         Washington.     State    of          Epp          226B1.34S 

8403190447  Forwards    trip   i-ept    OP  B4O130-02O3   vi*lt    to   Golden    &  Fort 
CoIltntoCO    to   attend   NRC   Agreement  States    mee  1 1  ng,  quarterl  y. 
meeting    o*    UMTHAF    participants  &  siith    symposium  on   mgt    of 
U    tai  1  ings,  low   level    waste   Si   hazardous  waste 

HEDER.M   F         Qeotechnical     Branch    (Post    B31001)          B4/O2/I5         KNAPP.M   R 
nontechnical    Branch     (Past    B31OO1)         oOpp          22677-297 

B-1O3210133   PNO-II-84-OS3    an   H4031B.  State   of    3C    advised    of    possible 
overeiposure   at  radiographer   &  assistant    radiographer 
Caused    by   assistant    radiographer   performing    duties    as 
radiographer  Exposures   oP   3.000   to   10,000    rem    possible 
TROJANOWSKl.R   ,    WOODRUFF,  R  L        Region   S,    Office    of    Dip*  c  tor. 
B4/03/I6         2c.p         2S7O7    236 

B40333Q023  Comments    on   petition    far    rulemaMng    re   DDE   guide-lints    for 
recommendation    of    sites    For   nuclear  watte    rep  oil  tori es 
Concurs    u/ seven   points    in    preliminary    decision 

FRISHMANi  9         Jexus,     State    of         49FR9650   OO4         34/03/19         CH1LK.B   J 
Office    oF    th»    Secretary    of    the   Commission          Ip          ES7SB:  349. 

H-1O3S3ulSa  Lilt   at  State    of   HA  Dipt    of  Ecology    high    level    nuclear   waste 
mot    legislative   proposa 1 s, as    of  B40302 

*  Washington,     State    of        00t95        B4/O3/O3        Spp        33759    119 

0403230190   NURfia-1013 

STATE   SURVEILLANCE    OF   RADIOACTIVE   MATERIAL    TRANSPORTATION 

FlnoJ   deport 

SALOMON,  8  N        Office    of    State   Program.    Director        84/08/29        72pp 

Available    at    NRC         C4   SO         2275'?   O4B 

B4032302BO  Bgmmarg    of    State   of   WA  High  Level    Nuclear   Waete    Advisory 
Council    B40120  meeting  u/llsted    attendees    re    forthcoming 
public    info    prograjn   ui/Ofc    at  High    Level   Nuclear    Uast«    Mg  t 

*  Washington,    State    of        00686        94/01/50  Washington,     State   of, 
35pp         8S739    327 

B4032602O3  Advises    that   proposed    license   amend    re    spent    fuel     storage 
e  i  pans  ion   gubmitted    on  &40314    foruard-ed   to    state   d««lanee 
for  atot*   of   FL, in    accordance   U/1OCFR30  91 <b) (  1  > 
WILLIAMS,  J   W         Florida   PQUBT   &   Light   Cn         L-84-74         B4/O3/16 
EISENHUT.  D   0         Division    of   Lloniing         Ip          22756   ZC?         24 X 
Fi  c  he:  30-2SO,  H4/O3/16,  B4O3BAOHO3 


9403260280   NUFEO/BR-OO29   V10   N2 

INFDRMrtTION  REPORT   ON  STATE  LEOISLATIDN 
LAMDAU,  rt        Office    of   State  Programs.    Director 
22761    307 


9pp 


8403370586  Notification  of    contract    incut  ion. Hod    1, to    "Radiation 
Monitoring   Fragrant   Requirement*    "    Contractor   State    of   ME. 
UMOEL.O        Technical    Anistance  Contracts   Br-anch         FIN   B-S397. 
NRC-2a-83-iO3         84^03/07         MCOSCAU,  J        Office    of    Resource    Management, 
Director        KOTTAN.  J        NRC   -  Ha  Detailed  Affiliation  Given          Ip 
22789.232 


0403300113   PNQ-I1-B4-034    on    B403B6,  State    of    TN    informid    Region    II    that 
state    llcenBee.Ouadrax   Co.  suspected    as    taurce    of    sauier    line 
contamination   detected    by    DOE  State    investigation    underway. 
TRQJANOUGKI .  R        Region  3,    Office    of   Dlrtctor.       34/03/37         Ip 
22B21    230 


VENDOR    REPORTS   AND    RELATED   CORRESPONDENCE 


8305190492  Forward*    technical    revleu   rapt    on   undetecteble    failure    In 
Meetinghouse    solid-state    protection    sys, 

CHIRAHAt-.M        Reactor  Operation!   Analysis   Branch.       AEOD/T30B, 
S3/04/2O       SEVFfilT, K  V        Reactor   Operations  Analysis  Branch         Ip 
3B7B9   235 

— B3OS190497   AEOD/T30B 

"UndetectablB  Failure    in   Meetinghouse   Solid   State  Protection 
Stfs    <SSPS),"    technical    revleu  r*pt 

CHIRAMAL,  H        Reactor  Operations  Analysis   Branch.       B3/Q4/SO,       opp 
2H7B9   2Ba, 


B40112052J  Forwards   nonproprietary   version   of    topical   rept, " 
"Title    10CFR61,  Waste   Form  Csrtif  icatlan  -  Cement,'1 
BTAEHR.  J   P    j     PQPPE,  L   K         Chem-Nuclear    Systami,     Inc.        H3/ 11/30. 
JOHNSON.  T        NRC   -  No   Detailed   Affiliation   Given.       Ip.       21603-111 


--B401 130350  CNSI-HF-C-01-NP 
Nonproprl etary   version   of 
Certification  -  Cement,  " 
*     Chem-Nuclear  Syitemsi    Inc 


Title    10CFR61,Maltt  Form 

83/11/30         109pp         21GD3- 113 


6401130363  Comments    on   proposed   new  SRP   S  3   4  re    fracture    toughness   of 
steam  generator  &  reactor    coolant    support!   No   addl 
regulatory    guidance    necessary 

CAHN.A  L        Bechtel    Corp.       S4/01/09        DENTON, H  R        Office   of  Nuclear 
Reactor    Regulation,    Director        Zpp        81799   3&O. 

8401190219  Notification  of    rescheduled   S40130  meeting   u/Me*tlnahou*e    in 

DethesdjjMD  to    discusi   nine    topical    repts    to    be    published    in 

CYS4  re    BWR  fuel    reloads    Meeting    originally    scheduled    on 
B40113 

HORAN.D  H  Standardiietion   l>  Special   Projects    Branch.       93/12/22, 

THOMAS.  C  0  Standardliatlon    b  Special   Projects   Branch.       Ip 
21S70-2S8 


B402070D50  Board   Notification   B4-044. forwards  Part  21  rept  re 
Transamerica   Delaval.Inc    turbtieharger    thrust   bearing 
lubrication    defect   resulting    in   engine   nonavailability. 
EISENHUT.D  O,       Division   of   Licensing        84/02/29.       PALLADIND 
Commisfilcnsrt        4pp.       22941    263        24X  Fiehe-  00-000.  B4/03/E9, 
8402090020 


B402090D21    Board    Notification    84-039-  d iscusse*   NRC   B40210   fc    1«  meetings 

ui/Tran«amerlca    Delaval.  Inc    Emergency   0i«»el    fienerators 

Owners   Group   Meeting    scheduled   an  B403OB   far    f inaliiatlon    of 

generic    program  plan   prior    to   NRC  review. 

EIBENHUT.D  O        Division   of   Licensing.       B4/02/2B        PALLADINO 

Commissioners        Spp        32 S 46.  003        24X  Fichei 30-000,  84/02/2B. 

B40B0900B1 

B402070033  Board   Notification   B4-047: forward*  Transamerlca  Delaval. Ine 
auners   Group    piston    skirt   rept  &    task    description* 
EISENHUT.D  O        Division   of   Licensing,       34/03/07        PALLADINO 
Commissioners        4pp.       22674,221.       24X  Ficht;  90- OQOi  B4/03/07. 
8402090033, 


— B4O327OE90  Mod    t,  proviit  lug    funds    for  CVB4  &    chnnjlng   BbR  number   fc  NRC 
authorlied   repra i»ntat 1 ve.  to    "Radiation   Monitoring   Program 
.Requirements    " 

*      Maine.     State   of        BMITH.P  A        Division    of   Contracts         FIN 
B-B3S7         NRC-2a-B3-603         B4/03/O7         Ip         227B9    ES3. 

B4035B0321    Raquasts   response   to   author  8402O1    Itr    re    sourcns    of   funding 
In    19B4    for   cleanup    of   facility   Svc    list    end 

SALTZMAN.J        Assistant  Director    for  State   &   Licensee  Relations 
84/03/13        ORAHAM.J   0       General   Public   Utilities    -  QRJ    Service  Corp 
Spp        SS787.344        B4X  Flchft    30-330.84/03/12,8403330221 

S4032B02S4   Forwardi    draft    Itr    Incorporating    condut ions    fc 
recommendation   re    technical    assistance   to   State   Of  HA    on 
NUPAC   hlfli    Integrity    container    iteiign   Addl     Infa   required    re 
corrosion    performance  of    F2US  welds  &  pitting    corrosion 
HKJOINBOTHAM.L        Lou-Level   Witt*  &  Uranlirm  fitcovtrg   Projects   Branch 
B4/02/16.       NUSSBAUMER,D        Acilstant  Director    for    State    Agreements 
PT"DDrams        7pp        32609  IBS 


840209O03B   Board    Notification   84-033    forwards    "Emergency    01«sel 
Oenerator  Component   Tracking    Sys,"    facility    component    data 
base    For   design  review  li   quality   revalidatlon   effort   of 
Transamerlca  Delaval    Owners   Oroup    program  plan. 
EiSENHUTiD  O       Division   of  Licensing.      84/03/12       PALL  AD  I  NO, 
eiLINSHY.    ROBERTS      Commissioner*.       4pp.       67218'079.       24X 
Pi che: 50-323,  B4/03/12,  84D209OO33 

— B403190383   "Emargency   Diesel    Generator   Component  Tracking    8y*    " 
*     TDI    [Transamerica  Delaval.    Inc    )    Owner*   Croup.       84/02/S7. 
S15pp        2a67S'3S2,       24X   Fiche:90-322, 84/03/12, 8402090038, 

8402D9003B   Board    Notification   B4-O511  forwards    HTrantam*rica    DeUv*l.  Inc 
(TDI)    Diesel    generator*   Ouners  Oroup   Program  Plan. " 
EISENHUT.D  0       Division   of  Licensing.      Q4/O3/18       PALLADINO 
Commissioner*        Spp        22&8B.  214        24X  Ficht   90-000,84/03/12, 
640S09003B 
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50. 


— B40320O143    "TransaniBrica   Dalaval    (TDD    Diesel    Oeneratorn   Dinners   Qroup 
Program  Plan    " 

*      TD1    (TransameMca   Delava.li     Inc    )   Owners  Group        B4/O3/12 
261pp         2268B   219         24X   Flche    30-332.  B4/O3/12,B402G9003a 

B402090039  Hoard   Notification    B4-O32    forwards    meeting    summaries 
containing    transcripts   of   84 03 Id  tt    16  meetings    between   MRC    & 
Transamerica   DelBval.Inc    (TDD   Dinners  Oroup    Distribution 
list    encl 

EIBENHUT, D  0  Division  of  Licensing  B4/O3/12  PALLADINO 
Commissioners  3pp.  23708  001  24X  Ficho  30-OOO. 84/03/12. 
B40S01700a9 

— 8103060336  Forwards,    summary    of  B40310  meeting    u/Transamerica  Dalaval, 
Inc    Owners   Broup    in  Betheida.MD  re   problems    u/emergencg 
dlesel    generators 

CARUSO. R        Licensing   Branch   2        64/03/37        O'RElLLYi  J.  P        NRC   -  No 
Detailed    Affiliation   Given         £pp         227O3    O06         24 X  I 

Ficho    80-000. 34/03/12.8402070037 

• — B403060554  Transcript   of   B40S10  meeting    u/Transamerica    Deleval,Inc 
Owner*   Oraup    in  BetheBtfa.MD  re   problems   u/emergency    dleiel 
generators 

»      NRC    -   No    Detailed    Affiliation    Qlven         34/02/10         147pp 
67201    OOH         24X    Ficho-30-000,B4/O3/12,B4O2090039 

— B403070409  Bummarg    of  840316  meeting  ui/TrannamBrica   Do  1  aval,  inc   dinners 
Oroup    In   Mailing   River. NY   r«    program  plan    to    establish 
rellabtlltg    of   dlesel    generators    Agenda, meeting    transcript  & 
attendance    list   encl 

MILLER.  M  A        Licensing    Branch    4        B4/02/H7  Licensing    Branch    1 

Bpp         8270B- lit          24X    Fichu    9O-QOQ,  B4/03/I2,  B4Q2O70039 

— 8403070433  Transcript   of   B4.0al6   conference    in   Hading    River. NV  re 
Transamerica   Delaval,  Inc    dlesel    generators   Pp    1-B2 
*      Commissioners        B4/OH/16        B4pp        227OB   161?        34  X 
Flche,  BO-000.  B4/Q3/12jB402Q90Q39 

340210029?  Forwards    propr ietarg    "Probatill  itg    of   Miasllt  Generation    In 
OE  Nuclear   Turbines,"    per   B30428  commitment   Rapt   ulll    be 
presented    at   840207  meeting    In  Bvthesda.MD   Affidavit   encl 
Rept  withheld    (ref    10CFR2.  790) 

TIMO,  D  P        Qeneral    Electric    Co        84/02/O6         IPPOLITO, T    A        Operating 
Reactors    Branch   3        7pp         221B1    26*. 

B4O301O109  Bummarij    of   B 20209  meeting    u/Weitinghouie   &  Wntinghouse 
Dinner!   Oroup    re   generic    emergency    operating    procedure 
technical    guidelines   Vleugraphs    encl 

CLAYTON, H  B        Prticudures   h   Sgvtems    Review  Branch        B2/02/24 
ZIEMANN,  D  L,       Procedures   &   Sgstams    Rivleu  Branch        36pp         32479  301 


B4O302019S    Forwards    ajdl    Info    tn    cnmplete    r&vleu   of    Topical    Rept 
VEP-FHD-41,     "VEPCO    Hsactor    3(Js    Transient    Analysis    Using 
RETRAN    Computur    Coda."     in     response     to    KJRC     1963    Informal 
r  eque&t 

STEWART,  H    L         Virginia    Electric    &    Pouei-    Co          OiO         04/O2/27 
EENTQNi  H    Ft        OPfice    of    Nuclear    Reactor    Regulation!     Director         iipp 
SS443    057         24X   F=iche     30-000,  81/03/37,  B403O20193 

B40303O23t   Requests    that    CRGR    Consider    merits    of   NRC    position  ra 
containment    Isolation    requirements    for    post-LOCft  fujdjroflan 
reconbiner    lines,  per-   63090  B   appeal    meeting    NRC    position 
B»tanils    beyond    clarlf  icatian    of    intent    of    9RP    624 

KELM10.D    11         DWB    Duiners    Group          BWR03-B-103          94/02/27         DENTON.  H   H 
Office    of    Nuclear    Reactor    Regulation.     Director        Hpp        22439  213 

B1O3O20275   Reipondfi    to    r  e-llab  i  1  i  ti|    survey    q,uBStloni    re    dtesel    generator 
startup    •!•   operation   Responses    to   NRC   request    For    addl    info 
re  Trnn»amori  ca   Dolaval    omergBnEU    diesel    generators  will    tie 
submitted    bg    S-IOBOi 

MEDFORD,  H   D        Southern    California   Edison    Co         B4/O2/29 
CRUTCHF1ELD.D         Operating     Reactors    Branch    5          3pj         22440.074         24X 
Ficho    50-B06,  aa/03/a1?,  B4O3020275 


Advi&es    that    draft    "Final    Rapt    an    Dlv    1    t    II    Transamerica 
Dslaval.Inc   Diesel    Generators,"    foruiarded    t-o    NRC    on  B4O21t 
Uill    be    submltteft     In     final     Form   on    13*0231 

HOUSTON,  M  D        Licensing    Draneh    S         B4/O2/21.  Licensing    Branch   3 

3pp         22492   104         24X    FUhe    BO-414,  B4/OH/31.  3103030406 

—  H10302O41O  Draft    "Final    Rept    on  Div    I    fc    II    Transanerica   D«laval,Inc 

Diesel    BenBrators    " 

»      Miiilsslppi    iPower    &    Light    Co          34/02/13         74pp          S34*>2    107         24X 

Fichc    5O-414,,  34/02/21,  a40305MO<b 

3403050098    Forwards    "Rept    on   Task   O50QB.  Pressuri  ier   Relief   Valve 
Discharge   Piping    dual  If  tcatlon    For    Calvert   Cliffs,  Unit    2j  " 
per   TMI     Item    II    D    1 

LUNDVALLiA  E        Baltimore    Qas    fa  Electric    Co         84/02/39        MILLER,  J  R, 
Operating    Reactors    Branch     3          3pp          2H4B4     ti7         24X 
Fiche    SO-31B,  B4/O2/39,  8403050093 

—  B403050103   CEN-24BIH)    P.Q2 

Rev   2    to   "Pressurl  ler   BaPetg-   Valve  Dparabillty    Rept    " 

•      Combustion  Engineering'     Inc         94/01/31         3Opp        S84B4   333       S4X 

Flche    SO-3 


B4030SOE15  NotiPifls    of    fee    due    For    i-evleui   o*    NEDO-24'?34.     "Emergencg 
Procedure   Guideline*    Rept,  Hev   2    " 

MILLER.  U  a        LicHnce    Fee    Management   Branch         CL-B3-03        B4/02/S2 
QUIflK,  0    F.      Oeneral    Electric    Co         lp         22533    143 


8403010115  Forward i   rev*   to    organliatlon    for    QA    dapt, r>f 1 ect ing    Hated 
changes 

KELLY, R   0        Stone  b  Mobster    Englnaerlng    Corp        34/02/10        PDTAPDVSj U 
Vendor   Program  Branch.       6pp        22436  092 


B4O3030222    Informs    of    fee    due    far   review   of    811 130  Westinoh OUIB  Owners 
Sroup    emergency    response    guidelines    rapt. 

MILLED  W  0       Licens*    Fea    Management   Branch         34/02/22        RAHE.E  P 
Westing  house    Electric    C-orp         lp         22537  361 


B4030102O7  Foruiards    "Investigation   of  Types   A?  &  AE  Piston  Shirts,"    pe 
Transamerica   Dilaval.Inc    Oyners    Oroup    program   conutiltments 
Rept   evaluates   cracks    In   AF   piston    sllrts    in  Shoreham  & 
Brand   Oulf  Nuclear   Pouer   Stations 

MUSELER,U  J        TDI    (TranvaitiBr lea   Delaval,     Inc    )    Owner*  Group        IDI-2 
B4/02/27,       DENTON.H  B        Office   of  Nucl««r   Reactor  Regulation, 
Director,       3pp        22434-090-       24X  Flche,  30-OOO.  B4/02/S7,  B403010307 


-B4030 10446  FAAA-B4-2-14 

"Inveitigatlon  op  Tupea   AF  &  A6  Piston  Skirts   " 

«      Failure   Analvvl*   Associates,       FME-R-6/7396        84/02/27. 

22434'073        B4X  Piche;  30-000,  B4/O2/27,  B4O3010207. 


B3pp. 


3403010213  Foruards   task    dettrlptlon*    for    16    known   problems    re 
Trantamarica  Dtlaval.Ine    emergency    die>tl    generators, 
MUSELER.W  J        TDI    (Transamerica   Delaval,     Inc    )    Oumrt  Oroup        TDI-1 
84/02/ZB,       DENTON.H  R        Office    of  Nucln.r  Reactor  Regulation, 
Director        4Bpp.       Sa433.  177        24X  Flch»,  30-000,  8-!/OB/2B,  B40301021B 


B4O30aO2B:9   Advises    of    Pee    due    for  ravlniu   of    CEN-132.     "C-E  Emergencg 
Procedure    Guidelines    Rept    " 

MILLER, hi   0         License    Fs«    Management    Branch          64/02/22         BC  MERER,  A    E 
Combustion  Engineering*     Int         lp         22327  3 fed 

B4O30&OD11     Informs    that   NRR    compl-eted    revieu   of    OtW  Owners   Oroup   rapt 
on  emergencij    procedures    ti    response    guldellnev    Dlv    of  Finance 
fc   Account  ing   uilll    forward    bill 

MILLER, MO        Licence    Fee    Management    Branch         34/02/22        TAYLOR, JK 
Babcock    &   Ulltox    Co         ]p         22926    353 

B4O3Q601&7  Advises    that:    NUBEO-O737i  Ae  tion    Items    1 1   K    3  30  fc   1 1   K,  3   31 
considered   complete, bated    on    34O1O4    talcon    betuean   NRC   ti  OE 
Licensee   need    only    Identify    to  NRC    ref    on    docket    to   OE 
Topical    Rept    NEDO-2O364    or   WEDD-aQSAiP 

ZIMMERMAN, B,  R.       Carolina    Pouer  It  Light   Co         NLS-B4-096        Q4/02/B9 
VASSALLQ, DB         Operating    R*aetor*    Branch    Z         2pp         2251 B,  334       24X 
Flche.  5O-324.  B4/O2/  29.  B403O6O1 A7 


3403010306  Application   for   amend    to  Licentas    DPR-33,  DPR-52  l>   DPR-6B, 
changing    Tech   Bpecm    to    lower   Croup    1    i*olatlon    sbtpolnt    for 
reactor    louer   uater    level    H/proprletarg   NEDE-30012,     "   ,  ,MSW 
Water  Level    .,,"   Rept  withheld    (ref    10CFRS   790) 

MILL8.L   M.'     Tinne»»*e  Valley   Alfthorltg,       TVA  BFNP  T8  196,       34/02/S2 
DENTONi  H  R        Office    of  Nuclear  Reactor   Regulation,    Director.       3pp 
22433'04B        24X  Ficha   30-289,84/02/22,8403010306. 

B403010481    BECY-B3-034 

Informs    Commission    of   problems   u/emtrgencij    dletal    generatort 
mfg    by    Tr«nsameric«   D*l*valj Inc. 

DIRCKS'H,  J.       Of  flea    of   the    Executive  Director    for  Operations 
B4/01/29,       4pp        23438:347.       24X  Flche,  90-000^34/01/23,  3403010491. 


8403060174    Confirms    CASE   OA   program    inip    at    Arliona  Public    Svc  Co   In 
Phoenix,  AZ  fc  Aerojet    Mf»    Co    In    SacrflmKnto,  CA    on   B3030B-07   h 
D8-09<  rxntctiVHlv  per    B4O216    talcon 

POTAPOv3i  U       Vmdor    Program    Branch.       S4/G3/E?        MARSH.  R   N       FlorUa 
Pouer    &   Light    Co         Lp.       22313:344 

B4O3D6032S   ForuurdB   MCAP-1O433,     "Determination    of  Copper   Content   of 
Longitudinal    Weld    3eami    In    Intermediate    Shell    Region   of 
Had  da  in  Neck  Reactor   V*itel,"    confirming    past    astlmates   of 
copper    content    &    through-mil    distribution 
COUNSILitl  1.       Conntctlcut    Yantivc   Atomic    Pouer   Co        B1104Q        B4/02/17 

CRUTCHF1ELD,  D        Operating    Reactor"    Branch    D,        lp        B2313' 320.      24X 
Flche,  50-213,  al/QI?/ 17,  a403O(.O323 


504 


NONDOCKETED  ITEMS 


— B4C-30&0326   UCAP-1Q433 

"Determination   of  Copper  Content    of    Longitudinal    Held    Seams 
in    Intermediate   Shell   Region  of   Had  dam  Nick    Reactor  Vetcel    " 
BaoeSjfi  B   .    YANICHKO.S  E        H*stinghouie   Electric    Corp.       83/11/30 
llpp         22S13   321         24X   Fiche   SO-313,  84/02/17.  04O306032S 

B1030i033a  Advltes   of   problem    compromising    integrity    of   design   revleiu/ 
tua  1 1  ty    revalldation  of   emergency    (fiasel    g  an  era  tor*  mfj    bv 
Transamerlca  Delaval,tnc   Utll    involvement    In    rovlaiu 
represent!   conflict   of   interast 

GROWN,  H.H       KlrkpatrlCt-    Lochhartj     Hill,     Chrl  stepher  &   Phillips 
BRDWN,  H   H        Suffolk    County,     NY         B4/O3/01          DENtON,  H  R          Office    of 
Nuclear   Reactor   Regulation.     Director        6pp.       SSSIV  DBS        24X 
Fiche    30-3a2.B4/03/01,B40306033B 

B4030AQ3&7   Forwards   Endorsement    137    to    NEL1A    PolIeV    NF-34 

ASHHURN.D  J        Marsh   b  McLennan,     Ire         B4/Q2/2B       .SALTZMAN.  J 
Assistant  Director   for  State    tt  Licensee    Relations        2pp          2231)    397 

8403060373  Forwards  Endorsements  AB  *   tn    to      NELIA  Pallet)    NF-193   i. 
Endorsement   33    to  MAELU  Policy  MF-94 

A9HDURN,  D  J        Marsh   tc  McLennan.     Inc         B4/OH/23        SALTZMAN.  J, 
Assistant  Director    For   State   fc  Licensee   Relation".       4pp.       32S1B,  EO3 

B4O30604O9  Transmit  i  Rev  0  to    R»pt   B4-3,     "Hark    I    He  t  well    to    nniniell 
Vacuum   Br taker   L-aad   Methodology"    per   Mark    I/NRC   B3121S 
meet  ing   Affidavit    end    Rept    uiitlheld 

PFEFFERLEN.H  C        Qinrral    Electric    Co        MFW-OH3-B1.       S4/Q3/O2 
VASSALLO.D  B        Operating  Reactor*   Branch   X         Sop         22I1B   319 

84030*0453  Discusses   deficiencies    discovered    In    Delave.1    emergency 
dlesej    generators   Written   lubnlttal    rnjUeited    giving    details 
of   enhancement   program   to    ju«tif«    Interim    operation 

.  D   0         Division    at   Llcenilng          B4/O2XS4         RICHARD,  J   B 
tipp!    Power    &   Light   Cg         4pp          23330    O03         SIX 
BO~416,ai/OH/24,  B4030A04B3 


MCAP-10474 

"flnalyilt    of   Capsule   U  From  Alabama  Power   Co   JM  Farley   Unit 
1   Reactor   Vessel    Radiation   Surveillance   Program," 
BDBOS,  R   B   ,    YANICHKO,  B  E   .    ChfiNEY,  C  A        Meitlnghouse    Electric   Corp- 

84/02/27         9Qpp         ES36B   204         24X   FichB    3D-34B.  B4/03/01 . 
B4O3090235 

640 30 7O3 14  ForuBrdB  repti   re    patflve    containment    syi   h  connentx   on 
ALQ-137,    "Evaluation  of  Pasalve  Containmant  8yi, "   bg 
Sandia  Hall   Labs 

FALLB.OB        NucleDyne  Engineering    Corp        83/09/30        DENTON, H  R 
Office   of   Nuclear  Reactor   RtouMtion,    Director        THOMAS, C    D 
Standard! lation    ic  Special    Projects    Branch        3pp        22568.349 

— B40309031S   NEC-6. 

"Pat live  Containment  8yi    for  Nuclear  Power  Plant    " 

*  NucleDyne   Engineering   Corp        83/09/30        iipp,       SB96S' 331, 

— B103090319  NEC-10 

"Responie    to  Commints    on   Panlva   Containment   By*  made    at 
Meeting    of  ACRB  Subcommittee   on   Fluid   Dynamic*    " 

*  NuclvDgne   Engineering   Carp,       81/03/13,       99pp        233&B   332. 

—0403090322  NEC-9 

"ReKpnnse    to  Comment*    on   Passive  Containment   By«   made    at 
Meeting    of  ACRS  Subcommlttev  on  Fluid    Dynamic!    " 

*  NucleDyno   Engineering    Corp        Bl/Oi/30        l&lpp        28969:033. 

— B4030-90334   "Presentation    to  ACR0  Subcommittee    on    Improved    Reactor 
Safety. "   an   79O626 

*  NucleDgne  Engineering    Corp        79/04/36.       33pp        22349-114 

— B40309031B   NEC'-B 

"Paislv*    Containment  Byt   Dv>r<om«s  Clam   9  Accident*    " 

*  NltcleDgne  Enginearlng    Corp,       B3/09/30        34pp        225i9. 314 


8403070127   Forward!    proprietary  Rev    l.Aairnd    1    "Eiron   Nuclear    Analysts 
of  power   Distribution  Heaiurem*nt    Uncertainty    for 
HeatltiaJiouie   PUFts    "   Rept  uithheld     Cref    10CFRE,  790) 
CHANDLER,  J  C.       Ensdn  NucUar    CD   •     Inc      (subs      of   Eixjjn  Curp    ), 
O4/O3/03        THOMAa,  C  D        Standardization    &  Special    Projects    Branch 
tp.       22B41   340 

Q4030BOB03   Forwards    proprietary    It  nanproprlataru,    info   iupportlng 
application   for    Tech   Bpec    changes    Fur  Cycle    3  reload 
Proprietary   repts   uithheld 

CHANDLER,  J  C        Exxon  Nuclear    Co  .     Inc.     (subs,     of   Exaon  Corp    ) 
JCC.O40  84       B4/O3/D2        DENTON.H  R         DFfic.    af   Nirrlear  Re«ctor 
Regulation.    Director        5pp        SSSSB   32-4-       H4X   Flcfie    30-316,  S4/03/OHI 
9403030305 


-B4030B0210   XN-NF-B3-B3   B01 

Suffl    1    to    "DC   Coat  Unit  2,CycIe    5  BAR    " 
CDPELAND,  R   A    ,    STOUT,  R   B   ,     HILLIAMSDN^H  E. 
U*Jbs      of  Exami    Corp    t.      B4/02/23         13pp 
Fiche    30-316.  B4/03/02,  B 4 03 OS 0203. 


Etxon  Nuclear  Co 
2H359   229         24 X 


-B4030BOB1A   XN-NF-B4-21     (NP) 

Nonproprletarv    "Dc  Cool;   Unit  2  Cycle    B    -   9X    Bteam  Benerator 

Tute    Plugfllnn  Limiting   Break  LOCA./ECCS   Analysli.  " 

ADES,  M,  J  ,    BRAUN.D  J  .    FAUSZ.H  F.       Exxon  Nuclear    Co  ,     Inc      (sub* 

of   Euan   Corp.  )         84/03/01         63pp.        2293S    244         24X 

FUhe.  S0-31i.  B4/03/OE, 


Eaxon  NucleaT-    Co,  . 
2233B    310         HtX 


-B4030S02EO  XM-NF-B3-SS 

"DC  Conk  Unit  2.Cgcle    9  SAR    " 
MIMPY.P   D  ,    BKDOENrF  fl   ,    WILLIAMSON,  H  E 
(tub*      of  Exxon    Corp    )        B3/10/34        34pp 
Fiche,  30-314,  B4/ 03/02 -  B403OB0205 


-B-4O30BOS23   XN-HF-B2-32    (NP)    R02 

Nonpr oprletary   Rev  S    tn    "Plant   Trantlvnt    Analu*'*    for   &C 
Cool    Unit  2  Reactor  at  3,423  MMT  Operation  W/9K  Sttam 
Otnerator  Tube  Plugging    " 

ADAMS, F   T   ,     KAVBER.W   V   ,    CHANDLER,  J.C         Exxon    Nuclear   Co.  .     Inc. 
Ciubs      of  En  on  Corp,  )        84/O3/03         114pp         KS3SBJ34S.       24X 
Flehe,  50-314,  B4/O3/02.  B4030a0809 


— B 4 030903 S3  "Safety    Improvements   ui/Panive   Containment   SUB,  " 
»     NucleDgne  Engineering   Corp.      7B/06/12       37pp       223&9  236 

— B4O3090328  Paper    entitled    "Paiiive   Containment   By*    in  High    Earthquake 
Motion,"    prasented   at    770730-0804   meetings    In   Sun  Vail  eg,  ID, 
KLEIMOLA.F  a  ,     FALLS.O.B        NucleDyne   Engineering    Corp.       77/07/3O 
IBpp         22547   290 

— B4O309033Q   "Accssstbi 11 ty    Into  Passive   Containment  Sy*    H 

KLEIMOLA.FM,     FALLB.O.fl,       Nud«Di|ne   Engineering   Corp.       03/09/30 
SSpp         E3349   337 

— 8403090316    "Insorvlce    In*p    i.  Plant   Survaillance   iu/Pa**ive    Containment 
Bye    " 

KLEIMDLA.F  H   ,    FALLS.O.B        NueleDgne   Engineering   Corp.       7B/O1/S3 
53pp        22369.349, 

— B4030903B1    Spatch    entitled    "ftecommissioning   -  an  Alternate    to 
DecofflmlislDning> "    presented   at  ANB  winter  meeting    In 
MaBhlngtoniDC 

KLEIMOLA,  F  W   .    FALLS.O.B,       NucleOgne   Engineering   Corp         7B/11/3O 
2Spp         22970,019 

— B 4 03090 32 9  Speech    entitled    "Passive  Contalnmint   Byt, New   Concept    to 
Solve   Safety   Concerns,"    presented    at  American   Pouer 
conference   an  790424   In   Chicago,  TL 

FALL8,0,B.,    KLEIMDLA,F   H        NucleDgn*   Engineering   Corp.       79/O4/24. 
33pp,        2BS70   072 

— B403090327  Speech    entitled    "ALABA  Consideration*   u/Passlve    Containdi»nt 
BUS,"    presented    at   ANS   B30413  annual    meeting    in   Detroit,  MI 
FALLS,  0  &   ,    KLEIMOLA.F.  M        NucleDyne   Engineering    Corp.       B3/06/13 
17pp.      2S370-  100. 

— B403090329  ALD-137 

"Evaluation  of  Nucledyne  Paislve  Containment  Sys, " 

*     Cilbert  Asioclatesi     Inc.       *      Mestlnghouse  Electric    Corp. 

Bl/04/30.       llpp.       22370- 133. 


B40309019B  ForuardB    tuo   ltr»  referenced    In    B309L&    Itr. representing 
entire    dialogue   kt/HRC  re  QC   breahdauin.  All    Futura 
correcpoTidence    will   be  Faruarded    to    IE  4   ul  1 1    be    routed 
through    author    ofc. 

KALEiD  L.      gulf   J.  Meitern    Industrie*,     Inc        S4/O1/17        ANDERSON.  U  F 
Oil-actor  '•  Oft  lee,    Office   of    Inspection   and   Enforcement.       lp 
22374.  273 

B403090299  Forward*    "Analysis   of  Cap*ule   U   From   Alabama  POWBT    Co    JM 
Farlev   Unit   1   Reactor  Vessel    Radiation   Surveillance 
Program    " 

,CLAVTON,F.L       Alabama  Pawer  Co.      B4/O3/01.       VAROA, 8  A        Office    of 
Nuclear   Raactor  DeDulatloni    Director         Spp         2S36B'  201        24X 
Flchei  30-348,  B4/O3/01,  8403090339 


— S4O309033S    "Ev»lu*tion   of   Panlva   Containment   Sys   Concept    ai   Applied    to 
PWR  Nuclear   Pouer  Plant.  " 

LEINJNOEft,  H  J  ,     COLEMAN,  vJ  H   ,    MERRELL.  W  H,       Ebasco  Servlceti     Inc. 
(subs,    of  Ensvrch   Corp.  )        BO/01/S3       206pp.      22970:160 

B4031201O3  Firtt   interim  dnflciencu   rept  re   loose   drive  hub*   on 
overipeed  governor  drive   shaft  on  Transamerica  Delaval, Inc 
dleiels,  Initially    reported    on  B402O3.  Sve    info  memo   being 
reviewed   for  approval.  Also  reporteble  per  Part  21, 
MILLS, L  M,       Tenneasee   Vfllleu.    Authority,       B4/03/01,       O'REILLY,  J.  P. 
Region    S,    Office   af  Director        2pp        223B9.  SS9        24X 
Fiche:  90-OOO,  B4/O3/O1,  B4O31S0109. 
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8403180127   Inform*   at    cooperation  of  BljR  Dumtri  Group   on    inttrgranular1 
stress    corroiton   cracking    issue  &  ui/EPRi    &  LLL    on   NHC- 
•upportBd    itudlBi    on   double-Bilged   gutllotlna   nr»ak 
CURTIS,  N  W        DUR  Own»rs   Qroup,      CURTIS,  N   H        P*nn««lvanla   Power  t, 
Lijht   Co        84/03/04        DENTON,  H  R.       Office-   of  Nuclear  Reactor 
Regulation,    Director        Ip         2E58B  2O5 


— B403130381?   WCAP-B5B7    ROHE-1OB    D 

Draft    "Enuipment    Oua.1 1 1 i cat  ion    Data  Package. "    Rev  D    to 
EODP-HE-1QH.     "Mead    Vent    Sys    -  Electronic    Control    Module 
CHE-1OB1     " 

RAHE.e    P,        UBitinghause    Electric    Corp          EGDP-HE-IOD          83/10/31 
EOpp          22616-195          24K    Fiche    3O-4B2.  B4/03/O6r 8403130342 


8403120134  Part   ai    r*pt   r«    Ute,tlnghou*e.  Typo  BA-1    DBR  or   DSRV   itnndbij 
diesel    generator   differential    rtlag    fl»f  ect.  Belau   prablim 
r»portBd    in   840213  Suppl    1    to    IE    Info  Notica   03-63  RTE  Dolta 
requestad    to   review    defect  b  rieommond   correction 
BOYER.R    E         Tranianarica    Dilavali     Inc         IE1N-B3-63         84/O3/07 
Director's  Office-    Offica    of    Jntpectlon   and    Enforcement        Baa 
B2BB3   219         24X   FichB,SO-41&>84/O3/O7,B4O31!2013i> 

S4O31201BO  Responds    to    NRC    B4Q214  rsqunt    for    Info  r«  Trani-aarrlca 
Del aval    diBVBl    enjinet   Rtsponn   to    Ittmi    1    b  2   will   be 
provided    uiithln  required    30    dau«    Ouinan    group   working    to 
develop    Info   to   BBtiify    Item*  3-4   li    5 

BIXBY,  D   T        Transient*    Dilaval.     Inc,       B4/O3/O2        EISENHUT,  D.  ff 
Division   of  Licensing        Spp        223B9    173 

8403130112  Forward!    tentative    ichnSule-   for   responding   to  NRC    qu»»tioT>» 
ra   Tronnmerlc*   Del»val    dl>»*l    gB-nBrator*,  par  B40131    itr. 
Dilagi   or   change*   In   ounvri   group   qualification   program 
could    change    *chedule, 

RODRIOUEZ.R.  J,      Bacram*n«o  Municipal   utility  Diitrict.      RJR  B4-OB4 
B4/03/09        STOLZ.J.F        Operating    R«»etori   Branch   4        3pp 
K4X  Ficha.  30-313,  84/03/OS,  B40313011B 


B4031400O*  Foruards    Rev   3   to.   NEDE-H401  l-P-A-2,     "QE  Ottneric   Reload   Fu»l 
Application."   ISBUBI)    in   Jul     list    H/o   encl 
ENOEL.R    E        Oennral    Electric    Co,       rtPN-022-BH        B?/02/17 
BERGQREN.  J  8       atand*rdi Jation   fc  Spncinl    Projecti    Brarch         In 
EB432   129 

S403140D4B    ForuarilB    "Grand    Salt    Component    Trackinfl    Sijs,  "    "Bhorsham 
Compohent   Tricking    S(ji"    &    "TranaaniBt-lca    D»laval.  Inc 
Diaael    Oanarators    Duinsrs    ffroup    PrograHi   Plan."    to    msojve 
concerns    u/amergency    diisiL    gBnsritor* 

MUSELER.W   J.       Long     I  island    Lighting    Co         TDI-3         84/03/02 
DENTON. K  R        Of*lc»    nf    Nuclaar    Reactor    Regulattuni    Dlrictor       Spu 
S2A26  OAH        B4X   Fich*    SO-OOO,  84/O3/02.  B4O314004B 

— B4O3I100BO    "Grand    Qu 1 f    Component   Tracking   Byi    " 

*      Long    Island    Lighting    Co.        84/O2/a-?         B79pp-        S26Bi'064        Q4X 
Flehe-  3O-OOO,  B4/03/OS,  S403140O48 


— B4O31400-9I  "BhOT«ham  Componart  Trackins 
*  Long  Island  LlBhting  Co.  B4/D2/39 
Flehe  30-000i  04/03/02.  B40314«MS 


SI6pp         S36E7.069       24X 


B40313O175    Interim  Deficiency    Ript   DP,- 163  ri    *et    icreu  Ovtr    kou   on 
drivt   hub    for   ov«rtpBtd   uovtrnor    fu»l    traniPtr    pump   drive    in 
•  tandfay    di«»el    generator    A   lupplieil    by   Trflntamerica  Delavali 
Inc,  InveitioatJon   Incomplete   Kixt   rvpt   by   B40430 
BOOKER,  J.  E         Oulf   Bt»te»    Utiliti**   Co         DR-163         B4/03/O3, 
COLLINS,  J.T        Region    4.    Office  oP   Dir.ctor,       Ip         E2iil5.29B,       24X 
Fich>- 50-438.  B4/03/OB,  8403130173 

S403130B37    Interim   deficiency    fc  Part  HI   repti, Item   139  re    fUiltali 
coupling    drive    nhaft    in   ovinpaid   governor   li  fuel    trtnifar 
pump    drive    of   standby    die>*el    gineratop    Initially   reported    on 
B402OA,  Final   rapt  will   bv   lubmittid   bij  B4041& 
PARSONS,  R,H,       C»roliTia  pouir    t  Light  Co.       NRC-190.      84/03/02. 
O'REILLY,  J.P        R«gioTi  2,     apfleo   af  Dlrsetor.       Ip.       22417   B77       B4X 
FlchB-  BO-4OO.  B4/03/09,  8493130237 

840313OK77  Forward*   proprietary  li  nonproprlotarg    "Reiponit   to  NRC 
Request   Number    1    For    Addl    Info  on   C-E  Rapt   CEN-203-W, Rev 
1-NPi     'Further  R«BPOTHB    to  NRC  Action  Plan    Itom 
II.  K  3  30          '«  Proprlttftrg   r«pt  withheld   <ftf    10CFR2,  770) 
WELLB.R,  M,       C-E  Opirating    Planti    Owners   Oroup        WELLS, R   H.       North«*it 
Utilities,       RMU-Q4-1S        B4/OB/SB        THOMAS,  C    0        Standard  tut  ion   t, 
Bpecifll    Projects  Branch        Spp.      HB404-002 

—8403130293  CEN-BOa-NP  R01    SOI 

Rev   1    to  Suppl    1    to  nonpraprtttaru    "fiespont*    to  NRC   Request 
NumbBT    1    for  Adtfl    Info    on    C-E  H»pt  CEN-B03-NP. RBV   1-NP 
'Further  Risponse    to  NrtC  Action  Plan    Item    II    K  3   30, 
Justification  of  Small   Break  LdCA  Mithodt.  '" 
»     Combustion  Engineering,     Inc       B4/02/29       321pp.      23603  Z46 

8403130S83  Foruardt   propriatarij   draft   R»v   1    to    "OE9TR-LOCA  fc  SAFER 
Hodels    for   Evaluation  of   LDCA.  "  Vol    3,     "SAFER /OEBTR 
Application   Methodology,"    Affidavit    BncI.Ript   withheld 
(raf    10CFR2   790> 

QUIRK.  J.  F        Beneral    Electric    Co,       MFN-023.       B4/02/S7.       THOMAS,  C,  Q 
Btandardiiatlon  fc  Spieclal    Projecti   Branch        6pp.      E2414.  182, 

B403130342  Forward*    justlf icitlon   far    IntvrlM    operation    (JIO)    for 
listed   programs  &  draft  West inghouse  Cla«(  3  topical  rifts, 
Final    resolution   of    issues    for   lilted   JIQi   axpictid  by 
830331, 

PETRICKiN.A.       BtandardiiBd   Nuclear  Unit  Power  Plant  Suttan.       SLNRC 
B4-0040.       84/03/OA.       DENTON,  H.  R.       Offica    of   Hue  le.r  Baactor 
Regulation,    Director.       4pp        B2614'149,       S4X  Fich*,- SO-OOO,  B4/03/06j 
8403130342. 


— 84O314O099    "TranscmBr i ca    Delaval'  Inc    Dinel    Oeneratort    Ounert  Oroup 
Program  Plan    " 

*      TDI    fTraniann-rica    Dalaval,     Inc     >   Duners    Oroup,       B4/03/02 
361  pp.        22»B:223          24 X    FicJi*'  5O-OOO,  B4/O3/02.  B40314004B 

B4031-400SO    Forwards    "Dailgn    Review   of    Connecting   Rod   Bearing    Shell!   for 
Trantimirica  Dalaval    Enterprise  Engines"    for    ShoT»t,am  & 
Qrand  Culf    dioKsl    generato-rs, 

MUS£LERj  W  J.      Long    Ulnnd    Lighting    Co        84/O3/12,       DENTDN.H.R, 
Office    nf   Nuclear    Ht*ctor    Refjulat torn    Director        2pp         226 3 S  074 
SIX    Fieh*.  30-000.34/03/12,9403140050 


— B4Q314OO86  PAD  739fa 

"Dr*ijn   R«vlBut   of   Connecting    Rod    Bearing   Shalli    Por 
Traniamerlca   D«lav*l    Enterprlso    Engln»«    " 
M      Failure  Analuvli    Associates         FAAA-84-3-1         B4/03/1S 
H3632    O7A,       H4X    Fl« ho;  SO-OOO. B4/O3/J3, 04O3140O&0 


Slpp 


B40314007S    Do-cumnnti    Bt<M  Qunar*    Oroup    L«ak-DBFora-flreak    Tatk    Forc» 
84O1I?   m-BBting    u/NRC    in    D»th*idaj.  fiD,  Duinari    group 
intintion   to  apply    Itah-bePari-brBak    concept    to    reactor 
vnsiel    -cora    flood    nonlBi    di  icusiBif,  Agenda   fc   handout*    »ncl 
DAYKIN.  H  W        Babcock    k  Wilcoi    Operalinj    plant*   dinner*    Oroup 
DAY.KlN.rT  M        ConiumBT»   PouiBr    Co         B4/03/O6        KADAMSI.P        NRC  -  No 
DetallBd   Affiliation   oiven,       3Opp        22634:170, 

B4O3140123  Foruardi    commBnt»    on    PNL    draftm,     "Propo»B(J  OuldHinet   for 
Util   Organ! tatlon    Plan"    &    "PropoBBd    Morkbook    for   Assesimtnt 
of   Or)«Til latiDn  IT  Adminii tra 1 1  on    of   Utils   Staking   DL    fop 
Nuclear    PouiBr  Plant    ''    Draft*    UIB!  1    praparad    &    thorough. 
£ia£NHUT,D  O       Divltlon    of  Licensing.       S4/03/O2        THDttPBON,  H 
DlvKiofl    af    Human    Factor*    Safatg.        141pp         23637    001 

B403140131    FnTUi»rd»    "Ju»tif Icatlon    of   Trip    Tuo/LaavB   Two    Rsaetor 
Coolant    Pump   Stratagg    Durlnn    Transient,"    to    as* lit  NR-C    * 
own  or t    group    utllc    in    resolution    of   Thl    Action    Item 
II.K.a.  5   per  Osnuric    Ltr    B3-10A 

WELLS, R    H        C-E  DpBrafalng    Plants   Ouinar*   Oroup         HELLS,  R.  M.       Northeast 
Utilitio        HHH-B4-13        B4/OE/S9        EISENHUT,D.O        Divitlonof 
Lf censing        Spp.       EB62O  OO1. 

— 84O314014O   CEN-2A8 

"Justification    of   Trip    Twn/Laavi    Tun    Reactor   Coolant    Pump 

Trip    Strategy   Durlno    TrantiBnt*. " 

»     Combustion  Engineering.     Inc.      B4/03/3O       Bipp       S2620, 003 


-840313033B  WCAP-BBB?   R4EBE-13D 

Draft   "Equipment  Qualification   Data  Package,"   RBV  4   to 
EODP-EBE-13,    "Procti*  Protection  BUS,  " 

RAHEiE,P        MflctlnghpucB    Electric   Corp.       EQDP-ESE-13,       B3/06/3O 
22pp.       22&li:133,       24X    Fit  he   3O-4B8,  84/03/06.  B4Q313034H. 

-8403130379  HCAP-BSB7  ROEBE-47AD 

Draft    "Equipment   Qualification   Data  Package,"    Rfv  0    to 
EODf>~ESE-47A,     "Boron  Dilution  Fix    -  Source/Intermidiatn 
Rangt  Neutron  Datvctor.  " 

RAH6,  E,  P,       Hestinghcuia    Electric   Corp,       EODP-ESE-47A        B3/05/31, 
20pp.       22616;  175        34 X   Fiche;  90-4S2,  84/03/06,  8403130343, 


8403140803  Fcruiard*    "Dpcrating    History   Qvervltui   for   Dleitl   Oeneratori 
in    Nuclear    Bvc>  "    comparing    Tran*ainaricA   Delaval,  Ine 
ganiratDri    u/ion*rator«   tnfy    bij    other-  vendor* 
HEBDON,  F.  J.      Program  Tachnology  Branch,      AEQD/P401        B4/02/27 
BERLINOER.C.H        NRC    -  No    Dat'ilad    Affiliation   OiVer,         Lp        22630  31? 
24 K  FichB:  30-OOQ,  84 /OE/27,  8403140203  , 

— B4O31402O3    "Oparatlng    Hi  it  or  ij    OvarvlBU    for    Ol«*il   generators   In  Nuclear 
Svc.  » 

*     Director'*    Office,        AEOD/P4O1         84/D8/S7.       65pp,       JBaASB'  320 
B4X  Ficha.  90--OOOhS4/OS/27>  9403140203, 
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B40314Q340  summary    of   031213  mauling    ui/GE  &    Mark    f   Owners    Group    in 
BBtbenda.MD   ro   Mark    1    containment   ue  tuBll-dryue  1  1    vacuum 
breaker    design   methodo  logy 

SIEGEL.B  L        Operating   Reactors   Branch    2        B4/02/21  Operating 

Reactors    Branch    S         Slpp         22635    19B         S4X    Fiche    50-000,34/03/21, 
84Q314O340 

B4031500BB   Responds    to    B40IOS    Qenerle    Ltr    B4-O1    re    NRC    use    of    terms 
Important  to    safety   &    safety-related   Meeting    to    discuss 
Important  to    safety    I  a  BUB   requested    after    B404O1    Definition 
of    important    to   safety    unresolved 

CUTTEfi,  A   B         Carolina    Power    I.   Light    Co         CL-B4-O1         34X03/12 
TAYLQRi  J  M        Director's  Office.    Office    of    Inspection    and    Enforcement 
Ip          22640    331 

8403130089  Forwards    "O&U   177  Fuel   ASBamhly    Duners  Group    Safe    End    Task 
Force    Kept   on   Oeneric    Invostlgati  on   of    HP  1  /MU  Noule 
Cracking."    summarizing    utll     involvement    In    cracking    program 
CRQUSE,  R   P         TolBda   Edison    Cn          1039.        94/03/09         STOLZ.J    F 
Operating   Reactor*    Branch    4         2pp         S2639    O35         24X 
Fiche    50-346.  B4VO:?/09,.B4031300B5 

B403I5DO97  Forwards    nnnproprl  e  tarij    version   of   XN-NF-B2-90  (NP  )  .  Suppl    1. 
"Potential    Radiological   Consequence*    of    Incidents    Involving 
High    Eiposilt-ff  Fuel."   which    supports    application    For  Teen 
Spec    -changes    Far  Cycle   5  reload 

CHANDLER,  J   C         Elxon   Nuclear    Co    ,     Inc        (subs       of   Euc-n    Corp    ) 
JCC-048    S4         B4/03/13         DENTON.H    R         Office     Of    Nuclear    Reactor 
Regulation,     Director         6pp          22637   034          24X    Fl  che:  50-316.  B4/O3/13, 
B4031  50097 

--B4Q3I  50104   XN-NF-B2-90    (NP>     SOI 

"Pote-ntial    Radiological   Consequences    of    Incident*    Involving 
Hioh    E.posure    Fuel.  DC   Cnok.Unit    2    " 

CDPELAND.R    A    .     KAYSER.W   V    ,     BTQUT.  R    B         Ex*on   NueUar    Co    ,     Inc 
(subs,      of    Enon    Corp    )         XN-fF-SB^DCNP)         B4/O3/3I         24pp 
H2639   030         24X    FichB    30-314.  B4/03/13.  B4O315OO77. 

B40315Q107   Stippls,    flddl    info    submitted     In    B40137     1  tr    r«    fuel 
surveillance    prnuram,  per   request    Insp    of    no-nlea  ken  not 
performed  on    routine    basis    unless,    info    of    special    Interest 
can   be    obtained 

CHARNLEY,  J   S         General    Electric    Co         MFN-O24-B4         &4/OZ/39 
RUOENSTEIN,  <-    9         Assistant    Director     For   Core    &    Plant    Sustemi         3pp 
SSb3<3   303 

B40315O133  Forwards    "Transamer  i  ca  Delavalilnc    Diesel    Generator   Rocker 
Arm  Cap  screw  Stress  Analysis    Kept    "    Capicreu   design  adequate 
for   applicable    engines   t<   svc    conditions 

HUSELEH.WJ        TD1    (Transamer  1  ca   Dal  aval,     Inc     )    dinners    Oroup        TDI-S 
B4/03/13        DENTDN.H   R         OFfiCB    of   Nuclear    Rvactor    Regulati  on, 
Director       Spp        2H639  270        24X    Fiche    3Q-00Q.  H4/O3/13.  H4O31SO133 

—  8403150194    "Emergency   Diesel    Denaratar    Rocker   Arm  Capicreu   Stress 
Analysis."    prepared    for  Transamtrlca    Delavalj  Inc    Duiners 
Sroup 

*      Stone   t    Webster,      Inc          B4/O3/31.        27pp          3Zt>39   S72-        24X 
Fichc    30-000,34/03/13.9403130133 

6403160035  Notlplcation   of  B4O314  maeting   u/Wtflt  Inohouse,  BMNL  t>   AMU    in 
DetheEda.MD    to   discuss   He  it  Ingnous*    ^elea^c^    program  re 
ultrasonic    testing    of   tast    -stainlet-B    steel    pipe 

LIAM.U    D       Material*    Englne«ring    Branch        e4/O3/Oi        JOHNSTON,  H  V 
Assistant  Diroctor    for  Matl«,    ChBm      &   Environ   Technology    (Post 
B302O1)          Epp         22663    ISB 


Forwards  SHECO  7703,     "Mi  »si  l*-Harr  1  er    Intnrac  t  ion  , 
submitted   p*r   840227   respons*    to    Action    It«m    18   of 
structural   design    audit 

HDDLEVCR.E  J  Duquesne  Light  Co.  2NRC-4-O24  B4/03/09 
KNISHTOM,  OH  Licensing  Branch  3  Ip  22633.  001  24  X 
Fiihe  SO-412,B4/03/09,B403]A0090 


—  B403160096   BHECD   7703 

"Mist  i  le-Barrier    Interaction," 
JANHQV,  I  D    ,    8HANAHAN,  J  A    ,     WHITE,  H  P 
Corp          EMTH-BOl.        77/09/30         223pp- 

Flche    SO-412.  04/03/01?,  B4031&009O 


Btone    l<  Uebtter    Engineering 
OO2         2-»X 


B4031&03A?  Advises    that   B312O9    description   of    proposed    techniques   for 
invrtin?   &  packaging    Zircaloy    mat  It   revi*uiid    (c    Found 
aecirptajjli  Reitrlctions   contained    In   t-onfirmati'Oii    action    Itr 
tftd    B30B17  withdrawn 

STOMRiJ.P.      Division   of  Emergency    Preparadnesi   &  Materials    SaFrtu, 
CiAL        B  4/01/20        6RITTE3N,  H  H        Hestlnghouse    Electric  Carp.       Ip. 
22A6O   O92 

B403190541    ForUDi-d*   Rev  S  to  BAW-1943,     "lnb«grated    Reactor   V*»iil    Matl 
Survell  lane*  Program   "   R«v  reflect*    modified    capsule 
ulthdraual   schedul* 

TAYLOR,  J  H       tab  cock    fr  Uilco>    Co        EEC-  161.       S4/03/14         MORAN,  D 
Office    of  Nuclear  Reactor  Regulation,     Director        2pp        22673  331 


— B40319024i   BftW-1543    ROS 

Rev  3  to    "Integrated   Flaactor  Veiael   Matl    Surveillance 
Prooram   " 

LDWE,  A   L   ,     MOORE,  K   E    ,     AADLAND,  J    D         Bab  cock    I>   Wilcoi    Co 
84/02/29        t3pp         33672   333 

B403190357  Forwards    "Steam   Pressure   Suppression   Character  1st ici   of 
Hater-Soluble   Plastic   Membrane   Shielded    leu    for    Ice 
Condenser  Containment  Nuclear  Pouer   Plants    " 

TUCKER.H   D         Duke    Poiuer    Co         B4/03/07        DENTON,  H   R         Office    of 
Nuclear  Reactor  Regulation,     Director        7pp        22672    102        24X 
Flche    SO-000,  B4/O3/07.  B4031902S7 

-- Q403170261    "Steam  Pressure   Suppression   Character istiee    of    Water-soluble 
Plastic   Membrane   Shielded    Ice    for    Ice   Condenser   Containment 
Nuclear  Pouier  Plants    "    Supporting    documentation    and 
SCRAG  IB,  C  M        Uestinghousu   Electric   Corp        B3/0&/30         123pp 
22672    10?         24X    Fiehe    30-000, 84/03/07,  8103190237 

8403170394   Foruarits   nonpropr letary   I<   proprletarij    "Technical    Basis    for 
Eliminating   Fressurlzer   Surge   Line   Rupture*    as    Structural 
Design  Basis    for  Catauba, Units    1    &   S  "   Revised    FSAR   pages 
also   end   Proprietary   rept   withheld    (ref    10CFR2  790) 
TUCKER1, H   E         Duke    Pouer    Co         B4/OS/S9        DENTDN,  H   R         Office    of 
Nuclear  Reactor  Regulation,     Director.      ADENBAM, E  0        Licensing   Branch 
4         3pp         83674   089         24X    Fiche    30-413,  B4/OS/29,  8403190394 

— B403170399  Application    for   withholding    proprlstarij    rept    HCAP-104B7, 
"Technical    Basis    far   Eliminating    PreiBurlier    Surge  Line 
Ruptures   as   Structural    Design  Basis    " 

UIESEMANN,  R  A  Westlnghouse  Electric  Corp  CAW-S4-13  G4/02/1S 
DENTON.H  R  Office  of  Nuclear  Reactor  Regulation,  Director  9pp 
S3674  093  24X  Fiche  50-413, 84/02/29,  B40319O394 

—0403190404  WCAP-104B3    (NP> 

Nonproprietarv    "Tachnlcel    Basis    for  Eliminating   Preisuriier 
Surge  Line   Ruptures   aa    Structural    Design   Basis    for  Catauiba 
Units    1   ft  2    » 

SUAMV.8   A   ,     YANO.C    Y    ,     SANE,  A   D         Uestlnghouse    Electric    Corp 
B4/02/10         107pp         22674    101         24X   Fiche    30-413,  B4/O3/29. 
0403 190394 

B10O300IOO   Forwards    Rev    1     to    XN-NF-B3-B5,  Suppl     1,     "DC   Coot    Unit   2, 
Cycle    5   BAR    " 

CHANDLER,  J  C        Enon   Nuclear   Co    >     Inc      dubs      of  En  ion   Corp    1 
JCC  032  B4        84/O3/1&        DENTON. H  R        Office    of   Nuclear   Reactor 
Regulation!    Director        Ip         22699    1B6       24X   Fiche    50-316,84/03/16, 
B40320010Q 

— S40320O101    XN-NF-83-S3   R01    SOI 

Rev    l.Buppl    l,to    "DC  Cook    Unit   S, Cycle   9  SAR    " 

COPELAND.R   A    ,     WILLIAMSON,  H   E   <     STDUT,  R    B         El  ion   Nuclear    Co    ,     Inc 

(subB       of   Enon    Corp     >          B4/03/15,        12pp         23699    187         24X 

Fiche    30-316,  84/03/16,0403500100 

B4032001B9  Advises    that  CE   control    rod    drive    (CRD)    tests    indicated 
unanalved    load    In   design   &    analysis    of  CRD   syi   Newly 
Identified    load    doe*    not    represent    condition   re-portable 
under   Part   21 

HELWIO.D   R         BUR   Owners    Oroup         BWROO-B4O3         B4/03/13         EISENHUT, D   O 
Division   of  Licensing        Spp        B3A99  041, 

B403E00163  Forwards   Topical    Rept  77O3  on  missile    barrier    Interaction 
M/o  rej>t 

EMERSON,  W.  F  atone  (,  Webster  Engineering  Corp  B4/03/06. 
DQOLITTLEiEL  Licencing  Branch  1  tp  236B6-340  34X 
Flehe  30-433,  84/03/06,  84032001B2 

6403200164   Forwards    procurement    spec    to  which    Transamer lea   DelAVal 
stand bu    dlesel    generators    ordered. In  response    to   NRC  B40131 
request 

RODRIGUEZ. R,  J        Sacramento   Municipal   Utility   District        RJR   84-99 
B4/Q3/1S        8TDL2,  J  F,       Operating   Reactor*  Branch    4        337pp 
226B6   001         24X   Fiche    30-31B, B4/03/1B, B4033001B4 

B4O32003E3   Responds    to    B40214    Requests    far    Info    1    b    2  re    H-4    series 
engine*   List    indicating    engine  number, modal    b    svc    nunberi 
customer   name   b  address,  rating,  date    shipped    b   date    started 
end 

MATHEMS,  C  S        Transamerica   Delaval.     Inc        84/03/16        EISENHUT.  DO. 
Division    of  Licensing        SOpp        22691.179        24X  Flehe-  SO-000,  84/03/16. 
B403200222 

8403200271    Affidavit    of  0  Sherwood   requeuing    NEDE-HOS92-6P,     "STR 
Bundle    Submittal,  Mill»tDne-l    Segmented    Test   Rod   Bundle.  Suppl 
6,"   dtd   Jul    19B2,  be   withheld    from   public    diidoiure 

SHERWOOD,  8  0        General    Electric   Co        B3/06/02,       3pp.       aB&96,  171        24X 
Flche    50-245,  B3/06/02,  8403300271 , 
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JO013  Forwards    proprietary   response    to   840222    tslcon   request   for 
\     info   on   HCAP-1O107    (PI.     "CONDDR-A   Thermal-Hydraulic 
far  mane  e   Code   far   BWRs    "    Response  withheld    treF 

f=KS   790) 

^I.E   P         West infl home    Electric    Corp         N3-EPR-S894         84/03/0"? 

I^IASi  C  a       Standard  iiat  ion   tt  Special    Projects   Branch        Spp 

£>&    346 


B403360219   Corrects,    Suppl     1     tn    Rev    2    Co    XN-NF-79-71  (P ).     "Methodology 
For    Including   Code   Uncertain t las    in  Determining    Operating 
Limit*    for   Rapid    Pr* tsuri rat i  on.  "    to    indicate    broken    line 
curve*    ai   COTRAN9A   t   solid    line   curves    as   DATA 

CHANDLER.  J  C  El  ion  Nuclear  CD  .  Cnc  CstibE  of  Euan  Corp  ) 
JCC  054  04  34/03/1?  THDMAS.C  D  Qtandardi istl on  t<  Special 
Projects  Branch  lp  2&7S6  153 


Requests    that    response    to  request    for    addl    info    on   WCAP- 
£>107    (P).     "CCMHJR-A  Thermal-Hydraulic   Performance  Code 
0T   BWRs,  "   per  EP    Rah  e    B40309    ltr.bg    withheld   per 
0CFH3   790   !c   9   3 

JESEMANN.R   A        Weatinghouse   Electric    Corp          AH-94-17         B1/O3/Q9 
(-HDMAB.  C  D        Standard"!  latlon  &  Special    Projects    Branch         lp 
^706   348 

JOQ93   Endorses   SH   Hobos    Feb    19B4    Ltr    HQN-015    to    HI    Denton    In 

ft  on  it    to   NfiC  03laoa   request    for    addl    info  re  Hydrogen^ 

•pro!    Dinners   Group    (HCOO)    test   program  0-ueitions    to    be 

ifjered    by    HCDO  &    oti  1  ,  respec  tlv»  ly,  1  Isted 

&,\-    F        Mississippi    Power    t.   Light   Co         AECM-B4/0091          84/03/09 

TON'  H  R        OfflcB    of   Nuclear  Reactor   Regulation,    Director        2pp 

04'  344         24X   Fit  he   3O-4  16,  84/03/07,  B4O3S10O33 


J.O073  Forwards   ajddl    Info   re  BWR    steady-state   analysis   methods,  per 

64O117  request  Aniwars  provided  to  12  of  13  questions 
I»6d  bg  NRC  OE  ulll  provide  Inpub  to  Questions  4,  B  &  13 
1  response*  will  be  submitted  by  S4OS21 

H£RMAN,E  R        Carolina   Power  S.  Light    Co        NL8-B-4-112        B4/03/13. 
B        Operating    Reactors    Branch    S        Spp        3270S'  122        34X 
50-334,61/03/13,  8103210073, 


3S100BO   NF-1883    O4~l     A01 

41  end    l    to    "Verification    of  Carolina    Potuar   t  Liflht  R*f   HHR 

li  ermal-Hydraullc    Methods    Using    F1HHR   Codo    " 

JNITA.fi   K       Carolina    Pouier  &  Light  Co         B4/03/31        41pp 

3705    124         24X   FlchB    90-324,64/03/13,3403210075 


aOB13  Notification  of    B40329  meeting    HI/MBS  tlngh  DUSB   fa   UrstJ  nghaute 

etre   Group   Proceduris    Subcommittee   in   &eth*-><faiHD   to 

cuss    houi  EPO   task    analv»ls   addressed    operator    info    !t 

fcTol    needs,  per  NUREO-0737,  Buppl    1 

/•TON,  H  D        Procedures    fc    Bystemt    Revlaui  Branch        GL-flH-33 

33/OS.       ZIEMANN.  D  L        Procedures   t-  Systems    Review  Branch        Spp 

21  '361 


3D073  Application    foi-    amend    bo  License   DPR-20,  c  ontliting    of 

7  aeed   Tech   Spec    change   request    to  revise    accident  Si 

tsient   analyses    due    to    steam  generator    tube    plugging 

an    III    amend    fee    encl,H«atup    scheduled    for    94OBOB 

•4BON,  B   D         Consumers    Power   Cn          B4/0-3/1A         CRUTCHFIELD,  D, 

r-Bting   Reactors    Branch    S         IBpp         B3731    O99         24 X 


3230102   XN-NF-B4-14 

^ollsades   Cycle   it  Sibpoint  Verification    W/30X   Steam 

^iterator   Tube  Plugging    " 

tNDQUIBT,  T  R   ,    NUTT.H   T.       Elton   Nuclear    CD    >     Inc.     <iubs,     of    Exxon 

3T*p     )         84/03/09         43pp          83731     19B         24XFlch«    30-233.84/03/16, 

1O3230Q93 

3330106  XN-NF-B4-18 

alant   Trantlunt   Anelijsis    for    P*liiad«s  Nuclear  Pnuier    Plant 

""3OX   Btiam  Oenei'ator    Plugging    " 

ENDOUlST.Tfi   ,    NUTT.W   T        Exion    Nuclnar    Co.,     Inc      dubs,     of    Enxon 

»T-p     )         84/03/09         ISOpp         22731.202         SIX    Flche    90-233,84/03/11!), 

•O3230093 


XN-NF-B4-H4 

'alisades  LOCA-ECCB  Analysis    Par    2129  MWt  Ojseration    h   BOX 
i»sm  Oineratar  Tube  Plugging.  " 

XHVJLI.T.       Enon    Nutlwar    Co    ,     Inc      <*ubi      of  Exxon   Corp.  ). 
1/03/09        94pp         22731    333        24  X    Flcha:  BO-SS3,  B4/03/14i,  B403230O93 

aOOH4  Foruiarils    "Justification    of    Manual    RCP    Trip    For    SUB  11    Ereal 

^     Events,"   Meitinghoui.*   auintra  Oroup    res  point    to  generic 

B      B3-10C    b  D 

"PARD,  J  J.       MeittnghouiB    npirjttlnj  Plants  Duner*  Oroup 

"PARD,  J  J.      Carolina    Pouter   h   Light  Co.       OL-B3-10C        B4/O3/09 

r"SDN.  R  J        Division   of   a(jst«m»    Integration    (post  SHOOS),        134pp 


>O093  Summary   of   840B14  mtitlng  u/8E,  Mistinghaus*   b  Bechtel   re 

power   uprating    prog-ram   Attendsv    li*t    Si    agenda    end 
*EY,V.L        Operating   R  sac  ton    Branch   2,       B4/O2/S9.       VAS8ALLD.  D.  B. 
-*ting   Reactor*    Branch    S.       2Opp.       827&1:  317. 


8403270010  Application    for    amend    to    License    DPR-3S,  c  ons  i  iting    of 
Proposed   Tech    Spec    Change    Q4-Q2  allowing    increased1    core- 
flow 

HARRINOTON-  W   D         Dnston    Edison   CD         DECO   B4-045         Bt/03/30 
VASSALLQ,  D    B         Operating    Reactors    Branch    2         3pp         297A9    1  iS         34X 
Fie  he   SO-S93,  Q4/O3/20,  B403270O1O 

—  B-SO327OO22   NEDO-30242 

"Safety   Revleu   of    Pilgrim  Nuclear  Pouer   Station.  Unit    1   at 
Core    Flou   Conditions    Above    Rated    Flow    Throughout    Cycle   &    " 
FISCKER.D   L    ,     OHIDUEV.  R    L         General    Electric    Co         93/08/3-1         34pp 
22769    170         34X:    FithE    SO-2<!3,  B4/03/20,  B403270010 


—  B403270034   NEDa-aOH42   SOI 

S-uppl     1    to    "Safety    Revie-u   op  Pilsrim   Njclear   Puiiier  Station 
ITnlt    1    ai   Care    Flou  Conditions   Above    Rated    Flou    Par   Etid-of- 
Cijcle    &    " 

FISCHER.  K   L    ,     GRIDLEV.  K    L          General    Electric    Co         B3/O7/30         ISpp 
22761?    201         21X   Fie  tie    SO-293,  B4/03/20,  B4O327QOIO 

6403270130   Application    For    amend     to    License    DPR-25,  c  hang  ing    Tech    GpecE 
to    extend   certain  HAPLHGR    curves    ta   4O,  000  HMd/BT 

RVDAK,  B  Commontuvalth  Edison  Co  B2BSH  64/03/19  DSNTON.H  It 
Office  of  Nuclear  Reactor  Regulation,  Director-  2p-p  ,  22774  131 
B4X  Flthe  50-000434/03/19,8403270130 

—  B403270134.  NEDO-E414AA  ERR    09 

Errata  4  Addenda   Sheet    7r  replacing   Page    4-14    to    "LOCA 
Analysis  Rfrpt    for    Dresden    Units    2  &  3   &  Quad    Cities    1    b   2 
Nuclear  Pouier  StationH    " 

*  General    Electric    Co         79NED273         S3/O1/31         Spp         22774    135 
24M    Flch«,30-OOOiB4/'03/19,  B40327O130 

S4O3270132  Forwards    "Emergency    Dlenl    Oenerator   Air    Start    Valve 
Cap  screw  Dlmanslon   &   Stress    Analysis,"    prepared   by    3!<H    for 
Tratisarnerlea   Delaval.Inc    (TDI)    Diesel    fleneratar  Ounsrs 
Oroup 

MUSELER.W  -J        TDI    (Tran«amar  1  ca   Delaval,     Inc    >    Dinners   Oroup       TD1-6 
8t/O3/23         DENTDN,  H-R         Qt-Flcf    of    Nuclear    Reactor    Regulation. 
Dli-Bctor         Bpp,        22774   001          24X   Fichc    30-000.34/03/23,0403270132 

—  S403270137    "Emargencg    Diesel    Banerator    Air    Start  Valve    Cap  screw 

Dimension   !<  Stress    Analysis,  "   prepared    For   Troniamer  ica 
Delaval,  Inc    ITD1  )    D-iesel    Genera  tar  Ounars    Oroup 

*  Stnne   &  Webetur    Engineering    Corp         B4/utf/3I        23pp         22774    003 
24K    F  i  che-  SO-OOO,  B4/03/H3,  840327O132 

B40327DI34-  Requests    meeting    on   840419   to    discuss    short-term   tc  long- 
term  corrective    actions   &    invvstl  Cations   re    Transamerica 
Delaval    dlesel    generators    List   of    suggested    meeting    topics 
enc  1. 

MCOAUQHYiJ  P        TDI     (Transameri  ca   Delaval,     Inc    )   (Juniors    Group        AGCM 
B4/01B7        B4/03/23,       DENTDM,  H   R        OFfJte   of   Nuclear  Re-actor 
Regulation.    Director        4p  p         22769    133        24  X   Ficht    SO-OOO,  B4/03/33, 
B403270134 

B4O328u043  Notification    of    84O320  meeting    u/utll    b  C-E    in   He  thesda,  MD 
ta    diseim    praposed    testing    program   to    ifamonitrBte   adequacy 
of   niodG    to  RCa   pumps,  thnrmouKlls.  thermal    sleeves    tt  control 
(tinmen  I    assembly    shraudB 

LICITRA.E  A        Licensing   Branch    3        B4/O2/29        KNKJHTQN.O  M 
Lleensinfl   Branch    3.       3pp         32312-361         H4X   Fiche'  30-520,  B4/02/H9, 
B4032G0043 

64032301^2  Bunmary    of    840224    meeting    u/Uestlngh-ouet   atuneps  Qraup    in 
Bethesda,HD   re   propased   MiBtlnahouse   steam    generator   tube 
rupture    generic    program  Attendee    list  A   a  gen  if  a    end 
NERSEB.  V        Licensing    Branch    3        B4/03/O7  Llcinstng    Branch  3 

3Spp          22B11     131.        34X   FlCh«:30-000,a4/03/07,B4032B01BS 

B403280S42  Summarlits    8402B2  meeting    iii/Hestlnghous«    re   evaluation 
methodology    far  ECCB   ti   convplution    oF  LQCA  uncertainties 
UestinghoLjae    pr**ented   UCAP-1O3754P),     "Btat  i  tfclcal 
Evaluation   of  LOCA  Heat   Source    Uncertainties    " 

MDRANi  D  H  Standard  i  latl  on  &  Special  Projects  Branch  B4/03/1A 
THOMAS.  C  Q  Standardization  fe  Bpvcial  Projects  Branch.  3pp 


Foruiards  Endorsemtti  t    1B7   to  NELIA  Policij   NF-1. 
'INB.JO       Marsh   *  McLennan,     ine       B4/03/07.      SALTZMAM,  J. 

•tant  Director    for  State    b  Licensee    Relation*.       2pp,       22730:337 


B  40  328024  B  Requasts    Info   re    lack    of    ittuance    of   revised    propottd   rule 
on    diverse   scram    sys    for    Masttnghouse   reactors   approved    on 
831103 

OILlNSKYiV        Commissioner*         84/03/06  Commlnioners.       lp 

22600:  J  97, 


BOB 
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B403290Si7  Rev    to  B312IS   application    for    amend    to  Licenses  NPF-9   d 
MPF-JE.  changing    lilted    Tech    Spec    bates, per   V  Hail    & 
fla  DunenfaliJ   B40315  &   16    Cel  c  one,  respec  tl  v«  IY   Westinghouie 
proprietary    info  ulthheltf    (ref    10CFR3  7901 

TUCKER. H   D         Duke    Power    Co         B4/O3/33         DENTON, H   ft         Office-    Q* 
Nuclear    Realtor  Regulation,    .Director        ADENBANi  E  0       Lic*n*lng    Branch 
4         3pp         SEBOO   092         34X   Fie  he    50-369,84/03/33,6403290367. 

— 0403990379  Requests    withholding   of    proprietary    info  requested    bg    util 
from    public    disclosure    Iref    1OCFR3  790)    Affidavit  AM- 76- 6 O 
did   761202   end 

UIESEMANN.n  A  Uestlnghnuse  Electric  Corp  CAW-84-1  B  B4/O3/M 
DEHTOM.H  F)  Office  of  Nuclear  Reactor  Regulation,  Director  tOpji 
33BOO  1OQ  24K  Fiche  50-3A0,  B4/O3/S3,  B4O3290267 


— 0403010074  Forward i    review  comment*    on   draft   RES  denial    at    pitition 
rulemafc Ing    on   (mergence    planning    ton*  *t   nucliar   power 
plants,  per   request   0<ner,al    comments   end 

HULMAfJ,  L  a       Accident   Evaluation   Branch        B3/OI/07       COTA,  P  C 
Research   6  Standard*  Coordination  Branch        7pp        2844A.049, 


WASTE   MOT         NUCLEAR    HASTE 


0401I2O525  Forward*    nonpropriatary   version   of    topical   ptpt, " 
"Title    lOCFRol.Wa-ste   Form  Certification   -  Cement    " 
STAEHR, J  P   ,     PDPPE.L   K         Chem-Nuc  lear   Suttens,     Inc.       83/11/30, 
JOHNSON,!        NHC  -  No   Detailed   Affiliation  Olvin        Ip        21803,111 


— B403290aB2  Nonpropi-ietary    Info   reflecting    use    of  RoqeniDunt    resistance 
temp    detector 

*      Weitlnghouse   Electric    Corp         B4/O3/S3         59pp         32800    110         E4X 
Fiche    50-369-  04^03/33,6403290367 


— 8-1U11BOS31)   CNSI-UF-C-01-NP 

NonpraprtetarY  version    of    "Title    1QCFR61,  Haste  porn 

Certification  -  Cement    " 

i      Chem-Nuclee,r   Suftemi,     Inc        B3/11/30        109pp.      21803:  113. 


B403300Q0B  Advise*    that    Pee    relu-ctontlg    paid    to  Div  of  Accounting   tt 
Finance   fop  review  of   Topical   Kept  NEDE-S37B5-1-P,  Volt    1-3 
NRC   incorrectl!/    termed   Vol    3  ai    leparate   rept 

QUIRK.  J   F         OenEral    Electric    Co         NFN-O33-B4.        34/03/23.        MILLER.  W   D 
License  Fie  Management  Drancfi        Spy        22621    36-1 

B403300107  Forwards   proprletarij   &  nonproprl«t»ry    ver»lor»l    cfi 
"Methodologij    For  Ad  drot&lng    Superheateit   St«an  Rileasn    to 
Ice  Condensrr  Containment*    "    FropriBtara   version   uithbfld 
(ref    IOCFB2   7901. 

TUCKEfi.H   B         Duke    Pouier    Co         84/03/28         DEN  TON.  H   R        Office    of 
Nuclear  Reactor  ftegulatlon,     Director        ADEN  S  AH.  E  Q       tlcentlng    Branch 
4         Sff         32919^001         SAX   Flehe   DO-413,  94/O3/SB.  3403300107 

—  8403300116  R>iue5t«    proprletarij    "Method  c-lojig    for   Addrenlng    BLjierheite 
Steam   RilEiiea    to    Ice  ContSentar    Conta  Inmerti,  "    be  uitlthfl* 
from   public    disclosure    per    10CFR2  790 

HIESEMANN.lt  A        He  ttlnj  hduss   Electric    Corp        CAU-34-24        B4/03/SA 
R        Office  of    Nuclear   Reactor   Regirlitlani    Director        Spji 
003'      SIX   Flche    BO-413,  BA/O3/3B,  B4033QO  107. 


—  B4033001I7  HonpToprl  starij,     "Metllodo  1  ogg    for   Addrening    Superheated 
Bteam  ,Rrleac«s    to    Ice   Condenser   Conta  itimatitt    " 

*      Mestinghouie   ESflctrlc    CoTJJ         64/03/23         240pp         SSBlf.Cll          34X 
Flche    SO-4 


G40330O170  Requittti    that   TraniarnerlcB    Delaval,lnc    diciel    revleu   program 
be   flopped    promptly    due    to    Improper    role    of    utll    In 
directing    ravleu  Heu    Independent    review  iJiauld    ba 
tatabllahed,  In   c-onaul  tation    u/&uffoll    Countij 

JONES,  F   F.        Suffolk    Countv>     NV         B4/O3/23         DEW  TON,  H   R         Office    of 
Nuclear  Reactor  Regul.atlan<     Director.       Zpp        22820,047        Z4X 
Flehe    50-322,  SVO3/S3i  B4O3300  170 

6403300177  Request*    that    Isiuit  Mat   Program   document,  transmitted    an 
S40SOSiUe  tlaisifiad    proprla  tary-  Affidavit    will    «•   lubnltted 
ieparat»ly.  Updated    lift    of    cogniiant  contacts   e-etuvtn   BbM 
Qwn«n    Group   fc  W-C    encl 

TAVLOR.J  H        Dabcocl    t  Mllcoi    Co        B4/03/I9        DENTON,  H   H.       Office   of 
Nuclear    Reactor  Regulation.    Director,       2pp.       226  SO  331, 

0403300233  Reipondi    to   request    for   review   of  adll    info  r*    HuclaDynv 
paifiilve    containment    ly*    ifeslgn  RivlBU  nuit   be    precidad    by 
Jippllcatlcn    for   std    design   approval 

DENTON-  H  R        OF  fit*    of  Nuclear  Reactor   Regulation.,    Director 
B4/03/13       FALL&O  D        NircleDgne   Engineering    Corp.      Spp         S3B4a:3*t> 

—  S403300237  Foruardi    rnnponie    to  rent  re  Tevliu  ot  HutleDgne  Engineering 
Corp    containment    iy«   deiign.  W/o   «ncl. 

TALLB^O  D        N»cleDirne  Et)gin«ring    Corp.       84/02/17.       DENTON,  H  R. 
Office    of   Nuclear    R»»c  tor  Ftvgutatlanr    Director.       Sff        Z3B4Z-  34B 

3403300351    Bummary    of   340E21    meeting   u/ulll    in  Bttheida.HD   r>   detain 
of    utll    proposed    on-il  tB/offiltc    electrical    pouer   reliability 
program    for  Tr'nvamertea   Delavalilnc    iflvsel    generator* 
Attendance    Hit   I"  vieugrajihs    encl 

HOUSTON,  M  0,      Licensing   Branch  3        84/03/06  Llcenilng    Branch    S 

Stff        55945-001        S4X  Flche   B0-416i  64/03/Oi,  S4033002S1. 


840217O3B3  Forwards   UMTRA  project  EIS  !•  environ  afiemnent  revlsid 
tchidulfft 

ARTHUR.  J       Ennrgur    Dept,     of.       04/01/26,      PENNFILL.R       NRC   -No 
Detailed    Affiliation   Otven        Spp        £2313   19B 

8402270471    Forwards    evaluation    request  e-d    by  840127  menn   re  Shiprotk.WI 
lite    seiimlcltg   aaiesiment  ai    part   of  rinidlal    *ction   plan 
for    ctabilliatlon    of    inactive    Umlll    tailings.  Level   of 
coniervatii/n   for  aneiiment  not   ipacl  f  lid,  pir  requeit 
JACK30N,  R,  E        Otosciencn    Branch.       B4/02/16,       JUSTUS,  P,  S 
Oeotechnlcal   Branch    <Poit    B31O01)        4pp        671S9.  211 

B40301O396  Requ^Eti    resulti/ceiflmenti   an   review   af   encl   analyslt   of 
water    *  amp.  In   Qfl  program   by   040229 

WHITE.M  O       Energu,    Dept      of        B4/02/16       KNAPP.M       NRC   -  No  Detailed 
Affiliation  Given        lEpp        2S449.  33i 

B403DBD174  NotiFle*    of    upcoming    meetings,  Lii  t   will    be  updated   weekly 
TAYLOR,  T  J.      Environmental    Protection   Agency.       84/02/17,       HILLER.H. 

NBC  -   Ho   D-etalled    Affiliation   Given        CHR  I  STOPPER  SON     Utah.    Btatt    of 
FRI8HMAN,  S        Tela«,    State   of        lp        22491-090. 


MASH 


PUBLICATIONS   -  PfiE-NUREO  SERIES 


Llits   Div   of  MastB   Hot  representatives    chosen    to   6*    located 
at   sites    under    investigation   bij   DOE  »•   potential 
repns  1  tori  •»    for   geologic    diipotal    of   high    levtl   waite.per 
JO  Davis   830739  memo. 
BROWN1NO,  R-  E        Division   of  Waste  Management        84/01/14,       KEPPLER,  J.  0 

Region    3,    Office    of   Director        MARTIN,  J  B.      H»oinn  5,    Office   of 
Director        Spp,      2249S  003, 

B403O2020&  Request*    lilt   of   uaite  mgt   docuntnts    from  B31014    to   present 
re   Nevada  Test  Site   project  b    Info   concerning    process   by 
which    future   document*   can   be    received 

-JOHNSON,  C  A       Nevada,    State    of       84/02/03,       RUaSELL.  C.  F.       Dlviilon   of 
Matte   Management        37pp        52474,333 

B4  030202  16  Forwards  records    of   PNL  radiological    survey*  at  Edgeaont,  SD, 
Addl    detailed    evaluation    of  van  "initial"  b   "false  hits" 
needed    by  DDE  Addl    DOE   funding    for   activities   necesiaru. 
JACKSON-  P  D       fiattalle   Memorial    Institute,    Pacific   Northwett 
Laboratories        B4/O2/CB        FLDRY,C,A        Lou  Level    Watte  Llcantinj 
Branch         76pp        234B2,  132 

ei03OBO33S   Forward"  H  Shealy   B3O210   Itr    containing   8t»t»   of  BC  coanenti 
on  Chem-Muclear  topical   rept,     "Polgethylene  High    Integrltu 
Containers.  " 

HOSSBAUMFRi  D  A        AniiiUnt  Director   for  State   Agreemnti  Program* 
a  -1/02/1  A        HIOOINBOTHAMiL        Lou-Level    Uaste  Ic  Uranium  Recovery 
Projects   Branch,      ip       22492-238. 

—  8403020339  Comment*    on  Chem-Nuclear    topical    rapt.    "Polvtthulen*  Hijh 
Integrity  Container*-"    per  NRC  831  S27  t  S40123  r*aue*t*. 
Container  acceptable    for   usi   at  Samuel!    site. 

SHEALViH  0        Bouth    Carolina.    Btate   of       84/02/10       NUBBBAUrER.  D  A 
A*«istant  Director    for   Btat*   Agriements  Programs,      2pa.       83492  237, 

B40302034fl    Foriuardi    Bummsru    of  630i27-2B  meeting*   W/DOE/NPO    in  Silver 
Boring,  MD  re  preparation    of    *ite   charact*riiation   plan    for 
<alt    tit*,piT   830711    telcon. 

COPLAN,  B.H       High  Level    Haste    Ttchnlcal  Development  Branch. 
B3/07/Z1         V1ETH.  D  L.       Energgi    Dept     of,       13pp.       22492:229, 


B4D3D10QS4  Rttpondi    to  FDIA  request    for    documints   T*   petition    for 
rulemaktng    PRM-BO-3I    from  Citfteni    Ta*t    Force   of   Chap«t 
HtlljHC   FOTUardi  App  A   ifocumtnts. App   B    documents    comple telif 
withheld    (T»f  F01A  Exemption   31. 

FELTON,  J,  H,      01  vi  i  ion  of  Rules   and    Records.       B4/OI/1B.       BHOLLY.S,  C. 
Union  of  Goncerneit   Scl«ntlsti        4p|t.       B244fi'd33. 


B40302O37fl  "Procvdurn*  for  Field  Chemical  Analysis  of  Mater  Bmplas.  H 
KOFtTEj  N. .  EALEV.D.  Btndli  Corp  KORTE>N.  Energy,  Dept.  of,  Idaho 
Operation*  Office  UC-70A.  83/12/31,  33pp  22472-  19O. 

9403090319  Foruardi    "Data    for  Otachemlcal    Inv**tlgitlon   of  UMTRAP 
DesiBnatvi)    «t   Salt   Lake   Clty,UT  "    ".       *t  Crand   Junction. 
Coi  "    ".  ,  .at  Shlprock,  NM"    81   "      .at  Me>lcan  Hat,  UT  " 
BU3H.K    J.       Oeochentistrv  *<  Environmental   Chenistrv  Re*earchi    Inc 
CECR-9O/2-B4/A.      B4/02/OB        H6BER,  M       NSC  -  Ho   Detailed   Affiliation 
Clven.       lp.      33309:031 
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--B40303031B   f!-0ai7 

"Data    for  QBoclKtmi  c  al    Investigation    at    UMTRAP   Designated 
Site    at   Bait  Lake    Ci t«,  UT    " 

MAHKOS,  0  ,    BUSH.K   J        Qeoc heml  stry    &  Environmental   Chemistry 
Research,     Inc         DOE/UHT/0236         B4/O2/OB         i3p  p         23305    033 


-8403150223    Forwards     study    made    an    soil     samples    collected    during- 
drilling    of   ue-1 1     10O   ft    south   of   Boattg    ilta    According    to 
tfata, sorp tlon    of     selected     Inns    decreases    be  lour   290    ft 
VrtDEN,  J         Nevada.     State    of         B4/O2/HI          NUBSBAUMER,  D    A         Assistant 
Director    fop    State    Agreements   Programs          Ip         3264B   2BB 


-- B4030SQ31-?   R-B215 

"Data    for  Oeochemical     I TWB stigation    of   (JMTHAP   Designated 
Bite   at   Grand   Junction,  CO    " 

MARKaa.Q  ,    DUSH.K  -J,       Qeoeriomlstry    &  Environmental    Chemistry 
Research,     Inc         DDE/UMT/0»3H         04/02/03         73pp         32305   093 

— B403030322   H-B316 

"Data    for  Qeochemi c al    Investigation    of    UMTBAP   Designated 
Site   at   Shiprock.NM    " 

MARKQS.O  .    HU3H,  K  J        Geochemistry    &  Environmental    Chemistry 
Research.     Inc         Du£/UMT.'0234         34/02/03         65pp         32505    169 

-- -B403050333   R-B212 

"Data    fur   Oeochemlcal     Investigation   of    UMTRAP   Designated 
Site    at  Me>itan  Hat.uT    " 

MAflKOStO   ,    BU8H.K  J        Geochemistry    k   Environmental   Chemistry 
Research,     Inc         IfflTRA-DOE/ ALO-         B4/OB/08.        ISBnp         22505    233 

B4030i0432  Forwards  Design    Section    comment!   on   draft-    Situ    Technical 
Position  NNHB1    BTP-1    O,     "Sroundwater    Issues    far  Nevada 
Nuclear   Haste  Storage    Investigations    "   Marked -up    cany    me  1 
providing    general   Ii   specific    com  merits 

OREEVEB.J  T        High   Level    Waste  Technical    Development   Branch 
B3/OB/17        PDHLE.J  A        High    Level    Waits   Technical    Deve lopmont  Branch 
17pp         22932' 03O 

B403060450  Forwards   current    schedule   of   DQE/NFtC    technical    meotinos    on 
repository    licensing,  achedul t    being    updated    &   distributed    at 
least    biweekly    to   reflect    changes 

MILLER, HJ        Repository    Project*    Branch     (Post    B31OO1)          B4/Q2/01 
BRtmWNO.fi    -    BELL,M  ,     BUNTING),  J        NRC   -  No   Detailed  Affiliation 
Oiven        4pp,       33333  019 

B403Q60319  Forwards    "RemBdial   Actions  at   Former   Vitro  Chemical   Co   Site 
South   Salt  Lake  Preliminary   FES- "    for    review  It   comment 
MOflLEV,  J  A        Energy,    ttept      of        B4/OZ/S4        HIOOIMBDTHAM,  L   i     MARTIN.  D 

NRC  -  No  Detailed   Affiliation  Oiven        ORCELEEMA,  D       Ensrgij,    Dept 
of         3pp         23590   012 


—  B4031502S3    "Sorptinn    of    Selected     Ions     in    Alluvial    Profile    " 

HEIDK.ed,0    C         Mevflda-     Univ       of         34^02/21          IBpp         3364B   389 

D403190300   Suggestt   meeting     of    groundwater    hydrol  og  1  sts    re    proposed 
eiploratfon    program    at    La  kevi  eia,  OR    UMTRAP    i  i  te    Eiploratorij 
program   should    provide    gr  oundiuatcr    info   required    for  NHC 
C  nncurranc-B     In,   WEPA    ilocuitiffnt  B    &   radio]  ugic^  1     a  =  9B-S5fHBTi  t 
HIOQ1NBDTHAH,  L        Lou-Level    Waste   i   Uranium   Recovery  Projects  Drancfi 
B4/OS/I4         rtATHEHS,  M         Energy,     Dept      of          Ip         23449316 

B4O315O31S   For  war  do    repts    of    te  Icons    held    u/HHC    re    QUIP 

A9H,  E   B         Rockwell     International    Corp         6B3         S4/O2/li         OLSON.  0   L 
Enorny,     Dept      uf          Spp         3H61?   3D"? 


Trip    rcpt    nf    B402O3-03   visit    to   Fort    Colli!na,CO    to    attend 
conference    on  rag  t   of    U  mill    taiHngailoui    level    watte  t 
ha  i  ardous  waste 

ODODE.  O         Geotectmlcal    Branch     (Poit    B3IO01  )          84/02/36         KMAPP,  M   R 
Qeotechnicai    Dranch     (Post    B31OO1)          Spp         2P662    31S 

5403160072  R«q.uEstf    written    concurrence    on   DDE/State-  of   WV  !.  Nava  |o 
Indian    Tribe    cooporative    agraementBi  to    provide   record    of 
review    process 

HlflBINHOTHAM.  L        Lou-Lav*  1    Waste  ft   Uranium   Recovery  Projects   Branch 
HI/  02/2  B        FONNER.  Fl    L         Regulations    Division          Ip         22662   30V 

84031&QD73  For  wards    J  Field*   rept   oummariiing    effcEtg  of    two   changes 
on    ouptit    of    Nl-JFT/DVM   graphics    paciago 

WISE,  ht    J        Repository    Projects    Branch     (Post    331001)         34/02/16 
RepoEitory   Projects    Branch    (Post   031001)         2lpp        33662   2BB 

B4031901PO  Reviews   responses,    to   MIC    comments    on   high    Integrity 
container  design    for    TMI    EP  I  COR-  1  1    prefilter   ua-ste-s  Approval 
nf    design  recommended    following   resolution    of    listed 
comment  s 

NUSSDAUMEH.  D   A        Assistant   Director    for    State  Agreements   Programs 
B4/O2/O1         H1HNER.N         Ha^/iin^ton.     State    of         2pp         23691    342 


--B403060S21    UMTRA-DOE/AL-0099-F 

"Remidlal    Actions   at   Former    Vitro  Chemical    Co   Site  South 

Bait   Lake,  Preliminary   FES    " 

*      Energy,     Dept      of         B4/OEY29         734pp.        22330   013 

H403120241    Draft  annotatsd    agenda   for  B4O315-16  meetlngi   u/DOE   in 
RlchlandiMA  to  discuss    geologij   of    DWIP 

*      NRC    -   No   Detailed    Affiliation    Olven         OO6B7         B4/O2/19  NRG   - 

ND  Detailed   Affiliation   Qivnn        Spp         2261  9'  S32 

B4031SOS4B  Responds   to   request    for    technteal    assistance    in   evaluating 
Nuclear   Packaglngj  Inc    FL50  high    Integriti)    container   <H1CJ 
HIC    design   can   be   approved    for-  continued    use   provided   vendor 
submits    further   Info 

NUSBBAUMERi  D  Aailstant  Director  for  Stota  Agreejnentl  Progrjimi 
G4/02/29,  STRONfl,  TR.  Washinjton,  State  of.  Dept  of  Social  t* 
Health  Service*.  Spp 


8403140027  Foruarda   comment  i   on    MIC    proceeding    for   concurrence    in   DDE 
guidelines    for   recommendation    oP    sites    of   nuclear    maste 
repositories  tt   interpretation    of   avallahle    evidence 
MATHE80N,  S   K        Utah,     Stat*    of         4BFRS043S.        04/03/09.        P  ALL  AD  I  NO,  N   J 

Commits  lonirs       Bpp        S2A33.301 

B403H0132  Dlieuisai   B40527    tilcon   u/B  Cook    re   Hovls    Itr    concerning 
data   collection  effort   at   Han  Ford    that    involved    L   Lehman   tt 
availability    of   date. 

BELL  10  ATT  I,  M        Repository    Pcoj.cti   Branch    (Post   B310O1),       84/02/EB, 
MRIOHT-R.       Repositoi-u    Project*  Branch    (Poit   031001),       Ip         22637   355 

B40314031S  Forward!  monthly    update    detailing    project    activitia* 
covering    contact*  u/Statei    of    PArUT.HY.Ei  OR   fc   plan    for 
Implementing  EPA  5t<f«    at   UMTRAP   «itei 

MQRLEY.J.A       Eneray.     Dept-    of.       B4/03/01        HIoaiNBOTHAM,  L        Lou  Level 
Haste  Licensing   Branch.       Spp         2263S.30B 

E34031302B1   poruards   study    of   soil    sample*    collected    d'urlna    drilling 
of  well    located    100   Ft   south    of   Beatty    site.  Reque^ti  *tlV 
comment  t  on  study   be   submitted   to  state   of  W 

NUSBBAUMERi  D  A  Assistant  Director  For  State  Agreement*  Program*. 
B4/03/Q7  HIOQ1NBOTHAM,  L.  Lou  LBVI!  Haste  Licensing  Branch  Ip. 
2S64B  2B7 


fl403I904S2   NotiPios    of    34030i-07   nee tkngt    w/onsitfl    licensing 
represents* ives    in   Silver    Spring. HD   to    discuss   activities 
required    to    provide    tlmelu    guidance    to    DOE   Agenda    enc  1 
QROWNINO,  R  E        Division   af   M^ste  (lanaggraont        O0393        81/03/2-1 
CODK-F    R    ,     PRGaTHaLT.P   T    .     VERMA.  T   R         Division    of   Watte   Management 
4pp          226Sl-33a 

B4O3I70447   Forwards    trip    rept    of    B4O13O-02O3    vlolt    to   Oolden    t.   Fort 
Collins, CO   to    attend    NRC    Agreement    States   meeting, quarterly 
meeting    of   UMTFtAP    participants   &  alith    symposium   on  ragt    of 
U  tai  1  ln(p»i  1  oui    level    uaste   E<    ftalardous    waste 

HECEH,M    F         OeotBchnlcal     Oranh    <Post   B310O1  >          Q4/03/13         KNAPP,  H   R 
Geotc-chnlcal    Droned     (Pent    S31O01)          iOpp         33t>79   297 

BA03SO031S  Responds    to    B401 30  me- mo   requesting    revieui  of   Shiprock 
remedial    action    plan    for   UMTRAP  Due   to    limited   resourceei 
asBistan.ce   requestad    from    Selmiologij   Section    In    reviewing    & 
comfflentlnj    on    plan    Seismologist   comment*    encl 
JUBTU3. P, 3        Gnotechnlcal    Branch    (Post    331001)        S4/02/27 
HJQGTNDQTHAM.  L        Lou-Level    Haste   *•   Uranium   Recovery  Project!   Dranch 
Ip          SB 709    liB 

B-103200314  Forwardi    notice    of    upcoming   meetings   aa    result    of  830719-20 
meeting!    Notice   ulll    be   updated  weekly 

TAYJ-OR,  r  J        Eners-y.     Dept      of        003BB        B4/02/24        MILLER,  H       NRC  - 
Mo    Detailed    Affiliation   Given        CH HI STOPPER BON     Utah.    State   of 
FRI8HMAH.  9         TBJHS,     State    of          Ip.        2B709-  Ii7 

B4Q32O0331    Notification    of   U   subcommittee   &  U   adrnlnl  stratlv*   group 
organliatlon    B40207   meeting    In  Richmond,  VA  fleaolutlon   pasied 
b-y    Statt    of    VA  Coal    6  Energy    Commission    encl 

CATON,  D.  J       Virginia,    Conunonuealth    of,        84/O1/24  Virginia. 

Conunonuealth    of..       7j>p         3270?   132 

8403300349  Forwards    current    list  of    technical    meeting*   on   repository 
licensing    tentatively    eitablllhed   ufDQE   Several    addl 
neetlniii    being    scheduled    &   organized 

MILLER, H,J  Repusitory  Projectl  Dranch  (Post  8310015  00693 
B4/O2/li  CRQWNINU.R  ,  CELL, M  ,  MILLER,  H  NRC  -  No  D.tallod 
Affiliation  ffiven  4pp  3S7O9  IJO 

9403500348  Announce*    fifth    blmonthlij    salt    statea/NRC  meeting    In 
Columbui>  OH  ForwJfJ*    draft    agenda    for   nut  meeting    scheduled 
for    S10329-30 

NEFF,  J.  O  EnerB^i  Dept  of  B4/OH/27  JOKNSDNi  R  HRC  -  No 
Detailed  Affiliation  Olven  3pp-  2S7O9  1D7 
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S4Q330O331   Discusses   DOE  request    for   meeting    to    discuss   draft 
comments   on  Dmrango   preliminary   DEB   Comments    should  be 
sent    by   830213  List   of  attendees   &   JiandoutB    from  B40214-K3 
meetings   attached 

PENNIFILL..R        Uranium   Recovery    Licensing    Branch         64/02/21 
MARTIN. D   E        Uranium  Recovery    Licensing    Branch         39pp         23709  073 


0403220977  Forward B   Hydrology   Team  proposed   action   plan   far   reviewing 
data   on   salt   hydrology   prior   to   environ   assessment   release 
Comments   requested   by   830227 

CDDKE,  D  A       Qeoteehnlcal    Branch    (Post  631001)        00403        04/03/21 
JOHNSON. R   L       Depository    Projects   Branch    (Poit   931001)        Hpp 
23793   311 


840320O354  Forwards   environ    assessment   preparation   schedule    fulfilling 
OPS  Plan   Commitment*   93141311.  S3t41S21   &   33141231   ti 
reflecting   current   scheduling    for   *  1  ta   work  sJiaps.  data   review 
d   products 

KNAPP.M  R        Oeotechnlcal    Branch   (Post   B31QO1)         B4/OB/17 
DROttf«NO,.H    E        Division   of    Halt*   Management-        3pp        227 OB    3bl 


B4032B03Q3  Forward*   description   of   hydrogeolaglcal    ei pi  oration   tent 
program   per  840233   telcon   Meeting    should   be   deferred   until 
after   exploration   program    Initiated    In    late   Mar 
MATHEUSiM   L        Energy.     Dept       of         84/03/03         HIQQINBOTHAMi  L 
Low-Level   Haste  t  Uranium   Recovery   Projects   Branch        14pp 
22730  346 


B4:03HOO3S6    "Ha-286  Analysis     for    Shiprock    Site    Tailings   Samples    " 
«      Hendii    Corp.       03/08/09         lOpp         2370"?    O&S 

B 403200370   Forwards   questions  !>   comments   re    revieu   at  surface   water 
hgdrology,  erosion  &   long-term   stabi liiallon   aspects   of 
draft   remedial   action   plan 

JOHNSON,  T   L       Bentethnlcal   Branch    (Post   B31O01  I.      84/03/29 
PENMIFIUL.H        Lou-Level  Waste   (.Uranium   Recovery   Projects   Branch 
5pp         22709   351 

B40321O034   Comments   on  petition    for   rulemaking    re   DDE  guidelines   for 
recommendation   of   sites   for   nuclear   waste   repositories 
FINN. D   F         Affiliation  Hat   Assigned         4^FR963O   002        84/03/15 
Dock  sting   &  Services  Branch        3pp.       32706  36O 

B4O3210O3B   Forwards   State   oP  NV   comments    on   petition   for   rulemaking   re 
ctmcurience   in   DOE   guidelines    for   r eeommtndatinn   of  sites 
for   nuclear  waste   repositories 

MUflPHYiM    R        Murphy    t   Davanport         fl9FRVe.3O   O01         B4/03/16 
PAt-LADlNO.N         Commissioners         4pp.        32707    Oil 

8403S3O11S   Submits  notice   oP  upcoming   meeting*    of    salt   state 
representatives  &   onsite    representatives 

TAVLOR,  J    J        Energy,    Dep  t       of         0039B         94/03/02.       MILLER,  H        NRC   - 
No   Ot  toil  ft  Affiliation  Given        FRISHMANiB        TeiJS.    State   af 
FOHSVTHE.H       Mississippi,,     State  of         le        22723  367 

H403220132   Foruarils   schedule   for  review  of   Topical   Rept 

CN9I-HIC-14571-01.-  "Polythlene  High  Integrity  Container*  " 
JUNSL1NO.T  U.  Engineering  Branch  (Post  B31OO1J.  64/03/27. 
PDPPE.L.K  CJiem-Huclear  Systems,  Inc  2pp.  23723  S93 

8403320193   Trip   rupt   of   attanilance  at   840107  fc   13  class   re   geotechnlcal 
aspects   &  reclamation   of    tailings    Impoundments 
PEN«I(-1LL,R        Uranium  Recovery  Litensing    Branch        B4/O2/21 
MARTIN.  D   E       Uranium  Recovery   Licensing   Branch         Ip       52723  290 

B4Q332O2Q5   provides   process    for    dealing   iir/irregularltiei,  both    technical 
&   procedural,  in  hydrologlc   teit  methods 

HRISHTiR    J        HepOBltori)   Projects   Branch     [Post    B31001)         00499 
64/02/23       MH.LER.K  J       Repository    Projects   Branch    (Post  B31001) 
Bff         SZ733  S75 

S403230335   QJ-04CB3} 

•Environ  Assessment   of  Preliminary    Cleanup   Activities  at 
Offstte   Properties    Contaminated   by    Tailings    from  Or  and 
Junction   Inactive   U  MIllxl tei  Qrand    June tton.  CD.  •" 

*  Bend  it    Carp         B3/Q4/3O        ZBpp         2H719   GO? 

H4O3S20228   Informs   of   review  of    listed   lections   of   Shiprock   remedial 
action    plan  Plan  acceptable   upon  receipt   of    adequate 
respond    to   «ncl   comments   &   questions 

YDUfJO.  V        Division   of  Haste  Management        S4/O3/OS       PENNIFILL, R 
Division   of  Haste   Kanagenent        9pp        22723  393, 

B403230231   Confirm*   verbal    advice   that  ELD   reviewed  t  approved 
cooperative  agreements  negatlated    bvtueen   DDE  &  State   of  UY 
fc   Navaja  Nation,  for   reclamatlan  b   cleanup    oF   U  mill 
tailing^   disposal    sites 

FONNERjft   L       Regulations    Division,       B4/O3/07        HIOOINBOTHAH,  L 
Lou-Level   Waste  b  Uranium  Recovery   Projects    Branch        Ip.      22717  339 

8403230239  Confirms    Info  on   NRC   plans   &   preparations   for   revieu  of 
draft   environ  assessments   presented   at   831115-1£  meeting* 
R  Browning  B31130   Itr  &  S  Coplan  9311  li  itr   encl 
LIHEHAN.J       Repository  Prajtets  Branch    IPo*t   B31001  >        00402 
B4/02/24,      NEFF.J  O       Enerjy,    Dept      of.       3pp        22719.360 

8403330374  Act   receipt   of   B401 1 1  ruponn    to   830ilS   itr  re   eiploratory 

•  haft   canst  IE   staling. Lilt   af   requested   reft   end. 

LINEMAN.  J  J       Repository    Projects    Branch    (Po»t   B31001).      00401. 
B4/02/S?       KEFF,  J.  Q       Energy!    Dept      of        4pp        22723  319 


B403S30029  Comments   on   petition   for   rulemaklng   re   DOE  guidelines   for 
recommendation   of   sites    for   nuclear  waste   repositories 
Concurs  w/seven  points    in   preliminary   decision 

FRI8HMAM,  3       Texas,    State   of        47FR9630  004        B4/O3/19,       CHILK,  8  J 
Office   of   the   6ecretary   of   the  Commission        Ip,       22728'  349. 

S4 03230030  Suppls   comments    on   petition   for  rulemaklng   re   DOE   guidelines 
for  recommendation   of    sites   for  nuclear  waste   repositories. 
Requests   serious  action   be   taken   on   DOE   failure   to   provide 
peer   environ  program 

FINN<D  F       Affiliation  Not   Assigned        49FR6SO  003       84/03/17 
Docketing   &  Service*   Branch        2pp        33724   333, 

6403230050  Comments   on   petition   for   rulimaklng   r*   compliance   u/DDE 
guidelines   for  recommendation   of   sites   for   nuclear  uaste 
repositories   Generally    supports   Commission   position, 
JIM.R        Vatrima    Indian   Nation        49FR96SO  003        04/03/20. 
PALLADINO.N  J       Commissioners        Ip        22726  343, 

B4035301BB  List   of  State   of   UA   Dept   of  Ecology   high    level   nuclear  uaste 
mgt   legislative   proposals, an    of  B403D2 

*  Uashlngton,    State   of        00699       64/03/02        2pp        22799' 11? 

B40Q330193  Forwards   documents   re   high    level   nuclear   uaste   repository 
Issueiper  640206  request   Clarification   of   some    documents 
listed  U/D  encl 

MATTBON.D  R        Policy   &  Program  Control   Branch    (Post  831001)        00394 
B4/02/24        DRIVER,  D    H         Utah,    State    of        2pp.        22741    361 

6403230249  Forwards   agenda    for   HfiC/DOE  B40313-15   briefing    on    geological 
sciences   investigation    In   Rlchl'ndiUA 

OLBONiD  L        Energy*    Dept      of        00694       B4/03/O1,       WRIGHT.  R   J 
Repository   Projects   Branch    (Post  B31001 )        4pp        22741    387. 

B4 03 3302 SO  Summary   of   State   of   UA  High   Level   Nuclear   Watte   Advisory 
Council   S40120  meeting   u/llsted   attendees   re   forthcoming 
public    info   program  ui/Ofc    of   High   Level   Nuclear   Waste   Mgt 

•  Washington.    State   of        OO6S6       B4/01/20.  Washington!    State   of 
3Spp         BS73?'327 

B40326D043   Informs   that   preliminary   version   of  NUS   topical   repti 
"Qualifications   af   Cement   Solidification  Process    for 
Stabiliiing   Haste   Forma. "    cannot   be   processed    for   detailed 
review   due   to   absence   of    incomplete    info 

HIOOINDOTHAHi  L       Loui-Level   Uaste  &  Uranium  Recovery   Project!   Branch. 
WM-B4047         B4/02/17         POWELL.R.       NUS  Corp         Ip         22763'  29&, 

B403260344  Summariies   B40123-26   data   revieu  visit   at   site   Review 
proce&s   consisted   of   conveying   preliminary   observation*! 
review  &  analysis   of   data   &   perf orm»nce   of   sensitivity 
analyses  d  analysis   of   test   data 

NATARAJA.M  S       Engineering   Branch    (Post  831001).       84/02/27 
HRIQHTiR  J       Repository   Projects   Branch    (Post   631001  >        81pp. 
2H775  31B 

— Bfl03260347   RHO-BW-BA-Hflb    P 

"Design   tt  Const   of   Block   Test   in   Closely   Jointed   Rock    " 

BLACK, M  T   ,    CRAMER.H  L        Rockwell    International   Corp        83/06/30 

134 pp        2377&.034 

— B40326039O  Forwards  data   obtained   or  requested    from  DDE  during  B40124- 
26  data  review  visit 

RAJARAK.V       Engineers   International!    Inc,       B4/01/31.       BEAMANS,T, 
Engineering   Branch    (Post   831001}        19pp        22776, 161 

— -  8403860393  Forward  I   draft   rock   mechanics   data   review  thec  *  Hit,  FORTRAN 
listing   of   algorithm   bo   calculate   displacement*    from 
aitensometer   data   h   sample    input   data   instruction   for   plots 
generated   by   data   acquisition   sys, 

UAHI.K.K       Sandia   Laboratories        84/01/31        NATARAJft,  N.  B. 
Engineering   Branch    (Post  B31001 )        49pp        22776   1BO. 

S4032602B3  Trip   rept   of   attendance   at  Third   Workshop    on   R«gi on-to-Are*. 
Screening   Hethodology    for   Crystalline  Repository   Project   on 
B40E31-24   In  Atlanta,  GA.  Regi stratlon   list   >ncl 
LDQSDDNiM  J       Repository   Projects   Branch    (Poit   B31001).       MATTSONi  D  R. 

Policy   h  Program  Control    Branch    (Post  B31001 )        B4/03/07 
BROWMINO,  R   E     Division   of   Maste  Management        10pp.      92808-190, 


NONDOCKETED  ITEMS 


511 


B4Q32BOBS4   Forward*    draft    Itr    Incorporating    conclusion*    & 
recommendation   re    technical    assistance    to  State  Of  HA    on 
NUPAC   high    integrity    container  design   Addl    Info  required    r» 
corratlon   performance    of    F23S   weld*  ti   pitting    corrosion 
HICOINBOTHAM,  L        Loui-LfV«l    Wait*   Si  Uranium  Recovery  Project*   Branch 
B4/OB/1&        NUSSHAUMER.D        A»*l*tant  Director    for  State   Agreement* 
Program*        7pp        22806   IBS 

84032HOES7   Trip   rept   of    attendance    at  8i»th   Sympoilum  on   Mgt    of  U  Mill 
Tailing*, Lou  Level    Halt*    &  Haiardous  Waits   an  B402O1-O3    In 
Fart   Collini.CO  Agenda   encl 

PEARRINO,  JR        Engineering    Branch    (Pnmt  B31Q01)        B4/ 03/04 
OREEVES.J  T        Engineering    Branch    (Poit  831001),       7pp        22BO8    179 

B433SB0239  Trip    rept   of    participation  at  working    llislon   on    DDE  UMTHAP 
document.     "Vicinity   Properties  Mgt  &  Implementation  Manual    " 
FLORY.  C.       Lou-Level   Waste    tt  Uranium  Recovery    Projeett   Branch 
B4/Q3/O7        HlflOlNBQTHAM,  L.       Lou-Level    Malta    ti  Ur«niu«t  Recoveru. 
Project*   Branch,       4pp        BBHOB:  173, 

B4032B0267  Forward*    Info  re    geotechnlcal    ennineerlng    topic*    »usge«ted 
fop   conilderatltm    In   development    of  UMTRAP  remedial   action 
plant.  Plan    ihuuld    include    »ufflcttnt   info   to    indicate    that 
baiea    for   conclusions    ti   finding*    art  well    founded 
OREEVESjJ  T        Engineering    Branch    (Pott  B310O1)        34/03/08 
HICOINBOTHAM,  L,       Lou-Levol   Ua»te   fa  Uranium  Recovery  Projects  Branch, 

4pp      82808.077 


B4O301O421    Forwards    application    for    eiport    license    tor  minor    nuclear 
export    Ltr   op   assurance   required    W/n   end 

ZIMMERMAN, J  V        Aaslttant    Director    Par    Export/Import  &    International 
Safeguards        B4/O2/33        STOIEER. C   K         State.     Dept      of.     Bureau   of 
Oceans    t.    Intl       Environ      &    Scientific    Affairs          Ip          £244?    334 

34O3Q1O425  t-iCBtisc    Por    Meat  inghouse    to   opart    four    lirconium    fuel 
tubes. top   entf    plugs,  bottom   end    plujji  &    stainless    steel 
spring  t    to  Belgium 

ZIMMERHAN'J   V         Assistant    Director     For    Export/Import   b     International 
Safffguardi         KMH-453         B1VO2/21  Ip          22449    333 

B4O3D1O432   Licunse     for    Mitsui     fc    Co. Inc     to    export     164,430     Its       Zr-2 
trci    to    Japan, 

ZIMMERMAN,  J  V        Assistant    Director    for   Ei port/ Import  &    International 
Safe-guards         803-230         84/02/34  Ip          BS449   333 

8403010)454    Forwards    application    to    export   BOO   Zircal-oy    channel    blank 
stripe    to  Japan 

STREET.  L    L         Efilnw    International    Co         HU1    i43S7         G4/D2/1&         (1DDRE,  N 
NRC   -   No  Detailed    Affiliation   Oiven         Ip         Ba444   Oi7 

— B403O104S6  Application    for    license    to    export   2OO  Zircaloy    channel 
blank    stripe,    to    Japan 

BTFIEET.L   L         Ed  1  oiu    International    Co         A6EA         B4/OZ/L3          Ip 
22444    068 


B403S9031i  Comment*    on    petition    for  rut*m»Hng    re   DOE  general 
guideline*   far  recommendation   of   iltia   for  nucl«ar  uaite 
repositoriei,  NfiC   concurrence   decision   offert    tome 
improvement   to   DOE   guideline* 

KALITOWSKI.T       Minnemt*,    State  op       47FR969O  006.      84/03/20 
PALLADINOiN  B.       Conml  iclonen.       3pp        S2B02  O62 

B4 03 300239  Foruard*   K  Sehnader   B40119   Itr   to   proipecfclve    offaror*    r« 
Anend    1    to  RFP  E91S-OGI400<R   b  cover    Itr   ti    ltd    order    for 
work    dtd   031230.  H/o    encl. 

NEFF.J.O,       Energyi    Dept      of        00037        B4/03/14        LlfCKAN.J  L 
Rtpoiltoru   Project*   Branch    (Pott   B310O1 1        2pp.       S2B4B.  344 

04 0330024 3  Request*    listed    document*   re   BUtP   b>    forwarded    to   Yaklma 
Indian   Nation. 

TQUSLEY-D  R,       Harmon  &  MeH»        00703        84/03/08        BUNTING,  J 
Division   of   Maitt  Management.       2pp        22840.307. 

B40330024B  Rev  0   to   Procedure   aD-BHl~PHP-003,     "Project  Mjt  Plan  For 
Hijdrothermal    Testing    of  Maste-Barrler-Rock    Interaction* 
Using    Fullu   Raduaste  Project    " 

DEJU.R.A        Rocltuell    InterTiatlonil    Corp        EVANB,E.  A        MeitfnghouBB 
Electric    Corp        CHIKALLA,  T.  D        Battelle  Memori*!    Instltuta.    Pacific 
Northwnit  LaboratorUi        00707       62/1O/31         67pp        23840  3Bi 
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B402020431   Amend    12  to   Ed  low    Intl    Co    export    1  ictnse.  extending    ixpiration 
date   to  B&0101 

PETERBON.M  R        Assistant   Director    for   Eiport/Import  ti   International 
Safaguard*.       B4/Q1/U.       If        22069-182. 

B403010094   Application    to   amend    eiport   I icensei  extending    eipiratlon 
date   to   B70331. 

WILSON-  B.  D.       Ovneral   EUctrlc    Co        BDW-13-84.       B4/02/Oo,       HEMBY,  E  0 
Office    of    International   Program*'     Director         Ip        22479:334. 

04030 1O33B  Llcanie   far  Mitiui    tc  Co,  Inc    to   export    IB9,  790    Ibs    Zr-2  tt 
Ir-4    trti    to  Japan 

ZIMMERMANi  J,  V.       Anittant    Director    for    Export/Import  b    Intimation*! 
Safeguard*         B03-E36.        34/02/24.        Ip,        22447    339 


B4  030  lot  69    Application    far    llcanie    to    fit  pert    10    kg    thorium    Fluoride 
poudcr. containing    7   54    kg    thorium, to    Italy 

CDLTON.E        Cerac,     Inc         B4/O3/13        HEMHY,  E        NRC  -  Wo    Detailed 
Affiliation   Given          Ip.        28444   Odd. 

840)3010463   Application    for    license    to    erport    three   8F3   proportional 
counters. tua    compensated    ion    chambers    Si   tun    startup 
aiiejnbllet   to    9ut  tt  erland, 

HEETHER.MH        HHstingllousB   Electric    Corp         ZE    1O397        34/02/21        Ip 
33433'  333 

B4O301Q4&4    Ltr   of   assurance    re    export   of    13    9   U-S3S, contained    in   325   g 
U,  to    Japan 

SHIRAKAWA.T        Japan.    Oovt      of        04/02/08        RAVMOWD.  -J  F         Energg, 
Dept.      of          Ip.        SH443    3O1. 

8403010469   Foruarils    application    to    eipurt   371    kg    U-23S,  enr  1  c  heil    to 
3407.    U   neia* luoride.  to    Japan 
3KIMA, S        MltEUblshi    Intarna tional    Carp       dub*      of   Hitiublshl    Corp.) 

H4/OH/1O,  AnBistant    DirectoT    For    Export/Import   A    International 

Safeguard*        2pj>         32443  3*}& 

— B403O1046B  Application    POT    licenfie    to    export   73-1    kg  U-23B,  anrl  ched    to 
3  -4 OX  U   hexaf luor Ide.  to    Japan 

SHIHft-B       MitEublthl    Intornatlonal    Corp       (auba      of  tlltiublihl 
Corp    )        fl4/03/ai         If         22443    300, 

84Q3D1O466    Foruards    application    to    oxport  2O   g    Pu    (metal)    to    Japan 
NAKAhUtlAi  N       Marubeni    America   Corp       dub*      of   Marubeni    Corp    ) 
B4/02/1S        UHIOHTiD    L         Assistant    Director    For    Export/Import  4: 
International    SaPBgirards          Ip         224  a  B  2S6 

— B403O104&7  Application    for    licanie    to    export   SO  g   Pu    (m«t*l>    to  Japan 
End    USB    itatemant    encl 

VAMADA.  K,      M»n«b*Ti(    Amerl-ea   Corp       dubs      op   Marubeni    Corp    ) 
ZH-01 19        S4/02/ 1 S          3pp.        2H43H'  3B7 

940 301 04 7O  Forwards    application    to    export    slightly    enriched    U 
heiafluorldi    to  Japan 
SKIHA,  a        MltsirblR.nl    International    Corp       (mbs-     of  Ml  tiut  1  shl    Corp.) 

H3A-MB3-10,       94/O2/1O  Asilitant    Director    For  Eiport/Import  & 

Intertlfltionil    SaPeg  yard  *.       2pp,       32443'  293 


B403010346  License    far  Histlnghouse    to   export   one    proportional    counter, 
Tupe   23744, to   France 

ZIMMERMAN,  J  V.       Assistant    Director    for   Eiport/Import  (.    International 
Safeguards.       ZE  4O17Q.       84/O2/21,       Ip        53449.398. 


— S4Q301O473  Appl Icatlon    for    llceni*    to    oxport    5B3   kg   U-239, enriched 
to   3,  40%  U   hEjafluorlde, to    Japan 

SHIMA, S        Hittubithl    International    Carp       (sub*,     of   Hltcublihi 
Corp.  ).        H8A-54B3-1O.        B4/OS/1O  Ip          B2443' 297. 


6403O1Q364  License    for  Sandvlk   Special  M*t*l>   Corp    to   export 
2OO. OOO    Ibi   Zlrcalov   4   part   pilgered   cladding    to  Canada. 
ZIMMERMAN,  J.  V       Assistant    Director    for    Export/Import  b    Inttrnatlonal 
Safeguard*.       BBM-31016.       B4/02/21         Ip.      82477'  173. 


8403010471    Ltr    of    ••turance    r*    export   of    30H    kg    U-235, contai ned    in 
9,993    kg    U,  to   Japan 

SHIRAKAWA.T        J.pan,     Sovt      of.       64/OS/22,       RAYMOND.  J.  F         En*rs«, 
Dept.      of         Ip.        3343 B   342 


B403O103&9  Llcente    for  Waitinghous*    to  export   »lx    conpeniatad 
ioniiation   chanbtriiType   23744.  to   France, 

ZIMMERMAN,  J,  V        Assistant    Director    for   Et  port/  Imp  art  tt    International 
Safeguard*        ZE  40189.       84/02/91.       Ip        £2447:362. 


B4O3Q1Q47B   Application    to    amend1    exjiart    1  icen*«<  ex  tending    expiration 
date    to   870331. 

WILSON, B,B        Oenoral    Electric   Co.       BDW-1H-B4.       B4/02/Oi         HEMBV,  E  O 
Pffic<    of    International    Programs,     Director.        Ip.       2243B: 36 1 


B403O1O41B  Amend    1    to   Reactor   Experiments, Inc    export    llcanie, tncre*»Ing 
quantity   of  U-233  to   19  g   b  U  to   14, B4   g 

ZIMMERMAN- J.V       Aniitant    Director    for    Export/Import  ti    International 
S«Fagu*rd*         14a4        64/02/24,       Ip        22449'  339. 
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B40301Q479  Requests    Executi  is    Branch    position   re    Nlsaho    lual    American 
Carp    application    far   amen  sis    to    licensee    to    export. increasing 
quantity   at   U  authoriied    for    Biport    to   Japan 

IIMHERMAN.J  U        Assistant    Director    far   Export/Import  &    International 
Safeguard*        B1/Q!?/I7        BTOI DERj C         State.     Dept      of,    Bureau   of   Oceans 
ii    Jntl       Environ       It    Scientific    Affairs          Jp          22443    287. 

H4O3Q1D4B4  Application    to   amend    eipnrt    1  Icenses.,  i nereasing   quantity    of 
Australian    origin    heiaf  lum-ldej  conta  inei!    in    fuel    rods/any  s, 
for    Eiport    to  Korea 

HEflECH.M   M         UBE t i nghouse    Electric    Corp-        MMH-46O.        81/03/17 
ZIMMERMAN.,  J  V        Assistant    Director    For   Export /Import   &    International 
Safeguards         2pp         52439    304 

B4Q3O1O4B7  Lfcr   of    assurance    re    application    Par    amend    to    license   to 
export    16  94   g    high    enriched    U  metal ,  containing    13   7   g 
U-E35,  to   Japan 

SHIRAKAWA.T         Japan,     Oovt,     of         B4/O2/22         RAYMOND, J   F.       Energy. 
Dept       of          lp         2343B   36O 


B4030I0490  Application  for  11  cense1  to  export 
flENSQH,  E  C  Isotope  Products  Laboratories 
lp  33438  359 


O02    g    Cf-232,  to    India 
H/0    10274         B3/11/02 


9403010491   Requests    Eiscutive    Dranch    position   re   840221    application    for 
license    to    aiport    1.000,000   Ci    trl 1 1  urn, in    bulk    gaseous    farm, 
bo  United    Kingdom  W/o    end 

Z I  MM  mil  AN,  J  V        Assistant    Director    for   Export/Import  &    International 
Safeguard!        84/03/33        9TOIBER,  C   R         State.     Dept.     of.     Bureau   of 
DC tans   &    Intl      Environ      &    Scientific    Affairs.       lp         22438,358 

8403010495  Forward  a    application    for    export    license    for  minor   nut  liar 
export    to   Canada   Ltr    of    assurance   retired   W/n    etic  1 

ZIMMERMAN, J  V        Assistant    Director    for   Ex  port/Irojuirt  l>    Internationa  1 
Safeguards        84/O2/24        RAYMOND,  J        Energy,     Dept      of         lp 
H3433   a 57 


6403010340  Application    to   amend    export    license, extending    expiration 
date   to   B7033I 

WILSON, D    D        General    Electric    Co         BDU-11-B4         84/02/D6         HEMBY.  E    O 
Office   of    International    Programs,    Director         lp        BB438   351, 

B40301054S  Application   for    license    to    export    fuel    assembly    tubesi 
lirconlum  plugs, stainless    steel    springs   Si   Inconeli  to    Italy 
HERSCH,  (1  M        Uestinghouse    Electric    Corp        B4/02/23        lp         22443-302 

B403020019  Forwards   Transnuc lear, Inc    B40202  application    far    amend    to 
export    license    Increasing    quantity    to   1,348   334    kg    U-238. 
contained    in   36,643   kg   U 

ZIMMERMAN,  J  V       Assistant    Director    for   Export/Import  It    International 
Safeguards        B4/02/09        RAYMOND.  J        Energy,     Dept,     of         lp 
324 VI    OB4 

— 84030K0024  Application   to    amend    Biport    1 iceniei increasing    quantity    tt 
1,348   334    kg    U-235,  contained    in    36,443    kg    U 

HANNtTT.B  A        Transnuclear.     Inc        RBU-394.       B4/Q2/OB        MDORE.R.  N, 
Office   of    International    Program!.    Director         lp.       22491;  OBB 

B403020O79  Application   for    license    to    export   miscellaneous    d*»ign«d 
primary    pump    components    to   Spain 

PEARSON,  A        Borg-Uarner   Corp        83A-V-223B        B4/02/Oi        lp 
22491     168 

B1Q30SOOB9  Application   to   amend    export    license, extending    expiration 
date   to   870331, 

W1LSOM.D   D       General    Electric    Co        BDW-17-S4.       B4/02/Oi        HEMBY.  E  0 
Office    of    International    Program*.    Director         lp        32491 'IBS 

£403020113  Forwards   application    to    export   spent  nlckel/U    catalyst 
NUA-Slt  containing    7V,  U  &    11X  nickel,  to   Canada 

VANDEBSTEEQ,  F       Parkans    Intflrnatlonsl,     Inc,       B4/02/14        MODflE,  R.  H. 
Office'   of    International    Programs,    Director         lp        22491    177 


8403010497   Application    for     license    to    eiport    29    pfecie    of    lirconlum 
tubing    matl    to   Up-st    Germany 

WILSON,  D   D        General    Electrit    Co         aDW-B8-B4,       B4/02/I6        lp 
HS13B   3S6 

S403O10502  Aivises    that    Mee tinghouoe    S4O221    application    for    license    to 
export   ml  iC-ollauuaUi    fuel    asaemblij    components    to    Italy    far 
weld    qualification    teats    iaaued1   UJ/Q    normal    ] 5-day   waiting 
period 

ZIMMEFIHANiJ  V        Aasiitant    Director    for   Ei  port /Import  &    International 
SafeguarJi        fi4/O2>£4  Assistant    Director    for  Export/Impart   d 

International    Safeguards.       lp         23139:333 

8403010509   Application    for    licetim    tn    eiport    190    kg    U  dioiideifls    powder 
or    pell-ats,  to  Taiwan 
«       Oeneral    Electric    Co          9DM-27-B4         84/OH/14          Ij         S243B   3D? 

B-50301O312   Forujirds   application    to    eiport   322    kg    U-235,  enriched    to 
2    4Q.4  U    h««af  luorid  e>  to  Japan 
SHIMArS        Mitsubishi    International    Corp       (subs      of   Mlttubiihi   Corp    ) 

B4/02/IO  Assistant    l>ire<tnr    far   Eiporl/Import    tt   International 

Safeguards         Spp          2B43B    336 

— 8403010517  Application    for    license    bo   export   322    kg    U-233,  enriched    ta 
3  40X    U  hexafluor  Ida.  to    Jajian 

SHI HA i S        Mitsubishi    International    Corp       (tubs      of  Hitiublthl 
Corp     J          H3A-54B3-OB         B4/O2/01.        lp          2243B   33a 

B403O1O522  Foi-wardE   neuslettar    an  Omnibus    syi    describing    SGDAC  plant 
monitoring   &   dlsplatr    sy-s    per    840309   dl«eu*«ian   Ii  340201 
application    fur-   export    license  W/o    enc  1 

WILSON. B    D         Oeneral    Electric    Co.        BDW-ai-B4         84/02/03 
PETEHSOH, M  R        Office    of    Int'rnatl anal    Programs.     Director        lp 
52439   332 

— B4D301O546  For war  its    application   to    eiport   plant  monitoring    fc  display 
syE> consisting    of    thre*    VAX   b  two   OEBAC    sys, to    Finland. 
WILSONiD    D         General    Electric    Co         DDM-0?-a4         B4/OB/01 
WRJCMT, B.  L        Office   of    International    Programs.    Director        lp. 
2243B   353 

— 8403010330  Application    For    license    to    export    plant  monitoring  t,  dliplay 
tijs,  consisting    n-P    three    VAX   Si    tuo  OE&AC    sysrto   Finland, 
*      flpneral    Electric    Co        BDH-OB-B4.       B4/Off/01         lp        224 3 B  354 

B40301O539  rtpplieatian    to    amend    export    t Icensa, entvndlna    expiration 
rfatt    to   870?3O> increasing    quantity    to    ISO   pieces    b   changing 
description   of   equipment, 

WILEON.B   D        Oemral    Electric    Co.       B4/O2/17.       HEMBV-E.  0        Office   of 
International   Program*.    Director.       lp         22438  343 


— 6403020119  Application    for    license    to   aiport   spent   nickel/U   catalyst 
NUA-31.  containing    TA  U  «•    U/.  nickel,  to  Canada 
*     Parkans    International,     Inc        B4/03/10        lp        S2491. 178, 

B40302015t   License    for  Uestinghouse    to   export   mi icel lanceous    fuel 
assembly    components    to    Italy 

ZIMMERMAN,  J  V        Assistant   Director    for   Export/Import  tc    International 
Safeguards        B4/03/H4        lp        22491 '196 

S403020154  License    for   Teledyne   Wah   Chang    Albany    to    export  60,  Odd 
Ib    Zircaloy-S   trex    to  West   Germany 

ZIMMERMAN, J.  V       Assistant    Director    for   Export/Import  h    Internationa] 
Safeguards        3350    (JFM)         84/03/51         lp        32491, 139, 

B40302O137   Application    to   amend    license    to    export,  increasing    quantity 
by   addl    290   kg   &   extending    expiration   date    to   660901 

LUCENA.  S        Interactive    Radiation,     Inc        B4/OB/17        hEMBY, E   0        NRG   - 
No  Detailed   Affiliation   Given        lp        22471    149. 

B403020422  Application   for    Hcente    to   export    164,490    Ib    Zr-2    TREK    ta 
Japan   End   use   statement    encl 

*  Mltcul    ti  Co      (USA),     Inc       (nubs      of  Mitsui    b  Co    ,    Ltd    )         603-309. 
B4/02/03         Bpp         22491    267 

040302042B  Application    for    license    to    export    compounds,  containing 
deuterium, equivalent    to   5    kg    deuterium    liquid    over   Z-yr 
period1!  to    India 

*  Sigma  Chemical    Co,       D-lia        B4/03/07        tp        22491.263 

84030B0451    Forwards   application    for    eiport    license    for  minor    nuelaar 
eiport.  Ltr   of  assurance   required 

ZIMMERMAN,  J  v       AsBlitant    Director    for   Export/Import  t.    International 
Safeguards.       B4/OB/IO        BTAIBER,  C  R        State,    Dept      of,     Bureau   of 
Oceans   b   Intl      Environ      &   Scientific   Affaire         lp.       22491.197. 

— B4030E0433  Application    ta    amend   export    license, adding    ATLAS,  AS  as 
fabricator/manufacturer    of    fuel    elements. End    use    statement 
encl. 

HANNCTT,  B   A        Transnuclear.     Inc        NUK-420.       84/02/02        MOORE,  R.  N. 
Office    of    International    Programs.    Director,       Spp        B2491 • 198 

8403090026  Amend   3   to   OE   export    licensei extending    expiration    date    to 
B7033I 

ZIMMERMAN, J  V       Assistant    Director    for  Export/Import  fc    International 
Safeguard!        DDH   14-84        84 /OB/10        lp        P.249&1  349 

8403090033  Application    for    license    to   export    1B9.79D   Ib    Zr-2   «   Zr-4 
trx   to  Japan. 

EJIMA.H.       Mitsui    b  Co.     (USA).     Inc      <subi      of  Mitsui   t  Co.  .     Ltd.). 
BQ3-236         84/02/03         2pp         22927'  330 
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3403050036  Application    to   amend    license   to   export,  extend!  nj    eiplratlon 
date   to   B31231 

WOZNIAK,  D  R        Carpenter   Technology   Corp.      B4/O2/01        HEMBV,  E 
Assistant   Dlroctnr    for  Elpor t/Impnrt   Ji   International   Safeguards        lp 
23837   329 

6403050039  Application    to   am«nd    licence   to   oxoorti extending    expiration 
date   to   B70331 

WILSON,  B    D         Oeneral    Electric    Co        BDU-13-S4        B4/Q2/Q&         HEMBV,  E   0 
Office   of   International    Programs,    Director        lp        22027   323 


— 0403030333   Application    for    license    to    export    13.139    kg    Ui  c  ontained    in 
322    tg    U-335.  to    Japan 

bHlMA.S        Mitsubishi    1  n  tarnations!    Corp       (subs       of   Mitsubishi 
Ccirp     J         B4/Oa/OJ  lp          22301    27B 

0103030353  Requests   Executive   Branch    position    re   Marubeni    America   Co 
application    For    license    to    eipart    20    g    Pu    to    Japan 

ZIMHERMAN.J  V        Assistant    Director    For   Export/ Import  (,    International 
Safeguards         S-J/02/Ba         ST01BER.  C    R         Energy,     Dopt      of          lp 
225O1    33? 


B403030O44   Application    for    license   to   export   tuo   compensated    loniiatlon 
chambersi  Type  6377.  to  Franc? 

HEETHEfl.W  H       HeBtinghousa  Electric   Corp        ZE40193       B4/Q2/21         lp 
22927. 323 

I 

B403O30043   Amtnd   3  to   OE   export   1  icen»«,  extend  inj   expiration    date   to 
B70331 

ZIMMERMAN* J  V       Assistant   Director   for  Export/Import   &    International 
Safeguard!         BDU    17-84         84/02/10         lp         32327  33S 

8403090047  Application   For    Home   to   export   3,333   kg  U-E3S,  contained 
in  97,937   kg   u"i  to  Belgium 

HERBCH.M.M       Meetinghouse   Electric   Corp        HMH-4S5       84/01/31         lp 
22927  321 

B403030030  Application   for   licence   to   eipart   325  kg   U-S39.  as   U  oxide 
pouderi  to   Belgium, 

HERSCH.  M  H       Hestinghou*B   Electric   Corp        HHH-454       B4/O1/31         lp 
22S27;3EQ 

84O30S01BB  Advises   that  Re uter -Stokes   B4OHE1    application   for    license    to 
Kport   tuo   Fission   counters    to  Japan   Issued   u/o  normal 
13-day   matting    period 

ZIMMERMAN, J  V       Assistant  Director   For   Export/Import  &    International 
Safeguards        B4/OE/S4  Assistant   Director   for   Eiport/Inport   & 

International   Safeguard*        lp        22S2B   172 

8403050190  Licenii   For  BtcM   to    export   13  g   U-E33,  contained    in   323   g   U. 
to  Japan. 

ZIMHGRMAN.J  V        AsiliUnt   Director   fop   Export/Import  b    International 
Safeguard*.      B4/02/2B        2pp        S232B   190 

B403030193  License   Fur   Byron  Jackson  Pump   Div   tn   export   miscellaneous 
specially   designed    primary   pump   components    to   Spain 

ZIMMERMAN.  J.  V       Assistant   Director   for   Export/Imports    Internationa) 
Safeguard i        83&-V-225B        84/03/27        lp        22SSB- 189 

6403090209  Licence   far  Waitinghouie   to   export   three   proportional 
counterii  Model    699B>  to    Italy 

ZIMMERMAN, J  V.       Aailitant   Director   for   Export/Import  Si    International 
Safeguards         ZE-40193         B4/OB/29         lp         SHS2B    1SJ 

B403030E13  Amend    1    to    license    For  OE  to   import   17   *g   U.contalned    In 
,290   kg   U-233  fa   1 10    kg   Pu   m«tal   cl«d   Fuel    iegmenti>  from 
Norway, 

ZIMMERMAN.  J.  V        Atliitant   Director   for   Export/Import  b    International 
Safeguards        64/02/24.       lp        S392B    144 

34 030 30261   Application   to   amend    llttnte   to   BXpofti  eitending    expiration 
date   to   B70331, 

WILSON,  B.D,      Oanoral   Electric   Co       BDW-Ii-a4       fi4/02/Oi,       HEMBY,  E  O 
DFFlce    of   International   Prngram*.    Director        lp        82927   164 

B4 030 302 76  Amend   2   to   GE   export   liceneei  extending    expiration    date   to 
670331, 

ZIMMERMAN.  J  V.       Anlitant   Director   for   Export/Import  h    International 
8afepu«rdi.      BDU-li-84.      B4/02/1D,      lp       SSSOI-  1B6 

8403030282  Amend    9  to   OE   export    licenti,  extending    expiration    date 
to   B70331 

ZIMMERMAN, J.  V       Astlttant  Director   for  Export/Import  fc  international 
Safeguards.       BDU   12-84.       84/02/10        lp.       52901,  187, 

8403090296  Amend   2   to   OE   export   license,  •xtandtng    expiration   d*te   to 
870331. 

ZIMMERMAN,  J.  V.      Assistant   Director   for   Export/Import  t,    International 
Saf  eguardt        BDM   1S-B4.       84/02/10        lp.      32801'  206 

34  030  30320  Foruards   application    for   export   licenii    for  ml  HOT-   nuclear 
export,  Ltr  of  atiurance  required. 

ZIMMERMAN,  J  V,       Assistant   Director 'for   Export/Import  b   International 
Safeguard*        64/02/26        RAYMOND,  J       Ennrgg,    Dipt     of.       lp 
329O1-279, 

— 6403O9O327  Foruards   application   for    llcenai   to   export    13,129   kg  Ui 
contained    In   322    kg  U-239i  to  Japan. 

SHINA.B.      Mltiubiihi    International   Corp.     dub*      of  Hitiublahl 
Corp.  )        HBA-MB3-OB.       54/02/10  Assistant   Director   for 

Export/Import  fc  International  Safeguard!,      2pp       22301 '276 


— 3403050364   Forwards    application    tn    reneu    expired    License    XBNM-1617    to 
export    SO    g    l>u    to    Japan 

NftHAMURA.N        Marubeni    America  Cc-rp      (subs      of   Maruber-1    Corp   ) 
64/02/19         KiilQHT.B    L         Aisistent    Dlractor    For    Eipor t/Ifnport   !, 
International    Safeguards          ip         225O1    34O 

— 94O3QS036&   Application    for    license    to    uport    SO    g    Pu    to    Japan 
NAKftMURA,N        Harubeni    Auierica  Corp      I  subs      of  Marubeni   Corp   ) 
ZH-Ql  19         B-4/02/15         3op          22501    311 

040303035*?   RoqUBB-ts    Eiecutlve    Branch    position    re    NflD   Div    application 
for    license    to    aipc-rt   60-  OOO   Ci    tcltium   in   bulk    gaseous    Form 
to   SuitTerland    U/a    anc  1 

ZIMMERM^M.J   V         AcatEtant    Director    for    Export/ Import    &    International 
Safeguards         94/02/27         S7DIQER-C    R         State,     Dept       of.     Bureau   af 
Oceans   t   Intl      Environ      K,   Scientific    Affairs         lp        23SOJ    337 

04030S03&S  ForuardB    application    tor   eiport    license    for   minor   nuclear 
eipott   Ltr   of   assurance    required 

ZIMMERMAN,  JV        Assistant    Director    for   Ei port/ Import   !<   International 
Safeguards        B4/O2/2B        RAYMOND, J        Energgp    Dept      of         lp 
23327    309 

— B103O50373  Foriuards   application    for    license    to    export    slightly   enrlchad 
U   fieiaf IUDT  1  de    to   Japan 

SHIMA.S       Hitcubichi    International    Corp      (subs      of   Mitsubishi 
Corp     )         HSA-S493-1O         84/O2/10,  AssiRtant:    Director    for 

Export/Import   &    International    Safeguard*        Spp         33337   310 

— Q403D8O376   Application    For    license    tn    eipor-t    lluBBt    kg    U,  contained    in 
3S3    kg   U-233, to   Japan 

SHIMAiS        Mitsubishi    Internationa  1    Corp       I  subs      of  Mitsubishi 
Carp     )         HSft-^BS-lO         B4/O2/1O          lp         S3327    312 

B40306O033   License    far    Mitsui    I-    Co.  Inc    to    olport    30  S    kg    U-233.  conta  ined 
in   9.<V73  *D   U,  to   Japan 

ZIMMERMAN, J   V        Assistant    Director    for   E«por t/Iraj ort   &    I  ntBrnational 
Safeguards         MHK.-2Fl-ft3    <B1          B4/OS/27         2p  p         22539   329 

S4030fiOO3Q  LiconSB    For    Renter-Stakes- !nt    to    export    tuiD    fission 
counters, MoJel    Ra-PA-oaO9-134i tn   Japan 

ZIMMERMAN,  J  V        Assistant    Director    for   Export/Import  &   International 
SaFBBuarSs         B-1O53         S4/O2/34          lp         2234<7    3t3 

B403OA0079  Application-   to    amend    license    to   « x port. increaalnB   quantity 
to   2H, 360   kg   U    For    export    to    West   Oermanu 

DUD Ola,  D        European    Communities.     Commi ision    of         RBU-42B         B4/01/20 
RAVMOND.J         Energy^     Dapt       of          lp         2233B   292 

G4O3OAOOB7  ForuaMJn   Meatinghouse  B4D221    Itr   uiltti  drouilnj    application   for 
license   to   export    four    fission  chambers   to   Argentina 
ZIMMERMAN.  J  V        Assistant   Director    for   Exjort/  Import   i   International 
Safeguard*         B1/Q2/27         STOIBER- G   R         State.     Kept      of,     Bureau   oF 
Oceans   !,   Intl.     Environ      &   Scientific   Affairs         lp        22923   BB7 

B4030A0349  Requests   uiaivlng    1 5 -day    waiting    parlod    to   expedite   Issuance 
nf   export    license    as   shipment   schedul-iH    for   B4030I 
PDWELL.C         RButer-Stokffa,      Inc          04/02/21         HEMBY, E.       WRC    -  No 
Detailed  Affiliation   Given         1;         22332   359 

— B10306OS73  Application    for    license    to   aiport    2  MoBfl   R8-PO-0903-134 
fission   counters   to   Japan 
POWELL,  C         RBtlter-Stokes,      Inc         B-0133         04 /OH/HI          lp         SaSS2  360 

8403070004  Amend   2    to   OE   export    license, ox  tend Infl    expiration    date   to 
670331 

2IMMERHANiJ   V        Assistant    Director    For   Expov t/Impor t  &    International 
Safeguards,       QDW    13-84        e*/O2/lO-       lp,       33363  393  ' 

B403O703S3  Appl leation    to   ameni)    export   1 1 c ense> extending    expiration 
date    tp  870331. 

WILSON- B   D         Genera]    Electric    Co,        DDM-14-B4         B4/O3/OA         HEKBY. E  0       , 
Office    of   International    Programs,    Director-.       lp        B2364   316. 

B403O70377  Foriuardt   Uetfclnghouie   B4O2i7   application    For    amend    to   «iport 
llcenie   Assista-ncE    In   obtaining   required   approvals    per    US/ 
Australian   Agreement   requested 

ZIMMERMAN.O  V       A*si*tant   Director  for  Export/Import  &    International 
Safeguards.       B4/O2/E7,       KARTi  T.       Enersgi    Dept      of        lp        22Si7-  194 
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— 8403O703B1    Requests    assistance    in    obtaining     Itr   of    assurance     from 
Australia    to    reexport    Australian-origin    matl 
HERSCH.M    B         •General    Electric    Co         MMK-46O         84/O2/17 
ZIMMERMAN.  J  V        Assistant    Director    for    Export/Import    i> 
International    Safeguards  lp          23567    193 

B4O3070424   Forwards   application    for    export    license    for  minor    nuclear 
etpovt  Ltr    of   assurance   require!) 

MMMERHANpJV        Assistant    Director    for    Export/Import   &    International 
Safeguards         B4/O2/2B         RAVMDND.  J         EnerfliJ.     Dept       of          lp 
22566    295 

— B40307O42S   Forwards    application    to    eiport    slightly     enriched    U 
heiaPluoride    to   Japan 

SHIMA,  S         Mitsubishi     International    Corp        Isubs       of   Ml tsub iflh i 
Corp     1          HSA-S4B3-11          B4/O2/17  Assistant   Director    for 

Eipo-rt/ Import    b    International    Safeguards         2pp         22366  296 


84031SOI74  License    for   NL    Industries,  Inc    to    export    10,  3BS   5    kg    depleted 
U    to  Canada 

ZIMMERMAN, J  V       Assistant   Director    fur  Export/Import   b    International 
Safeguards        B4/03/O1        2pp        22646  343 

B403150193  Requests   discontinuation    of    further    investigation    n    eiport 
license  Order   canceled   &    export    license   no    longer    required 
TERHILL1QER,  L        Vies  ting  housn    Electric    Carp          B4/OS/21  Assistant 

Director    far  Export/Import   &    International    Safeguards         lp 
2H646   365 

B4O313Q197  Forwards   application   to    Biport   3  9    kg    natural    thorium  fc 

36   kg    depleted   U-238, as    coated   particles   &   oiide 
partlculates,  to  West   Germany 

MaWRY.HR        OA  Technolog  lea.     Inc    /Oeneral    Atomic    Co        IEL-3086 
81/02/29.      ZIMMERMAN,  J  ,    HEMBV, E        Asslitant    Director    for 
Eiport/Import   b   International    Safeguards         lp        22646  263 


—  9403070436    Application    for     license    to    enport    34,  4B9    kg    U   n  e-itaf  luor  ii 
contained    in    1. 104    kg   U-233. to    Japan 

SHJUrt,  B         Mitsubishi     International    Corp        <=ubs       of   Mitsubishi 
Corp     )          HSA-5i!93-ll          64/02/17         2pp          23566293 

ai030BO115  Forwards    application    for    export    license    far  minor    nuclear 
export    Ltr    af   assurance    required 

ZIMMERMAN. J   V        Assistant    Director    for   Ei port/Import   &    International 
Safeguard*         84/O2/2B         RAYMOND. T         Energy     Dept       of          lp 
335BI     H3S 


— B4Q3150199  Application   for    license    to    export   3   9    kg   natural    thorium  d 

26   xg    depleted   U~239i as   coated    particles   &   oxide 
participates,  to   Host   Germany 

MDWFIY.H  R        OA  Technolog  IBS,     Inc    /General    Atomic    Co         IEL-50B6 
64/03/29         lp         S5646   264 

B403190S41   License    for   CERAd  Inc    to    export   7   940    kg    thorlumi  contained 
tn    10  DO    kg    thorium    Fluoride    powder, to    Italy 

ZIMMERMAN, J  V       Assistant    Director    for   Export/Import   &    International 
Safeguards         TLX   843?         84/03/07         Spp,        22649   332 


8403140337  Foruard!    application    for    eiport    license    for  minor    nuclear 
export    Ltr    of    assurance    required 

ZIMMEJIMAN.J   u        Assistant    Dire-ctar    for   Export/Import   &    International 
Safeguards         S4/03/O&         STCIBER.C    R.        BtJte,     Bept.     af,      Bureau    of 
Qcoane    &    Intl       Environ       i.    StlentiPit    Affairs          lp         32437    35O 

B4D3I403Q7   Forwards    Transnuc 1  ear,  1 nc    B4Q224    application    to    amend    export 
1 i cense    to    include   CERCAi  Romano-sur-I ser e, France,  as 
intermediate    consignee    for    fabrication   of    fuel    elements 
ZIMMERMAN. J   V        Asiiotant   Director    for   Export/Import  Si    International 
Safeguards         S4/03/O7         5TOIHER.  C          Stat*,     Dept      of,     Qureati    of    Oceans 
tt    Intl      Environ      i  Scientific    Affairs         lp         22635    313 

— 34D314O30B  Application    to    amend    license    to    include    CERCA,  fjomano-iur- 
1  sere, France,  as    intermediate   consignee    for    fabrication   of 
fuel    elements 

HANNLTT.fl    A         Transnuclear ,     Inc          NUK-10B         S4/O3/34         MOOREp R   N 
Qffitf    of    International    Programs,    Director        lp        22633   314 

B4O314O315  Forward  a    Marubeni    America   C-orp    ajipllcation    to    export   S4.G55 
kg    U   hciaf  luoi-ide,  containing    717    kg    U- 23 5.,  to   Japan 
AasiEtance    in    obtaining    required    approvals    per  US-Australia 
Agreement  requested 

ZIMHERMAN.J   V        Assistant    Director    for   Export/Import   b    International 
Safeguards         B4/O3/O&         HART.T         Energy,     Dept      of         la         2263Q    27S 

E40315012-9    Inform*    that    license    fur    Mt.    1  ndus tri«»,  Ine    to    eiport 
]  0,582    3    kg    depleted    U    to    Canada,  issued    ui/o     IS-day    waiting 
p  eriod 

2IMMERrfAN,J   V        Assistant   Director    for    Eiport/Import   t,    International 
Safeguards        S4/03/O1  Assistant   Director    tor   Etjiort/Import   & 

Internfltiotial    SafeguariJa         lp        2S&44   353 

Q403130134  Foruards    application    to    export    13    kg    U, enriched   to   5X  U 
heiaf luarldei to   West    Germany 

HARMON.  D  H        Braunkohle    Transport    t  Storage,     Inc        hOC-EX-l 
84/02/EB        WRIOHTjB        Assistant  Director    for   Export/Import    & 
International    Safeguard 5  lp          22646    349 

— B4O3150142  Application    fur    license    to    export    IS   kg   U.  enriched    to  5Y. 
U  tic-Jflf luoride.-  to   West    Oermany. 

HAflMDH,  D  U        Braunkohle    Transport   &   Storage.     Inc        HEX-EX-4. 
Bt /OB /SB         lp         22646    330- 

B403130153   Application    to    amend    export    1 1  cense,  extending    eipiration 
date    for   2  arid  1    yrs 

MORQENSTEHM.A        Sigma  Chemical   Co        Q4/O3/O1         HEMBY.  E        Assistant 
Director    Per  Export/ Import  &    International    SaFeguards         lp 
22646   333 

B4031501SB  Application    to    amend    export    1  icenst,  adding  mi  icel  laneo<us 
special    desisrei   prlmarij    pump    ctmijtonents    for    export   to 
Spain 

PEARBDN.A        BoTg-Warnor  Corp.       B-J/03/01         HEMDV     NRC  -    Mo   Detailed 
Affiliation  Given         lp         22646  3S1 

B40315D1&*?   Application    to   amend    export:    license,  dtd   BS071S,  to    Include 
CERCA.  Romans-sui — lser«i  o»    possible    Intermediate  consignee 
for    fabrication    of    fuel    elements 

HANNETT.B    ft        Transnuc  lea  r,     Inc         NUK-109,       84/02/24        MOORE,  R.  N 
Office    of    International   Programs,     Director.        lp        22646    344. 


0403160169  Forwards   application    to    export  2,002  mCi    Cf-2S2    in    cermet 
uJre   to   France 

HANNETT,  B  A        Transnuc 1  ear,     Inc        TNP-443        94/02/29        MOORE, N 
Office   of   International    Programs,    Director         lp        22462   263 

— B4031601S4  Application   for    license    to   export   2,002  mCl    Cf-E32   In 
cermet   wire    to  France 

HANNCTT,  B  A       Transnuc 1  ear,     Inc        TNP-443        84/02/29         1  p 
22662   264 

8403300309  Ltr   of  assurance    notifying    that    employer    name    changed    from 
Elsinore   Shipyard    to   Atlas  AS   Installation   &   personnel 
identical 

DUBQI9,  D       European   Communl  t  ie>>    Commission    Of        B4/O3/09        NEAL.  R 
Assistant  Director    for  Export/Import  &   International   Safeguards         lp 
32709    169 

B40350Q371    Withdrawn   application   For    license    to    export  St. 33   g 
deuterium  to  South    Africa 

NfWAKOVICH,  D        Air  Product!    fe  Chemicals,     Inc        8V02/2B,       MARTIN.  N 
Assistant  Director    for   Export/Import  tt   International    Safeguards,        lp 
32 70S   330 

B4033Q0373  Application    for    license    to    export   31,000    lb    depleted   U 
tetraf  luoride,  containing    23,281    lb    depleted    U,  to  Canada 
POTTER.A       NL   Industries,     Inc        84/02/29        MOORE,  N        Assistant 
Director    for  Export/Import  &    International    Safeguards         lp 
2S70B   344 

B403200392    Informs    that   License   X8NM-2D9B  may    be    isiued.No   nmtl 
changed    circumstances    since    issuance  of  License    XSNM-2097 
MDDRE,  II   N       AsElatant   Director   for   Export/Import   (c    International 
Safeguard*        B4/02/2H  Assistant   Director    for   Export/Import  fc 

International    Safeguards         lp        2270B- 309, 

9403300395  Executive  Dranch    position   re  W*«tlnghouse   application    to 
export    10  g   U-23S,  contained    In  220  g   Uj  to   Spain   License 
should    he    Issued 

DEVINE,  J  B        State,    Dept      of.    Bureau   of  Oceans   &    Intl,     Environ      & 
Scientific   Affairs        84/O3/0&        SHEA,  J  R        Office    of    International 
Programs,    Director        4pp        227OB  303 

8403200396  License    for   Natl    Nuclear  Corp    to    import  20  239    kg    U<  enriched 
to    4X  U-233,  f rom  United   Kingdom 

ZIMMERMAN, J        Assistant  Director    far  Export/Impart   &   International 
Safeguards        84/03/09        lp        2270B  304 

B40320039B  License    for   BraunkohlB  Transport  UBA   to    export    13    kg 
U-E33,  contained    in   307    kg    U,  to  Hest   Oermanu. 

ZIMMERMAN.J  V       Assistant    Director    for  Export/Import  &    International 
Safeguards        HEX-EX-4        94/O2/29.       2pp        227O7  339. 

B403220197  Ltr   of  assurance    re    export   of  737    kg   U-B35,  contained    in 
21,932   kg   U   to   Japan 

SKIRAKAUA.T         Japan.     Oavt,     of         84/02/23         RAYMOND,  J.  F         EnerBUi 
Dept      of         lp,        22723   27B 

B403S202D1    License    for   Westlnghouse    to   export    tua    compensated 
lonltation   chambers.  Type    637?' to   France 

ZIMMEHMAN.J  V,       Assistant    Director    for  Eiport/Import  h    International 
Safeguards,       ZE40193        94/03/20        lp,       32723.277 
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8403220230  Ltr   of   assurance    rg    eiport   of    15    kg    U-235.  contain  ed    in   307kg 
Ui  to    the  Motherlands.  Uni  ted    Kingdom.  Franc  e   fi   West   Germany 
DUDOIS.D         European    Communities,     Commission    at         HEX-EX-4         B4/O2/2S 
RAYMOND,  J       Energy,    Dept;      of        Ip        32733333 


B1O326001  I     Application    to    amend    ejrport     lie  ensc,  adding    NUKEM    Gmt>H   & 
CER-CA   as     intermediate    consignees 

DUBDJBi  D         European    Communities.     Commission    of         NUK-409          B4/O2/24 
RAYMOND.  J         Energy.     Dapt       of          ip          23763332 


B 403 2 2 0264  Consent*    to    proposed    retran»fer    oP    nuclear  matl    to   Japan 
Questions   whether    matl    1  s    of    South   African   or   Australian 
origin 

GORDON,  R  Australia,  Qovt  of  94/01/03  NIELBEM,  C  Office  of 
Nuclear  Material  Safety  *t  SaF  oguardii  Director  HART,  T  Energy, 
Dept  of  Ip  23733  333 

B403220279  Consents    to    proposed    rHtraniFer    of    nuclear  matl    to   Japan 
Questions   whether    matl    is    of    South   African    or-  Australian 
origin 

flORDON.R  Australia,  Qovt  of  3-5/01/03  NIELSEN,  C  Office  of 
Nuclear  Material  Safety  tc  Safeguards.  Director  HART,  T  Energy. 
Dept  of  Ip  E2723  31O 

B4032202S3  Amend   3    to  OE    export    11  cense,  increaa  ing    quantity    to    150 
pieces    ilrconlum    tubing,  r»vi»lnp,    description    of   matl    b 
extending    expiration    date    to    B70730 

ZIMMERMAN, J       Assistant  Director    Por  Eiport/ Import   &   International 
Safeguards         BDW-36-B4         B4/O3/Q8         Ip          22723   309 

B4 033202 a 4   Ltr   of  assurance    re    opart   of   3    9   kg    natural    thorium  h 
0  Si   kg    depleted    U-23B,  to   West   Germany 

DUBOIS.D        European   Communities.     Commission    of         IEL-Q594        64/O3/07 
HAYMQND.J        Energy.     Dept       oP          Ip         22733   308 

84032202Bi  Amend    1    to    Interactive   Radiation. Inc    eiport   license. 
Increasing    quantity    to  23O   kg    deuterium   oxide 

ZIMMERMAN. J       Assistant  Director    far  Export/ Import   &   International 
Safeguards        BL-4-B1         84/03/07        IP        23723    307 

B4032202B9  Forwards    application    for   amend    to   export    licenses    for  minor 
nuclear    export   Ltr   of    assurance   required 

ZIMMERMAN, J        Assistant   Director    Por  Export/ Import   8.    International 
Safeguards        B4/Q2/27        HART,  T        Energy,     Dapt      of        Ip         33723  303 

— 0403350394  Requests   author-nation    to  reexport  Australian    origin   U 
hexafluorlde   to    permit    export    license  amend    request    to 
increase   quantity    of  matl    to   be    processed 

HER8CH,M   M         WeBtinahause   Electric    Corp          MMH-440         34/02/17 
ZIMMERMAN.  J       Assistant    Director    for    Eipor t/Import   b    International 
Safeguards        Ip         22733   304 

B403B20299  License    fnr    Of,  Tnchnolog  Us,  Inc    tn    eiport    3  9    Ig    nat-ural 
thorium  tc  0  26   Vg    depleted    U,  to  West   Bermanu, 

ZIMMERMAN, J       Assistant  Director    For   Export/ Import   Si   International 
Safeguards         IEL-5Q0O         B4/O3/Q9          Ip         3E723   343 

B4033S03Q4  License    for    SE  to    export   39   pieces    ilrconium   tubing   matl    to 
Uest   Oormanij 

ZIMMERHAN.J        Assistant  Director    POT   Export/Import   &   International 

Safeguard*         BDU-2B-S4  94/03/03         Ip          32733   343 

8403330314  License    for    Parkams    Intlilne    to    export    15,  B7&    kg    natural    U. 
contained    In  matl    to    lie   •smelted    Por   recovery    of    tpent 
nlckle    content   only. to   Canada, 

Z1MMERMAN.J        Assistant  Director    for   Eiport/ Import   &   International 
Safeguards        PlSC-^ll         H4/03/OG         Ip        23723  339 

B40322031B  License    for  West inghouse    to    export    throe    proportional 
counter*,  two   compensated    ionimtion   chambers    t    tun    startup 
assimblles    to   Suit  tier  land 

ZIMMERMAN.  J        Assistant   Director    for   Export/Import  Be   International 
Safeguards        B4/O3/09         Ip        S3723  343 


6403260027    FDrwarils    application    to    eiport    1O   3O4    kg    U-233,  contained    in 
92    1,50    kg    U,  to    various    EURATDM    countries 

HANNETT.  3    A         Transnuc  1  ear  ,      Inc          NUrt-442         B4/Q3/O5         MOORE,  N 
Office    oP    International    Program*.     Director          Ip         22743    30B 

—  S403SC.OO-30   Application    for     license    to    eiport     10    3O4    fcg    U-235,  conta  lne 

in    52    6SO  kg    U.  to    vdriou*    EUF1ATDM    countries    End    use 

statement  BMC] 

HANNCTT.  D  A         Transnuc  1  ear.      Inc         NUK-442         B4/O3'/OS         3pp 
227A3    303 

0403260037    Forwards    application    to    eiport    21.  BSD    Vg    LP,  enriched    to 
3   BO/.    U  -235.  to    Taiuan 
KIEL.Q   R         Enon    Nuclear    Cn    ,      Inc.        (subs       of    Eixcn    Corp     J          34/02/23 

ZIMMEFI       Asilstant    Director    for   Eiport/  Import    Si    International 
Safeguards          Ip          B37A3   3OO 

—  B403260042   Application    for    license     to    eiport    34,630    kg    U.  enriched     to 

3    BOy.    U-239,  to    Taiwan 

KIEL,  0   R         Eixon    Nuclear    Co    ,     Inc        (subs       OF    Elian    Corp     t 

B4/02/24         Ip          23763   20! 

B403260041    Ltr    of   assurance    re    eipart    of    1,109    kg    U-23S.  c  onta  ined    in 
32.  133    lig   U,  to  Jepsn 

BHIRAKAWA.T         Japan.     Sovt       of         54/03/38         RAYMOND,  J   F         Energy, 
Dopt       of         Ip         33763    397 

B4O3360390  Ltr    off  assurance    re    -export    of   749   kg    U-233,  con  tai  ned    in 
21,6BB    *3~U,  to   Japan 

BHIF1AKAWA,  T         Japan,     Oovt       of         B4/O2/H8         RAVMONn,  J   Q         Enerag, 
Dept       of          Ip         22773    235 

84O32B0050  FDTUiards    application    for    export    license    for  minor    nuclear 
export    Ltr  of    assurance   required 

ZIMMERMAN,  J   V        Assistant    Director    POP   Ei  port/Import  &    International 
Safeguards         B4/03/13         RAYMOND,  J         Energy.     Dept       nP          Ip 


—  B4033800SS  Application    for    license  to   export  32  A50   kg    U.  i  n    Form   of 

UFiftc-   EURATDM    countries    End    USB  statement  one  1 

HANNLTT,  B    A         Ti-ansnucl  earj     Inc  NUK-442         H4/03/OS         3pp 
23B1P    347 

B4033aO057    Application     to    amend     license    to    reeiport    three    1     3   microgram 
cources    of   Cf-333    to     Israel 

RAVSNSCROFT.  H         Edlom    International     Co          B4/03/O7        HEMHV.  E 
Assistant    Director    tor    Ei  par  t/fmpart    Si    Internet!  nnal    SaPeguard?          Ip 
22313    349 

8403280073  Eiecutiva   Branch    position    re  OE  apptication    to    eiport  U 
denBitometer.nl/CB-137    source,  For    use    in    automatic 
measurement    of    fuel    pellet    density,  to    Spain    License   should 
be    granted 

DEVINE.  J  B  State.  Dppt  at,  Buraau  of  Oceans  &  Intl.  Environ  & 
Scientific  Affairs  S4/03/13  SHEA,  J  R  Office  of  International 
Programs,  Director  Ip  32311  36O 

8403KB0147  Forwards   Air    Products  B4022B    1  tr   advising    that    export 
license    for    proposed    shipment    of    deuterium    op   South  Africa 
origin    no    longer    required 

Z1MMEHMAN.J   V        Assistant    Director    for    Export/Import    tr    International 
Safeguard!         B4/O3/OB         8TOIQER.C    R         State,     Dep  t      of,     Bureau   oP 
Oceans    fc    Intl      Environ      &   Scientific   Affairs         Ip        23807    329 


B403a2O3E2  Forwards    application    to    export  Pu, containing    approi 
1O-12X   weight   Pu-240,  to  Sulti  erl  and 

CEJA.  B  N        Energui    Dept      of        84/03/02  Assistant  Director    Far 

Export/ Import  *   International    Safeguards         Ip         22723   349 

— B403220324  Application    fnr    license    to    export    Pu< containing    appro* 
10-13X  weight  Pu-240,  to    Suitiierland 
CEJA.9  N       Energy,     D*pt      oP.       79/12/30         ip         28723   350 

B40322032B  Application    Par    license    to   enport    five   tlndel    RB-C6-1 100-241 
local    pauer   range    aiismblles    to  -Bueden 
POWELL,  C        Reiiter-Stokes,     Inc,       B-015H        B4/03/O2        Ip         22723:391 

8403=30179  Discusses   OA   Tee hnol ogi e». Inc    B4O2S7  application    for    eiport 
license    to   return    small    quanlty    op    source    matl    to  West 
Oirmang    License    isiuerf    w/a   normal    13-day    ualttng    period. 
ZIMMERMAN-J  V       As»ist«nt    Director   for   Export/Import   d    International 
Safeguards        B 4/03/0?.  Assistant   Director    For  Export/Jjnpor t   & 

International   Safeguards.        Ip        SH743  347 


— S4O32BO1S1    Informs    of   withdrawal    oP    eiport    licenie   application    Por 
shipment   of  St  33    g    deuterium  to   South   Africa. 
NWAKOVKH.  D        Air    Products    &  Chnmicols,     Inc         B4/O2/2S        MARTIN.  N 

Assistant   Director    for   Export/Import    &    International    SaPeguard* 
Ip,        2HBQ9'  330 

a4032BO*3O  License    for    Mitsubishi    Intl   Corp    to   eiport  749    kg    U-23S, 
contained    In  Bl.liBB    kg   Ui  to    Japan 

ZIMMERMAN. J  V        Assistant    Director    for    E*port/Impart    t*    International 
BaPeouardS         HBA-34S3-04,        B4/03/13         3pp          22789   337 

3403230252  License    for   Reuter-atofc es, Inc    to    export    five    Model 
RS-FQ-OBOS-134    Pinion    eoueit»rs    to  Finland 

ZIMMERMANjJ  V.       Assistant    Director    for   Escort/Import   *c    International 
Safeguard*         D-OO4A         B4/D3/13          tp~        32809   201, 

B4O33BOH7a  License    for   Mitsubishi    Intl    Corp    to    export    1    109    kg   U-335i 
contained    tn   32,123    kg   U.  to    Japan 

2IMMERMAN.J  V        Assistant    Director    for   Export/Import   ti    International 
Safeguards         US A- 34 3 3- 05         84/03/13         3pp          22308   Ota 
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Amend    1    to   Trananuc  1  eafj  Ine    eiport    1  icenae.  Inc  rea  sing 
•juaRtity    of    U-235    to    793    3733    kg.  contained     in    23,  56O    kg     U 
ZIMMERMAN.J   V         Assistant    Director     for    £i  port/  Import    &     Int  ernat  iona  1 
Safeguards        RDU-flS-B        Bfl/03/13         lp         33799   359 


B403230337    Informs    tfiat    Amend     1     to    License    XENM-2O03   may     be     issued    No 
matl    changed    circumstances    since    Issuance    of   License 
XSNM-JHJ43 

MOORE,  R   N        Assistant    Director    For    Export/Impart   t>    Interna  tl  onnl 
SapESuards         B4/O3/OS  Aaeiitant    Director    for    EipoTt/Import    & 

International    Safeguards          lp         22799   336 

&403390129   Discusses    Hail    Nuclear    Corp    940317    application     For    license 
authorliing     Impart    of    up    to-    2O   S5B    Ji  9    \J,  enrich  ej    to    4    OX 
U-S3S,  from    United    Kingdom    License    should    be    issued 
MDDRE.tt   N        Assistant  Director    Fur   Eiport/Impor  t    &  international 
Safe  guard  a        34/03/00  flasistant   Director   for    Eiport/Import    i, 

International    SaFeguards.          lp         3  2  622    318 

B4  033  9032  3   Re-qiiD-stS    Eiecutive    Branch    posit  ion    re    Elton    Nuclear    Co.  Inc 
application    far   license    to    eiport    BNM    to   Taiwan 

ZIMMEKNAM,  J  V        ABB  latan  t   Director    for    Espar  t/Import  t,    Int  arn-fl  t  iona  1 
Safeguarils         B4/O3/O9         5TDICER.C    R         State.     Dep  t       of,     Bureau    of 
Oceane    &    IntI       Environ      &    Scientific    rtfPairs          lp         32323    319 

9403290327   Application    Par    license    to    eiport   s,  133   pieces    ZIrcalflg-4 
thimdle   4    inetruinent    tuie»    to    Japan. 

DAMGEFITEB.  D   H         Sandvit    Special    Metals    Corp         SSM--  1  1093/4109B 
84703/06         2pp         2HB13   361 


B4O32-?03'10  Foruiards   DOE    Itr    requesting    amend    to    enpnrt    liceni* 
to    increase    quantity    of  Pu    to    be   eiportnd    From  3   13   kg    to 
3    5    Irg    H/o    enrl 

ZIMMERMAN.J  V       Assistant    Dirflctor    for    Enport/lniport  i,    Inturnattorul 
SaFBguardl         84/03/07         ST01BER.  C    R         State.     Dept       of,     Bureau   Of 
Oceans  t   IntI      Environ      &    Scientific   Affairs         lp        22022  332 

B403270403  Foruarda  Hit»ubi*hl    IntI    Corp    B40Q17    application    for    lictnie 
to    ejpnrt  Australian    origin   matl    to   Japan   Requests 
Bssletance    In   obtaining    required    approvals,  per   US-Auitralli 
Agreement   for  Peaceful    Uses    of  Nuclear   EnecflY 

2IttM£RKAN. J  V,       Assittant    Director    for    Export/Import  &    International 
Safeguard!        SI/03/12        HART, T       Energy,    Dept      of        lp        23BIB  336 

8403270404  Forwards    Itr   of    assurance   re    eiport    of    Five    fission   count*T» 
to   Finland 

BTDIDEIi.C.  R  State,  Dept  of.  Bureau  of  Oceani  Si  IntI  Environ  & 
Scientific  Affairs  B4/03/OB  ZIMMERMAN,  J  V  Assistant  Director 
For  £ i port/ Import  &  international  Safeguards  3pp  3SBSS  IBS 

— 34D3290409  Aclc    receipt   of    retransfer  assurance    from  Qovt    of  Finland  r* 
eiport    license   application    Due    to   error    in    translation, word 
"re transfer"   uas    replaced    u/    "retransFormation    " 

HEMBY.E  0       NRC   -  No  Dstallad  Affiliation   Olven        B4/03/09  NRC 

-   No    Detailed    Affiliation    Given         lp         32023    190 

9403300911    Informs    that    license    to   export   UFA   heels    to  EUHATOM 
countries    being    issued   w/o    tS-riaij   waiting    period 

ZIMMERMAN, J  V        Assistant   Diroctor    For   Export/Import  &    International 
Safeguards        B4/O2/S9  Assistant   Director    For   Eiport/Import   fc 

International    Safeguards         lp        22B40  343 
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ADATO,  M 
ADENSAM,  E, 
ADENflAM,  E  fi 
ADEN3AH,  E  fi 

6403180219' 

B4030S0344 
B4O30102BS* 
B1O51B0436* 
B2021S043&* 

NUREQ 
50-336 
30-38? 
90-460 
30-440 

P 
A 
A 
F 

ADEN8AM,E   0, 
ADEN9AM,  E  O 
ADEN9AM,  E  O, 
ADEN8AM.  E.  0 
ADES.  M.  J 

0202360171* 
B3O2290083* 
6403  1202  10 
B4O3120213* 
B4030B021i« 

90-440 
30-913 
30-367 
30-367 
90-316 

C 
A 

P 
P 
P 

AHEARNE.  J 
ALBERT.  U,  0 

ALBERTIN,  R    D 
ALBERTIN.R    D, 
ALBENi  W.  M 

B40309004C* 
Q402140036* 
B4O30S0226* 
B4030&024&* 
.B4030S0117 

FOIA 
90-9SB 
50-332 
SO-322 
90-277 

a 

T 
T 
R 

ALDEN.  M  H. 
ALESSI.  T  A. 
ALE9BO,  H  P 
ALEBBO,  H,  P. 
ALESQOiH   P 

B4O317019B 
B4O3060177* 
8303090290* 
B4O3030029* 
B4O305003S* 

9Q-B77 
50-341 
30-2B6 
50-2S6 
90-2S& 

R 
0 

P 
P 
P 

ALEBBD.  H  P. 
ALEXICH,  M  P 

ALEXICH.  M,  P 
ALEXICH,  M,  P. 
ALEXICH,  M  P. 

B4O3090038* 
B4030&0191 

S4O30&0199 
840  3040315* 
340  3030  li? 

SO-2B6 
30-316 

90-315 
90-319 

30-313 

P 
P 
P 
Q 
R 

ALEXICH,  M,  P 
ALEXICH-  M.  P 
ALEXICH.  H.  P 

ALEXICH,  M  P. 
ALEXICH.M  P 

B4030B02HK- 
8403130202 
B4031A0034 
B403S00210 
B403S00233 

30-319 
50-313 
30-313 
90-316 
90-31  S 

0 

F 

a 

p 
p 

ALEXICH,  M  P 
ALEXICH.M.  P 
ALEXICH,  H  P. 
ALEXICH,  M.  P 
ALEXICH.M,  P. 

840DE20040* 
B40323O13QM 
8403260002 
B40326017B 
B403270047 

M-313 
90-318 
30-313 
50-315 
90-319 

a 
a 

p 

F 

a 

ALEXICH,  N  P. 
ALLEN,  M.  T. 
ALLEN,  M.  T 
ALLEN.  R  D 
ALLENMAN,  S,  A 

8403E70110 
6403010135 
B40321013? 
S403130244 

8403030233* 

80-3  li 
00-324 
30-323 
QA979 
90-383 

p 

8 
S 

F 

ALLOOOD,  fl.  0 
ALTERHANi  I,  B, 
ANBORD,  P  A 
AMY,  0.  0 
ANDERSON,  C. 

B403230037 
B009S3034S* 
8403010300* 
B40319O234* 
B403160197* 

NUREO 
30-31  B        P 
COHHISBION 
70-371 
30-27H        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOHY 

ANDERSON,  C    J 

3103070343* 

30-3B7        0 

ANDERSON.  C    J 

S403070043M 

90-334         « 

ANDERSON.  C    J 

B40322009  1  « 

90-377         0. 

ANDERSON,  C    J 

B4  03.290071* 

30-27  1          0 

ANDERSON,  0   K 

B403030344- 

90-306         F 

ANDERSON,  C   R 

B4  030401  26* 

90-24  4         P 

ANDERSON,  J  J 

S40336Q091 

50-EBA         S 

ANDERSON,  J   J 

3403260337 

30-266         S 

ANDERSON,  M  T 

0403370181* 

90-3HS         O 

ANDERSON,  P    H 

64030201  B3 

90-40O         0 

ANDERSON.  P    H 

0403030182 

90-400        C 

ANDERSON,  P    H, 

6403020188* 

90-400         O 

ANDERSON,  P    H 

84030S01BB* 

90-40O         0 

ANDERSON,  P    H 

0403130136 

50-40O         0 

ANDERSON,  P    H 

8403130196 

30-400         0 

ANDERSON,  R    D, 

8403070033« 

CONTRACT 

ANDRUB.N  J 

0403200323* 

40-449B 

ANDRUS.N  J. 

0403320049 

40-4492 

AN8ELL.E 

04030B0174 

90-413         A 

ANTHONY,  R   I 

0403170131! 

BO-332        0 

ANTHONY,  R   L 

9403  1901  3S 

90-333        0 

ANTHONY,  H   L 

040319Q13B* 

90-352        0 

ANTHONY,  R   L 

B403I9Q13B* 

90-353         0 

ANTHONYrR   L 

0403190142* 

90-353        0 

ANTHONY,  R   L 

9403190142* 

90-333         0 

ARCHITZEL,  R 

B403220103* 

90-309        0 

ARIAB.J, 

B402S70129 

50-250        B 

ARIAS,  J 

0403160069 

M-25I         9 

ARIAB,  J 

H4032  B0104 

SO-S90        S 

ARLOTTO.  0.  A 

B40339001BM 

FOIA 

ARLDTTD,  0.  A 

B40339-004&K 

FOIA 

ARLQTTOrO.  A. 

B4Q329006£» 

FOIA 

ARTHUR,  J 

B402170335 

WASTE   MOT 

ASH.  E   B 

8403130319 

HASTE   MOT 

A9HBURN,D   J, 

B403060367 

TOPREP 

ABHBURM,  D   J. 

6403060375 

TDPREP 

ASHBURM,  D   J 

B4030A0377 

90-397        J 

ABHE,  F 

8E1111O99B 

90-29           B 

ABHE,  F 

8121  11  B0076 

90-273        S 

ABHE,  F 

B4  03330  183 

90-317         S 

ASHE,  F. 

8403230128* 

90-317        B 

ASSELSTINE,  J,  K, 

B4033BO140* 

30-2B9        T 

AULUCK,  R. 

B403OB0293 

30-377         P 

AUSTIN,  B. 

B403E7019& 

50-393         R 

AUSTIN,  P  N. 

£3403010102* 

FOIA 

AXELRAD,  J 

B403010363 

30-3B9         Q 

AXELRAD,J, 

B4030  10375 

!<.£ 

AXELRAD,  J 

B4030900?4 

IhE 

AKELRAD.J, 

8403D60119 

IfcE 

AXEL  RAD,  J 

B4030B0213 

30-339        H 

AXELRAD,  J. 

S40313040B 

I&E 

AXELRAD,  J 

8403130449 

50-261         S 

AXELRAD,  J. 

6403190073 

90-247        S 

AXELRAD,  J. 

B403  160001 

I&E 

AXELAAD.J 

6103160091 

30-331          3 

AU7HOH 

ACCESSION 
NUMBER 

SUDJECT 
CATEGORY 

AXELRAD,  J 
AKELRAD.J 
AXEL  RAD,  J 
AXELRAD.  n 
AXELfiAP.  M 

B403I  90333 
H40  3220073 
B403a70114 
B403300273 
B103  30027  B 

40-BiBl 
50-2HO        3 
SO-237        Q 
30-344         0 
M-344        0 

AXELRDD.D 
AXELBDN.  H 
AXELBON.  H 
AXELSON.  W   L 
AXELSON.  W,  L 

9403020333 
H403S00286 
B403300045 
B903O10336 
B4030601B5 

50-323        0 
ItrE 
IbE 

&0-4S4         0 
SO-263        F 

AXELS  OH-  M   L 
AXELBON*  H.L 
AXELBDN.  M  L 
AXELBON.  H  L 
rtXELBON,  U   L 

B4030BOOB3 

B4Q30H0237 
B403130I49: 
B403190311 
B4Q319023<r+ 

W-305        F 
l&E 
SO-331         F 
W-IBS        a 
90-33  1         Q 

AXELSDN,  W  t, 
DABE,  K 
HACHWANN,R    0 
QACHMANNrR    9 
DAER,R    E 

a4032i0019- 
&4030  1  OQ9B* 
B4031-40D99* 
840319O1I1 

S.403S60230* 

M-34A         Q 
CONTRACT 
50-133         0 
SQ-145         0 
30-382        Q 

BAER,  R,  L 
DA  EFt,  R    L 
DA  1  LEV,  R   J 
DAIR,  0 
DA  1(1.  0 

e203i2oi97»- 

15403010279* 
B4Q3320010* 
0403010355 
B4032AO216 

FOIA 

FOIA 
SO  -273         0 
50-344         B 
90-344         B 

BAIRD.J  D, 
DA  IAD,  J  » 
8AKANAUBKA3,  J 
DAKANAUSKA8.  J 
DAKER.  C 

3403130403* 
840319O2BB* 
Q403140172 
3403370331 
B4033B0110 

50-313        0 

90-313         fl 
PR 
PR 
50-2BD        F 

BAKER,  E 
BAKER,  K   R 
BAKER  >P    E 
BAKER,  P.  E 
DAKER,  P.  E 

0403010430* 
04Q3200217 
B403S30O1  S 
0403230017 
8403230027 

50-423         Q 
90-31  &         B 
50-373         8 
30-373       B 
90-373         S 

BAKER.R 
HALCH,  U. 
BAL-CII.  L.  L 
BALDAHBARffA.  C 
BALDABBARRA,  C. 

0403010S41 
B4033Q0153 
0403020063 
04031  401BO* 
B403140Jfl4« 

90-333         S 
SO-15S       R 
SO-133         R 
90-373        F 
30-373        F 

BALDWIN.  C,  It 
BALLARD,  M   F 
BALLARD'R.  L, 
BALLENOER.V  W 
BALLlNflER.,P   L. 

B40301046B* 
9403200062* 
B3031300HB* 
B403140J36 
0403020083 

CONTRACT 
30-217        fl 
90-460        C 
PR 
SO-29B         R 

BALLINfiER.P    L 

DANQFRTER,D   H 
BARAK,  A  J. 
IJARAN,  R 
BAHAN,  R. 

6403300  OG 
9403290327 
B403170I92* 

B403O20I2e 
B403300001 

30-299         R 
XPOWTL  1C 
SO-329        f, 
SO-219        R 
SO-HI9         R 

BASI-R   A 

BAKBHUffBTiR   P 
BA»TKHUR0T,H,  P 
BARNES,  C 
BAPNEB,  I. 

B  4030  10041* 
B40309OS53* 
B403EiO194 
B4O3B6011i 
B4  03  J  -?0340  * 

FOIA 
90-393        F 
SO-3B3         A 
40-1478 
OA?97 

517 


518 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEBOm 

« 

BARNES'  I 

B40327024  1  * 

OA999 

BARNES.  P  L 

8403030119 

5O-237 

P 

BARNES.  P  L 

B4032iO102 

50-293 

P 

BABNE3,  P  L 

H4032iO  1  9i 

30-337 

Q 

tfAKNES,  P    L 

B40327O111 

30-434 

Q 

BAHNETT,  J   E 

B4O301D293 

70-1631 

BABR.K 

B403S9D?34* 

30-302 

a 

BflHH,  K   P 

84O307OO7SH 

30-339 

a 

EAUR.  K    P 

B403D70S4BO 

50-416 

0 

BAftR.K    P 

B40316O240* 

50-390 

a 

OARH.K   P 

B40  3  160378« 

30-321 

o 

BAflft,  K   P 

B403290ESO* 

50-S39 

0 

SAfiR,  K   P 

9403290320* 

30-335 

0 

BARRETTj  L 

8403060103 

50-320 

s 

BARRETT,  L 

B4030&OI1O 

50-320 

B 

DARflETT.L 

B40304O144 

50-330 

S 

BARRETT.  L 

eiO30Jb0433 

5O-32O 

8 

BARRETT.  L   H 

0^03120253 

50-320 

R 

BARRETT-  L    H 

6403120334 

90-320 

R 

BARRETTtL  H 

8403130467 

&0-32O 

Q 

BARTH.C  A 

8403170033 

50-400 

e 

BAHTH.  C  A 

B403I9009B* 

90-400 

O 

BARTH.C  A 

B-t  03190  141* 

SO-4OO 

0 

PARTH.C  A 

8403210130 

50-400 

B 

DAHTH.  C  A 

8403270321 

90-400 

fl 

DARTH.C   A 

6403370333 

30-400 

Q 

DAffTON.  J   M 

B4030902&4 

50-320 

F 

0ARTTER.W   D. 

840330032  S 

MURE  Q 

IWBKIN,  K    P, 

B403090177 

50-3  &  I 

P 

BAS(tIN,K   P 

8403090237V 

5O-3A1 

P 

BASHIN,H   P 

9403090233* 

50-3A1 

P 

GAGKIN.K  P 

8403090236* 

5O-361 

P 

BABK1N,«   P 

B403220Olfl 

50-206 

F 

QAS8,  J   T 

B  4  0302031  S* 

FOIA 

BASBETT,  H 

B403O105SB 

CONTRACT 

OASSIN'M 

04  03020  1B7« 

FDIA 

QASSIN.M 

04O302019J* 

FOIA 

BASSO*  L  F 

B4O3I3OO39 

50-31B 

S 

BATEMAN.  W  H 

040  32300  B9> 

30-3S4 

a 

BATES.  J   H 

3403160330* 

70-1113 

BAUER,  E   & 

B403  180140* 

50-B-77 

p 

BriUNACH,  M 

840307028  7» 

5O-S39 

a 

CAUSER,  0   B 

9403200066 

30-239 

& 

OAUBER,  D   B 

8403300066 

50-2  B9 

Q 

BAUSER.D    B 

9403210167 

30-339 

e 

QAUBER.D   B. 

34033  IO1B7 

&0-H89 

0 

BAUSER.H   A 

64O31  90171 

50-330 

D 

BflUB£R,M   A 

B4O31  90171 

so-aso 

0 

BAXTEH.T.  A 

64.02370091 

5O—  IOO 

O 

BAXTER,  T-  A 

8403070134 

50-400 

0 

BAXTER1,  T,  A 

B4D3O70134 

BO-400 

e 

BAXTER,  T   A 

8403070225 

50  -4  DO 

a 

BAXTER,  T  A 

B4O307O233 

30'40O 

0 

BAXTEfl.T   A 

B4  031  6001  B 

3O-400 

Q 

BAXTER.  T   A 

84O316001B 

3O-40O 

Q 

DAXTER.T  A. 

8403200030 

50-4  OO 

a 

BAKTEK,  T   A 

8403200030 

SO-40O 

o 

DAKTER.T   A 

8403210173 

50-289 

a 

BAXrER,  T   A 

S40321OJ73 

30-289 

6 

BAXTEfl.T   A 

B4032I0193 

50-389 

0 

DAKTER.T  A 

B4032  10193 

5X1-289 

0 

BAXTER,  T  A 

8403260328 

&O-400 

o 

BAXTER,  T   A 

8403S6032B 

50-400 

0 

BAXTER,  T  A 

E4032A0348 

5O-40O 

Q 

BAXTER,  T   A 

B4Q32A034B 

M-400 

a 

BAXTER,  T   A 

B4  03260354* 

BO-400 

0 

BAXTER.  T   A 

B403360334* 

50-400 

Q 

BAXTER,  T,  A 

84  03270  337 

30-40O 

o 

BAXTER,  T   A 

8403270337 

5O-400 

0 

JJAXTER,  T  A 

8403290  JB6 

50-5199 

o 

BAXTER,  T  A 

8403290336 

90-SB9 

o 

BAY,  J.H 

B4032O002t 

90-143 

o 

BAY-  J.  K, 

8403200021 

SO-J42 

0 

BAYLESS,  P    D 

B4033B01  1  7 

30-36B 

s 

BAYLEBB.P   D. 

8403  290  J  24 

90-368 

s 

DAYNE,  J  P 

B40  1300078 

90-266 

V 

DAYNE,  J.  P 

8403020327 

50-333 

F 

BAYNE,  v)  P. 

B403O2035J 

50-333 

p 

BAYNE,  J.  P 

B403090267 

.30-286 

F 

flAYNG,  J.  P. 

8403130034 

90-333 

p 

DAYNE,  J  P. 

B40313XH63 

80-BBt 

F 

DAYNE,  J  P 

B40313O4&6 

30-333 

Q 

DAYNE,  J  P 

B40314O133 

FH 

BAVNE,  J  P 

0403160009 

30-386 

P 

ffAYNE,  J  P 

9403160017* 

50-286 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

BAYNE.  J  P. 

8403190296 

50-EB6 

F 

BAYNE.  J  P 

0403200074 

30-333 

P 

DAYNE.J  P. 

8403260171 

50-333 

P 

BAYNE.  J  P 

B4032701B5 

50-333 

F 

BrtYHE.J  P 

8403290100 

30-286 

P 

BAVKE.  J  P 

0403290153 

30-286 

P 

DAZ  I  M,  J  P 

01032B0240 

CONTRACT 

BgACH,  F  J 

0403130091* 

50-322 

0 

BEARE:,  A  N 

B  403300342 

NUREQ 

BEAUflOIN,  D   E 

B403220023 

50-339 

A 

BEAVER,  J  R 

8403130118 

90-320 

F 

BECHHQEFEK,  C 

8403130114 

SO-329 

0 

BECHHOEFER,  C 

B403150016 

50-498 

0 

BECHHOEFER,  C 

B4031  30039 

50-498 

0 

BECHHOEFER,  C 

840332023B 

SO-49B 

0 

BECHHOEFER.  C 

8403220346 

SO-329 

0 

BECICA.  I  J 

8403120244* 

50-335 

0 

BECKHAM,  J  T 

B403090067 

90-321 

F 

BECKHAM,J  T. 

84030901  B7 

50-321 

P 

BECKHAH.J   T 

B4031  30346 

50-321 

F 

BECKHAM,  J.  T 

8403290194* 

50-366 

Q 

BEEDLPH.P  A 

B403B30207 

NUREO 

BEIJWAN.  L 

8403300169* 

50-323 

0 

BEHRENS.P  W 

B4  03230141* 

30-273 

R 

BEJNECKE.P    J. 

B403270109 

30-293 

S 

BEINECKE.P    J. 

B403S702A9 

30-295 

S 

BELISLE,  0   A. 

8403160319* 

50-413 

Q 

BELL,  C    R, 

B4  038302)  4 

30-337 

A 

BELL.  J 

8403130471* 

50-320 

Q 

BELL,  M 

B4  03520049 

50-4*0 

O 

BELL.  H 

B4032B031  1 

50-482 

0 

BELL,  N   E 

B4O3S30177 

NUREO 

BELL.  B. 

84030E0240* 

FOIA 

BELLAMY-  R 

B403  130308 

50-319 

8 

BELLAMY,  R 

B403130456 

30-309 

B 

BELLAMY,  R,  R 

B403090070 

30-319 

Q 

DEL«ORE,C    1 

84032301  1S» 

50-219 

R 

QELSER,  A   L 

B40330001S 

50-352 

O 

BEMI3,  P    R 

B403070199* 

30-400 

0 

BEH1B,  P.  R 

9403070310* 

50-384 

a 

BEMIS,  P   R 

8403160383* 

50-261 

Q 

BEMIB,  P.  R 

B4  03  290  092* 

30-334 

a 

BENAROVA.V 

B2CI3020139* 

50-460 

F 

BENAROYA,  V 

BS031  20076* 

50-400 

E 

BENAROVA.V 

B203270420* 

30-400 

E 

BENAROVA.  V 

B211110461* 

30-400 

E 

BENDER,  H. 

B4O32803U 

ACRB 

BENDER  ,  M 

B4033B0316 

ACRS 

BENDER,  h 

B4033B0341 

ACRS 

BENDER,  M 

84032Q0341 

ACRS 

BENNETT,  D   D 

8403190031 

50-206 

F 

BENSON,  E   C 

B403010490 

XPDRTLIC 

BERQ.  R  £ 

8403260213 

40-89B9 

BEROAN.O  U 

B403S70096 

50-237 

B 

BERKOW,  H  N 

8003240203* 

90-30B 

A 

BERNABE1.L 

8402140014 

90-528 

a 

BERNARD,  H 

8403070412 

50-142 

p 

BESS,  J   E 

B403260177* 

30-267 

a 

BETCHEH,  J  L., 

8403010018 

FD1A 

BETTENHAUSEN.L, 

8403150034* 

30-3B8 

a 

BETTENHAUSEN.L. 

B403290191* 

30-289 

a 

neuLEY,  e  K 

B403200003 

30-317 

R 

BIBB.  K   £ 

B4031&026B* 

50-335 

a 

BIBB.H    E. 

9403290132* 

50-335 

0 

BIBB,  H   K 

B4032901BO* 

50-335 

a 

BICEHQUSE,  H 

6403130496 

30-309 

5 

B  ICEHOUSE.  H 

B403150017* 

50-219 

a 

BIBINOEfT,  0  H 

S403220249 

70-371 

BIDINflERifl  H 

B4033600B4* 

70-1257 

BIDIN6ER,  0.  H 

0403300297* 

70-1237 

BIELAHSKI.A  P 

8403030181 

90-494 

0 

BIELAWSKI,  A  P 

04030201  Bl 

50-494 

e 

BIEHILLER,  B 

8403030065 

50-309 

R 

BIEMILLER.8   A 

8403300163 

50-309 

R 

BIRD,  0   K 

8403060933 

NUREO 

BISHQP.T-H 

B403060023 

90-306 

a 

BISHOP,T  H 

B403060131 

30-278 

a 

BJSHOP,  T  W 

B4030A013B 

30-273 

Q 

BISHOP,  T  H 

B403060207 

90-279 

0 

BISHOP,  T  H. 

8403060341 

90-344 

a 

BISHOP4  T  H. 

8403060401 

SO-318 

a 

BISHOP,  T  W. 

84030B0394 

90-928 

a 

BIBHOP.T  H. 

84  0  308026  i 

90-397 

Q 

BISHOP,  T.  W. 

8403080274 

50-312 

a 

at  SHOP.  T,  u 

B4030B0431* 

90-278 

s 

AUTHOR 

ACCESSION 
NUMBER 

•SUBJECT 
CATEOORV 

BISHOP,  T  W 

9403130343 

90-312       a 

BISHOP.  T   W 

84031  30  13i» 

90-279       T 

BISHOP,  T   M 

B4O313DI44* 

90-273       T 

BISHOP.  T   W 

84031301520 

SO-Z73       T 

BJSHOP,  T   W 

B403130139* 

90-279       T 

BISHOP,  T   H 

0403190U4» 

50-278       0 

BISHOP,  T   M 

B40327O133 

90-529       fl 

BI08ETT.P 

B403H90130K 

50-3S2       0 

BITOWP,  T   B 

B403260233M 

90-352       E 

BIXBY,  D   T 

B4031201BO 

TQFREJ* 

BLACK,  M,  T 

B403260347* 

WASTE  NflT 

BLACKBURN,  J   0 

8403130207* 

5O-40O       4 

BLAKE,  E   L 

B403070029 

50-289       0 

BLAKE,  E   L 

H4030700S3 

30-2B9       9 

BLAKE,  E   L 

840309012? 

90-209       0 

BLAKE,  d   J, 

B403070103* 

30-400       Q 

BLAKE,  J   J 

840307O2A3 

30-34B        B 

BLAKE,  J.  J 

B4031A0039 

30-366        S 

BLAKE.  J   J 

B403I601SOH 

50-369       Q 

BLAKE,  J  J 

B403U019S* 

90-321        0 

BLAKE,  J  J. 

B4031A0279* 

50-390       Q 

BLAKE,  J   J 

84031*0363* 

30-413       Q 

BLAKE,  J   J 

B403I603B3* 

50-390       a 

BLAKE,  J  J 

8403190247* 

80-24.6       0 

BLAKE,  J  J 

3403390173* 

30-400        0 

BLAKE,  J  0 

B403290H19* 

90-321         Q 

BLANCHARD,  B 

B40302O277 

50-320        P 

BLANCHARD,  B 

8403190343 

90-S08       B 

DLATT,  M 

8403020133 

50-247        ft 

BLATT,  M 

84031304O3 

50-247        3 

BLATT.  M 

8403210184 

50-347       fl 

BLATT,  M, 

8403270186 

50-247       R 

BLIND.  A  A 

B403130121 

50-315        F 

BLQCH.  P   B 

B4030B0110 

90-135        fl 

BLOCH.P,  B 

0403090099 

50-448        0 

BLOCH.P  B 

8403090139 

50-135        * 

BLdCH,  P   B 

84031  90003 

30-443        * 

BLOCH.P  B 

B403  190020 

90-449       0 

BLOCH,  P,  B 

B403200069 

30-443       0 

DLOCH,  P  B 

8403280340 

50-448       B 

BLOCH,  P.  B 

S403300BA2 

50-440       0 

BLOCK,  9 

B40327033B* 

50-400       0 

BLQDM,  J,  a 

B403260361 

30-4  34,        0 

BLOOM,  J  & 

(3403360361 

30-4  56        0 

BLOSSOM,  J.  N 

0403  1301  OS 

40-B493 

BLOSSOM,  J  N 

3403130226 

40-0452 

BLOUSH.A  R 

6403010322* 

50-27  7       fl 

BLPUflH,  A  R 

8403  150063* 

30-377       0 

DLUBAUOH't    E, 

0401120171 

40-34  S3 

BLUBAUOH,  R   E 

04D31502BO 

40-3433 

BLUBAU8H,  R   E 

0403230267 

40-3433 

BCJARDMAN.  J  R 

B40305O1B6* 

90-482       0 

BDARDMAN-J  R. 

B403260232* 

30-313        Q 

BOODEN,  0 

S4O3130215 

40-BiB4 

BQOOBiR  8 

B403060326* 

ao-2ta     f 

BOQQB.R   3 

8403090289* 

80-340       P 

BOWL,  L  S. 

B4031300&4* 

OA999 

BOITEL.E  C. 

B4030604O5 

90-30           R 

BOLCH,  M  E 

B4  032801  02 

50-413        F 

BDLLINO.L  A 

B4030BQ09B* 

FDIA 

BOLON,  A.  E 

B4031900B8* 

50-123       0 

BOMBYiA  H 

B4030B0370 

30-499       0 

BOOKER,  J.  E 

8403010073 

BO-43S       B 

BOOKER,  J  E 

8403010228 

30-439       B 

BOOKER.  J.  E 

B4030  10321 

30-458        A 

BOOKER.  J  E 

B403010379 

90-496        5 

BOOKER,  J.  E 

B403020294 

50-458       A 

BOOKER,  J  E, 

B40303007B 

90-498       A 

BOOKER,  J  E 

B403060320 

90-45B       9 

BOOKER,  J  E 

8403070010 

50-43S        A 

BOOKER.  J  E 

B403070082 

50-45B       A 

BOOKER,  J,  E 

84030700&1 

90-4SB       A 

BOOKED,  J  E, 

B403070O6K 

90-49B        E 

BOOKER.  J  E 

B4030B037B 

90-43B       A 

BOOKER,  J.  E 

84031300&9 

90-438       E 

BOOKER,  J.  E 

8403130178 

90-488       « 

BOOKER,  J  E. 

8403130190 

90-4  3B       A 

BOOKER,  J   E 

B4D31302A4 

90-498       B 

BOOKER,  J  E. 

B4031304B& 

90-43B       F 

BOOKER.  J  E 

B403  160310 

50-458       B 

BODKER,  J  E 

B403190017 

30-4=3       E 

BOOKER,  J  E 

8403800034 

90-45B       A 

BOOKER,  J  E. 

B4032I0069 

30-49  B       A 

BOOKER,  J.  E 

B403220209 

50-4  S3       A 

BOOKER.  J   E. 

8403260291 

80-498       A 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

BOOKER,  J.  E 

8403270026 

50-4  3B 

B 

BOOKER,  J   E 

B403270039 

30-4SB 

8 

BOOKER,  J   E 

040327004  5 

90-498 

a 

BOOKER,  J   E 

B4032702O1 

50-4  9B 

a 

BORCHARDT.  R 

0403130073* 

30-293 

a 

BORDENICK,  B   M 

8403140039 

50-322 

0 

BDRDENICK,B   M 

0403140100 

90-322 

e 

BORDENICK,  B   H 

B403140114 

50-424 

0 

BORDENICK,  B   M 

B40314013& 

90-322 

0 

BORDENICK.  B   M 

8403140199 

90-322 

0 

BORDENICK,  B   M 

8403140198 

90-322 

c 

BdRDENICK.fi   M 

8403140161 

50-3S2 

0 

BORDENICK,  B   H 

B403190124 

30-322 

0 

BORDENICK,  B   M 

8403190169 

50-322 

0 

BDRDENICK.fi   H 

8403210)00 

50-322 

e 

BDRDENICK,  B   H 

8403280P4O 

50-322 

0 

BORDENICK,  B.  N. 

8403290369 

90-322 

0 

BDRBT,  F.  J. 

B4D301011B 

30-267 

R 

BORST,  F  J. 

8403040309 

50-267 

R 

BORBT,  F.  J. 

8403130177 

90-267 

P 

BOBNAK,  R,  J. 

9104300020* 

90-397 

A 

BQSNAK.R   J. 

840307039ON 

50-313 

P 

BOUCHEY.fl  D. 

B20  11  90297* 

90-397 

F 

BQUCHEY.  0.  D 

8208120840* 

50-397 

F 

BOTHNIA,  A, 

8403140350 

50-374 

F 

BDURNIA,  A, 

8403300226 

90-374 

P 

BDVELL.  C   R, 

B403300342 

NUREO 

BOWERS,  H. 

B4032B0229* 

90-4B2 

a 

BOWMAN,  C.  E. 

8403120027 

90-293 

R 

BOWMAN,  D  C 

B403210001 

40-6920 

BOWMAN,  D.  C. 

B40330000B 

40-6920 

BOYD,  D. 

B4031  30273 

30-346 

8 

BOYD,  D. 

84031  30336 

30-346 

S 

BDYD,  D 

8403190091 

SO-2S9 

S 

BOYD,  D.  C. 

B403220165* 

90-299 

a 

BDYER.L 

8403200033 

90-324 

F 

BOYER,  H  E. 

B403130136 

90-416 

S 

BOYER,  R.  E. 

8403130316 

OA999 

BOYER,  V.  a. 

S403010144 

90-352 

E 

BOYER,  V.  B. 

B40302O109* 

90-332 

0 

BOYER,  V  S 

8403270017 

30-352 

a 

BDYER,  W.  J. 

840327O04B* 

90-392 

T 

BRADFORD,  W  H. 

B4031  60204* 

50-34B 

a 

BRADFORD,  M  H 

8403290103C 

30-348 

a 

BRADHAM,  0,  8 

9403130397 

90-393 

F 

BRADLEY,  E  J 

8403020257 

80-392 

A 

BRADLEY,  E.  J 

840319O036 

90-392 

C 

BRADLEY,  E.  J. 

B4031  90140* 

50-277 

P 

BRADLEY,  E   J, 

9403210043 

90-277 

P 

BRADLEY,  E  J 

9403260094 

50-277 

J 

BRADLEY,  E  J. 

9403260333 

90-392 

0 

BRADLEY,  F  J 

840313O236 

PR 

BRADLEY,  R.  D 

B40330OQ99 

PT21 

BRADY,  J,  A, 

8403050191 

90-32O 

F 

BRADY,  J  A 

8403080  178 

50-32O 

F 

BRADY,  J  A, 

B40314O088 

50-2B9 

F 

BRADY,  J.  A. 

8403270073 

50-3  2O 

F 

ERAMLETT,  L.  8 

8-403020091 

50-36B 

R 

BRAMLETT,  L   8, 

84033001  64 

30-368 

R 

BRANCH,  M.  W. 

8403290294* 

90-338 

a 

BRANT,  K.  T. 

840313O299 

BO-317 

B 

BRAUN,  D  J. 

B4030BO216* 

30-316 

P 

BREITSMEISTER.F. 

84031  2001  0» 

30-275 

0 

BRENNER,  L, 

8403060-097 

50-392 

0 

BRENNER,  L 

8403  190040 

30-332 

0 

BRENNER,  L, 

B40319D193 

50-332 

0 

BRENNER,  L, 

B40320O070 

50-332 

•0 

BRENNER,  L. 

8403270069 

90-332 

4 

BRENNER,  L. 

B4032B033J 

30-392 

0 

BRENNER,  L, 

8403280330 

50-322 

0 

BRENNER,  L. 

B4032B0394 

50-332: 

O 

BRENNER,  L 

8403290373 

90-322 

C 

BRENNER,  L. 

8403290393 

50-332 

O 

BRENNER,  L 

840330000? 

30-392 

T 

BREWER,  R, 

B403020241* 

90-290 

Q 

BREY,  H  L, 

B4030  10304 

50-267 

a 

BREY'  H.  L. 

84031  30396 

90-267 

R 

BHEY-H  L 

8403220138 

50-267 

F 

BREZINSKI.M,  8. 

8403140193* 

30-373 

F 

BRtCH.R. 

8403130336 

PR 

BRICKLEY.R   H. 

B4031304S5* 

OA799 

BR  ICKLEY,  R.  H 

B4031  30460" 

OA999 

BRIGHT,  B.  0. 

8403190029 

90-400 

e 

BRIflHT,  ft.  0, 

840321  OO31 

50-400 

a 

BRIfiHT,  0.  0. 

B403260O03 

5O-  142 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRV 

BRICHT-G  0 
BRINKMAN,  S 
BRITT,  L   F 
BROCK,  B   L 
BHODEUR.R     I 

8403300262 
B4032O01I3 
B4Q301023O 
S403270231* 
B40306Q187 

50-440         O 
50-336         B 
5O-3S3         B 
70-  1  237 
QA999 

BRODEUfliR     1 
BRONS.  J   C 
BRON9,  J   C 
BHQN8,  J   C 
EBONS.  J  C. 

B4032700B7 
B4031201S2 
84031  3DB96 
B4Q31  B0047 
9403  1  3003O 

QA999 

3Q-sa&      a 
so-aet,      K 

50-2  86         3 

so-set       B 

BRONa,  J   C 
BRQN8.  J   C 
BRONS.J  C 
BfiONBiJ   C. 
BRON8.  J.  C. 

B4Q31  90263* 
B4032IQ049 
8403210113 
8403S6009  1 
0403260257 

50-Eei         0 
M-3B6         E 
30-2ei         R 
50-BB6         S 
M-2Bi         8 

DRDN9.J   C. 
BRONS.  J.  Cr 
BRONSKI.D 
BHONZAN,  B 
BROWN,  C   H, 

8403300159 
B  4033-00  175 
B4Q312003B 
8403S7039H 
B4031J20145*- 

50-206         R 
90-2S&         O 
SO-HOA         H 
SO-27D        S 
30-363         O 

BROUN.  E.  J. 
BROWN.  E  J 
BROWN,  H  H, 
BROWN.  H  H 
BROWN.  J  M 

8303170014 

B303170017* 
84030AO33B 
B40306033B 
8403020093* 

50-319         S 
50-31  S         B 
90-332         5 
50-332         B 
FOIA 

BROWN.  J  M 
DRDHN.-J.  M 
SHOWN-  J  M 
BROWN.  J.  H 
BHDWN.  J  M, 

B403020101* 
8403020113* 
B40302011&* 
B403Q20137* 
B40302O142* 

FD1A 
F01A 

FOIA 
FQIA 
FOIA 

DROWN.  J  H 
BROWN.  J,  M 
BftOWN.J  H, 
BROWN-  J  M 
BROWN.  J  M 

8403020172* 
B403020176* 
B40302Q177* 
840302018711 
B403020191" 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

BROWN.J.  M 
BROWN.  J  H. 
BROMN.J  M 
BROUN,  J.  N 
BROWN.  J  M 

84030'20199'K 

64030202001* 
B40302O2Q1  » 
B40302O20B* 
H  40302021  O*- 

FOlfl 
FOIA 
FOIA 
FOIA 
FOIA 

BRDMN,  J.  It 
BROWN.  J.  M 
BROWN,  R   T 
BROWN,  R.  H 
BROWN,  W. 

B403Q20E27* 
8403020251* 
B4030B01HO* 
B40321Q004 
B4Q303O22B 

FOIA 

FOIA 
FOIA 
PR 
7O-92O 

DROWN,  VJ 
BROWN,  H.  B. 
BRDHN,  W.  B 
BROUN.  W.  B, 
BROWN.  M  D 

B4030BO367 
B403090199 
B4O30SO803 
B4O303O22Q 
8103050361 

70-29BB 
70-27 
70-27 
70-143 

70-27 

DROWN,  H  B 
BROWNING,  R    E. 
BROWNINB,  K.  E, 
BROWNINO.R.  E, 
BROWNLEE,  V   L 

B4O305O369 
B1O3020185 
8403190482 
B4032SOaia 
B4030BO3H4* 

70-2955 
WASTE   MOT 
WASTE   MOT 
27-39 
90-424        A 

BROWNLEE,  V  L. 
BRUNNER,  E.  J 
BRUNNER.  J  E 
BRUNNER,  J.  E 
BRUNNER,  J  E 

B40329010H* 
B403050S41* 
8403060073 
S4031SOO39 
B4O319O166 

30-2&9        a 
30-271          3 
SO-329         0 
3O-327        <J 
30-3?9         0 

BRURIJ.R   L 
BRU8YEN,  A  D 

BRYANT,  J. 
BRYANT,  J 
BUCKLES.  R. 

8403060263 
84O329O119 
B1  03070369* 
B40329O10B* 
B403070O19 

5O-363         F 

M-B63        I 
3O-2A9        O 
SO-2A9         O 
FQIA 

BUCKLEY,  B  C. 
BUCKLEY,  B.  C. 
BUCKLEY,  B  C. 
BUHL.  T, 
BURD,  R,  B. 

B-4  03020084 
B4O3020096 
84032BOO70 
B4  03090  109 
S4O313Q1BO 

50-400        M 
90-400        M 
90-400         A 
State  Frog 
SO-90B         D 

BURDD1N.O. 
HURDOIN.J   F, 
BURDOIN-  -J.  F. 
BURGER,  F.  J. 
BURBEBa,  J  L, 

84O337Q139* 
8403060223* 
B4Q3060406* 
B4031900B6 
B4O302O13S* 

5O-92B        Q 
50-323         Q 
BO-31S         O 
SO-271          R 
FDIA 

BURSE  59,  J  L 
BURD1M,R.  E 
BimoiN,  H  E. 
BUR01N.fi   E, 

BURKE,  D   J. 

B403020I219* 
B1O224OO66* 

84030BO10B* 
B4030B0202* 
B4O3070H33* 

FQIA 
FOIA 
FOIA 
FOIA 

so-sao      a 

BURKE,  M  C 
BURNER.  R. 
BURNETT,  P.  T 
BURNETT,  P   T, 
BUJJNETT.  B.  F 

B005130793* 
B4O3190437 
84OH140193» 
84031  601  OB» 
B40S010OS9* 

30-3B7        E 
NUREO 
3O-241          a 
90-41ib         a 
ACR5 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODR 

BURNETT,  R    F 
BUflNETT.  R    F 
BURNETT,  n    F 
BURNETT,  R    F 
QU«NETTPH.  F 

B4O3O10033* 
B403010O37* 
840301  004S* 
8403090363 
B403030420* 

ACR9 
ACRB 
ACRS 
70-143 
SO  -275 

nUHNS.E   M 
BURNS,  S 
BUnST£-lN,C    H 
BOHWELL.  S   B 
BUSH.  K    J 

B4O312OOZ9* 
B4  03080422* 
8403060130 
B4033DO-B49 
B4O303031  5 

90-275 
50-275 
HO-3B2 
30-449 
UABTE   MB 

BUSH,  K   J 
BUBH,  K    J 
OUBH.K    J 
BUSH,  K   J 
DUSLIK,  A  J 

0403Q5O31BM 
B40-30503-19« 
B4030BO322* 
B403030323* 
B403OI0041* 

WASTE   HO 
WASTE   HO 
WASTE  MQ 
WASTE  MO 
FOIA 

BUTCHER,  R   C 
BUTCHER,  f?   C 
BUTCHER,  R   C. 
SUTLER,  B   D 
BUTLER,  B   D 

8403070136* 
8403070263 
8403160562* 
B4O307O163* 
B4031(b0223* 

50-399 
50-348 
50-339 
50-327 
90-327 

BYRD.  R. 
BYRO,  R 
BYflD,  R 
BYRD,  R 

BVFID,  R 

BIOS  1301  92 
B9O3  1  30274 
8403170033 
8403200017 
3403260244 

50-416 
M-4J6 
50-416 
5O-416 
50-416 

BYHD,  R 
B-VRDj  R 
BYRDi  H 
BYRD,  R 
BYRD,  R    W 

•&403300027 
84033&0037 
840330  Oil  3 
B4O3300U7 
B4030?C-091 

50-416 
50-416 
90-416 
50-416 

50-416 

BYRD.R    M 
BYRON,  P   M. 
CAHILL,  W   J. 
CAHILL,  H  J 
CAH1LL,W  J 

B-403S00064 
B-4033S01I4* 
B4  03  I  30393 
840313044B* 
B4O3270076K 

50-416 
90-341 
30-408 
50-49B 
50-45B 

CAMILL.  W  J- 
CAHN,  A    L 
CALDWELU.  FI    A 
CALDWELL.  R    A 

CALDWELU.  R    A 

84D32BOO32 
8401  130363 
S4O3260167* 
B1O3260211  4* 
B  4  0  326024  O* 

50-4SB 
TOPREP 
50-267 
BO-443 
30-2QB 

CALLENDINE,  <3   W 
CrtLLENDINE,  Q    W 
CAL30YAS.  C   T 
CALBQYAS.  C    I) 
CAMPBEH-,  E    J 

BIO  1300020* 
BIO  130003  S» 
84O3O1O119 
Q4030S040B 
B1O3060249 

FOIA 
FOIA 
SO-3J2 
50-H06 
30-293 

' 

CAMPBELL,  R   D 
CAMPBELL.  R    K 
CAMPBELL,  H    M 
CANTER,  H 
CANTER,  H  L 

BIO  3  200  15  2ts 
8103370193 
8403130034* 
8403060213 
640306002?* 

30-4B3 
50-3B7 

50-368 
50-361 
50-206 

• 

CANTERrH  L 
CANTER,  H  L 
CANTER,  H   L 
CANTER,  H.  L 
CANTER,  H   L 

8403060143* 
8403O60143* 
B4O306014&* 
fl4O306O149» 
B4O30B0277* 

&0-279 
90-379 
90-273 
5O-279 
30-312 

• 

CANTRELL.F    B 
CAN7RELL.  F   B 
CANTRELLiF    S 
CANTHELL.F    B 
CANTRELL.F    B 

S403070DBB*- 

9403070134* 
8403160186* 
B-403  1AOHB2* 
e  4031*0234* 

50-393 
SO  -373 
50-239 
00-299 
30-34B 

f 

CAMTRELL.  F    8 
CAPHTON,  D.  L. 

CAREY,  J  J 
CAREY,  J  J. 
CAREY,  J  J 

B403390103* 
0403050S43* 
64O30200B6 
0403060297 
B403070243 

50-34B 
FOIA 
50-334 
50-334 
30-334 

V 
R 

CAREY.  J,  J, 
CAREY.  J  J 
CABEY.J,  J 
CAREY,  J  J 

CAREY-  J  J 

0403070Sfc9 
B4O3070344» 
B403IB0172* 
84O3I90B7& 

84O3190319* 

30-334 
90-334 

30-334 
50-334 
90-334 

R 

a 
R 
R 

CAUEY,  J   J 
CAWGY.  J  J 
CAREY,  J-  J 
CAREY,  J.  vl 
CAREY-  J.  J. 

B403360liO 
8403370219 
B4O32B0017 
84O330006-2 
B40330OJ81 

50-33* 
30-334 
90-334 
90-413 
30-334 

R 
If 

F 

A 
R 

CARL  BON,  T>  M 
CARLSON,  1>  M. 
CARLSON,  D,  M, 
CARLSON,  R,  A 
CARPENTER-  J  H 

8403010360* 
84O301O26S* 
B403190O14M 

0403080  M  7* 
B403190029 

50-142! 
50-142 
90-142 

FOIA 
50-400 

0 
0 
0 

0 

CARPENTER,  J  H 
CARPENTER,  T   0. 
CABR.  A,  V. 
CARR-  A   V. 
CARR.A.  V. 

8403210031 
a40313019fc» 
B403  1  3O07  1 
B103130077* 
B403200007 

50-400 
CONTRACT 
90-413 
&0-413 
90-413 

9 

0 
0 
0 

520 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECOffV 

CARR.A  V 
CARflOH.  H 
C  ARROW,  H 
CARFHMi  H 
CARTER.  B  R 

B4O32Q0007 
G403H00117 

B1033DOJ33 
8403200135 
8403070045 

30-413         0 
3O-4  DO         O 
SO-  400        O 
SO-400        0 
50-4  B3        M 

CARTER.  R.  E 

CARTER.  B- 
CARTER,  S  0 
CARUBChR, 
CASE.E  0, 

9403Q1Q2B5* 
S403300171 
8403O2O3Z3 
B4O30&033&* 

930B070O70* 

50-142        0 
5O-26O         9 
30-299         5 
50-335         S 
FOIA 

CA&BEL.D  M 
C/iSSEL.D   H 
CABSIDY.B.  P 
CASTrOLIONE,  L 
CASTRONOVG,  F 

S4031A0019 
04031*0017 
B4030700BO 
B40327O04i 
B4tt309OlS4 

50-434        * 
30-494        C 
50-443         O 
50-133         S 

PffM 

CATON-B   J 
CATTON,  I 
CATTOM.  I 
CATTON,  t 
CATION.  I 

B4  03200-331 
6403160039 
B<40ai60O7& 
B4032BOS4I 
BW3SB0241 

HASTE   MOT 
ACHE 

ACHS 
ACRS 
ACflS 

CATTON.  I 
CAVADA8-  K.  J 
CAYQT.R   F 
CEAHLEV,  J  E 
CEJA,  S  H 

940330024  £• 
B403120140 
B403S30J4t* 
8403170317 

B403320322 

ACRB 

30-233        R 
3O-273         R 
PR 
XPDRTUIC 

CE  JA,  H  N 
CELESTE,  J)   F 
CEL1A.N.S 
CERNE.  A  C. 
CE8ARE.J  0 

B40323O324M 
B402  130360* 
8403070304 
9403020308* 
8403020047 

XPORTLIC 
30-398        U 
30-24  S         P 
50-443        0 
50-416         R 

CE8AHE.  J.  0 
CHAFFEE.A.  E 
CHAI4.LE.C  E 
CHAMBERLAIN,  D 
CHANDLER,  J   C 

8403220147 
B  4  0304002-7  » 
B4  03230034* 
B4  03  120072* 
B4O3070-127 

W-41d         R 
30-206         fl 
3O-206         F 
90-49  B         0 
TOPREP 

CHANDLER,  J  C 
CHANDLER.  J  C 
CHANDLER.  J-  C 
CHANDLER.  J  C 
CHANDLER,  J  C 

84O30S0205 
B4O3080223* 
8403190097 
B4O32001OO 
B4032&0219 

50-314        P 
BO-31A        P 

30-316        P 
50-314        P 
TOPREP 

CHANDLER.  L  U 

CHANDLER-  L   J 
CHANDLER,  L   J. 
CHANDLER.  L   J 
CHAMDDUA,  V 

BflO3l901OO 
B4Q321Q033 
3403310114 
840327027  B 
B4O30800O9* 

80-373         9 
30-273        (S 
50-273         O 

30-273         0 
3O-2P            F 

CHANEY.H   D 
CHAHEV,H  B 

CHAP  M  AN,  M 
CHAP  MAN,  M 
CHAPMAN.  N  B 

84031  301  4fi* 
84O32600B7* 
9403O20103 
040330013"?* 
S40309002O 

50-267        0 
w-ses      a 
50-K99        R 
30-2  59         B 
FOIA 

CHARLTON.T   fl 
CHARNLEV.O   E 

CHARNLEV.  J.  S 
CHARNOFF,  0, 
CHARNDFF.O, 

6403280333 
e4Q307O3IS» 
S403190107 
B40307O191 
B40307OJ9I 

90-33B        S 
9O-32»         Q 
TOPREP 
30-443         0 
3O-443           Q 

CHARNOFF.O. 
CHAUDKAnV.B   K 
CHENEY,  C  A 
CHEWO.T  M 
CKIKALLAr  T,  D 

B40329O3B9 
B4&3070319* 
S403O9OZ99* 
B40314007B 
8403300248 

40-2061 
90-332        Q 
30-34B        P 
SO-SO4        P 
W8TE  HOT 

CHILES,  L 
CHILK,  B   J 

CHILK.S,  J 
CHILK.S,  J 

CHILKrS.d 

S4O3SB01B6B 
B40SZ20197 
5403010239 
B4030200&B 
B40303O066 

90-230        H 
50-1O          « 
90-10           0 
FOIA 

90-33  B        0 

CHILK,  5  J 
CHILK.  B  J 
CHILK,  B.  J 
CHILK.  B  J, 

CHILK,  S.J 

3403030246 
B403C  30238 
B4O30701  1  6 
B4O307037O 
B4030B010& 

10CFR 

10CFR 
5O-4S3         e 
50-3KO         0 
HIBC 

CHILK.S  J 
CHILK,  S  -J. 
CHILK,  B  J. 
CHILK.  S  J. 
CHILK,  B  J. 

B403070O&0 
B-40307OOA2 
B4O309O047 
B403090074 
B4O3090113 

30-919         B 
SO-443         Q 
30-10            0 
30-10          0 
30-10           fl 

CHILK.S  J. 
CHILK.  B.  J. 
CHILK.S  J 
CHILK,  S  J 
CHILK.  B   J 

B40312D02B 
84O312OO34 

34031400SB 
B40314O102 

8403160009 

10CFS 
90-414        a 
90-394        O 
30-400        fl 
30-320        O 

CHILK.  B.  J. 
CM  I  UK,  B  J, 
CHILK,  S.  J. 

CHH-K.S.-J. 
CHILK,  S  J 

B4031i0014 
B4031TO144 
840321  OI80 
6403230003 
8403230168 

9O-B7H        0 
9O-4B3        0 
3O-382        fl 
30-332        0 
1OCFR 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODR' 

f 

CHILK.S  J 

8403230164* 

10CFR 

CHILK.S  J 

B4032  60001 

30-893 

0 

CHILK.  3  J 

8403350343 

30-289 

0 

CHILK.S  J 

8403830343 

50-329 

0 

CHTLK,  S   J 

G  4  038703  91 

30-273 

0 

CHILK.B  J 

B403300QQB 

30-H73 

0 

CHILK,  S  J 

84033000  I? 

SO-444 

0 

CHIM.  R   Y 

B403870303 

50-299 

S 

CHIPHAN,  0  L 

B403090219 

90-937 

A 

CHIFfAMAL,M 

8211120236 

50-911 

S 

CH1RAMAL-M 

821  1220027 

50-382 

S 

CHIRAMAL.  M 

830202010? 

50-233 

B 

CHIBAMAL-M 

B3D3  190472 

TOPREP 

CHIRAHAL.M 

B30  SI  90497* 

TOPREP 

CHJRAMAL.  M 

B303200133 

30-21? 

S 

CHIRAHAL,  M 

9303270031 

90-338 

B 

CHIRAMAL.M 

S31  0060076 

HIBC 

CHIHrtMAL,M 

S31  0060077* 

MISC 

CHIRAMAL,  M 

B40  12504?6ff 

90-267 

P 

CHIRAMAL.M, 

8401250310* 

90-267 

P 

CHDULEB.N  C 

B403060176* 

30-366 

Q 

CHOULES,  N  C 

B4030B01BB* 

90-461 

0 

CHRlSSaTIMDB.N 

B4030B0233 

90-263 

a 

CHRIBBOTIMOS,  N 

B403120I37* 

30-237 

a 

CHRISBOTIMDS.N 

B403  130233 

90-254 

s 

CHRISTEN9EN.D 

B403230131 

NUREO 

CHRISTKAN-  J  N 

B4030IO179 

90-322 

0 

CHKISTMAN.J  N 

B403010195 

90-322 

e 

CHRiaTMAM.J  N 

B10304O243 

90-322 

0 

CHRraTMAN.J,  N 

8403130070* 

90-322 

o 

CHRISTMAN.J  N 

8403130090* 

50-322 

e 

CHRIS  THAN.  J  N 

B403130117* 

30-382 

0 

CKRJSTMAN.  J  N 

B403130117* 

90-32H 

0 

CHB1BTMAN.  J.  N 

B403S00031 

30-322 

e 

CHH1BTMAN.J  N 

3403200031 

90-3JJ2 

0 

CHFtlSTMAN.J  N 

B403B00037* 

90-322 

0 

CHRIBTMAN,J  N 

9103=00037* 

90-322 

0 

CHBISTMAN.J  N 

910330&B34 

30-322 

D 

CHRISTMAN.J  N 

0103300234 

3O-3B2 

0 

CHBIBTWdT,  G 

B4030BQ123* 

90-373 

a 

CHR1STNOT.E 

8403t9007A» 

90-373 

a 

CHURCHIU.,  0   M 

0103010009 

90-38? 

0 

CHUWCHILL.B,  H, 

0403010009 

30-2B9 

o 

CHURCHILL,  fl  M 

B4030101B7 

90-3B2 

0 

CHURCHILL,  B   H 

B4030101B7 

90-3B2 

e 

CHURCHILL,  B  U 

B4030600B4 

90-28? 

0 

CHURCHILL,  B  H 

8403040064 

30-2B9 

o 

CHURCHILL,  B   M, 

B403  130443 

90-28? 

0 

CHURCHILL,  B   M 

8403130443 

90-2S7 

o 

ClLIMffERO.R  L 

B4031  7020B* 

30-234 

a 

CILIMBERO.fi   L 

B4031903S4* 

90-440 

a 

CINTULA.  T  C 

8210120303 

90-339 

B 

CINTULA,  T,  C 

8212010301 

30-361 

s 

CIPDLLA.  A  J 

B403230077 

40-3392 

CLARDYjL    S, 

0103130133* 

90-331 

0 

CLARK.  B.  L 

B403010338 

90-277 

B 

CLARK,  B    L 

B4031S001? 

30-870 

S 

CLARK.  B.  L 

B403120OS3 

90-277 

S 

CLAfW,  B.  L. 

8403120173 

30-27B 

s 

CLARK,  B.  L 

B40313019B 

30-278 

9 

CLARK,  B.  L 

8403200017 

30-277 

S 

CLARK.  D, 

B4031S0107 

30-869 

S 

CLARK,  D, 

B403200104 

30-26S 

s 

CLARK,  D.  B. 

8103140027 

30-263 

a 

CLARK,  J,  R 

6103010256 

30-29? 

a 

CLARK,  L 

B4031  30347 

90-20 

F 

CLARK,  L. 

8403170437 

NUREO 

CLARKE  R. 

B403070264 

90-320 

F 

CLARK.  R    A 

B3071S04I4* 

30-344 

P 

CLARK,  R.  J. 

8403090031 

5O--396 

S 

CLAUSON,  C  A. 

B403070130* 

80-322 

T 

CLAMSON,  C   A 

B4D3070134* 

30-322 

T 

CLAHSDN,  C  A. 

8403070304" 

90-332 

T 

CLAWSDNj  C,  A. 

B403260379* 

30-322 

T 

CLAY,  E.  L 

B403  140340* 

70-1113 

CLAYTON.  F.  L. 

B403010417 

50-364 

S 

CLAYTON,  F   L 

8403040125 

90-348 

0 

CLAYTON.  F  L 

84030B0077 

90-348 

F 

CLAYTON,  F  L. 

B4030BOOB1 

90-348 

P 

CLAYTON,  F  L 

8403080146 

30-34B 

P 

CLAYTON,  F,  L 

84030001  38 

3O-34B 

P 

CLAYTON,  F-  L 

B40308057Z 

30-348 

P 

CLAYTON,  F,  L. 

8403070243 

90-348 

B 

CLAYTON,  F.  L. 

8403090333 

30-348 

P 

CUAVTON,  F.  L 

8403130031 

BO-34B 

P 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CAT£OORY 

CLAVTQN.F   L 

8103  13043  3 

50-348       P 

CLAYTON.  F  L 

B403  140210 

30-34  B       F 

CLAVTON.F   L 

8403190099 

30-349       Q 

CLAVTON.F  L 

8103130064 

30-348       B 

CLAYTON,  F  L 

8403160263* 

30-348        G 

CLAYTON.  F  L 

6403330134 

30-34B        P 

CLAYTON,  F  L 

B403260017 

30-34B       8 

CLAYTON.  F  L 

8403260227 

30-34B       P 

CLAYTON,  F  L 

B4032B0037 

30-349       P 

CLAVTON.F   L 

8403290031* 

50-343       0 

CLAYTON,  F.  U 

B403270317 

30-340       0 

CLAYTON.  F  L 

B403300077 

30-340       F 

CLAYTON,  F   L 

B403300134 

BO  -364       ft 

CLAYTON,  F.  L, 

S403300172 

30-31B       R 

CLAYTON,  H   B, 

8403010103 

TOPHEP 

CLAYTON.  H,  B 

B403220219 

TDPftEP 

CLENENSON,  F 

8303  100476* 

90-397       A 

CLEMENTS.  B.  R 

B403080332* 

80-449       0 

CLEMENTS.  B   R. 

B403130160 

30-448       V 

CLEMENTS,  B    R 

B403140I47 

PR 

CLEMENTS-  B,  H 

640323003? 

90-449       K 

CLEMENTS.  U  L. 

B403200193* 

30-287       0 

CLEMON9,  P 

8403010366* 

70-1  1OO 

CLEHETT,  J 

B4O3O603O3* 

90-279       0 

CLEHETT,  J 

B403060303* 

90-27  J       0 

CLEHETT.  J 

B403150010 

30-278       9 

CLEWETT,  J, 

B4031  90010 

30-273       C 

CLEWETT.  J. 

B403260364 

30-275       fl 

CLINE.W 

B403140146* 

50-34B       fl 

CLINE,  H.  S. 

B40316011J* 

30-36?       ft 

CL1NE.  H,  E 

B403160141* 

30-269       0 

COHB.L    I, 

B003240207* 

50-906       A 

COFFMAN.  F 

B309230119* 

90-286     P 

COHEN.  I. 

8403310016* 

90-317       0 

COLBURNiT  0, 

6403040379 

30-266        P 

COLBURN,  T.  0 

B403220294 

90-366       P 

COLE,  R.  F 

8403060097 

30-332        « 

COLENAN.J  H. 

B4O3090333* 

TOPREP 

CDLEY.J  L 

B403160279* 

30-39O        0 

CDLLINS.J  T 

84O321033B 

30-5S3        0 

COLLINS,  J  T. 

6403030137 

90-382        F 

COLLINS,  J,  T. 

8403090138 

90-2fl3       F 

COLLINS.  J  T 

B403030141 

30-298       F 

COLLINS,  J,  T. 

8403030142 

30-31  3        F 

COLLINS,  J,  T 

B403050143 

90-49B       F 

COLLINS,  J,  T. 

B40309014& 

90-445       F 

COLLINS,  J  T 

B403090149 

3Q-4?8       F 

COULIN9,  J.  T 

B403090192 

90-JBB       F 

COLLINS,  J   T. 

B4O32601B7 

40-B6B1 

COLLINS,  M.  L. 

B40S130399* 

90-39B       W 

COLLINS,  B.  J. 

B4030100Q6 

90-410       a 

COLLINS,  B  J 

8403070316* 

30-333       fl 

COLLINS,  8.  J 

B403  13002  1* 

90-220       0 

COLLINS,  9  J 

B4031  90101* 

90-410       tt 

COLLINS,  a  J. 

0403170483 

30-244       V 

COLOMBO,  R. 

84O32O0045 

30-312       R 

COLOMBO,  R   W 

9403040432 

90-3  1  B       B 

COLOMBO,  R  M. 

0403060447 

90-31  2       S 

COLOMBO,  R   M 

6403200001 

90-312       P 

COL  TON,  E. 

0403010439 

XPORTLIC 

CON,V. 

8403120233* 

90-339       0 

CONOEL.F  J 

82090700BS* 

00-46O        F 

CONQEL.F  J. 

8304070113* 

90-397       A 

CONLON.  T.  E. 

B403160092* 

90-413       0 

CONLON.  T  E, 

6403160212* 

90-424        Q 

CONLON.  T.  E, 

8403290194* 

00-416       d 

CONLON.  T,  E, 

04032901??* 

90-400       a 

CONNER.  E 

B403070287* 

90-38?        fl 

CONNER,  E,  L 

840307031?* 

90-393        a 

CONNER,  E   L. 

B4O31302BO* 

90-819       « 

CONNER,  T  B. 

8403130020 

30-394        9 

CONNER,  T.  B 

B403  130020 

90-394        9 

CONNER,  T.  B. 

B4031  50022* 

90-3M       # 

CONNER,  T.  B, 

8403130032* 

90-3B*       * 

CONNER,  T.  B. 

S4O320O01B 

30-416       0 

CONNER,  T.  B. 

B40320O01B 

30-414       0 

CONNER,  T.  B 

8403200103 

90-394        6 

CONNER,  T.  B. 

8403210092 

90-393       6 

CONNER.  T.  B. 

B403210092 

30-352       9 

CONNER,  T.  B. 

B4O3210178 

90-3BB       0 

CONNER,  T.  B. 

6403210178 

90-3SB       0 

CONNER,!  B 

84032*0349 

SQ-33X       0 

CONNER,  T  B 

8403360349 

90-332        B 

CONNER)  T,  B, 

8403300270 

90-3B4        6 

CONNER,  T,  B 

0403300370 

30-394        0 
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AUTHOR 

ACCESSION            SUBJECT 
NUMBER                    CATEGORY 

CONRAN,  H 
CONSTABLE,  0   L 
CONTE,  R. 
CONHAY,  J,  T 
CONWAY,  J  T 

8307330297*        FO  I  A 
B403130140*         50-383        a 
B  40  307028  7*         90-289         a 
81031  70340)1         OA977 

840327024  1  »         QA979 

COOK,  J 
COOK,  J,  H 
COOK.  J  W. 
COOK,  J  W 
COOK.  J  W, 

B4031  30330            50-333        R 
B4030601Q4           30-327       8 
0403040269           90-329       S 
B403060272          90-327       B 
840307000B            00-327        R 

COOK,  J.  M 
COOK.  J  W. 
COOK.  J  W 
COOK.  J.  H 
COOK.  J  W 

B4030B0171           50-327       8 
8403000223            90-339        S 
B403140021           90-327        A 
B403140D33            90-329         A 
340322001  A            90-339         Q 

COOK,  J,  U 
COOK,  J  M. 
CODK.K.  W 
COOK,  K,  H 
COOK.  K.  W. 

B403220067           50-329        8 
B4Q332010B            90-327         S 
B403020309            90-3B2        A 
8403020333            90-382        A 

8403090065            50-3B2        E 

COOK,  K   M. 
CODK.K.  W 
COOKiH  M. 
COOK.  K  W, 
COOK.  K.  M. 

B403Q6O190          70-2746 
B403060373            90-382         E 

8403060304            90-3B2        E 
8403060337            30-3B2        E 
B40312016S            50-383         A 

COOK.  K.  M 
CQOK,  K  M. 
COOK.  K.  M 
COOK,  K.  M 
COOK,  K  H, 

B4031  20167           50-3B2        A 
B4031201B6           30-333        E 
B403130109          30-392        a 
B40313D170            80-382        A 
B4031  30331            50-3B3        a 

COOK,  K.  H 
CODK.K  H. 
COOK,  K,  W 
COOK,  K.  W 
COOK.  K  M. 

8403  13044  A          50-383       A 
0403140191            90-3B2        F 
B403130Q4i            50-382         A 
8403190073          90-333        F 
8403140020          30-382        A 

COOK,  K,  H, 
COOK.  K  M 
COOK.  K.  W 
COOKiK  W. 

COOK,  K  M 

8403.300161           50-3fl3        F 
8403300168            90-382         A 
8403300207          9Q-3B8        A 
840321  003O          90-3B2        A 
B403270194            90-382        A 

COOK,  K,  M, 
COOK,  R.  J 
COOK,  T   L. 
CQOK.  T.  L. 
COOKE,  B.  A 

8403300049            90-382         F 
8403230044*         90-327         R 
8403070393*         90-313         P 
B403260333           90-416        P 
B403230277          WASTE  MOT 

COONER.T  B, 
COONEY,  M.  J 
COPELAND,  R.  A 
COPELAND,  R.  A 
COPELAND,  R,  A 

3403800103           90-354        Q 
B4030702B9            90-277        F 
84030B0310*         90-316         P 
84031901040         90-316         P 
B40320Q101*        90-316        P 

COPELAND,  V 
COPELAND,  V 
COPLAN,  8,  M 
CORDARO,  M  C 
CORDARO,  M,  C, 

6403060192*         30-1  39         0 
B4030601  72*         90-1  99         0 
B403020344           HASTE  MOT 
B403070  1  90  »         90-322         T 
B4030701  94  »        50-323        T 

CDRDARO,  H.  C 
CORDARQ,  M  C. 
CORDARD,  N.  C 
CORDARD.M.  C. 
CORDARO,  H  C 

B4030701  58*         90-332         T 
B409070160*         30-323         T 
8403070169*        90-332        T 
B403070171*        90-332        T 
B40307017B*         90-332         T 

COHDARO.  M,  C. 
CORDARO.N  C 
CORDARD.M.  C. 
COROARO,  H.  C 
CDRDARO,  M.  C. 

8403070163*        90-322        T 
B403070170*        90-322        T 
B403070  193"        90-3S2        T 
B40307017BV         90-382         T 
B403070201*         90-322         T 

CORDARO,  H  C. 
CORDARO,  n.  C. 
CDRDARO,  M,  C. 
CORDARO,  H  C 
CORDARO,  M  C. 

84030702040        90-3B2        T 
B403070207*        90-333        T 
B40307031  1*        30-332        T 
B403070214*        90-333        T 
8403070317*        90-322        T 

CORDARO,  M,  C 
CORDARO,  M,  C. 
CORDARO,  M  C. 
CORDARD.  M,  C 
CORDARO,  M  C. 

B403070220*        90-325        T 
9403070332*         90-322         T 
8403070227*        90-332        T 
84030702310        90-322        T 
B403230D1  6           50-332        T 

CORDARO,  H.  C. 
CORDARO,  M.  C. 
CORDARO,  H  C. 
CDRDAROi  H.  C. 
CORDARO,  N  C 

B4D3330020           90-322        T 
8403230032           90-322        T 
S403B30O36           90-382        T 
B40323004B           90-322        T 
B40323O06A            90-323         T 

CORDARO,  n.  C. 
CORDARO,  H.  C 
CORMIER,  M.  H. 
CORMIER,  W,  H. 
CORRADINI.M 

B403230073           90-332        T 
9403360379*        90-322        T 
B403  140087           90-142        0 
8403240380           90-143        0 
B4O338031  4          ACBS 
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CDRRADJHI,  H 

B4032B0314 

ACRB 

CORRADmi.ll 

G4Q35aQ32i 

ACRS 

CORRADINI.H 

8403280324 

ACRS 

COHRADINIrM 

B4032B0313 

ACHS 

CQHRIN.R   J 

B4O3270148 

QA777 

CDBOROVE,  p  F 

9403040322* 

SO-322 

T 

COBSAR.A   8, 

040322011-7 

90-307 

H 

C08TANTINP,  C  J 

B4O3O10217* 

50-339 

A 

CQSTANTIND.  C  J 

B4O3O10231* 

50-339 

A 

COSTELLD,  F 

84O30B0107* 

FQIA 

COBTELLO.  F 

B4030aOJ33* 

FOIA 

CDSTELLO,  F 

84030aO!42* 

FOFA 

CDBTELLO,  F 

8403080166* 

FtJIA 

COSTELLO.  J   R 

8403  190226* 

QA779 

COBTELLO,  J.  R 

B403  130391* 

OA799 

COTTER,  B.  P 

B403S101&3 

90-334 

Q 

COTTER,  B   P 

B4032700S7 

90-392 

G 

COTTER,  B    P 

B4O3300023 

90-490 

O 

COTTRELL.W.  B 

B403O10102* 

FOIA 

CDUNSIL.  M    0 

8403O10233 

00-336 

P 

COUNBIL.U   0 

8403010333 

30-334, 

P 

COUN8IL,  W  0 

8403010340 

90-3)13 

f 

COUNSIL,W   0 

B40  301  0371 

90-213 

P 

COUN3IL,W.  0 

8403030001 

50-423 

D 

CQUNSIL.M   0 

8403050001 

90-423 

D 

COUNSIL.H  C 

84030501  03 

50-313 

P 

COUKSIL,H  Q. 

04030501  OS 

30-313 

P 

caUNBlL.HrO 

8403030103 

50-313 

P 

CQUNSIL,W-C 

8403060323 

50-H13 

P 

COUNBIL.W   0 

8403070373 

M-423 

C 

CDUNSIL.H  0 

B403070273 

M-433 

C 

COUNSIL.W  0 

B4Q3O7029-7 

90-433 

A 

CaUNSIL,H  O 

S403070377 

90-423 

A 

CQUNSIL.M  0 

8403070336* 

50-433 

a 

CDUN8IL,  M  O 

B403O70334* 

90-423 

a 

CQUNBIL.M.  0 

6403090137 

90-313 

0 

COUNBIL.M   0 

H4030902S7 

50-33i 

p 

CDUN91L,  H  0 

B4030902B7 

50-336 

f 

COUNSIL.M,  O 

B403070273 

90-336 

p 

CaUNSIL,H  O 

B403070272 

50-336 

p 

COUNSIL.M  G 

B403070272 

50-336 

p 

CDUNSIL,  H   Q 

B403120139 

50-245 

R 

CQUNSIUR  S 

B403120139 

90-345 

R 

CDUHSIL,W  G 

B403J  30037 

90-213 

P 

COUNSrL.M  0 

B403  130037 

50-313 

P 

CDUNBIL,H   G, 

B403130037 

SO-313 

P 

CDUNSIL,  W,  O 

B4031302I3 

90-433 

B 

COUNSIL,H   G 

Q4031302Q3 

50-213 

R 

CQUNBIL.H,  0 

B40313O36O 

90-133 

C 

COUNSIL.H   0 

8403130360 

90-423 

C 

CDUN8IL.H   O 

8403140011 

90-213 

p 

COUNSIL,  H   Q 

B403I401O1 

90-423 

K 

COUNSIL.H.  O 

B403I40101 

90-133 

K 

CQUNBIL,H.  O 

B403  160272 

90-423 

E 

CDUNQIL,  H.  0 

B403140B92 

50-423 

E 

COUKBIL.W  4, 

B40317004B 

90-245 

P 

COUNSIL.H.  0 

840317004B 

50-349 

P 

COLINBIL.H  O 

B403190133* 

90-213 

a 

COUNSIL,  H.  0 

S4031  70200 

PR 

COUNSIL,  H  Q 

B403I  90EBO 

PR 

COUNSlLrW.  O 

B4031702aO 

PR 

COUN9IL,U  0 

B4032O0147 

90-423 

A 

COUNSIL,  M.  0 

B403300149 

M-423 

A 

COUNSIL,  U.  B. 

840321001  1 

90-433 

a 

COUNBIL,  H  0. 

840331001  1 

90-423 

a 

COUNBIL.M  O, 

8403210161 

50-433 

B 

COUNSIL.H  0, 

B40322014B 

50-4B3 

F 

CQUNBIL,  H  Q. 

B40322014B 

90-423 

F 

COIWSIL,  H  0 

B4032300Z3 

50-313 

R 

COUNBIL,  H.  0 

B403330022 

90-213 

R 

CaUNBIL.W.  o 

3403930023 

90-213 

R 

COUNSIL.M.  G, 

3403230029 

90-243 

F 

CDUNaiL.H  0. 

0403230037 

90-343 

F 

CDUNSIL,W,  0. 

S403330033 

90-433 

a 

COUNSIL,  M.  Q, 

8403330033 

90-123 

a 

COUNSIL.H.  fi 

8403330136 

90-313 

a 

COUNBIL,  W.  G, 

B403360143 

90-213 

F 

COUNBIL,  M,  Q. 

B403260143 

90-313 

F 

COUNBIL,  H,  B. 

B4033  60143 

30-313 

F 

COUNBIL,  H,  G 

B40336014S 

90-336 

f 

COUNBIL,  M  0. 

B40326014S 

90-336 

p 

COUNSIL,  H  0. 

B403360146 

30-213 

F 

COUNSIL.W  fi. 

B403360146 

90-313 

F 

COUNSIL,  W  H, 

B4032A014A 

90-213 

F 

COUNBIL.U.  O 

B4032A0147 

30-423 

E 
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CQUNSIL,  U    0 

B403360147 

9O-433 

E 

cauNSiL,  w.  a 

8403260163 

50-213 

P 

CDUN8IL-H    0 

84032  601  Bl 

50-423 

A 

COUNSIL.M   0 

04032-60101 

30-423 

A 

CDUNSIL,  W   O 

04033,60179 

50-245 

F 

COUNSIL.W   G 

B4.03260195 

3Q-24S 

F 

COUNSIL,  M   C 

8403360200 

30-313 

P 

COUNSIL,  M   0 

8403260233 

BO-213 

P 

COUNSIL,  U   Q 

B40337000B 

30-213 

F 

COUNSIL,  M   e 

B40327000B 

30-213 

F 

CDUNQIL,  M   D 

04  03270  00  B 

50-213 

F 

COUNSJL,  M   0 

B  4  0337004,0 

90-213 

F 

CDUNSIL,  M   0 

B4O32700S1 

30-336 

P 

COUNSIL,  U   6 

B40327O001 

90-336 

P 

CQUNBIL,  H   B 

8403390112 

50-423 

A 

COLJNBIL.U  0, 

B40329D  1  1  3 

50-423 

A 

COUNSIL,  U  0 

B4  03370230 

3O-336 

P 

COUNSIL,  U   0 

B4O327O230 

30-336 

P 

COUNBIL,  M   0, 

B4O3S7027B 

30-313 

P 

COUNBIL,  U   0 

B4O3300O73" 

50-243 

a 

CQUNBIL,  W   Q 

Q4O3300O93* 

30-243 

a 

COUNSIL.M   0 

B40330O144 

30-213 

a 

COUNSIL.M   Q 

B4Q33OO144 

30-213 

a 

COUNSIL.  M   G. 

B403300144 

30-213 

a 

COUNB1L,  U   0 

B40330016&* 

50-213 

a 

COUNTS,  M 

B40313O397 

30-373 

F 

COWAN.  K  O 

340302009  7 

SO-397 

R 

CDWAN,  K.  D 

Q4D330Q036 

30-397 

R 

COWOILL,  C 

B4O31302SD* 

30-219 

a 

COWOILL,  C 

B40?13006O* 

50-387 

Q 

COWLEY.P    J 

B403230200 

NUREG 

COX.  J  H. 

B4033B0102 

30-413 

F 

CQYLE,  L. 

B4O3240223 

30-237 

B 

CDYLE,  L 

B403360260 

50-237 

B 

CRAIC,  J 

8403010363 

50-287 

0 

CRA30,  J 

B403190093 

50-347 

B 

CRAIO,  J 

8403220073 

9O-220 

S 

CRAMER,  M  L 

840336O347* 

WASTE   MOT 

CRANE,  P    A, 

B4030AOI7S 

3,0-133 

J 

CRANE,  P    A. 

B4O3270043 

30-273 

D 

CRANE,  P    A 

B4O32BO033 

90-273 

J 

CflANE,P   A 

B4O32BOQ31 

.5O-133 

1 

CRAWL  EY,  D   E 

B4O3St0277 

90-327 

F 

CREED,  J   R 

B4O301034E* 

•50-454 

a 

CREED,  J   R 

B4O3  1  9033?* 

5O-331 

a 

CREED,  J   R. 

•B403B6.D023* 

50-346 

a 

CREWS,  J   L. 

O403050250* 

JW-313 

p 

CREWS,  J.  L. 

S403I9O124* 

30-279 

0 

CREWS,  J   L 

840317OI30* 

90-379 

s 

CRLENJAK.  R    V 

B40339OI97* 

50-346 

a 

CROCKER,  H.  U 

B4O3020343* 

50-347 

0 

CROCKER,  H.  W 

B403D20357* 

30-2H6 

a 

CWDCKEB,  H.  H 

8403510016* 

50-317 

a 

CHOCKEK.  H  H 

B403210034* 

30-320 

a 

CROCKER,  H.  u 

B40331O10B* 

SO  -334 

Q 

CROSS,  K,  E 

B4O336O2B6 

NUREO 

CROBSMAN,  W   A 

B4O303O134* 

30-4BB 

a 

CROSBMAN,  W.  A 

B4  030901  Bi* 

30-4HS 

a 

CROSBMiAH,  M.  A 

B40313O072* 

50-43B 

a 

CROSSHAN,  W  A 

Q40313O14O* 

50-382 

a 

GROSSMAN,  W  A 

B4032&0  060* 

90-4SB 

a 

CR03SMAN,  W  A 

B4O336DOB7* 

30-3B3 

a 

CKDSSMAN,  H.  A 

B4  03360330* 

30-438 

a 

CRO3SMAN,  W  A 

B40334023S* 

30-313 

a 

GROSSMAN,  W  A 

840336O2SO* 

50-382 

Q 

CROUBEifi    P 

B4O3030107 

30-346 

F  i 

CROUBE,  fl    P 

B403130133 

50-346 

f  • 

GROUSE,  fl    P 

B403130429 

30-346 

P  i 

CRDU8E.A    P 

B40319DOB3 

30-346 

P  , 

CROUBE,  R   P 

840317O347N 

00-346 

B 

CRcuae.R  P 

B4033000OB 

SQ-346 

a  > 

CRDUSE.R    P 

B4O3200046 

30-346 

p  ' 

GROUSE*  R    P. 

B4O323DOO? 

30-346 

F   , 

CROUBE,  R    P, 

B403300149 

SO-346 

P    ' 

CROUSE.R    P 

84033001960 

50-346 

P  ! 

CRDUSE.R    P 

840330O16.3 

30-346 

p  ; 

GROUSE-  R,  P 

8403300173 

30-346 

j  , 

CROW-  W,  T, 

8403010913* 

40-B087 

CROW,  W  T 

040304,04-?  Q 

40-1B1 

CROH-W  T. 

8403140217* 

40-8027 

i 

CROW,  M  T. 

B4D323D246* 

70-1399 

i 
i 

CROU,  M  T 

B40336OOB4» 

70-1397 

CRPUE,  D.  B 

8403300342 

NUHEO 

i 

CROWLEV,  B.R 

8403160593* 

90-321 

o  , 

CRDWLEY.B.  R 

8403  1  902B4 

3O-3i4 

8    ' 

622 
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ACCESSION 
NUHHEB 
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CfiOHLEV.B    R- 

840339031  "7» 

50-331 

a 

CROY,  P  A 

8-902030338 

90-206 

F 

CfiOY,  P  A 

B403150O31 

50-206 

F 

CHUTCHFIELO.D 

B403010331 

90-2.9 

a 

CRUTCHFIELD.D, 

8403010372* 

90-250 

p 

CRUTCHFIELDrD 

B403QL0334 

9O-21  3 

p 

Cm)1CHFIEU»-D 

841030  MM  9 

SO-  195 

p 

CRUTCHFIELD.D 

B403O90006* 

50-199 

p 

CHUTCHF1ELD,D 

8403QB0009 

5O-407 

p 

CRUTCHFIELD,D 

H4030S012I 

90-159 

p 

CRUTCHFIELD,  D 

B403O&Q32  1 

9O-  153 

p 

CRUTCHFIELD.  D 

8403060327 

5O-2I9 

p 

CflinCHFIELB.O 

B403O6Q494 

90-349 

p 

CHUTCHFIELD,D 

84D3O&0499* 

50-243 

p 

CRUTCHFIELD,  D 

B403OaOO?4 

9O-219 

p 

CRUTCHFIELD.  D 

84O3O9021O 

50-1  5S 

p 

CRUTCHFIELD,  D 

B403O90R77 

SO-219 

p 

CRUTCHF1ELD*  D, 

B403130216 

90-206 

p 

CRUTCHFIELD.  D 

B403130229 

90-244 

p 

CRUTCHFIELD,  D. 

B40S140I33 

90-849 

p 

CRUTCHFIELD,  D. 

8403140143* 

50-249 

p 

CRUTCHFIELD,  D. 

8403190040 

30-237 

p 

CRUTCHFIELD,  D. 

0403130093 

30-237 

F 

CRUTCHFIELD,  D 

8403190074 

5O-349 

a 

CRUTCHFIELD.D 

84O3t9017B 

SO-19B 

p 

CRUTCHFIELD,  D 

B403200177 

50-139 

p 

CRUTCHFIELD,  D 

B4032  1  OO7O 

30-249 

p 

CRUTCHFIELD,  D 

840321007-9* 

90-249 

p 

CRUTCHFIELD,  D. 

B403S10I35 

90-244 

p 

CRUTCHFIELD,  D. 

8403210143* 

90-244 

p 

CRUTCHFIELD.D 

B4O32200S1 

50-195 

F 

CRUKHFIELD.  D 

8403320047 

50-237 

P 

CRUTCHFIELD.D 

6403230003 

50-S45 

f 

CRUTCHFIELD.  D 

8403230143 

90-1  S  5 

F 

CRUTCHFIELD,  D 

B4  03270  106 

30-195 

P 

CRUTCHFIELD.D 

6  40336000  S 

50-219 

Q 

CRUTCHFIELP.D 

8403860011 

90-219 

P 

CRUTCHFIELD.D 

84032BOOA6 

50-409 

P 

CULyER.H  H. 

84Q31AO036 

50-3O2 

R 

•CUMMINflS,  J.  J 

B40328O8S9" 

50-482 

0 

CUNNINQHAM.A  L 

84  031  60202  * 

SQ-39O 

a 

CUHNJN5HAM.A  L, 

8403290239* 

SO-2B9 

a 

CUNNIKOHAM,  0  E 

8403190072 

6O-73 

R 

CUNNINGHAM,  0  E 

B4032OO242 

90-70 

R 

CUNNINGHAM.  O   H 

B403140141 

SO-322 

0 

CUNNINGHAM,  Q  H 

8403140102 

50-322 

D 

CUNNINGHAM,  L  J 

B208840Q03* 

FOIA 

CUNNINGHAM.  R   E 

B4030B014&* 

FOIA 

CUNNIWOHAM.R   E 

B4  03300307 

70-2989 

cuana.M 

B4  03020  123 

SO-322 

0 

CURRAM,  D 

64  03020  173 

50-443 

0 

CUWtAN,  D. 

B4  03050  173 

SO-443 

0 

CURRAN,  D 

B4  03070232 

90-443 

O 

CUHRAN,  D 

B4  03070232 

SO-443 

O 

CUflRAN,  D 

6403300263 

9O-443 

0 

CURTIB.D,  J. 

B403120QIO* 

SO-279 

0 

CURTIS,  D,  J 

H40312O023-* 

90-273 

e 

CURTIS,  H   M 

84030  J  0294 

90-3BB 

E 

CURTIS,  N  W 

B40302O329 

90-3B7 

P 

CURTIS,  H,  H 

640  3090  108 

BO-387 

P 

CURTISjH  M 

B403O5D116 

SO-3B7 

P 

CURTIS,  N   H. 

84030901  SB* 

50-387 

P 

CURTIS,,  N,  H. 

8403060179 

SO-3B7 

a 

CURTIS.  N  W. 

B40306O437 

30-387 

J 

CURTIS.  N   H. 

84031201S7 

TOP  REP 

CURTIS,  N  H. 

84031  201  27 

TOP  REP 

CURTIS.  N  H, 

8403130111 

90-3B7 

p 

CURTIS.  N  H. 

840313O190 

00-3BB 

V 

CURTIS.  N  H, 

840319O07O 

90-3B7 

p 

CURTIS,  N.  H. 

Q40319O33K 

SO-3B7 

F 

CURTIS.  H  W 

B4D  31  703.79 

5O-387 

P 

CURTIS,  H   H 

8403200006 

90-388 

A 

CURTIS,  H  M 

B403200O71 

9O-3BB 

E 

CURTIS,  N   M, 

8403200073 

SO-387 

P 

CURTIS,  W  W 

B403HOO103 

90-3B7 

F 

CURTI8.N   M, 

8403210072 

90-387 

K 

CURTIS,  K  M 

8403210091  « 

50-3B7 

K 

CURTIS,  N,  M 

84032101  83 

50-388 

8 

CURTIS,  N.  M 

840321O149 

90-388 

S 

CURTIS.  N   M 

B40322O040 

90-3B8 

A 

CURT  1  9,  H  U 

B40322QO&9 

90-387 

0 

CURTIS.  N  H. 

B4032201O2 

90-3B7 

P 

CURTIS,  N   W 

840323OOT9 

9O-3B8 

8 

CURTIS,  N   M. 

8403260309 

9O-3BB 

A 

CURTIS.  N   M 

B40327O1Y3 

90-3S7 

1 

AUTHOft 

ACCESSION 
NUMBER 

SUBJECT 
CATEflOHY 

CUTTER,  A   B 

84O30&0140 

SO  -324 

P 

CUTTER,  A   B 

B4O3  130093 

SO-BiJ 

P 

CUTTER,  A.  B 

B403ISQ028 

TOP  REP 

CUTTGH,  A   B 

B4O32  10093 

90-261 

P 

CUTTER,  A    D 

B403270235 

5O  -861 

P 

CV8ULBKIS,  P 

B4O3OSOB27 

REB 

CVBULSKIS,  P 

B4  030  5  0230 

90-280 

P 

CYPU1-BKIS.  P 

B4Q303O242 

RES 

D'ANO£LO,  A 

B4030AQ029* 

5O-2QA 

Q 

DALE,  L    F. 

S40301O1K1 

30-416 

B 

DALE.  L   F 

B4O3O2Q047 

flO-416 

R 

DALE,  L   F 

B4O3O7O037 

30-416 

a 

DALE.  1-   F 

B4Q307O173* 

90-416 

Q 

DALE.L  F. 

B403070176* 

SO-416 

Q 

DALE.L  F 

B40307OlflO» 

5O-416 

a 

DALE,  L   F. 

B4O3O701B9* 

50-41  b 

a 

DALE,  L   F 

B4G3O7O26B 

50-416 

Q 

DALE,  L.  F. 

B403O9O091 

9O-416 

s 

DALE,  L    F 

B40309O192 

90-414. 

8 

DALE.  L,  F. 

8403070819 

5O-416 

P 

DALE.L   F 

840  3  120037 

9O-416 

P 

DALE.L   F. 

B40312O14S 

50-416 

5 

DALE,  L   F 

B1O31H0159 

M-416 

S 

DALE,L  F. 

S4O313O09B 

5O-41& 

B 

DALE.L    F 

B403130192 

SO-416 

a 

DALE.L   F 

B40313034B 

50-416 

a 

DALE,  L    F 

8403130393 

5O-416 

a 

DALE.L    F. 

B403  130274 

50-416 

B 

DALE.L    F 

B4031  30464 

30-416 

S 

DALE,  L.  F 

840314O121 

90-414 

J 

DALE.L  F 

8403170033 

5O-41A 

3 

DALE,  L  F 

B403  190043 

50-416 

S 

DALE.L  F 

B4O31  9O039 

90-416 

B 

DALE,  L.  F 

B40319Q119 

90-416 

S 

DALE-.  L.  F. 

34031  9O2  16 

90-416 

S 

DALE.L.F. 

B40319029E 

50-416 

B 

DALE.L   F 

B4O319O331 

SO-416 

B 

DALE.  L.  F 

84032OO014 

50-416 

8 

DALE.L  F 

B403SOO017 

50-416 

B 

DALE.  L.  F 

B4033O0064 

90-416 

8 

DALE,  L-  F 

B  4035  10093 

SO-416 

P 

OALE.L.F, 

B4OO21O10? 

50-416 

P 

DALE.  L.  F 

B40321O140 

SO-416 

E 

DALE.L   F 

8403220147 

SO-416 

R 

DALE.L.F. 

B40332O196 

90-416 

X 

DALE^L  F. 

0403860244 

SO-41& 

5 

DALE,  L  F 

H4O329O094 

SO-416 

P 

DALE-L  F. 

B4032^030b 

5O-4I& 

a 

DALE-L   F. 

B4  03300  007 

90-416 

8 

DALE.  L,  F. 

84033000S7 

90-416 

8 

DALE.L  F 

B40330O037 

SO-416 

S 

DALE.  L   F. 

B403300003 

90-416 

B 

DALE.L  F. 

8403300097 

SO-416 

P 

DALE.L  F. 

8403300  1  1  3 

SO-416 

8 

DALE.  L.  F. 

8403300114 

90-416 

S 

DALE.  L.  F 

B403300117 

DO-416> 

B 

DALE.L   F 

8403300  1  1  B 

50-416 

S 

DALE.L   F 

8403300124 

BO-416 

S 

DALTROFF,  S 

L 

8403070361 

9O-352 

F 

DALTROFF,  B 

L 

B4O307OOB1 

90-277 

a 

DALTRO.FF,  3. 

L 

84.03090131 

50-E77 

a 

DALTROFF,  S 

L 

840^070890 

90-392 

F 

DALTROFF.  S 

L 

940313000! 

50-277 

P 

DALTROFF,  B 

L 

9403150137 

90-277 

P 

DA1.TRDFF.  a 

L 

B40321OQ2B 

SO-392 

F 

DALTROFF,  3 

L 

8403270104 

90-277 

F 

DALTROFF.  S 

L 

B403370230 

90-277 

O 

DANCE.  H  C 

8403  02024  B 

50-aso 

S 

DANCE.  H  C 

B403O90177 

90-413 

a 

DANCE,  H  C. 

34O307O012 

90-413 

a 

DANCE-  H.  C 

B40D070O1B 

90-4S4 

a 

DANCE.  H   C. 

8403070140 

90-339 

a 

OANCEiH  C 

B403070209 

90-413 

a 

DANCE,  H,  C. 

8403070290 

SO-EBO 

a 

DANCE,  H  C 

B  403070327 

90-413 

a 

DANCE,  H.C. 

B403070334* 

90-413 

Q 

DANCE,  H  C 

B4030B03B4* 

FDIA 

DANCE,  H.  C. 

B403J90O9? 

90-280 

Q 

DANCE,  H  C. 

B403160OB6 

50-413 

Q 

DANCE,  H.  C 

B4O316O101 

SO-  369 

Q 

DANCE,  H  C. 

B403160110 

90-367 

a 

DANCE,  H  C. 

B40316O134 

90-26? 

Q 

DANCE,  H  C. 

S40314O196 

90-321 

a 

DANCE,  H  C 

B4  03  16030* 

90-339 

a 

DANCE,  H-  C 

B40316O207 

90-424 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 

CATEQ0RV 

DANCE,  M   C 
DANCE-  H   C 
DANCE,  H   C 
DANCE,  H   C 
DANCE,  H   C 

B4Q31602M 
B403  160306 
B403  160334 
0403160338 
0403160343 

BO-333        0 
5O-25O        d 
00-302        F 

90-321      a 

90-413        » 

DANCE,  H  C 
DANCE-  H  C 
DANCE.  H   C 
DANCE.  H  C 
DANCE.  H   C 

B403160396* 
B4Q31&0399* 
B403  160360 
B40339O069 
B403290090* 

90-413         Q 

90-32t         0 
90-413        a 
90-267        0 
90-269         0 

DANCE,  H   C 
DANCE,  H   C 
DANCE,  H   C 
DANCE.  H   C 
DANCE,  H   C 

B403290109 
8403270124* 
8403870143 
B403290174 
B4032V0104 

90-339        <t 

9O-33*       O 
90-413       ft 
SQ-33»       O 
9O-33B        F 

DANCE,  H  C 
DANCE,  H  C 
DANCE,  H   C 
DANCE,  H  C. 
DANCE,  H   C 

8403290208 

B4032<joa  i  s» 

8403290231 

0403270862 
8403370279 

50-331      a 

00-33!        ft 
9O-3D2         d 
90-3D2         0 
90-367        d 

DANCE.  H  C 
DANCE,  H  C. 
DANIEL,  9   L, 
DANIELS.  Q   M 

DANIELSON,  D    H 

84032902B9 
840327O317 
B4030B0029* 

8403060126* 
B4030B0302» 

90-338        Q 
90-339        Q 
FOIA 
90-244       P 
90-319       fl 

DANIEL80N,  D  H 
DANIELBON.  D  H 
DANIELSON,  D   H 
DARDEN,  T  H 
DARHIBH,  N 

B40319020B* 
B40319030S* 
B4O31  90334* 
B4030B0173* 
8403150045* 

90-554        Q 
90-454        0 
90-4  4O        0 
FdlA 
30-237        P 

DAVENPORT,  A   E 
DAVERID.C  A 
DAVERID.C  A 
DAVEHIQ.C.  A 
DAVERIO,  C   A 

840316023B* 
B403070190* 
B403070194» 
B40307015B* 
B403070169* 

90-299       0 

90-322      T 

SO-322       T 

90-322        T 
90-338       T 

DAVERIO.C  A 
DAVERID.C  A 
DAVERID.C.  A 
DAVERIO.C  A 
DAVERIO,  C.  A 

B40307017B* 
8403070183* 
8403070217* 
B403230016 
B4O3330032 

90-322       T 
90-322       T 

90-382       T 
50-322        T 
90-383        1 

DAVERID.C  A 

DAveftia.c  ft 

DAVERIO.C  A 
DAVIS,  A  B. 
DAVI9.A  D 

8403330043 
B403B3QQ73 
8403260379* 
B009O10203* 
B0092B0999* 

90-322       T 
90-3S2       T 
30-323       T 
FP1A 
FOIA 

DAVIS,  A  B 
DAVIS.  C  B 
DWIB.J  F. 
DAVIS.  0  0 
DAVIB,  J  B. 

84030BOD3B* 
S4032BO113 
7706t4OS4B» 

8403010032* 
B40314O240* 

FOIA 

90-313       B 
W-31S       P 

ACfia 

HIBC 

DAVI9,  K  L 
DAVIS,  L.  A 
DAVIS,  M  J 
DAYKIN-H,  W 
DAYKIN.H  W, 

8403290334 
8403230197 
8403070233* 
B403  140072 
B4031  40072 

FOIA 
MJREO 
90-28O        Q 
TCPflEP 
TDPflEP 

DE  ASAIIO,  A. 
DE   OHA8SI.C 
DEAL.L   O 
DEBONB,  A 
DEBS,  B.  T. 

B403260396 
B4032OOO67* 
B4O314O166 
B403160046 
S4Q307007S* 

90-346       F 
50-219        Q 

Pft 

ACRS 

90-899        Q 

DEBS,  B.  T 
DECKER.  T.  R. 
DECKER,  T  R 
DECKER,  T.  H. 
DEFAVETTE,  R 

8403290220* 
B403O7O149* 
8403160244* 

B4a32TOoa7» 

B403080233 

90-299        0 

90-339       0 
90-299       9 
90-349       4 
90-2&3        9 

DEFAVETTE.  R. 
DEFAVETTE,  R. 
DEFAYETTE,  R 
DECEMS,  B. 
DEHOLLANDER,  0 

B4O31S0078 
3403130423 
S4O319O091 
8403220198 
B4O3200394* 

50-1B9       B 
M-263       B 
90-299       S 
90-90B       D 
40-8681 

DEJU.  R   A 
DELAND.  F.  H, 

DELANEY,  C.  E 
DELOEDROE,  L    0 
DELLA  RATTA-A 

B403300248 
B40319O326 
B403020141 
840301  OO83 
0403070239* 

HASTE   WT 
PR 
BQ-394       fl 
90-494       0 
70-11OO 

DELLA  RATTA.A. 
DELLJCATTI,  M 
DELO,  H.  A, 
DELOATCH.  V. 
DEMOSS.O  T 

8403890066* 
84031  401  3K 
S40306023J 
B40301OOO3 
84032701  80* 

70-398 

WASTE  HOT 
30-21?       H 

CONTRACT 
30-244       P 

DEMISE,  R  P. 

DEwntw.n.a 

DENNINO-R.  S. 
DENNINO.R  a. 
DENTDN,H  R 

B403  130071 

B40305oaar 

B403030230 
8403090842 
631  0220012ft 

90-2i7       8 

nes 

9Q-2BQ       P 
REB 
FOIA 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEODRY 

DENTON,  H  R 
DENTON,  H  R 
DENTON,  H  R. 
DENTON-  H  R 
DENTON,  H.  R 

B2  10220094* 
8211190102* 

8212130092* 

FOIA 
FOIA 
30-367 

30-267 
30-267 

F 
P 
P 

DENTON,  H  R 
DENTON,  H.  R 
DENTON,  H  R. 
DENTON,  H  R 
DENTON,  H  R 

B31  1230247* 
8318190832* 
B40301O104* 
B40301010S* 
840301  O19O* 

FOIA 
FOIA 
FOIA 
FOIA 
30-312 

P 

DENTON,  H  R 
DENTON,  H  R, 
DENTON,  H.  R 
DENTON,  H,  ft. 
DENTON,  H  n. 

B403D10477 

840301O923 
840302002?* 

B40302O041* 
B40308O043* 

COMMISSION 
30-273        H 
50-267         P 
30-367         P 
30-267         P 

DENTON,  H,  R 
DENTON,  H  R. 
DENTON,  H.  R 

DENTON,  H.  R 
DENTON,  H  R. 

B403080O4B-* 
B403090219 
B4030&0039 
B403070O14 

30-347 
30-267 
50-46O 
30-363 
3O-46O 

P 
P 
A 

P 
A 

DENTON,  H  R. 
DENTON,  H.  H 
DENTON,  H  R. 
DENTON,  H,  R 
DENTON,  H,  R 

8403070103 
8403080350 
B4030B0410 
8403120361 

B4O31  40233 

mac 

FDIA 

90-33O 
50-33O 

ruse 

P 

P 

DENTDN.H  R 
DENTON,  H.  R 
DENTON,  H  R. 
DENTQN,  H  R. 
DENTON.  H  H. 

B403130343W 
B403190107 
8403230096 
B403260106 
B4032BOO45 

90-305 
90-249 
9O-273 
90-373 
90-341 

F 
0 
P 
U 
H 

DENTON,  H.  H. 
DERKB,  P,  S, 
DERKB.P   S 
DEUTSCH.H  J 
DEVINCENTIS.  J 

8403300239 
B403020O06 
B403300O79 
8403330177 

B40313046B 

TOPREP 
90-133 
30-133 

WJREO 
90-443 

B 
R 

S 

DEVINCENTIB,  J 
DEVINCENTIB,  J, 
DEVINCENTIB,  J 
DEVINCENTIS-  J 
DEVINCENTIB,  J, 

9403150100 
B4031501OO 
8403160256 
B4031  60336 
B4033I0099 

50-443 
90-443 
30-443 
90-443 
50-443 

B 
8 

F 
F 
A 

DEVINCENTIS,  J 

DEVINCENTIB,  J. 
DEVINCENTIS,  J. 
DEVlXCENTIS.J. 

DEVINCENTIS,  J 

B4032  10099 
8403210142 
8403810148 

B4032200O3 
8403220003 

90-443 
30-443 
30-443 
50-443 
50-443 

A 
A 
A 

S 
B 

DEVINCENTIB.  d. 
DEVINCENTIB,  J 
DEVINCENTIS.  J 
DEVINCENTIB.  d 
DEVINCENTIS.  J 

B403230130 
84032201  SO 

8403220164 

8403830061 

50-443 
30-443 
90-443 

30-443 
30-443 

B 
S 

a 

B 
A 

DEVINCENTIB.  J 
DEVINCENTIS,  J 

DEVINCENTIS,  d. 
D6VINE.  J.  B. 
DEVINE,  J  B. 

B403230061 
8403270  1B1 
8403270121 
8403200393 
S4038B007H 

30-443 
90-443 
30-443 
XPORTLIC 

XPORTLIC 

A 
A 

A 

DEVINE,  T. 

DEVINE.  T. 
DEVINE,  T 
DEVINE,  T 

DEVINE.  T. 

B40319001Q 
B403800133 
8403200133 
8403360364 
8403360364 

90-273 
50-273 
30-275 
90-273 
50-873 

C 

e 

a 

0 

a 

DEVINE,  T  H 
DEVINE,  T.  M 
DEVLIN,  J  W, 
DEWEY,  L.  S, 
DEYOUNO,  R.  C 

8403060303* 
8403060303* 
B4030B0087* 
8403190164 
7911120370* 

50-373 
90-273 
FOIA 
30-334 

90-312 

c 

0 

c 

p 

DEYOUNfl,  R.  C. 
DEVQUNO,  R,  C 
DEYOUNO,  H.  C, 
DEYOUNO,  R.  C. 
DEVOUR'  R.  C. 

8311130431* 
8401290406- 
8403090031 
B403020023N 
B403  120234 

50-312 
90-267 
50-3 
FOIA 
40-6920 

p 
p 
a 

DEYOUNO'  R.  C 
DEYQUNO.R.  C. 
DEYOUNOi  R.  C 
DEYOUNO,  R  C 
DEYDUNO,  R.  C 

B40312024B* 
B403  180303 
B40312030B* 
8403120311* 
8403380249 

40-6920 
50-393 
90-293 
90-293 
30-434 

F 
F 
F 

a 

DICK,  8.  F 
DIEDERICH,  0,  J, 
DIEDERICH.fi.  J. 
DIEDERICH,  C  J. 
DIEDERICH,  ».  J 

8403060290 
8403080138 
B403060I  SO 
B40312002O 
B403I  30047 

30-244 
50-373 
90-373 
90-373 
30-374 

F 
R 
R 

S 

B 

DIEDERICH,  0,  J. 
DIEDERICH.  0.  J. 
DIEDERICH.O  J. 
DIEDERICH.O  J. 
PIEDERICH.fl.  J 

8403180094 
B4031200BO 

8403120093 
B403  160261 
64031  60866 

30-373 
30-373 
90-373 
50-373 
30-374 

S 
B 
5 
R 
B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DIEDERICH,  0    J 

S403190117 

9O-373         S 

DJEDERICH.O-  J 

04033OO033 

50-373         B 

DIEDERICH'  0    J 

6403200204 

9O-373        a 

DIEDERICH.O    J 

840330021  S 

5O-374         S 

DIEDERICH.O.  J 

B  40353001  3 

SO  -373         S 

DIEDERICH.O.  J 

B403B3C-D17 

50-373         B 

BIEDERICH.e.O 

B4  03330  037 

30-373         B 

DlEDEfllCH,  O  J 

S4  03260023 

30-374         B 

OIEDERICH-0   J 

B4O33B0073 

30-374         5 

UIETZ,  C.  R 

B403010133 

50-333         3 

DIETZ.C  fi. 

B1O3010135 

50-324         S 

DIETZ,  C   R 

8403010302 

30-323         3 

DIETZ,C    R 

B403010279 

30-324         3 

DIETZ.C   R. 

84D301O393 

50-3a4         S 

DIETZj  C   R 

S403090023 

30-324         S 

DIETZ.C   R 

B40309O30S 

50-323        S 

DIETZ.C.  R, 

34030901239 

30-32:4         B 

DIETZ.C    R, 

B4O3130049 

30-329         S 

DIETZ.C    R. 

B40313007S 

5Q-324        3 

DIETZ.C    R, 

B40313D152 

50-324         S 

DIETZ,  C.  R 

B4  031  30301 

50-324         B 

DIETZ.  C   R 

840313-0383 

50-32*         B 

BIETZ,  C.  R 

84  03  130333 

30-324         R 

DIETZ.  C.R. 

B4  031  30406 

30-334         S 

DIETZ,  C  R 

B4O3ISO033 

3O-323         & 

THETZ.C   R. 

B4031S0179 

50-334        S 

DIETZ,  C   R 

B4O319O1S6 

BO-324         8 

DFETI.C   R, 

8403190303 

50-323         S 

DIETZ.C   R 

B403S00207 

30-334        S 

DIETZ.C,  R. 

S1O32OO373 

30-334        S 

DIETZ.C  R. 

B40321012-3 

30-324         B 

DIETZ.C  R. 

B4O321O139 

30-333         S 

DIETZ,  C    R 

B403370266 

50-324         9 

DIETZ,  R   L 

B403S3006O 

30-33S         R 

DICOB,R    H 

B4030E0222 

30-20-6        P 

DICOB.R    H 

B4030S0230 

30-4  1  3        A 

Diets,  R  M 

B403030233 

M-331         P 

01  00S,  R    M. 

B403070003 

90-313        P 

DIOOB.R,  M 

B4  03120290 

SO-29B        F 

DICOS,  R  H 

B4  031  30302 

9O-312        P 

DIOOS'R.M 

B40314O2S2 

90-336        P 

BI008.  R  H. 

B4  03300341 

90-3BO        P 

DIOOS.R.  M. 
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ELLIB,  J 

6403200013 

30-449       Q 

BLLIB,  J 

B403200025 

3Q-«49        9 

ELLIS,  J 

8403300026 

30-4*5       0 

ELLIS,  J, 

8403200049 

3O-443        0 

ELL  I  B,  J 

B403200073 

30-443        0 

ELLIS,  J 

B403300114 

50-443       0 

ELLIS,  J 

B40320011B 

50-445       fl 

ELLIS,  J 

B4033Q01S6 

30-443       Q 

ELLIS,  J 

8403200147 

30-443        g 

ELLIS,  T   S 

B403010242 

30-322       fl 

ELLIS,  T   S 

B40301Q34H 

30-332       0 

ELLIS,  T,  8 

B403010249 

30-1122     a 

ELLIS,  T   S 

B403010349 

30-322        g 

ELROD,  S 

B40307O233* 

Bo-sao     a 

EUROD,  S 

B40329O132* 

30-333       a 

ELROD.  S 

B403370271» 

30-33Q        Q 

ELHOD.S, 

8403290294ft 

50-338       0 

ELFtOD,  B   A 

8403160268* 

30-330        Q 

ELRDD.B   A 

8403290  ISO* 

30-333        0 

ELBA88ER.  T   C 

8403010404* 

30-213       9 

EL8AB8ER.  T    C 

8403020305" 

30-94           0 

EMCH,  R.  L 

840316012S 

50-183       P 

EHCH.  R   L, 

84032S0034 

9O-193        C 

EMERBON.H   F 

8403200  IBB 

30-423       A 

EMERY,  R    S 

8403190409* 

30-317       a 

ENOEL,R   E 

B403  140006 

TOPHEP 

ENQLE.L  B 

8403050  19B 

50-33B       P 

ENGLE,  L    D 

8403210203 

9O-33B       P 

ENQLE,  L   B 

B40322020B 

3O-33B       P 

ENQLE,  L   B 

8403260273 

50-330       P 

ENNIB.J  D 

8403130107* 

SO-2BO       Q 

ENNIS.J  D 

84032601  S3* 

70-27 

ENNIS,  J  D 

8403300044* 

7O-27 

EN03.  B 

840308040  1 

FOIA 

EPSTEIN-  E 

B4030B0036* 

FOIA 

EPSTEIN,  E 

8403080043* 

FOIA 

EPSTEIN.  E. 

8403080049* 

FOIA 

EPSTEIN,  E 

8403080098* 

FOIA 

ERICKBON.  J. 

B4031  30210 

40-H97 

EHICKSON,  R    H 

B40309O141* 

CONTBAC* 

ERNST,  M   L. 

S20  12201  70* 

FOIA 

ESELGHOTH.  P 

B4031902B3 

30-322       9 

EBELOROTH,  P 

8403330094 

90-322        3 

E8HELMAN.  E,  M 

8403130299 

90-317       8 

ETCHiaoN.  D 

84030*03  13 

30-436       D 

ETZLER.R    D 

84031  £00  IS* 

30-273       9 

ETZLER.R.  D, 

8403120029* 

80-273       0 

CURE,  J  A 

8403190387 

PR 

EVANS,  C  A 

8403260220* 

3Q-43S       Q 

EVANS,  C.  D. 

8403120145* 

BO-263       a 

EVANS,  C.  D 

8403  19007  6# 

SO  -373       0 

EVANS,  E  A 

8403300248 

HASTE  HOT 

eVDDKIMOFF,  V.  N 

0403130219 

PR 

EVERETTifi   R 

8403260109* 

4O-1341 

FAILLA,  C.  V. 

8403B60342* 

90-322       T 

FAIR.  J.  R 

8403190116* 

30-273       0 

FAIRTILE,  M  B 

8403270044* 

FOIA 

FAKLER.  J.  L. 

B403060332* 

3O-322       T 

FALCONER,  D 

B403070369* 

30-269       0 

FALCONER,  D 

0403290108* 

50-269       0 

FALEV1TS,  Z 

B40317O07A* 

5O-373       Q 

FALLS,  O,  B, 

S403090314 

TOPREP 

FALLS,  0  B. 

8403070316* 

TOPREP 

FALLfl,  D.  fl 

8403070321* 

TOPREP 

FALLS,  D.  B. 

8403090329* 

TOPREP 

FALLS.  0  B 

8403070327* 

TOPREP 

FALLS,  D.  B. 

840307032B* 

TOPREP 

FALLS,  D.  B. 

8403090330* 

TOPREP 

FALLS,  0,  B 

8403300237* 

TOPREP 

FALZONE.R   R 

8403130012 

9O-3S2       B 

FALZONE,  R.R 

8403130012 

9O-32S       9 

FALZONE,  R,R. 

B403130109* 

30-322      9 

FALZONE,  R.R 

8403130109* 

30-322      fl 

FALZONE.  R.R. 

6403260377 

9Q-33S       T 

FALZONE,  R.  R 

8403260377 

30-383       T 

FARBER,M  J, 

8403080261* 

90-4B3      0 
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AUTHOR 

ACCESSION            SUBJECT 
NUMBER                    CATE&OHY 

FARMER.  H.  8 

640329001S*        FOIA 

FARHAR,  0 

B403020131            3Q-S!93         p 

FARRAR,  D.  L 

B403090171*        90-373        Q 

FARRAR.D  L 

8403090174*         30-373         Q 

FARRAR,  0  L 

8403140131            PR 

FARRAR,  D.  L 

8403190090*        30-373        Q 

FARRARiD  L 

840320004  1            SO-373         F 

FARRAR,  D,  L, 

B40326Q237*         90-434         Q 

FARRAR.  J.  P 

8403010397          30-i3           R 

FARRELL.E  V 

8403130126            90-317         B 

FAHRELL.R   E 

B4O3030134*         90-458         d 

FABANO,  A. 

6403060103          90-320        S 

FABANO,  A 

8403060144          90-320        3 

FABAND,  A 

8403060433          90-380        a 

FA80NO,  A. 

B4O3  130471*        30-320        0 

FAUB7.N  F. 

0403080316*        30-316        P 

FAWELL,  T.  M. 

8403020130           40-2061 

FAYi  C.  M 

B40306033B            BO-2A6         R 

FAViC.W 

B403070B93          90-366        P 

FAY.C   M. 

84031  20066            90-266         R 

FAY,  C.  W 

3403120197          30-266        F 

FAY,  C.  M. 

8403130009            50  -Sit         F 

FAYiC.H 

8403140139          50-246        R 

FAY,  C.  H 

8403160034            90-366         p 

FAY,  C  W. 

B4031AOOBO          30-266        F 

FAY.C.H 

8403210029          PR 

FAY,  C  W. 

8403210077          30-266        F 

FAY,  C.  M. 

840338009?*        90-266        0 

FAY.C.W 

84032201  6H          90-246        p 

FAY.C   U. 

8403230060          30-301         B 

FAY.C.H 

8403260072          30-246        a 

FAY.C   M. 

8403870098          30-266        P 

FAY,  C.  M 

B403270123          5O-266        P 

FAY,  C.  M 

B403270237          30-266        P 

FEDERHAN,  P   J 

6403300333          NUREQ 

FEHRlNflen.  J.  M 

B403260339          30-416        P 

FEIER  ABEND,  C 

B4038901BO*        90-339        a 

FEIERABEND,  C.  D 

8403190042*        90-282        a 

FEITKNECHT,  C, 

8403010136          30-334        R 

FELDER,  R. 

8403070267*        70-474 

FELTON,  J  M. 

8401230630          90-389        a 

FELTON,  J.  M 

B401B60161            90-264         F 

FELTDN,  J  M. 

B402090003          30-398        A 

FELTON,  J  H 

9408140019          30-3BB        a 

FELTON,  J.  M. 

8402830207           90-4OO         A 

FELTDN.J  H, 

B4D8870263          90-32  1        O 

FELTON,  J  M 

8403010013          90-447        A 

FELTON,  J,  M. 

84030  1001  4          30-389        P 

FELTON-  J.  M. 

8403010016            90-334         S 

FELTON,  J.  M. 

0403010024          FOIA 

FELTON,  J  M, 

8403010026          FOIA 

FELTON,  J.  M 

8403010030            30-90?         A 

FELTON,  J,  M. 

B40301006B          FOIA 

FELTON,  J.  H. 

84030  10092          FOIA 

FELTDN.  J  H, 

8403010094          FOIA 

FELTON,  J  M, 

8403010100          FOIA 

FELTON,  J  H 

8403010113          90-309        T 

FELTDN.  J.  M. 

8403010117          30-34B        P 

FELTDN,  J.  H, 

8403010123          30-313:        P 

FELTON,  J.  M. 

84O3O10139            30-470         d 

FELTDN,  d.  M. 

8403010168          FOIA 

FELTON,  J  H 

B40301019B          30-329        A 

FELTON,  J,  M. 

8403010262          30-247        P 

FELTON,  J  M. 

8403010879          FOIA 

FELTDN,  J.  M 

84030  103B3          FOIA 

FELTON,  J.  M 

8403010407          FOIA 

FELTDN.J  H. 

8403010410          FOIA 

FELTON-  J.  M. 

8403010480          FOIA 

FELTON,  J.  H. 

B403O20011           FOIA 

F  ELTON,  J.  M. 

8403080014           BO  -267       P 

FELTON,  J.  H, 

8403080109          FOIA 

FELTON,J  M, 

8403020399          90-28?       F 

FELTON,  J.  (1 

8403O2O403          FOIA 

FELTON,  J.  K 

8403020439          90-440        A 

FELTON,  J.  H, 

8403090020          90-266        P 

FELTON,  J.  H. 

8403030097          FOIA 

FELTON,  J.  H 

B40309O060          FOIA 

F6LTON.J  M. 

B403Q90064           30-400        E 

FELTON,  J.  H. 

8403090283          90-309        P 

FELTON,  J  H 

84030908B8          90-909        A 

FELTON.  J.  M. 

6403060091           FOIA 

FELTON,  J.  M. 

6403060133          FOIA 

FELTON,  J.  H. 

8403060148          FOIA 

FELTDN,  J.  M 

84030601  3B          FOIA 

FELTON,  J.  M 

840306016?          FOIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FELTQN.J  H 
FELTDN.J  M 
FELTON.  d  M 
FELTON,  J,  H 
FELTON,  J.  M 

B403060469 
B4D30604S6 
B40307O1Q1 
B40307O1IO 
3403070213 

FOIA 
SO-339         A 
FOIA 
FfHA 
90-440        A 

FELTON,  J  H 
F6LTON,  J.  M 
FELTON,  J.  H 
FELTON,  J   H 
FELTON,  J   M 

6403070329 
64030.30003 
B4030BD016 
B4030BO027 
84030BOO30 

50-339        B 
FOIA 
FOIA 
FOIA 

FOIA 

FELTDN,  J  M 
FELTON,  J.  H 
FELTON,  J  M 
FELTON,  J  M 
FELTON,  J   M 

B4030BOQ6B 

B403080O96 
64030BO136 
B4  03090  179 
8403080203 

FDIA 
30-273         E 
FOIA 
90-909         A 
90-413         0 

FELTON,  J  M. 
FELTDN,  J.  M 
FELTON,  J  M 
FELTON,  J  M. 
FELTON,  J.  M 

B4030B0207 
B4O30S03  1  •} 
B4030B0329 
B4030B0339 
B4030S0347 

FOIA 
FOIA 
30-44  9        a 
BO-aBO        Q 
90-336        p 

FELTON.  J  M. 
FELTON,  J,  M 
FELTON,  J  M 
PEL  TON.  J,  M 
FELTUN.J  H, 

B4030B0397 
B4030S0367 
8403080373 
B4Q30B0373 
8403080390 

FOIA 
90-323        A 
3O-4S4         O 

FDIA 
90-3EB         D 

FELTON,  J,  M 
FELTON,  J,  H. 
FELTON.  J.  M. 
FELTONi  J-  N. 
FELTDN,  J,  H 

940308039  1 
B4030BO39B 
B4O3030404 
84O30B0409 
B4030BO419 

FDIA 
FOIA 
FDIA 

50-273        E 
30-206        0 

FELTON,  J.  H 
FELTON,  J.  M 
FELTON,  J  M 
FELTON.  J  H 
FELTON,  J.  M. 

6403090006 
B4O3090017 
B40309001S 
B4  03090021 
64O30900SB 

FOIA 
FOIA 
30-383        A 
FOIA 

50-273         P 

FELTON,  J,  M. 
FELTON,  J  M 
FELTON,  J,  M. 
FELTON,  J,  M. 
FELTDN.J  M 

6403090033 
6403260133 

S4032BOOBO 
8403230163 
8403290167 

30-302         A 
4O-147B 
FOIA 
FOIA 
FDIA 

FELTON,  J  M. 
FELTON,  J.  M, 
FELTON,  J,  M 
FELTDN,  J.  M. 
FEROUaOM,  C,  E, 

8403250216 
8403290002 
840  329033  B 
B4Q3B90341 
8403390  102» 

9O-4B2         Q 
90-266        P 
FOIA 
3O-92H         D 
SO-461          I 

FERKIN,  I.B. 
FEfiKIN,  Z   O 
FERRELL.J,  R. 
FEY,  F  L 
FEY.  F.  L. 

8403130001 

S4033D01SJ3 
B4030B01B4* 
B4O30602B  9 
B403090307 

9O-333         S 
3O-392         O 
FOIA 

9O-B63         F 
90-282         F 

FEY.F  L 
FEY,  F.  L. 
FEY,  F  L 

FIEDLER,  D   C 
FIEDLER,  P. 

84D3130O79 
8403130249 
B4O3300130 

94031  f  0203 
e40316OO37 

30-863        Ft 
9O-2B2         R 
30-288         F 
QA999 
30-219        R 

FIEDLER,  P,  B 
FIEDLER,  P.  B 
FIEDLER,  P.  B. 
FIEDLER,  P.  B. 
FIEDLER,  P.  E, 

B4030102B& 

B4  03010261* 
B40305012B 
B4030B0331 
B40309O073* 

90-319        S 

30-819         3 
90-819        R 
30-319        V 
30-219        O 

FIEDLER,  P.  B 
FIEH.EB,P.  S 
FIEDLER,  P.  B. 
FIEDLER.  P.  fl. 
FIEDLER,  P.  B. 

B4O3130199 
8403190083 
8403160308* 

8403190063 
B4O3500096 

SO-B19         P 
50-219        P 
90-3i?        O 
30-219        F 
90-219        0 

FIEDLER,  P.  B 
FIEDLER,  P.  B, 
FIEDLER,  P,  B. 
FIEDLER,  P.  B. 
FIEDLER,  P   B. 

8403SBOOO2 
84032804}  13 
B4O3S20192 

B4O3B30110 
8403230119 

90-219        P 
90-219        P 
30-319        F 
00-219        R 
90-319        R 

FIEDLER,  P  B, 
FIEDLER,  P.  fl. 
FIEDLERiP.  B, 
FIELDS,  D, 
FIELDS.  J.  A. 

6403360074 
64O38701AS 
B4O330000  1 
8403060283 
8403130494 

30-319         R 
90-219        P 
30-31?         n 
9O-30S         R 
COMTBACT 

FIELDS,  J.  8 
FINAMORE,  B.  A. 
FIKArtOflE.B   A 
FINKEL,  A. 
FIIWEL,  A 

B4Q309033B 
S403190130 
S4O319012O 
S4O3070243* 
8403090043* 

SO-367        8 
90-337        6 

30-337      e 

SO-3B7        Q 

90-394        Q 

FINLAYBON.  F.  C. 
FINN,  D  F. 
FINN,  D.  F. 
FINN,  8. 
FINN.fl 

6403230309* 
0403210034 
6403230030 

8403080006* 
B403OBOOOB* 

30-322        T 
HASTE  HOT 
HASTE  MOT 
FOIA 
FOIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FINN.  B 
FINN.  B 
FINN,  8 
FINN,  S 
FINN,  B 

B403080010* 
B403OBOOia» 
8403090017* 
840303001  9« 
(1403080023* 

FOIA 

FDIA 
FD1A 
FOrA 
FOIA 

FIORELLI.  & 
FIORELLI.0 
FIBRE  LLI.O 

FIOR6LL1,0 
FISCHER,  D    L 

B403070340* 
S403070313* 
6403000263* 
B403270139* 
B40327003B* 

50-329        B 
90-329        Q 
SO  -388         9 
BO-32B         O 
30-293         P 

FISCHER,  D   L 
FISH,  R   F 
FISHCKOFF,  D 
FISHER,  R 
FISHER,  W   L 

8403370034* 
B4O3O30132* 
B4  03  1904  44 
B4  03  130340* 
SIOZ24009B* 

30-393         P 
30-52B        0 
NUfiEO 
4O-B8H9 
FOIA 

FITCH,  W  L. 
FITTIiC    V. 
FITZOEflALD,  J   A 
FITZPATRICK.B 
FLACK,  E 

B1O3120174 
BDO3Z403  1  9# 
B4Q3O20094* 
84  O3  1300  33* 

B4O3010379 

50-  SOB        D 
00-908        A 
FOIA 
30-366        0 
IS.E 

FLACK,  E, 
FLACK,  E 

FLACK,  E 
FLACK,  E 
FLACK,  E. 

B403030094 
B403060J  1  9 
S4031304OS 
B403130443 
B40  31  60001 

IK.E 
IfcE 
I1.E 
80-26  1          B 

rtE 

FLACK,  E 
FLEENOR.C 
FLEIBCHMANN,R 
FLIPPO.T    A 
FLORY,  C. 

B403190333 
B403Z80047 
B403  23001  S 
8403130140* 
84032BOB3? 

40-B6B1 

CONTRACT 
30-171         n 
90-3BS        0 
WASTE  H9T 

FLDRY,  S, 
FLOWER,  M 
FLVNN,  B  F 
FLYNN,  B,  F 
FOLAHEE,  J    B, 

8403050330 

81O314O233* 
B103190137 
B403190141* 
B403I90071 

mac 

30-367         P 
50-400        0 
M-100        0 
50-133        I 

FQLEY.H  J 
FQNHEff.R    L 
FORD,  E.  J 
FORD,  E,  J 
FORD,  J    T 

B40DOB0179* 
84  03220231 
B4  030701  63* 
840316O233* 
G40301O162 

30-273        Q 

WASTE  MOT 
30-337        Q 
M-327        (I 
71-6B06 

FORNEY,  M  L. 
FORRESTER,  R    D 
FOSTER,  D   a. 
FOSTER  -D   O. 
FOSTER,  D,  0. 

B403170323k 
B4D214003a» 
B403O10319 
S403010334 
B403090&77 

30-300        Q 
OQ-9ZB        d 
OO-424        K 
90-4B4        B 
90-4Z4        B 

FOSTER,  D  D 
FOSTER,  D.  0 
FOSTER,  D   O. 
FOSTER,  J>.  0 

FOSTER,  a.  a 

B4031B014& 
B403I  30023 
B403I3003B 
B403130043 
84031  SOO&9 

30-424        B 
30-434        H 
50-424        V 
30-434        B 
80-434        B 

FOSTER,  D    0 
FOSTER.  D.  0. 
FOSTER,  E    H 
FOSTER,  J. 
FOSTER,  J 

B40319010S 
B403H90037 
B40301DS19 
B4D3060106 

B403'07033a 

90-4H4        S 
30-424        Q 
30-334        B 
30-369        F 
30-369        F 

FOSTER,  L. 
FOSTER,  L.  E, 
FOBTEH.R   F 
FOSTER,  R.  F 
FOX.C.  D 

8403160319* 
8403iaO499N 
B40306011I 
8403200042 
8403070120 

BO-413        Q 
90-312        Q 
30-OOfl        0 
30-413        g 
W-4A1        0 

FOX.C   D. 
FOY,  J.  M 

FRAOOLA,  J 
FRANCE)  0.  M 

FRANKL:N.  L.  A 

84030  701  BO 
81030  701  SOW 

B403010041* 
B403I  30074* 
8403B90H34* 

W-4&1        0 
W-461         0 
FOIA 
40-339* 

30-302        Q 

FREEH  AM,  M.  11 
FREEMAN,  M.  H 
FflEEMAM,  M  O 
FREEMAN,  B.  D 
FREUD£  NBUflO,  W 

8403010071 

e4Q31JK)27E 
6403  1  30894 
B403BOD099 
B40320D23B 

40-B76B 
10-B7BA 
40-B7B6 

30-SS9        D 
80-506        D 

FRIEDHAN 
FRIEN&,  H.  B. 
FRIBHHAN,  8. 
FRITZ,  D,  M 
FRIZZLE,  C.  D 

B40B&10133 

84031  20028* 
B40323002B 
B40313021S 
6403300160 

IfeE 
00-370        0 
WASTE  HOT 
10-B6A3 
SO-309        Q 

FRYE,  D.  L. 
FRYE,  D   L, 
FRYE,  J.  H 
FRYE,  J.  H 
FRYE,  0    H, 

8403010195* 
6403010167* 
6403090079 
6403070119 
8403190  17  7 

3O-B67        B 
9O-S67        B 
40-30A1 
40-2061 
30-148        0 

FFYE,  J,  H. 
FUJITA,  N. 
FULLER,  C 
FULTON,  J,  F. 
FULTON,  d.  F. 

6403260003 
8403080004* 
B«J3  1  90344 
6  4033  90  IBB* 
B4Q33901B9* 

30-14S        0 
30-29          P 
90-267        H 
BO-S44       P 
90-344        P 

526 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEQORV 

PUNCHES,  J   L 

B30H4O406* 

50-367 

P 

FUF1R.  E9    J 

B40313QD9Q 

30-3  2fl 

S 

FunsE.ti  c 

B4D30iOlBB 

5O-IS3 

G 

FUH3E.M   C 

B4D306O1BB 

30-133 

0 

FURSE,  M   C 

84O3O6O2G3* 

30-153 

0 

FUI1SE.M   C 

84030602Q3* 

30-133 

0 

FUflSE,  H   C 

B403  120033 

30-135 

a 

SAO.R   K 

84030700-4  H 

3O-443 

G 

BAD.  (?.  K 

B403O7OD45 

30-443 

0 

GAD.  R.  K 

B4030BO142 

30-443 

G 

GAD.R   K 

B40308O14B 

30-443 

0 

GAn.R    K 

B4D32£O1O1* 

30-443 

A 

OAI>.  R    K 

B4033IO1O1* 

30-443 

A 

GAD.  H.  H 

B40333O180 

5O  —143 

0 

QAD.R    K 

B4032301BO 

30-443 

G 

BAD.  H.  K 

B4033Q0269 

30-443 

0 

BAD,  ft    K 

84O3300B69 

30-443 

9 

BAGLIAFfnO.  d 

E 

B4C2210343* 

30-283 

a 

OAGLIARDO,  ,) 

E 

B40221  034  8* 

50-285 

a 

QAOLIARDO,  ,1 

E 

8403030179 

30-482 

a 

GAGLIAREO,  J 

E 

B403060198 

50-313 

a 

QAGLIAFIDQ.  j 

E 

B4O312O147 

30-285 

a 

GA6LIAF1DCJ,  J 

E 

B403  130120 

SO-313 

a 

QAGLIARDO,  J 

E 

84031  3025O 

50-482 

a 

GAGLIARDa.  J 

E 

84031  3O32O 

50-482 

o 

GAOLIARDD,  J 

E 

8403130390 

50-482 

•a 

SflCJ-IARDO.  J 

E 

8403  1  3037  3 

SO-313 

a 

GACLIARDO,  J 

E 

8403  1  601  19 

SO—  482 

a 

GACLIARDD,  J 

E 

8403170037 

50-283 

•a 

QA6LIARDD,  J 

E 

B403-I90223 

SO-4B2 

A 

GAGtlARBD.  vl 

E 

B403I9D277 

30-313 

a 

QA«LIARDD,  J 

E 

B403I70S79 

50-283 

a 

GA61-  TARED.  J 

E 

6403190283* 

50-313 

a 

SAGLIARDD,  J 

E. 

8403aooi69 

50-313 

a 

BAfiLJARCD.  J 

E 

B40330O178 

50-4  82 

a 

QAGLIfiRDO,  J 

E 

9403320165 

50-313 

F 

GAGLIARDfl,  J 

E 

B403260O7O 

50-313 

Q 

SAGLlfiDDO,  J 

E 

84033601  6B 

w-sas 

O 

GACL1ARDO,  J 

E 

B403260S3O 

50-313 

Q 

GAGLIARDO,  J 

E 

3403300046 

50-313 

a 

GAHHER.C    F 

84021  40037* 

50-328 

0 

GALLAGHER,  VJ 

3403090035 

50-352 

0 

GALLAGHER,  J 

R 

8403O8Q327 

50-456 

t> 

GALL  0,  J 

84O3010203 

50-155 

e 

OALLO,  J 

84O3010S03 

5O-153 

o 

OALLO,  J 

B40306.0192* 

50-J35 

c 

GALL  D,  J 

84O3O6O192* 

50-133 

D 

GALL  D,  J 

84030602O2* 

50-153 

e 

GALLC1,  J 

84O3O6D2D2* 

50-135 

o 

GALLO,  vf 

8403160O1  J 

50-436 

G 

GALL  Q,  J 

8403160011 

50-456 

0 

QALLO,  J 

9403160033 

50-436 

o 

GALLQ,  J 

94O316OO23 

50-454 

c 

GALLO.  J 

8403190004 

50-135 

c 

OALLO,  J 

8403190004 

50-133 

o 

GALLO,  J 

9103200130 

50-1S3 

c 

GALLO,  J 

8403  300  130- 

50-153 

o 

QALLO,  Ft. 

8103150073" 

50-293 

0 

GALLO,  R    H 

B403O2O308* 

30-443 

Q 

BAMMI  E.  C.  B 

8403140-036 

50-317 

J 

BAMM1LL.H  P 

B307  1  4007  3» 

3O-40O 

E 

BANT,  R    E. 

B403a7O107» 

50-441 

I 

BARCIA,  A   A 

B40314O334 

ACRS 

GARCIA,  P.  J 

84030  6O465 

40-3453 

SAHCIA.P-  J 

8403  170431 

40-3493 

GARCIA,  P..  J 

8403300379 

40-34  S3 

GARDr.B   P 

8403010172 

50-3S7 

A 

GARDE.  B   P 

840301O48B 

50-329 

A 

GARDE.B   P 

8403D201D2 

FOIA 

GARDE.  B   P 

9403080083 

5Q-S73 

E 

GARDE,  B   P 

8403080196 

50-413 

A 

GARDE.  B  P 

8403270173 

50-443 

H 

GARDNER.R.N 

8403060399* 

30-339 

0 

GARNER,  D 

7906140345* 

50-312 

P 

GARNER.  L.  H 

840307031  OM 

50-324 

0 

OARMER.L.U 

8103  890092* 

50-324 

a 

GARY.  R  -J. 

8403060193 

50-445 

A 

OARY,  R   J. 

8403080335* 

50-445 

a 

GARY,  R  J. 

8403160079 

50-145 

A 

GARY.  R   J. 

B403140213 

50-44  S 

S 

GABANO,  A. 

8403060110 

50-3EO 

B 

GAVAZZIiA   A 

8403130302* 

70-3197 

OAVI0AN.F   X, 

8403060337 

50-337 

A 

BAVIBAN.F   X 

8403090036 

M-337 

O 

BAVDOS.  J,  M 

84030900  J  3* 

30-2fl? 

u 

AUTHOR 

ACCESSION 
KUHQER 

SUBJECT 
CATEGORY 

0AYNDR.R   K 
GEALV,  U  J 
GEBELE.H   U 
QEKASj  Q   M 
CERDEMAN,  F   U 

B4030S0377 
B403050337* 
8403010409 
8403070073* 
8403150313 

27-4B 
CONTRACT 
FOIA 
50-269        U 
40-B678 

OERDEMAN.F    U 
6ERDEMAN,F    U 
OERETY.  H   F 
OEHNER,  L 
GEF1HET9.  T    F 

B4031  50249 
B  4  03220  183 
0403360010 
B4030-J0394 
8403010069 

40-8698 
40-8698 
90-269        J 
30-294         f 
30-3B2         8 

OERRET9,  T   F 
OERRET9.  T   F 
QERHET9,  T   F 
GERRET9,  T   F 
OER  RETS.  T   F 

8403060176 
B40306029G 
64030603  3  9 
8403130267 
B403130303 

M-3B2         S 
30-3B2         B 
30-3fl3         8 
BO-3B3         S 
M-3S2         3 

GERRET5.T  r 
OERHETS.  T   F 
GEfiRETS,  T   F 
GERItETS.  T   F 
OERRETS,  T   F 

0403130311 
B403130337 
S403130427 
B403130436 
B403170230 

50-363       S 
50-332         S 
30-383         8 
50-3B3         S 
30-383         8 

OER  RETS.  T  F 
BEARET9,  T   F 
QERRGTS,  T   F 
GERRETS,  T   F 
GEflHETS,  T   T 

B403170233 
B4031  70262 
B403  170272* 
B40319036B 
8403200023 

30-382         B 
30-363         S 
90-382        0 
30-382         S 
50-362         S 

GERRETB.T  F 
QERRETB.T  F 
QERRETB.  T   F 
GERftETB.T   F 
OERRETS.  T   F 

8403200267 
8403200276 
8403570040 
8403270046 
B403270037 

50-3B2         8 
30-383         B 
30-383         8 
90-383         6 
90-383        S 

GERRETS.T  F 
OERRETS,  T   F 
OERRETS.T   F 
GERRETB.T   F 
GERRETB.T   F 

8403370095 
B403270102 
B403270161 
8403370205 
8403270306 

30-3B2         8 
30-3B2         S 
30-3B2         8 
50-383         S 
30-382         3 

GERHIN.E   F. 
eiACDHEE.F.  B 
GIAMBU&30.  A 
01  AHO  1,  0   J 
GIBBONS.  T   D 

B403270153 
84031304510 
77J  11  20403* 
8403270232 
3403060352* 

M1SC 
30-289        0 
FOIA 
50-2B9        F 
30-332        T 

GIBBONS.  T   D 
GIBSON,  J 
GIBSON.-J 
GIBSON.  M   0. 
OIBSONiJI   0. 

B4033?013i* 
B403020I33 
B403300090 
B403070303 
B4033B0109 

50-416         0 
30-336         R 
30-33i         R 
90-34B        F 
50-34B        F 

OIESEKE.J   A 
OIEfiE«E,J   A 
OIESEKE.J   A 
QIESl-ERiC   M 
GIESLER.C   U 

8403030327 
84030S0230 
8403050242 
84O317O104 
S4030H0275 

REB 
50-280         P 
FiEB 
50-303        P 
90-303        P 

GIESLER.C   U 
OIESLER.C   U 
GIEBLER.  C   U 
QIESLERjC   U 
OIESLERjC   M 

B4030t040B 
B403130147 
B4031301BB 
B403  160278 
B4031A0327 

50-309        R 
30-309         R 
90-305         P 
30-303         J 
50-309         P 

giEBLER.C.H 
GIEELER,  C   M 
OIEBLER.C,  W 
GIEBLER,  C   M 
GIEELER.C   M 

840320001  6 
8403200194 
8403210007 
B403270030 
B403SB0049 

90-305         Q 
30-309         P 
PR 
90-309       P 
90-303        P 

GlEStER.J   V 

QILDERT.  G   D 
GILINBKV.  V 
QILINBKY.V 
OIL1NBKY.  V 

8403270222 
8403070276 
B403E00043 
B40330007S 
8403360137* 

QA999 
90-369        F 
50-494         U 
30-494         U 
COMMISSION 

OILIKBHY.V 
OILL6N.  D,  M 
OILLET,  U   T 
QILLET.  U   T 
01LLETT.  W   T 

B403BB024B 
B403300373 
8403030007 
B4D3030044 
B403300195 

COMMISSION 
40-6829 
30-316        R 
SO-313        R 
50-316        R 

G1LLETT.W  T 
8ILOHEN,  B   F) 
GILOMEM,  B  R. 
OILDMEN,  D.  R 
GILOMEN,  B   R. 

84033001  B7 
8403020146* 
8403050146* 
840320001  1 
840320001  1 

50-319         R 
50-379         0 
30-299         G 
90-329         G 
SO-3B7         0 

OILDMEN.  B  R. 
OILOHEN.B  R. 
OILBCLON.J  M 
GLASS,  D.  J 
GLASS,  J. 

B403E70020 
8403270020 
B4031J20037* 
8403140331 
8403170447 

50-329         0 
30-339         G 
50-273         0 
PRM 
NUREO 

GLASS  ER,  D 
OLASSPIEOEL.H 
GLA9SPTEGEL.H 
GLASSPIEGEL.H 
OLASBPIEOEL,H 

B40333003B 
8403060237 
B4030i0237 
B403D60S73 
B403060273 

30-352        T 
90-440        6 
50-440       C 
90-440        0 
90-440        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GLABSPIEGEL.H 
GLENN,  J 
GLENN,  J 
GLENN.  J 
OLENH,  J   E 

8403060380* 
8402210133 

B403070B83 
B403080060* 
8403070264 

90-440       O 
It£ 

30-293       9 
FOIA 
70-4-74 

GLENN,  J   E 
GLENN,  J   E 
GLENN,  J   E 
GLENN,  J   E 
GLOERSEN.  M 

84030BOD90* 
8403080070* 
84030BOOB7* 
8403080102* 
8403200119* 

FOIA 
FOIA 
FOIA 
FOIA 
50-483        O 

GLOVER.  M   S 
GLOVER.  M   8 
GODDARD.  R 
GODDARD.  R    J 
OQDDARD,  R    J 

B403090276 
8403140231 
8403070133* 
8403140037 
8403140096 

50-369        F 
30-369       F 
50-461        C 
50-461        O 
50-  1  35        O 

BDDDARD.H   J 
QDDDARD.R  J 
GODDARD,  R,  J 
ODDDARD.fi    J 
GODDARD,  R    J 

8403140097* 
8403140106 
8403140126 
8403140139 

6403140142 

90-193       0 
30-461       0 
90-322        O 
90-46E       0 
90-461       B 

QDDDARD.  R   J 
OODDARD,  R    J 
QPDY,  A   T 
BODY,  A   T 
QODY.  A   T 

84031  90S  19 

B403190220* 
8403020220* 
8403020399* 
B403270130» 

SO-416       0 
50-416       D 
30-388        Q 
50-293       a 
50-392        Q 

GOLDBERG,  J   R, 
GOLDBERG,  J  R 
OOLDBERO,  S   M, 
QDLDEN.M   P 
GOLDEN.  M   P 

8403010043* 
B4O32  10034 
8403130499* 
B403360197 

84  032800  38 

50-289       P 
30-399        O 
30-312        9 
50-272        J 
30-272       J 

GOLLER.H  R 
GOLLNICK.  D  A 
GOODARD.R    J 
GOODE,  D 
GOODE,  D 

840309003B* 
8403130327 
B403210O98 
8403160036 
B403160077 

90-373       0 
PR 
90-322       O 
HASTE  MOT 
27-39 

GOODIE,  J   8 
ODODLING,  D 
GOODMAN,  L.  B 
GOODMAN.  L.  B 
QDDDMAN.L   S 

8403010344 
8403210137 
B403020161 
8403200163 

8403300131 

27-39 
90-289        C 
90-409        H 
50-409       8 
50-4O9       R 

QOODHIN.E  F 
GORDON,  C    Z 
GORDON,  0 
GORDON.  R 
GOBCH,  C 

B20BD90297* 
B403210D94H 
8403220264 
8403320279 
B40313O106* 

90-236       0 
50-3JO       a 
XPORTLIC 
XPORTLIC 
50-440       A 

BOSCH,  C. 
GOSCH,  C 
GOBCH,  C. 
GOBSICK.L   V 
GOBBICK,  L  V 

8403130118* 
8403130128* 
B40313O13S* 
8402830226* 

8402230242* 

50-440       A 
50-4-40       A 
30-440       A 
50-400       A 
FOIA 

OOSSICK.L  V 
COTCHY,  R 
GOULD,  T.  L 
GRACE,  J.  N 
GRADY,  D 

B403090D31N 
8003190683* 
G4032B0006 
8402070007 
8403280123 

FOIA 
FOIA 
30-370        9 
50-3             9 

90-zeo     F 

QRAE8SER,K.  L 
ORAEBSER.K    L 
ORAEBSGR.K    L 
ORAEBBER.K    L 
GRAEBBER.K    L 

8403060217 
8403060349 
B403080174 
8403090164 
8403090174 

90-B73       B 
90-295       S 
90-304        » 
90-275        S 
30-304       ft 

GRAEBSER.K  L 
GRAESBER.  K,  L 
GRAE8BER,  K,  L 
GRAESSER.K  L 
QRAE8BER.  K.  L 

8403170136 
8403200173 
B40327O033 
B40327O107 

8403270203 

30-293       R 
30-304       B 
50-279       B 
30-275       a 
30-299        B 

GRAESSER.K  L, 
GRAHAM,  D 
GRAHAM,  D 
GRAHAM,  J  0 
ORAMM.  R,  A, 

8403270263 
8403060283 
8403160036 
8403220199 
8403130101* 

50-295       B 
30-302       R 
50-302      R 

90-3BO      P 
30-410       B 

GRANGE,  B 
GRANGE,  0.  J 
ORANGE,  G  J 
GRANT.  N  W 
GRANT.  N  M. 

8403970073 
8403140088 
8403150118 
8403020033 
8403300189* 

50-320      F 
30-269      F 
50-320-      F 
90-290      N 
30-230      H 

GRANT,  N  W. 
GRANT,  M  B. 
GRAVES,  R.  H, 
GRAVES,  R.  H 
GRAY,  E.  H 

8403300193* 
8403200291* 

B403030093 
8403300176 
8403020379* 

50-290       R 
90-263       Q 
30-213       R 
30-213       R 
30-293       0 

GRAY,  E.  H. 
GRAY.  E  K 
GRAY,  E,  H, 
GRAY,  E  H. 
GRAY,  E  H 

B403  150034* 
B403290062* 
8403370  104* 
8403290171* 

B403290292* 

50-389      0 
90-334      4 
90-219      4 
50-2B9       a 
30-29         * 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GRAY.  J,  R 
GRAY.  J  R 
OREENMAN,  E, 
QREENMAN.  E    0 
GREEVEB,  J.  T 

B403190022* 
B4032703QO 
B40302023B 
8403220103* 
84  0306  0432 

SO-14H         0 
90-2B9         B 
SO  -213         B 
3O-3O9         Q 
WASTE   MOT 

QREEVE8,  J   T 
QflEOER.  L   R 
OREOER,  L   R 
OREOER.L.  R 
OREOERiL   R. 

B40328Q267 
B4Q3  130094" 
B4O3190334« 
8403200291* 
8403220097* 

WA8TE   HftT 
40-3398 
50-393         Q 
50-263         <} 
30-434         a 

OREQER.L   fl, 
OREOER.  L.  R, 
QRIDLEV.  K   L 
ORIDLEY,  R.  L 
GRIEH.B    H, 

8403830033 
B403270242* 
8403270024* 
8403270022* 
B403080032* 

90-293         3 
90-4  O9         a 
90-293         P 
5O-273         P 
FDIA 

ORIER.B.H 
ORIER.B  H, 
GRIER,fl   H 
CRIER,  B.H 
CRIER,  B  H. 

B4030BOQ43* 
84030B0099* 
B403080072* 
8403080079* 

6403080107* 

FOIA 
FOIA 
FOIA 
FOIA 

FOIA 

OH  IFF  IN,  J  M 
ORIFFIN,  J  M. 
ORIFF1N.  J.  M 
CRIMES,  C.  I. 
CRIHBLEY.D  H 

5403060199 
B4031  90037 
8403260031 
B4031  60074 

8304060532* 

50-31  3        P 
3O-31  3       P 
30-31  3       P 
50-407       P 
SO-397       0 

gRDBE,  J  A, 
OR  DBS,  P.  J 
OROBBMAN.  H 
GROSSMAN,  K, 
GROSSMAN,  K 

8403120149* 
8403080090 
8403060102 
B4030  10474 
B403090016 

90-263       Q 
90-337        A 
50-416        0 
FOIA 

FDIA 

OROTENHUIS,  K 
CRQTENHUIS,  M 
GRUNEWALD,  R 
aUADAQNO,  V 
aUCWA.L  T 

8403190124 

B403300234 
B403290238 

B4032S0173* 
B4030900BS 

50-324        P 

9Q-3S4         P 
PRM 
40-BB24 
BO-321        P 

OUCHA,  L  T. 
GUCHA,  L.  T 
8UCHA.L  T 
OUCHA,  L  T. 
OUCHA,  L.  T 

B40307029  1 

B403160349* 
B403200003 
8403200262 

B403290212* 

90-321        P 
90-331        Q 
30-321         p 
90-366        P 
5O-321        a 

OUCUA,  L  T. 
OUEHRINQ.  J   S. 
QUERRY.J   E, 
QUILBERT.  D.  E 
GUILD,  R. 

B403300104 
84030301  36* 
B4030901  1  1 
8403130Q3B* 
B403070037* 

90-321         S 
40-67H 
90-23B         R 
QA997 
5O-41  3         0 

GUILD,  R. 
BUILD,  R 
GUILD,  R 
GUILD,  R 
OUILD.R. 

8403Q7QQ37* 
B403090112 
B403090112 

8403090119* 
8403090113* 

90-413        « 
50-4  1  3        O 

90-413       0 
30-413       9 
90-413        0 

GUILD,  R 
GUILD,  R. 
GUILD,  R 
OUILD.R, 
SUILD,  R. 

B403220233 
8403320233 
8403220233 
8403290379 
B403290379 

30-413       0 
30-413       0 
90-413         6 
50-413         B 
50-413       G 

OUILD.R 
BUILDiR. 
GUILD,  R, 
GUILD,  R 
aUINN.P.  R. 

8403290382 
3403290368 
B4032903BB 
B4O32903BB 
B40302040B* 

30-413        0 
90-413        G 
50-413        O 
50-413        Q 
FOIA 

OUINN.F.R. 
OULBRANSEN,  E  A, 

OULDEHOND,  M,  0, 
BUMBLE,  F.  U 
BUMBLE,  F,  W 

B4D3020412* 
8403  160041 
B4O31  90076* 
B4031Z0132 
8403  190047 

FOTA 
50-320        P 
90-373         Q 
30-2B6         8 

30-286        B 

OUMBLE,  F.  H 
OUMBLE,  F.  W 
OURLEY,  M.  K. 
•OUSTAVE,  R   P, 
CUSTAVE,  R   P. 

B4031  500SO 
B403210049 
B403060346W 
B403010004* 
6403010027* 

50-2B&         S 
50-2B&         B 

90-302         P 
CONTRACT 
CONTRACT 

BU8TAVE,  R   P. 
GU8TAVE,  R.  P. 
GUBTAVE.R  P 
OUSTAVE,  R  P. 
BU8TAVE,  R.  P. 

840301007B* 
B403010462* 
3403070044* 
B40309Q14I* 
8403140328* 

CQNTflACT 
CONTflACT 
CONTRACT 
CONTRACT 

CONTRACT 

OUBTAVE.R  P. 
aUBTAVE.  R.  P 
BUSTAVe,  R.  p. 
BUT,  H 
CUTHHIE,  B.  C 

B403100196* 
B403230160* 
S403270362* 
S4030901B6 
B4031  90074* 

CONTRACT 
CONTRACT 
CONTRACT 
PRH 
50-373        Q 

OUTHRIE.U,  L. 
GUTTMAN,  D. 
GWYNN,  T.  P. 
HA  ABB.  M. 
HAASS.  U  P. 

8403390304* 
8403290  174 
B403  190323* 
B403390342* 
7906170142* 

50-290        0 
SO-4SB        H 
DO-33B         Q 
FOIA 
30-460        F 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOflV 

HAAS3,  M  P 

7  9090  1023  a  » 

50-397         A 

HAASS,  M  P 

80111S0101* 

FOIA 

HAASS,  M  P 

B11O19005!* 

30-397         A 

HAASB.U  P 

8110210316* 

30-46O         A 

HAASS,  M  P 

B1110B037S* 

50-9QB         A 

HAASS,  M  P 

B20  1300236* 

90-377         A 

HACKNEY,  C  A 

84Q313Q4Q2» 

50-313         d 

HACKNEY,  C  A 

84O31902as« 

50-313         d 

HADLEY.R    T 

B4O3  190449 

NUREfl 

HAEHi.,  J,  0 

8403390177 

50-220          I 

HAFNEH.B 

3403060363 

50-322         A 

HAGAN,  T. 

8403010534* 

CONTRACT 

HAGAN,  T.  F 

8403010^44* 

CONTRACT 

HAGAH,  T.  F 

B4O  30  10043* 

CONTRACT 

HACAN,  T  F 

B-tOaOlOOiOB 

CONTRACT 

HACAN,  T.  F 

B4D30  10437* 

CQNTBACT 

HACAN,  T.  F 

B4O3070373* 

CONTRACT 

HABAN.T  F 

B403120314* 

CONTRACT 

HACAN,  T  F. 

5403120343* 

CONTRACT 

HAGAN,  T.  F, 

B40319027B* 

CONTRACT 

HAOAN.T  F, 

B403  260322* 

CONTRACT 

HAOEN,  E,  M 

84030101  03* 

FDIA 

JtAGER,B  M 

B403I30I99- 

90-32O         P 

HAGUE,  R   L, 

B403130O23* 

50-264         Q 

HAIRBTON.  H  0 

84030  1Q4S2* 

50-364         S 

KhIRBTDN.U  0 

8403O1042B* 

30-3M        S 

HAIRSTON.W  0, 

8403090243 

30-348        B 

HAIRBTONi  H,  B 

B4D31900B.4 

90-34B        B 

HAIRBTON,  U  0 

8403260026  » 

3O-34B        S 

HAIRBTON,  U   0 

B403240032+ 

SO-34B         S 

HAIH8TON.  a  9 

B403260040* 

50-348         B 

HAIRSTON.  M,  C, 

84O3260O46* 

50-348         3 

HAIR9TOH,  W  0 

B403300I34 

50-3&4         F) 

HA1HSTON,  M  0 

S40330017H 

50-340         R 

HALE,  C. 

0403130012* 

OA779 

HALE,  C  J 

B403130325* 

OA997 

HALE,  C  J 

8403130423* 

QA997 

HALE,  C.  J 

B4031  30432* 

OA999 

HALE,  C  J 

B4O3  130460* 

OA997 

HALE,  C  J 

B403190I90* 

(M999 

HALE.  C  J 

84032701  B4» 

OA997 

HALL,  fl,  L, 

B4031603BBH 

50-302        a 

HALL,  D  P, 

84030S0240 

90-461          B 

HALL,  D  P 

B403190179* 

50-461         a 

HALL,  D.  P. 

&40317039B 

50-461         A 

HALL,  D  P. 

B4032001?3» 

90-461         A 

HALL,  D,  P 

B403260235 

90-46  1          B 

HALL,R  E 

B40B1  40329 

40-B10H 

HALL,  R,  E 

8403010041* 

FOIA 

HALL,  R  E. 

840326006  B* 

50-43B         0 

HALL,  R   E 

8403960099* 

50-313         0 

JMLL.R.E 

B403Z60IO2 

40-1341 

HALL,  ft   E. 

B4Q326013B 

40-B1O2 

HALLEfl,R.  E 

B403O90014* 

50-328        E 

HAMEL.D  D. 

B403120139 

50-331         B 

HAMID,A  A 

•B4031  20244* 

90-333         Q 

HAHID,A.  A. 

S40312025S* 

90-333         Q 

HAMILTON,  0.  U 

6403  1201  BS 

50-4B3         A 

HAMILTON,  J. 

84032  70241* 

OA799 

HAMILTON,  P 

6403200164 

30-293         R 

HAMILTON,  P. 

04033601  34 

HI3C 

HAMMER,  M  F 

B4031303&R 

50-263        S 

HAMMITT.  H.  A. 

B40302000B 

FOIA 

HAMMITT.H   A 

84032B01A6 

FOIA 

HAMMOND,  E. 

B4031304S7* 

90-4  9S         F 

HANCOCK,  J  A 

B403300115* 

50-303        B 

HANNETT,  B  A 

B403020024* 

XPOBTLJC 

HANNETT,  B   A. 

B403020433* 

XPORTLIC 

HANNETT,  B  A 

B40314030BH 

XPORTL3C 

HANMETT.  B   A 

B403I50167 

XPORTL1C 

HANNETT,  B,  A. 

B403160169 

XPOftTLIC 

HANNETT,  B  A, 

8403160184* 

XPOffTLIC 

HANMETT,  B,  A 

8403360027 

XPORTLIC 

HAMMETT,  B.  A 

B4032&0030* 

XPDRTLIC 

HANNETT.B.A 

B403280039* 

XPDRTL1C 

HARAM,  B.  A. 

84030B00640 

FOIA 

HARAM,  a,  A, 

B4030B0111* 

FOIA 

HARAH,  S  A. 

B4030B0134* 

FOIA 

HARD,  J.  E. 

B403170042* 

90-2B2        a 

HARDEN,  K.  C, 

84031  90340* 

40-6S29 

HARDCHOYE.T  » 

8403190342 

40-2239 

HARDTV,  R 

S4031  70447 

NUREO 

HAHMCW,  D  U 

8403150134 

XPORTLIC 

KARHON,  0.  H. 

S403190142* 

XPORTCIC 

HARRAN,  0. 

B403020095 

90-249         R 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HARR  AN.  G 
HARRELL.  E   M 
HARRELL.E   U 
HARRICANj  N   F 
HARRINGTON,  T 

E 

8403300133 
B403  060193 
8403  1400  I  O 
B4  03060  JIB 
S4O3150008 

90-243 
50-333 
50-33B 
40-2O61 
50-293 

HARRINGTON,  M 
HARRINGTON,  H 
HARR  1  NGTOH,  W 
HARRINGTON,  H 
HARRINGTON,  M 

a  O  a  aa 

B4O30  10324 
S4O3O70341* 
B4Q307Q047 
Q40309O147 
8403090132 

90-293 
90-293 
5O-293 

5O-293 
9O-293 

' 

HARRINGTON,  U 
HARRINGTON,  U 
HARRINGTON.  VI 
HARRINGTON,  M 
HARRINGTON,  H 

aaaaa 

B403  130255 
B403140107 
B4031501I7* 
8403130177 
B  4  032001  64 

50-293 
5O-293 
50-293 
50-293 
50-293 

;' 

HARRINGTON,  H 
HARRINGTON,  U 
HARRINGTON,  U 
HARRIS,  D 
HARRIS.  D 

D 
D. 
D 

8403260317* 
B4  03270  01  O 
B403270O35 
8403060204 
B  4030603  tO* 

50-293 
50-293 
50-293 
50-223 
90-322 

• 

HARRIB,D 
HARRIS,  D   R 
HARRIS,  D  r? 

HARRIS,  D   R. 
HARRIS,  H  0. 

B403S2O31O* 

8403190437 
8403200229 
8403260136 
B4O3  120244* 

90-322 
NUREO 
30-223 
30-ZB3 
50-339 

1 

HARRIS,  H  0 

HARRIS,J,  D 
HARRIS,  .J  R 
HARRIS,  R   H 
HARRISON1,  F 

B403  120253* 
S4O30101O2* 
84O3290I99* 
8403190034* 
B40  309001  1* 

50-333 
FOIA 
30-400 
50-388 
30-289 

U 

HARRISON,  F 
HARRISON,  6 
HARRISON,  Q 
HARRISON,  J  J 
HARRISON,  J  J. 

S4O3130333 
B4O3270346 
B40  330028  7 
B403010296 
3403060368 

50-324 
50-461 
30-461 
50-329 
30-327 

R 

A 
F 

A 

HARR  I  SON,  O  J 
HARRISON,  J  J 
HARR  I  SON.  J   J 
HARD  I  BON.  J   J 
HARR  I  SON.  J  J 

B4Q306039B* 
B4O3130153 
B4031304B2 
B403200084 
B40322O082 

50-3B7 
90-327 
90-327 
50-327 
30-32? 

fl 

A 
A 
A 
A 

HARR  I  BON.  B  F 
HAHTFIELD,  n   A 
HARTOEN,D    T 
HAHTIGAN.N  F 
HARTMAN.  S    L 

S4D313O2BQ 
Bl  1  20  20204* 

8403130091* 
8403070027 
B4O30S0324 

90-358 

90-41  a 
50-322 
40-2061 
90-445 

A 

A 
Q 

a 

HAHTMAN.  B   L 
HARTMAN,  B   L 
HARTMAN,  S    L 
HARTMAN,  S    L 
HARTMAN,  S  -L 

B40321017O 
B40321O17O 
B40331O172 
8403210172 
•B40321O1B? 

•9O-30B 
M-30H 
SO-908 
5O-308 
30-908 

ooooo 

HARTMAN,  B.  L 
HARTMANN,  P    L 
HARTZMAN.  M 
HAHVEY,  R    C, 
HASHIMOTO.  P    B 

84032  101B9 
8403190042* 
8403190106* 
8403200290* 
B403200192* 

3O-30B 
5O-2B2 
50-278 
90-2? 
90-423 

Q 
0 
G 
P 

A 

HASSE.R  ft, 
HrtfiBELL,  D  F 
HATHAWAY,  Q  H 
HATHAWAY,  G.  H 
HAUOHEY,  M  F 

8403060176* 
8403140075 
B40313O008 
B4  03300  138 
B40301O29B 

BO-266 
50-329 
50-341 
50-341 
90-410 

Q 

0 
A 
A 

A 

HAUGHEY.M  F. 
HAUOHEY,  M  F. 
HAUOHEY,  M,  F 
HAVERKAMP,  D 
HAWKINS,  D,  A 

B4O30B0371-* 
8403060339 
B4  03290394 
B40307O2S7* 
B40301004O 

30-410 
50-410 
30-410 
50-289 
CONTRACT 

A 
A 
A 

a 

HAWKINS.  D  A 
HAWKINS,  E 
HAWKINS,  E   F 
HAWKINS,  E  F 
HAWKINS,  E   F 

B4O3  130270 
B40  3200320 
B403170415 
8403170418 

840320O333* 

CONTRACT 
40-BB29 
40-8827 
40-8B29 
40-1341 

HAWKINBjE  F. 
HAWKINB,E  F. 

HAHKlNSjE  F" 
HAHKINS,E,  F 

BIO  32003  95 
B4O3200360 
B40  3B00363 
B40  3200373 
B40322O1BZ 

40-876B 
40-8631 
40-8681 

40-B76B 
40-8502 

i 

HAWKINB.E   F 
HAWKINB.E,  F. 
HAWKINB.E,  F 
HAHXHURBT.  J.  J 
JHAYDEN,  T. 

B403220190 
B4O3220196 
B4032301B7* 
B403-210016M 
B40327O366 

40-BB27 
40-8902 
40-B743 
50-317 
9O-279 

0 

p' 

HAYES,  B.  B 
HAYES,  D.  U. 
HAYNE9,  J  <J. 

HAYNES,  J.  0 
HAYNEB,  J.  G 

B4032B0337 
B4O3  130430* 
B4O3020010 
B40303031  9 
B403090003 

90-449 
9O-461 

90-361 
50-206 
90-361 

a  OKK.OI 

528 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HAYNES.J   0 

HAYNES,  J.  fl 
HAY«EB,J  C 
HAYrtES,  J.  0 
HAYNE8,  J  0. 

B40306O194 

B4Q3Q6C37B 
S4&3060403 
Bd030fi043B 
B403  120044 

90-306        B 

50-361         B 
50-361          B 

so-aot      tt 

90-361          S 

HAYHEB,  J  0. 
HAYNES,  J  a. 
HAVNES,  J  9 
HAYNE3,  J  0. 
HAYNES,  J  0 

B403  130033 
B4031S0037 
B403190074 
B4032DO093 
S403200I79 

50-361         B 
M-361         3 

50-361         S 
50-361          R 
50-36S         S 

HAYNEB,  J  0 

HAYNES,  J  0 
HAYNEB,  J  0, 
HAYNEB.  J  0 
HAYNES.  J,  0 

B403B00174 
84032  10O&  3 

8403270164 
8403270336 
B403280O02 

5C-3&1          S 
90-206         8 
3O-34  2         S 
50-H06        F 
50-361         S 

HAYNES.  J  B 
HEALD,  A  F 
HEATON,  T.  H 
HEBDDN,  F.  J 
HEBJKJN.  F.  J 

B403300003 
8403210107 
B40326DOBB* 
64  030701  a  1 
8403140203 

5O-20A        R 
PRM 
90-344        P 
MJftEO 
SQ-SQA        S 

HEDGLON.  M 
HEDCLON,  M 
HEETHEH,  W  H 
HEETHER.W.II 
HEFLJN.H 

84033  I  001  9 
3403270389* 
B4C3010463 
B40305O044 

B403170O60* 

40-2061 
40-2O&  1 

XPORTLIC 
XPMTLIC 
50-330        H 

HEHL.C.g, 
HEIDER.L,  H 
HEIDER,  L,  K 
HEIDEH.L  H 
HEIDERj  L  H 

B40307O13b* 

8403020072 
0403020272 
B40321004B 
84033000B? 

50-399        a 
90-H9           R 
30-27            R 

50-S9           R 
30-27           ft 

HEIDKER,  J  C 
KEINZrJ. 
HE  INI,  J 

HEIBHMAN.R,  F 
HEITNER.K   L 

B40315O223* 
B40222O2BB 
6402820303* 
82120703BS* 
B40321OSOB 

WASTE   MOT 
50-287         U 
3O-2B9         U 
M-4AO        A 
50-309        0 

HELTEMES,  C.  J, 
HELTEMEB.C  J 
HGLTErtES,  C    J 
HELTEMES.C.  J 
HELTENEB.C   J 

B401S904&B* 
B40213O042* 
B40313O16O 
B4032S0270 
B403SB0273* 

50-267        F 
MISC 
MI8C 
urge 

MI  EC 

HeLTEPlEB.C.  J 
HELTEIfES,  C.  J 
HELTEWEa,  C.  J 
HELTEJ1ES,  C.  J 
HELTEMESiC    J. 

B4O33B027B* 
B4O32B02B3* 
B4032B02BS* 
B4032B0294* 
B4032B0296* 

hisc 

MISC 

M1BC 
MI5C 
HI8C 

HELHIfl,  D.  R 
KELHIO.D  R. 

HEMBY.E  D 
HENDERSON,  J.  B, 
HENBLEY,  H  T 

B403O2Q226 

B40320O127 
840327040  3* 
8401230660* 
B40?300306 

TOPREP 

TOPREP 
XPDRTLIC 

50-327         B 
MJREO- 

HERBEMT.R,  J. 
HERDDflN.D   I. 
HERBDRN.  D,  I 
HEftBQRN,  D,  I 
HER1NO.R.  F 

8403200113 
B4O31  30193 
6403130089 
B403B70093 
B4O3200208 

50-336        S 
50-461        A 
50-461          A 
9O-461         I 
5O-313        0 

HER  M  ANN-  R  A 
HER  MAN,  R. 
HERMAN,  R.  M 
HERNAN,  R.  M 
HEBNftN.  R.M. 

S4D31S0224 
84O317O427 
B107280t71» 
6IOB11003B* 
BI  1  1O60&97* 

3O-22O        P 
50-302        P 
90-460        A 
50-46O        A 
SO-460        A 

HERNAN.  R-U. 
HERNANiR  H 
HERNAMDEa.O  H, 
HERR.J  C 
HERR.  -J.  C. 

Bl  12300303* 
S2O92B0165* 
B4O3060147* 
8403270  IBS* 
S4O329O189* 

130-460        A 
SO-460         0 
90-275        Q 
50-B44        P 
90-244        P 

HERR.P.B 
HEBR-  P,  B. 
HERR.P   B, 
HERSCH,  M  M 
HER8CH,  H  M 

B4030&0259* 
S4O3D60SS9* 
B403O60307* 
9403010464 
84O301O343 

SO-322        T 
90-322        T 
30-322        T 
XPORTLIC 
JfPORTLIC 

HERSCHjM  M 
HEHSCH-M  M 
HEABCH.H.  M. 
HEABCH.H  H. 
HEUARD>R.M 

S403050D47 
B4O309OO90 
B4030703S  1  *• 
9403220294* 
8403070203 

XPORTLIC 
XPDHTLIC 
XPORTLIC 
XPORTLIC 
00-819        R 

H1ATT.H  L 
HIATT.  8.  L. 
HI  ATT,  S-l.. 
MICKEY,  J.  P, 
H1CHEV.J.P. 

3403010089 
840307O213 
B40328007& 
8403060461 

6403060464 

FOIA 
90-440        A 
FOIA 
FOIA 
FOIA 

HIETALA,  J.  J. 
HieeiNBOTHAM,  L- 
mOOINBOTBAM,  L. 
HI8DINBDTHAM.  L 
HIOOINBOTHAM.  L 

6403120047 
6403130201* 
840315X3263 
640315O300 
B403190317 

30-374        8 
27-48 
27'-48 
HASTE   MOT 
27-4B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

HIOfltNBDTHAMiL 
HIOOINBOTHAM.L 
HIflOINBOTHAM,L, 

HIBSINB.  B  j 

HIGQJNS,T 

B403  160072 
0403260043 
B4032B0234 
8403080029* 
B403090304 

WASTE  MOT 
WASTE  MOT 
HASTE  MOT 
FOIA 

90-483        F 

HILDENBRAND.P 
H1LDBNBRAND,  P 
HILDENBRAND,  P. 
HILDENBRAND,  P 
HILL.C,  Z. 

B4O330035S 
8403200360 
B403200363 
8403200379 
B4  03260099 

40-B76B 

40-8691 
40-8681 

40-B768 
40-B9B4 

HILL.  E   E, 
HILL,  L.  J 

HILL,  M   B 
HILL,  W.  H 
HJLLMAN,fl  E 

B403190016 
B1O3B0033B 
B403080D29* 
B4O31  90323* 
0103230112* 

90-49B       0 
NUREO 
FOIA 
90-398        Q 
90-219        R 

HILLY,  C.  f 
HINCKLEY.D,  8 
HIND.  J,  A 
HIND,  J  A. 
HIND.  J.  A 

81O301007B* 
8403130499* 
B1O3190314 
0403190331* 
8403190321* 

CONTRACT 
90-312       0 
90-293         a 
90-299       0 
90-299        Q 

HlNDj  J  A 
HIND.  J  A. 
HIND,  J  A. 
HIND.  -J.  A 
HIND,  J   A 

8403270086 
B403270233 
8403270238* 
B403270B53* 
8403270263* 

40-S760 

50-409        0 
50-409       a 
90-434        0 
90-484       a 

HIRBCH,  D 
HOBBS.N  A. 
HOBHS.  N.  A 
HOPBS,  N,  A 
HOBH-B.N  A, 

8403260365 

8403070169* 
S403070I7B* 
3403070190* 

S403070222* 

90-142       0 
50-322       T 
30-322        T 
90-322       T 
50-322        T 

HDCH,  J.  B 
HODDER.H   H 
HODDEH,  M  H 
HODDER,  H,  H 
HODDEH,  (1  H 

B403  1S0029* 
8403070135 
0403070139* 
6403070143* 

B403070143* 

90-278        0 
80-290       C 

50-230       0 
50-230        0 
30-290       fl 

HQDDER.H.  H 
HODOER,  H  H 
HDDDER,  H.  H. 
HODDEfi.H  H 
HODODOW,  A  P 

B403140017 
B403140017 
S403H0023* 
B403140023* 
8403140110 

90-250        fl 
30-290        0 
30-290       0 
30-250        6 
90-33B       0 

HQD8DDN,  A,  P 
HDOODDN,  A,  P 
HQDODDK,  A  P 
HODODDN.A  P 
HOFFMAN.  D  A 

9403140113 
8403210128 
9.403210167 
S403390374 
8403O60301* 

90-392        0 
90-392        0 
30-392       0 

90-332       0 
90-322         T 

HDFFMANj  D  P 
HOFFMAN.  O  P 
HOFFMAN.  J. 
HOFFMAN.  J 

HOFFffAN.  T.  E 

B4030200B8 
6403300152 

B403I40019 
B403Se0064 
B403I502B6 

50-135        R 

50-133        R 
30-395        J 
30-146        J 

40-BS29 

HOOAH,  R. 
HOLBROOK<K,L 
HOLDEM.  C 
HOLDER,  E.  T, 
HOLLANO-  H.  E 

B4D3290120* 
S403I40170* 
0403220103* 
040320021  3 
3403  140222* 

90-387        Q 

PR 
90-309         0 
90-209         S 
30-390       a 

HOLLAR.  D.  E. 
HOLLAR,  D   E. 
HOLLAR;  D,  E. 
HOLCEMAN-  D, 
HDC.LEV.W.  L 

8403070091 

9403070059 
3403070039* 
840329031  1 
8403260178* 

50-400        Q 
30-400         0 
50-400         0 
PRM 
50-283         fl 

MDLLEV.M   L, 
HOLLOHAY.  C   J. 
HOLLOMAY*  C.  J 
HOLLOMAY'  C   J 
KOLLOMAY-  C.  d. 

B4032&02SO* 
BO032  40209* 
B0040I0792* 
BO0401079?* 
B112210I39* 

30-382       a 
50-508       A 
50-908        A 
50-508       A 
30-508         A 

HOLLDWAY.C.  J 
HOLLV.  J  T. 

HOLMES-RAY.  P 
HDLONICH'J   •>• 

HOLOHICH.  J,  J 

S4030B0293* 
B402170107* 
B40329O197* 
840327O240 
8403270271 

50-SOB       A 
30-303        P 
50-366        a 
30-462       A 
30-483       A 

HOLONICH.  J.  J. 
HOLTZ,  J.  J 
HOLTZ,  J  U, 
HOLINAN.P.  M. 

HOUIMER.  W. 

94032B0013 
B4C3020086 
S4033001B1 
8403060085 
B4O31  20137* 

90-4B3        A 
90-334        R 
90-334       R 

FOIA 
30-237        0 

HOLZNER,  M  M. 
HOOD,  D. 
HOOD,  D  B. 
HOPKINS,*. 
HOPKINS.  J  B. 

B403220169* 
8312090134* 
831207029B* 
S4O323020B 
84032Z0101 

30-299        0 
90-329        A 
50-32?       A 
NUREB 

90-395        P 

HOPKINS.  B. 
HOPPERi  A, 
HOPPER.  A. 
HOPPEfl,  A. 
HOHIN-H.  A. 

840314D035 
B4O3S203I4 
8403860352 
B4032&03A3 
B4O314O013 

50-434        0 
CONTRACT 
CONTRACT 
CONTRACT 
50-445        C 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 

CATEQQBY 

HORIN,  H  A 
HDRIN.  W.  A 
HORIN,  M  A 
HORTON,  M 
HDRTON.  M 

B403140013 

0403140020 
8403  140020 
84O30B0006* 

B403QBOOOB* 

90-445       0 
50-443       0 
90-449       9 
FQ1A 
FOIA 

HORTON,  H 
HDRTON.  H. 
NORTON.  W 
MORTON.  W, 
NORTON,  H. 

B4030S0010* 
B4030BO012* 
B4030BOO17* 

B4030B0019* 
S4030S0023* 

FQIA 
FOIA 
FOIA 
FOIA 
FOIA 

HQ9EV,  C.  M 
HOUSTON,  M.  D 
HOUSTON.  H  D 
HOUSTON.  M,  D 
HOUSTON,  R  W 

8403  I  602400 
0403020404 
B403230273 
3403300291 
B2031B0004* 

90-390       Q 
90-416       8 

90-4(6       P 
?0-4ii       P 

5Q-46D       C 

HOUSTON.  R.  W 

HOUSTON,  R.  W 
HOUSTON.  R.  H 
HOV1.  L 

HOWE.H 

9301260034" 
831  0310440* 
B31  2230261* 
B403070296 
640313016? 

90-400       E 
50-400       E 
90-334       P 
90-21  V       S 
OA999 

HOME,  H. 
HOME,  P.  W. 
HOWE,  P   M. 
HOME,  P.  M 
HOME,  P.  W. 

6403200076* 
B403060296 
8403040300 
6403070157 

8403070200 

OA999 

50-324       P 
50-324       P 
50-3B4       P 
50-384       Q 

HOWE.  P  M, 
HOWE-  P.  M. 
HOWE,  P.  H. 
HOME,  P.  W 
HOWE,  P.  W. 

6403070315 
B403090232 
0403130432 
B4032101S7 
8403230047 

50-329       4 
90-334       P 
50-329       P 
30-324       P 
90-329       f 

HOYLE,  A 
HOYLE,  A 
HOYLE.  A. 
HOYLE.  A. 
HOYLE,  A 

8403S20323 
0403230044 
3403270283 
8403270302 
8403200104 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HOYT,  H,  F. 
HOYT.  H  F 
HOYT,  H  F. 
HBIEH,  B.  J. 
HSIEH.  S  B, 

0403090107 
B4031901BH 
0403360343 
S403070114 
B4032901B9* 

50-443       fl 
90-170       0 
90-443       0 
NUREC 
50-244       P 

HUBBAHD,  S.  T 
HUBER.  B,  A 

HUCHTQN-  R.  L 
HUDSON.  S  D. 
HUDBPETH.  J  D. 

B403  190214* 
7706290470* 
B403O60333 
B403  130021* 
64031  4021  B 

OA999 

FOIA 
NUfiEfl 
90-2SO       Q 
30-34B        F 

HUETER,  L  J 

HUFFMAN,  0.  N. 
HUQH6B,  T.  J. 
HUKILL,  H  D 
HUKILL.H  D. 

6403220097* 
8403290266* 
8403290297 
8403010347 
B403060133 

50-494       0 
90-302       0 
PR 
90-267       F 
30-287       F 

HUKILL,  H.  D 
HUKILL,  H  D. 
HUKILL.H.  D. 
HUKILL,  H  D 

HUKILL,  H  D 

0403060159 
B403Q60160 
0403060232 
0403060229* 

B403040233 

90-269       P 

50-289       P 
90-289       P 
50-269        P 
50-2B9       P 

HUKILL,  H  D. 
HUKILL,  H.  D 
HUKILL,  H.  D. 
HUKILL,  H.  D 
HUKILL,  H  D. 

B4030B0039 
8403070  12S 
B403090244 
B403  130004 
0403120014 

30-2B7       P 
90-289        P 
50-ZB9         0 
90-289       P 
50-269        V 

HUKILL.H.  D 
HUKILL,  H  D. 
HUKILL.H.  D. 
HUKILL.H,  D. 
HUKILL,  H,  D 

0403120036 
B40313O2S6 
84031  Ml  41 
64O3160OO6 
0403160032* 

90-269        P 
50-269       F 
90-289       R 
90-269        P 
30-269        P 

HUKILL.H  D. 
HUKILL,  H.  D 
HUKILL,  H,  D 
HUKILL,  H.  D 
HUKILL,  H  D. 

6403160024 
B4Q320004B 
8403200097 
B4O3210074 
0403210130 

50-869       f 
30-2B9       R 
90-289       P 
50-289       R 
30-289       H 

HUKILL.H  D, 
HUKILL,  H  D. 
HUKILL,  H.  0. 
HUKILL.H  D. 
HULMAN,  L,  0. 

6403230001 
B403230O40 
B4032300S3 
6403370146 
B204O90079* 

30-HB9       H 
90-889       P 
90-369       P 
90-289       H 
30-440       C 

HULHAN.L  0 
HULBEY,  S.  A 
HUNNICUTT.D.  M 
HUNNKUTT,  D.  M 
HUNNICUTT.D  M. 

B403010074* 
B403  160063 
B4030301B6* 
B4030401B4* 
8403060373* 

FOIA 
50-206        H 
90-482       Q 
90-449        0 
50-445        Q 

HUNNICUTT.  D.  M 
HUNNICUTTiD  M 
HUNNICUTT.D.  N 
HUNNICUTT.D.  M 
HUNNICUTT-D  M. 

B403130148* 
8403130219* 
B403130493* 
0403260107* 
84032601  67* 

90-267        (1 
90-449        0 
90-449        a 
50-267       fl 
90-267       0 

PERSONAL  AUTHOR  INDEX 


ACCESSION            SUBJECT 

AUTHOR 

NUMBER                 CATEOOHY 

HUNN1CUTT.D  M 

HUNH1CUTT.D  M 
HUNNICUTT.D   M 
HUNNICUTT,  D.  M 

HUNTER.  D.  « 

8403240177*        50-367        Q 
840326021  t*         30-267         Q 
3403240314*        30-449        a 
B403260340*        30-298        Q 
B10306D176*         SO-Hfefe         O 

HUNTER>  D  R 

B4O30B01GB*          90-4  tl          Q 

HUBAIN,  A. 
I  DE.  H.  E. 

B4O32Q0290"         30-29            P 
B40214003S*         30-330         O 

IflNATONIBiA 

IONATON1B,  A  J 

B4  0307036-7*         30-269         0 

eno3O70oae«      30-293      a 

IONATOU,  S  B 

BO  10230303*         FOIA 

IL0ERQ.  0 

B4O3010041*         FDIfl 

IMBfiO'  E 

8303330539            BO-3K7         B 

IHSROi  E. 

B403230171           SO-317        S 

IHBRD.E  V. 

B31  1O2024-9            30-3  1  8         S 

IHBRDjE.  V 

B3UOB0233*        50-3JB        B 

IHBRD.  E  V. 

B403230173*         30-317         B 

IKLER,R, 

B4O30602BO            50-H8?         H 

1RVINO>  S.  M, 

B4O314001B*        30-43B        0 

inWN.R  H 

6403210107          PRM 

IHUIN,  D.  P 

B40PO  10221             90-463         0 

IR+JINiO  P. 

B4030  10221           90-463        0 

inUIKtD.  P 

8403010227*        30-463        0 

IRUIN,  0.  P 

B4030  10229*        30-463        C 

1HUIN.O  P. 

S4Q3Q2Q16B           30-332        fl 

IftUIN.  D-  P. 

B403  130022           50-3H2        0 

IRUIN,  P  P. 

B403130022           30-32H        0 

IRHIN.D,  P, 

8403200069           30-323        0 

IRUINiD  Pi 

8403B00069           50-3B2        0 

IRHIN.D  P 

S403B70293           30-SBH        0 

1HUIN.D.  P, 

840327029H           50-P22        0 

WERSONtO  N 

B403B00233           30-S63        8 

JABBOURiK.  N 

0403030377           30-413        E 

JABBOUR'X.  N 

0403040477           30-413        A 

JAHBOUR.K  N 

0403070423           30-413        E 

JABL.ONSKI.F  J. 

0403130430*        30-461         Q 

JACK  I  H,  I 

8403130273           30-34i        B 

JACKIU,  I 

6403130334           30-34i        B 

JACKIM,  I. 

B403  130379           30-S66        S 

JACMWil.N, 

0403130033*        30-K44        Q 

JACKIM,  t,  N 

040319004S*        50-3B3        0 

JACKIH,  I.  N, 

8403  190384*        30-1309        O 

JACKSON,  H  M 

B013160931"        30-397        U 

JACKSON,  L.  H. 
JACKSON.  P.  0 

04030803B4*        30-4S4        0 
8403020216          WASTE    MOT 

JACKSON,  R  E. 

0001H90311*        SO-31B        P 

JACKSON,  R.  E 

8009090737*        90-344        P 

JACKSON,  R.  E. 

B009230342*         30-31=         P 

JACKBONiR.  E 
JACJtSON.  R.  E 

BIO  1060767*        90-397        A 
B103040032*        50-397        E 

JACKSON'  R.  E 

B103210109*        50-460        A 

JACKSONi  R.  E 

S1071303B1*        SO-30B        Q 

JACKSON.  R.  B, 

B107J4019B*        90-30B        a 

JACKSON.  R.  E. 
JACKSON.  R.  E 

B108S70490*        90-S2S        D 
B40B290471           WASTE  HOT 

JACKSON,  R.  E. 

B403260077*        90-344         P 

JACOBS,  A. 

B40306049  1           CONTHACT 

•JACOBS.  A, 

B403  140323            CONTRACT 

JACOB  8  i  A 

B403130194           CONTRACT 

JACOBS.  A. 

3103270360           CONTRACT 

JACOBS.  H 

B4030903B4           30-3B7        B 

JACOBS,  R. 
JACOBS,  R 

B403130060*        30-307        0 

84032901  33*        30-307        0 

JACDBSON.  H.  J. 

B403120010*        M-279        0 

JACOBSDN,  N 

B40309030B          PR 

JAFFE.D,  H. 

8403060303           30-317        P 

JAHECEK.R  F. 

B403090194*        30-237        P 

JANKOV,  2.  D 

B4O3  160096*        30-4  IS        A 

JANKOWSKI.S.M. 

8403060493*        CONTRACT 

JAMUSKA,  A.  0, 

B403I30117*        40-2061 

jANUflKA.  A.  0, 

8403220140*        30-303        0 

JAPE.  F 

8403140193*        00-261         0 

JAPE.  F. 

B4030700J7*        30-413        0 

JAPE-  F. 

B40307033B*        00-4  1  3        0 

JAPE,  F. 

B40314010B*        BO-41*         0 

JAJPC.F. 

B403160210*        SO-333        Q 

JAPE.  F. 

B403160S24*        80-413        Q 

JAPE.  F. 

B40316033B*        30-BS7        Q 

jApe.F, 

84031  6031  A*        30-B5O        Q 

JAPE.  F. 

B403160339*        30-2B9        a 

JAPE,  F 

8403160370*        30-413        O 

JAPE.  F. 

8403390209*        30-390        0 

JAUDON,  J.  P, 

B403260177*        30-247        0 

JEFFERB,  0.  J, 

B403220B93*        30-332        T 

JgNKINB.O,  R, 

B403070013*        SO-393        0 

AUTHfJB 

ACCESSION 
NUMBER 

SUBJECT 
CflTE&DRV 

JENKINS.O   R 

8403070143* 

30-333         0 

JENKINS,  0  R 

B403160U1* 

50-349         Q 

JENKINS.  D   R 

04031fiOl  41* 

30-269         O 

JENKINS,  0,  R 

B403J&D1  'f  fi* 

30-34  B         fl 

JEW  INS,  Q,  II 

B403160S44* 

50-339         0 

JENKINS,  0  R 

8403ii0300« 

30-361          Q 

JENKINS.  0  R 

B4032900S7* 

50-34H         Q 

JEW  I  MS,  S.  R 

B40329O2-6  6* 

50-3DS         0 

JENKINS,  0  fi 

S403~2902~?Oft 

&0-3i9         O 

JENNINGS,  fl    T 

B403300100 

30-317         9 

JEHBjM  H 

D103020121 

50-341          « 

JENS.M  H 

B4030901BB 

3O-34  1          V 

jewa.w  H 

B4030?OS47 

30-341          A 

JENS,  u  H 

8403  1  9002  1 

30-341          V 

JENS.  W,  H 

B4032001H3 

50-341          A 

JENB.W   H 

B4032  10048 

30-341          A 

J£NS>  W.  H. 

B403S10O74 

50-341          A 

JENS.W  H 

S4D323001B 

30-341          ft 

S4D3270043 

50-341         A 

JENSEN.  D  L 

B4030B0425-* 

30-EB9         P 

JEBRETT.  L   E 

8  4030901  O6 

PR 

JESSUP.  B, 

6403020037 

50-1O          P 

JESBUP.  B 

B403230129 

CONTRACT 

JIEftftEE.C   C 

B403S00235* 

40-13*1 

JIEF1REE.C.C 

8  fl  03260  109* 

40-13-41 

JlM.R 

B403B30050 

HASTE  H3T 

JOHNSON.  A  R 

8403090053 

90-46?         0 

JDHNSOM^A  (t 

8403L4QOil 

50-4B2         Q 

JOHNSON,  A  n 

8403190221" 

HA999 

JOHNSON.  E   D 

8403060336 

5O-133         P 

JOHNSON,  B  3 

B4030B01B4 

waas      R 

JOHNSON.  B  D 

B4O30B020A 

3O-233        H 

JOHNS  ttfl,B,H, 

B4031B004  t 

30-233        R 

JOHNSON,  B,  D 

8403120131 

5O-153         fl 

JOHNSON.  B,  D 

B4031  30145 

5O-2SS         P 

JQUN&QM-B  D, 

8403190101 

30-233         9 

JOHNSON,  0  0 

B40322007B 

50-299         P 

OOHNBON.  B  D 

3403230093 

30-233         P 

JOHNBDH,  C  A 

8403020206 

WASTE  MOT 

JOHNSON,  D 

8403260173* 

SO-334         0 

JOHNSON,  E 

O  4  0326  ff  24  5 

30-3B2        0 

JOHNSON,  E  H 

3403050091 

BO-29B         0 

J&HNSON.iE.  H, 

B403030  1  H9 

50-439         Q 

JOHNSON.  E  H, 

B4Q30B0133 

30-247         O 

JOHNSON.  E  H 

B^  03060  ISO 

90-443         Q 

JOHNSON.  E   H, 

B40304037I 

50-445         0 

JOHNSON.  E  H, 

B4<13t3QO&3 

50-438         Q 

JOHNBON.E,  H 

84031200B1 

30-267         P 

OOltttBDN.E  K 

S403130122 

3O-267         Q 

JDHNBON.  E,  H 

54  03130  131 

5Q-3B2         0 

JOHNBDW.E   H 

84O31301B3 

50-143        Q 

JDtlHSOH.E.H, 
JOHN  BON.  E.H, 

8403130331 
B4O3130234 

30-267         P 

50-H47         P 

0^03  13Q23  7* 

50-247        P 

JOHNS  DN,  E.  H 

8403130307 

30-296         Q 

JDHN80N,E  H 

B40313043B 

30-438         0 

JOHNS  0(4.  E.H, 
JOHNS  DM,  E.H 

8403130442 
84  03  16023  3 

30-449         fl 
BO-49Q         Q 

ODHNBOM,  E.  « 
JOHNSON.  E  H. 

34Q3L6.024£ 
3403140233 

30-303         fl 
30-298         0 

JOHNSON.  E  H 
JOHNSON,  E  H 
JQHNSOM,  E.  H 
JOHMaOM,  E,  H 
JOHNBDff,  E,  H. 

B4031900B7* 
8403190271 
0403190320 
9403190406 
B40330O123 

30-247         P 
50-332        Q 
30-267        P 
30-443        0 
50-443        0 

JOHNSON,  E  H 
JOHNSON'  E.  H. 
JOHNSON,  E  H 
JOHHBDN>E  H 
JOHNSON,  E.  H. 

&40320O247 
5403320031 
3403S6O06O 
8403260078 
3403=40100 

50-3B2        0 
3Q-29B        0 
30-43B        fl 
90-3B2        a 
90-B67        0 

JDHNSON,  E.H. 
JOHNSON.  E.  H 
JOHNSON.  E  H 
JBHMBDN.E.H 
JOHNSON.  E.H 

8403260161 
8403260174 

B403E40206 
B403360217 

30-267        0 
9O-247        0 
9O-267        Q 
90-443        0 
SO-48B        Q 

JOHWBON.  E.  » 
JOHNSON.  E.H 
JOHNSON*  fl.  E 
JOHNSON;  0.  ^ 

B403E60B3S 
B40  3270070 
8403010209 
B403I40043 
8403140044 

50-378        Q 
30-4S3        0 
30-413        0 
50-413        0 
30-413        0 

JOHNS  DH,  0.  E. 
JDHNBOH,  Q.  E 
JOHNBDN.  O.E, 

8403140123 
8403140124 
8403140130 
8403140169 

50-413        S 
30-413       0 
30-413        fl 
30-413        0 

JOHNSON,  0.  E. 

8403190174 

50-413        0 

ACCESSION 

SUBJEi 

AUTHOR 

NUMBER 

CATEO 

JDHNSON,  0  E 
JOHNSON.  J 
JOHNSON,  J  E 

joHjjgoN.J  n 

JDHNSON,  P    H 

040319OO73* 
9403130396 
B40309O270 

04Q31S0094 

30-413 

30-293 
30-HA7 
30-HB3 

50-32B 

JDHNSON.  R    U 
JOHNSON.  H    U 

B4031903A2 

PR 
pun 

JOHNSON.  R   W 
JOHNSON,  R    U 
JOHNSON.  S    M 

B4032KO247 
B403O901BO 

50-344 
PRM 

JOHNSON.  T   L 
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03011404740 
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JOHNSTON,  H   V- 

B3Q9SZ030K* 
0310170093* 

30-400 
30-400 

JOHNSTON*  W.  V 
JOHNSTON,  H,  V 

H3I114OOO4" 

50-400 

JOHNSTON,  H,  V 
JOHNSTON,  W    V 
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JOULE  V,  J  R 
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0403190D9I 
04D33001B2 

50-400 
5O-400 
60-400 

30-317 
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JONES,  D   B. 
JONEB.  0.  W. 
JONES.  0.  W 
JONES,  D   U 

B4O3O6OD9AK 
B40306010I* 

84O3S3OQ6O 

QAW9 
70-37 
70-140 

SO-ftSB 

JONES.  F 
JONEB.  F.  F 

B4Q3SOD130" 
8403300170 

QA979 

30-333 

JONES,  F   H 
J0NES,  O    ^ 
JONES.  0    T. 

B4030102H4 
B4O3O1O371 

FO1A 
50-2  B9 
50-239 

JDNEB,  0    T. 

B4Q3OBOJO3 

SO-BS9 

JONEB,  0.  T- 

6403020333 

30-239 

In  fJ(t  6   Q    T 

GflQ30i02-4  ^ 

50-357 

JQWES.C   T 

B4O309OOa9 

30-B39 

JONES.  O    T 

04O307O343 

50-259 

JONES,  O.  T, 

9403090353 

30-35? 

JONES,  O    T 

B4O313O181 

30-260 

JONES,  0    T 

gflO3lt3oaO3 

3Q-B37 

JONES,  O.  T. 

9403190133 

50-239 

JONES,  Q.  T, 

8403190371 

30-23? 

JONES.  O    J. 

9403300087 

50-B96 

JONES,  Q   T. 

8403200171 

00-H60 

JONES,  O.  T 

0403^00213 

00-B3? 

JONES,  0,  T 

B4O322OD46 

30-BB9 

-JONEB,  0   T. 

94032301  59 

M-R60 

JONES.  0  T 

0403300133 

30-339 

JONES.  R.  A, 

6403  13011  A 

30-443 

JONEB,  R  A 

8403130313 

90-44B 

JDNEB,  V   R 

B4030SOOS9* 

90-BOO 

JONES,  H.  C 

B40ai701fi6* 

30-BB9 

JONES.  W  C 

0402210  337  it 

30-2BS 

JONEB.  W  C. 

B4030103J2 

BO-2B3 

JONEB,  W  C, 

B4O3030O99 

80-J2S3 

JONEB,  W  C 

040  3030  134 

30-2B3 

JONES,  M1  C 

9403030133 

60-SBS 

JONES.  M   C. 

B,4O30&039& 

30-SBB 

JONES.  M  C, 

S403090S34 

BO-2B3 

JONES,  H  C 

64031BO17S* 

30-2B8 

JDWES.  M.  C 

B403130SOD 

50-2B3 

JONES,  M.  C. 

8403130438 

90-ffBB 

JONES,  ».  C. 

B40319DQ&1* 

90-BB5 

JONEa.H  C. 

B40319O134 

5Q-BBB 

JDNE8,  ».  C 

6403190201* 

00-KB3 

JONES,  U.  C 

B40320O17& 

30-BB3 

JONEB,  H.  C. 

B4Q3270249 

SO-2B3 

JONES,  H,  C, 

8403290163 

90-S68 

JOMEB,  U  C. 

S40  3230  193 

50-HS9 

JONCB.  U.  F 

B403120043 

OA99V 

JORDAN.  D. 

6403010149 

7I-3M 

JORDAN.  E.  L 

B01107Q32E!* 

9O-31  7 
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ROAN,  E   L 
RDAN,  E  L 
RDAN,  E-  L 
RDAN,  E  L 
RIMN,  E   L. 

B1033S063O» 
B40U9O072 
0402020093* 
B4  02090  OOB 
S40S09OO07 

FD1A 
30-3              Q 

50-293        F 
50-3              Q 
50-3              Q 

HDAN-,  E   L 
RDAM,  E   L 
RDrtN,  E  L 
HDAN,  E   L. 
RDAN,  E   L 

B4  020900  11 
B402090024 
B40309002B 
B4O2090O43 
940209OO44 

50-3              ft 
50-3              a 
50-3              a 
50-3              Q 
30-3              0 

RDAN.E   L 
RDAN.E   L 
HDAN.E   L. 
RDAN,  E   L 
RDAN,  E   L 

B40301O139* 
B403010iei» 
B40301OlflD* 
B4O301O193* 
B4030I019&* 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

RDAN.E   L 
RDAN,E  L 
RDAN,  E    L, 
RDAN,  M 
RDAN.,  H   J 

B40301030i» 
B40301O214* 
B4Q30BOl£'t« 
B103  130377 
B4030i0176« 

FDIA 
FOIA 
FOIA 
5O-266        B 
y}~St>i>        Q 

Ft  DAN.  M   H 
1DAN.  W   S 
1DAN.  W   S 
WER,  J 
WER,  J 

B403190Q02 
B10302O173 
B403020173 
B10B210133 
B  4  030203  11 

go-445      a 

50-443        O 
50-443        G 
IbE 
ItE 

'NCR.J 
WER.  J 
iTJER.J   II 
i-MER.J    H 
i-NHRrJ    H 

B4.03190135 
8403300074 
B403070299* 
B4O3OBO165" 
B403BEOD10* 

5D-B20        8 
50-219        B 
70-1100 
FBI  A 

SO  -272        a 

/HER,  J    H 
(HER,  J,  H 
-IAN,  C    A 
-JAN,  C   A 
IAN,  C   A 

6403390066* 
B403290203* 
B40307O163* 
8403070216* 
B4  03  160  222* 

70-39B 
SO-320       a 
30-327        Q 
50-416        Q 
50-390        Q 

IAN,  C   A 
ISE.H 
OH  NO.  T.  L 
TUS,  P    S 
ILE,  J   D 

B4  031  602  23* 
B403040109 
5403220123 

B40320O31S 
S4  03020  176 

50-327       Q 
50-318       S 
WASTE  MOT 
WASTE   MOT 
70-143 

ILE.J   D 
'LEj  J   B, 
LE.J   B 
U,H 
E.  D    L 

B40307O24B* 
B4031603B6* 
04031  603B9* 
B4032603A9* 
040309019B 

50-416        Q 
70-143 
70-143 
50-275        0 
PT21 

E,  D.  L 
E,  D    L 
E,D    L 
EfD    L 
ITaWSKI.T 

B403O90HOO* 
8403070202* 
8403090203* 
B40314D13B 
0403290316 

PTE1 
PTH1 
PT21 
PT21 

HASTE  MOT 

W1ANAKIB.  N 
IVIAKAKIBj  N 
WIANAKIB.  N 
WIAKAKIS.  N 
IVIANAKIS.  N 

S403060113 
S4O31201O7 
S4O3  130382 
04031  3001  1 
B403  160027 

30-234       R 
3O-S69        8 
5O-2S4        R 
50-254        R 
50-245        5 

WIANAKIB.  N 
WIANAKIS.  N 

/ERBDEH,  C 
1ER,  D.  B 
1ER,D.  S 

94O3200106 
9403B001HB 
84030  B0366* 
S40307009B 
8403070271 

50-S65        B 

30-265       B 
FOIA 
5O-390        Q 
M-259        Q 

1ERER,  C 
1ERER.  C 
•IERER,  C 

1ERER.  C 
1EHER,  C. 

S101  13034.3* 
iff4030  10044* 
S  4030  10049* 
B4030  10034* 
B4O301O050* 
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FDIA 
FOIA 

FOIA 
FDIA 

1ERER,  C 

1ERER.  C. 
1ERER,  C 
.M   S 
>A,  B.  K 

6403010063* 
B4030  10067* 
84O3O20051* 
B4O3290301 
B40302D31  B 

FOIA 
FOIA 

M-337       A 
PRM 
30-3SO       P 

A,B  K. 
A,B  K. 

IA-B  K 
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A,B  K 

B4O30B0267 
8403090036 
B403120102* 
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B403I30473 
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50-320       Q 
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A.B.K. 
A,B,K. 
AiB   K 
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KAflMAN,  M 
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SO-4BH 

0 
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30-329 

S 

KARH  ,  J   E 

B4030a0442» 

50-339 

a 

KAFIR,  J   E 

B40306Q444K 

50-329 

a 

KAFIR,  J   E 

840  3060443* 

30-339 

0 

KARR  ,  J   E 

B4030S0192 

50-329 

B 

KARR,J   E 

B4Q3Q60221 

M-3K9 

S 

KARRj  J   E 

B4030B025O 

30-329 

S 

HARRj  J   E. 

B4031  30074 

30-3E9 

8 

KARR,  J   E 

6403130173 

50-32? 

8 

KAHR.J    E 

B4031  30194 

50-329 

9 

KAHI?.  -J   E 

B403130193 

30-329 

B 

KARR.  0    E 

8403130238 

50-329 

S 

KARR,  J    E 

8403130271 

50-329 

B 

KARft.J    E 

B4031  30397 

50-329 

a 

KARR.  J    E 

B403  130331 

50-329 

B 

KARR.  0    E 

6403130393 

50-329 

A 

KARR,  J    E 

B4031  30470 

30-329 

A 

KARR,  J    E 

840313047? 

30-359 

B 

HA  It  Ft,  J    E 

B403S70062 

50-329 

R 

HA-RH,  J  £ 

B403270093 

50-329 

B 

KARR,  J   E 

B403B7009& 

50-3S7 

S 

KAflR,  J  £ 

8403270227 

50-329 

B 

KARR-  J.  E 

B40330000A 

50-3S9 

B 

KARR'  J  E 

B403300035 

50-329 

B 

KASS,  D  E 

8403.080053 

FOIA 

KABSAKATIS.  L  D 

B4030701B7 

50-397 

B 

KAS8AKATI8.  L   D 

B403  130337 

M-397 

B 

KASSAKATI3,  L   D 

8403300105 

&0-397 

B 

KAB9AKATIS,  L   D 

B4032O0339 

50-397 

8 

KASSAKATI8.  L  D 

B40326002B 

50-397 

B 

KA55AKATI0,  L   D 

B4032B0003 

50-397 

B 

KABSAKATI9,  L  D 

8403280007 

50-397 

3 

KASSNER,  0 

6403090161 

50-29D 

3 

KASTURI,  B 

B4031  30014* 

50-440 

0 
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30-44.0 

a 
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8403030007 

30-29 

F 

KAY.J  A 
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30-29 

P 

KAY.J  A 

B4031B01B1 

50-29 

R 

KAY.J   A 

B4031302B7 

90-29 

P 

KAY,  J   A 

B403200SB4 

50-39 

P 

KAY.J   A 

B4033002BB* 

50-29 

P 

KAY,J    A 

8403270003 

SO-39 
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P 
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P 
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B403190104V 
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a 
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a 
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a 
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M-3B7 

e 
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8 
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SO-3B7 

S 

KE1SER.H  » 

B403I4O011 

30-3B7 

B 

KB1BER.H.H 

B40314001B 
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8 

KEISER,H  M 

B403160199 
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8 
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B40326OB26 

30-387 

B 

KEITH,  R  N 

B403O9O023 

30-333 

B 

KEITH,  H  N 

B403300231 

SO-333 

B 
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30-333 

8 
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Q40306O145 

30-331 

S 

KELLER,  M. 
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KELLEY,  D  L 

B4031  30493* 

30-445 

a 
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a 
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90-400 
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i 
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KELLY,  J. 
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a 
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a 
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a 

KELLY,  J,  A 
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90-49B 
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a 

KELLY,  J.  A.  F. 

6403260240* 

90-898 

a 

KEULY,  J  E. 
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KELLY,  L 
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R 

KELLY,  H  J. 
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KELLY,  M   J 
KCLLY,  R    B 
KELLY,  T. 
KELLY,  H.  J 
KELLY,  H   J 

B403  190237 
B403010113 
B403200173 

B4  0302000  4 
B403300141 
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TDPREP 

90-304 
30-275 

30-S7S 

8 

R 

R 

HEMPER.J   B 
KEMPER.  J   B 
KEMPER,  J   B 
KEHPER.J   B 
KEMPER.  J   a 

8401240207 
8403020104 

B403020266* 
8403050161 
B4030702B1* 

50-332 

30-352 
90-382 
30-332 

00-332 

A 
A 
A 

E 

a 

KEMPER,  J   B 
KEMPER,  J   3 
KEMPER,  J   8 
KEMPER,  J   B 
KEMPER,  J.  B, 

B4031300B4 
8403  160  192 
S403190197 

8403200144 
8403240349 

90-332 
50-332 

90-392 
90-392 
30-332 

B 
A 
A 
0 

E 

KEMPER.J  B 
KEMPER,  J   8, 
KEMPER,  J,  B 
KENDALL,  J  H 
KENNEDY,  ID 

B403270O71 
B403270172 

B4032B03S3 
B4030B0009* 
8403060063 

90-352 
50-352 
90-392 
30-27 

30-320 

a 

A 
0 
P 

H 

KENNEY,  D. 
KENNY.  T   J 
KENYON,  B.  D. 
HENYON,  tf  D 
KENYON-  B  D 

B403  130474 
S403150Hb6» 

6403020036 
8403120026 

8403130059 

30-436 
SO-2B6 
30-3B7 

30-3BB 
SO-3B7 

D 

a 

R 

A 
R 

KENYDN,  B   D 
KENYdN,  B    D 
KENYQN,  B   D 
KENYON.  B.  D 
KENYON,  B   D 

B4031903&61 
9403190403 
S403200230 

B403200292 
04032101  IE 

50-3B7 

pn 

50-387 

BO-3B7 
90-3B7 

a 

F 
F 
R 

KENYDN.  B,  D 
KENYQN,  B    D 
KENYON,  B.  D 
KENYON,  B    D. 
KENVON,  T  J 

B4Q3220041* 
B403320133* 
B403300069* 
B403300147 
5403060534 

BO-387 
50-387 
SO-3B7 
50-387 
50-390 

a 
a 
a 

R 

A 

KEPPLER,  J  0 
KEPPLER.  J  0 
KEPPLER,  J.  0 
KEPPLER,  J  6. 

KEPPLER,  J   0 

B10129070B* 

B403070343* 
B4030B0044- 
S403QB0037* 
B4030BO101* 

FOIA 
50-329 
FOIA 

FOIA 
FOIA 

B 

KEPPLER,  J  Q 
KEPPLER,  J  0 
KEPPLER,  J.  0 
KEPPLER,  -J  0 

KEPPLER,  J,  0. 

0403090137* 
B4030B0173* 
B4030B0208 
B4030BQ249 
8403120116 

FOIA 

FtJIA 
90-319 
90-139 
30-313 

a 

B 

a 

KEPPLER,  J   0 
KEPPLER,  J   0 
KEPPLER,  J  0 
KEPPLER,  J   0 
KEPPLER,  J   B 

B4031303BO 

B4031901BO 
B4D3  190236 
B4031902B6 
B403  190294" 

50-346 

50-329 
50-331 
90-346 
90-346 

s 

A 

a 
a 
o 

KEPPLER,  J.  0. 
KEPPLER,  J  0, 
KEPPLER,  J.  0. 
KEPPLER,  J   0 
KEPPLER,  il   0 

8403  190341 
B403200190 
S40323O08B 

8403240063 
B403270246 

30-346 
90-461 
30-10 
00-33B 
50-484 

B 
A 

a 

A 

a 

KERCH,  H  W 
KERCH,  H  W. 
KEREKES,  M  A 
KERWIN,  C.  M 
KESSINQERiH  H 

B4030203O9* 
B403  190034ft 

840301  O303* 
B403O70109 
B403220066 

90-277 

30-3BB 
50-388 
NUREO 
50-273 

a 
a 

E 

a 

KETZLACH,  N, 
KETZLACH-  N, 
KETZLACHr  H 

KEYSERLINO'W  M 
KIEL,  0.  R 

B403070019* 
8403070112* 
B4031901&D 
84032201  IB 
8403260037 

70-1201 
70-824 
90-352 
ACRB 
XPOflTLIC 

0 

KIEL,  0  R 
KINNEMAN,  J. 
KINNEMAN,  J. 
H1NNEMAN.  J. 
K1NNEMAN.  J  D 

B403260042* 
B403QB0162* 
B4030BO16&* 
B403B  10040 
B403QB0102* 

XPORTLIC 
FOIA 
FOIA 
IKE 
FOIA 

KINNEMAN,  J.  D 
KINNEMAN,  J.  D 
KINNEY,  H  W 
KINTER.  E.  E. 
KINTNER.L  L. 

B403QB0173* 

B4030B01B9* 
84030203031) 
3403270123 
B4031601B9 

FOIA 
FOIA 

50-34 
30-320 
30-332 

a 
p 

A 

KINTNER.L.  L 
KIRBY,  L.  J, 
KIRK,  Q   B 
KIRK,  C.  B.  E 
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B4  03020204 

90-2  3O 

a 

LEWIS,  R   C. 

64  030202  4B 

50-S3O 

B 

LEWIS,  R   C. 

B4  030202  34 

30-34? 

F 

LEWIS,  B.C. 

B4  03020293 

SO-23O 

a 

LEWIS,  R  C, 

B4  03070  125 

SO-37H 

0 

LEWIS,  R    C. 

B4O3Q7013H» 

50-3?  S 

o 

LEWIS,  R    C 

8403070339 

90-260 

o 

LEWIS,  R    C. 

S4O30703A4 

50-849 

o 

LEWIS,  R    C. 

B4O3080377» 

30-4B4 

o 

LEWIS,  R   C. 

B4O312Q110 

50-3A9 

F 

LEWIS,  R   C. 

8403120119 

SO-2A? 

F 

LEWIB,  R.  C. 

8403130033 

9O-302 

F 

LEWIS,  R   C 

8403130377 

3O-327 

F 

LEWIS,  FT.  C, 

B4031304B4 

so-as? 

F 

LEWIS,  R   C 

B4O31304B3 

so-asy 

F 

LEMIG.J)   C. 

B403160Q29 

3O-239 

F 

LEWIS,  fl   C 

B403  160035 

90-327 

F 

LEWIS,  R   C. 

B40316Q139 

9O-327 

F 

LEWIS,  A.  C 

84031601-10 

30-438 

0 

LEWIS,  fl.C. 

S4O31&O19O 

30-321 

F 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOQBY 

LEWIS,  R    C 

BIOS  160162 

30-239 

Q 

UEWI3,  R   C 

84031  601  7B» 

9O-2S9 

0 

LEH19,R   C 

B4031A0194 

30-400 

Q 

LEWIS,  R   C 

B40316D311 

90-413 

Q 

LEWIS,  R   C 

B403I6021B 

9O-23? 

0 

LEWIB,  H.  C 

B4031<60220« 

50-413 

0 

LEWIS,  R.  C 

B40316023& 

50-321 

P 

LEWIB,  R    C 

EH03160S27 

30-237 

V 

LEWIS,  R,  C 

B4031&0230* 

50-239 

a 

LEWIS,  R    C 

B403  160231 

30-302 

p 

LEWIS,  R   C 

84031  6024  S 

30-269 

F 

UEWIS.R   C 

B4031  60847 

50-239 

P 

LEWIS,  R   C 

B403  160249 

90-S61 

a 

LEWIS,  R   C 

B403160332 

50-417 

A 

LEWIS,  R   C 

B4031&0234 

50-230 

F 

LEHIB,  R    C 

8403160237 

50-34B 

Q 

LEWIS,  R   C 

B4031602&9 

50-2BO 

P 

LEWIS,  R   C 

84031  6QS720 

BO-34B 

a 

LEWIS,  R,  C 

B403160273* 

30-261 

a 

LEWIS,  R   C 

8403160276 

3O-2BO 

F 

LEWI9,  R   C 

B40316027B 

5O-2i9 

F 

LEWIS,  R   C 

B403160SB1 

90-416 

F 

LEWIS,  R,  C 

8403160283 

3O-261 

F 

LEWIS,  R   C 

B403160S8S 

30-302 

F 

LEWIB,  R    C 

8403160293 

90-413 

a 

LEWIS,  R    C 

B4031  60294 

50-393 

F 

LEWIB,  H    C. 

8403160297 

SO-369 

a 

LEWIB,  R.  C 

B4031603Q4* 

50-369 

a 

LEWIS,  R    C 

8403160307* 

50-413 

a 

LEWIS,  R    C. 

B4031  60308 

BO-239 

a 

LEWIB,  H    C, 

B403160317* 

90-369 

Q 

LEWIS,  R    C 

B4031&03SB* 

30-239 

a 

LEWIS,  R    C, 

8403160330 

90-400 

A 

LEWIS,  R.  C. 

B403I60333 

30-302 

a 

LEWIB,  R    C. 

84031&O343 

30-239 

F 

LEU18.R    C. 

8403160334 

30-34B 

F 

LEWIS,  R    C. 

8403190136 

30-239 

Q 

LEWIS,  R    C. 

B403190172* 

30-239 

a 

LEWIS,  R    C. 

8403210119 

30-416 

Q 

LEWIS,  R    C 

B403290013 

30-366 

B 

LEWIS,  R   C 

B403290178 

SO-239 

a 

LEWISjR   C. 

8403290192 

50-230 

a 

LEWIS,  R,  C, 

8403290193 

90-366 

a 

LEHISj  R.  C. 

B403290193* 

5O-366 

a 

LEWIS,  R   C. 

8403290203* 

50-25? 

0 

LEMIS'R   C. 

B403290211* 

50-839 

a 

LEHIB.R.  C. 

B403270213 

90-239 

V 

LEWIB,  R    C 

8403290230 

50-33B 

a 

LEWIS,  R   C. 

B403290269* 

9O-33B 

a 

LEWIS.  R   C. 

8403290270 

30-413 

0 

LEUIS.R.  C, 

9403290322 

30-239 

V 

LEWIS,  R    C 

8403300022 

30-369 

F 

LEWIS,  B  H 

8403070349* 

50-32? 

S 

LEWia.S,  H, 

840307033  1« 

30-32? 

a 

LIANO.C  y 

840319011?* 

30-273 

9 

LIAU.  B.  D 

8-403160035 

TOPREP 

LIBARKIN.  M   14 

8307260036 

ACRB 

LICHTENDEROER 

S  40  1240340* 

7O-1100 

LICKTENBER6ER 

Q403060161* 

OA999 

LICHTENBEROER 

B403130476* 

7O-1100 

LICITRA.E  A 

B403S90043 

5O-32B 

A 

LID£N,  E.  A 

B403060312 

3O-272 

V 

LIDEN,  E.  A 

8403070240 

50-272 

R 

LIDEN,  E.  A 

S403090049 

30-272 

P 

LIDEM,  E.A 

6403130017 

30-272 

P 

LIDEN.E.  A. 

B4O313010B 

30-311 

P 

LIDEN,  E.  A 

S-403220036 

30-272 

a 

LIDEN,  E.  A 

B4032702B  1 

30-272 

p 

LIDEN,  E.  A 

B4033000B3 

30-272 

p 

LIDEN,  E.A 

8403300177* 

90-272 

a 

LIDEN,  E   A 

S4033001B3* 

50-272 

a 

LIDEN,  E.  A. 

B4033O01B6* 

90-311 

a 

LIEBERHAN.  E   B. 

S4030701  3B* 

3O-322 

T 

LIEBERHAN,  E  B 

B40307017H* 

90-322 

T 

LIEBERHANi  E,  B. 

B40307019B" 

SO-32S 

T 

LEEBERMAN,E  B 

B403070201* 

50-322 

T 

•LIEBERMAN,  E,  B, 

B403070207* 

90-322 

T 

LIEBERMAN,  E  B 

B40323002O 

50-322 

T 

L.IEBEHMAN,  E.  B 

B-4032300&6 

90-322 

T 

LIEBERNAN,  J 

B4030BO43  1  * 

50-373 

E 

LIETQ.R   P. 

B40321O107 

PRM 

LIM.  J    J. 

B40303O029* 

90-386 

P 

LIM.  T    H. 

B103190113 

50-224 

R 

LIN.  D 

640316.0241 

9O-373 

R 

LIN.  D    U 

B40302013B 

50-373 

R 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEOOfiV 

LINDER 

S403300131 

90-409       H 

LINDER,  F 

8403020161 

50-409       R 

LINDER,  F, 

S4030B0031 

50-flO?       R 

LINDER,  F 

B4030B0236 

90-40?       R 

LINDER,  F 

84031  2DOB3 

90-409       O 

LINDER,  F 

B403  130290 

90-409        P 

LINDER.  F 

B4031  30333* 

30-409        Q 

LINDER,  F 

B4O3  160047 

30-409        F 

LINDER,  F 

B4032Q0163 

30-409        B 

UNDER,  F. 

B403230002 

30-409        R 

LINDER.F. 

B4O32902B3 

50-409         P 

LINDER,  F 

B4033000S? 

90-409       P 

LINDOUIST.  T  R 

B403230102* 

50-259         P 

LINDQUIST,  T  H 

B403230106* 

90-233        P 

LIND8EY,  D  J. 

B403060193 

90-333        B 

LINEMAN,  J. 

8403220239 

WASTE  MOT 

LINEHAN,J  J 

8403220274 

14ABTE  MOT 

LINENBEROER.O 

S4031  30394 

30-424        0 

LINTONi  a.  W. 

B40321D012 

PR 

LINVILLE.J  C 

B40322O119* 

90-272         Q 

LINVILLE,  d.  C. 

B40329013?» 

90-272        0 

LIPINSKI,D. 

B40302023B 

30-213        8 

LI  SEND,  R 

B403O10369 

90-333        B 

LIBTER,  H  E 

BD1  0230903* 

FOIA 

LITTLE,  W,  8 

B4030B0114 

50-373        Q 

LITTLE,  W  B 

B403080S99 

5O-319        Q 

LITTLE,  W   8. 

B403120122 

90-440        0 

LITTLE,  H   S 

B4O3  190207 

50-234        Q 

LITTLE,  W.  B 

B403  190240 

90-266        Q 

LITTLE,  W   8 

B4O3  190244* 

90-266        Q 

LITTLE,  W   B. 

840319026B 

90-434        Q 

LITTLE,  W,  3. 

B4O3  190297 

50-434        Q 

LITTLE,  H   8 

840319034B 

90-440        Q 

LITTLE,  W  8 

B4O326022B 

50-494        Q 

LITTLEHALES,  0 

S40301O122 

OA999 

LITTLEHALES.O 

B403060262 

OA999 

LIU,  M. 

B4030B03B4* 

9O-424        Q 

LIU,  M.  C 

B4031603S3* 

30-3?0        Q 

LLAURADO.  J.  0. 

B403290259 

PRM 

LDBNER.P 

B4O30S026B* 

90-2?B        F 

LDBNERtP. 

9403090306" 

5D-29B        F 

LOME,  a 

B403060164 

FOIA 

LODOE,  T.  J 

8403270073 

5O-440        0 

LOFOREN,  E. 

8403010041* 

FOIA 

LOFY,  R.  A. 

S4030B0193* 

50-273        Q 

LOFY,  R   A 

84030BO199* 

30-273        Q 

LOOSDON,  M  J 

84032B0233 

WABTE  MOT 

LOOUE,  R   H 

B40301O338 

30-277         S 

LOIONON,  8  A 

8403020039 

9O-39D         R 

LDI8NON,  fl.  A 

B403300145 

30-393        R 

LOMDARDO,  J  J 

8403010290 

30-219        P 

LOVENDALE,  P   C 

8403190334* 

30-295        Q 

LOVETT,  8 

8403130497 

30-424        B 

LOWE,  A  L 

B4031  90246* 

TOPREP 

LUCENA,  S. 

8403020157 

XPORTLIC 

LUCK,  14  D. 

B403060082 

50-337        0 

LUCKS,  A.  S 

B403060407* 

90-329        0 

LUCKS,  A.  fl. 

B4O306041  5* 

5O-329        O 

LUCKS,  A.  8 

B4O3060420* 

50-32?        Q 

LUCKS,  A  B, 

B4O3060423M 

90-329        a 

LUCKS,  A  S, 

8403060428* 

90-329        a 

LUEBKE,  E.  A. 

8403260003 

30-142         O 

LUEHMAN,  J  Q 

84032?0291* 

30-338        Q 

LUEHMAN,  J.  0. 

8403290294* 

30-33B         a 

LUHB.  R   F. 

B40327O362* 

CONTRACT 

LUNDBLAD,  D 

8403190191 

90-908        O 

LUNDVALL,  A.  E. 

B4O30203460 

30-317        8 

LUNDVALL.A   E 

B4O309D078 

30-318        P 

LUNDVALL,  A.  E. 

B403060263 

30-317        P 

LUNDVALL,  A   E 

B4O30604OO 

30-317        P 

LUNDVALL,  A  E 

B4031303O3 

90-317        Jt 

LUNDVALL,  A.  E, 

B403  190049 

90-317        0 

LUNDVALL.  A.  E, 

B403160O40 

90-317        P 

LUNDVALL,  A,  E. 

B4031  90018 

30-317        F 

LUNDVALL,  A.  E, 

B40319O4OB 

90-317        Q 

LUNDVALL,  A   E. 

B403220032 

90-317        F 

LUNDVALL,  A   E. 

B4O32601124 

30-317        Q 

LUNDVALL,  A,  E 

B403260236 

30-317        P 

LUNDVALL,  A,  E. 

8403300070 

30-317        P 

LUPTAK.  A. 

B4O322O1O30 

30-309        9 

LYONS,  J.  L. 

B40301001S 

40-29? 

LYONS,  J,  L. 

8403190284 

4O-299 

NACDDNALD.C   E. 

B4O3020229 

71-9071 

MACDONALD'C.E 

B40302023? 

71-9161 

NACDONALD.C   E. 

8403020430 

7I-?10B 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

MACDDNALD,  C 
MACDONALD,  C 
MACDONALD,  C 
MACDONALD,  C 
MACDDNALD.  C 

E 
E 
E 
E 
E 

B403020423* 
B4O305Q33B 
8403050340* 
8403040574 
B403070O02 

71-910B 
71-314 
71-514 
71-9009 
71-9190 

MACDONALD,  C 
MACDDNALD,  C 
MACDONALD,  C 
MACDONALD,  C 
MACDONALD,  C 

E 
E 
E 
E 
E 

B4O3070011 
B4O30B0312 
B4O30B0314* 

B4030B0394 
B403080396* 

71-9140 

71-4601 
71-6401 
71-4406 
71-6406 

MACDONALD,  C 
MACDONALD,  C 
MACDONALD.  C 
MACDONALD,  C 
MACDONALD,  C 

E 
E 
E 
E 
E 

B4O3080397 
B4030B0399* 
8403080416 
84O30S0418* 
B4031  40235 

71-9001 
71-9001 
71-90BO 
71-90BO 
71-913 

MACDONALD,  C 
MACDONALD,  C 
MACDDNALD,  C 
MACDDNALD,  C 
MACDONALD,  C 

E 
E 
E 
E 
E 

B4Q314023B* 
B4O3210212 
B4O3230164 
B403230249 

B4O3260094 

71-313 
71-6601 
71-44.01 
71-9O09 
71-9142 

MACDDNALD,  C, 
MACDONALD,  C 
MACDONALD,  C. 
MACDDNALD,  C 
MACDDNALD,  C 

E 
E 
E 
E 

E 

B403260331 
8403240334* 
0403280214 
8403380318* 
8403300224 

71-9450 
71-8490 
71-9036 
71-9036 
71-9134 

MACDONALD,  C 
MACDONALD,  C 
MACDONALD,  C 
MACDONALD,  C 
MACKAY.  B 

E 

E 
E 

E 

B403300227* 
8403300229 
8403300298 
8403300302* 
B40302D11B 

71-9134 
71-9160 

71-9027 
71-9027 
90-324 

F 

MACHAY,  8 
MACKAV,  B  D, 
MACRAE,  J  B 
MACRAE,  J  B. 
MACRAE,  J  B 

B4Q32600B9 
8403030159 
B4030203BO 
B4030203B1 
B4Q30203B3 

50-324 
50-324 
ORO 
ORO 
ORO 

F 
F 

MACRAE.  J.  B, 
MACRAE,  J  B 
MACRAE,  J  B, 
MACRAE,  J.  B, 
MACRAE,  J  B. 

B4O302D3B9 
B4030203B7 
B4O30203BB 
84030404  9B 
8403040460 

ORO 
ORO 
ORO 
ORB 

ORO 

MACRAE,  J  B 
MACRAE,  J.  B, 
MACRAE,  J   B 
MACRAE,  J  B. 
MADDEN 

8403040463 
B403230O77 
B403230OBO 
84O3260O39 
B4O3060171 

ORO 
ORB 
ORO 
ORO 
FDIA 

MADDEN,  B. 
MADDEN,  T.  J. 
MADDEN,  T  J. 
MADDEN,  U 
MADDEN,  W  J. 

8403190135 
8403010111 
8403080326 
8403300O74 
B403230010* 

50-220 
FDIA 
FDIA 
90-219 

90-272 

B 

B 
Q 

MADEDA,  T  J 
MADEDA,  T  J. 
MADERA,  J  R, 
MADERA.  J.  R 

MADBEN,  0 

84030  1034B* 
0403190239* 
840306021  0« 
8403080215* 
B4O3  130391* 

30-434 
50-331 
4O-BB30 
FDIA 
OA999 

a 
o 

MADBEN,  0  L 
MADBEN,  B  H. 
MAIER.J  E. 
MAHAY,  E. 
MALCQM.J  B 

B4D215D226* 
B40314032B* 
8403300191* 
84031902B2* 
B403020O77* 

QA999 

CONTRACT 
90-244 
50-313 

CONTRACT 

a 
a 

MALODY,  C  W. 
MALBCH,  M  0. 
MANOAN,  C.  V. 
MANOAN,  C   V. 
MANflAN,  C.  V. 

B403060421* 
8403080379* 
B4O3040221 
6403060347 
6403060446 

70-1237 
FDIA 

90-230 
90-320 
90-230 

p 
p 
p 

MANOAN,  C.  V. 
HANOAN,  C.  V. 
MANOAN,  C.  V. 
MANOAN.  C.  V. 
MANOAN.C   V 

B403090040 
8403090146 
B4O3120O99 
8403130343 
B4O31303B4 

30-220 
30-230 
90-220 
30-410 

90-220 

p 
p 
p 

s 
p 

MANOAN-  C.  V. 
MANOAN,  C.  V. 
MANOAN.  C.  V 
MANOAN.C  V 
MANOAN.C   V. 

B4O320OOOE 
B4Q3200232 
B4O32  10136 
8403220177 
8403230078 

90-220 
50-410 
90-410 
90-220 
9O-220 

p 

A 

S 
P 
P 

MANOAN,  C.  V. 
HANOAN,  C.  V, 
MANOAN.  C.  V. 
HANOOBA.  L  B. 
MANKOFF,  L.  L. 

B403230116 
8403270176 
B4O3300O3B 
8403120019* 
B4O3  130397 

50-220 
9O-280 
50-330 
90-275 
PT21 

F 
P 

P 
0 

MANOLY,  K. 
MANOLY.  K.  A. 
MANOLY,  K.  A 
MAHANTE.R  J 
MAROLJLIES.M 

B, 

B403300103* 
B4O3020372* 
8403190034* 
B403200O67* 
B4D304D1  1  1 

5O-354 
9O-293 
5O-3B8 
3O-219 

90-30B 

Q 
Q 
Q 
O 

AUTHOR 

ACCESSION 
NUMDER 

SUBJECT 
CATEOOHV 

MAHQULIE9.  M    D 
MAfiKEY,  E   J 
MARKEY,  E  J 
MABKIN,  K  H 
MARKDS,  0 

8403130394 

84O301003B* 
8403120393* 
8403010371 
84O3O30318* 

5O-4B4         0 
FOIA 
COMMISSION 
5O-2B9         S 
WASTE   HOT 

MARKOS,  0 
MARKOS,  0 
MARKOB,  0 
MAROSE,  R 
MARSHALL-  J    R 

B4030S03k9* 
B4O30  50322* 
84O3OBO323* 
B40  32001  12* 
S403O2OO7B 

WASTE  MOT 
HASTE   HOT 
HABTE   MST 
50-409         F 
90-313         R 

MARSHALL,  J    R 
MARSHALL,  J    R 
MARSHALL,  J    R 
MARSHALL,  J.  R 
MARSHALL,  J   R 

B403O2OOB1 
B40303013B 
S4O3O£02O3* 
B4O306030B 
9403060350 

3Q-36B         R 
90-313         P 
5O-313         fl 

M-313      n 

5O-313         F 

MARSHALL,  J   R 
MARSHALL,  J  R 
MARSHALL,  J,  R 
MARSHALL,  J   R 
MARSHALL.  J  R 

B4Q3060430 
B4O3090139 
B4O3090179 
84031  BOO  11 
8403130024 

BO-313         F 
5O-36S         B 
3O-313        P 
5O-313         F 
KJ-3A8         B 

MARSHALL,  J   R. 
MARSHALL,  J  R 
MARSHALL,  «J  R 
MARSHALL,  J  R 
MARSHALL,  J  R 

8403130324 
8403130347 
8403130437 
8403130473 
8403300174 

50-349        S 
50-348         8 
50-313         0 
30-313         F 
50-3  13         F 

MARSHALL,  J  R 
MARSHALL,  J  R 
MARSHALL,  J,  R 
MARSHALL,  J   R 
MARSHALL,  J    R 

B403S00171? 
B4  03200246 
B4D322002O 
S4O3230091 
B4O3260137 

M-313        F 
50-313         F 
50-3  4B         B 
SO-313         P 
SO-348         ft 

MARSHALL,  J   R 
MARSHALL,  J    R 
MARSHALL,  J   R 
MARSHALL,  J  R. 
MARSHALL,  J  R 

B4D32702SB 
B4O32B0094 
B4O3290137 
84O33000&B 
S4  03300  164 

5Q-34H         B 
30-3  1  3         F 
50-34B         3 
30-313        R 
50-368         R 

MARTIN,  J.  B 
MARTIN,  J  D 
MARTIN,  J.  D, 
MARTIN,  J  D 
MARTIN,  J  P 

8403010114* 
84O3O90173 

B403O20097 
8403O701B7 
B4  03  130337 

30-BOB        T 
PHM 
30-397         H 
90-397         B 
5O-397         S 

MARTIN,  J  D 
MARTIN,  J.  D 
MARTIN,  J  D 
MARTIN,  J  D 

MARTIN-  J,  D 

8403300339 
B4  0334002  5 
B4O33SOOO3 
B4O32BOOO7 
3403300056 

5O-397         S 
50-397         S 
30-397         S 

50-377         S 
50-397         H 

MARTIN.J  P 
MARTIN.T  J 
MARTIN,  T  J, 
MARTIN,  T  J 
MARTIN,  T  J 

B4Q3200109 
84O3O90QBO 
B403130014» 
B4031  30372* 
B4O31301OB 

50-397         B 

90-S72        fl 
50-394        Q 
3O-334        0 
50-394        B 

MARTIN,  T  J 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T.T 

8403210118 
B40  124033  7 
B4O3O10301 
8403010307 
8403O1036O 

30-354         B 
70-1  100 
SO-317         F 
30-392         Q 
70-1100 

MARTIN.T  T 
MARTIN.T  T 
MARTIN,  T.T, 
MARTIN-T  T 
MARTIN.T  T 

84030202  1  4 
8403020343 
B403O20306 
840302031  3 
B4Q302033  1 

5O-3BS         Q 
SO-293        fl 
SO-277         Q 
SO-393        fl 
40-4920 

MARTIN.T  T 
MARTIN,  T.T. 
MARTIN,  T.T. 
MARTIN.T  T 
MARTIN,  T,  T 

84O3O2034  I 

B4O3Q2Q333 
S4O3090014 
B4O3Q3013& 
B4O3Q30274* 

50-347        a 
50-2B4        Q 
BO-347         a 
40-673 
FDIA 

MARTIN.T  T 
MARTIN.T,  T. 
MARTIN.T  T 
MARTIN.T  T 
MARTIN.T  T. 

B4O3O7024  0 
84O3O702SB 

B403O70H76 
B403  070378 
B4O307D3O1 

30-387        Q 
7O-1100 
nO-392        Q 
SO-309        F 
SO-3B7        Q 

MARTIN.T  T. 
MARTIN.T   T 
MART  IN,  T.T. 
MARTIN.T.  T 
MARTIN.  T  T. 

B403070320 
84O3O70333 
84O3OB0199* 

B403090037 
B403O90143 

50-277        Q 

30-433        0 
FOIA 
SO-394        Q 
30-443        F 

MART  IN.  T.T 
MARTIN.T.  T 
MARTIN.T  T 
MARTIN.T  T. 
MARTIN.T  T. 

8403090231 
B4031201O1 
B403130OO9 
B403130171 
B4O31  30274 

50-387        F 
50-320        Q 
90-394        fl 
50-272        F 

70-2  m 

MARTIN.  T.T. 
MARTIN,  T.T. 
MARTIN,  T.T. 
MARTIN,  T  T. 
MARTIN,  T.  T. 

B4O31303OD 
B4O3£304SS 
8403190012 
8403190027 
B403190D&B 

MISC 
40-6329 
SO-S19        0 
90-388        a 
9O-272        Q 
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MART  I  M.  T    T 
MART  I  M.  T    T 
MART  I  M.  T    T 
MART  I  M,  T.  T 
HAHT1H.  T    T 

B4031301O6 
B403130ISB 
B403  160132 
B4031602O5 
B403  1  602-4  1 

50-336 

30-320 
90-272 
30-219 
50-333 

MARTIN,  T  T 
MART  I  M,  T  T 
MARTIN,!  T 
MARTIN,  T   T 
MARTIN,  T   T 

BIOS  1901  SI 
B403  1  tOS  I  3 
840319O238 
B403190239 
B403  1  9O3  1  0 

SO-213 
50-320 
30-364 
70-378 
40-7453 

MARTIN,  T   T 
MARTIN,  T    T 
MARTIN.  T    T 
MARTIN,  T    T 

MARTIN,  T   T 

8403190360 
8403200027 
6403300090 
3403200166 
B4032100OA 

M-3B7 
50-317 
50-293 
50-271 
5O-317 

MARTIN.T  T 
KARTIN,  T.  T 
MART  I  Mi  T    T 
MARTIN.  T.  T 
MARTIN,  T-  T 

34032100-17 
B403B1O097 
8403320006 
B4Q3220034 
610322003*. 

M-320 

50-334 
30-272 
50-2O 

30-307 

MARTIN,  T   T 
MARTIN,  T   T 
MARTIN,  T   T 
MARTIN,  T   T 
MART  I  N,  T   T 

B4032300B3 
B4032.200B3* 
64032200?  0 
8403220120 
B4O322O170 

50-277 
50-277 
40-673 
30-3B7 
4D-BB24 

MARTIN,  T   T 
MARTIN,  T   T 
MART  I  N,  T   T 
MARTIN-T   T 
MART1N.T   T, 

B403360104 
B40324O1  1  3 
8403250043 
8403390033 
B403290064 

30-317 
30-332 
70-39B 
30-334 
90-271 

MARTIN,  T   T 

MARTIN-T   T 
MARTINET   T 
MARTIN,  T   T, 
MARTIN.  T,  T 

8403390099 
04033901  1  6 
8403390144 
BIO  3  290  mi 
B4032902O3 

90-219 
9Q-3B7 
50-353 

so-set 

90-320 

MARTIN.  T   T, 
MARTIN.T  T 

MARTIN.T  T 
MARTIN.T,  T, 
MARTIN.T  T 

B403B902Ot> 
8403290251 
8403290336 
B403300043 
640  33000*  3 

30-H72 
50-3 
30-2? 
30-3  B7 
90-271 

MARTIN.  T,  T 
MARTIN.T  T 
MARTIN.T.  T 
MARTIN-  T  T 
MARTIN,  T   T 

B403300O7H 
8403300OB4 
0403300006 
B403300O9B. 
B403300131 

50-322 
90-B49 
30-S43 
30-394 
50-354 

MARTI  N,T  T. 
MARTIN,  T  T. 
MABCIANTONIDi  A 
MASON.  C    C 
MASON.  C    C. 

B403300142 
6403300161 
(310327029;, 
B4  03030  003 
B4Q3Q20147 

B0-ff71 
50-S13 
DO-33H 
30-327 
50-3S7 

MASON.  C,C 
MASON.  C    C. 
MASON.  C.  C 
MABON.  C.  C 
MASON.  C    C 

B403O20244 
B4030300BO 
B403060H76 
84  031  SO  079 
B4O319O181 

SO-3H7 
30-327 
90-327 

BO-327 
30-3H7 

MABON.  C   C 
MABON.  C    C 
HABON.  C    C 
MABON.  C    C 

MABON,  C.  C, 

B403190363 
B4O3260164 

6403300073 
B4O330C-134 
B4O33QOS04 

3O-327 
30-327 
30-327    i 
30-3B7 
30-32B 

MABaARQ,  8  A 

MASBE.F   X. 
MATHENY,  K   rt 
MATHENY,  K.  A 
MATHENY,  K.  A. 

B4O3260D56 
6403090512 
B40313010A* 
84D313011B* 
B403J30128* 

NUREO 
PR 
BO  -440 

80-440    ' 
50-440 

MATHENY,  K.  A 
MATHESON.  B    M 
MATHEW9,  C.  B 
MATHEWB,  M.  L 
MATHEH9.  T.  P. 

B40313Q13.Bt 
B4Q3140OB7 
8403800223 
6403220303 
G403200  I  76 

80-440 
IMBTE  tW 
BO  -206 
IMBTE  MS 
DO-EBB 

MATTHEWS,  D.  0 
MATTIA,M  J. 
MATTIA,M  J, 
MATTIA.  M  J, 
MATTIMOE.  J    J 

B31212044S* 

6403130493* 
8403210240 
84038  BQ2i3lf 
B40306043K 

90-400 
CONTRACT 
CONTRACT 
COMTRAC1 
3O-31B 

MATT1MOE.J    J 
MATTIMQE.  %).  J. 
MATTBON,  D  R 

MATTSDMhD    R 
MATTSONhR,  J 

8403.060467 
B403S60124 
3403330193 

3403380363 
840201  030B* 

50-aia 

50-3ia 
MABTE   W 
WASTE   M 
90-275  ' 

MATUaEHIC,  3   M. 
MAURA,  F.  A 
MAUSBHARDT.  D.  B 
WAUBBHARDT,  D.  B 
MAXWELL.O, 

B403200O2Q 
B4Q319O297* 
B403010O19K 
8403010097* 
B403230B46* 

«J-19fr 
50-373  1 
ACRB 

ACRS         i 
90-400  ' 
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MAXUELLrQ   F 

840253  &24B« 

50-400 

A 

MAXH£LLrQ   F 

B403O7OI  9"?m 

W-flOO 

a 

MAXMELL>J   C 

B4031  40302 

50-400 

Q 

MAXUELL,  J   C 

6403140302 

50-400 

O 

MAXWELL,  R 

8403060335 

50-339 

F 

MAYER  ,  M 

B40306O31OB 

50-322 

T 

MAYER,  M 

B40322O31O* 

90-329 

T 

rtAZUR,  D   H 

B403260ff74 

50-397 

P 

rtCALPINE,  E    J 

8403020  1  96 

70-143 

flCALPIWE,  E   J 

8-103070358* 

70-2'7 

MCALPINE,  C   J 

B403160S70* 

70-143 

MCALPIME,  E   J 

B40316034B> 

70-1113 

HCALPINE,  E   vl 

8403160333* 

70-143 

MCALPINE,  E    J 

B40314O3BO* 

70-1113 

MCALPINE,  E    J 

B40314O3B6* 

7O-  143 

MCALPINE,  E   J 

3403160339* 

70-  1  43 

MCALPINE,  C   J 

B403210136* 

70-143 

MCBAY,  L   0 

B40307O1B9 

90-434 

C 

HCBREARTY.R 

B40302O379* 

50-273 

a 

NCHREARTY,  R    A 

B40302O372* 

SO-H93 

o 

HCDFIEARTY.R    A 

B403150034.* 

30-368 

Q 

MCBREARTY.R.  A 

B4032HO042* 

90-309 

Q 

MCBREARTY.R.  A 

B403290D63* 

30-334 

Q 

MC  BRIDE,  L   M 

B403010I55* 

50-3A7 

B 

MCBHIDE,  L   H 

84030101*7* 

50-267 

e 

MCBR1DE.M 

B40315O073* 

5O-293 

a 

MCCABE,  E   C 

B40301O390* 

50-332 

Q 

MCCAHE.  E    C 

B403130D60* 

5O-3B7 

o 

MCCA3E,  E    C 

B4035200B7* 

5O-3S4 

Q 

MCCABE.E   C 

84O322016O* 

•5O-323 

o 

MCCADE.  E    C 

B403390153* 

5O-3B7 

a 

MCCAFFREY.  B    R, 

B403020139 

5O-3S2 

A 

MCCAFFREY,  D    R 

3403020287 

50-332 

E 

MCCAFFREY,!)    R 

3403140019 

5O-332 

A 

MCCAFFREY.  D    R 

G403J90127 

50-322 

S 

MCCAFFREYS    R 

640320O227 

90-332 

A 

MCCAFFREY.  D    R 

640330O302 

5O  -322 

A 

MCCAFFREY,  D    R 

B40327O1  19 

SO-332 

R 

MCCAFFREY,  B    R 

B40327O197 

50-323 

e 

MCCAFFREY.  B    R 

84032BOD39 

90-322 

F 

MCCARTHY,  L  T 

B40326011  1* 

5O-37S 

U 

MCCLESKEY.K    E 

B40301O1B3 

50-322 

o 

MCCLEEKEY,K    E 

B40301O1B3 

50-323 

a 

MCCLEBKEV,K    E 

84O307O1-V7 

30-332 

T 

MCCLESKEY..K    E 

8403070147 

5O-332 

T 

MCCLESKEY-K  E 

B403  130030* 

50-332 

Q 

MCCLESKEY,  K   E 

B40313O030* 

50-323 

fl 

MCCLESKEV,  K   E 

S4O3230013 

30-333 

O 

MCCLEBKGY,  K    E 

8403S30013 

30-323 

a 

1CCLESKEY,  K    E 

B4O3300277 

90-322 

a 

1CCLESKEY,  K    E 

B403300277 

50-332 

o 

ICCLINTaCK,  R 

B40G080D7O* 

FOIA 

1CCL1NTOCH,  R    O 

8403080  OB  7* 

FOIA 

1CCLINTOCK,  H    O 

B4O30B009  9* 

FDIA 

1CCLINTQCK,  R    a 

B4030B01O2* 

FOIA 

1CCOLLOM,  K   A 

8403190003 

50-44  U 

G 

1CCONNELL,  T 

8403070332 

5O-3tb? 

F 

1CCORKLE,  0   U 

B4030B0411* 

50-27$ 

F 

•ICCdRKLE,  D   U 

8403080417* 

3O-273 

F 

1CCRACKEW,  C   E 

8403190189* 

5O-2B7 

a 

1CCRACKEN.  C   E 

S40321O173* 

50-2B9 

Q 

1CCRONE,  J 

B40303O10H 

QA99? 

JCCRQNE,  J 

B4O306039B* 

OA779 

[CCRDNE,  J 

B403040361* 

OA999 

ICCUMBER,  J   T 

B4030S0069 

5O-309 

R 

ICCUMQER.J   T 

B403300163 

50-309 

R 

ICDOrTALD.D    A 

B403060  1  O6 

90-369 

F 

ICDDNALD,  D    0 

B4O301016O 

30-390 

P 

ICDONALD,  D,0 

B  4  0303005  3 

FDIA 

ICDONALD,  J.  E 

B4  03  120030 

SO-2O6 

H 

,CDDNDUQH,C,  L 

B4O3140OO1 

50-436 

D 

CDUFFIE^M   A 

S4O3130O62 

50-4  OO 

E 

CDUFFIE,  M   A 

B403140130 

50  -4  DO 

F 

CDUFF1E,  M.  A 

B4  03140174 

90-4  OO 

a 

CDUFFIE,  M   A 

&403190O63 

90-4  OO 

F 

CDUFF1E,  M  A 

B403HIOi31 

90-4OO 

A 

CDUFFIE,  M   A 

B403260O09 

9O-4OO 

n 

CDUFFIE,  M   A 

B403290134 

5O-4OO 

E 

CQARRY,  J   M 

B40  3070048 

90-413 

G 

CBARHY,  J  M 

8403070043 

50-413 

0 

CGAHRY,  J  M 

B4O3kfcD027 

3O-413 

0 

C0ARRY,  J  M 

B40316O027 

5O-41  3 

B 

C0ARRY.J  M 

B40326O367 

9O-413 

C 

COARRY.  J   M 

B403260367 

50-413 

e 

C0AUOHY.J  P 

8403070325 

50-4JA 

p 
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r 

MCGAUQHY.  J    P 

B40309O869 

50-416 

3 

MCOAUGMV,  J.  P 

84032  1O  041 

50-417 

B 

MCOAUQHY.  J.  P 

8403210037 

90-416 

P 

MCGAUQHY.J   P 

B4032  10193 

90-416 

g 

MCOAUQHY,  J   P 

B403S3OOB4 

90-416 

p 

MCOAU8HY,  J   P 

B40323DOB7* 

50-416 

p 

MCOAUOHY.  J   P 

B40327O134 

90-206 

B 

MCOAUOHY,  J   P, 

B403270134 

50-206 

B 

MCOAUQHY.  J   P. 

8403390030 

50-416 

0 

MCBMJOHY.R    U 

B4030301QB 

50-331 

P 

MCOAUOHY.  R    U 

B40306O136 

50-331 

F 

MCGAUBHY.R    W, 

B40309OOBB 

60-331 

P 

MCQAUQHY.R    M 

8403090262 

50-331 

P 

MCGAUOHY,  R    M 

84031  3O144 

30-331 

P 

MCGAUQHY,  R    H 

840319OOB7 

50-331 

P 

MCBAUQHY.R   W 

B40319O295 

PR 

MCOAl/QHY.  R    W 

B40319O3DO 

5O-331 

P 

MCQAUOHY,  R    W. 

34092001  98 

30-331 

P 

MCBAUQHY,  R    M 

B40323O004 

50-331 

P 

MCQAUOHV,  Fl    W. 

8403230103 

90-331 

a 

HCQAUOHY.R    U 

B40326030B 

5O-33  1 

p 

ffCQaVERN.J    J 

B403220043 

9O-34 

i 

MCQOVEnN.J   J 

B403300140* 

7O-6B7 

HCGOHAM,  J   H 

B4Q314O210 

30-340 

F 

MCQRACKEN.K    H 

8403010141* 

30-340 

P 

MCOUIHE,  D  R 

B40S130404« 

50-348 

a 

MC  QUIRE.  D   n 

B40302O341* 

30-250 

a 

MCOUIRE.  D   R 

B40309O17B* 

30-413 

0 

MCOUIHE.  D   R 

B40315O10?« 

50-280 

0 

MCOU1RE,  D   R 

B4031fiOO16* 

5O-390 

a 

MCOU1RE.D   R 

B4031tD3B3» 

50-303 

a 

MCflUIRE.D   R 

84O919O1BB* 

BO-299 

a 

MCQUIRE.D   R 

B4032601B3N 

70-27 

MCCU1RE,  D   R 

B4  03  30  004  4* 

7Q-27 

MCCUIRE,  P 

B403D6O2B9* 

30-333 

T 

MCGUIRE.P 

840306029  5* 

BO-323 

T 

MCflURREN,  H  J 

B403190O73 

5O-413 

0 

MCCUFtREN'H   -J 

B403190100 

5O-27S 

e 

MCKAY,  L.  R 

B40333QO1B* 

3O-416 

p 

MCKAY,  L    R 

B4032B0023* 

50-416 

p 

MCKEE.P    F 

84031304791) 

50-312 

0 

HCKENNA,  E 

84030S01S6 

9O-206 

p 

MCKENNA,  E 

B403320Q01 

50-206 

p 

MCKENNA,  E  M 

8403330070 

90-206 

p 

HCKEON,  T   J 

B40383O173 

NUREO 

MCLAUSHLIN,  t,. 

8403040390 

SO-389 

B 

MCLEAHEN.  T 

B403010O31 

CONTRACT 

MCLEAREN.  T 

B40301O439 

CONTRACT 

NCMUiRRAY'C   M 

B403ISOQ86 

5O-32S 

0 

MCMURRAVjC   M 

S403  130026 

30-322 

e 

HCHUfiRAY.  C    M 

B40320O131 

5O-323 

0 

MCMURRAY.C  M 

B40330O131 

50-322 

s 

MCHUFRAY.  C  M 

B403200134* 

30-322 

0 

MCMURflAV.  C  M. 

B40320O134* 

50-322 

0 

MCMURHAY.  C   M 

8403200191* 

90-332 

0 

MCMURRAY.C    M 

B40320O151* 

3O-322 

e 

HCMURRAY.C  M 

B40320D155* 

9O-32H 

0 

MCMURRAV.  C   M 

B40320O1S5* 

30-322 

0 

MCNAMAJtA'A   E 

B40302Q20B 

50-244 

R 

MCMEILL.  C   A 

84030102-41 

50-333 

3 

MCNEILL,  C   A 

B403D1O365 

90-333 

S 

MCNEILL.  C   A 

B40301D413 

9O-333 

R 

MCNEILL,  C   A 

B40301O420 

50-333 

R 

MCMEILL,  C   A 

B40306O193 

90-333 

B 

MCNEILL.C   A 

B40309O023 

50-333 

S 

MCNEILL.C   A 

B403130137 

50-333 

R 

MCNEILL,C  A 

8403I3O390 

90-333 

R 

MCWEILL.C  A 

B403S00231 

50-333 

B 

MCKEILL.C  A 

B4032200B1* 

90-333 

Q 

MCNEILL,  C  A 

B403290S46 

90-333 

8 

MCNEILL.  W  M 

B40317O190* 

OA999 

MCQUEEN.  M  M 

B40389OO34* 

FOIA 

MEDFQRDjJI   D, 

B40223O176 

50-133 

F 

MEDFtJHD^JI  0, 

8403020040 

50-361 

R 

HEOFQRD,  t1.  0 

B40302O092 

90-361 

P 

HEDFDRD,  H   0 

B40302027S 

50-206 

B 

MEDFORD.M  0 

B4030SO140 

50-206 

B 

MEOFORD.K  0 

8403060363 

30-206 

X 

MEDFORD,  K   0 

6403060399 

50-206 

3 

BEDFORD,  M   0 

8403060434 
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P 
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B40307O1S7 
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Q 
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S40313D134 

30-361 

P 

HEDFORD,  H.  0 

B403190343 

50-361 

P 

WEDFDflD,  M.  0 

B40320QQ97 

50-206 

F 

MEDFORD,  M  0 

S403B20  1B1 

30-206 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MEDFORD.M   0 
MEDFORD.M   0 
MEDFORD.M   0 
HEDFORD,  M   0 
MEDFDRD,  M   O 

B403230074 
3403380030 
8403290122 
8403290183 
84O3S90217 

90-361         R 
50-206         F 
90-206         F 

90-206        P 
50-361        P 

HEDFQRD.M  0 
ME0LOCK.R   L 
MEDLOCK,  R   L 
MEDLOCK,  R   L 
MENDELE,  D   J 

8403290295 
B4O313O233 
B4O3190245 
B4O3  190436 

6403090270 

90-206        P 
40-8492 
40-8492 
40-8432 
90-282         F 

MENDELBQN,  I    N 
MENDEZ,  R 
MENDLER,  J, 
MENOE.  R   C 
MERCER,  B  U 

B403010044* 
B403200300* 
84O32302OB 
B403200316 
B403230177 

CONTRACT 
90-494         0 
NUREO 
90-315        9 

NUREO 

MERRELL,  U,  M 
HERRI  HEATHER.  N 
MERSCHOFF.E   U 
METZENBAUM.  H  N 
MEYERS,  B  L. 

B4O3090333* 

8103140213* 
B4030I0430* 
B4021  30372* 

8403330108 

TOPREP 
50-424        0 
90-4H3         O 
90-3SB        U 
90-402        3 

NICHEL.E  J 
MICHEL,  E  J 

MICHEL,  E   J 
MICHELSQN.C 

MIDURA,  H  J 

84O30&02B7* 
B403060279* 

8403060307* 
9104220044 
B403070309 

50-322        T 
50-322         T 
90-322         T 
90-333         B 
90-27S        R 

MIELE.M.  L 
MIELE,  M  L, 
MIELE,  M  L 

MIELE,  M  L 
MIELE,  M  L 

H4030701B3* 
8403070217* 
B403070231* 
84O3230016 

6403230020 

90-322        T 

9O-322        T 
50-322        T 
90-322        T 

90-322         T 

MIELE,  M  L 
MIELE,  M   L 

MIELE,  M   L, 
MIELE,  M  L 

MIELKE,  F.  W 

B403230033 

B40323003B 
84O323004B 
8403230073 
84032B0091 

90-322        T 
50-382         T 
90-322         T 
50-382         T 
50-133          I 

MIKLGB.J 
MIKOWBKI,  J 
MILES.H   L 
MILETI.D  S 
MILET1.D  B 

0403140181 
8403070113 
8403210107 
8403010244 

B40323QQ32 

PR 

FOIA 

PRM 
90-322         T 
90-322         T 

MILL,  H 
MILLER,  A 
MILLER,  C   A 
MILLER.C   A 

MILLER,  C   U 

B4O308038B 
B4O30S017B 
84O301Q217* 

84O30  10231* 
8403300130 

FQIA 
50-320        F 
50-329        A 
90-329        A 
RES 

MILLER,  D,  E. 
MILLER,  D   J 
MILLER,  D   U. 
MILLER,  H.  J 
MILLER.H   J. 

B403130094* 
8403300040 
B403090090 

0403060430 
B403200345 

40-3372 
5O-334        F 
90-3B7        F 
HASTE  HOT 
HASTE  MOT 

MILLER.J.  L 
MILLER,  J  R, 
MILLER,  J  R 
MILLER,  J,  R. 
MILLER,  J   R 

B4O3140139* 
8402210274 
8403010112 
8403010233* 

B403Q202B3 

90-400        F 
90-339        P 

9O-344         P 
90-142        0 
50-307         P 

MILLER.J  R, 

MILLER.J.  R 
MILLER,  J  R. 
MILLER,  J   R 
MILLER,  J   R. 

B4Q3090203 
8403050208 

Q4030  30226 
8403050229 

8403090243* 

50-317        Q 
90-266        F 

90-344         P 
50-2BO        P 
90-282         P 

MILLER,  J   R, 
MILLER.J   R 

MILLER,  J,  R. 
MILLER.J   R. 
MILLER.J,  R 

B403090352 
8403030394 

8403090399 
8403090380 
8403060080* 

90-336         3 
9O-339         P 
50-309         P 
90-309         P 

50-335        P 

MILLER,  J.  R 
MILLER,  J   R. 
MILLER,  J.  R 
MILLER,  J  R. 
MILLER,  J.  R 

B403060447 
8403060496 
8403040462 
8403060913 
B403040331 

90-344        P 
50-344        a 
90-338        F 
50-289        F 
9O-3AB         P 

MILLER,  J   R 
MILLER,  J   R. 
MILLER,  J.  R 
MILLEH.J  R. 
MILLER.J,  R, 

B4030BOOB3 
B403QB0191* 
Q403J200Q2 
8403120214 
8403120317* 

90-317        P 
FOIA 
90-36B         P 
50-335        P 
50-335         P 

MILLER,  J  R. 
MILLER.  J.  R, 
MILLER,  J  R, 
MILLER.J  R, 

MIU.ER,  J  R. 

8403120240 
8403IS0379 
840314039? 
8403190290 
B4O3  190333 

SO-333        Q 
30-344        F 
90-313        P 
30-282        P 
90-309        P 

MILLER,  J.  R 
MILLER.J  R. 
MILLER,  J.  R 
MIULER,  J,  R 

MILLER.J   R 

8403170417 
8403310206* 
8403220213* 
8403220299* 
8403260071 

90-266        P 
90-338        P 
90-338        P 
90-266        P 
30-344        P 

PERSONAL  AUTHOR  IMDEX 


AUTHOR 

ACCESSION 
NUMDEK 

SUBJECT 
CATEGORY 

MILLER,  J   R 

840326O3OS 

M-344 

F 

MILLER,  J   ft 

B403SBOJS3 

50-2B5 

P 

MILLER,  L   K 

8403220143 

30-311 

R 

MILLER,  L   K 

B4Q322O174 

50-37B 

R 

MILLER.  M  A 

8403O3Q31  1 

50-424 

A 

MILLER,  M  A 

B40307O4O7tt 

5Q-322 

S 

MILLER,  M   E 

B4032OO1OH» 

5O-394 

O 

MILLER,  M   E 

B403210087 

SO-334 

a 

MILLER,  M    1 

B403SOQ122 

50-434 

0 

MILLER,  M    I 

C4O33OO1H2 

50-454 

Q 

MILLER.  M  L 

B403O1O316 

30-263 

£, 

MILLER,  M  B 

8403130174 

50-322 

0 

MILLER,  M   B 

B403130174 

30-322 

O 

MILLER,  M  B 

B40330O140* 

50-322 

0 

MILLER,  M   3 

840320014  O» 

5O-322 

0 

MILLER,  M  5 

B40320O143» 

50-322 

e 

MILLER,  M  B 

B4O32O0149* 

3O-322 

o 

MILLER,  M  B 

8403300146* 

SO  -3  22 

o 

MILLER,  M  5 

B403BOQ146* 

50-322 

o 

MILLER,  N  E 

8403300994 

NUREQ 

MILLER,  R  L 

B40315O314 

50-30 

M 

MILLER,  V.  L. 

B4030BO133* 

FQIA 

MILLER.  W   A 

B402O7O3B4* 

50-390 

F 

MILLER,  W   H 

84031  6OO92* 

SO-413 

O 

MILLER,  H   0 

B00324O197* 

5O-309 

A 

KILLER,  M  D 

8211070018* 

30-336 

0 

MILLER,  M  0 

B3Q3O70304* 

90-5O9 

0 

MILLER,  H   O 

B30B1O04B3* 

50-377 

A 

MILLER,  W   0 

8403030215 

TOPREP 

MILLER,  H  O 

B403O5O322 

TOPREP 

MILLER,  M.  D 

B40309QS2S 

TOPREP 

MILLER.  M  O 

B4030i6OOl  1 

TOPREP 

MILLER,  H  0, 

840307OOO  1 

50-339 

P 

MILLER,  M.  0 

8403120237 

5O-266 

P 

MILLER,  W   D 

8403200391 

50-277 

F 

MILLER,  W  D 

B40327O35B 

50-306 

P 

MILLER,  M  a 

B40327O371 

30-3S9 

P 

MILLER,  W  D 

B40330O323 

30-361 

P 

MILLER,  M   D 

B40330Q37? 

30-331 

P 

MILLER,  W,  O, 

B4O330Q277 

5O-324 

P 

MILLER,  H  0 

6403300304 

SQ-219 

P 

MILLS,  L.  M 

840209O3BO 

9O-37O 

F 

MILLS,  L  H 

B40301O073 

3O-43B 

S 

HILLS,  L  M 

B4030  10306 

9O-2S9 

P 

MILLS,  L,  M, 

8403010339 

5O-370 

5 

MILLS,  L  M, 

B403O1O37A 

30-438 

B 

MILLS,  L  M 

B40302O33A 

50-390 

F 

MILLS.L  M 

8403O2O313 

30-327 

P 

MILLS,  L   M 

B4O3O2O334 

BO-390 

F 

MILLS,  L  M 

S4030&O147 

30-239 

F 

MILLS,  L  M 

B4030A0339 

5O-237 

F 

MILLS,  L  M 

B403O&O371 

3O-3H7 

F 

MILLS,  L,  M, 

B40307O023 

50-239 

a 

MILLS,  L,  M, 

B403070034 

50-259 

a 

HILLS,  L  M, 

B403O7OO66 

BO-438 

a 

MILLS,  L  M 

B4030700B7 

5O-43B 

a 

MILLS,  L  M 

B403Q7O139* 

90-327 

a 

MILLS,  L  M 

S40307O174 

3Q-370 

B 

MILLS,  L  M 

8403070224* 

30-43B 

a 

MILLS,  L.  M 

B403O7Q33Q 

50-370 

a 

MILLS.L  M. 

840307033  S 

50-370 

a 

MILLS,  L.  M 

B403O7O237 

SQ-239 

a 

MILLS.L  M. 

B403O7O341 

50-438 

a 

MILLS.L.  M. 

B40307Q243 

5O-370 

a 

MILLS.L   M 

8403O7O.2B& 

30-370 

s 

MILLS,  L.  M, 

B40307QE74 

30-43B 

3 

MILLS,  L.  M 

B403Q7O297 

90-438 

8 

MILLS,  L.  M. 

B403070327 

5O-43B 

a 

MILLS.L.  M. 

S403O7O024 

5O-43  B 

a 

MILLS.L  M 

B40307OO5O 

9Q-390 

B 

MILLS,  L.  M 

8403070163 

90-438 

a 

MILLS,  L  M 

B403Q7QIB1 

90-438 

a 

MILLS,  L.  M. 

840309D20& 

90-370 

s 

MILLS,  L.  M 

84031  2O1OS 

90-438 

a 

MILLBrL  H. 

B4031201A3 

90-43S 

B 

MILLS,  L  M 

8403120177 

90-390 

E 

MILLS.L  M 

B40313OOD7 

90-299 

P 

MILLS.L  M, 

B40313OO29 

90-337 

P 

MILLS,  L,  M 

B4031300BB 

90-327 

a 

MILLS,  L  M, 

B40319O007 

30-439 

9 

HILLS,  L  M 

84031  SODS? 

50-436 

S 

MILLS.L  M. 

B403I3O127 

30-39O 

s 

MILLS.L,  M 

84031*032? 

40-1341 

MILLS.L.  M. 

8403160043 

BO-43Q 

B 

MILLS.L.  M 

B40314OI71* 

30-237 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODflY 

MILLS.L    M 

8403160323" 

3O-2S9 

Q 

MILLS,  L    M 

8403160313* 

30-259 

Q 

MILLS,  L   M 

84031*0364* 

90-390 

a 

MILLB,  L   M 

B4O3  160373 

50-239 

f 

MILLS.L   M 

B4Oai<?OOS4 

30-390 

s 

MILLS.L    M 

B4  03  190079 

50-390 

s 

MILLS.L   M 

B403190147* 

50-259 

o 

MILLS.L   M 

84O319O1&1* 

50-2S9 

a 

MILLS.L    M 

S4031902B7 

30-43B 

s 

MILLS.L    M 

B40319033B 

SO-390 

3 

MILLS.L    M 

8403190349- 

PR 

MILLS.L    M 

0403190370 

5O-337 

F 

MILLS.L    M 

0403200170 

50-259 

F 

MILLS.L   M 

84  03200225 

SO-390 

A 

MILLS.L    M 

8403210037 

50-390 

S 

MILLS.L    M 

B4O3210042 

30-43B 

B 

MILLS.L   M 

B4  032  1004  6 

50-438 

S 

MILLS.L   M 

B4033100&6 

5O-3-90 

B 

MILLS.L   M 

B40321GOB6 

9O-390 

e 

MILLS.L   M 

B4  0321  01  32 

5O-43B 

B 

MILLS.L   M 

B4O33E032O 

40-1341 

MILLS.L   M 

84O33A021E 

5O-370 

A 

MILLS.L    M 

B403260B1B 

50-390 

A 

MILLS.L    M 

B4O3260227 

50-259 

P 

MILLS.L   M 

8403360277 

&0-327 

F 

MILLB,  L  M 

B40327014B 

5O-390 

F 

MILLB,  L   M 

B4032702IQ 

&0-390 

E 

MILLS.L   M 

8403290026 

50-327 

P 

MILLS.L   M 

040329003B 

5O-327 

F 

MILLB,  L  M 

S403290183" 

5O-339 

a 

MILLS.L  M 

B403290SO7* 

5O-aS9 

a 

MILLS.L   M 

B403300004 

5O-439 

s 

MILLS.L   M 

840  3300021 

50-438 

B 

MILLS.L    M 

B4O33OOD3B 

5O-370 

E 

MILLS.L    M 

84O33O0037 

5O-43S 

B 

MILLB.  L   M 

B4O330D034 

5O-43B 

S 

MILLS.L   M 

B40  33001  O9 

9O-390 

S 

MINAFUCK,  J   H 

B40301O1OH* 

FOTA 

MINECK.  D   L 

84030&0143 

5O-331 

s 

MI  NECK.  D   L 

B4031  20043 

50-331 

R 

MINECK,  &  L 

B4O31SD071 

30-331 

S 

MINECK,  0  L 

B403120137 

50-331 

s 

MINECK,  D  L 

B4O31304BBB 

50-331 

F 

MINECK,  D  L 

B403220017 

30-331 

R 

MI  NEB,  B 

8403010374 

50-312 

P 

MINER,  B 

8403150390 

5O-213 

P 

MINOOUE,  R   B. 

7710a&0122« 

50-312 

P 

MINDOUE,  R    D. 

8403150175 

RES 

MINDOUE,  R   B, 

84038700240 

FQIA 

MINOR,  G   C 

84032203O5" 

50-322 

T 

MINOR,  0   C 

B403250313tt 

SO  -322 

T 

MIRAOL1A.F.  0 

B1O6170130* 

FOIA 

MIRAQLIA,F  0 

BlOi  330066* 

9O-30B 

Q 

MIRAOL1A.F  J 

8203180118* 

5O-30B 

A 

MIRAOLIrt-F  J 

B4O3  02004  7» 

FOIA 

MIRAOL1A.F  J 

B4O3Q30132» 

50-20i 

F 

MIRAOLIA.F   J 

B4O30  60037 

30-133 

P 

MIRAOLIA.F  J 

84030  B027  I 

MISC 

MIRAQHrt.F  J 

84  030  701  93 

50-206 

P 

MIRAOL1A.F  J 

B403270245 

50-322 

F 

MIRA&LIA.F  J 

B4O330030B 

30-135 

P 

MIRDCHNA.fl, 

B403230096 

50-237 

S 

MIBAK.A 

B4O3I303BZ 

50-234 

R 

MITTENBEROER.  S 

B4Q3[<b024b 

90-4  B3 

F 

MITTL.R   L, 

B403140113 

50-334 

A 

MITTL.R   L, 

B40321003& 

90-334 

A 

MITTL,  R   L 

B4O3230041 

50-334 

C 

MITTL,  R   L 

B4O3290277 

PR 

MITTL.R   L 

B40329Q302 

90-334 

A 

Mizufjo.g.s 

B4O3140033 

30-443 

e 

MODLEY,  M.  H 

B403070103 

PR 

MONAOHAN'J  A 

B4O313001St> 

50-322 

o 

MtJNAQHAN,  J.  A 

84031  3001  S* 

90-322 

e 

MONAOHANj  J.  A 

B40313Q041* 

50-322 

e 

MONAOHAN-  J  A 

8403130041* 

30-322 

o 

MONAQHAN-J  A 

B4031  30033** 

30-332 

0 

MONAD  HAN,  J.  A, 

B403130093* 

50-332 

0 

MONACHAN,  J  A 

B4O3  130063* 

30-322 

0 

MQNAOHAN,  J  A 

84O3130063K 

30-332 

0 

MONA8HAN,  J.  A 

B4O3130073* 

50-332 

0 

MQNAOHAN.  J  A 

8403130073* 

50-322 

e 

MONTE  I  TH,  J.  L 

6403060387* 

90-332 

T 

MONTEITH,  J  L 

84030&0299* 

90-322 

T 

MONTOOMERV,  D 

8403270030* 

50-390 

a 

MONTOOMERY,  D,  M 

8403160202* 

90-390 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MONTGOMERY,  D    M 
MaNTaaMERY.  D    H 
MONTOQMERY,  D    M 
MaNTGdMERY-D    M 
MDONEY,  J   A 

84D3160309* 
8403160329* 
84  03290147* 
B4O3290239* 
B4  03060426 

50-395 
50-367 
50-413 
50-259 
50-320 

MDDNFV.J   A 
MQONEY.J   A 
MdtJNEY.  J   A 
MOORE,  D    E 
MOORE,  D    E 

8403150  003 
8403300037 
B403SOOO39 
B402130404* 
B4G303017B» 

50-327 
30-327 
50-339 
50-3  4  D 
50-413 

MOORE,  Q    H 
MaDflE.  J    E 
MOORE.  J    E 
MQDRE,  J    E 
MOORE,  J    E 

B40312001D> 
5403070054 
3403140139 
S403I4D163* 
0403370317 

50-273 
50-40O 
SO-40O 
50-40O 
50-40O 

MOORE,  K   £ 
MQDRE,  R   H 
MDQRE,  R   M 
MDQRC,  R   N 
MOHAN,  D   H 

B403190246K 
04032QQ39S 
8103380337 
9403390129 
8101190219 

TOPFiEP 
XPORTLIC 
XPDRTLIC 
XPORTLIC 
TOPREP 

MDRAN,  D   )l 
MQRELAND,  P    E 
MDRELAND,  P    E 
MORGAN.  R    E 
MOROAN.  R    E 

B1O3BB0242 
B4O321OOOS» 
B403S10010* 
B4O30B0135 
B4030BOZ&B 

TOPHEP 
40-6930 
40-6920 
50-261 
50-361 

MORGAN.  R.  E 
MORGAN,  R.  E 
MORGAN,  R.  E 
MORGAN,  R-  E 
MORGENSTERN.A 

84.03130098 
810  31  402-62" 
8403200243 
8403330127 
B4D315O153 

50-261 
50-261 
50-241 
50-261 
XPORTLIC 

MQROEHBTERN.  M 
MOHIARTY.J    M 
MORIARTY.J   M 
MORKIN.  K   M 

Mann  IN,  K  H 

B4O3230BOO 
B40319024B 
B4031  90374 
B4  03060  24  4 
B4O32201  S7 

NUREO 
50-393 
50-443 
50-257 
50-260 

HURLEY,  J   A 
KORLEY,  J   A 
MORnH-L.P 
MOHfJlLL.P    J 
MORRILL!  P    J 

84030^0919 
8403140313 
B309I304O1* 
B403010333* 
B4Q3S10I19B 

HASTE    MOT 
HASTE    MHT 
FOIA 
50-313 
50-275 

MORRIS,  A   E 

Honnis,  c 

HOUR  1  3,  C 
MORRIS,  C    A 
MORRIS.  C    A 

B4030B0412K 
B310I70712* 
B403050O2S* 
B4O3D20010 
B403020318 

50-32O 
50-386 
50-286 
50-341 
50-206 

nonnis.  c  A 

MORRIB,  C    A 
MORRIS,  C-  A 
MORRIS,  C    A 
MORRIS,  C    A 

B403300037» 
B403200O74" 
B403E00077* 
0403200063* 
B4Q33000ei* 

50-361 
50-361 
50-361 
50-361 
M-361 

MDRR18,  C.  A 

MORRIS,  C-  A 
MORRIS,  C.  A 
MORRIS,  P.  A 

Monnis.  P  A 

84032000B8* 
840330009  1« 
8403300003 
8403060077 
8403SOOO70 

50-361 
50-361 
50-206. 
50-353 
50-353 

MaHRIHi  P   A 
MQRHISDN.  W    M 
MORTON 
MORTON.  K  U 
MORTON.  K   L 

B4032B0334 
B4O329O03  3* 
B403Q1009B* 
B4O3020075 
B10330006B 

5Q-3Sa 
FOIA 
CONTRACT 
50-313 
50-313 

MORTON,  K,  V 
MORTON,  K-  V 
NORTON,  K.  V, 
MORTON,  K-  V 
MDttTON,  K,  V 

8403020043* 
B403030S37* 
8403060479* 
8403060903* 
8403070009* 

50-10            , 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MORTON,  K  V. 
MORTON,  K  V. 
MORTON,  K  V 
MORTON,  K  V. 
MORTON,  K  V. 

B403070033* 
8403070161* 
B40307017H* 
8403070346* 
84O309013S* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT  , 
CONTRACT 

MQRTDN.K  V. 
MORTON,  K  V. 
MORTON,  K  V. 
MORTON.  K  V. 
MOSLAK,  T. 

B4O3150201?* 
B4O3230D76» 
84  03230  130* 
B4  03H90343* 
B40306011O 

CONTRACT 
CONTRACT 
CONTRACT 
FOIA 
50-3BO 

MOBL.AK,  T 
MOELAK,  T. 
MOTES,  B.  0. 
MOMRYiM  R 
MOURY,  W  R. 

8403060439 
B403130471* 
B403060333 
B4031  30197 
B4  031  SO  177* 

50-320 
50-320 
NUREQ 
XPDRTLIC 
XPORTLIC    , 

MP.OCZKA,  E   J 
MRDCZKA,  E.  J 
MflOCZKA,  E,  0 
MflOCZKA.E.  J 
MRdCZKA,  E  U 

8403010219 
B403010217 
B403020O53 
B4030E0133 
B4  03020  133 

50-336 
50-336 
50-243 
50-336 

30-336         ,, 
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MROC2HA,  E    -J 

B40320O113 

90-336        S 

MHOCZKA,  E   J 

B4032£O234 

30-243        S 

MROCZKA,  E.  0 

B40330OOSO 

90-336         R 

MROC7KA,  E.  J 

B4033OOOBO 

30-336         R 

MROC1KA.  E.  -J 

B  403300  133 

50-243         R 

MROC2KA,  E.  J 

B4  03300  135 

50-243         R 

MUDD,  C  H 

B4O32B01O9 

90-34B         F 

MUELLER,  C.  J 

B403110339 

ACR3 

MUELLER.  C   J 

8403140339 

ACR3 

MUFFETT.  J 

B4030B030B* 

30-313         S 

HULLAUER.J    R 

B4E>30BOai5* 

FOIA 

MULLS  R,  D.  R 

B  301  060211* 

30-400         E 

MULLER,  D.  R 

B309290413* 

50-4OO         E 

MULLER.  D.  R 

B312OBOIBB* 

SO-4OO         E 

MULLER,  K. 

B403150293 

40-B786 

MULLER,  H. 

8403150260 

40-B7B6 

MUNSON,  L-  F 

8403190449 

NUREO 

MURL£Y,  T.  E 

8403010473 

40-6920 

HURLEY,  T.  E 

84Q3O1O483* 

40-6920 

HURLEY.  T.  E 

8403020343 

90-317         9 

MURLEY,  T  E 

B4  03090  4  03 

50-2B9         a 

HURLEY.  T  E 

B40308O407* 

50-2B9         3 

MURLEY,  T   E 

B40313O212 

90-293         a 

MURLEY,  T  E 

84031  5O1  11 

M-293         P 

MURLEY,  T.  E 

B4  031  90  843 

50-3               F 

MURLEY,  T  E 

B4  03B20  13t 

30-213         0 

MURPHY,  A  J 

B403090Q13* 

90-289         U 

MURPHY,  C  E 

B4  023302  39* 

50-400        A 

MURPHY.  C  E 

B4030BOS12* 

50-413        0 

MURPHY,  L,  E 

8403220307 

CONTRACT 

MURPHY,  L.  0 

8403260296 

CONTRACT 

MUHPHY,  M  R 

B403310O3B 

WASTE   MOT 

MURPHY,  H  P 

8403O20247 

30-271         P 

MURPHY.  W  P. 

84  031  900  B& 

30-271          R 

MURPHY,  W  P- 

84O3200136 

50-271          Q 

MURPHV,  U  P 

B403S30063 

50-271         F 

MURPHY.  H  P 

B40337O170 

90-871         P 

MUfiPHV,  H  P. 

B403300071* 

50-271         a 

MURPHY.  W   P. 

8403300146* 

90-271         Q 

MURPHY,  M   P. 

84033001  S3 

30-271          Q 

MUHRAY,  B 

B4O30601S4* 

30-443         a 

MURRAY,  B 

B403130148* 

50-267         Q 

MURRAY,  P 

B40  32*0037* 

30-332         a 

MURRAY,  D 

B4O32601O7* 

30-267         a 

MURRAY,  B 

B4O326D173* 

50-233         a 

HURRAY,  D 

B403S6OS11* 

50-S67         O 

MURRAY.  P 

B4032&O230* 

90-3B3         « 

MURRAY,  D 

B40  33000  30* 

30-313         Q 

MURRAY,  T   D 

B40I1£O230 

30-346         S 

MURRAY,  T   D 

B40302O07B 

30-346         A 

MURRAY,  T.  D 

B403D9OB31 

30-346         R 

MURRAY,  T   D 

8403130296 

50-346        F 

MURRAY,  T  D 

B40319O109 

50-346         K 

MURRAY,  T  D 

B403190S13 

50-346         R 

MURRAY,  T   D 

B40339O167 

50-346         F 

MURRAYj  T  D. 

84033001B4 

50-346         R 

MUBELER,  M   J 

84O3O10207 

30-332         S 

MUBELER.U   J 

B4O301O207 

50-322         S 

MUBELER,  M   J 

B4O30tO218 

50-806         8 

MUBELER,  U   J. 

8403DIO21B 

50-206         B 

MUBELER,  M  J. 

B403  1  40O4B 

30-332         8 

MUBELER,  H,  J. 

B403140O90 

90-322         S 

MUSELER.M   J. 

8403130133 

50-206        B 

MUSELER.VJ.  J. 

B403  100133 

50-2O6         B 

NUSELER.W   J. 

B403270132 

90-332         S 

MUBELER.  M  J. 

8403270132 

30-322         B 

MUSOLF.  D 

8403O1031& 

30-S63         B 

MUSOLF.  D 

B4D3OZ0197 

50-263         R 

MUSOLF,  D, 

8403060425 

30-282         P 

MUSDLF.  D 

8403  1  20O33 

50-263         B 

MUSDLF.  D 

84031300B8 

50-363        B 

MUBDLF.D, 

B4O3  130363 

50-263         B 

MUBOLF.  D 

84O3  1  9D3BB 

30-3B2         O 

MUBOLF,  D, 

8403190397 

50-282         P 

MUBOLF,  D 

B4O320O253 

90-863         B 

MUSDLF.  D. 

B403320003 

90-263        3 

MUSOLF.  D 

B403230O31 

30-282        P 

MUSOLF.  D 

8403370049 

30-263        P 

MUSQLF.  D 

8403370  17O 

50-283         a 

MUSOLF.  D 

B4033OOOB7 

30-863         R 

MUBDLF.D, 

B4O330OD75 

90-2BB         n 

MUTO,  N.  J 

B4O382030B* 

30-322        T 

MYER8,  D. 

B4Q31  6O38S* 

30-261         a 

MYERS,  D.  O 

B4O307O310* 

90-324        Q 

MYERS*  D.  0, 

84O3E9009B* 

30-334        Q 
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MYRABDjA  L. 

S40303Q197 

50-863         R 

MYBABQ,  A,  L 

84033OOOB7 

M-243         R 

NADEL.  M   V 

84030  7O1  09 

NUREO 

NAIDU.  K. 

S403  190076* 

50-373        Q 

NAKAMURA,  N 

340301  046  6 

XPORTLIC 

NAKAMURA,  N 

B4Q3OSQ364* 

XPOR7LIC 

NAKAMURA.  N 

B403O30366* 

XPORTLIC 

NAPIER.  J   d. 

B40330O100 

90-317         8 

NAPUDAi  0 

6403020330* 

30-389         0 

NARBUT,  P 

B40214O031* 

30-32B         Q 

NAROUT.P, 

84032  3O1  17 

50-31  B         8 

NARBUT.P   P 

6403270137* 

30-520         0 

NARDOCI.P   B 

84030  6OB32 

30-370         S 

HABDOCI.P   B 

8403130190 

30-370         8 

NARDOCI.P  Q 

8403120173 

30-370         S 

NARDQCliP  B 

B403130167 

50-370         S 

NARDOCI.P  B 

64031  3O332 

5O-349         B 

NARDOCI.P   B 

840315.0138 

30-370         8 

NARROW.  L 

B4030  2O272H 

30-293         Q 

HARROW.  L 

84030  7O322* 

30-277         Q 

NAHVER.R.  D 

B4Q31  40086* 

50-329        A 

NATAHAJA.M    S 

B40326O344 

UASTE  HOT 

NEFF.  J-  0 

B4032OO34B 

WASTE  MOT 

NEFF,  J.  0 

B4033GQ239 

UASTE  HOT 

NEICHALFEN.  A   P 

8403130104 

50-4B3        A 

NEIGHBORS,  J   D 

B403O2O084 

M-BBQ        P 

NELSON*  0.  B 

B403O1O26A* 

50-1-4B        0 

NELSON.  0   B 

B403O6O331  * 

70-734 

NELSON.  P  R 

B403O8O049* 

raiA 

NELSON.  P  R. 

8403080090* 

FDIA 

NELBONrP.R 

B403080099* 

fOlA 

NELSON,  P   R 

S4030B0103* 

FOIA 

NELSON.  P.  R 

B4030B0109* 

FOIA 

NELSON.  P   fi 

8403080123* 

fOIA 

NELSON,  P   R 

8403OSQ139* 

iFOIA 

NELSON.  P  R, 

B4Q3OBG144* 

FOIA 

NELSON.  P   R 

B403OB0157* 

FOIA 

NELSON,  P   R 

B4Q3OBO177* 

FOIA 

NELSPN,  R 

B4  03  3D  0030* 

M-454        0 

NELSON.  R   L 

B40319O3B4* 

M-3O9         Q 

NELSON.  R  M 

B40353O173 

NUREO 

NEMErHV,  E 

B40331O01B 

PR 

NEMETHY.  E 

B4033  10022 

PR 

NERSEB,  V 

8403380122 

50-244        P 

NEUMANN,  S  P 

B403330197 

MURED 

NEWMAN,  J  R 

B403O7D117 

&0-4'?B        0 

NEWMAN,  T  C 

B403OB02B1* 

M-273        E 

NICHOLAS.  J.  B 

B403O60184* 

30-443        Q 

NICHOLS.  N,  N 

5403  19  0024 

50-332         9 

NICHOLS,  N  N 

8403150024 

90-382        C 

NICHO-LSON,  N 

8403190334* 

SO-293        0 

NICHOLSON,  M  0 

B403O20030 

W-344        R 

NiaHTINOALE,  E 

8403190323* 

90-338         a 

NrMITZ.R.  L, 

8403O7O306* 

30-3B7         Q 

NIM1TZ.R  L 

8403I3020B 

90-217         3 

NIMIT1.R  L. 

B40329O210* 

3O-272        Q 

MIX,  K  C 

84030  1O330 

90-3&1        B 

MIX,  H    C. 

3403090238 

3O-321         B 

N1X,H    C 

B403O9Q2B8 

BO-321         F 

NIX.  H    C. 

B403I2O03I 

30-366         8 

NIX.H   C 

B4031SO071 

9O-33  1         R 

NIX.H,  C. 

B40316OQ31 

30-366         S 

HTXiH   C 

B403160044 

90-321         8 

NIX.H.C 

84031  9O026 

30-366        3 

NIX.H.C 

B403S6OOB6 

30-366        B 

NIX.H    C. 

8403B6O11? 

30-366        B 

NIX.H.  C 

B4033&O191 

90-36i        B 

NIX.H    C 

8403300339 

3O-3H1        F 

NOBLES,  L  M, 

B40326O277 

3O-327         F 

NOLAN,  F  J 

790B01O1Q8* 

30-309        A 

NORBERO,  J 

a301O<bO420* 

FOIA 

NORDERHAUO,  L. 

B4031301B5* 

30-361        fl 

NOHDERHAUO,  L.  R. 

B403O&032? 

7O-734 

NQHDERHAU8,  L.  R 

B403Q6O331-* 

70-734 

NORDERHAUO,  L.  R 

S4030BD149 

BO-BBB        Q 

NORDERHAUO,  L   R. 

B4031SOIB4 

SO-3A1        0 

NORDERHAUO,  L  R 

8403190139 

70-9B4 

NORDERHAUO,  L  K. 

B403E7O224 

70-12B7 

NORDERHAUO,  L   R. 

B403I  90376 

M-3O4        S 

NOHELIUS.C    E 

8403O1O3BO 

BO-373        8 

NDRELIUa,  C.  E 

8403030332* 

FQIA 

NOftELlUg,  C.  E. 

0403030233* 

80-303        P 

NOREL1UB,  C.  E 

B40303O396* 

80-233        Q 

NORELIU9,  C    E 

8403060390 

SO-374        P 

NOREL1UB,  C.  E. 

B4030BOa09» 

FOIA 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEOORY 

'MOREL  IU9.C   E 

B4030B021  1» 

FOIA 

NDRELIUS,C   E 

8403120070 

90-237        0 

NORELIUB.  C.  E 

8403120073* 

50-237        Q 

NDREL:UB,  c.  E 

8403120120 

30-331         0 

MOREL  IUS.C    E 

8403180124* 

90-313         Q 

NORELIUS,  C,  E 

B4031201H3* 

30-331        Q 

NORELIUS,  C  E 

8403130304 

90-440        fl 

NQflELIUS,  C,  E 

B4031900BS 

30-123         0 

NORELIU8.C    E 

B403190094" 

90-123        D 

NORELIUS.C    E 

8403230137 

30-313        0 

NORMAN.  D 

B403Q104300 

30-433         Q 

NORRHDLM.  L. 

B4O31901A&B 

90-266        0 

NORRHDLM.  L    J 

8403330113* 

30-272         O 

NORRHOLM,  L   J 

84O3K70139* 

SO-27K         O 

NORRISi  H,  R 

84O30B0135 

90-261        R 

NOHRIB,  H  R. 

84030B0238 

50-241        U 

MORRIS,  J 

B403280070 

90-273        P 

NQHRIB,  J.  A. 

84031  SO326 

30-293        F 

NOHRY,  P.  0, 

B4030BO37B 

ORO 

NORRY.  P   0 

B403300269 

ORO 

NORTH.  H  B, 

B4030S0075* 

50-3  12        Q 

NORTON.  B. 

8403070044 

30-273        0 

NORTON.  B 

3403070044 

30-278        0 

NORTON.  B 

8403120006 

30-273        O 

NORTON,  B. 

B403120O06 

30-273        O 

NDTARO.J  A 

B403270116 

30-32  B        A 

NOVACHEK,  F. 

B403010116 

30-267        S 

NOVACHEK.  F 

B403010193* 

30-2A7        fl 

NOVACHEK,  F 

B403010167« 

30-247         S 

NOVACHEK,  F 

B403220063 

90-267         B 

NOVAK.  T.  M, 

B40B090016 

30-413        A 

NOVAK.  T  H 

940307023  1« 

30-440        A 

NOVAK.  T.  M, 

B4031901B&* 

90-339        A 

NOVAKDVICH,  D 

B403S00371 

XPOflTLIC 

NOVAKDVICH,  D 

B403S8019KI 

XPORTLIO 

NUOENT.E  L 

8403120231 

40-2239 

NUSBBAUMER,  D 

B403  120248 

WASTE  MOT 

NUSfiBAUIieR.D  A 

B403020333 

WASTE  MOT 

NU8BBAUMER,  D  A 

B4030B011?* 

FOIA 

NUSHBAUMEfl,  D,  A. 

84O30B012B* 

FOIA 

NUS9BAUMER,  D  A 

84O30B013B* 

FDIA 

NU88BAUMER,  D  A 

B4O30B01B1* 

FOIA 

NUSBBAUMER.  D   A 

S4O31  30221 

WASTE  MOT 

HUBBflAUMER.D,  A 

B40319042O 

WASTE  MOT 

NUSBBAUNER.D  A, 

84032601  33# 

40-147B 

NUTT,  U.  T. 

8403230  lOHB 

90-233        P 

NUTT,  W  T 

B4O3230106* 

30-233        P 

NYKIHK,  J.  W, 

8403140088 

30-273        F 

O'CONNELL,  J 

B403270347 

30-273        O 

O'CONNOR,  P.M. 

B403270240 

30-482        A 

O'CONNOR,  P.M. 

B403270283 

30-482        A 

O'CONNOR,  P   M 

B403290391 

30-482        A 

O'DONNELL.F.R 

B4031S0233 

REB 

O'NEILL,  J. 

B403S60360 

30-153        0 

O'NEILL,  J  H 

B4030  10263 

SO-4OO        0 

O'NEILL,  J,  H 

8403010263 

90-4OO        O 

O'NEILL,  J  H 

8403130447 

30-4OO        0 

O'NEILL,  J   H 

8403  130447 

30-4OO        4 

O'NEILL,  J  H 

84O3  130439* 

30-4OO        fl 

O'NEILL,  J.H 

8403130439* 

30-400        0 

O'NEILL.J  H. 

8403280861 

50-4OO        0 

O'NEILL,  J.H. 

S403220361 

90-400        0 

O'REILLY,  J.P 

84O124O304 

70-27 

O'REILLY.  J.P 

8403070067 

30-299        0 

O'REILLY.J  P 

B403070131 

30-327        O 

O'REILLY.  J.P 

8403070156* 

00-327        0 

O'REILLY,  J,  P 

B40307D279 

30-280        a 

O'REILLY.  J.P. 

B4030B0031* 

FOIA 

O'REILLY.  J,  P 

84030B0096* 

FOIA 

O'REILLY,  J.P. 

B403080066* 

FOIA 

O'REILLY,  J.P. 

8403080074* 

FQIA 

O'REILLY,  J  P 

8403080121* 

FOIA 

O'REIL-LY.  J  P. 

B403160103 

7O-1  1  13 

O'REILLY,  J.P 

8403160367 

50-361         a 

O'REILLY,  J  P 

8403160273 

9O-299        0 

P'HEIULY,  J  P. 

8403160325 

70-143 

O'REILLY.  J.  P. 

8403  160377 

70-143 

O'REILLY.  J,  P 

8403290047 

30-299        fl 

O'REILLY.  J  P. 

8403290097 

30-2  SO        a 

O'REILLY,  J.P. 

B403S90181 

90-339        F 

O'REILLY,  J.  P. 

8403270190* 

90-239        a 

O'REILLY.  J.P. 

B403290274 

90-280        a 

O'REILLY.  J.P. 

8403290313 

30-390        a 

O'REILLY,  J.P. 

8403300324 

30-261         a 

O'REILLY.  J.P 

B403300327* 

30-241         0 
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CATEOORY 

O'TOOLE.J  D 
O'TOOLE,  J,  D 
O'TOOLE.J  0 
O'TOOLE.J,  D 
O'TOOLE.J  D 

9403020195 
B403030015* 
B403070093 
S40307009B* 
84030902BB 

90-247         R 
50-247         0 
90-247         P 
30-347         P 
30-3            F 

O'TOOLE.  J.  D 
O'TDOLE,  J  D 
O'TDOLE.  J.  D. 
O'TOOLE,  J.  D. 
O'TOOLE.J   D 

8403130403 
8403130029 
B403  19006? 
B403190339 
8403200184 

50-347        8 
30-247        0 
90-3             F 
90-247        F 
30-247         P 

O'TOOLE.J   D 
O'TOOLE,J.D. 
O'TOOLE,  J.D. 
O'TDOLE,  J   D 
O'TOOLE,J   D. 

8403S10134 
B403230133 
0403260130 
B4032701B6 
B403270193 

30-247         S 
90-3             R 
90-3              R 
90-247         R 
90-247         P 

O'TOOLE.J  D 
O'TOOLE.J.D. 
O'TOOLE,  J,  D 
O'TDOLEiJ  D. 
OBERO,  C.  R. 

8403270204 
B4032?0170 
B403270172 
B403S?0268 
B403060373* 

90-247         S 
90-347        P 
50-247        Q 
90-247        0 
90-443        Q 

DBERO,  C.  T. 
DBERLANDER.P  L 
ODEOAARDEN,  R.  H 
ODELLi  H.  H. 
DEBTHANN,  M  J 

B403060210* 
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30-BS9 

30-329 

F 

a 
a 

0 

B 

PLATO,  P 
PL1ML,0 

PLIWL.Q 
PLIML.O 
PLIML,  0 

B403140151 
B4O3  1  4OOB2 
3403210089 
3403B301B4 
8403200119 

PR 

50-293 
30-B93 
W-295 
50-29  S 

F 
F 
F 
F 

PLIBCD.L. 
PLIECOiL. 
PLBBRli  T 
POIDHURST.B.  M 
PDLHTH,  T. 

B403  13-0060* 
04032701  99» 
640320O119* 
8403S70D94* 
6403060146*- 

80-3B7 
50-3B7 
00-483 
4O-8760 
30-273 

a 

0 

a 

Q 

AUTHOR 

ACCESSION 
NUMBER 

BUBJECt 
CATEODflY 

POLK-  P   J 
POLK,  P   J 
FDLK.P    J 
POLK.  P    J. 
POLK,  P  J 

B3Q7S90306* 
B403OS0064 
B4O3020392 
B4030BOOS7# 
B4O3OS0041 

50-2B6 
90-236 
30-2B6 
SO-2B6 
SO-3B6 

P 
P 
F 
P 
P 

POLK.P   J 
POLLACK,  H   N 
POLLARD,  R.  B 
POLLARD,  R    D 
PCMEROY.D.  L 

B4O309D29B 
B40  32301  31 
8310200141 
B4O30B0334 
3403290004* 

ao-2B6 

NUf?EQ 
FOIA 
FOIA 
30-247 

P 

P 

PDOLE.D  L 
POPPE.  L   K 

PORS£<L 
FORBE,L 
FOKBEhL 

04O3D10137* 

040)180325 
0403290009* 
040329001  1* 
8403S900SO* 

SO-34B 
WASTE   MOT 
FQIA 
FOIA 
FOIA 

P 

PORSE,  L 

pause-  L 
pause,  L 
PORSE;,  L 

PORBE.  L 

E3403E90022* 
0403H900SB* 
040329003  1* 
8403B90036* 
S4O32  90040* 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

POR8E,  L 
PDRBE,  L 
PORTER.  9  M 
POTAPOVS,U. 
POTAPOVS,  U, 

B40327004S* 
8403S90063* 
6403230043 

04oaoioi7e 

B4021  90211 

30-266 
FOIA 
50-332 
OA999 
OA999 

P 

T 

PDTAPOVS.U 
FOTAPQVB,  U 

POTApava.u 

POTAPOVS,U 
POTAPaVS,  U 

B4O3010430* 
B4O30900B6 
B403O900B9 
B4O3OSO126 
B40309013O 

90-423 
OA999 
QA799 
OA999 

W}f} 

a 

POTAPOV8,  U, 
PDFAPOVB.  U 
POTAPOVS,  U 
PQTAPOVa,U. 
POTAPOV9.  U, 

B403O50176 

B4030&OOOA 
B403060092 
B403O6O09B« 
B403060137 

OA999 

OA999 
OA999 
QA999 
QA999 

POTAPPV9,  U 
POTAPOV8,  (1 
POTAPOVS.U. 

parAPOVs.u. 

POTAPOV9,  U 

340304,0174 
8403060219 
6403060391 
84030£>02Ba 
B4030608B7 

TDPREP 
0^999 
QA999 
QA999 
QA997 

POTAPOVS.U, 
FOTAPOVS,U 
POTAPOVS.  U 
POTAPOVS,  U 
POTAPDVS,  U 

B403O  60343 

B4030603S2* 
8403120036 
B40312010B 
S403J  3Q03B 

QA999 
OA999 

QA999 
OA999 
OA999 

POTAPOVB,  U 
POTAPOVS,  (J 
POTAPOVB,  U. 
FOTAPOVB.U 
PQTAPOV3,  If 

B403130046 
B40313O03& 
B4031  3006B* 
B4031  30089* 
S403130S6B 

OA999 
3A999 
OA999 
QA999 
OA999 

FOTAPOVS.U 

FDTAPOVB,  U 
POTAPOV3,  U 

POTAPOVS,  U 
POTAPDVS.U 

B40313O27A 
B40313O309 
8403130317 
B4031  30329* 
8403130107 

OA999 
OA999 
OA999 
QA979 
OA999 

POTAPOVS,  U 
POTAPOVS.U 
POTAPOVB.U 
PDTAPOVS.U 
POTAPOVB,  U 

B403130441 
B40319O041 
B403190046 
B4031  90070 

B40319OO7B 

OA991? 
OA999 
QA999 
OA999 

QA999 

POTAPDVS.  U 
POTAPOVB,  U 
POTAPOV8,  U 

POTAPOV3,  U 
POTAPOV3,  U 

8403190112 

8403190145 
B40319OIB3 
B403I9O206 
S403  1  9OS09 

QA999 
OA999 
QA999 

OA999 
OA999 

POTAPOVS,  U 

POTAPOV3,  U 
POTAPOVS,  U 
FOTflPOVS,  U 
POTAPOVS,  U 

B403190B1B 
B40319OS34 
B40319O32B 
B4031  90329 
B40319O337 

QA999 
OA999 

QA999 
90-4*1 
GA999 

a 

POTAPOVSi  U. 
POTrtPOVB,  U 

POTAPOVa,  U, 
POTAPDVS,  U 
POTAPOVS..U 

B4031-90P3B 
B40319O342 
B40319O364 
B40317O3BO 
B403200072 

OA999 

OA999 
OA999 
OA999 
OA99? 

POTAPOVS,  U 
POTAPQVB.  U 
FOTAPOVS,  U. 
POTAPOVS,  U 
POTAPOVS,  U. 

B40320O13B 
B4032D0142*- 
8403260-098 
8403270090 
8403270092 

OA999 
OA999 
OA999 
OA9991 
QA99? 

POTAPDVS.U 
POTAPOVS,  U 
PQTAPOVH,  U 
POTAPOVS,  U 
POTAPOVB,  U, 

8403270142 
8403870148 
B403270174 

B40327017B 
8403270228 

OA999 
OA999 
OA999 
QA999 
OA799 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

POTERALSKI.D  C 
POTTER,  A. 
PDULK,  R  M 
POWELL,  C 
POWELL,  C, 

B403190179* 
8403200373 

B403010299 
8403060969 
B403060373* 

5O-H50         0 
XPORTLJC 
30-324         9 

XPORTLIC 
XPOHTLIC 

POWELL,  C 
POWERS,  D  A 
PRELL,  J 
PRELL.J   A 

PRESLEY.  K   E 

B40332Q32B 
B403010076* 
B403030220* 
B403290190* 
B403120OBQ 

XPMTLIC 

FOIA 
30-30B         fl 
50-332        a 
90-373         S 

PRE9TON,  J, 
PREVATTE,  R   L 

PRICE,  K   M, 
PRINTZ,  M 
PUDU1CK.L 

8103390113* 
B4O3Q70199* 
BIOS  19029  3 
8403060376* 
84031200BB 

ACRB 
30-400        a 
PR 
BA999 
90-263        B 

PLJLLANIiS 
PULLANI.S  V 
PULLANI.S,  V 
PURDOM.P  H 
PURPLE,  R  A 

B4031601S7* 

8403880091* 
B403290071* 
6403200042 
B403  190077* 

30-372        0 
30-277        0 
50-371        Q 
30-413        0 
90-249        d 

PUTNAM,  K.  B 
PYRIH.L  B 

QUAMNE,  B  L 
QUAMME,  D.  L 
QUAMME,  D  L 

8403380017 
B40316O1B7« 
B4030BOB49 
B4030B024B 
B40313016B* 

90-331        R 
90-332         0 

30-329        S 
90-327        A 
3Q-3B9        A 

QUAMNE.  D.  L 
QUAMME.  D  L 
QUAMME,  D,  L 
QUAMME,  D  L, 
aUAMME,  D  L 

B403130B61 
B4O319009B 
B4032S0007 
B403230Q31 
8403230114 

90-339        A 
30-339        A 
90-3K9         A 
30-3E?        g 
30-327        A 

QUAMME.D  L 
QUIRK,  J  F. 
QUIRK.  J  F 
RADER.R  M 

RADER,R.  M, 

B403B70199 
B4031302S3 

0403300083 
3403300129 
84033001  B9 

9O-329        Q 
TQPREP 
TOPREP 
9O-3B2         D 
30-332         0 

RADFORD,  E,  P 
RAFEEDIE,  D.  P 
RAHE,  E.  P. 
RAHE.  E.  P 
RAHE,  E  P 

8403220303* 
0403130071 
B403090B01 
B4031  30398* 
040313037S* 

90-332         T 
50-331         H 
PR 
50-1BS        A 

30-4BS        A 

RAHE,  E  P 
RAHE,  E  P. 

RAINEY,  J  A. 
HA  JARAM,  V 
RAMAS.  S,  L 

840313D3B9* 
0403210019 
0403B003SB 
0403260330* 
0403130499" 

30-4SS        A 
TOPREP 
NUREO 
HASTE  MOT 
90-312        Q 

RAPKIN.A 
RAPKIN,  A 
RAPKIN,  A, 
RAPKIN,  A 
RAPKIN.  A, 

B40306Q1E4* 
8403070030* 
0403200083 
0403200089* 

£3403300398 

40-20il 
40-2041 

40-2061 
40-2061 
40-2O&1 

RATHSAM,  R 
RAVENBCHOFT.  N 
RAHSON,  R  J 
RAH9DN,  R.  J 
RAWBON.R   J, 

9403270039 
6403830037 
040314006B 
0403140081 

0403140129 

30-29B        B 
XPDRTLIC 
30-434        0 
90-322         0 
90-434         0 

RAHSON,  R.  J 
RAMSON,  R.  J 
RAW80N-  R   J 
RANSOM,  R.  J. 
READ,  J.  J. 

B403140146 
04O3H014B 
8403190124 

04032  10024 
B403060301* 

30-434         9 
30-4  34         O 
90-322         0 
50-299         0 
90-322        T 

REAVI3,  J.  A 
REAVI  9,  J.  A 
REAVIB,  T  A. 
REBELLO.  J.  E 
REBELLO,  J.  E 

8402210190 

8403200010 
B403200123 
B403020073* 
B403B20219* 

50-3i9        » 
80-269        « 
50-369        ft 
CONTRACT 
CONTRACT 

REBELLD,  J  E 
REBELLO,  J   E 
REBELLO,  J.  E 
REBELLO,  J.  E. 
REBELLO,  J   E, 

8403220800* 
H403BB031B* 
840322031  V* 
8403320327* 
8403230032* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

REBELLO,  J  E. 
RESELLS,  J,  E 
REBELLO,  J.  E, 
REBELLD,  J.  E 
REBELLO,  J   E, 

84032301  34« 

8403840307* 
8403260396* 
B40326037O* 
3403370384* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

REBELLO,  J.  E 
REBELLO,  J  E, 
REECE,  U.  D. 
REED,  C, 
REED,  C  , 

8403270304* 
B403Z801B7* 
8403190449 
6403060394 
B403130339* 

CONTRACT 
CONTRACT 
NUREO 
30-4  54        A 
SO-373        Q 

REED,  C. 
REED,  0.  A. 
REED,  xJ   D 
REED,  L.  0. 
REED,  L.  L. 

8403260194 
8403290O49* 
B403210009 
8403200104 
B403  130072 

30-374        A 
90-266        P 
PR 
90-49&        0 
90-73           R 

PERSONAL  AUTHOR  INDEX 


539 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

REEVES,  E 
REEVES,  E 
REEVES,  E 
REEVES,  E  A 
REEVES,  E   A 

B4O301OK10 
B40302O44D 
B4O307O337 
B4O1120394 
84O3070379 

50-348 

SO-34B 
30-3  4B 
50-348 
50-348 

P 
P 
P 

P 
P 

REEVES.  E.  A 
REOAN,  W   H 
REOAN.M  H 

REOAN,  W  H 
REDAN,  M  H 

8403260326 
B2O31  00370* 
B4030BOE7H 
B4O30802B3* 
84O322OS71 

3O-34B 
5O-377 
5O-413 
&O-413 

90-498 

P 
C 

M 
M 
M 

REOAN.  U  H 
RESENSBURO,  K   J 
REOENSBURQ,  K  J 
REOENBBUflO,  K   J 
REHH.  T  A 

84032B0161 
B4O306Q26&* 
B4O30iOE70* 
6403060278* 
B4O30404B7 

5O-4SB         M 
9O-322         T 
5O-322         T 
M-328         T 
COMMISSION 

REICH.  M. 

REICHEL.N   1 
REICHEL.N.  I 
REICHEL.N   I 
REIS,  E.  J. 

6403010227* 
S40313O394 
B40313O362 
S403  130471 
B403270Z93 

3O-3E9 
5O-329 
9O-329 
90-339 
BO-322 

A 
S 
3 
S 
0 

REIB,  E   J 
RE  IB,  J.  B 
REIB,  J   B. 
REIB,  J.  B. 
RENZ,  M   F 

B4O32B0356 
B4O3200O32 

B4O3280O23 
B403290073 
3403070165* 

SO-328 
9O-373 

90-374 
90-374 
5O-328 

0 

s 
s 

5 

T 

RENZ.H  F. 

RENZ,  M  F 
RENZ,  M.  F. 
REPKA,  D.  A 
REPKA,  D  A 

B403070»7fi« 
B4O3070190* 
B4O307O222* 

B4C-3140O42 
8403140043 

50-322 
9O-328 
90-322 
SO-328 
9O-322 

T 
T 
T 
O 

T 

REPKA,  D  A 
REPKA,  D.  A. 

REPKA,  D,  A, 
REPKA,  D.  A, 
REPKA,  D.  A 

B403140165 
8403190093 
S40319OI24 
S40321OtOO 
B403210104 

50-322 

90-3S2 
SO-32B 
SO-322 
90-352 

0 
D 
O 
O 

O 

REQUA,  D 
RECIUA,  0. 
REOUA,  0 
RE8H.  D  L 
HEVELEY.  H,  T 

04030  10230 
B403060O03 
B403060470 
&403130E236 
B403130129 

S0-2il 
90-261 

90-241 
PR 
BO-322 

p 

F 
P 

O 

REVELEY,  H  T 
REVELEY,  H  T, 
REVELEY,  M  T 
REYES,  L.  A. 
REYES,  L  A 

B4D3130127 
8403810181* 
84032101B1* 

B403080261* 
8403170297* 

5O-3S8 
SO-3H2 
9O-322 
30-4B3 
3O-373 

0 
0 
0 

a 

Q 

REYES,  L  A. 
REYEB.  L  A, 
REYNOLDS,  J, 
REYNOLDS,  J  R 
REYNOLDS,  J  R 

B4033000QOH 
B403300O37» 
B403090O27 
B40307O1  28 

3403070120 

90-434 

9O-34  1 
90-273 
30-273 
30-879 

O 

a 

p 

0 

a 

REYNOLDS,  J.  R 
REYNOLDS,  vf  R 
REYNOLDS,  J.  R 
REYNOLDS,  <J,  R 
REYNOLDS,  J  R 

04030B01  IB 
S4030B01  IB 
040317001  1 
0403190011 
8403170016* 

9O-275 
3O-S75 
3O-275 
9O-275 
50-875 

9 
0 

a 

0 

a 

REYNOLDS,  J  R. 
REYNOLDS,  J,  R 
REYNOLDS,  J  R. 
REYNOLDS,  0  R 
REYNOLDS,  J,  R 

0403190016* 
B4.032201Q6 

0403220106 
S4032S0110W 
6403220  110» 

W-273 
50-273 
9O-275 
50-275 
90-273 

0 

g 

0 

a 

0 

REYNOLDS,  J.  R 
REYNOLDS,  J.  R 
REYNOLDS,  N.  S 
REYNOLDS,  N.  S 
REYNOLDS,  N.  S. 

B4032603AB 
8403240363 
B403  120007 
B4031S0007 
0403140020 

50-275 
30-275 
50  -SOB 
50-SOB 
90-443 

9 

0 
D 
D 
(t 

REYNOLDS,  N.  S 
REYNOLDS,  N.  S 
REYNOLDS,  N  S 
REYNOLDS,  N,  B 
REYNOLDS,  N.  S. 

B4031400EO 
8403150032 
B403  190038 
0403270031 
8403270031 

50-44S 
50-443 
90-445 
50-448 
50-449 

0 

a 
a 

0 
0 

REYNOLDS,  B  D 
REYNOLDS,  B.  D, 
REYTBLATT,  Z 
RHODE,  O.K. 
RHODES,  H. 

B4031  50034* 
B403190110M 
B403270280 

B40309007B 
B403O10913* 

50-3BB 
30-273 
MISC 
50-410 
40-B027 

Q 

0 

s 

RHODES,  R.  K. 
RICE,  T.  R. 
RICHARD,  A  U. 
RICHARDS,  B.L 
RICHARDS,  S,  A. 

B403120027M 
0403090027* 
B403O50124 
B403  1603330 
84030603440 

50-275 
SO-2B& 
30-2BB 
70-143 
30-344 

0 

p 

s 

a 

HICHLEY.E.  A 
RIDEOUT,  T  B. 
RIDOWAYiK  R 
RILEV,  A. 
RILEV,  J. 

B403060403 
B4032302OO 
840317009£» 
B403O10437* 
8403070033 

90-30 
NUREO 

90-123 
CONTRACT 
30-413 

R 

a 

D 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
C  ATE  DORY 

RILEY.J 

B403070O33 

50-413 

9 

RILEY,  J   1. 

B403070O37* 

50-413 

O 

RILEY,  J    L 

B4O3880237 

3O-413 

e 

JUNO,  M 

B4G33QOO30* 

50-434 

Q 

RIT3HER.J  A 

B4O31300BO 

30-443 

A 

RITBHER.J  A 

84031300BO 

5O-443 

A 

RIVENnARK.  0 

84O3010L10 

SO-321 

P 

HIVENBARK,  fl 

84O  3060436 

50-321 

P 

RIVENBARK,  0   W 

84O  1120436 

3O-321 

P 

filVKIN,  U   fl. 

79040301  38* 

FOIA 

R1VKIN.W   B 

7904030133* 

FOIfl 

ROACH.  P.  A 

B403160O3B 

30-asi 

S 

ROACH,  P    A. 

B403160O3B 

so-aso 

S 

RDBDINBjJ   O 

8403140003 

50-323 

J 

ROHBIN9,  J   0 

B403140O37 

3O-413 

J 

ROBB1NB.O   G 

B4Q3S60170 

TQPfiEP 

ROBERBON,  P    L 

B403140170B 

PR 

ROBERTS,  B   -J 

B4Q3290110 

AC  Re 

ROBERTS,  H  J 

84Q3330O37 

MJREQ 

ROBERTS,  R   C 

0403040297* 

50-322 

T 

ROBERTS,  R   C 

B4O3O40293* 

50-328 

T 

ROBERTS,  R   C 

B403Q6O3O1* 

BO  -322 

T 

ROBERTS'  R   C 

S403O6Q319* 

50-323 

T 

ROBERTS,  R   O 

B4  03280  17B 

50-34B 

F 

ROBERTSON.  J   A 

B403O803Q3# 

30-34 

0 

ROBINSON,  E   D 

B4O30701iO» 

30-322 

T 

ROBINSON,  E   D 

B4Q3070193B 

30-332 

T 

ROBINSON,  E   D 

B4O30702O4* 

50-322 

T 

ROBINSON,  E,  D 

B40PO702O7* 

BO  -322 

T 

ROBINSON,  E   D 

B40307021  1* 

50-328 

T 

ROB  I  NEON,  E    D 

B4O3O70814* 

30-333 

T 

ROBINSON.  E    D 

8403070227* 

SO  -322 

T 

ROBINSON,  E    D 

B4Q323QOSO 

90-322 

T 

ROBINSON,  E    D, 

8403230038 

50-322 

T 

RDCCO.J. 

B4Q3DA0393 

30-206 

J 

ROCKHOLD.H   C 

8403070395* 

30-318 

P 

RQCHHOLD,  H,  C 

840326033  3 

90-416 

P 

RODRIGUEZ,  R    J, 

84030  103BB 

50-318 

P 

RODRIGUEZ,  R    J 

8403020330 

30-312 

P 

RODRIOUEZ.R    J 

B403O603B7 

30-312 

F 

RODRIGUEZ,"    J 

B4OS130112 

30-312 

B 

RODRIGUEZ,  F?    J 

B4O3130ia3 

50-312 

P 

RODRIGUEZ,  R    J 

8403190373 

50-312 

0 

RODRIGUEZ,  R    J 

B4O3200043 

30-312 

R 

RODRIGUEZ,  R    J 

B4O32001B4 

30-312 

S 

RDDRieUEZ.R    J 

8403230036 

50-312 

S 

RODRIGUEZ,  R    J 

8403260213 

50-312 

P 

ROGER  B,  A   C 

8403I6004B 

3Q-32B 

A 

R08ERB,  L. 

6403390006* 

FOIA 

ROGERS,  L, 

8403290016* 

FOIA 

ROGERS,  L 

8403290031* 

FOIA 

ROGERS,  L 

B4O3270034* 

FOIA 

ROGERS,  L. 

B40-32900SB* 

FOIA 

ROGERS,  L, 

8403390061* 

FOIA 

RDOEH  B,L 

B4O327Q073* 

FDIA 

ROGERS,  P 

8403090139 

50-36B 

S 

ROOERS,  P 

8403130031 

50-36B 

S 

ROGERS,  P 

B403130321 

30-34B 

B 

RDQERB.P 

B40  3  130347 

30-3i9 

E 

ROOERB,  P 

6403380020 

50-3iB 

B 

ROGERS.  P 

8403270230 

50-368 

G 

ROOER  S,  P 

8403290127 

SO-368 

B 

ROCQE,  J.  F 

0403  02023  B 

30-302 

B 

ROQGE,  J   F 

8403160039 

80-366 

B 

ROHHER,  D. 

8403200117* 

80-483 

a 

ROLFE,  R  M, 

8403030143 

50-322 

o 

ROLFE,  R,  M 

8403020143 

30-382 

G 

ROLFE,  R,  M. 

S403O60103 

50-322 

a 

ROLFE,  R  H 

8403060)03 

30-382 

0 

ROLFE,  R   H 

8403060107* 

50-322 

0 

ROLFE,  R   M 

B403Q60107* 

BO-3H8 

0 

ROLFE,  R.M 

8403270074 

90-322 

o 

ROHAN,  T  W 

8403130371* 

30-220 

p 

ROHAN,  T  U 

8403  190091 

30-aao 

R 

ROMANO,  F. 

B4Q3220234* 

50-392 

0 

ROMAN  0,F.  R 

8403220226 

50-3SB 

B 

ROMAN  O.F.R 

B403S20229* 

50-3S2 

B 

ROMAN  D,F   R. 

B40327Q37B 

30-3S2 

a 

ROMANO,  F.  R 

B40329037S 

30-392 

g 

RQHANQ,  F.  R 

B403290397* 

30-392 

0 

RDNK,  D  F. 

B403270836 

30-3B9 

a 

ROOD,  H 

B40327037O 

30-361 

p 

ROONEY,  V  L 

B403M0073 

TOP  HEP 

ROPSON,  D   J 

B4Q2170107* 

5O-303 

p 

ROSA.  F 

8402JAQ08Q* 

MISC 

AUTHOH 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

ROBA,  F 

840317013211 

50-873 

O 

RD3ANO,  R 

5403080213 

50-239 

0 

ROSANOj  R 

B403160031 

90-331 

s 

RDSENTHAL,  A    S 

B402230237* 

50-40-0 

0 

ROBB,  D    F 

9IO303071B* 

FOIA 

ROS9.  T,  M 

B4  03060  147* 

50-275 

a 

ROS9,  W   J 

B1O4220B81* 

50-2B6 

p 

ROSS,  M   J 

8403  1601  SO  » 

30-369 

a 

HOBSEACH.  L    M 

8403130166* 

50-2B6 

a 

ROSSI,  A   R 

84032E0292* 

50-322 

T 

RD9ZTOC2Y.  Z    R 

B4  O3  390  041* 

FOIA 

ROTELLA,  T    9 

B4  03220070 

50-333 

S 

ROTH,  W   V 

B4O3150341* 

50-272 

U 

ROTHSCHILD,  M    U 

B4030B0332* 

90-336 

p 

ROUSE,  L    C 

B4O3020231 

70-6S7 

ROU6E,  L   C 

B40  3290332 

70-6B7 

ROME,  C 

B4030702Q3 

50-273 

s 

ROME,  C 

84  O  3080  16  6* 

FOIA 

ROWE,  C 

840  32  10040 

IE,E 

ITOHBOME,  F 

B31  1140230* 

ACRB 

ROMEOME,F 

fl312f?03SB» 

ACRB 

ROWSDME.F 

S4O301006S«t 

ACRS 

ROHBOME.F    H 

83111408401 

ACftB 

HOY,  W 

84032601  4B* 

40-1478 

ROZAK,  B 

8403300040* 

SO-2B2 

Q 

n  02  EAR,  c.  J 

B4O313020S 

50-237 

S 

F1OZEAR,  C  J, 

B4O3I  70123 

50-239 

B 

ROZEAR,  C   J 

8403220046 

W-237 

3 

RUBENSTEIM,  L   B 

810304004B» 

30-236 

P 

RUDENS7ETW,  L-   S 

S21  1090035a 

3Q-40O 

E 

RUBENSTE1N.L    S 

B2I  11702490 

50-4OO 

E 

RUBEN3TG1N.L    S 

B30S1  10054" 

30-837 

P 

HUBEN3TEIN,  L   B 

B3O721007BO 

50-400 

E 

RUBENaTEJN,  L   B 

B3072I01  16« 

50-400 

E 

RUDENaTEIN,  L   S 

Q3092604S2* 

50-4OO 

E 

RUBEN&TEIN.L    B 

B31  11  10263» 

50-4OO 

E 

RUBENBTEJN.  L    S 

83121200020 

50-4  GO 

E 

RUBIN,  A 

B4032002690 

SO-4B2 

A 

RUBIN,  S 

B31O2B018BO 

30-27  B 

e 

RUBIN,  S   D 

B3108Q01B6 

50-299 

s 

RUBIN,  B   D 

8403230178 

50-305 

s 

RUBIN,  9   B 

84O323018I« 

50-303 

s 

RUFF,  A    B 

84O30B0384* 

30-424 

Q 

RUSH,  C    e 

8403300317 

NUREO 

RUITER,  C   H 

8403130147 

50-305 

R 

F1ULAND.VJ   H 

B4031608B40 

50-34  B 

a 

RULAND,  W   H 

B4032901030 

50-34B 

a 

RULLMrtN,  S   D 

84030B0113* 

FOIA 

RULLMAN,  B   n 

B4030B01130 

FOIA 

RUMMERF  IELU,  F 

84030901  7B 

PR 

RUMMERF1ELD,  P 

B403090183* 

PR 

RUNKLE,  J 

B4032000S4 

90-40O 

s 

RUNKLE,  J 

8403320223 

90-400- 

0 

RUNKLE,  J   D 

8403190141"- 

50-400- 

Q 

RUPP,  J. 

B4D30B0013 

50-872 

B 

RUPP,  J 

B4030B024t 

50-272 

S 

RUPP,  J 

B4030B0252 

M-272 

B 

RUPP.  J   L 

H402100176 

50-27S 

3 

RUPP,  J    L, 

84031  303B4 

30-311 

S 

RUPP.  J    L 

B4O32E0039 

50-311 

3 

RUPP,  J   L 

8403220131 

50-311 

3 

RUFP,  J   i 

8403870099 

30-311 

B 

RUPP,  J.  4. 

04.03270244 

50-272 

B 

RU5HMORF,  J   M 

8403860036 

50-2SO 

J 

FIUEHMDRJI,  J   H 

8403380047 

SO-23O 

J 

RUSSELL,  L   B 

B403020300 

50-317 

F 

RUSSELL,  L    B 

B403060107 

30-31  B 

S 

RUSSELL,  L    D 

B403  130039 

50-31B 

S 

RUSSELL,  L    D 

B4031  30081 

30-31  B 

B 

RUSSELL,  L    a 

B403I3009B 

90-317 

B 

RUSSELL,  L  D 

B103130252 

50-317 

S 

RU&BELLjL   B 

8403130379 

90-317 

S 

RUSSELLjL   B, 

8403130299 

50-317 

S 

RUSSELL,  L  D 

8403130279 

90-317 

B 

RUSSELL,  L  D 

8403130336 

30-317 

3 

RUSSELL,  L   B. 

B403130413 

50-3  IB 

a 

RU5BELL.L   B 

8403130426 

90-317 

B 

RUSSELL,  L   R 

Q403130430 

30-3  IB 

3 

RUSSELL,  L,  B 

B10314022B 

50-317 

F 

RUSBELLiL    B 

B403300100 

50-317 

B 

RUSBELL,  U 

8309290474* 

50-400 

E 

HUTDERO,  J 

B403140071 

90-273 

0 

RUTBERO.J 

B403140179 

30-875 

O 

RUTDERO,  J 

B403190100 

30-875 

o 

RUTBERO,  J 

B403270301 

90-332 

o 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 
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CATEQGflY 

UZICKA,U,  0 

B4D3130045 

90-34 

P 

/AH,  J  A 

B1030S03B5 

30-528 

D 

YAM.  J   F 

B403330140* 

CONTRACT 

'  /BAK.fi, 

B4D3010OB9 

90-394 

P 

YflAK.B 

B403060273 

50-294 

P 

YBAK.B 

B4O3090  1  B3 

"30-337 

P 

YBAKiB 

B40309O191* 

50-337 

P 

YBAK.  B 

B403130070 

90-237 

F 

YBAK.B 

B40313O108 

50-869 

P 

TflAK.B, 

B40313O353 

9O-294 

P 

YBAK.  B 

B40313O370 

30-249 

a 

'YBAK.  B 

B4031304OO 

30-237 

p 

YBAK.  B 

84O313O41O 

SO-E37 

p 

'YBAK,  B 

B4O3190O75 

90-294 

a 

YBAK.  B 

8403200  1  96 

50-249 

a 

YBAK.  B 

B4O3220  1  20 

50-10 

R 

YBAK.  B, 

8403220153 

50-837 

p 

'YBAK.B 

84O3270  1  30 

50-249 

p 

YBAK.  B 

B4O3370  1  75 

5O-894 

Q 

tAEflERT,  S 

8403060314* 

90-322 

T 

IAEQEFTT.  B 

8403060-31  4* 

5O  -323 

T 

iAENBER.E   L 

84O30B031  7* 

FOIA 

rAOER.D-  A, 

B403Q6O340 

9O-33B 

F 

ALAH.  B. 

B3O504O337 

50-324 

B 

ALAH,  B 

B4O323O14B 

90-416 

S 

ALAH.  S. 

B4O323O1SO« 

50-416 

S 

ALAH,  S 

B4O33&O411 

5O-323 

B 

rALOMDN,  B.  H 

B4O3330190 

NUREO 

ALTIMAN,  J. 

B4O32BO221 

30-380 

P 

M.VATQRI.R 

B403290099* 

FQIA 

ALVEBEN,  R.  S 

B4O314OD07 

9O-334 

A 

(ALVAR&S,  L.  E 

B4O3130336 

50-317 

S 

ftLVERS.  E.M 

8403060377 

90-2BO 

F 

ALVERS,  E.  M, 

S4O3090131 

90-2BO 

F 

ALVER9,  E-  M 

84O3230  1  46 

50-2BO 

F 

ALZMAN.  L. 

8403290272 

PRH 

AMANTA,  P-  K 

B4O3010O4I* 

FBI  A 

rAMPLE,  M, 

8403140231 

50-369 

F 

rAHHORTH,  R.  D 

80O3270  1  42* 

50-397 

D 

r  ANDERS,  W.  T 

84O30700Z4* 

SO-4B4 

a 

AHDER3.W-F 

B4O30B03B4* 

90-434 

Q 

rAWDQU  I  ST.  G 

8-1O314O143 

90-407 

F 

ANDQUI8T.O   M 

B40330O2B1 

50-78 

F 

ANDOUIBT.O   M 

B4Q3300293* 

190-73 

F 

FANE,  A  D 

B40319C404* 

30-413 

A 

ARSDUIt,  B. 

B40302O07B 

50-346 

R 

AHSOUR,  B. 

B40309O231 

3O-34A 

R 

ARBOUR,  B. 

84O33O01B4 

3O-346 

R 

AUTER,  0   M 

B4Q3030120 

OA999 

AUTER,  D  K 

B4  03060O96* 

OA999 

AUTER,  D   h. 

B40306O10I* 

(1A999 

!AUICMAC,N 

B4011S01BO* 

4O-3433 

AVIN1.R.  J 

B40308O21S* 

FOIA 

ICALETTI,  0 

B40330O214 

9C--447 

A 

ICARANDrR.  A 

B40337O214 

7O-1297 

ICHE1DT,  D.  J 

B4D326039B 

50-322 

0 

!CHE  I  DTi  D.  J 

6403380338 

30-383 

O 

ICHEJNERTjR.L 

B4  03060289 

30-263 

F 

ICHERER,  A-  E 

B4  030  10276 

50-470 

E 

iCHERER,  A,  E, 

B4032DOOB1 

90-47O 

K 

ICHERER,  A.  E 

B  4032701  07 

90-470 

E 

ICHIERLINC,  H 

B4O3190134* 

90-B75 

Q 

,CHIFFKACHER,H 

B4O3070169* 

90-322 

T 

iCHIFFKACHER.H 

B403070190» 

5O-3BB 

T 

ICHIFFMACHER,  M 

B4  03070222* 

90-322 

T 

SCHMIDT.  H   C, 

B4O3060299 

90-443 

A 

ICHMIDT,  H   C 

B4031801O3 

30-449 

E 

ICHMIDT.  W,  J 

B403190139 

OA999 

ICHMITT^H.H 

B4033O0312* 

CONTRACT 

ICHM1TT>R.  C 

B4  03300261 

NUREO 

ICHMITT-R.  C 

B4033O0289 

NUREO 

1GHNEBELEH.  A, 

8403280239* 

90-4Q2 

a 

iCHNCLUD.  F 

B4Q3030a(6 

50-4B3 

K 

JCHNELL-D   F 

B4  03090283 

90-4B3 

F 

ICHNELL,D.  F. 

84031&01O4 

90-463 

A 

1CHNELL.D.  F 

B403120171 

5O-4B3 

A 

ICHNELL^D.F 

B4O31201B2 

30-493 

A 

ICHNEi.L,  D.  F 

B1031  60323 

9O-4B3 

A 

ICHNELL.D.F 

8403190034 

BO-4B3 

5 

iCHNELLh  D.  F. 

84O319O269 

50-483 

A 

ICHNELL,  D.F. 

B40320OO2B 

50-463 

S 

iCHNELLt  D.  F 

840330O2B3* 

50-<B3 

a 

ICHNELLh  B.  F 

8403210121 

9O-483 

A 

JCHf*U-,D.F, 

840323O119 

9O-483 

s 

JCHNEUL,  D,  F 

84O327O016 

50-4B3 

A 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODfll 

f 

SCHNELL,  D   F 

B403370079 

30-4B3 

a 

BCHNELL,  D   F 

B4032701BB 

SO-4B3 

s 

SCHNELL,  D   F 

8403370187 

50-4B3 

a 

SCHNELLiD   F 

8403270529 

50-483 

A 

SCHROEDER,  It 

8403230076 

30-237 

s 

SCHROEDER,  B  A 

B403130O13 

90-337 

R 

BCHROEDER,  C,  M 

B403Q3O063 

30-373 

F 

ECHROEDER,  C   H 

B4031-4O179 

90-373 

F 

SCHROEDER.  C.  M 

B4Q319O001 

90-349 

Q 

SCHROEDER,  C   U 

B40320O013 

30-373 

P 

SCHROEDER,  C   M 

B4032002S6 

30-373 

a 

SCHRQEOER.  C   M 

B40321OOB3 

90-373 

K 

SCHROEDERiC  U 

B403Z3O123 

30-373 

F 

SCHROEDER.  C   U 

B40323OOB1* 

30-373 

Q 

BCHRDEDER.C    U 

B403B3OOB7* 

90-373 

a 

SCHHOEDER.C  U 

B40326O1S2 

30-373 

p 

B-CHROEDER.C   U 

B4032AOE23 

90-373 

a 

BCKULTZ.fi  R. 

B40314O1BO* 

80-373 

F 

BCHULTZ.O  R 

B403140IB3* 

90-373 

F 

BCHULTZ.O  R 

B403140IB4* 

50-373 

F 

BCHULTZ.W  H 

8009010303* 

FOIA 

BCHULTZ.W  H 

810S240OA6* 

FOIA 

SCHULZ.R  0 

B4030BOtBB* 

30-461 

a 

SCHUMACHER,  H  C 

8403130117* 

40-3061 

SCHUMACHER,  M   C, 

8403190313* 

30-341 

a 

SCHUMACHER,  M  C 

B403I23O140* 

90-309 

0 

SCHUMACHER,  M.  C, 

B40330O033* 

30-436 

0 

SCHUMACHER,  M  C 

B40330O040* 

90-2S3 

a 

BCHUBTEH,  M  D 

B4030BO152* 

90-S2B 

a 

SCHUSTER,  H   D 

B4031SO3B1 

50-344 

F 

SCHUSTER,  M  D 

B40329O240 

30-344 

F 

SCHUSTER,  M  D 

B40329OS&4 

50-273 

F 

BCHUTZ,D  F 

B403140144 

PR 

BCHUYLEH.J,  D, 

B40307O073 

30-273 

P 

BCHUYLEft.J  0 

B40307O079* 

50-273 

P 

BCHUVLER.J,  D, 

840307D284 

50-275 

P 

BCHUYLER,  J   Q 

B40307O2B8* 

90-273 

P 

BCHUYLER,  J.  D. 

S40307O393 

30-273 

F 

BCHUYLER,  J  0 

B4030BO413 

50-273 

P 

BCHUYLER.  J   0. 

B4030B0414* 

30-275 

P 

BCHUYLER,  J  D 

8403090172 

90-275 

F 

SCHUYLER.J.  0 

B4D31SO1S9 

50-273 

P 

SCHUYLER.J  D 

B40314O193 

PR 

BCHUYLER,  J  a. 

B40319O011 

30-375 

P 

BCHUYLER,  J,  Q 

84D31SOO13 

50-277 

P 

BCHUYLER,  J  D 

84031  90O4B 

50-323 

S 

SCHUYLER.J   0 

S4031  9OOB2 

50-275 

a 

BCHUYLER,  J   O 

8403130147 

90-279 

E 

BCHUYLER,  J   0 

B4Q32OO21B 

50-275 

P 

SCHUYLER.J.  0 

8403220039 

30-279 

P 

SCHUYLER.J  0 

B40332O173 

30-273 

E 

SCHUYLER,  J.  0 

B40333O191 

90-275 

0 

BCHUYLER.  J   0 

B4032AO176 

30-273 

P 

SCHUYLER.J  0 

B40337OO04 

50-133 

e 

BCHUYLEfi.  J.  0 

8403270037 

90-133 

e 

BCHUYLER.  J  0 

B403370033 

SO-27S 

p 

BCHUYLEfi,  J.  0 

8403270209 

90-133 

F 

BCHUYLER,  J.  0, 

B4033BOO01 

90-273 

F 

BCHUYLEfi,  J.O 

8403280114 

90-279 

F 

BCHUYLEfi,  J   0, 

B4033OOO7B 

50-273 

e 

SCHUYLER.J.  0 

B4033OO14B 

30-273 

E 

SCHUYLER.J.  P. 

84031  9OO06 

50-273 

a 

BCHHAN.C  A 

8403190376 

30-206 

B 

SCHWARTZ,  A  R 

8403010132* 

50-49B 

Q 

BCHWENCER,  A. 

79120SO933* 

90-886 

D 

&CHWENCEH,A 

B40301O134 

30-416 

P 

BCHHENCER,  A. 

84030  1O  143* 

90-416 

P 

BCHHENCER.  A, 

B40302O2O7 

30-373 

F 

fiCHHENCER,  A 

B40309OO34* 

90-266 

a 

BCHUENCER,  A. 

B4030SO370 

90-410 

A 

SCHWENCER.A 

B403070390 

90-458 

A 

flCHHENCER.A 

8403140296 

90-387 

F 

ECHHENCER.A 

B4031  9O2A2 

30-332 

A 

BCHUENCER,  A 

8403220301 

90-410 

E 

BCHHENCER.A, 

8403220308 

90-334 

E 

BCHWENCER,  A. 

B40327O314 

90-410 

E 

BCHUENCER,  A. 

B4032B0236 

90-410 

E 

BCHWENCER.  A, 

B40330O244 

30-373 

F 

SCDTT,  A.  E 

S4030BO139 

80-261 

R 

SCOTT,  A,  E 

84030BO23B 

90-261 

R 

SCOTTj  D,  J. 

8403060099 

90-10 

R 

SCOTT,.  D  J. 

84031  3O01  9 

SO-237 

R 

SCDTTj  D.  J 

B40323OO76 

50-237 

S 

Boom  D,  J. 

B4032AOSS3 

90-837 

8 

BCOTT4  D.  J, 

B4033(H)2iO 

30-837 

S 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATESORY 

SCOTTiD  J 

8403270036 

9C-337 

S 

SCOTT.  D,  J 

8403270089 

90-237 

S 

SCOTT,  J  S 

B4030B0197 

80-10 

R 

BCDTTiR   3 

830  U  40490* 

90-267 

P 

BCOTT.  R   B 

B30  11404940 

90-267 

P 

BCOUN.K 

B403060146* 

50-273 

Q 

BCRABIS.C  M 

B403  190261* 

30-369 

P 

BEARS.  C.  F 

8403070273 

SO-4H3 

C 

BEARS,  C  F 

8403070273 

90-423 

C 

BEARSiC    F 

8403070336* 

30-423 

Q 

BEARS,  C  F 

8403070336* 

30-423 

Q 

BEARS,  C.  F 

6403130037 

90-313 

P 

BEARS,  0   F 

B4031  30027 

00-213 

P 

BEARS,  C   F 

8403130027 
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30-331         F 

•BDRRELLjE.  C. 
SORRELLnE  C 
SdWBY.  F 
3PECK,  B,  H 
SPECK,  S  M 

B403300143 
B4O3300339 
B4O3230O76* 
B40305014B 
B4O3060OB6 

50-321         F 
50-3B1         F 
CONTRACT     ' 
90-806        F 
50-290        F 

3PECR.  a.  M, 

SPECK,  S  M 
SPECK.  S  M. 
SPECK.  S.  M. 
BPECTER.A. 

8403130135 
B4031301B3 
8403170131 
B4O3190363 
B4O3200200» 

50-294         F 
50-295         P, 
30-328         0 
50-322         P 
50-289        0 
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'ECTER,  A 

B4O330021  1* 

5O-2B9 

0 

'£18,  T 

S01G&90S60^ 

50-460 

A 

'EIB,T    P 

B31J140170* 

ACHS 

'EtB.T    P 

aai2iBQQOi« 

fiCRQ 

'ElBfT    P 

8312S30296* 

50-275 

P 

EIS,T.  P 

B4022403B7* 

M.IBC 

'EIS.  T,  P 

B403D20424 

MISC 

'ENCER,  D   A 

8403120034 

50-373 

S 

ESSARD,  R    L 

B4030S0279* 

FOIA 

'ESSARD.  R    L 

3403060151 

30-266 

Q 

EBSARD.  H    L 

B40306O162* 

50-266 

Q 

EBSARD,  R    L 

B40312000B 

50-436 

F 

'EBSARD.  R   L. 

B403  120021 

5O-31  5 

F 

ESSARD,  R    L 

B4031  20023 

50-373 

F 

'ESSARD.  R    L 

B403120D49 

90-366 

F 

EBSARD,  R    L 

34O3  120046 

5O-4B3 

F 

E39ARD,  R    L 

3403120049 

B0-305 

F 

E8SARD.R    L 

3403120049 

5O-341 

F 

ESSARD,  R    L 

B4O31  20051 

BO-293 

F 

E89ARD,  R   L. 

Q403  120033 

SO-10 

F 

EBSARD.  R    L 

9403120057 

50-331 

F 

ESSARD,  R    L 

B40312O05B 

50-346 

F 

EBSARD,  R    L 

940312Q060 

50-263 

F 

EBSARD,  R    L 

B403120D74 

50-4O9 

F 

ESSARD.  R    L 

9403120077 

3O-461 

F 

ESSARD,  D    L 

B4O3  120093 

SO-35B 

F 

EBBAHD.fl    L 

9403120097 

30-155 

F 

EBSABDjfi    L 

3403120100 

50-346 

F 

EBSARD,  R    L 

9403120103 

50-329 

F 

EB9ARD,  R    L 

94O31B0106 

50-2B2 

p 

ESBARDjfi    L 

B4O312Q109 

50-454 

F 

EG  BARD,  A    L 

B4O3120112 

50-440 

F 

EB9ARD.fi,  L 

B40312OH5 

50-235 

F 

ES  BARD,  ft    L 

B40312O149 

50-234 

F 

ESEARD-R    L 

B40313O34B 

30-373 

Q 

EBSARD,  R    L 

9403190170 

50-461 

O 

EBSARD,  R    L 

9403200295 

50-434 

0 

EBSARD,  R    L 

94O3S00277* 

50-434 

a 

ESSARD,  R    L 

9403330075 

30-373 

a 

ITZBERO,  »   B 

B4O3S60107* 

40-134J 

ROAT,  E   F 

B4  03270  04  8* 

50-339 

r 

ENAHSKI,.P 

B-40320O2B6 

I&E 

ENIAWKB1-  D 

B4  03130310 

IbE 

EN  I  AWSK  I  ,  D 

B403300O45 

I&E 

ENJ  AWSK  I  ,  B   J 

9403080203* 

FOIA 

EN1AHSK1.D   J 

94030BDS19* 

F01A 

ENS  SON.  B-  A 

94O3'  30259 

50-315 

R 

INIVABANi  M 

9313140429* 

50-400 

E 

INIVASAN.M   0 

3403070114 

NURES 

LAURENT,  M 

9403080292 

30-29 

R 

LAURENT,  N   N 

B40309OJ73 

50-29 

S 

LAURENT,  H   N 

8403300213 

30-2.9 

S 

^EHft,  j  p 

B40I12032S 

HABTE   W 

r 

WLi  D 

B40330OS94 

NUREO 

AMIR  IS,  D 

B40314O119 

50-339 

0 

AMIRIS.n 

9403200139 

50-329 

O 

•NLEY,  L. 

8403270048* 

50-332 

T 

ftNSBUHY,  P    3 

Q40316Q1BB* 

30-332 

0 

ARLINO.  J 

B403SB0009 

50-416 

P 

UROSTECKJ 

B40330OJBO 

50-311 

0 

WQSTECKI.R 

9403010020* 

50-237 

P 

^ROBTECKI.R 

9403010310 

90-277 

0 

^RDSTECKJ  ,  R 

8403010391 

50-322 

a 

^RQBTECKJ  ,  R 

9403010399 

50-213 

a 

^ROSTECKJ.ft 

B4O  3020292 

50-443 

a 

MiDBTECKJ  .  R 

S4030EOH9B 

50-34 

Q 

*ROBT£CKJ  .  H 

61O3020347* 

50-317 

0 

^ROSTECKJ.R 

940302O34B 

30-332 

a 

WDBTECKJ  >  R 

840307OS82 

30-269 

Q 

*RDBTECKI,R 

B40307O303 

50-412 

Q 

)>ROBTECK1,R 

B40307O312 

50-333 

o 

WQSTECKlj  R 

B403070314 

30-352 

o 

WOBTECKI,  H 

B40307O330 

50-293 

o 

iifiOSTECKl.fi 

B40307034S 

50-334 

0 

VmSTECKr,fl 

B403120170 

SQ-334 

a 

*RDBT£CKI.R 

8403130006 

50-220 

Q 

WOBTeCKI.R 

8403130269 

50-219 

a 

WDSTECKI  >  R 

B403I3O353 

50-334 

o 

WOSTECKI.R 

B40313047B 

7O-11OO 

WOBTECKI.  R 

B4O3  130Q33 

50-387 

a 

iRDSTECKI'ft 

84031SOOS4 

30-277 

Q 

WQBTECKI.R 

94031  30067 

50-293 

Q 

WOSTECKI.R 

9403150096 

50-410 

Q 

.R03TECKl.fi 

9403190105 

50-309 

P 

WOSTECKI'R 

9403130146 

50-2BA 

0 
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STAROSTEiCKl.R 
arAROBTECKI.fi 
BTAROSTECHIjR 
3TARaaTECKl.fi 
STAR0STECKI.R 

8403190231 

B403J90367 
8403220014 
B403820033 
B403220079 

7O-37  1 
30-29           P 
90-317         P 
50-337         Q 
50-333         Q 

3TAROSTECK1.R 
STAR09TECKI.R 
aTARDSTECKI.R 
aTARflBTECKI.R 
SrARCJSTECKI,R 

B403S200S& 
840322009  9 
B40322010S 
B403Z20131 
B403220143 

30-3*4         0 
30-309         a 
30-272        Q 
90-412        Q 
3O-323        Q 

STARD3TECKIfR- 
STARDSTECKI,R- 
BTAROSTECKI.R. 
STAROST£CKI,R. 
STARD3TECKI.R. 

8403260166 
8403260333 

8403360313 
8403270139 

B403290140 

3O-334         0 
30-3             S 
30-293         0 
50-27S         0 
30-387         0 

8TAR09TECKI.R 
STAROaTECKI.  R 
STAR03TECK1.R. 
STAROSTECKI,  H. 
STARO«TECK1,R 

B403S90Z00 
8403300137 

B403300163 
B403300171 
B4033001B? 

30-412        Q 
70-687 

30-2S3         Q 
30-272         Q 
50-423         A 

HTAROSTECKI.R 
STABEK,  S 
8TATTDM,  C.  D 
BTAUB.W  P 
BTAUBEB,  R  H 

B4033001B9 
B403I20079" 
84031302B4 
8403130205 
B403200157* 

30-24  4        0 
50-237         0 

QA999 
4O-B781 
QA999 

8TEARN3,  C  F 
8TEFANO-  J.  J 
BTEFANQ,  J  J 
8TEIN.  B   8 

BTELLD,  V 

Bfl033001i7 
8403010246 
B403OS0390 
B403O20400 
8001  £40316<t 

70-1717 

50-440        A 
90-440        H 

par  A 

90-460         A 

STELLO,  V 
BTELLP.  V 

STELLQ,  V. 
STELLO,  V 
STELLQ,  V 

8304260013* 
B30Q13O440* 
9312070330 
B403O60323 
9403190003 

50-267        P 
Ft)  I  A 
REVIEW  ORP 
REVIEW  GRP 
REVIEW  ORP 

BTEU.O,  V 
BTELLO,  y 
ST£LLD,  V 
STELLD,  V 
BTCLLO,  V 

34031  90003 
3403190008 
84031  90009 
340319001  2 
B403190019 

REVIEW  QRP 
REVIEW  QRP 
REVIEW  ORP 
REVIEW  OHP 
REVIEW  ORP 

BTELLD  r  V 
STELLO.  V 
BTELLO,  V 
STCLLO,  V 
STELLO.  V 

84031  900B9 
9403190031 
9403190037 

B4031900B1 
0403190103 

REVIEW  ORP 
REVIEW  ORP 
REVIEW  ORP 
REVIEW  ORP 
REVIEW  OHP 

BTELLD.  V 
STELLO,  V 
STELLQ.  V 
BTEi-LO.  V 
BTBLLO,  V 

3403190146 
0403190176 
8403190291 
B40319O296* 
8403190260 

REVIEW   GRP 
REVIEW  ORP 
REVIEW  ORP 
REVIEW  ORP 
REVIEW  ORP 

STELLD,  V, 
STEPTCE.  P   P 

BTEPTdE.,  P,  P 
STEPTOE,  P   P 
STEP  TOE.  F   P 

B40319037E 
B403020134 
8403020134 
8403020140 
B4030S0140 

REVIEW  ORP 
50-295         0 
30-295         0 
30-295         0 
30-293        0 

BTEMART.-J  P 
STEWART,  H, 
STEWART,  H   L 
BTEHART,  M.  L 
STEWART.  H  L 

B  4  03060029* 
B403Z00569» 
B401130314 
B4  03020001 
E4  03020042 

50-206        Q 
30-482         A 
30-2BO         P 
30-33B         Q 
90-33B         P 

STEUART.M  L 
STEMAHT.H  L 
STEWART,  H.  L 
STEWART,  H  L 
STEHAHT.U  L 

8403020033 
8403020122 
8403020193 
8403080071 
B4030Q0091 

30-2BO         R 
50-33B        R 
50-2BO         P 
30-339         P 
SO-2BO         F 

STEWART,  H  L 
STEWART.  U.  L 
STEWART,  H   L 
STEWART.  W.  L 
STEWART.  H  L, 

B4  03080264 
B4  03090242 
O4  03  130298 
B4O3160194 
S4O3  190032 

50-2BO         F 
90-2BO         F 
90-333         P 
30-280         Q 
90-28O         F 

BTEMART.M.L 
STEWART,  H   L 
STEWART.  W.  L 
STEWART-  W  L, 
STEWART,  W   L 

B4O3  190201 
8403190263 
B403190377 
B4032O0116 

B40322002B 

50-339         P 

30-HBO         F 
90-338         P 
SO-2BO         F 
30-33B        P 

STEWART-  W.L 
STEWART,  H  L 
STEWART-  M.  L 
STEWART,  W  L 
STEWWIT,  U  L. 

84032E0077 
8403260103 
8403270021 
84032702QB 
B403B7024B 

30-338        P 
30-2BO         P 
90-2BO         Q 
3O-33  B         P 
90-339         P 

STEWART,  W  L 

STEWART.  M.  L 
STEWART,  W  L 
STEWART,  W  L 
BTEWART,  W  L 

B4O32B0123 
8403290157 
8403290260* 
8403300003 
B4O330002B 

30-2BQ        F 
30-2SO        0 
50-33B        Q 
BO-338        P 
30-33B        P 
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STEWART,  H  L 

8103300053 

9O-33B 

R 

9TEWART,  W  U 

8403300060 

3Q-2BO 

R 

6TICKLEV,  T  H 

B4022B0723* 

3O-26? 

P 

0TIETZEL,  J   F 

B4031  30299 

5O-319 

R 

9TILE,  V  H 

B403060266* 

30-32= 

T 

STILE,  V  R 

B403060270" 

9O-3BE 

T 

BTILE,  V  R 

84030&0278* 

30-322 

T 

STILL.  0 

B4031  SD31  6 

37-4-7 

8TILWELU.  T  C 

8403130043* 

90-237 

P 

8T1TES,  S   J 

B4O3140060* 

90-461 

a 

BTODDART.P    0 

B4  O3  070013* 

SO-393 

a 

8TODDART.P    0 

B403160244* 

so-399 

a 

STODDART.  P.  0 

B40316O300* 

90-261 

a 

STODDART,  P    0. 

B403290290* 

BO-369 

a 

8TDNR.J   P 

B403070146 

7Q-S7 

BTDHRiJ  P 

S403070326 

70-2:7 

BTDHR.J  P, 

B40316O043 

70-1131 

6TOHR.J  P 

B403160138 

70-143 

STOHR,  J  P 

84031  6O1  73* 

70-143 

BTOHR.  J,  P 

B403160298 

7O-  1  43 

STOHR,  J.  P 

8403160386 

70-27 

STOHRi  J,  P 

0403160337 

7O-1  43 

STOHR.  J  P 

84O316034O 

70-1  1  13 

STOHR,  J,P 

8403160369 

TOPREP 

BTDHR.J   P 

0403  I  60375 

7O-1  113 

STOHR,  J,  P 

B40321O191 

70-143 

BTOHR,  J  P 

B403260179 

7Q-27 

BTOHR,  J  P, 

B4032902B3 

70-143 

STOHR,  J  P. 

B403300011 

7O-27 

STOHR  ,  J  P 

B4Q3300041 

•JO-37 

BTOIBER.C,  R 

8403390404 

XPDRTLIC 

STORES,  C 

B4Q3190021* 

50-273 

o 

STOLZ.J   F, 

8403010124* 

90-321 

p 

BTQLZ,  J   F, 

8403010377* 

90-312 

p 

BTOLZ.J   F. 

B40301Q494 

50-3  i  a 

p 

STOLZ.  J   F. 

B403020169 

50-289 

p 

STQLZ.J  F 

B403090037* 

3O-28& 

p 

STOLZ.J   F. 

8403060440* 

90-331 

p 

BTOLZ.J  F. 

B403070137 

SQ-277 

p 

BTDLZ.J   F 

B403070141* 

9O-277 

p 

STOLZ,  J   F 

8403070337 

6O-3S1 

p 

STOLZ,  J   F 

B4031  20310 

90-2B? 

p 

STOLZ,  J,  F 

B4031  20339 

9O-3  12 

F 

STOLZ.J  F 

84031  20334 

9O-302 

F 

STOLZ.J   F 

B403  190243 

90-346 

F 

STOLZ.J  F 

B403  150263 

50-346 

P 

BTQLZ.J.  F. 

B4031903SB 

9O-269 

P 

STDLZ.J  F 

B403  130333* 

9O-2A7 

P 

BTOLZ.J  F 

9403220107 

9O-269 

P 

BTOLZ.J  F 

B40323023B 

90-313 

F 

STOLZ.J.  F, 

840326004  S 

9O-321 

P 

BTOLZ.J  F 

B403260048* 

9O-3S1 

P 

BTOLZ,  J.  F. 

8403260261 

5O-3S1 

F 

BTDLZ.J  F 

B4D3270313 

BO-aB9 

F 

BTOUT,  D  M 

8403130319 

40-8829 

STOUT,  R   B 

B4030B0210* 

SO-31A 

P 

STOUT,  R,  B. 

B4031  90104* 

BQ-31& 

P 

STOUT.  R  B 

B4D3S00101* 

SO-Sli 

f 

BTHACK.R.  A 

B40327019B 

30-B4 

K 

STREET,  L  I. 

B403010454 

XPORTLIC 

STREET,  L.  L 

0403010496* 

XPORTLIC 

BTREETER.J   F, 

8403030168 

90-373 

Q 

BTREETER.J   F 

B403DB010B* 

FDIA 

BTREETER.J  F 

6403030176 

S0-4il 

a 

BTREETER.J  F 

84030B0291 

90-483 

a 

8TREETER,  J  F 

B4030B0296* 

90-4B3 

a 

BTREETER.J,  F 

B403130391 

90-3O3 

V 

BTREETER.  J  F. 

B4031  90290 

90-373 

a 

BTREETER.J   F 

B403  190293* 

90-373 

Q 

BTREETER.J  F 

8403200279 

90-403 

a 

STREETER,  J.  F 

8403300017 

30-484 

Q 

BTREETER.J   F 

B403300023* 

90-454 

a 

BTREETER,  J.  F 

8403300093 

SO-341 

a 

BTRUCKMEYER,  R. 

B40316024B* 

90-35H 

a 

BTRUMWASBER.M 

B403060260 

9O-273 

0 

SUBUDHIiM, 

B403260022" 

30-454 

A 

8UBUDH1,  M 

8403260061* 

30-454 

A 

BUOARMAN,  R   J 

8403130411 

90-392 

0 

SUOARMAN-R   J 

8403130411 

SO  -352 

0 

SUMMERS,  R.  J. 

8403220113* 

90-27B 

a 

BUND,  H  J. 

84030703  IB* 

3Q-3HB 

a 

SUNSEH.J  J. 

B403090063 

90-230 

F 

BUTTON,  J.  W 

B403  130042* 

Oft"?99 

BUTTON.  J.  U. 

8403130432* 

OA797 

SVENSSDN.  B  A, 

B403020007 

90-314 

R 

PERSONAL  AUTHOR  INDEX 


543 


AUTHOfi 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SHAKY,  B   A 
SHAN.  U  B. 
BHANSON.  N,  E 
SMARTS,  D  J 
BHARTZ.E  D 

B403190404* 
BA03  160222* 
B403010079 
8403080136 
B4031S0013 

50-413         A 
3O-390         Q 
OA999 
5O-41O       O 
5O-454        S 

BHARTZ.E.  D 
8UARTZ.  E  D. 
SWEENEY,  H 
SHETLAND.  P. 
SHETLAND,  P  D 

B4031901<?3 
B403  190274* 
B4030B0393 
0403320103* 
B4030104O4* 

50-456         8 
50-494         Q 
90-289        P 
50-309         O 
90-213        Q 

SHIOER,  M.  A. 
BWIflER,  M,  A 
8HICER.M  A, 
SHIBER.M.  A 
BMIflER,  M  A, 

B403130Q10 
3403130010 
B403130139 
B4Q3130139 
8403130403 

90-440        0 
50-440         0 
90-440       C 
90-440        C 
50-440        8 

BWIOER.M.  A 
SUIflER,  M  A. 
BWIflER.  H.  A 

swioen.M.  A 

8HIOER.M.  A. 

8403130403 
B4031SOOO1 
B403190O01 

84Q31SOOO9 
B40319OOO9 

SO-440        B 
90-440        0 
50-440        0 

90-440       0 
50-440       6 

SHICER.H.  A. 
8WIBER'  H.  A 
BMIREN,  B  J. 
SYWJOR.R.  B 
BYDNOR.  R.  B. 

B4033i>0327 
B40326Q327 
3403070032* 
8403130081 
B40313Q09B 

50-400        D 
90-400       0 
90-443       6 
50-31  B        8 
90-317       B 

8YDNOR.  R.  & 
BYDNORi  R.  B. 
BYDN0R,  R.  B 
8YDNOH,  R.  B 
BZALAY,  R. 

9403130252 
B403  13027? 
8403  1  304  13 
S403J30430 
8403  1903  17 

90-317        & 
90-317        S 
50-318        S 
90-31  a        B 
PR 

BZYMCZAK,  0. 
TAHVILr,  T. 
TAKEUCHI.K, 
TALBDT.  R. 
TAH.P. 

B4Q3090075 
B403S30111* 
8403230208 

B403O1  000-4* 
B4030703B7 

PHM 
30-255        P 
NUREfl 
CONTRACT 
50-334         P 

TAH.P   B. 
TAHBLINC,  T.  N 
TAN,  C.  P. 
TANNER.  J.  E. 
TANNER,  R.  L 

B403  160061 
8403190096* 
B310310473* 
B403190449 
8403130376 

50-334         P 
50-123        Q 
90-329        A 

NUREg 
PR 

TAPEHT.  A,  C. 
TAUZINi  B. 
TAYLOR.  D.  F. 
TAYLOR,  J.  A. 
TAYLOR,  J,  A 

B40309D214 
B40314020a» 
8403190346 
8403090213 
B403120174 

PR 
90-3S2        U 
50-387        F 
SO-338        B 
30-33B         P 

TAYLOR,  J  A. 
TAYLOR,  J  A 
TAYLOR.  J.  H 
TAYLOft,  J.  H 
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M-303 

P 

VAROA.B   A 

B403040SOB 

3O-26I 

F 

VARflA.S   A 

B4030703HI 

5O-30S 

P 

VARHAi  S  A 

840307Q382* 

SO-34H 

P 

VAROA.  B  A 

B4030703B9» 

SO-334 

P 

VARBAi  9  A 

B403Q7Q39B* 

5O-247 

P 

VAR3A.  S   A 

8403090143 

SO-27B 

P 

VAROA.  S   A 

B40309Q133 

50-334 

P 

VARGAi  B   A 

B40314O199 

M-2BO 

a 

VAROAi  B   A 

B40314OHOO* 

90-230 

Q 

VAROA,  B   A 

B40314O224 

30-313 

p 

VARCAi  B   A 

B4Q3I4OSES 

30-305 

p 

VAR0A,  S   A 

B40314O3OO 

30-2SO 

a 

VAROA.B.A 

B4031901BO 

SO-23O 

p 

VARGA,  S  A 

B403  190429 

SO-25O 

F 

VARCA.  B  A 

B403190430 

3O-313 

P 

VARCA.a.A 

8403210193 

3Q-343 

P 

VAROAi  8  A 

B4032  10197 

30-247 

P 

VAROAi  3  A 

8403210200* 

50-247 

P 

VAHffA,  B   A 

B4032AOO30 

5O-272 

P 

VAROA.  3   A 

84032.60294 

SO-334 

P 

VAKeAi  B  A 

B40388O101* 

50-293 

P 

VAH*A,  B   A 

B4032aoiOB* 

50-293 

P 

VAROA.  B   A 

B4  03280323 

50-334 

P 

VAR0A,  S   A 

8403280329 

5O-34B 

F 

VAR0A.  S   A 

B4  03300231 

5O-247 

P 

VAHCA,  a  A 

6403300233 

5O-313 

F 

VARffA.  S   A, 

B4033QQ294 

30-313 

P 

VARLEY.B   ft 

B40307O171* 

30-322 

T 

VARNER.  L    S 

B4031SO314* 

CONTRACT 

VAHNER,  L    B 

B4  03  12034  3* 

CONTRACT 

VASBALLOi  D,  B 

B4Q303O337 

50-243 

P 

VA8BALLO,D   B 

B4030AO022 

30-271 

F 

VAS8ALLO.  D.  B 

B403060034 

50-293 

F 

VASSALLO.D   B. 

B403060O36 

90-220 

F 

VASBALLO.  D  B. 

B403060Q41 

30-263 

F 

VABSALLO.D.  B. 

B403QA.OQ4S 

50-333 

F 

VABSALLO.D   B. 

B4030600SO 

50-331 

P 

VABBALLO,  D,  B. 

B403Q60Q33 

SO-324 

P 

VABBALLO,  D  B. 

B4Q3Q400A3 

30-234 

F 

VASSALLO.D   B. 

B403Q60067 

50-324 

P 

VABBALLO.  D  B 

0403060069 

50-324 

P 

VASBALLO,  D.  B. 

B4  03060073 

50-324 

P 

VASBALLCh  D.  B. 

B4030iOO7i. 

30-259 

P 

VASBALLO,  D   B. 

B4  03040471 

SO-293 

F 

VABSALLO.  D  B, 

8403060990 

5O-33I 

F 

VASBALLO,  D   B. 

B40306O367 

5O-324 

F 

VAB8ALLO,D  B. 

B4  03040571 

5O-2S9 

F 

VASBALLO,  D,  B. 

B40309DD66 

50-324 

F 

VABBALLD,  0  B. 

B4O31  30496 

5O-2SO 

F 

VABBALLO,  D  B. 

B4O314O183 

50-263 

P 

VASBALLBj  D,  B. 

84031  A  oaab 

50-324 

F 

VASBALLO,  D  B 

S4O314034i 

SO-333 

F 

VABfiALLQjD   B. 

B40314QZ48 

BO-293 

F 

VASBALLCL  D  B 

S4O3140232 

3O-29B 

F 

VAQSALUOj  D.  B 

B4O3140H76 

9O-296 

P 

VABBALLDj  D  B 

8403140203 

3O-271 

F 

YABBALLCl,  D  B 

84O314OSB7 

30-324 

P 

VABBALLO,  D  B 

8403140391 

9O-324 

a 

VABBALLO.  D  B. 

S4O314O304 

30-333 

p 

VASSALLO,  D.  8. 

B4O314O313 

3O-331 

p 

VA8SALLO.  D  B. 

B403140317 

3O-331 

a 

VASSALLO.  D.  B 

B40315O3B3 

30-239 

p 

VABSAU.Q.  D.  B 

B4033O0232 

BO-293 

F 

VASSALLO,  D,  B 

B4033OO266 

3O-333 

P 

VASSALLO,.  D,  B. 

B4033002AB 

30-B71 

P 

VAUOHAN.C.M 

84031  4O17S 

PR 

VAUflHM,  T.  E, 

B40306O3S3 

5O~3i9 

F 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEflDRl 

( 

WS9IER.Q 

B4030BO364* 

FOIA 

VERRELLI.D  M 

B40S  130400 

30-34B 

0 

VEBRELLI.D   M 

8402140189 

50-261 

a 

VEFWELLI.D,  M. 

B403070007 

50-398 

a 

VERRELLI,D   M 

B4030700BD 

30-393 

0 

VERRELLI.D  M 

8403070094 

30-400 

a 

VERfiEULI,D   M 

8403070100* 

30-400 

a 

VERHELLI.D  M 

8403070  1AB 

50-414 

a 

VERRELLI.D   M 

B403070179 

30-400 

a 

VERRELLI.D,  M 

B40307018&* 

50-416 

a 

VERRELLI.D.  M. 

B403070193* 

30-400 

a 

VERRELLI.D   M 

B4O3O7O20AH 

30-416 

a 

VERRELLI.D   H 

B40307O218 

30-43B 

a 

VEBHELLI.D.  H. 

B403070K47 

90-416 

a 

VERRELLI.D   M 

B403070307 

90-324 

a 

VERRELLI.D.  M, 

8403140008 

90-390 

a 

VERRELLIiD   M 

B40316O10O 

50-416 

a 

VERRELLI.D.  M 

B40316O14B 

90-34B 

a 

VERRELLIiD   M 

Q4031  40201 

90-390 

a 

VERRELLI.D.  M. 

8403160207 

90-390 

F 

VERRELLI.D  M. 

B403160214 

30-390 

a 

VERRELLI.D  M 

B403140217 

90-327 

a 

VERRELLIiD.  M 

8403160232 

50-239 

a 

VERRELLI.D.  M, 

8403160237 

90-390 

a 

VERRELLIiD   N 

B4031  40271 

90-390 

a 

VERRELLI.D.  M 

64031  40274» 

90-261 

a 

VERRELLIiD.  M 

B403  160303 

30-393 

a 

VERRELLI.D  M 

B403  160334 

30-416 

F 

VERRELLIiD.  H 

8403160330 

30-390 

a 

VERRELLI.D.  M. 

8403160374* 

50-390 

a 

VERRELLI.D  M 

8403160388 

90-261 

a 

VERRELLI.C  M 

B403290019 

30-348 

a 

VERRELLI.D  M 

8403290043 

90-390 

a 

VEHRELLI.D.  M. 

8403H90O7B 

90-348 

a 

VERRELLI.D  M 

8403290086 

90-324 

a 

VERRELLI.D,  H 

B4032900B9* 

30-348 

a 

VERRELLI.D  H 

B403290117 

90-239 

F 

VERRELLI.D,  M, 

B40329O131 

90-416 

a 

VERRELLI.D   H 

8403290143 

30-400 

a 

VERRELLI.D.  M, 

B4032901i9* 

90-400 

a 

VERRELLI.D,  M 

B4D3270178 

80-400 

a 

VEHRELL1,  D.  M 

B403290B01 

90-390 

a 

VERRELLIiD   H 

3403290237 

30-299 

a 

VERRELLI.D  H. 

B4032902B4 

90-398 

V 

VESELY,  M, 

B403010041* 

FOIA 

V1ETTI.  A, 

B403010444 

90-49B 

A 

VILLFORTHi  J   C 

8403090106 

PR 

VILLFORTH.  J,  C. 

B4031A002& 

50-352 

D 

VI88INQ.Q.  S 

B403030033 

50-346 

p 

VITO,  D. 

B403390191* 

30-289 

a 

VOCLER,  B.  H 

B403U0113 

50-358 

e 

VODLER,  B,  H. 

B40314011B 

90-332 

a 

VQOLER,  B.  H 

B40319O173 

00-332 

e 

VaOLER,  B,  H. 

B40329037A 

90-4  B4 

M 

VaOLER,  B   H 

8403290399 

30-332 

0 

VDOLER,  B.  H 

B403290400* 

90-392 

0 

VOKALiD  J 

B4031  30030 

50-329 

8 

VOKAL,  D,  J. 

3403  1302  34 

30-329 

a 

VOKALiD  J 

B40313029B 

50-329 

8 

VOLDENAUi  E 

B4030BOO93* 

FOIA 

VOLOENAU,  E. 

B4030B011BO 

FOIA 

VOLOENAUi  E 

B4030SO122M 

FOIA 

VDLOENAUi  E 

B4030BD13B* 

FOIA 

VDLQENAU.  E, 

84030B0136* 

FOIA 

VOLflENAU.  E 

8403080160* 

FOIA 

VOLQENAU,  E. 

8403080190* 

FOIA 

VDL.CENAU,  F 

B4030B0092* 

FOIA 

VQLLMER,  R.  H 

9309120336" 

FOIA 

VOLLMER.R  H 

B403OlO2B2tt 

90-329 

A 

VOLLHER.  R.  H. 

640308031  6* 

50-247 

F 

VOLLHER,  R.  H 

6403080426" 

30-279 

P 

VORDERBRUEOOEN 

8402140023* 

50-32B 

0 

VORDERBRUEOOEN 

B403870139* 

30-928 

a 

VUHBACG.  F.  J 

8403030  144» 

40-672 

VUMBACO,  F.  J, 

8403030130(1 

40-672 

VUMBACQ,  F.  0 

8403220092* 

40-672 

MADE,  L 

B4D31401B9 

PRM 

HADE,  L 

8403230069 

PRH 

WAONER,  A.  0. 

8403070216* 

90-416 

a 

WACNER,  D 

8403060332 

30-384 

A 

HAONEH,  D  H. 

8403030369 

90-384 

F 

WAONEH.  D.  H. 

B403  130239 

30-384 

A 

WASHER,  H  E, 

8403140111 

80-289 

S 

WAONER,  H  E. 

8403160007 

90-289 

e 

MAONER.  M,  E, 

B40319O1B7 

90-2B9 

e 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

AC  CESS  I  DM 
NUMBER 

SUBJECT 
CATEOORY 

WAONER.H  E 
WAONER.  M  E 
WABNEH.M  E 
WAONER.M  E 
WAGNER,  P    C 

B4O3210I63 
84O3210169 
8103270304 
84O327Q31B 
B4O3  130231 

5Q-4I6         0 
50-2H9         O 
5O-2B9         0 
3O-416         B 
3O-2&7         P 

UAQNER.P   C 

WAOONER,  B   R 
MAN  I,  K,  K 
HAITE.  R   8 
WALKER,  J.  B 

B403190QB3 
B40  3270329 
8403560393* 
8403080270* 
B4O3O9OH43 

5O-267         P 
RES 
WASTE   HOT 
50-397         0 
3O-2S9         S 

WALKER,  J  B 
WALKER,  J  B 
WALKER,  R, 
WALKER,  R 
WALKER,  R 

B403090233 

B4032000B7 

8403130423 
B403190OI3 
B403190Q76* 

3Q-239         S 
5O-296         B 
30-263         3 
5O-374         B 
50-373         Q 

WALKER,  R,  D 
WALKER,  R   D 
WALKER,  ft.  D 
UALKER.  R    D. 
WALKER,  R.  F 

8403120O79* 
B40312Q133* 
8403120137* 
B403120143* 
B4Q3270I92 

90-237         Q 
5O-331         Q 
9O-237         Q 
5O-263         O 
5O-267         I 

WALKER,  n.  a 

WALLER,  W.  K. 
WALLINO.  0  E 
HALLO,  E.  W, 
WALSH,  M 

8403070076* 
8103010349 
S40302023B 
84031  90O45* 
B4030701B1* 

90-839        U 
27-40 
90-3B9        S 
80-237       F 
00-449        O 

UALTONiO  A. 
WALTON,  0  A 
WARD.  J  D. 
WARD,  K,  D, 
WAREMBOURO,  D, 

B40214003B* 
B403220I39K 

B403Q90106 
B403190aQB* 
84030101  16 

30-92B         Q 
9O-4I2         a 
PR 
90-234        H 
90-267        S 

WAREMBDUnO,  D 
WAREHBDURO,  D 
WAREMDDURO,  D 
MAREMBaURO,  D 
WARENBaURO,  D, 

B403010134 
B4031  60229 
B4031  90344 

B403220Q63 
B403S70192 

50-267        S 
50-267        P 
3O-267         R 
50-267         S 
M-247         I 

WAREMBOURO,  D.  W, 
WAREMBOURO,  D   W 
WAREMBOU10,  D.  14 
WAHEMBOURQ,  D.  W. 
WAREMBOUHO,  D   W 

B40301Q101 
8403010107 

B40303QUB 
B403140303 
B4031A0326 

SO-H&7        P 
50-267        Q 
9O-267        Q 
9O-267        Q 

sa-267      a 

WARNICK,R   F 
WAHNtCK.R.F 
WARNICK,  R   F. 
WARNICK,  R   F 
WARHICK,  J  M 

B403060385 

B4030B0198* 
B403190313 
8403330043 
840323013? 

00-329        0 

FQIA 
SO-30B        a 
90-329        R 
50-275        H 

WASTLER,  3.  L 
HATKINB.L.  B 
WATKINB.L  B. 

WATKINH,  L.  B. 
WATT,  E. 

84032301970 

B403140009 
B403140012* 
B403140012* 
B403300130 

40-B745 

90-45B         O 
50-498         0 
90-«B         Q 
30-202       F 

MATTB-  R.  J. 
WATTS,  R.  J. 
WATTS,  R.  J 
WATTS,  R.  J 
WEBER,  J. 

84032300  1  6 
8403230039 

B40323004S 
B403230073 
B4030B02B1* 

50-322        T 
50-322       T 
90-322       T 
90-322       T 

90-273        E 

HZBERiM  F. 
WEEKS,  E,  D. 
WEEKS,  E,  D 
WEIL,  C.  H 
MEINER,  B,  R. 

84031904-47 
8403Q200O6 
8403300079 
81030801  OS* 
B403  130234 

WASTE   MOT 
90-133        R 
30-133        R 
FOIA 
PR 

WEINKAM,  E  J. 
WEINKAM,  E.  J. 

WEISE,  a, 

WeiSNANTLE,  J. 
WEISHANTLE,  J.  A, 

B40314Q194 
B4D3300292 
B4O31603B9* 

B403070231" 
B4030701SB* 

50-43B       F 
00-458       A 
90-261        a 
50-322        T 
SO  -322       T 

HEIBMANTLE.  J.  A 
WEIBHANTLE,  J.  A. 
WCIBMANTLE,  J  A 
WeiBMANTLE,  J.  A 
WEIBMANTLE,  J.  A, 

8403070  160* 
8403070171* 
B403070190* 

B403Q7019S* 
B4O307019S* 

50-32B        T 
30-32H        T 

SO-32E        T 
00-322        T 
50-322        T 

MEIBMANTLE,  J  A. 
WEISMANTLE,  J,  A. 
WeiBMANTLE,  J  A. 
WEIBMANTLE,  J.  A 
WEISMANTLE,  J.  A. 

8403070301* 
8403070204* 
B403O702O7* 
8403070211* 
B4030702I4* 

00-322        T 
50-322       T 
SQ-3SS        T 
00-323        T 

00-322        T 

MEIBMANTLE,  J  A, 
WEIBMANTLE,  J,  A, 
WEISMANTLE,  J  A. 
WEIBMANTLE,  J,  A. 
MEtSMANTLE,  J.  A 

8403070220* 
8403070222* 
8403070227* 
8403230050 
6403330030 

30-323       T 

50-32S       T 
30-322        T 
30-322       T 

00-322         T 

WEIBMANTLE,  J  A 
WEISS,  E  R. 
WE1BS,  E,  R. 
WE1BS,  E.  R. 
WEIBB.E.  R. 

B40323Q064 
B4030B0021 
Q4030B0316 
8403210014 
8403260382 

00-322         T 
FOJA 
FOIA 
50-289        0 
90-289       0 

AUTHOR 

AC  CESSION 
NUMBER 

SUBJECT 
CATEQEIfiY 

WEISB,  E    R 

8403260332 

30-339 

Q 

WEISS,  E   R 

B103S90003 

5O-2B9 

F 

WEISS,  E    R 

B4O330OZ59 

5O-aB9 

0 

WELCH,  S    E 

B4O3270271 

50-315 

F 

WELL  3.  0.  A 

B403  060173* 

50-341 

a 

WELLS,  D    A 

B4O306O177* 

50-341 

Q 

WELLS,  D    A 

B4O31200O7 

50-341 

3 

WELLS,  D    A 

B4O3120D6B 

3O-  341 

3 

WELLS,  D    A 

B403120195 

BO-341 

B 

WELLS,  D    A 

B4O312O160 

50-341 

S 

HELLS,  D.  A 

B40319OO79 

50-341 

8 

WELLS,  D.  A 

B4032&0127 

30-341 

a 

WELLS,  R    W 

H40313O277 

TOPREP 

WELLS,  R.  W 

8403130277 

TOPREP 

HELLS,  R    W 

B4O314Q131 

TOPREP 

WELLS,  R    U 

B4O3140131 

TOPREP 

WELT.  M  ft 

B4030B0040" 

FOIA 

WELT.  H  A 

B403OBO04  6* 

FOIA 

WELT.  H  A 

B403080099* 

FBI  A 

WELT,  M  A 

84030S0078* 

FOIA 

WELT,  H  A 

B4030BOOai» 

FOIA 

WELT.  M  A 

B4O30BOOS9* 

FOIA 

WELT.  M  A 

B4030B0137* 

FOIA 

WELT.  H  A 

B4O30B0150* 

FOIA 

WELT.  M  A 

B4O3080163* 

FOIA 

WELT,  H  A 

84D30BOU8* 

FDIA 

WELT,  M   A 

B4D3OQ0172* 

FO  I  A 

WELT,  M  A 

84O30B01B3* 

FOIA 

WEN,  P 

84O329O191* 

50-289 

a 

WENNER.T  J 

B403O703  I  B» 

50-323 

Q 

WENSLAWSKI,  F  A 

B4O306000B 

BO-206 

0 

WEN8LAWSKI,  F  A 

B4O3060019* 

30-206 

0 

WENSLAWSKI,  F   A 

8403060165 

30-113 

O 

WENSLAWSKI,  F  A 

B403060172* 

SO-  1  13 

Q 

WENSLAWSKI,  F   A 

8403060416 

70-1237 

WENBLAUBK1.F  A 

B4030B006  t 

50-312 

Q 

WENBLAW9KI,  F,  A 

B4O30B007  9* 

50-312 

Q 

WENBLAH9KI.  F  A 

B4O31  90367 

90-206 

Q 

WENSLAHSKI.F  A 

B403190373* 

50-206 

Q 

WENSUAUSKI,  F   A 

8403270221* 

70-1237 

WENIINOER,  E   C 

B4032900H31 

FDIA 

WENZINOER,  C   C 

B4O3S90029* 

FDIrt 

WE8COTT,  H,  M 

B4O302030B* 

90-443 

a 

WESLEY-  0  A 

B4O3  140026* 

50-329 

A 

WESLEY,  0  A 

8403200152* 

50-433 

A 

WESSMAN,  R 

B403O20032* 

50-267 

P 

WEST,  J  M. 

84033000031* 

30-470 

K 

WEBTAFER,  0  R. 

B402O60419 

50-302 

P 

WESTAFEFt,  0.  R 

S403O1007E 

50-302 

F 

WE8TAFER,0   R 

B403O603B3 

50-302 

R 

WE9TAFEfi,0,  R 

B403O60343 

50-302 

P 

WESTAFER.Q   ft 

B40  3060339 

50-302 

P 

WEBTAFER,0,  R 

Q403O60341 

50-302 

P 

WEBTAFEfi.O.  fl 

B4030604OE 

50-302 

O 

WESTAFER.B   R 

B403O90193 

30-302 

S 

WEBTAFER.O  R 

B4031  20130 

50-302 

P 

WEBTAFER,0  R 

B403160036 

50-302 

R 

WEBTAFER,0   R 

8403160310 

50-302 

P 

WESTAFER,0   R 

8403SOQO3B 

5O-30B 

P 

WEBTAFER.O,  R 

6403300263 

90-302 

P 

HEBTAFER.Q  R 

B403230014 

5O-303 

P 

WEBTAFER.O  R. 

B403230062 

30-302 

P 

WEBTAFER.O   R. 

34033901  S9 

SO-302 

P 

WESTAFER.O.  R 

B403300111 

BO-302 

B 

WE8TBERO.R. 

8403060176* 

50-366 

Q 

WEBTOVER.A.  J 

B4032B0054* 

00-341 

H 

WESTPHAL.B    B. 

B4031200EO 

50-373 

5 

WESTPHAL,  B.  B 

8403190117 

5O-373 

S 

WETHY,  C.  N, 

8403060340 

30-333 

F 

WETTERHAHN.  K. 

B403O600B1 

3O-39B 

O 

WETTERHAHN,  M, 

B403O600B1 

30-332 

O 

WETTERHAHN.M  J 

8403020099 

50-392 

a 

WETTERHAHN.  M  J 

B403O20129 

30-332 

0 

WETTERHAHN.  M.  J. 

B403O2012D 

9O-392 

0 

WETTERHAHN-  M,J 

B403O20129 

9O-392 

T 

HETTERHAHN,  M  J. 

8403020  1K9 

30-392 

T 

WETTERHAHN,  M,  J, 

8403020163 

30-392 

O 

WETTERHAHN,  M  J. 

6403020163 

00-332 

O 

WETTERHAHN.M  J. 

B40306024B 

50-332 

0 

WETTERHAHN.  M.  J 

B40306024B 

3O-39S 

O 

WETTERHAHN.M  J, 

B403070142 

BO-392 

a 

UETTERHAHN,  M  J. 

B403O  70142 

30-332 

a 

HETTERHAHN.  M,  J 

8403O  70236 

3O-332 

o 

WETTERHAHN.  M,  J 

B403070H36 

30-332 

0 

WETTERHAHN.  M  J. 

B403O70239* 

30-332 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORy 

WETTERHAHN.M   J 
WETTEHHAHN,  H   J 
WETTERHAHN.  M   J 
WETTERHAHN.M   J 
WETTERHAHN,  M   J 

B40307023B* 
H4031S0024 
B4  03  150024 
8403140010 
B4O316OO10 

50-332         i 
50-332         i 
50-332         i 
50-33B         i 
5O  -3  52         C 

WET7EHHAHN.M  J 
WETTEHHAHN,  M   J 
HETTEHHAHN,  M   J 
WETTERHAHN,  M   J 
WETTERHAHN.M   J 

8403300060 
8403300060 
B4O3200090 
B4O320O090 
8403310103 

50-333         •: 
90-332         • 
90-332         C 
50-352 
50-3S2 

WETTERHAHN.M   J 
WETTERHAHN.M   J 
WeTTEHHAHN.M   J 
WETTERHAHN,  M   J 
WETTERHAHN,  H   J 

0403310103 
8403370012 
B403270012 
B403370042 
B4D327O042 

30-332         u 
50-333         « 
SO-3S2         P 
90-352          i 
50-353         1 

WETTERHAHN.  M  J 
WETTERHAHN,  M   J 
WETTERHAHN,  M   J 
WETTERHAHN.M  J 
METTEFfHAHN,  M   J 

8403370060 
B4  03290  38  4 
B403S903B4 
B40329039H 
3403390392 

50-35H         Q 
30-332         S 
90-352         Q 
50-45B         « 
30-43B         Q 

UETTERHAHN,  H   J 
WETTCRHAHN.M   J 
WETTEflHAHN,  M   J 
WETTERHAHN.M   J 
WETTERHAHN.  M  J 

3403300127 
S403300I37 
B40330012B 
B40330D12B 
B403300271 

50-352         u 
30-353         « 
50-352         tf 
50-358         W 
30-392         0 

WETTERHAHN.M  J 
WETTERHAHN.M  J 
WETTERHAHN,  M   J 
WHEELER,  L 
WHEELER,  L   L 

8403300271 
S403300274* 
B403300274H 
B1071401BS* 
BB04290637N 

50-352         0 
30-392         0 
50-332         « 
30-503         Q 
50-503         A 

WH1CHER.J  M 
WHICHER.J  M 
WHICHER.J  M 
HHICHEB.J,  M 
WHICHER.J  H 

B403060079 
B4031  60002 
B403  160002 
B403160019 
B4031A0019 

50-454         0 
90-434         0 
30-434         0 
90-454         O 
50-454         « 

WHICHER.J  M 
WHICHER.J  M 
WHIPPLE.S 
WHIPPLEiS 
WHITE,  M   Q 

B403260331 
6403240351 
B40302Q072 
B4D3300033 
B4030103S6 

90-434         0 
50-434         O 
M-29           R 
90-29            R 
WASTE    MOT 

WHITE,  h   P 
WHITE,  W  H 
WHITENSR.H   L 
WHITENER.H   L 
WH1TEN£R,H  L 

B4O3160096» 
B4031200IO* 
B403070017* 
B40307033B* 
B403  160339" 

30-412         A 
30-873         0 
30-413         Q 
50-413         D 
30-839         Q 

WHITMAN,  D 
WHITT1ER.  8  D 
WHITTIER.  0  D 
WHITT1ER,  0  D 
WHITTIER,  0   D 

B4O3270013 
B403060094 
84O3130O47 
B4032S0192 
B403230036 

30-298         F 
90-309        P 
30-309         R 
30-309         P 
30-309         P 

WHITTIER,  0  D 
WHITTIER-  Q   D 
WHITTIER.  0  D 
WICHMAN.K  R 
WICHMANiK  R 

8403330042 
B40327013B 
B403E902S6 
B403390046* 
8403390063* 

50-309        P 
50-309         P 
90-309         R 
FOIA 
FOIA 

HICKS,  F. 
WICKS,  F 
WICKS,  F 
WIENER,  T   E 
WIECHMANN.  8  M 

8403040304 
B4O33D0229 
B403360196 
B403130039 
B4033B0022 

50-229         F 
30-223         R 
90-223         R 
30-3B7         R 
90-344         J 

HIECHMANN,  B  M 
WIED-EfWJ.D  0 
MIEPEMANiD,  0 
MIEPEMAN.D  D 
WIEDER.A  V 

B4032B004  1 
B403D60201 
B4Q306021O* 
B4030B0103* 
B4031201B9K 

90-344        J 
40-BB30 
40-BB3-0 
FOIA 
50-361         0 

HIEHE,  0 
WIEM,  B.  « 
WIENER,  -J.  L 
UIESELMAN,  K 
WIESEIIANN.R  A 

H403130471* 
B403130S49 
B40327021  1 
B4030B0200 
B403070302* 

30-32O         Q 
PRM 
50-414         H 
FOIA 
50-423        A 

MIESEMANN.R.A, 
WIEBEMANN.R  A 
WIEBEHANN.R.  A 
WIEBEHANN.R  A, 
WIEBEMANN,  R   A 

B403190399* 
8403210020V 
8403240201* 
B403390279* 
8403300114* 

90-413        A 
TOPREP 
30-244        P 
30-349        P 
50-413        A 

HIOOINB,  E,  J. 
WIOCINSjJ  T 
WrOOINTON,  D, 
WtLBORN,  L. 
MILBORNj  L 

B403070005 
840307031  9* 
8403300247 
8403B60107* 
S4D3260211V 

CONTRACT 
30-392        d 
90-313         P 
90-267        Q 
30-267        d 

WILBORN.L 
MILCOVE.M  N 
WILCOVE.M  N, 
MILK  I  E.  H  H 
MILK  IE.  M,  H. 

8403300030* 
B4O31400B5 
B4O3140I94 
94030201  92* 
B4O3130164* 

90-313        0 
90-392         4 
90-329        0 
30-40O        0 
30-400        d 

546 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WILKINS.W   i) 
MILKS.  B    L 
HILKS,  II    L 
WILLIAM,  P   L 
HILLIAM9,  C   C 

8403010082 
B40302031  9 
Bfl0306O253 
B403Q7OI23* 
3403090  t  3  3s 

OA999 
SO-3B7         B 
50-3B7         S 
50-46  1          0 
50-373         Q 

WILLIAMS,  C   C 
MKLIAMSi  D 

WILLIAMS,  D   L 
WILLIAMS.  E   H 
WILLIAMS,  J 

84  O  3300300* 
8403300030* 
B4  0308(5261* 
B4O329O10B* 
340333010-5 

50-454,         Q 
30-454         Q 
50-4B3         Q 
5O-46J          I 
W-35B         Q 

WILLIAMS,  J   C 
WILLIAMS,  J   H 
HIL-LIAM5,  J   H 
WILLIAMS,  J   H 
WILLTAMS,  J   W 

B4030i>016B 
94O30  10332* 
B4O313OO&3* 
B4O1  130182 
B40113D296 

30-250         P 
SO  -277         Q 
50-377         Q 
5O-3B9         P 
50-333         P 

WILLIAMS,  J   H 
WILLIAMS,  J   U 
WILLIAMS.  J   H 
WILL  I  AMD,  J   U 
WILLIAMS.  J   W 

0401130369 
S402270123 
8403010277 
B40301O30S* 
B403Q1O4QO 

5Q-3B9         E 
BO  -1350         S 
5O-3B9         P 
30-3B9         P 
50-3B9         P 

WILLlAMSiJ   H 
WILLIAM5.J   U 
WILLIAMS.J   H 
WILLIAMS.J   W 
WILLIAMS.  J   W 

G  103020033 
B4O302O25B 
B40302027B 
B40  3020  2BB" 
B40306OH2 

50-H50         R 
5O-3B9         S 

50-S.30      v 

50-2SO         Q 
SQ-333         F 

WILLIAMS.J   U 
WILLIAMS.  .J   U 
WILLIAMS,  J   U 
WILLIAMS,  J   U 
WILLIAMS,  ,1   H 

B4Q3060iat 
B4O3Q60241 
B4O306039I 
B4Q3060390 
B40  3070034 

50-3B9         F 
30-389         P 
50-2SQ         a 
HO-3B9         S 
50-335         Q 

WILLIAMS,  J   W 
WILLIAMS,  J   W 
WILLIAMS,  J   H 
WILLIAMS,  J   U 
WILLIAMS,  J   U 

9403070349 

Q4030Booao 

8403030164 
0403090380 
B4O312OO40 

50-399         a 
5O-25O         P 
50-335         V 
50-333         F 
50-3  B9         P 

WILLIAMS,  J   H 
WILLIAMS,  J   W 
WILLIAMS,  J   W 
WILLIAMS,  J   H 
WILLIAMS,  J   H 

B4031SOOB9 
B40313QO35 
04O313Q066 
B403160013 
6403-160033 

50-3S9        P 
SQ-3S7         S 
50-335         P 
50-389         P 
50-25  1          B 

UILLIAMS,  J   W 
WILLIAMS,  J   U 
WILLIAMS,  J   H 
WILLIAMS,  J   W 
WILLIAMS.  J   W 

B1O316005B 

84O3  160069- 
B403I9O237 
B4031903B6 
B403  300264 

3O-250         8 
50-251          S 
50-389         P 
50-335         F 
5O-250         P 

WILLIAMS,  J   W 
WILLIAMS,  J   U 
WILLIAMS,  J   H 
WILLIAMS,  J   U 
WILLIAMS,  J   H 

B4O3220070 
B4O322O104 
8403260203 
B403270217 
B4032B0110 

50-335         9 
5O-250         S 
50-250         P 
3O-333         F 
50-2SO         F 

WILLIAMS,  J   U 
WILLIAMS.  J   W 
WILLIAMS,  J   U 
WILLIAMS,  M 
WILLIAMS,  M   H 

94032901  M* 
3403290133 
8403300173 
84  0  301  003  O* 

B4Q3O1O023* 

50-33B         Q 
50-250         fl 
50-230         R 
50-2B9         P 
50-2B1?         P 

WILLIAMS.R   E 
WILLIAM5.R   E 

WILLIAMSON,  H   E 
WILLIAMSON,  H  E 
WILLIAMSON,  H   E 

B4O3070046* 
B4O329O296 
B4030Bt>aiO» 
84030502  30« 
0403200101* 

CONTRACT 
PR 
50-31  A         P 
SO-316        P 
50~31i        P 

WILSON,  A   H 
WILSON,  D   D 
WILSON,  B   D 
HILBDN,  IJ   D 
WILSON,  B   D 

B4  03230  oaa 

B403OtOOB4 
B403O1047B 
84Q30  10499 
B40301Q922 

5O-339         S 
XPCRTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

WILSON,  B   D 
WILSON,  B   D 
WILSON,  a   D 
WILSON,  H    D 
WILSON,  B    D. 

0403010539 
B4Q3QI0340 
8403010346* 
B4  0302008  9 
B40  305003  9 

XPORTLIC 
XPORTLIC 
XPOBTLIC 
XPORTLIC 
KPDRTLIC 

WILSON,  B    D 
WILSON,  B    D 
WILSON,  D   L 
HILSON.B   L 
WILSON,  D   L 

840303026  1 
8403070333 
B4032000-17 
6103200051 
B4032QOI31 

XPQRTLIC 
XPORTLIC 
M-331          F 
5O-331          F 
5O-33  1          F 

WILSON,  D   L 
MIL  SON.  E    F 
WILSON,  J 
WILSON,  J 
WILSON,  J 

B4032Q01B3 
B4031  40149 
B403OaODS9* 
B4O32a01S5 
B403300060 

SO-331          F 
PR 

5O-EBO         R 
5O-2SO         F 
50-2HO         R 

WILSON,  J.H 
WILSON,  J.  H 
WILSON,  J   L 

HILEBN,  J   L 
WILSON.  J.  W, 

84030  BOS61? 
3403230063 
B40309Q223 
8403090350 
B403I30424 

50-392         A 
5O-3SB         A 
50-280         S 
5Q-2BO         S 
50-2BO         3 

AUTHOR 

ACCESSION 
NUMHEfl 

SUBJECT 
CATEOOflY 

WIMPY,  P    D 
WINDHAM.  n 
WISE,  D   L 
WISE,  M   J 
WISE.  R 

S4030B0230* 
B1O3270O13 
9-1030801  B4« 
B4O3160O73 
B^03060JB4* 

50-316         P 
SO-29B        F 
FO1A 
WASTE   MST 
50-443         Q 

WI9ENBURQ.K   R 
WISENBURG,  M    R 
WITHERS,  B    D 
WITHERS.  B    D 
WITHERS,  B   0 

8403140191 

B403I902B9 
B4O30i03B2 
8403140137 
H4O3  190323 

PR 
PR 
SO-344         P 
PR 
SO-344         P 

WITHERS,  B    D 
WITHERS.  B    D 
WITHERS.  B    D 
WOESSNEH,  J   B 
WOULD,  P   H 

B403200141 
B4  032001  97 
B4O3300168 
B4O31  30199* 
540308034  1  » 

50-344         0 
50-344         J 
50-344         P 
50-312         0 
50-483         Q 

HOJNAS,  E   J 
WOJNAS.  E   J 
WtNJTULEUICZ,T 
WOLFE,  R    a 
WOLFE,  S   J 

B40302034B* 
B403O203S7* 
B4032700B9 
B40314024i 
B4O30601B2 

50-247         Q 
5Q-3B6        Q 
W-237        S 
50-483        F 
50-2B9        O 

WOLFE,  S   J 
WOLFE,  B   J 
MDLFE.S   J 
WQLF.E.S   J 
WOLFE,  S   J 

B4D3D&0243 
B4O3140OOS 
B403140O30 
B4  03H60333 
B4O3260337 

5O-289         G 
5O-4B2         0 
50-4B2        0 
EO-2B9        0 
SO-2S9        0 

WDLFE.S   -J 
MQLLETT,  3 
UCJLLETT.  3 
HOLLETT,  S 
WOLTWER,  E 

B4D32B0334 
B403O10O70 
6-403260323 
9403370363 
B403210D54* 

50-4B2       0 
CONTRACT 
CONTRACT 
CONTRACT 
SO-320        Q 

yOLTWER,  E 
WONG,  Q 
WO.N0,  0 
KONQ,  0 
UDNO,  Q 

E103210105* 
84O3020150* 
84O3Q20]  A6« 
BIO  3020  103* 
B4O32B0197* 

50-334         Q 
FOIA 
FOIA 
FDIA 
FDIA 

WONB,  G  C. 
WONS,  0   J. 
WOOD,  D   C 
WOOD,  D   C 
UOQD,  D   C 

B4O3D20232K 
B4032S01BB* 
8103140011 
B103I40018 
B4OD260234 

FOIA 

FOIA 
50-387         B 
30-3B7         B 
50-387         S 

UOODHEAD.C, 
UDDDHEADfC.  P 
WOODHEAD,  C    P 
WODDHEAD.  C    P 
WOODHEAO,  C    P 

B1031400A4 
84O301024B 
B40314Q176 
B403I90010 
8403190013* 

30-142         0 
50-142         0 
30-440         0 
50-142         Q 
50-142        0 

UDODHEAD,  C.  P 
WOODHEAD,  C    P 
WODDHEAD,  C    P 
WOOOHEAD.  C    P 
WOODRUFF,  R 

84O3  190062 
B4O31900A6 
B403190157 
84033-10027 
0403010151* 

50-250         0 
50-440         0 
30-142        0 
50-142        0 
FOIA 

WOODRUFF.  R 
WOODRUFF.  R 
WOODRUFF,  R 
WOODRUFF,  R    L 
WOODRUFF,  R    W 

B4O30101&4* 
B403O101B4* 
B403O1020S* 
8403210133 
B1O714QS13* 

FDIA 
FOIA 

FOIA 
I&E 
FOIA 

WOODRUFF.  R    W 
WOODRUFF,  R    W 
WOODRUFF,  H,  W 
WOODRUFF,  R    W. 
WOODRUFF,  H    M 

0107IA021S* 
B?OEIE0295« 
Q3071S04OO* 
8403010127* 
B4  03010131* 

FOIA 
FOIA 

FOIA 
FOIA 
FDIA 

WOODRUFF,  R    W 
WOODRUFF,  R    W 
WOODRUFF,  R    W 
WOODRUFF,  R    W 
WOODRUFF.  R    M 

8403010138* 
84030J0161* 
B4O301017B* 
B4O30  10252* 
8403010237* 

FOIA 

FOIA 
FDIA 
FDIA 
FOIA 

HDOORWF.R    H 
WOODRUFF,  J)    W 
WOODS.  T   0 
WOQDSUM.H    C 
WOOL.EVER,  E    J 

B4O30902b6* 
84030S0270* 
B4O214002B* 
B403O10334 
B403010397 

FOIA 
FOIA 

50-528         Q 
70-1143 
90-412        A 

HODLEVER.  E    J 
WODLEVER,  E    J 
WOOLEVER.E    J 
WDOLEVER.E,  J 
WDOLEVER.E.  J, 

8403070298 
B4O30703OB* 
B403  1  30374 
8403  15007  B 
S4O3I60090 

30-412         8 
50-412         Q 
30-412        B 
50-412       C 
50-412       A 

WOai.EV£H,E    J 
WOOLEVER.E    J 
WOOLEV£R,E   J 
WOOLEVER.E.  J 
HOOLEVER,  E.  J 

B4031&0170 
84O319013'S 
B4O3J00234 
B403E1003B 
B403210130 

30-412        A 
50-412        A 
30-412        A 
50-412        S 
30-41E         S 

WOOtEVER.E    U 
WOOLEUER,  E.  J 
WaDLEVER.E.  J 
WOOL  EVER,  E.J 

WDBLSEY.R    T 

B403B60059 
B4O3S90I43 
B4O3270204* 
B4O33O0200 
B4O3190443 

50-412         C 
SO-412        C 
50-412         Q 
90-412       Q 
40-2299 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

UOZNIAK.D  R 
WOZNIAK.  S  F 
WRAY.  J  R 
WRAY,  J.  R 
WRIOHT.  E   0 

8403030034 
8402170107* 
8403160372ft 
0403290320ft 
8403020107* 

XPOHTLIC 
90-303       p 
50-321-       a 
30-333        Q 
FOIA 

WRIGHT,  E   0 
WRIGHT,  E  0, 
WRIGHT.  E   Q 
WRIGHT,  E   Q 
WRIOHT,  0 

8403020124* 
8403D2O1BO* 
B403020194« 
8403020224* 
B40319O299* 

FOIA 
FOIA 
FDIA 
FDIA 
30-373        ft 

WRIGHT.  N   A 
WRIOHT.  N   A 
WRIOHT,  N  A 
WRIOHT,  N   A 
WRIGHT,  R    J 

8403140103 
8403210067 

8403210096 
8403300129 
B403220203 

90-352        B 
50-392        0 
90-392        O 
90-392        O 
HABTE  MOT 

WRIOHT.  S  V 
WU,  P.  C 
WU,  P    C 
UULLER,  0   E 
WYNGARDEN.  8,  D 

B4030  10341 
B4031901B9* 
8403210173* 
8403260127* 
8403070317 

27-40 

50-889       0 
50-289        & 
40-147B 
40-6940 

MYNVEEN.R  A 
YAMADA,  H 
YANG,  C   Y 
YANICHKQ,  S   E 
YANICHKO,  S  E 

8403190317 
B4030  10467* 
8403190404* 
8403060326* 
8403090239* 

PH 
XPORTLTC 
50-413         A 
50-813        P 
30-348         P 

VEDVAD,  J 
VODER,  R   C 
YORE.  J,  R. 
YOUN8,  F. 
YDUNO.  F 

B40323003B 
B4031401S1 
8104210125* 

84  030  10030* 
S4030702B7* 

50-3B2        T 
PR 
90-400        0 
50-889        P 
30-289        a 

YOUNG,  K 
YOUNG.  M 
YOUNO,  T. 
YOUNG,  T 
YOUNO,  T 

B403200121 

B40323020B 
B4030B02&3* 
B403080276* 
B4030H0279# 

30-331        F 
NUREO 
50-3SB        Q 
30-312        a 
90-312        O 

YOUNO,  T 
YOUNG,  V 
YOUNGQLOOD,  B 
YOUNOBLOOD,  B    J 
YDUNOBLDOD,  11  J 

B403270139* 

B40322022B 
Q4031402B3 
8401  120437* 
B40301O017 

50-526        a 
WASTE  HOT 
50-462       A 
30-449        A 
90-440        E 

YOUNOBLOOD,  B   J 
YOUNOBLOOD,  fl   J 
YOUNOBLOOD,  B    J. 
YOUNGBLOOD,  B   J 
YOUNGBLOOD,  fl   J 

B40302014B 
B40302013B 
B403020I64 
B40302019B 
8403020289 

30-443        A 
30-483        A 
50-341        A 
30-494         F 
50-443        E 

YOUNOBLODD,  D  J 
VaUNOBLDDD,  B   J 
YOUNOBLODD,  B   J 
YGUNOBLODD,  B   J 
YOUNOBLOOD,  B   J 

B.4030S0273 
B4030H0353 
8403060431 
B40307O130 
B4030703&3 

90-445        A 
90-4B3       A 
30-443        O 
90-423        E 
50-440       F 

YOUNGBLOOD,  B    J. 
YOUNOBLOOD,  B    J 
YDUNOBLOOD,  B   J 
YOUNOBLOOD,  B   J 
YDUNOBLOOD,  B    J 

B40309030B 
B403120249 
8403120310 
8403120320 
H4  03  120363 

50-44S       A 
SO-4B3        A 
50-402       A 
30-423        A 
30-4B2        A 

YOUNOBLOOD,  B    J 
YOUN8BLOOD,  B,  J 
YOUNOBLOOD,  B    J 
YOUNOBLOOD,  B   J 
YDUNOBLDOD,  B  J 

B40314028B 
B403  140293 
8403190421 

8403260069 
8403260899 

30-443        E 
90-443        E 
30-482        A 
30-449       Q 
50-4B3       A 

YQUNGBLOOD.D,  J 
YOUNOBLOOD,  B   J, 
YOUNOBLOOD,  B    J 
YOUNGBLOOD,  R 
YOUNOHLOOD,  R   W, 

8403270345 

8403280837 
8403290337 
8403230133 
04030  10041* 

90-443        E 
50-341        A 
30-440        E 
30-313        P 
FOIA 

YUHAS,  0  P. 
YUNDT,  C.  P. 
YUNDT.  C  P 
YUNDT.  C  P 
YUNDT,  C.  P, 

B4031  90373* 
6403010335 
B403020030 
B403260216 
B403300106 

30-B06       -Q 
50-344        B 
30-344       fl 
30-344.        B 
50-344       R 

ZABEL,  8  A 
ZAHLEfi,R.  E, 
ZAHLER,  R.  E 
ZAHLER.R.E. 
ZAHLER.R   E 

8403070123" 
8403080  14O 
B4O30B0140 
8403260343 

B40326D343 

50-461        0 

50-440       M 
50-440       H 
50-209       0 
50-209       0 

ZAHNLEUTER.  R  J 
ZAHNLEUTER,  H    J 
ZAHNLEUTER,  R    J. 
ZAHNLEUTER,  R   J 
ZAHNLEUTER,  R.  J 

8403020123 

8403060212 
8403130043 

B4031300BB 
B403210179 

50-322       0 
90-322       T 
90-322        fl 
50-322        fl 
30-382        0 

ZAHNLEUTER,  R   J 
ZAHNLEUTER,  R  J. 
ZAHNLEUTER.  R   J 
ZERBE.J  E 
ZEU0IN.  L.  B 

84032101BB 
B4O32  10201 
84O32&033B 
840301  02B3« 

B4031300B2M 

50-3B2       D 
90-322        B 
30-322       T 
FDIA 
50-322        B 
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ACCESSION 
NUMBER 
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CATEODBY 

ZEUOIN,  L    8 
ZEUQIN,  L   B 
ZEUQIN,  L   B 
ZEUQIN,  L   B 
ZEU01N.L   fl 

B4031300S2* 
B403I30O99* 
B  4  031300?  9* 
B4031B0004 
S4031  30004 

so-3aa      o 

30-322         0 
50-323         0 
30-322         8 
SO-3S2         Q 

ZIBULEKY.H 
ZIBULSKY.H 
ZIBULSKY.H 
ZIELDNKA.d    S 
ZIMMERMAN,  J, 

B4Q3Q10314» 
8403130076* 
B403H90  120ft 
8403290339 
B403200396 

30~3sa      a 

SO-27S         0 
30-3B7        Q 
PRM 
XPORTLIC 

ZIMMERMAN,  J 
ZIMMERMAN*  J 
2  IMMERMAN,  J 
ZIMMERMAN.  J 
ZIMMERMAN.  J 

B4032S02B3 
B4032202B6 
B4Q32S02B9 
9103330299 
B4032203D4 

XPDRTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN,  d 
ZIMMERMAN,  J 
ZIMMERMAN,  J    V 
ZIMMERMAN,  J   V 
ZIMMERMAN,  J    V 

B403220314 
B403BS0313 
B403010338 
B40301O34& 
8403010364 

XPDRTLIC 
XPDRTLIC 
XPDRTt,IC 
XPDRTLIC 
XPDRTLIC 

ZIMMERMAN.  J  V 
ZIMMERMAN,  J   V 
ZIMMERMAN,  J   V 
ZIMMERMAN,  J   V 
ZIMMERMAN,  d    V 

8403010369 
B4Q30104IB 
8403010481 
B4030104ES 
B4D3010432 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPDRTLIC 

ZIMMERMAN,  J   V 
ZIMMERMAN,  J  V 
ZIMMERMAN.  J  V, 
ZIMMERMAN,  J    V 
ZIMMERMAN,  J   V 

B403010479 

B403010491 
8403010493 
B4030103Q2 
B403020013 

XPORTLIC 
XPORTLIC 
XPOHTLIC 
XPORTLIC 
XPDRTLIC 

ZIMMERMAN,  J  V 
ZIMMERMAN.  J  V 
ZIMMERMAN,  J   V 
ZIMMERMAN,  d    V 
ZIMMERMAN,  J   V 

B403D20151 
B4030201S4 
010302043) 
B4030S0026 
8403050043 

XPQRTLIC 
XPDRTLIC 
XPDRTLIC 
XPDRTLIC 
XPORTLIC 

ZIMMERMAN.  J  V 
ZIMMERMAN.  J   V 
ZIMMERMANi  J    V 
ZIMMERMANi  J   V 
ZIMMERMAN.  J,  V 

B4030501BB 
B40305019Q 
B403090193 
040303020"? 
8403030213 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN.  J   V 
ZIMMERMAN.  d.V 
ZIMMERMAN,  J    V 
ZIMMERMAN,  J   V 
ZIMMERMAN.  J    V 

B403030B76 
84Q30S02S2 
B4030502S6 
B4030S0320 
B4030D033S 

XPDRTLIC 
XPDHTLIC 
XPORTLIC 
XPDRTLIC 
XPDRTLIC 

ZIMMERMAN,  J   V 
ZIMMERMAN,  J    V 
ZIMMERMAN,  d    V 
ZIMMERMAN.  J   V 
ZIMMERMAN.J   V 

B4030S0359 
84030S036B 
B40306D03B 
B403040O30 
B4030600B7 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPDRTLIC 

ZIMMERMAN,  d   V 
ZIMMERMAN,  d   V 
ZIMMERMAN,  d   V 
ZIMMERMAN,  d   V 
ZIMMERMAN.J    V. 

B403070004 
B403  070377 
B403O70424 
B4030601  1  3 
8403140229 

XPDRTLIC 
XPDRTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN,  d   V 
ZIMMERMAN,  d   V, 
ZIMMERMAN,  d   V 
ZIMMERMAN,  d   V 
ZIMMERMAN,  d    V 

B403  140307 

B403140313 
B403  190139 

B403  130174 
B403  1  3024  1 

XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN.J,  V. 
ZIMMERMAN.J    V 
ZIMMERMAN.J  V 
ZIMMERMAN.J  V 
ZIMMERMANi  J,  V 

84D320037B 
8403220201 
B403B30179 
B4032B0030 
B4032B0147 

XPDHTLIC 
XPDRTLIC 
XPDRTLIC 
XPDRTLIC 
XPDRTLIC 

ZIMMERMAN,  d   V 
ZIMMERMAN,  d.  V 
ZIMMERMAN,  d   V. 
ZIMMERMAN.J   V 
ZIMMERMAN.J,  V, 

B403BB03OD 
B403SS08»B 
0403280272 
8403B803S7 
8403E9032  3 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN,  d   V 
ZIMMERMAN,  d.  V. 
ZIMMERMAN,  d   V 
ZIMMERMAN,  8   R 
ZIMMERMAN,  S  R 

8403990340 
B403290403 
B40330031  1 
B4030601A7 
8403O9017A 

XPQRTLIC 
XPOHTLIC 

XPORTLIC 
30-324        P 
PR 

ZIMMERMAN,  B   R 
ZIMMERMAN,  B   R 
ZIMMERMAN,  8.  R. 
ZIMMERMAN,  S   R. 
ZIMMERMAN,  S  R 

B4032100il 
840321007  S 
84032101  li 
B4032B0024 
B403290QB3 

SO-3B4        P 
30-324        P 

30-261        P 
30-400        M 
50-324        P 

ZITBER,B.  S, 
ZITZER.P. 
ZUKDR,  A 
ZUKOR,  D  J 
ZUKOR,  D.  J 

B403140DS3 
B403S8033A 

B4031301B3* 
B2H  110514 
B402270314* 

30-443        0 
80-392        0 
SO-3B7         S 
30-3A9        8 

30-331        0 

AUTHOR 

ACCESSION 
NUttUER 

SUBJECT 
CATEGORY 

ZUKDR,  D 
ZUPKD,  d 
ZUPKO,  d 
ZUPKO,  d 
ZUPKO,  J 

d 
M 
M 
M 
M 

B4031301B3 
94031O0194 
04O3Q30013 
8403030346 
0403O00232 

50-327  S 
SO  -272  3 
30-H72  3 
50-272  S 
5O-272  S 

ZUPKD,  d 
ZUPKO.  d 
ZUPKO,  d 
ZUPKO.  d 
ZUPKO,  d 

M 
M 

n 

M 
M 

8403130394 
B403Hia0037 
B40322O142 
0403930191 
B4O322O174 

5O-311  S 
3O-311  B 
50-311  R 

5O-3M  S 
5O-272  R 

ZUPKO,  J   M 
ZUPRO,  J   M 
ZURAKOHSKI.P   R 

B4O3270099 
0403270241 
B4O327O321H 

50-311  B 
50-272  S 
7O-1237 
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The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
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Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  Is  listed,  refer  to  the 
index  entitled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEODR1 

! 

Aamodts 

8403130013 

90-SB9 

Q 

6403220242 

90-KS9 

0 

Ac  me  -Cleveland    Co 

B403O  10079 

QA997 

Advanced   Medical    agstom-Bi     Inc 

B4030  30400 

F01A 

Advanced    Trchnology,     Inc 

B403060t32« 

FOIA 

0403060194* 

F01A 

Agriculture.    Dept      aCr    Qraduato    School 

B403120314« 

CONTBACT 

94  031  £0349* 

CONTRACT 

Air  Product!   &   CfiomUalB,     Inc 

8403200371 

XPORTLIC 

B4032Q0191* 

XPORTLIC 

Air   Transport  Association 

B403M013i 

PR 

Air   end    Water  Pollution    Patrol 

84033E022A 

30-332 

0 

B4032S023& 

30-332 

0 

S403220H27H 

30-333 

0 

B4  03220999* 

30-332 

e 

G403SE0331* 

30-392 

0 

B1O32E0234# 

30-393 

e 

B4O329037B 

90-392 

Q 

B4O3290370 

30-3  S3 

Q 

B403290393 

30-382 

0 

0403390397* 

90-3B2 

0 

Alabama   Pouter   Co 

B4O3010129* 

30-34B 

P 

B4030I0137* 

30-348 

P 

S403010141* 

30-34B 

P 

B40S01O146* 

30-348 

P 

B4030101S2* 

30-34B 

P 

G4D3010199* 

30-34B 

P 

G4O3010136* 

BO-34B 

P 

B4O3010136* 

90-348 

P 

B4030101A3* 

BO-34B 

P 

B403010417 

90-344 

B 

8403010422* 

90-364 

8 

B403010435* 

90-3&4 

S 

B4030&0133 

9O-34B 

Q 

8403060123 

3O-348 

Q 

6403080077 

30-31B 

F 

B4030B0077 

SO-34B 

F 

B4030BOOB1 

30-318 

P 

B4O30B0091 

30-34B 

P 

B4030BOO&6* 

DO-34B 

P 

B4030BOOB6* 

30-340 

P 

B4030B014B 

30-34B 

P 

H4030B014B 

30-34B 

P 

B4030B013B 

30-34B 

P 

B4030B01  33 

3O-34B 

P 

B4D30B019S* 

90-34:8 

P 

B4O3090190* 

30-34B 

P 

B4O30B027B 

30-34B 

P 

B4O30BOS7S 

30-34B 

P 

B403090243 

30-34B 

8 

8403090239 

9O-34B 

P 

B403090303 

90-348 

F 

B403  130031 

80-34  B 

P 

B40313003I 

30-34  B 

P 

B40313003B* 

30-349 

P 

AUTHOR 
AFFIUIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOtW^ 

S40313003B* 
8403130493 
0403130433 
B403  1304*3* 
B403  1304&3* 

SO-34B 
30-340 
90-349 
3O-349 
BO-34B 

S40314021O 
8403140313 
B40319009S 

B4031800B4 
9403160265* 

BO-34B 
30-346 
30-34B 
30-340 
90-349 

B403S30134 
8403360017 
B40326002M 
B40326003Si 
840336004O* 

30-34B 
30-340 
BO-34B 

30-343 
30-340 

840336004A* 
9403360297 
9403360237 
8403240234* 
3403260234* 

3O-34B 
30-340 
30-349 
30-348 
30-348 

(3403280037 
0403280037 
0403200044  » 
0403260044* 

040388010? 

30-34B 
30-34B 
30-340 
90-34B 
30-349 

6403260196 

84032WOB4* 
640359031? 

B40330QQ77 
6403300134 

30-34B 
90-34B 
30-34B 
50-34B 
90-344 

Aldtk'n    Univ      ofi     Fdlfbanka 
Allied    Chemical    Corp. 

American  Coll«g«    of  Radiology 

B403300172 
9403390311 
B403230077 
8403S30100I 

S403210012 

30-349 
PBM 

40-3393 
40-3392 
PR 

American  Nuclear   Carp. 

Am"ric«n  Soeinty   or  M»ehnnl.c«l   Engln*«n 
Anacandi  Co.     (subi,     op   Atl*ntlc-Rlchf  itld 
Co.  > 
An»H|«i«  *<   Technology-     Inc. 

B403200323» 
B4032B0049 
B40301004S* 
8403010092 

8403040499* 

40-1493 
40-4493 
CONTRACT 
QA99? 

CONTRACT 

AnchotVDarlinfl   Vilve  Co      dub*      of 
Anchor/Barling    Iitdu»trt«*i    Inc.  1 

Anthony*   R.  L 

B4031S0114* 

B4032700?7» 

H403190l3a 
B40319013B* 
B403  190143" 

OA999 

OA999 
50-393 
30-333 

M-393 

Applied   Riiljflfclon    Protection   Barvice* 

Applisd    Sclttic*   Atsactatifj     Inc 
Araonn*  National   Laboratory 

B403090178 
aW3O<J(ilB3» 
0403300333 
04030701  1  4 
B4031  40337 

PR 
PR 
NUflEO 
NUHEO 
ACRS 

B403190317 

9403300361 
B4033002B9 

PR 

NUREO 
NUREO 
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AUTHOR                                                      ACCESSION 
AFFILIATION                                                   NUMBER 

BUDJECT 
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Arliona    Public   Service    Co                                              B402  1  4QO38» 

30-32B 

Q 

eflOia  1  4OO32« 

30-529 

Q 

9402140037* 

30-3BB 

Q 

B4Q3  1  40Q32* 

30-323 

a 

9402370008 

30-329 

3 

B40257000B 

30-32  B 

8 

Q40227000B 

30-52  B 

9 

8403010313 

50-328 

A 

Q403010S13 

30-S28 

A 

8403010212 

50-528 

A 

B  -50302  0005 

SO-32B 

E 

B403070O12 

50-528 

E 

8403090012 

50-320 

E 

S403D90012 

50-32B 

E 

8403090077 

30-526 

8 

8403090087 

50-  328 

B 

B403090O87 

SO-  328 

S 

B403O90OB7 

30-558 

S 

B403090O96 

30-32B 

B 

B403090O96 

30-S2H 

S 

9403090096 

50-528 

B 

840309O123 

30-526 

3 

B40309O167 

50-528 

3 

B40309O147 

30-528 

a 

B403O9O167 

30-538 

3 

B403090197 

50-52B 

S 

B403090197 

50-52B 

S 

8403090233 

SO-  528 

B 

8403090258 

SO-32B 

3 

B4O30702SB 

50-52B 

3 

8403120033 

50-528 

B 

8403120033 

SO-92S 

S 

8403120033 

50-928 

B 

8403I20O69 

SO-52B 

3 

B40312DO69 

SO-&2B 

S 

B403120069 

50-9  SB 

S 

S4031SO1  13 

SO-52B 

S 

8403130449 

30-92B 

a 

B40313044? 

30-32B 

B 

8403130417 

50-528 

S 

B40313D461 

50-328 

3 

B40313Q461 

30-528 

8 

B403130461 

30-saa 

3 

B40314O024 

30-538 

0 

B40316004B 

90-33B 

A 

B403LbOO48 

30-92B 

A 

a  4031  6OO  43 

50-328 

A 

S4031&OO92* 

50-52B 

A 

94O3160OB2» 

50-328 

A 

B403160092* 

SO-328 

A 

Q403160OA9 

90-52B 

A 

8403I60OA3 

50-3HB 

A 

B4031  bOQAS 

90-323 

A 

84031  903B7 

PR 

81032001  19 

50-S2B 

S 

84032001  IS 

50-328 

S 

8403200160 

30-329 

3 

3403200160 

30-SH9- 

B 

8403200166 

50-328 

S 

B403SQD2S6 

30-528 

S 

84032  C-0236 

90-S28 

8 

9403200226 

3O-52B 

S 

8403330006 

30-328 

9 

B403230019 

50-526 

9 

8403330039 

3O-92B 

9 

B4  03230(139 

30-S2B 

B 

B4  03330039 

SB-XB 

S 

6403330086 

3O-93O 

B 

8403230999 

5O-5ES 

B 

9403230099 

30-928 

S 

B4  03230099 

SO-92B 

S 

B4  03330-1  13 

30-328 

B 

8403230132 

30-329 

S 

8403260O14 

30-328 

F 

B4O3260014 

30-528 

F 

B403240014 

30-328 

F 

9403290336 

90-B2B 

A 

8403300020 

30-328 

S 

B4033000EO 

30-328 

B 

B4033O0020 

5O-52B 

G 

8403300096 
iriiona,    Slato   of                                                           8403090106 

30-338 
PR 

S 

B403290B43 

PR 

irlansas   Pou*p  b  Light    Co                                        64O3020O7S 

30-313 

R 

8403020091 

90-3&B 

R 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

04030301  3B 
B403040199 
B4030602Q3* 
84030603031 
840306030B 

30-313       p 
90-313        P 
30-313,      Q 
30-313       P 
30-313        R 

B40306Q324 
8403060330 
B4O3060430 
8403060430 
84O309O139 

30-313        F 
30-313        F 
30-313        F 
30-313       F 
30-368       S 

B4Q309Q179 

B40309O301 
B4031EOOI1 
B4031  20011 
B403  130024 

90-313       p 
30-313        F 
90-313        F 
90-313       F 

30-368       8 

8403130324 
B4O3  130347 
8403130437 
8403130473 
8403130037 

30-368       B 
30-36B       B 
30-313        Q 

90-313       F 
90-313       p 

S4D3  190041* 
8403200174 
840320017? 

8403200177 
B403200180* 

50-313       P 
30-313       F 
30-313        F 
30-313       F 
90-313       F 

8403200160* 
8403200181* 
B4032001B1* 
3403200346 
B403200291* 

30-313       F 
30-313       F 
30-313        F 
30-313       F 
30-313       F 

8403200231* 
84032Q023B* 
8403200238* 
8403220020 
8403230091 

30-313       F 
30-313       F 
90-313       F 
30-368       S 
30-313        P 

B403260031 
S4Q3260O31 
8403240137 
B403260137» 
84032601  S7» 

30-313       P 
90-313       P 

SO-34B       0 
90-313        P 
90-313        P 

8403270B9B 
B403280O74 
8403280074 
B403290127 
B40330006B 

30-368        B 
30-313       F 

50-313       F 
90-368        S 
90-313       R 

Arii  an  sat,    State   of 
Armyi    Dept      of 
Army,    Dept      ofi    Corpo   of   Engln«>rs 
Aspen   Bgatemsj     Inc 

B103300164 
84031-10147 

84032  1O1  07 

8403Haoo3K» 

8403070373* 

50-368        H 

PR 
PHM 

CONTRACT 
CONTRACT 

Atlas   Minerals     Inc 

8401120171 
8401130100* 
8403130342 
84031  30264 
0403130260 

40-3483 
40-3493 
40-3433 
40-3433 
40-3433 

Atom  Sciences,     Inc 
Atomic    Industrial   Forum 
Australlai     Oovt    of 

B403230267 

8403300312* 
B403190317 
8403220264 
8403220279 

40-3433 

CONTRACT 
PR 
XPDRTLIC 
XPORTLIC 

Automation    Industries,     Inc 
HWR  Owners    Group 

B4032  10001 

8403210009* 
8403210010* 
8403300008 
8403020224 

40-4720 
40-6720 
40-6920 
40-4920 

TOPREP 

Babcack   (c  Hilcoi    Co 

8403120127 
8403200127 

B401240319* 
8403010162 
8403010166* 

TOP  REP 
TOP  REP 
70-27 
71-6206 
71-6206 

8403020167 
8403030110* 
8403090114* 
84030301  IB* 
8403070147* 

70-27 

30-346        F 
30-346       F 
30-346       F 
70-S7 

B403070133* 

B40313003B» 
8403130074* 
8403170241 
8403190244* 

70-B7 
OA977 
OA799 

TDPHEP 
TOPHEP 

Babcock   &  Wlleox   Operating    Plants   Ounuft 

B4033Q0013* 
6403300179 
B4031  40072 

70-27 

TOPREP 
TOPREP 

Group 

Dalleg   Control*  Co    dubs,     of   Bab  cock    & 
Ullcoi   Co    ) 


8403130169          QA999 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCE89JON 

SUBJECT 

AFFILIATION 

NUMBER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEODft> 

B4033O0076* 

QA999 

B403130S4S 

40-8432 

Baltimore   Qai   &  Electric    Co 

B4O3020300 

3O-317         F 

DBChtel    Corp 

S4011303&3 

TOPREP 

B4O3020346* 

90-317         0 

0403030tOO» 

50-31B 

8403050098 

30-310         P 

84030602280 

QA999 

B403060109 

30-31B         8 

840309001-4* 

30-328 

8403060263 

30-317         P 

8403090020 

FOIA 

8403060363 

30-317         P 

B4031B0013* 

30-373 

84O30£>040O 

50-317         P 

S4031E0015» 

30-373 

B403O6040O 

50-317         P 

04031300I7* 

30-27D 

B40313O039 

30-318         B 

8403120017* 

90-273 

8403130081 

30-310         S 

0403130033* 

30-273 

S40313009B 

30-317         3 

B4031S0030* 

50-3BB 

840  31  302  3S 

3O-317         S 

0403130381 

QA999 

B40313O279 

90-317         B 

B403330103 

50-102 

04031  30S9S 

30-317         S 

Qendtx    Corp 

B40  3  020374 

WASTE   MOT 

S40313O299 

90-317        S 

04032Q0396 

HASTE    MOT 

S403130303 

30-317        R 

0403230329 

UABTG    M<3T 

0403I3O303 

30-317        R 

Bergon   Pines    Hasp      Paramus,     NJ 

84O3230D33 

30-322 

0403130314* 

30-317        R 

Binderi     Elsteri     MendBlson   b   Wheeler-     Ire 

B403010044» 

CONTRACT 

0403130314* 

30-317        R 

Blatechnlco    Jnternatlonal,     rnc 

S403140231 

PRfl 

8403130333* 

30-317        R 

Dish  np,     Li  barman,     Cook,     Purcal  1    t< 

B403070043 

50-413 

9403130334* 

30-317        R 

Reynolds 

0403130334* 

50-317        R 

94031  30007 

SO-  508 

04031  30336 

30-317        S 

0403140013 

50-445 

0403130413 

30-318         8 

6403140013 

30-445 

B403  140020 

50-445 

8403130434= 

30-317        8 

840313Q43O 

30-318         S 

64031  4  0020 

30-443 

B40314O036 

30-317        -J 

B4Q3  15-0032 

50-445 

04031  4O3BS 

30-317        F 

6403UOOS9 

30-413         < 

0403130047 

30-317        Q 

8403200007 

50-413 

8403S1017O 

30-509         i 

840313O047 

30-317        0 

0403150091 

30-317        F 

B4033I0172 

30-508         i 

0403130110 

30-317        F 

04032  1O1H9 

30-508         i 

040319Q11O 

30-317        F 

840326O3&7 

30-413 

B40319O133 

30-317        F 

8403270031 

30-445         i 

Qlanch^i-d  Valley    Hosp      Ftnd3dy.     OH 

8403080201  •* 

FOIA 

04031  301  55 

30-317        F 

0403160040 

30-317        P 

Borg  -Warner    Carp 

B403O5O079 

XPORTLIC 

040316O04O 

30-317        P 

84031  301  SB 

XPPRTLIC 

0403190018 

90-317        F 

Do  s  ton   edit  on   Co 

B4  030  10334 

30-S73 

8403190018 

30-317        F 

0403010327* 

50-293 

B403070341" 

30-293         ( 

8403190023* 

90-317        F 

B4031  90033* 

30-317        F 

8403090047 

30-293         i 

04031  9040B 

30-317        0 

B403O-JO147 

50-393         , 

0403200003 

90-317         R 

B403090132 

50-293         , 

B40320Q003 

30-317         R 

BIOS  120027 

30-293         ,, 

B403I  30293 

50-293 

13403220-052 

30-317         F 

B403S20093 

50-317        F 

B403140107 

50-393 

B40323OOBQ 

30-317        F 

B  1031  "3  0277** 

30-293 

B4032401  12* 

30-317        (1 

B4O313OQO8 

30-893 

8403260236 

30-317        P 

B403150I17» 

30-293 

B403150177 

30-293 

0403260348* 

50-317        P 

8403300070 

30-317        P 

8403^00164 

30-293         R 

B403300100 

30-317        B 

B403K&031  7»> 

30-293 

8403300163 

30-317        F 

B403370010 

50-293         P 

Battallt   Human  Affair*   Research    Canton 

8403070109 

NUftHO 

8403370015* 

30-373         P 

8403270055 

50-293         P 

84031900S5 

NUREO 

Battall*   Memorial    Ineti  tut*.    Columbus 

8403030327 

RE3 

B4033-7O1431 

30-293         P 

Laboratoriai 

Boston   Univ      tiedlffit    Center.     Goaton>     Mfi 

B.40313021B 

PR 

0403030230 

30-280        F 

Drandeis   Untv      Walt  ham.     HA 

B4032  90301 

PRW 

B403  090343 

RES 

Braunfcohle  Tranaport   Si   Storage.     Inc 

840319D134 

XP0RTJ-IC 

0403060303" 

CONTRACT 

84031  501  4S  If 

XPORTLIC 

B40313QH57 

RES 

CriEtol    Steal    tt    Iron    Mark*.     Inc. 

B40327D148 

QA999 

B403230130« 

CONTRACT 

Braokhaven  National    Laboratory 

S30B1  7O191  * 

50-447        A 

0403300E94 

NUREO 

S  40301  004  1* 

FOIA 

Batttllt   Memorial    Institute,    Pacific 

0403010041" 

FOIA 

8403010317* 
84030  1O237* 

BO-329        rt 
30-339        A 

r 

0403030216 

WASTE   MOT 

B4030  10327* 

SO-329         A 

8403070093 

NUREO 

8403010231* 

SO-329         A 

8403070109 

NUREO 

8403010231* 

30-329         A 

B403O7011B 

NUftEO 

B40307O119 

NUREO 

0403140170" 

PR 

8403330133 

30-313         P 

0403160131 

OEM  TEC    IB 

6403260022* 

SO-4S-S        A 

8403190059 

NUREO 

Q40326Q061* 

30-494        A 

8403190449 

NUREO 

Broun    Bowerl    Corp       (subd      oP    Broiiin   Doverl 

B4020101BS* 

QA999 

8403330113* 

90-31  f        R 

k  Co,  ,    Ltd    ) 

B403230173 

NUREO 

B40327O319 

50-BOfi        B 

B403230177 

NUREC 

nuffalo,    NY 

B4030B0136 

50-4  1O        O 

8403330300 

NURE8 

DuainacEinen    tor    ths   Fubllc    Intfrre-at 

B4030&OO79 

30-454         G 

6403330207 

NUREO 

B4033&0331 

30-434        fl 

8403300132* 

SO-49B        A 

C-E  Operating    Plants  Ouinsrs    orcrup 

B403  130277 

TQPREP 

B403300a4B 

WASTE  MOT 

8403140131 

TOPREP 

Diar  Ci'**k   Uranium  Co. 

B4031  90102 

40-B4S2 

CONOCD,     Inc       (Continental    Oil    Co    > 

B40319D317 

PR 

0403190436 

4Q-B4SS 

California   Initituta  of  Tethnulogyj 

B4032400Bat 

30-344        P 

Biarroot  Corp. 

8403190326 

40-B45B 

Pasadonfl-    CA 

8403190239 

40-B43B 

California,    Gtab*    of 

7906140840» 

30-3  IS        P 

552 
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AUTHOR 

AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

B403020117« 

SO-133 

F 

B4030&OS&O 

•50-273 

0 

B40309010fr 

PR 

84O3260111* 

50-275 

0 

8403270347 

30-273 

Q 

B40327O347 

30-273 

B 

6403370332 

30-275 

6 

8403370333 

SO-273 

0 

B4O3S70346 

90-H73 

P 

B403S70366 

SO-273 

P 

California.     Unlv      of.     Berkeley.     CA 

8403  1301  IS 

50-224 

R 

California,     Unlv      of,    Los  Angela*,    CA 

B4D3140D89 

50-142 

0 

B4032603SO 

50-142 

0 

84032BOS-41 

ACRS 

Callauay    Countijj     MQ 

8403070031 

50-4S3 

F 

CallBndlne,     0  H 

810l3000SO« 

FDIA 

BIO  1300023* 

FQIA 

Cardinal    Induitrlal    Products    Corp 

8403190203 

OA999 

Carolinn  En  v  trim  mental    Study    Group 

B403070O33 

50-413 

0 

B40307OO33 

30-4L3 

0 

B403070037" 

50-4L3 

0 

8403070037» 

30-413 

e 

0^03230533 

30-413 

0 

84O3220237 

30-413 

0 

8403290379 

3O-413 

a 

84  03290  3  B8 

5O-413 

0 

CaTDllna  Power  &  Light    CD 

8402230ZS1* 

30-40O 

A 

8402270274 

30-40O 

B 

B4  02270081 

30-4OO 

0 

B4  02370081 

50-400 

0 

B4  0301  01  33 

30-325 

B 

B-4  03010135 

30-324 

B 

B403010202 

30-323 

S 

B403010263 

50-4OO 

0 

B4O30102&3 

30-400 

0 

8403010299 

50-324 

B 

B403010390 

50-400 

a 

8403010394 

5Q-400 

a 

B4O3010375 

30-324 

B 

8403020  182 

30-400 

0 

9403020-153 

50-400 

0 

B40302OlBao 

50-40O 

0 

8-403DSO188* 

30-40O 

s 

8403020192* 

30-4OO 

G 

84O30SO172* 

30-4OO 

a 

B4O306O14O 

30-324 

P 

B403060I40 

30-324 

p 

B40306O167 

50-334 

P 

640306O167 

30-324 

p 

B40306O29& 

30-32-1 

p 

B40306O296 

30-324 

P 

64030AO300 

30-324 

p 

B40306O300 

50-324 

p 

B40306O302* 

SO-324 

p 

B403060302* 

50-324 

p 

B403070091 

30-400 

a 

840307O031 

50-4OO 

Q 

B40307O099 

30-400 

Q 

8403070033 

30-400 

0 

6403070058* 

50-40O 

0 

8403070038* 

30-40O 

Q 

840307O037* 

50-400 

a 

8403070039* 

SO-4OO 

a 

840307OO93* 

50-400 

a 

840307O076* 

30-400 

a 

8403O7O106* 

FOIA 

^4030701  08* 

FOIA 

S4O3070134 

30-400 

0 

B403070134 

30-400 

e 

B4030701  37 

30-324 

p 

fl  40307  01  37 

30-324 

p 

84030701  6Z* 

50-324 

p 

^4030701  62* 

30-324 

p 

B4O307O1B4* 

30-400 

a 

84Q3Q7O200 

50-324 

a 

8403070233 

30-400 

a 

S40307O223 

90-40O 

a 

8403070289 

30-40O 

B 

840307O290 

30-400 

8 

840307031  5 

50-323 

0 

8403080133 

30-24  J 

R 

S4030B02SB 

50-34,1 

R 

8403070023 

50-324 

B 

840307OOB2 

30-4OO 

8 

840307O094 

50-2&1 

F 

AUTHOR                                                ACCESSION 
AFFILIATION                                                    NUMBER 

SUBJECT 
CATEQHtV 

B4Q3090176 

PR 

8403090809 

9Q-3E9 

a 

B4O3090239 

50-3H* 

s 

6403090352 

50-32+ 

p 

B403090252 

90-324 

p 

B40309026Q* 

90-324 

p 

5403090360* 

50-334 

p 

840312003? 

5Q-3E? 

0 

8103120076 

50-400 

V 

8403120094 

50-400 

B 

8403130049 

50-321 

S 

B4O3  130062 

30-400 

E 

8403130078 

30-324. 

B 

B403  130093 

30-ffil 

P 

04031  30  132 

30-324 

B 

8403130156 

50-400 

0 

8403130196 

30-400 

ff 

B4O31301&4* 

30-400 

0 

B4O3130164K 

BO-400 

0 

B4Q3  130237 

30-400 

s 

B4O31  30301 

30-324 

8 

B403  130301 

30-324 

a 

B403  130323 

30-325 

3 

B403  130333 

30-324 

R 

6403130333 

30-324 

R 

B4D313039B 

30-400 

3 

B403  130406 

30-324 

8 

B403130447 

30-400 

a 

8403130447 

BO-400 

« 

B4O31  30432 

BO-  323 

p 

8403130459* 

30-WO 

9 

B4O31  30459* 

30-400 

g 

B403  130465* 

BO-329 

p 

B4D3140I20 

30-400 

F 

B403  140129ft 

30-400 

F 

B403140174 

30-400 

Q 

84031  40  17B* 

30-400 

a 

B403190028 

TOP  HEP 

8403190039 

BO-329 

B 

B4O319O090 

30-324 

8 

8403190098 

30-261 

8 

B403I301A1 

30-2A1 

P 

B4O31  30163* 

3O-2&1 

P 

B4031  30179 

50-324 

B 

B4031501B6 

30-324 

5 

8403160018 

30-400 

« 

B403  160262ft 

30-261 

Q 

6403190069 

BO-400 

F 

8403190137 

SO-400 

fl 

8403170137 

30-400 

« 

B403170141* 

BO-400 

0 

8403170141* 

SO-400 

0 

84O31  90302 

BO-329 

S 

B403S00030 

3O-400 

e 

B403200030 

30-400 

« 

B403200033 

90-324 

F 

8403200033 

30-324 

F 

9403200117 

BO-4OO 

4 

8403200117 

3O-400 

0 

8403200135 

SO-400 

« 

B403200139 

BO-400 

0 

8403200803 

JJO-400 

S 

8403200907 

SO-334 

s 

8403200848 

5O-261 

F 

8403300873 

9O-334 

a 

84O321OO&1 

30-324 

F 

8403810061 

9O-3Z4 

f 

B40321007S 

30-334 

r 

B4032100BO* 

90-324 

F 

84032  10093 

90-261 

t 

84032101  16 

30-361 

P 

8403210123 

90-324 

8 

8403210129 

3O-324 

r 

8403210129 

30-324 

F 

8403210131 

90-400 

A 

B4Q3210137 

50-323 

9 

B403220K61 

90-400 

« 

8403230361 

50-400 

0 

8403230049 

50-323 

P 

8403230094* 

SO-32S 

P 

8403230127 

50-26) 

F 

8403260009 

90-400 

n 

8403260024 

TOPREP 

8403260327 

90-400 

e 

8403260327 

50-400 

« 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B4O326032B 

SO-4OO         0 

04Q336Q33B 

5O-4OO         0 

04O326034B 

50-4OO         0 

3403260348 

SO-4OO         0 

0403260334* 

SO-4OO         0 

8403260334* 

SO-4OO         0 

6403270091 

50-400         S 

6403270239 

9O-361         P 

840327  023<?» 

so-aai      p 

6403370346 

SO-324         S 

B40327Q337 

60-400         0 

B4032B0024 

SO-400         M 

8403290083 

SO-3S4         P 

B4O3290134 

30-400         E 

B4O3290164* 

90-400         0 

8403300034 

BO-400         B 

B403300043 

5O-4OO         B 

Carpenter   Technolofly   Corp 

8403050036 

XPOfiTLIC 

Center    for   Laia   in    the   Public    Interest 

S403070128 

30-273         0 

S4Q30B011B 

SO-273         0 

B403090027 

9O-273         P 

B4O319O011 

9O-273         0 

B403  190011 

9O-373         0 

B4O31  9-001  A« 

9O-373         0 

B4O319O016* 

90-273         0 

840333Q106 

90-279         0 

84O332O106 

90-273         G 

S40323O110* 

SO-S73         0 

840  32201  ID* 

30-273         0 

S4032603SB 

SO-373        0 

Canter    Pur   Nuclear  Responsibility 

B403070133 

SO-230         0 

B403Q7O133 

9O-2SO        G 

B40307O139* 

9O-230         0 

B403Q70139* 

5O-2SO         0 

B40307O143* 

50-B30        0 

B403Q70I43* 

90-350        0 

B4031400I7 

90-230        0 

B403140Q17 

90-230        Q 

B403I40033* 

9O-3SO        G 

B40314O023K 

90-230        0 

Ceraci     Inc 

040301  O4  39 

XPOfiTLlC 

Chem-Nuclear    Syitafnii     Inc 

B40112Q533 

HASTE   MOT 

B40112O39Q* 

WASTE    MOT 

B40312O194* 

90-413        E 

B4031S01BBIt 

30-413        E 

B40313Q16I* 

30-413         E 

B403130316 

37-47 

Cincinnati    Qas   &  Electric   Co 

B40321O17B 

30-398         0 

B40323OI04 

90-398         Q 

ClrtclnnatJ,    Untv     of-    Heap.,    Cincinnati. 

0403290399 

pan 

OH 

Cltliana   As*oe:lation    for   Sound    Ensrgy 

8403070177 

90-448        0 

8403070177 

30-445        0 

840307O1BIK 

90-443        0 

840307O1B2* 

30-443        0 

8403070102* 

30-443        0 

B40309Q104 

90-44B        T 

8403090104 

30-448        T 

B403Q9010B* 

30-44B        T 

B40307Q12B 

90-44S        0 

8403090128 

30-443        0 

B4031  40034 

SO-44B        « 

84031  9O006 

30-443        0 

84031900iJ4 

90-445        C 

B103  190024 

90-443        0 

8403)90038 

90-443        0 

B4031  9O033 

30-443         0 

0403500009 

30-443         D 

8403200009 

90-443         0 

8403200012 

50-443        0 

B403SQO012 

30-443        0 

B403SOOOE9 

30-44B        8 

B4032000SS 

SO-44S        0 

840320005C, 

30-443         0 

e40320002& 

30-448        Q 

8403200047 

30-44S        Q 

B403H00049 

90-443        0 

B40320O073 

30-443        0 

B403200073 

30-443        0 

B403200114 

50-443        0 

0403300114 

30-443        G 

84032001  IB 

30-44S        Q 

B4Q3200119 

30-443        0 

S403200126 

SO-44S        0 

8103800126 

90-449        0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBOECT 
CATEODR' 

1 

B403200147 

SO-44S 

&403BO0147 

50-449 

Cltliens    Concerned   About    Nuelasr    POUIBT. 

B4031-4O132 

30-49S 

Inc 

6403270025 

S0~49fl 

Cl-ark   OI  I    &    Refining    Corp 

6403060033" 

F01A 

Cleveland    Elactric    Illuminating    CD 

B402H^0274 

30-440 

8403020106 

30-410 

i 

S  103020  104 

30-440 

i 

04030601  Bl 

30-410 

B4030601B1 

30-440 

6403060237 

SO-440 

, 

B4030S0237 

90-440 

i 

B4O3060375 

30-4-JO 

( 

8403060273 

30-440 

< 

84030&O2BOH 

50-440 

64  030  60  3  BO  « 

SO-440 

, 

B4030B0140 

30-44O 

i 

6403130033 

SO-4-10 

B403  120096 

30-440 

B4031HO094 

90-4-10 

B403120126* 

50-440 

, 

a-103130010 

SO-44O 

i 

B403130010 

30-440 

i 

BIOS  130052 

30-440 

6403130  106» 

SO-440 

Bfl03  130104,* 

30-4  4O 

f 

8103130110" 

30-440 

.' 

B40313011B* 

SO-44O 

f 

04031  30  12B» 

90-440 

f 

B40313012B* 

30-440 

f 

8403  130133" 

50-4-40 

A 

Q403130133" 

30-44O 

* 

Q403130139 

90-440 

i 

3403  1  3O  i  39 

50-440 

g 

Q403130194 

SO-4-10 

• 

B403130194 

30-4-40 

.- 

B40313D403 

30-440 

(i 

B4O31  30403 

30-440 

(1 

B403I  50001 

5-0-44O 

u 

£1403130007 

50-44O 

" 

B4031  30009 

50-44O 

u 

0403170031 

30-44O 

S 

B40319003I 

SO-44O 

3 

B40317O373 

SO-44O 

A 

6403190373 

30-440 

A 

8403190391 

50-440 

A 

B403  190391 

50-440 

A 

840333001  1 

HO-41O 

S 

640333001  1 

30-440 

8 

840333004  S 

30-410 

0 

B403230045 

80-410 

S 

B403230047 

30-440 

A 

B4Q32300B3 

30-440 

3 

B403230083 

30-440 

S 

8403230101 

30-440 

a 

84  03230  i  01 

30-440 

9 

8403260347 

90-410 

a 

8403360247 

30-410 

a 

8403270324 

30-440 

a 

B40327O234 

30-44O 

a 

Clinton.     It. 

B40314O060* 

30-461 

a 

Coalition    far   Bafe   Power 

B403320049 

30-460 

0 

Colorado   State   Unlv    .     Ft      Collins,    CO 

B403130396 

50-367 

f? 

840323OO32 

30-333 

T 
a 

Q4031  703^8 
B40319O374 

50~399 
50-443 

S 

Comliustian   Engineer  lrg>     Inc 

B401240340* 

70-110O 

B4  030  10276 

30-470 

£ 

040303O333* 

SO-30B 

A 

8403030333* 

50-3B2 

A 

84  030501  03« 

30-31B 

P 

B40306O161K 

QA997 

B4  031  30393* 

TOPBEP 

B403130474* 

70-1100 

840314O14Q* 

TOPREP 

64032000B1 

50-470 

K 

B4O32000B3D 

30-470 

K 

H403270107 

50-470 

E 

Commerce,     n«pt      *>?> 

7911120366* 

30-31P 

P 

Commerce,     Dept      opj    Maritime    Adinlnistrat 

8403030111 

SO-33B 

R 

ion 

Connnercei     nept      of.    National    Dureflu    of 

B40309O2H 

PR 

Standards 

Committee-    to    Bridge    the   Gap 

B403200O31 

30-14H 

G 
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CORPORATE  SOURCE  INDEX 


AUTHOR                                                         ACCESSION 
AFFILIATION                                                      NUMSER 

SUBJECT 
CATEOORY 

ComniDnuealth    Edison  Co                                                  B4030100aa 

30-434 

Q 

S4D30IO083 

80-434 

a 

84030(0087* 

S  0-434 

Q 

3403010087* 

S  0-434 

a 

84039100B7 

3O-234 

p 

B4030  10091* 

30-234 

p 

B403O101O6 

80-434 

A 

B403O101O6 

30-434 

A 

B4O301010& 

90-434 

A 

B4Q3O1O106 

90-434 

A 

B4030<10106 

BO-494 

A 

8403010120 

90-434 

E 

B4030  10120 

30-434 

E 

0103010120 

30-434 

E 

34O30JO120 

30-434 

E 

8^03010130 

30-134 

E 

B403O  10130 

30-434 

a 

B403O10SB6 

30-434 

E 

B4030102B6 

30-484 

E 

B4030  1O2S6 

30-494 

E 

Q4O30102B6 

30-434 

E 

84O3Q1O286 

30-434 

E 

B403O  10403 

3O-439 

F 

B4  03020003 

30-293 

F 

B4030Z0131 

30-293 

P 

8403020131 

30-293 

P 

B4O302O134 

30-293 

a 

8403020134 

30-299 

Q 

84  03020  13B 

30-373 

R 

8^03020140 

30-293 

0 

8403020140 

50-293 

g 

S4O3020146* 

30-293 

a 

B4O3O20  1  4&* 

50-293 

0 

B4O3Q20191 

30-45* 

Q 

S4O3020181 

30-404 

0 

B40  30500  02 

30-234 

Q 

B4030SOOO2 

30-234 

Q 

BIO  30  300  4  3 

30-10 

Q 

B4D3090043 

30-10 

Q 

B40303O043 

30-10 

Q 

8403090043 

SO-  10 

Q 

8403030043 

30-1O 

a 

8403030043 

SO-1O 

a 

8403090043 

30-10 

a 

0403030043 

90-1O 

Q 

a403ft30043 

50-10 

0 

8403030043 

50-10 

a 

S403050043 

30-10 

0 

B403030O43 

50-10 

a 

B403O90043 

30-10 

a 

B4030  50043 

50-10 

0 

S4030  50046  » 

30-10 

a 

B4030  30046* 

ao-io 

a 

64030300'I6» 

SO-IO 

a 

84O30  30046* 

5O-1O 

a 

B4D30300464 

50-10 

a 

B4030a0046» 

30-  1O 

a 

8403050046* 

30-  1O 

a 

B403090D46* 

30-  1O 

a 

84  030  30046* 

3O-10 

0 

8403030046* 

50-  1O 

a 

B4Q3030046* 

30-  1O 

a 

B4  03030046* 

3O-1O 

a 

B-4  03090046* 

30-  1O 

a 

6403030063 

30-373 

F 

B40303O119 

90-237 

P 

B40303O117 

3O-237 

P 

B40303O119 

30-237 

P 

B403090M9 

90-237 

P 

B403030119 

50-S37 

P 

8403030119 

3O-237 

P 

B403050  1  1  9 

30-237 

P 

84030301  1  9 

90-B37 

P 

8403050119 

SO-B37 

P 

B40305O119 

90-237 

P 

8403090119 

50-337 

P 

B4O303O119 

SO-B37 

P 

84030501  IT 

S  0-237 

P 

8403030119 

30-237 

P 

8403030117 

BO-237 

P 

B4030SOJ71* 

30-373 

Q 

B4030&0174* 

30-373 

a 

640306009-? 

30-  to 

R 

6403060099 

3O-1O 

R 

0403060099 

30-10 

R 

AUTHOR                                                ACCESSION 
AFFILIATION                                                    NUMBER 

SUBJECT 

CATEfiOHl 

f 

8403060113 

3O-2S4 

ft 

B403060117* 

BQ-234 

R 

8403060121* 

30-294 

R 

8403060127* 

BO  -234 

fi 

B40306O127* 

BO-S34 

fi 

8403040150 

5O-373 

R 

8403060130 

30-373 

R 

B4Q3060217 

SO  -298 

R 

B40306O217 

30-293 

R 

B40306O243 

30-434 

a 

8403060243 

SO-  434 

a 

8403060243 

3O-494 

o 

8403060249 

BO-  494 

a 

8403040343 

3O-434 

a 

B403060Z49 

30-SW9 

8 

B40306Q267* 

90-454 

a 

B4030&0273 

SO-  234 

p 

S403060279* 

SO-234 

p 

8403040349 

30-494 

£ 

8403060343 

30-494 

E 

8403060394 

30-494 

A 

8403060394 

30-494 

A 

6403060394 

90-494 

A 

B403060394 

30-494 

A 

B403060394 

SO-494 

A 

8403070347 

30-4  S4 

F 

8403070347 

90-4M 

F 

B4030B0174 

50-3O4 

a 

B4030B0197 

SQ-10 

R 

B403080197 

3O-1O 

a 

8403080197 

30-  1O 

R 

B403Q8O197 

30-10 

R 

B4030B0197 

90-10 

R 

B4030B0197 

90-1O 

R 

B4030B0197 

90-10 

R 

84030BO197 

SO-  10 

R 

B403080197 

9O-1O 

fl 

B4030BQ197 

30-10 

R 

B403090164 

90-379 

B 

B403090174 

90-304 

B 

84030901B3 

9O-237 

P 

8403090191* 

90-237 

P 

8403090194* 

9O-237 

P 

B403090294 

9O-B34 

F 

B403120013 

30-486 

B 

B4031SOO20 

90-373 

B 

8403120047 

90-374 

B 

8403120094 

BO  -373 

B 

8403120080 

9O-373 

B 

8403120099 

90-373 

B 

8403120107 

30-263 

B 

B40312O12B 

9O-373 

F 

B40312O12B 

30-373 

F 

8403120142 

30-434 

F 

8403  1201  68 

30-434 

F 

840313O019 

90-237 

R 

B40313O019 

9O-237 

R 

84031  3OO70 

90-237 

P 

8403130070 

30-237 

P 

84031  30  1O2 

3O-2&3 

P 

8403130333 

90-234 

P 

84031  3O393 

30-334 

P 

8403130399* 

30-373 

a 

B40313037O 

3O-24? 

a 

B403I  30362 

30-2-94 

R 

8403130382 

3O-234 

R 

8403130400 

30-237 

P 

B403  130400 

3O-H37 

P 

8403  I  30400 

30-aar 

P 

B403130410 

90-237 

P 

8403130410 

90-E37 

P 

840313O41B* 

8O-237 

P 

8403  1304  IB* 

90-237 

P 

8403140001 

30-48* 

0 

B4031400O1 

3O-43A 

a 

B403  140082 

3O-CT9 

F 

8403140191 

PR 

840314O179 

3O-373 

F 

8403140190 

SO-494 

F 

8403140190 

30-434 

F 

B4031B0019 

90-S94 

R 

8403190019 

3Q-2M 

R 

8403190044 

9O-4B4 

F 

8403160011 

50-496 

0 

B403160011 

30-4  B* 

C 

CORPORATE  SOURCE  INDEX 


AUTHOR                                                        ACCESSION 
AFFILIATION                                                     NUMBER 

SUBJECT 
CATEOOR1 

( 

8403160023 

30-436 

t) 

8403160033 

30-4B6 

0 

0403160027 

SO-263 

s 

B403160261 

SO-373 

R 

B4031&O26& 

BO-374 

B 

B40319O001 

30-S49 

0 

8403190073 

30-2H4 

a 

B40319009O* 

9O-373 

a 

B40319Q09O* 

9O-373 

a 

B40319Q117 

5O-373 

5 

B403190156 

30-293 

R 

8403  190  136 

30-293 

R 

S40319O193 

3O-4S6 

B 

B40319O193 

BO-4S6 

3 

B4031  90193 

go-29-3 

F 

B40319O274* 

9O-454 

Q 

B40319030B 

30-494 

F 

B40320O013 

30-373 

P 

B40320Q013 

9O-373 

P 

B403300Q3H 

30-373 

S 

B4032Q004I 

50-373 

F 

B403200106 

SO-268 

S 

B40320O12S 

SO-434 

0 

0403200173 

30-304 

B 

B40320O1BS 

30-263 

S 

B40330Q19& 

3O-249 

a 

B40320QS04 

9O-373 

B 

B40330O206 

9O-373 

F 

8403200813 

90-374 

B 

8403200236 

50-373 

Q 

B40320O336 

30-373 

a 

B40320O263* 

90-373 

0 

B4Q3200363* 

30-373 

a 

B4032IQQBS 

90-373 

K 

840331  OOB3 

50-373 

K 

B4032  10089 

SO-E93 

F 

B4  038  10091* 

30-373 

K 

B40322O13O 

30-10 

R 

B40322012Q 

30-10 

R 

B1  038201  SO 

30-10 

n 

8403220120 

50-10 

it 

840333O12O 

30-10 

R 

84032SO12O 

30-10 

R 

B40322Q12O 

SO-  10 

n 

84  03220  ISO 

50-10 

R 

34033130120 

DO-10 

R 

B4Q32SQ12O 

90-10 

R 

8403220123 

30-373 

F 

B4  03280  123 

30-373 

F 

B4033S0137* 

90-373 

F 

B4  032201  27* 

30-373 

F 

8403220133 

50-491 

A 

8403330193 

50-237 

P 

6403220153 

90-837 

P 

B4032201SB* 

90-237 

P 

B40332013B* 

30-237 

P 

B4Q3830013 

30-373 

B 

B4O3330017 

30-373 

8 

B403230027 

30-373 

3 

B4Q33300B1* 

30-373 

Q 

84032300B7* 

SQ-373 

a 

8403230096 

30-237 

B 

B403230I07* 

30-10 

a 

B40323Q107* 

30-10 

a 

B403230107* 

30-10 

a 

B40323{>107« 

30-10 

Q 

B403230107* 

30-10 

a 

B403B30t07« 

30-10 

a 

B403830107* 

30-10 

a 

B403230107* 

30-10 

a 

84O333O107* 

30-10 

Q 

B403330107* 

90-10 

a 

6403230107* 

50-10 

a 

B4D3230107* 

50-10 

Q 

B4O3230107* 

50-10 

a 

B103830107-* 

90-10 

a 

B403230I24 

SO-  29  3 

F 

3403230124 

30-393 

F 

B403230IP6* 

30-10 

a 

0403230126-* 

30-10 

a 

B4032301E6* 

80-10 

a 

8403230  12i# 

30-10 

a 

8403230  126* 

30-10 

a 

8403330  126* 

30-  10 

a 

8403330126* 

30-10 

a 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


Connecticut    Yanke?   Atomic    Pouer   Co 


Connecticut,    State   of 
Conner  I*  Wett«rhahn 


B40323012£> 
a4032301E6* 
8403230126* 
B403230126* 
6403230 1H6» 

B403S301S6* 
Bt 032601 22 
&4  03860 132 
84  03260 13S 
B 4032401 32 

B4 032601 32 
B-4  03860 132 
S40326Q1B2 
B4  03360 1&2 
8403260194 

B403260 1 96 
B403260 1 96 
84  03260 1 76 
S4O3260176 
8403360223 

3403260225 

8403360237* 

B4O32602AO 

0403240344 

B403340346 

B4O3B&036 1 
9403270033 
3403270054 
B4038700B'? 
B403270109 

84032701 1 1 
B4032701 1 1 

B403370I3O 
B403270I30 
840337014-5" 

B403370144* 

0403270173 

B4O3270203 

B4O3270263 

B4032SOOZ3 

B 403360073 
B4032B0119 
B4O301034O 
B4O301039I 
B 403020093 

8-4030SOLO9 
B4030403S5 
8403090137 
B-fl  03090272 
8403070389 

B4031300H7 
B4031 30027 
8403130203 
B4031302B9* 
8403140014 

B4O3140116 
B4O319013S* 
B-10319028O 
8403230083 
84032300 22 

8403230136 
B4C3260143 
B403260143 
8403260143 
8403260143 

B4D3260146 
B4O3S6014& 
B4O3260146 
B4O32601 B 1 X 
B403240131" 

B403260151* 
B4033601  t>y 
B403260232 
B4D337000B 
B4D3270068 

B40329027B 

B4O3300144 

B4O330016A" 

B403300176 

B403140023 

84,03020099 
B403020099 
8403020129 
B403020125 
B4030201B9 


SO-10 
BO-10 
30-10 

ao-io 

30-10 

30-10 

30-373 
30-434 
90-434 
30-454 

5O-4S4 

3O-454 
30-S93 
90-295 
30-374 

9O-B37 

90-237 
30-237 
30-237 
30-237 

50-373 
50-434 
30-837 
310-434 
3O-434 

50-436 
30-393 
3O-237 
30-337 
50-393 

30-434 
30-454 
BQ-349 
9O-349 
9O-B49 

3O-249 

SO-S94 
30-299 
SO-S93 
BO-374 

50-374 
30-295 
30-213 
50-813 
30-213 

30-213 
90-313 
90-213 
30-336 
90-213 

50-213 
BO-213 
3O-313 
30-213 
90-213 

30-313 

30-213 

PR 

90-213 

30-213 

50-213 
30-213 

50-213 
30-213 
JO-213 

90-213 
30-313 
30-213 
30-813 
30-213 

SO-H13 
30-213 
30-H13 
30-213 
30-313 

30-213 
DO-B13 
30-H13 
30-H13 
30-443 

50-3BS 
SO-333 
30-392 
30-332 
90-333 
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CORPORATE  SOURCE  INDEX 


AUTHOR                                               ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATEO  DRY 

8403020163 

30-392 

Q 

B-4030201A3 

50-332 

Q 

B40306O081 

50-352 

O 

9403060031 

30-332 

0 

9403060240 

30-352 

0 

8403060348 

50-333 

0 

B40307O142 

30-392 

0 

8403Q7Qlfl3 

5.0-333 

0 

B4O307O236 

30-392 

Q 

6403070336 

30-393 

0 

3403070238" 

30-332 

0 

840307OS3S" 

30-333 

0 

3403130030 

30-334 

0 

8403130023* 

30-394 

0 

8403130034 

50-333 

S 

8403160010 

30-353 

0 

B403160010 

50-332 

a 

B40330O010 

30-416 

0 

8403200060 

50-3  3S 

a 

3403300090 

50-392 

0 

B4032Q0090 

30-393 

0 

B4Q32OOI03 

50-394 

Q 

8403210092 

30-333 

0 

B403210O92 

50-392 

a 

B4032101Q3 

30-333 

0 

84033IO1O3 

50-393 

0 

340321017B 

50-3  3B 

0 

S40326O341? 

30-393 

G 

B40327Q012 

30-3  S3 

0 

8403270043 

30-393 

T 

8403290384 

50-333 

0 

3403390334 

50-353 

0 

8403390392 

30-438 

G 

840330OJ37 

50-353 

0 

B4033OO127 

3Q-3B2 

0 

9403300120 

30-3DH 

0 

B4033QO12S 

30-332 

0 

34033DO127 

30-352 

0 

B403300I2-? 

5-0-352 

Q 

B4033O0270 

30-334 

a 

B40330O271 

30-352 

0 

84033QO271 

30-332 
7O-£&2  1 

B 

ConsaHflatExf    Edison   Co      of  Neu  York,     Inc      B40303O1SS 

30-247 

R 

8403030O1B* 

30-347 

a 

B  4  0309(1095 

50-347 

p 

B4Q3O9O09S* 

30-247 

p 

040309O101* 

30-347 

p 

3403090285 

50-3 

F 

B403130403 

30-247 

a 

3403150039 

30-347 

a 

B4O3190061? 

30-3 

F 

B403190296 

30-396 

F 

B40319O3SS 

30-347 

F 

8403200124 

30-247 

P 

B40331O134 

SO-247 

B 

8403230135 

30-3 

R 

B40333O13S 

30-3 

R 

0403260  1  SO 

30-3 

R 

8403360120 

30-3 

H 

B40327O1B6 

30-247 

F) 

3403270193 

SO-247 

P 

8403270204 

50-247 

S 

84O339O170 

30-247 

P 

8403290173 

30-347 

Q 

3403290363 

9O-247 

a 

Consumers   Power    Cn                                                        3403010203 

SO-  139 

a 

84O30200B8 

90-1  SB 

R 

8403060093 

90-329 

0 

B40306O093 

50-339 

D 

8403060104 

9O-329 

3 

8403060104 

SO-329 

B 

B40306O183 

30-133 

0 

84030601  93  * 

30-185 

0 

840306D2O2* 

90-138 

0 

B4  03060369 

30-329 

S 

S403060269 

30-339 

S 

34O3060272 

30-329 

S 

84030A0272 

30-329 

B 

8403060396 

90-133     " 

P 

84O30604H6 

30-320 

B 

8403060436 

30-320     - 

B 

84O3070OOS 

50-339 

R 

8403070300 

30-233 

0 

8403080026 

30-329 

S 

AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

B4030S0026 

30-329 

8 

B403QB0131 

30-189 

R 

B4O30B0141 

30-1  as 

R 

B4030Q0171 

30-339 

8 

S4030B0171 

50-339 

8 

B403QS01B4 

30-293 

R 

B4030S01B7 

SO-329 

8 

B4030S01B7 

30-329 

a 

B403080206 

30-393 

R 

8403080233 

30-329 

8 

B4Q3QB0222 

30-329 

8 

B403060330 

30-329 

A 

B4030B0230 

30-329 

A 

B403QS0333 

30-329 

8 

B4030B0333 

3O-329 

6 

B4O30B0341 

30-32? 

A. 

B4030B0241 

30-339 

A 

B403QB0343 

30-32? 

S 

B403QB0243 

30-32? 

8 

B4030Q0347 

30-339 

8 

8403060347 

30-329 

B 

B40306024B 

30-329 

A 

B40300034B 

30-32? 

A 

B403000239 

30-32? 

B 

B403000239 

30-339 

B 

8403080262 

30-329 

A 

B4030B0262 

30-329 

A 

840309023? 

30-139 

F 

8403130039 

30-  1  33 

0 

8403120041 

SO-3SS 

R 

B4D31S0131 

SO-  133 

a 

B403130131 

30-1S5 

a 

B4O3120140 

30-233 

R 

B403  130030 

90-32? 

a 

B4O31  30030 

30-339 

a 

8403130161 

30-339 

B 

B40313OI61 

30-32? 

B 

B40313016B» 

30-33? 

A 

8403130168* 

30-339 

A 

8403  1301  89 

00-339 

A 

B4Q3130189 

30-329 

A 

B403130210 

SO-329 

8 

B4O3130310 

90-329 

8 

B403130234 

90-329 

a 

6403130234 

SO-329 

a 

B403  130361 

30-329 

A 

8403130261 

30-33? 

A 

8403130292 

30-33? 

8 

8403130292 

30-329 

8 

8403130334 

3O-32? 

S 

8403130354 

30-329 

B 

8403130362 

SO-329 

B 

B4031  30362 

90-329 

B 

8403130491 

90-329 

B 

B403130491 

SO-329 

B 

8403140021 

30-329 

A 

8403140021 

30-3H9 

A 

B4031  40032 

30-329 

A 

B4031  40072 

TOPREP 

B4D3  190003 

30-329 

0 

H4031  30003 

30-329 

0 

8403130143 

30-2S3 

P 

B403  190004 

30-133 

0 

B403  190071 

30-133 

I 

8403170071 

30-1  3S 

I 

B403190071 

30-133 

I 

B4031  90098 

flO-329 

A 

B40319009S 

SO-329 

A 

B403190101 

90-233 

a 

8403190166 

30-329 

e 

8403190166 

30-329 

0 

8403200011 

30-329 

0 

8403300011 

30-339 

0 

8403200027 

30-329 

A 

B4O3200039 

30-32? 

A 

B403S00039 

90-32? 

A 

8403200130 

90-19S 

0 

B4Q33200Q7 

90-32? 

A 

0403220016 

90-329 

a 

B4032B0016 

30-329 

0 

8403220029 

50-32? 

A 

8403230029 

90-32? 

A 

8403220067 

90-32? 

B 

B403330067 

30-33? 

B 

B4Q332Q072 

90-329 

8 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATESDflr 

B4O33BOO72 

30-329   8 

B4O322007B 

30-259   P 

B4O32201Q8 

30-3129   B 

B4O32201OB 

90-327   B 

B4O32S01  77 

30-327   A 

B403220179 

30-329   A 

84O32&02O2 

90-329    A 

B4032S02O2 

30-329    A 

8403230031 

30-329   0 

8403230093 

90-239   P 

B40323009B* 

50-255   P 

8403230114 

30-329   A 

8403230114 

30-329   A 

0403260113 

30-335   P 

8403270007 

30-329    A 

B4032700O9 

30-329   A 

8403270014 

30-329   A 

B403270014 

30-329   A 

6403270020 

30-329   0 

B403270020 

30-329   0 

B4032700H3 

30-329   S 

8403270023 

50-329   B 

B4032700S9 

50-329   S 

B4032700B9 

50-329   B 

B4O3270064 

50-135    B 

84O32701&9 

8-0-339   a 

B4O32701&9 

30-329   S 

8403270199 

SQ-329   0 

B4O3370199 

30-339   Q 

B403270236 

30-329   B 

B4O3270236 

90-327   B 

3403290053* 

FOIA 

84032901  B7 

50-1B3   P 

8403290249 

BO-1B5   P 

B4O33O0090 

30-329    A 

B4O33O01S2 

30-153    R 

Control  Data  Corp 

B4O30A0135 

FOIA 

Cr»i»p.  McCormick  fc  Pagat 

840314003B* 

30-329   A 

Cruatal  Rivar.  FL 

8403230194* 

CONTRACT 

Cggna  Enersu  Birvltai 

B40309012& 

30-445   0 

B4O3270U5 

QA999 

Dalryland  Pouar  Cooperative 

B4O3020161 

50-407   R 

B4O30B0031 

30-409   Ft 

B4O30B0236 

50-4O9    R 

B4O31SOOB3 

50-409   0 

B403130S90 

30-407   P 

B403130339* 

30-409   0 

B4031AD047 

50-4O9   F 

84032O0112* 

50-409   F 

8403300163 

30-409   S 

B4O32300D2 

B  0-407   R 

B4O32902B3 

30-407   P 

8403270237* 

90-409   P 

84033000B7 

90-407   P 

8403300093K 

30-40?   P 

B403300131 

BO-4O9   R 

Dallai  Horning  News 

8403060164 

FOIA 

Dana*  *  Hoora 

B403060347* 
B403020073* 

90-434   E 
rnuTUArT 

B4030S0077* 

ifUfi  1  nn**  I 

CONTRACT 

DaKalb  Aria  Alliance  For  Responsible 

B4031A0002 

90-484   0 

Entrgg 

B4O31AOOO2 

30-454   0 

B4O31A0019 

90-434   0 

B4031fi0019 

90-434   ft 

Dabavoiia  &  Llberj«»n 

B4O30803K4 

50-449    Q 

Decltion  RBiaarch,  Inc 

B403  190444 

NUREO 

Dal-Auar*  fnllmitetd  Inc. 

B4O3130411 

90-33fi   0 

Dalamarti  fltata  of 

B4O3020141 

30-334   0 

B403090214 

PR 

D«ltak  Corp 

B403010149 

71-311 

B4O3D10133* 

71-311 

Dttroit  Edi  ion  Co. 

B4O30E0121 

90-341    A 

B403060173* 

90-341    0 

B403060177* 

30-341    Q 

84O30901SB 

90-341    V 

B403090247 

BO-341   A 

84031  20DO9 

30-341    B 

B4031  80068 

90-341    B 

B4031S0199 

BO-341    S 

B403180160 

30-341    8 

B4O31300OB 

50-341   A 

B4O313004I4 

BO-341    K 

B4031  30060* 

BO-341    K 

B403  taooai 

50-341    V 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8403190079 

30-341 

S 

84032001  S3 

30-341 

A 

8403210048 

30-341 

A 

8403310071 

50-341 

A 

84032  1007B* 

SO-341 

A 

B40323001B 

30-341 

A 

8403330021-1 

30-341 

A 

B403Z60137 

90-341 

0 

0403270043 

BO-341 

A 

8403300135 

30-341 

A 

Doh«rtiji    J   F 

B  403  130057 

90-436 

D 

B  403270002 

SO-443 

Q 

Daw  Chemical    Co- 

B  40  1260  167* 

30-E64 

F 

B4030S0012 

BO-  264 

F 

B403030QI3* 

90-264 

F 

Dr««l    Unlv   ,     PhiladBlph  la*    PA 

B4031SQ244* 

BO-33B 

a 

5403130232* 

BO-33B 

a 

Oak  a   Power    Co 

B40S81013Q 

30-367 

R 

B403Q10140 

30-413 

a 

840301  030B 

BO-  347 

Q 

B403Q1033S 

30-413 

F 

5403020317 

30-369 

E 

B  4030203  I  7 

HO-369 

E 

8403020317 

SO-369 

E 

8403020317 

30-367 

E 

0403020317 

30-369 

E 

B403QS03ai» 

50-367 

E 

8403020321* 

BO-369 

E 

3403020331* 

50-369 

E 

B403Q203ZI* 

BO-369 

E 

B4030H03H1" 

30-367 

E 

B4030601Q6 

30-367 

F 

8403040225 

30-B67 

F 

B403060233 

30-370 

9 

8403060240 

30-413 

0 

840304024  O 

30-413 

D 

8403060892 

50-267 

P 

8103040336 

30-413 

F 

84030604  1  9 

30-413 

F 

8403060419 

30-413 

F 

B4030604?a 

30-413 

A 

G40307004B 

30-413 

0 

B40307Q04B 

30-413 

0 

B403070IB9 

SO-413 

A 

B403070a02» 

30-413 

A 

B403070aiQ» 

30-413 

Q 

B403070219* 

SO-413 

A 

8403070331* 

30-413 

0 

8403070392 

30-34? 

F 

8403080237 

30-267 

V 

B4Q30B0339 

50-269 

V 

B403QB0239 

SO-E69 

V 

B403090222 

50-B69 

F 

B40309oaaa 

50-269 

F 

8403090222 

SO-S69 

F 

8403090326 

SO-413 

Q 

B403Q90S2& 

30-413 

a 

B40307024  1 

30-413 

B 

B4030702M 

30-B69 

F 

8403090276 

30-369 

F 

B4031S01SO 

50-370 

S 

B4031  30133 

50-413 

e 

B4Q3IS0173 

30-370 

s 

B403  130071 

30-413 

0 

B103  130071 

30-413 

Q 

8403  130077* 

30-4.13 

c 

B403130077* 

30-413 

Q 

B4031300B6 

30-413 

ft 

8403130104 

30-413 

ft 

8403130142* 

30-244 

B 

8403130149* 

SO-S44 

H 

8403130157* 

30-244 

R 

B403130167 

30-370 

S 

8403130333 

30-3A9 

S 

B40313034L 

30-370 

P 

B403130344* 

80-370 

P 

B4031  40231 

50-367 

F 

8403130065 

50-413 

a 

B40313012B 

50-413 

B 

8403130123 

50-413 

B 

3403150133 

BO-370 

B 

84031  801  56 

50-369 

P 

B4031  60028 

50-413 

A 

B403I  60029 

50-413 

0 

B403  160029 

50-413 

0 
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AUTHOR                                                         ACCESSION 
AFFILIATION                                                      NUMBER 

SUBJECT 
CATE8DRV 

3403160143 

50-413 

a 

0^03140143 

50-113 

a 

B40316O197 

30-413 

A 

840316O216* 

30-413 

a 

B403  160233 

30-413 

o 

8403  1602  53 

30-413 

G 

B4O3I60299* 

50-4J3 

o 

B403160313* 

SO-  3  A? 

a 

B40319O237 

50-369 

p 

B4Q31  90237 

5Q-369 

p 

B4O3  1  90389 

PB 

B403  170303 

SO  -370 

B 

94O3J9O394 

50-413 

A 

84O31-90394 

30-413 

A 

B  4  03200007 

30-413 

a 

B4O320Q01Q 

30-afc9 

R 

Bfl032OOOlO 

50-269 

R 

B-t  03300010 

50-269 

R 

8403200078 

30-413 

E 

S4O3200  1  23 

30-3&9 

R 

B4O32QD123 

50-3  £.9 

R 

S4032QD163 

50-413 

A 

B  -103200  liS 

50-413 

A 

e403200aai 

30-413 

F 

S4O320D221 

50-413 

F 

9103230033 

90-3W 

P 

9403250033 

SO-367 

P 

8403220044* 

30-369 

P 

B9033S0044* 

30-3A9 

P 

S4O3B2DO74 

3€-41S 

A 

9403230074 

30-413 

A 

040324003-1 

30-413 

A 

S403SAOO73 

30-413 

A 

04033fiooao* 

3O-413 

A 

B403260I39* 

30-413 

A 

B4  0326  0367 

50-413 

Q 

B4  03260367 

30-413 

3 

8403270011 

30-413 

O 

B40-32701O3 

30-413 

A 

B-J03270.S09 

30-269 

F 

B4O3270213 

30-413 

A 

B40  33702  13 

30-413 

A 

B40327Q23Q 

50-369 

F 

8403270230 

5O-367 

F 

8403270343 

50-369 

P 

BIOS  3702  43 

30-369 

P 

B4032BO1O2 

50-413 

F 

B4Q33900B2* 

30-269 

a 

B40339014B 

30-369 

p 

B10229014B 

3D-  369 

p 

B4Q3a9OJ  34  » 

90-369 

p 

840329O1A4* 

50-369 

p 

BflO3290244 

30-413 

a 

BflQ3a9Q244 

30-413 

s 

9*03290367 

30-369 

p 

84032,90367 

30-369 

p 

3403290273* 

30-369 

p 

B403290B73* 

30-369 

p 

9403390876* 

30-413 

a 

a<9O329O314 

30-270 

p 

8403300079 

30-413 

E 

BflO330Q079 

30-413 

E 

S4O330OJO7 

30-413 

A 

B4O330Q126 

30-413 

B 

B4O33OO18B 

30-«13 

A 

uqUBEJiE    Light    Co                                                                       B4030i0126 

30-334 

R 

a40301Q3B7 

3O-413 

A 

8103020096 

30-334 

F? 

84O306OI34 

30-334 

S 

8403060297 

30-334 

V 

B4O3070343 

30-334 

R 

B4Q3070244* 

30-334 

R 

eOO3070Hi9 

3O-334 

R 

B4O307029B 

3O-412 

3 

Bfl0307030B» 

30-412 

a 

Q4O3070344* 

50-33-1 

a 

B4O30703ifa» 

3O-33-I 

R 

BflO3130172» 

90-331 

a 

B4O3130Q31* 

30-341 

K 

B4O3  130371 

30-4  IB 

8 

B1031  30095 

30-412 

c 

B403  160070 

so-4  ia 

A 

B1O31  60  1  90 

30-412 

A 

B1O3190132 

30-418 

A 

B40319027i 

30-334 

R 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATE800Y 

H403190319» 
B4031  90324* 
B403200O40 
B103200333 
8403200234 

30-334         R 
30-33(»         R 
30-334         F 
30-334         F 
30-41S        A 

B40321009B 
B403210130 
S403260039 
8403260160 
840327O213 

DO-412        3 
90-413        B 
30-412        C 
30-334        R 
30-334         F 

B4Q32B0017 
B403290143 
B403290146* 
B403290204* 
B40330OO62 

30-334         F 
30-412         C 
30-412        C 
SO-4  12        O 
30-413        A 

EC8.0,      I  tic 

B4033001B1 
B403300200 
B4022B0723* 
B403070393* 
B403360333 

30-334:        H 
30-412        Q 
30-267         P 
30-319         P 
30-416         P 

B403270329 
B4032B0113 
B4032B0117 
B4032B0124 
B4032BD333 

RES 
30-313        B 
30-368         8 
50-368         8 
30-330         B 

Eaton   Carp. 
EbaBco    Services,     inc,     (subs      of   Enserch 
Corp     ) 
Ecological    Analyst  Of     Inc 
Eddlernam     W 

B403H70034* 
B403090332* 

H403B301E3* 
8403030061 
8403130001 

QA999 
TOPREP 

30-219        R 
SO-40O         E 
30-400          S 

B4031301B6 
B403130196* 
B403  130220* 
B403  130230* 
B40320004B 

9D-40O         0 
30-400         O 
30-400        0 
30-40O        O 
30-40O        0 

B40322022S 
H4032208H7 
6103220263 
6403320270 
B4032B0344 

90-40O         0 
30-40O         0 
50-400          0 
30-400          B 
50-400          B 

B403HS0347 
840328034? 
S403280331 
S4032B0360 
8403360361 

50-40O         0 
30-40O          0 
50-40O         fl 
30-40O         0 
30-40O         O 

Edeliteln   tt  Payne 
Edison    El  et  trie    Institute 
EdlQU    International    Co 

S40312QOOE 
B403  130360 
B40301O434 
B40301013i* 
B403270094* 

30-40O          B 
PR 

XPORTLIC 
XPORTLIC 
40-8760 

Energy    Dal  ly>     Inc 
EneyBU    Fueli   Nuclear.     Inc 
Energy    Research   &t  Consultanti    Corp 
Enersyi    Deft      of 

B4032B0037 
B403220240 
B403  190424 
B4031902B2* 
8402170329 

XPORTLJC 
CONTRACT 
40-B6B1 
30-312          0 
WASTE    MOT 

0103010356 
B4030600BB 
8403060337 
B403060360* 
B403060B19 

MA9TE   MOT 
30-337          0 
30-337         A 
30-337        A 
HABTE    HOT 

8103060331* 
64030900  96 
B403090217 
B403140166 
B40314031S 

WASTE    MBT 
30-537          0 
SO-337          A 

PR 
HASTE    MOT 

6103200314 
B4032OO34B 
8403220112 

8103220303 
B403220322 

WASTE   MBT 
WASTE    MOT 
WASTE   MBT 
WASTE   MBT 
XFORTLIC 

Energy,     Dept      Dfi     clinch   River   Breeder 
Reactor  Plant 
Energy,     Dept      of,     Idaho  Operation*  Office 

B4D32S0324* 
B403230243 
8403300239 
B403DB0090 

i  B4O3D2D374 

XPORTLIC 

HABTE   MOT 
HABTE   MOT 
30-337         A 

HASTE   MOT 

Englnaerlng   Planning    &  Management.     Inc 
Engineers    International,    Inc 
Environmental    Protection  Agency 

B4030600B3 
B403260330* 
8403020174 
84031  301BO 
84031  902B9 

FQIA 
WASTE    MOT 
WASTE   MOT 
30-  SOB        D 
PR 

Ertet,     Inc. 
Europran  Communltleii    Comminlon    of 

B403200104 
B40314O328* 
B403060073 

30-436          D 

CONTRACT 
XPORTLIC 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUWBEFl 

SUBJECT 
CATESQRY 

S4032003O3 

XPOBTHC 

5403320230 

XPORTLIC 

B4032S0384 

XPOItTLIC 

B4  032  6OO  1  1 

XPORTLIC 

Eitran>     Inc 

B4032703BO 

MI8C 

En  on   Corp 

S4021  40327" 

40-8103 

S40326O143* 

40-B102 

Euan   Nuclear   Co    ,     Inc      (subs      of   Exxon 

8403060421* 

70-1337 

Corp    ) 

B4030&0533 

NUREO 

B403070127 

TOPREP 

S4Q30B02Q5 

30-316 

P 

8403060210* 

30-316 

P 

S4030BQ21  i» 

50-316 

P 

8403060220. 

50-316 

P 

B40308O233* 

30-316 

P 

Hfl03  150097 

30-316 

P 

S403150104* 

3O-316 

P 

6403300100 

50-316 

P 

8403200101* 

50-316 

P 

B403S301O2* 

50-235 

P 

B4032301O6* 

BO-S55 

P 

B403230111* 

50-235 

P 

B40324.0037 

XPORTLIC 

B'1O33AOO4S» 

XPOHTLIC 

H1033&OS19 

TOPREP 

FOI   Service* 

B4030HOOOB 

FOI  A 

B4032S0166 

FOI  A 

Failure   Analysis   Associates 

3403010446* 

30-333 

9 

H103  110036* 

50-3SS 

B 

Federal    American  partners 

8103200374 

40-4472 

B4032S0034* 

40-4492 

Federal    Emergency    Managemont    Agency 

9403050158 

30-440 

F 

Bfl03030131* 

90-140 

F 

S4030S014G 

30-206 

F 

8403050172* 

50-306 

r 

B4030400B6 

30-230 

F 

B403070020 

50-413 

0 

B4030700SO 

30-1-13 

0 

B  -10307002311 

3O-443 

G 

8103070032* 

50-443 

e 

B4030S023B 

50-263 

F 

B4030B0242* 

90-363 

r 

B4030B0344H 

50-263 

r 

64030702  IB 

90-199 

r 

B4030902S1* 

50-193 

r 

S403130153 

90-294 

r 

84031  30163 

30-303 

r 

8403  1301  73* 

30-2P2 

F 

B40313017H* 

90-372 

F 

G4031301B3 

50-393 

F 

0-4031  30198 

30-363 

F 

8403130309* 

30-2i3 

F 

B403130-H9 

QRO 

8-1031  flOQIB 

30-393 

F 

B4031  30052 

30-416 

F 

B403130113 

30-313 

F 

B103130113 

50-313 

F 

8103130119* 

30-313 

F 

8103190119* 

90-313 

r 

84031  3  OEQQ 

30-31B 

F 

B403130203* 

50-3  IB 

F 

B403190131 

SO-323 

Q 

8403190363 

30-322 

F 

B403200033* 

30-317 

F 

8103230130 

go-SB? 

F 

8103260117* 

30-333 

F 

Firm    Corp 

8403090073 

PHM 

Flsheti    Hevtlin   t>  Fiehor 

B4031B0340* 

40-BBS9 

Florida  Power  &  Light   Co. 

B401  130182 

90-3B? 

P 

B40113039(b 

30-333 

P 

8101130319 

90-389 

E 

8103270123 

90-S30 

8 

8403010297 

BO-3B9 

P 

B4030  10302* 

30-399 

P 

B40301O40O 

30-3B9 

P 

B4030E0033 

50-SSO 

n 

B4030202SB 

30-3S9 

8 

B40302027B 

SO-2SO 

V 

B403020SBQ* 

90-330 

0 

84030A01IB 

30-333 

F 

B40306011t# 

30-333 

F 

B40306016B 

30-BBO 

P 

B40306O16B 

90-BSO 

P 

8403060168 

00-89.0 

P 

AUTHOR                                                      ACCESBION 
AFFILIATION                                                  NUMOEH 

SUBJECT 
CATEODRV 

B4Q30S.016B 

50-2SO 

P 

S40306.01BA 

SO-3B9 

F 

8403060241 

50-389 

P 

6403060291 

30-2BO 

(1 

5403060391 

50-230 

0 

B403060340 

30-339 

F 

B4030A.O39Q 

50-369 

3 

B40307O034 

50-335 

Q 

9403070249 

30-3Q9 

Q 

84030BO030 

50-S30 

P 

B4030B0030 

BO-250 

P 

H4Q30BO164 

30-335 

V 

8403QB0164 

30-333 

V 

8403090200 

30-333 

F 

6403120040 

50-389 

P 

94031  200B9 

50-399 

P 

8403130033 

30-399 

3 

04031300*6 

30-333 

f 

8403160013 

30-369 

P 

B40316O013 

30-3B9 

P 

840316D03B 

50-251 

S 

B403160O58 

30-250 

a 

8403160069 

30-231 

s 

9403190171 

30-330 

a 

6403190171 

50-250 

a 

B40319O179* 

50-330 

8 

3403190179* 

30-25O 

0 

3403170237 

50-369 

p 

B40319022B* 

50-3B7 

p 

B-10319O3B6 

50-33S 

F 

B403190386 

50-335 

r 

8403300264 

50-230 

p 

B40320O264 

50-330 

p 

B4Q320O266* 

50-250 

p 

B403200S66* 

30-230 

p 

8403200270* 

30-330 

p 

B  10320  O2  7O* 

50-250 

p 

9403230070 

3O-33S 

s 

B4Q322Q104 

50-330 

3 

H403330DI* 

50-303 

P 

B403260203 

50-250 

P 

B4Q337Q247 

5O-339 

P 

B4033B01IO 

50-330 

r 

8403390114* 

50-335 

a 

9403270114* 

5O-333 

0 

6103290133 

30-330 

a 

8403300-173 

30-250 

n 

84033001  73 

30-330 

n 

B403300I73 

5O-25O 

(i 

B4Q33QOI73 

50-330 

R 

B403300173 

50-250 

R 

8403300185* 

30-230 

R 

B403300IB9* 

50-350 

R 

6103300183* 

50-230 

R 

6403300  IB5* 

30-330 

R 

9403300199* 

50-230 

R 

9403300193* 

30-350 

R 

B403300193* 

50-230 

R 

Florida   Pouer   CPPp                                                         6402060419 

SO-303 

P 

B40206Q421* 

30-302 

P 

940301  0073 

SO-302 

F 

9403060283 

50-303 

R 

84030603-43 

30-303 

P 

6403060359 

30-302 

P 

84030603*2* 

30-303 

P 

B4030i0364 

30-303 

P 

8403060366* 

50-303 

P 

8403060369* 

BO-302 

P 

6403060403 

30-302 

a 

8403090193 

30-302 

B 

6403  120  130 

30-302 

P 

8403160036 

30-302 

FT 

S4031603J5 

50-302 

P 

S1031603EO* 

30-302 

P 

8403300O3B 

30-302 

P 

8403200044* 

50-303 

P 

9403200269 

90-302 

P 

8403530063 

30-302 

P 

B4032300A7* 

50-303 

P 

B403290139 

50-30B 

P 

3403390163* 

50-302 

P 

9403300111 

50-303 

B 

9403300113* 

50-302 

a 

Florida,    State   of                                                           8403070106 

PR 

Fluorotarbor  Co                                                                8403050103 

OA999 

560 


CORPORATE  SOURCE  INDEX 


AUTHBR 
AFFILIATION 

ACCESS  I  DM 
NUMBER 

SUBJECT 
CATEGORY 

Bfl0306O355* 
B10306O3&1* 
B103060363* 
B403D6O3&9I 
B4O306O372* 

OA999 
OA999 
OA99? 
OA999 
OA999 

Fond    fc   Drug    Almtnlitratlon 
Foiboro   Corp 

B10306O374* 
B10306O376" 
B40306O379* 
B«316002i, 
B4O301O409 

OA999 
QA999 
OA799 
50-352         D 
FQIA 

Franklin    Initt  tut»/Fpanlilln   Reiearch 
Center 

Friend*    of    the   Earth 

B4031  2034  4« 

B4O3120292* 
S4O31SO043B 
Q40327O3Aa» 
8403190133 

50-339         Q 

50-339         Q 
30-237         P 
CONTRACT 

50-392         0 

Ft      Hamilton-Hughes   Memorial    Hasp 
Center.    Hani  It  on,    OH 

B40319O138* 
B4031  90142» 
B1O3290273 
8OlOa30503» 

ato3oaoii3» 

90-392         0 
5O-353         0 
PRM 
FOIA 

FOIA 

FiPltor.    MO 
CA   TBcJinalDg  1  »sr    Inc.  /Beneral    Atomic    CD 

OH-DettJs    Co 

B4O307003  t 
S4O31301-?? 
8403L301'99» 
94030S0170 
94031B023fc» 

50-483         F 

XPORTL1C 
XPORTL1C 
PT21 
CONTRACT 

Oaftconadp  Countyi    HD 
Oanerol    Accounting    Office 

General    Electric    Co 

B4D3070OB4 
81072O01O4* 
84032BOOB1* 
B4021OOBJ9 
8403O100B1 

30-481         F 
FOIA 
FQ1A 

TOPREP 
XPORTL1C 

B4030H047B 
8403010499 
B4O30t03>OS 
B40301O9S2 
8-103010539 

XPORTL1C 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTL1C 

B403O1O940 
840301O946* 
a40301O9SO» 
8103020043* 
B40302O089 

XPDRTL  1C 
.XPORTLIC 
XPORTLIC 
50-10           P 
XPORTLIC 

8403030039 
B403030261 
B40306O393* 
B4O30&O4O9 
B40307D333 

XPORTLIC 
XPORTLIC 
50-29S        Q 
TOPREP 
XPORTLIC 

B403D7O381e 

B4O31  30024 
8403130044* 
B4O31  30232 
8403130283 

XPORTLIC 
QA997 
OA999 
PR 

TOPREP 

8403130387 
84O3  140006 
84O3140172 
84O313OO73 
B4O31901O7 

PT21 
TOPREP 
Pfl 
30-73            R 
TOPREP 

B40316O1BB* 
B40320O243 
B40320D244 
8403200271 
B4032301B& 

5O-33B         0 
3O-70           R 
30-  IS           R 
3O-B43         P 
SO-3S6         Q 

B403  270022* 
B40327OD24* 
B403S7O136* 
B4O329O235 
840330008  B 

3O-E93         P 
30-293         P 

3O-249         P 
Pft 

TOPREP 

Qeneral    Physic*    Corp 
Oanpral    Public    Utilities   -   QPU   Servica 
Corp 

B4O3  300343 
B4O3010296 

B403D1O261* 
B4030  10347 
B40302O12a 

NUHEO 

3O-2t9         3 

SO-219         B 
5O-BB9         F 
50-219        R 

84030  203  IB 
B403C203B3* 
B4030  90O7O 
S403OB0097 
9403050191 

SO-3EO        P 
3O-32O        P 
BO-219        P 
5O-2B9        F 
30-320        F 

8403060133 
8403060133 

84D3060169 
8403060160 
84030  6022S 

3O-SB9        F 
30-2B9         F 
BO-2B9        P 
SO-2B9        P 
3O-3B9        P 

8403060229* 
8403060233 

9O-HB9        P 
3O-2B9         P 

AUTHOR                   ACCESSION 
AFFILIATION                  NUMDEH 

SUBJECT 
CATEGORY 

8403060336* 

9072e?   P 

8403070203 

30-21?   ft 

B4030B0039 

90-SB9   P 

B4030B017B 

30-320   F 

8403QB0231 

30-219   V 

B4030B0267 

30-320   P 

6403090036 

30-320   Q 

8403090073* 

90-219   Q 

3403090129 

50-2H?   P 

B4O3090244 

SO-BB9   0 

0403090364 

30-320   F 

B403  120004 

3Q-2B9   P 

8403120016 

30-287   V 

B403  120096 

30-289   P 

6403120102* 

SO-  320   0 

8403120166 

50-  SB?   F 

8403130199 

30-219   P 

8403130204 

90-289   F 

B4031  30428 

90-320   P 

B403  130439* 

90-320   P 

B403  130473 

90-320   R 

B40313Q4S3* 

90-320   R 

B4031304B9* 

90-320   R 

B4031400BB 

90-BB9   F 

B4031300B3 

90-219   F 

B40313011B 

90-320   F 

B403130141 

90-289   R 

8403160006 

50-289   P 

8403160022* 

30-289   P 

8403160024 

80-289   P 

0403160057 

50-219   R 

8403160203 

30-219   P 

B403I  60204* 

90-219   P 

B40316020B* 

50-219   0 

B4031  90063 

90-219   F 

B403190B17* 

9O-32D    a 

B4031903B7 

PR 

8403200056 

30-219   tt 

8403200068 

90-289   ft 

B403200099 

50-289    P 

6403300201 

90-320    P 

B4Q320020S* 

90-320    P 

B4032  10039 

90-320   R 

B403210064" 

90-320   Ft 

B403B1O071* 

BO-320   R 

B403210D76 

90-289   R 

B4032  10082* 

BO  -26?   R 

8403210006* 

50-88?   Ft 

B4O321013B 

8O-2S?   R 

B40321O141 

30-88?   H 

8403210146* 

50-KB?   R 

B4032  10146* 

9O-289   H 

8403220002 

50-219   P 

8403290012 

50-21?   P 

8403220141 

5O-289   F 

B4O3220192 

30-219   P 

8403220139* 

30-219   P 

B40322O193 

30-320   P 

8403230001 

90-2-B9    H 

8403230040 

30-SB7    P 

8403230053 

90-EB7   F 

8403230110 

50-E19   R 

B403230119 

SO-B19   R 

8403230122* 

50-B19   R. 

S403260074 

5O-B19   R 

8403270073 

5O-32O   F 

8403270123 

30-320   P 

B403270127* 

90-320   P 

B403270129* 

50-320   P 

B403270146 

50-289    H 

B403270163 

5O-2I9    P 

8403270210 

30-320    f 

8403270212* 

90-320    P 

Q403270232 

30-289    F 

B4032B0006 

50-320   8 

B4032B0010 

30-239   J 

8403280010 

9O-2B9    J 

B4D3290019 

90-H19    H 

B4032903B6 

50-289    0 

B403300001 

90-219    R 

B403300031 

90-320   P 

0»och»mlBlrv  (*  Environmental  ChewUtry    8403090319 

HASTE  HOT 

Rxvarchi  ITIC. 

8403090318* 

WASTE  MOT 

S4O3090319* 

HASTE  MOT 

CORPORATE  SOURCE  INDEX 


561 


AUTHOR 

AFFILIATION 

ACCESS  1  ON 
NUMBER 

SUBJECT 
CATEOORY 

B4O30  50322* 

WASTE    HOT 

B403030323» 

WASTE    HOT 

Qoorg  la   Puuer  Co 

B40301O317 

5O-  4  24         K 

B40301O319 

30-424         K 

S40301O32!>* 

9O-424         K 

8403010323* 

30-424        K 

8403010330 

50-321         9 

B40301O334 

50-424         9 

840305OOSS 

30-331          P 

8403060090 

30-«4         B 

0103070231 

SO-321          P 

B403070231 

50-323          P 

B40309Q067 

90-321          F 

8403090097 

30-424         3 

S40309O097 

30-424         3 

B403Q901B7 

30-331        P 

B4030901S7 

50-321          P 

B4Q307Q196* 

30-331          P 

8403090196* 

30-321         P 

B40309022B 

30-321          B 

B403Q9O2B2 

30-321         F 

B403  120031 

90-366        8 

8403120146 

30-424         S 

B4031  30004 

30-321         F 

B40313O165 

30-321         F 

B40313O16S 

SO-32  1          F 

84031  30346 

30-321         F 

B40313O346 

30-3B1         F 

B4031300S3 

30-424         H 

840315O03B 

50-424         V 

B4031SO03B 

30-424        V 

84031  3O043 

90-42-4        a 

84031  3O043 

30-4S4         S 

04031  30069 

90-424        S 

64031  50069 

30-4S4        B 

B403  130071 

SO-321         R 

B403  130071 

30-3S1          Ft 

84031  6O031 

50-366         8 

8403160044 

90-321         S 

B4031  60349* 

SO-3B1         Q 

B403  160349. 

30-321          0 

B403190026 

30-366         S 

8403190103 

30-424        S 

B403170105 

30-4  S4        8 

B403SQ0003 

50-331         P 

B4032O0003 

50-321         P 

8403200263 

30-366        P 

B403260086 

30-366         !3 

8403260119 

30-366         3 

8403260130 

30-331          F 

B403260191 

30-366        S 

8403290037 

30-4H4        0 

8403290174* 

30-366        0 

B  403290  194* 

50-366         Q 

B403370212* 

30-331          Q 

B4Q327021S* 

30-321          ft 

8403300104 

30-321         B 

H4033001O4 

50-321          S 

B403300143 

SO-3B1          K 

B4Q33O0143 

30-331          F 

B4Q3300339 

30-321         P 

amrgtai    Stat«   of 

8403130437 

30-424         O 

Q»orgJ«nt  Again**  Nucliat-  Energg 

B4Q3030126 

30-424         0 

Oitty/PttTOtofflic*  CD. 

B4Q3360242 

40-6639 

OllbiT-t  A»*ociBtn,     Int 

84Q3060414* 

90-302        0 

8403090357* 

TDPREP 

84032901  SB* 

50-244        P 

B4032901B9* 

30-244        P 

Ooldir  Atteclatu 

8403010004* 

CONTRACT 

OoVBrnminl   Accountability    Project 

B4021  40014 

30-328        Q 

B403010192 

50-329        A 

84030  104BB 

30-337        A 

B4030201G2 

FOIA 

3403060303* 

SO-278        <3 

3403080033 

30-27B        E 

B403QB0196 

BO-413        A 

8403150010 

30-273        0 

B403200133 

30-273        0 

B4032A0364 

90-275        0 

B4032603&4 

50-279         Q 

Q403Z6036S 

00-142        Q 

B403270006 

30-275         & 

B403270006 

30-279         0 

6403270173 

50-445        H 

araalyi    CO 

84032803  12* 

CONTRACT 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Guild,     ft 

840  3070037* 

90-413 

0 

B40309011S 

50-413 

0 

B4030901I2 

90-413 

0 

B403090113* 

50-413 

0 

B4O3090115* 

30-413 

0 

B4032S0233 

30-413 

0 

0403290379 

30-413 

0 

B40329Q3B9 

50-413 

O 

Gulf   lc   WrttBTn    Industrie*.     Inc 

8403090173 

PT21 

B40  3090200* 

PT21 

B4O3090202* 

PT21 

B4D3070203* 

PT21 

B40314013B 

PT21 

Gulf  States  Utilities    Co 

8403010073 

50-458 

3 

84Q30  10228 

SO-  4  53 

3 

B4O30  10321 

30-4  5B 

A 

B403010331 

90-43B 

A 

B403D10377 

30-45B 

S 

8403020294 

30-4SB 

A 

B403090078 

50-458 

A 

Q4030SD07B 

50-  45B 

A 

B4O3060320 

30-  453 

B 

B403070010 

90-438 

A 

B4O3070032 

50-458 

A 

B4O3070052 

30-438 

A 

B403070061 

30-458 

A 

8403070061 

30-43B 

A 

B4O3070062 

30-433 

E 

B4O308037B 

30-458 

A 

S4030B037B 

30-498 

A 

B403  130069 

30-45B 

E 

8403130173 

SO-43B 

S 

84O3I3D190 

30-1  SB 

A 

B4O3130264 

3O-45B 

S 

B4D31  30373 

30-453 

F 

B40313044B* 

30-438 

Q 

B4O3I  304B6 

30-43B 

F 

B4O3  130486 

3O-4SB 

F 

B403130flfl7* 

90-458 

F 

B403160310 

30-453 

5 

B403190017 

50-458 

£ 

3403200034 

5O-43B 

A 

B4O32  10069 

30-43B 

A 

B403220209 

30-45B 

A 

B4033401BO 

50-498 

A 

3403260371 

30-458 

A 

B4O3270026 

50-43B 

S 

B403270039 

30-433 

a 

84O3S70049 

30-49H 

E3 

3403270076* 

3O-45B 

Q 

34oaa7oaoi 

SO-45B 

S 

B4O3SBD03S 

50-43B 

H 

B4  03290392 

5O-45B 

0 

Herman   (•  Weiss 

8403020173 

90-443 

Q 

8403070147 

30-332 

T 

B4O3070232 

30-443 

0 

B4  03260332 

30-2B9 

0 

B403S900DS 

50-SB9 

F 

3403300B43 

HASTE    MOT 

B4O330D29? 

50-299 

e 

BH  03300263 

50-443 

0 

Harshbaroer   (c  Associate! 

6403060409* 

30-52B 

A 

Harvard   Univ  ,    Cambridge,    MA 

B403140172 

PR 

B4031  90362 

PHM 

Haalth    Physics    Associates,    Ltd 

7904030133* 

FDIA 

7704030135* 

FBI  A 

Health    Physics    Society 

B403230069 

FUJI 

HHlgeson   Kucl«ap  Dei-vlees.    Inc 

B4030SOi56* 

40-673 

Hanru    Ford    Hoip    ,    DHtpnit,    MI 

0403310107 

PRM 

Henry    Pratt  C-D 

B4O323002B 

30-3B9 

B 

Hod  dor,     M  H 

B403070143i> 

30-350 

0 

8403140017 

50-230 

a 

B4O3140017 

90-330 

Q 

B4031  40023* 

30-S50 

0 

8403140083* 

50-250 

a 

HOUBS    oP    Rep 

B31S140331* 

&0-375 

E 

B3122B0102* 

50-373 

E 

8403070073* 

3IO-2B7 

\t 

B403070076* 

50-287 

U 

B403070076* 

50-257 

U 

8403090011* 

90-369 

u 

B403090013* 

30-287 

u 

B40314020B* 

30-383 

u 

8403210137 

30-3B9 

e 

8403270367 

50-273 

u 
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flUTHGft 
AFFILIATION 

AC  CESS  JON 
NUMBER 

SUBJECT 
CATEGORY 

House   of  fiep    -    Interior    !*   Insular   frfPairs 

8403010033* 

FOTA 

3103IS0393* 

COHHIB91 

[QN 

Houston   Llflhtlng    [,   pouer    CD 

B40307O117 

SD-WB 

0 

B4031  30339 

50-493 

8 

3403130328: 

5Q-49B 

S 

B403  130477 

50-493 

s 

B4O3  130177 

SO-49B 

s 

94O3140131 

PR 

9403190239 

PR 

Hunton   t,   Will  lama 

B40301OIB3 

30-322 

0 

040301019S 

50-332 

Q 

B*030  10221 

50-4  i3 

0 

B-4Q3O  1  0221 

30-443 

B 

B4O3D10329* 

30-463 

0 

B403Q.I022'?« 

50-463 

0 

9103010212 

50-3?a 

0 

B403010249 

30-323 

0 

B4  03020  143 

30-333 

0 

B4  oaoio  i  os 

50-32H 

Q 

B4G3Q60107* 

30-322 

o 

3403130013 

50-323 

o 

94O31300IS* 

50-392 

o 

S  -503  130032 

50-323 

0 

B403  130030" 

50-322 

e 

S4D31  300-4  1» 

30-322 

o 

B4Q3  130053* 

9  0-322 

Q 

SI  03  1  30  0*3* 

50-323 

0 

34O3J30073* 

30-322 

O 

8403)30032* 

SO  -332 

e 

B4031  30090  • 

50-322 

0 

B40313Q099* 

50-323 

Q 

3403130109" 

50-332 

0 

0403130119* 

30-322 

B 

3403130127 

50-322 

O 

0403130004 

SO-  332 

O 

B4  03200  031 

50-32S 

G 

8403200037* 

SO-322 

Q 

B403300O69 

50-322 

0 

B4Q32IO177 

50-322 

O 

S40  3310181* 

50-32Z 

e 

S403330013 

50-3B3 

0 

3403-360377 

50-32? 

T 

0403370392 

90-332 

G 

B403290179 

50-33B 

G 

34033002  B6 

50-322 

O 

8403300S77 

3O-322 

O 

1C1    Americas,    Inc 

34032  1O1  07 

PflM 

Idaho.     UniV      of,     Hdicou.     ID 

B103I  50207* 

4O-07B1 

11  1  inola   Pouier   Co 

B4O307O120 

SO-4SJ 

0 

8403070123* 

50-4&1 

o 

8403080240 

30-461 

s 

B403090S77* 

30-331 

p 

B4  031  3  01  93 

30-4.SI 

A 

B4Q31900B9 

30-441 

A 

B403190173" 

50-441 

a 

B4O317039B 

50-461 

A 

B4O32Q0193* 

50-461 

A 

01O32402  99 

30-461 

S 

B403290073 

50-4*1 

I 

BIO  33  9  00  <T3* 

50-161 

I 

1  1  linoiE.     State    at 

S403Q1O344 

S7-39 

S4O3D6O11B 

40-2061 

B4030t01B4* 

40-SO£  1 

9403070027 

40-2041 

3403070030* 

40-B061 

3403070123* 

S0-4il 

a 

a4O3oaoiS6» 

FOIA 

B4031  30037 

90-4SS 

D 

6403130474 

SO  -136 

D 

Q4032QOQB3 

40-2061 

84.03200039* 

40-2061 

B403S00317 

27-39 

B4.O330023B 

40-2061 

Illinois,    8tat«   oFi    Dept      Nuc      Safety 

0403060313 

30-456 

D 

(formerly   Dopt      Publit    Health) 

Impel  1   Corp 

B4O30I0303tt 

50-399 

E 

B4031  S0014* 

50-440 

0 

B-?oaaooo63* 

50-817 

0 

B4032OOOi7» 

5O-B1? 

Q 

B403?002A7» 

SO-4BS 

A 

8403530014 

30-322 

T 

8403230033 

90-32B 

T 

040323-0046 

5-0-322 

T 

B403B30073 

ao-3aa 

T 

trie    Co 

S4030S0007 

30-316 

f 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOBY 

B403020044 

SO-31S 

ft 

8403060191 

30-314 

P 

8403060199 

50-319 

P 

8403060193 

SO-313 

P 

8403060197* 

30  -31  A 

P 

8403060300* 

3O-315 

P 

B4030602QO* 

30-313 

f 

8403060313* 

50-313 

0 

B403060315* 

30-315 

<3 

B4030B01&9 

9O-313 

R 

8403030  169 

90-313 

R 

B4030B0214* 

90-313 

a 

B4030903AB 

BO-  31  5 

F 

8403130131 

SO-  313 

F 

B40313D202 

50-313 

F 

B403  130202 

50-313 

F 

8403130239 

SO-313 

R 

8403130299 

30-319 

R 

B4031304HO* 

90-313 

R 

8403130420* 

90-313 

R 

8403160034 

90-315 

Q 

8403160034 

90-3  IS 

a 

0403200202 

50-319 

a 

8403300302 

90-31  S 

a 

840320O21O 

50-316 

p 

0403300214* 

50-314 

p 

B403200216 

50-319 

B 

B403200217 

BO-316 

B 

0403300223 

50-319 

P 

8403200233 

90-313 

P 

5403300233* 

50-315 

P 

8403200338* 

50-313 

P 

B4032002B3 

90-31  B 

8 

8403220060* 

SO-  313 

a 

8403320060* 

90-315 

a 

8403230138* 

30-313 

Q 

8403230  13B* 

30-313 

a 

B4033i0002 

50-313 

p 

8403260170 

90-313 

F 

8403360178 

30-31  3 

F 

8403370047 

30-315 

a 

84032701(0 

30-3  Ifi 

p 

8403290271 

30-313 

F 

8403300133 

50-316 

A 

B403300157 

30-313 

K 

Indiana  t,  Michigan  Power   Co 

8303090381 

30-3  1  3 

F 

Information   Handling   Service* 

B4030AO171 

FOIA 

Interactive  Radiation.     Inc 

8403020  187 

XPORTLIC 

Interior,    Dtp*      of 

B4O3010060* 

CONTRACT 

B4030S0277 

90-320 

P 

B4030B0406* 

SO-32B 

D 

B40319O343 

30-SOB 

D 

Interior,    Dept      of,    Duroau   of    Indian 

8403080400* 

90-3SB 

C 

Affairs 

interior,    Dept      of,    FI»h   &  Wildlife 

B4030901B9 

30-4.34 

C 

Service 

Interior,    D»pt      of.    geological    Survey 

8403070383* 

27-37 

international    Commission   on   Radiological 

B403230076* 

CONTRACT 

Protection 

loua   Electric    Light  &  Power  Co 

8403020103 

90-331 

p 

B40302O111* 

90-331 

p 

8403060136 

90-331 

F 

8403060145 

90-331 

B 

84030900BB 

30-331 

P 

8403090092* 

30-331 

P 

8403090262 

30-331 

P 

8403120042 

90-331 

a 

B403120091 

30-33-1 

9 

8403130139 

90-331 

B 

6403130144 

90-331 

P 

B4031304BB* 

30-331 

F 

B403  150067 

30-331 

P 

8403190293 

PR 

B403  190300 

30-331 

P 

8403190306* 

30-331 

P 

8403200047 

30-33  1 

F 

8403200091 

90-331 

F 

8403200131 

30-331 

F 

8403200183 

90-331 

F 

B403200172 

30-331 

P 

B403330017 

30-331 

R 

8403230004 

90-331 

P 

8403230007* 

30-331 

P 

8403230103 

90-331 

Q 

B40326020B 

30-3-31 

P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBEfl 

BVJHJECT 
CATE8DRY 

iDUia,  State  of 
In  ham,  Lincoln  b  Baale 

81031  903S7 
8403010203 
B4O302O134 
8403020134 
B4030S0140 

PR 
30-189    B 
30-295    0 
BO-299    0 
30-293    ft 

8403030140 
B4030H0146* 
8403020146* 
84030201  Bl 
B4030&QIBB 

30-293    fi 
30-293    O 
SO-B93    fl 
30-494    & 
30-183    Q, 

B4030i0192« 

B403<H>oso2« 

84031600-11 
B403U0011 
B4Q3  160083 

BO-133    Q 
50-133    0 
30-434    O 
30-136    ft 
S0-43i   Q 

B403160023 
B4Q31900Q4 
B4032Q0011 
B4032Q0011 
B4Q32001BS 

BO-4H6   0 
50-195    Q 
BO-3H9    fr 
30-329    0 
30-484   Q 

Island  ClosBUp  NBUIB  Servicff,  Sag  Harbor- 
NY 

B4032Q0130 
8403260361 
B403270020 
B403270020 
8103010474 

30-  1  33    0 

SO-4B6   Q 
BO-3H9    0 
30-329    0 
FOIA 

Iiotopt  Products  Laborator  lea 
Japam  Oovt   of 

8403090016 
B403010490 
B403010464 
B403010471 
S4030104B7 

FDIA 

XPORTLIC 
XPORTLIC 
XPQRTL1C 
XPDRTLIC 

8403220197 
6403260041 
8403260390 

XPORTLIC 
XPDRTLIC 
XPORTLIC 

84030301  IB 
8403190011 

30-B73   Q 
50-279   fl 

B403190D11 

8403190016* 
8403190016" 
6403190021* 
8403280106 

50-273    0 
30-279    0 
SO-E73    0 
30-S7S    9 
30-273    Q 

8403280106 
84032801  10* 
84032801  10* 
8403260368 
840326036V* 

30-275    0 
30-279    0 
30-379    0 
30-273    0 
30-279    Q 

Joint  IntorvBnon  -  River  Bend 
Joint  Int»rv«Tior»  -  Sh*aron  Harrl» 

8403140012* 
64031  BOO  02 
6403190141* 
84033000  S4 
8403230223 

BO-  4  SB    « 
30-400    0 
BO-400    Q 
30-400    0 
30-400   S 

B4032S0223 
B4Q32B.0263 
B4032B0270 
B4032B0341 

SO-400   0 
30-400   o 
30-400   0 
30-400    0 

Joint  Pttltionan  -  TMI 
JuKtlce.  Dept.  of  . 

KLD  A«*ocl»tei,  inc 
Kaniji  QBE  b  Electric  CD 

B4  03  080  130 

8403220242 
6403060383* 
8403090429* 
8403B300SO 
8403010149 

30-3B2    0 

50-2B9    0 
FOIA 
30-BB9    P 
30-322    T 
30-4BB    S 

B403020274 
8403090229 
6403120197 
6403130219 

8403130349* 

30-4B2    A 
30-482    V 
30-4B2    A 
SO-4B2   S 
30-4B2   Q 

B403  130399* 
8403190064 

8403190039 
8403  1900  3  i 
B403190B29* 

30-482   0 
30-482    A 
90-102    0 

30-483   3 
30-482   A 

6403  1903  16 
8403200292 
84032002  B7 
B4Q32002AO* 
B403200249* 

BO-  482   S 
30-4B2   A 
30-402   E 
30-402   A 
30-4B2   A 

8403210073 
B4032603S9 
B403270I03 
B403270131 

B1032701A3 

30-4BB   A 
30-4B2   0 
30-4B2   B 
SO-4B3   B 

30-462   S 

K*U*J  Scholir,  FUrman-  Ha«»  «.  Hindlir 

8403270179 

B40327026B 
B403010111 
B4030B0226 

30-4B2   B 
90-482    a 

FOIA 
FDIA 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOHY 

Kentucky,     C  ommonueaJth.    af, 
Kerr-McOee    Chemical    Corf      (subs      af 
Kerr  -McGee    Corp    ) 
Hert—  KcQee    Cnrp 

8402130395* 
B4D3210019 

B4  03  130272 
8403130333 

30-338         U 
4O-2061 

40-37B6 
40-87B6 
40-8386 

8403360129* 
B40326D13B* 

84032B0028 
B4033B0099 
9403280103* 

4O-117B 
40-1478 

4O-2061 
4O-B3B6 
40-B5B6 

Kirtpatrlck,    Locthart.     Hill,     Christopher 
&   Phillips 

B403S903B9" 
8403010231 

B4030  10237 
B40306O2OB 
B40  3060294 

4O-2061 
30-322         O 

30-332         O 
30-322         Q 
SO-333         T 

B40306026B 
B403060338 
8403130003 
B403I  30029 
B403130146 

30-333         0 
30-332         S 
30-322         0 
30-333         H 
30-32S         0 

8403130174 
8403190026 
8403300004 
6403300123 
8403200J31 

50-322         0 
5O-322         fl 

50-322         0 
50-322         0 
5Q-323         0 

B40320O134* 
6403200136* 
9403200140* 
8403300145* 
8403300146* 

30-322         0 
50-333         D 
3O-323         0 
50-322         Q 
50-333         0 

8403300151" 
B403300153" 

84032001  59* 
B4032  IO1B6 
940322D29O 

90-332         B 
50-333         0 
30-322         B 
30-332         B 
50-322         0 

B4032202B8 
9403260134 

8403380346 
B4032B0397 
84032BD358 

30-333        T 
MIBC 
50-322         0 
30-333         B 
SO-3S2         B 

KlrliEvllle.     MO 

B403290B4B 
8403390377 
8403390383 
84O3290370 
B403070045 

30-333        A 
90-3  33         B 
50-322         B 
30-323         0 
30-483         M 

Kohl,    Becrtat,    Hurdle,     Lynch,    ClarV    !. 
Hampton 
Kudiu  Al  11  ante 
LIXIi     Inc 

La   CrcsBf?,    WI 

8403070236 

8403120002 
8-103080200 
940308021  D« 
8403220319* 

30-329         9 

50-400        8 
FOIA 

FOIA 
CONTRACT 

Labor.    Dcpt      of 
Lacey   TniunKh  ip,    NJ 
La*  nor  Associates 
Lauleri    Matuaky   &   BkelLv  Engin&Brs 
Laurence  Dnrlteliy    Laboratory 

8403130236 
B4O-30&0231 
84O3OSO339* 
B403200240* 
8403300120 

PR 
3O-219         11 
M1SC 
30-4  1O        A 
RES 

Laurence    Livermorc   Laboratory 

B3030B0290* 
B4O3O50029" 
B4O30  30033* 
B4O30  90038* 
8403140334 

30-236        P 
30-336         P 
30-286         P 
ACRB 

LeODeufi    LamtJi    Leiby    !j  MacRae 

League   Again«t  Nuclear    Dangers 
Lehlgh   Unlv    >    Dethlehem.    PA 

8402170136 

9403120133 
8403130044 

84O3Q90ZQB 
B4O3090133* 

3O-28S         P 
30-233         P 
30-341         K 
PR 
CONTRACT 

Leuls,    H 
Lime-rich    EC  nlogg   Action 

B4O3  160049* 
B4  03  160271 
8403190038 
S4031<?014O 
B4  03370  060 

3D-32O        P 
30-289        H 
30-332        a 
30-333        0 
50-383        B 

Literature    Rstearch    Co. 

B4  03270069* 
84032B0336 
B4O33DOOI4* 
B4O3300129 
B  4  03260322* 

50-393        0 
50-352        0 
50-3S2         T 
30-353         fl 
CONTRACT 

Long-    Itland    Uighttrifl    CD 

B4O3O10183 
B403O10195 
B403OJ0207 
B  4  030  10207 
B403010218 

30-33S         0 
BO-322        Q 
30-322         8 
50-332         S 
30-206         S 

B403O1021B 
8403010220 

50-206         S 
30-332         fl 
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AUTHOR                                                          ACCESSION 
AFFILIATION                                                       NUMBER 

SUBJECT 
CA7EOORY 

8403O1O342 

3O-323 

0 

B4Q3O10249 

3O-3S2 

O 

8403020)39 

50-323 

A 

B403O20)43 

50-323 

0 

8403030368 

3-0-322 

* 

S4O30H02B7 

90-322 

E 

B4O3O6010S 

30-322 

O 

8403060107* 

90-322 

O 

B4O30  60365 

30-322 

o 

B4O3070147 

SO-323 

T 

B40307O190" 

30-322 

T 

8403070134* 

30-322 

T 

840307O13B"' 

30-322 

T 

B403O  70160* 

50-3SB 

T 

B403O70I63* 

30-322 

T 

B4O3070171* 

3O-33B 

T 

B4O307017S* 

50-322 

T 

B4030701B3* 

3O-3B2 

T 

8403070190* 

BO-332 

T 

B40307O195* 

5O-322 

T 

B  4  03070198* 

50-323 

T 

B4Q3O7020I* 

30-322 

T 

B403O70204* 

90-32B 

T 

B4  0307  0307* 

90-322 

T 

B4  0307021  I* 

30-333 

T 

S4O3070214* 

50-322 

T 

B4O3070217-* 

50-322 

T 

B4O3070220* 

90-322 

T 

840307O322* 

50-322 

T 

B4O307O227-* 

50-3SB 

T 

8403070331* 

50-322 

T 

B4Q3130O13 

50-332 

D 

B4O3  130010" 

50-322 

0 

B4O31  30033 

50-322 

O 

8403130030* 

30-332 

0 

S4O3130O41* 

30-323 

Q 

B403130O53* 

SO-  322 

a 

B403t  30063* 

50-332 

B 

84O3130O73" 

30-322 

o 

S4O313OOB2* 

30-322 

0 

B4O3130O9O* 

50-322 

0 

B403130O99* 

30-332 

0 

B4O313D1O9* 

90-322 

0 

B4O3130119* 

30-332 

s 

B1O313O129 

3O-323 

o 

8403U0019 

30-322 

A 

84031  4004B 

50-322 

S 

84031  4004B 

30-332 

a 

B40314OO5Q 

90-322 

a 

84031  400  3O 

30-332 

a 

84031400BO* 

90-323 

s 

S40314OOflQ* 

9O-322 

s 

B4O3140091» 

90-323 

3 

8303130004 

50-322 

G 

B4Q3IS0133 

50-206 

B 

BIOS  1  901  H7 

SO-  322 

3 

B4O3500004 

90-33B 

0 

B1O32OO031 

90-322 

e 

8403200037* 

50-322 

o 

8403B  00069 

SO-3BH 

a 

B4O33OD227 

50-322 

A 

8403200302 

SO  -322 

A 

B4O3210177 

50-322 

O 

S40321OIB1" 

30-322 

O 

84032310008 

90-322 

T 

3403230013 

30-322 

B 

B4O32300I6 

50-33H 

T 

B4  0323  0020 

30-322 

T 

B4  03230032 

50-332 

T 

8403230038 

30-322 

T 

B4O323C-D48 

30-333 

T 

B4  0323-0066 

50-322 

T 

B403230O73 

30-322 

T 

84032*0377 

30-332 

T 

S403260379" 

30-322 

T 

8403370074 

SO-  332 

& 

8403270116 

3D-322 

A 

84O327O119 

30-333 

R 

B403270I32 

50-332 

S 

B40327O197 

30-322 

O 

B403270B92 

50-322 

G 

B4O3280029 

SO-3S3 

F 

B4O329O  J  60 

90-322 

F 

B403290165* 

30-322 

F 

B4O3290179 

3O-322 

Q 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOflV 

B403300296 

S0-32a 

0 

8403300377 

30-322 

0 

LOB  Alamos   scientific   Laboratory 

B403230216 

30-337 

A 

Louisiana   Power  &  Light   Co 

B4030  10069 

90-3B2 

e 

84030  1OI  87 

90-382 

e 

B403020H09 

90-382 

A 

B403020333 

30-382 

A 

8403090063 

90-3B2 

E 

8403090248 

50-3B2 

F 

S403030291* 

30-382 

F 

B403Q3Q233* 

30-382 

F 

8403060190 

70-S74* 

8403060196 

30-392 

a 

B40306029B 

50-393 

9 

8403060293 

30-392 

E 

B40306D306 

90-382 

E 

B403060337 

90-382 

e 

8403060339 

30-3  B2 

8 

6403090030* 

9Q-3S2 

A 

B403130014 

30-382 

F 

8403  120  164 

50-3B2 

F 

B4031SQ163* 

30-3B2 

F 

B403  120147* 

90-3B2 

F 

S40312O160 

90-382 

A 

B403120169 

30-3BB 

A 

B4031201B6 

90-38E 

E 

8403  1301  OS 

30-383 

0 

8403130170 

90-382 

A 

B403  130267 

30-3B2 

B 

B403  130303 

30-382 

a 

6403130311 

50-382 

s 

9403130331 

30-3BB 

a 

B403  130339 

50-382 

B 

B403  130427 

50-3B2 

3 

B403130434 

90-3Q2 

F 

B4031  30436 

30-382 

B 

8403130446 

30-382 

A 

8403140191 

90-382 

F 

8403190046 

50-3B2 

A 

8403150079 

SO-3B2 

F 

B403160020 

50-3B3 

A 

8403190250 

30-3B2 

8 

BIOS  190293 

30-3B2 

S 

84031  70262 

50-392 

B 

B4O3  190272* 

30-332 

a 

8403190368 

30-382 

8 

B403200032 

30-3B2 

S 

8403200161 

so-saa 

F 

8403200  168 

30-392 

A 

8403200209 

3o-oaa 

A 

B4Q32002i7 

so-asa 

8 

B4032Q0276 

so-sea 

9 

B4Q321O030 

SO-3B2 

A 

B403260154 

90-3B2 

A 

B403270040 

90-382 

3 

B40327Q046 

90-3B2 

a 

9403270039 

go-sea 

8 

B403270093 

30-3B2 

B 

B403270102 

50-3B2 

S 

8403870134 

30-3H2 

A 

6403270161 

30-382 

B 

8403270202 

30-382 

B 

B4Q3K70206 

50-38S 

B 

B40330004B 

90-3BS 

F 

8403300049* 

90-3B2 

F 

Louisiana   Btatv   Unlv 

B403090QB1* 

90-4SH 

A 

Lowell,     Vniy     at,    LoW»ll.    MA 

B403300169* 

90-283 

a 

KATBCD    Isubs      of  Multi-Amp   Corporation) 

8403130244 

flA999 

MPR   Associates,     Inc 

8403  J  90391  » 

90-361 

F 

B403B2O004* 

50-219 

p 

Maine  Yankee  Atomic   Fouier   Co 

B403020069 

90-309 

R 

B403Q60094 

90-309 

P 

8403130047 

90-307 

R 

8403S30192 

30-309 

P 

84033201  99* 

90-309 

P 

B403S30036 

90-309 

P 

B403S30042 

30-309 

P 

8403270133 

90-309 

P 

B403270256 

30-309 

R 

B403300160 

50-309 

a 

8403300162 

50-3O9 

n 

Maine,     State    of 

8403070032* 

CONTRACT 

B403270S90* 

CONTRACT 

Mallintkrotft,     Inc 

8403210004 

PR 

Marsh   &   McLtnnan.     Inc. 

8403060224 

90-327 

j 
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AUTHOR 

AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

B403O60234 

90-338         J 

B403O60234 

30-335         J 

B403Q60S77 

90-370         J 

B4030602B1 

3O-321          J 

8403060381 

9O-321          J 

8103060332 

90-E50         J 

840306033"! 

90-239         J 

8403060353 

90-302         J 

8403060367 

TOPREP 

8403060373 

TOP  REP 

0403060377 

90-397         J 

8403O6O377 

90-397         J 

B403060413 

90-43S         J 

8403Q6044B 

90-348         J 

B403O7017B 

90-327         J 

B4031400Q3 

9O-3S2         J 

B40314001B 

90-395         J 

B403I40027 

90-893         J 

B403140Q31 

90-E45         J 

B403140033 

90-59            J 

B403  1.40037 

5O-413         J 

B40314Q044 

90-34B         J 

B40314007B 

90-B44         J 

B403140092 

90-B13         J 

B403B6017Q 

TOPREP 

84032601  97 

30-372         J 

B4Q3BB003B 

9O-33I          J 

B4032B0033 

90-34B         J 

B4032B003B 

30-272         J 

B403ESOQ64 

90-146         J 

Marubeni    Anurlca   Corp       (subs      of   Marubeni 

8403010466 

XPQRTL1C 

Carp.  ) 

8403010467* 

XPORTL1C 

B403030364* 

XPDRTL1C 

840309036i» 

XPDRTLIC 

Maryland.    Stats    of 

8403090106 

PR 

B4031301S9 

9O-320         P 

8403130236 

PR 

Maryland)    Univ      of,    Collags   Parti    MD 

0403310124 

30-166         P 

B4Q321012&* 

30-166         P 

ffanachUBetti   Sen  seal    Hoip    ,    Boston'     MA 

S403O901B4 

PRM 

M«*sacliu»*tti   Institute   of  Technology. 

8402130347 

3O-EO            F 

Cambridge'     MA 

B403O902ta 

PH 

Ma*«aehu»«tti.    Univ      oP.    Medical    School 

B403140172 

PI? 

8403290321 

PB 

Mfliuoll,    J   C 

64031  40302 

90-400        0 

Medical    Ptigilcs   Consultant!,     Inc 

B403QB0149* 

FDIA 

rlmphll   Btat.   Univ,,    Mrmphis,    TN 

B4D31S019&* 

CONTRACT 

B403230Q4O 

50-938        R 

Mttal    D«  11  oiii  i   Corp 

B403120H7 

QA999 

Metropolitan   Edison   Co, 

84030)10009 

90-SB9        0 

B4030600B4 

5D-2S9        6 

8403070033 

50-EB9        Q 

B4030B010S 

3O-889        0 

B403O90129 

90-209        8 

8403130443 

30-289        G 

8403130491* 

50-2B9        Q 

B403200093 

90-289        0 

B403200066 

90-289        & 

84032001  3D 

30-889        Q 

840321  01  7S 

90-289        Q 

8403210187 

SO-289         Q 

8403210193 

9Q-2B9        a 

8403260343 

30-389         0 

Hl-Ehlgani    Stat*   of 

B403190192* 

90-329         A 

Michigan,    Univ.    of,    Ann  Arbor.    HI 

B403140191 

PR 

8403230131 

NUREO 

Minikin  fc  Fitton 

B403OB01  13* 

FOIA 

Ml  1  1  Ipors   Corp 

B403210107 

PRM 

Mineral*  Exploration  CD.     (sub*,    of  Union 

B40319022B 

40-8984 

Oil    Co     of  California) 

Mlmtiota,    Stati    gf 

8403230098 

PR 

8403290316 

WASTE   MOT 

Miiiliiippl    POUBT   &  Light  Co 

8403010121 

90-416         8 

6403020047 

90-416        R 

S403020410* 

30-416        B 

8403O70037 

90-416        Q 

B403070173» 

50-416        0 

B403070176* 

50-416        0 

B403O7018O* 

9O-416        0 

8403070169* 

90-416        a 

B40307026S 

5O-416        a 

B403O70329 

BO-416        P 

B403O90091 

30-416        S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEOORY 

8403090193 
8403090319 
8403090569 
8403090369 
84  O3  1  20037 

SO-416        8 
50-416         P 
30-416         B 
SO-416         S 
3O-416        P 

8403120148 
0403120139 
8403130093 
8403130193 
040313024B 

SO-416        S 

SO-416        8 
SO-416        S 
30-416        S 
30-416        8 

0403130233 
8403  130274 
0403130464 
8403140121 
04D314O131 

90-416         8 
SO-416         8 

30-416         J 
90-416         J 

84031  90033 
8403190043 
B40319O039 
0403190115 
B403190216 

90-416         8 
50-416         8 
SO-416         S 
30-416         8 
30-416         S 

0403170392 
8403190331 
8403200014 
B403200017 
8403200010 

30-416         8 
30-416        S 
30-416         8 
5O-4I6       S 
SO-416        Q 

B403200064 
0403210041 
8403210033 
8403210057 
B403S10062* 

50-416        S 
30-417         8 
5O-416        P 
50-416        P 
30-416        P 

8403210109 
8403210140 
8403210140 
8403210192 
B40322O147 

50-416        P 
30-416        G 
30-416        E 
3O-416        S 
3O-416        R 

8403220156 
8403230084 
84  O  32300  89* 
B4O3230093* 
8403260244 

50-416         X 
3O-416        P 
5O-416,        P 
90-416        P 
5D-4I6         S 

8403270134 
84  O  32800  09 
8403280014* 
B4032B0018* 
8403280023* 

50-206        9 
50-416        P 
30-416        P 
30-416        P 
5D-4I&        P 

B4O3270O30 
8403290030 
B4O3290094 
8403290306 
9403300007 

90-416        Q 
30-416        0 
30-416        P 
30-416         Q 
90-416        3 

8403300027 
B4O3300037 
B4033000B2 
B403300097 
0403300113 

30-416       B 
50-416         8 
30-416        a 
SO-416        P 
3O-4I6        3 

Missouri,    State   of 

8403300114 
8403300117 
8403300118 
8403300134 
B4030700B7 

&0-416        3 
30-416        8 
3O-416        8 

SO-416        B 
30-483        F 

Missouri.    Univ     of.     Rolls.    MO 
Mitsubishi     Internationa]    Carp 
Mitsubishi    Carp    ) 

B4O3  190080* 
(tubs      of      B4O3O1O465 

8403010468* 
8403010470 
B4O30I0473* 

30-123         0 
XPORTLIC 

XPdRTLlC 
XPQRTLIC 
XPORTLIC 

B403O1031H 
B4Q30I0317* 
8403090337» 
8403030333* 
8403090373* 

XPORTLIC 
XPQRTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

Mitsui   h   Co       (USA),     Inc       (subs 
fc  ca   ,    Ltd,  J 

8403050376* 
S40307043S* 
8403Q70436* 
of   Mitsui    B4Q3O20422 

8403050033 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

Monrfls  County.   MI 
Montgomery    County.    HO 
Morris,     II 
Morrl  Bon-Knitd  sen  Co    ,     Inc 

B4O3  280034* 
8403070078 
8403230093* 
8403120043 
8403E00190* 

30-341         H 
SO-483        F 
CONTRACT 
QA999 
OA999 

Murphv   &   Dav*npart 
Mutual    Atomic    Energy    Liability 
ors 

B4O320D137* 
84032  1O03B 
Und  erwr  1  1     84031  40063 

QA999 

HASTE   MOT 
30-2BO       J 
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AFFILIATION 

ACCESSION 
NUMDER 

BUSJECT 
CATEOOHV 

NL    Industrj  esj     1  nc 
NPS    Industrlesi     Inc 
NUB    Corp 

S4032  00373 
S  4030  70356 
84O30I027B 
B103020392 
6403070098 

XPORTL1C 
50-319         S 
FOIA 
50-2B9         P 
FOIA 

HUSAC.     Inc 
NUTECH  Enfiineers,     Inc 
National    Aeronautics   &   Spate    Admin 

S4O3090013 
B  40326  0353* 
B403S7O362* 
B40307O318* 
B403060403 

FOIA 
50-3S3         E 
CONTRACT 
50-335         0 
90-30            R 

National    Hoard    of   Boiler   &  Pressure 
WeHte]    Inspectors 
Waturs)    Resources    Defense  Council 
Wavy,     Pept       of 
Nebraska    Public    Pduer    Plstrict 

B  -5030604  10" 
B-t03t30aBB 

0403190120 
B403290&97 
B4030300B3 

50-30            R 
30-3  SB         A 

50-537         0 
PR 
30-29B         R 

B1030SO095* 
8^03060239 
84030603^4 
8403060274* 
B4030&034& 

30-293         Q 
50-S9B         F 
50-S9B         F 
50-293        F 
30-2*78        F 

8403060354 
S403060392 
3403080269 
B403O9O10O 
B403Q9O11A* 

90-29S        F 
30-298        a 
SO-29B        F 
30-29B        P 
30-29B        P 

B40313016B 
B403i3O171» 
B*03J&OI73« 
e403J&0260* 
8403190089 

50-29B        P 
50-396        P 
50-29B        P 
50-293        a 
50-S9B        F 

B4033001i7 
B  40320  0254 
B  4  0322-D  042* 
8403230059 
9403270013 

50-S98         F 
30-390         P 
90-29B        Q 
50-298         F 
50-37B         F 

Netherlands.,     Oovt      oP 
NovadBi    State    of 

B4033D0150 
B403OS0360* 
B4O308D364* 
84030B0366* 
S4D30202Ofe 

30-393         R 
FOIA 
FDIA 
FDIA 

HA3TE    MOT 

Nevada,    Untv      of 
Neitf  England   Coalition   on    Nuclear 
Po  1  1  ut  jon 

Neu   Mexico,     State    of 

94  031  502  22  " 

B403ISOH23* 
B4030E0173 

B40307O232 
8403090  1  09 

WASTE    MOT 
MflSTE   MQT 
30-443         fl 

50-443         0 

state  Prog 

New   Vorli    Univ    .    New  YorU.    NV 
Hsu    York,     Utata    of 

B403060314* 
8403020123 
9403020333 
840304021  E 
9403060336* 

50-32B         1 
30-322         0 
30-322         G 
30-322        T 
30-32S        T 

84  03060346* 
84O3060232+ 
B4  03  130  043 
B4031300B5 
B4  03  130091* 

50-338        T 
30-322        T 
30-322         fl 
30-332         0 
50-332         B 

B4031  30236 
B4O32I0179 
B40331018B 
8403310201 
84O3230O1O 

PR 
30-322         e 
50-322         8 
30-322         o 
3O-3S2         0 

Newman   &  Holtiinger 

8403260333 
8403260342* 
BflO302O]00 
84030701  17 
3403090086 

30-323         T 
5(1-322         T 
30-337         0 
90-493         0 
50-337         6 

Niagara   MO  haul    Pomp  r  Carp. 

B4Q31  90171 
6403230106 
8403260062 
8403300272 
64030i02Sl 

30-S5O         0 
SQ-936         0 
90-331          J 

5O-344         0 
SO-22O         P 

S4030A0247 
B4  03060439 
B4O3060446 
B40307O194 
8403090040 

BO  -220         P 
SO-  220        F 
30-320        P 
30-22O         R 
30-220         P 

Q403090O&3 
01030900  78 
8403090144 
S4031S0044 
B4031300S-0» 

SO-S2O         F 
30-410         8 
30-220        P 
50-220        0 
SO-B20        O 

8403120059 
0403J30IE4 
B4O3  130340 

SO-220         P 
50-41  O         V 
50-220        P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECOHl 

f 

8403130349* 

BO  -220 

t> 

B403  130363 

30-410 

a 

B403130306 

50-230 

p 

0103130391* 

90-220 

p 

B4031  30031 

90-220 

R 

B403300002 

90-220 

P 

8403200232 

30-410 

A 

B403200243* 

30-410 

A 

B40320024B* 

30-410 

f, 

8403210043 

30-S3O 

8 

B403210136 

90-4  1  0 

B 

8403820127 

90-220 

P 

B403230I77 

30-220 

P 

8403330070 

30-SaO 

P 

8403230116 

50-22O 

F 

8403260270 

30-320 

0 

S403270176 

30-330 

P 

8403260034 

30-S30 

J 

8103380047 

90-220 

J 

8103290177 

SO-HBO 

I 

B40330009B 

90-220 

P 

8403300131 

30-H20 

a 

North    Carolina  State  Unlv    .    Raleigh.    NC 

B403090340 

MRS 

B403  160089 

90-400 

a 

North    Carolina,     State    ot 

8403190067* 

30-4OO 

F 

Northeast   Nuclear   Energy    Co      (subs      of 

B403010219 

90-33& 

a 

Northeast   Utilities) 

B403010233 

50-336 

p 

B4030200SS 

30-245 

R 

8403020133 

90-336 

R 

8403030O01 

30-453 

D 

8403030103 

90-313 

P 

B40305O103 

BO-21  3 

P 

8403070373 

30-423 

C 

B403Q70H75* 

30-423 

C 

B4Q3070299 

30-433 

A 

B4Q3070336* 

30-423 

a 

B403090237 

50-336 

p 

B403090272 

50-336 

p 

8403120133 

30-243 

n 

B4031S013B* 

50-245 

R 

8403  120  1GB* 

30-245 

R 

B4031  30027 

90-2.13 

P 

B403140101 

30-4S3 

K 

8403140109* 

50-433 

K 

84031  £0292 

90-423 

E 

940319004B 

30-243 

P 

S403I902BO 

Pfl 

0403200113 

5O-33£ 

S 

B4Q3200149 

30-423 

A 

8403210011 

30-423 

a 

8403230148 

30-4H.3 

F 

8403230022 

30-H13 

R 

6403230022 

90-H13 

R 

B4Q3330022 

30-213 

R 

9403230029 

30-H43 

F 

8403230033 

90-423 

a 

9403230034* 

30-245 

F 

0403230037* 

30-423 

a 

8403S60143 

30-SI3 

F 

3403260143 

90-213 

F 

8403260143 

30-213 

F 

8403260143 

30-213 

F 

B40336014S 

30-336 

P 

8403260146 

30-213 

F 

B403Z60146 

30-213 

F 

6403240149 

3Q-4S3 

E 

8403260151* 

90-213 

F 

B403260131* 

90-313 

F 

84032601  SI  « 

30-213 

F 

8403260131* 

50-213 

F 

B403260181 

30-423 

A 

B403260199 

30-245 

F 

B4032602S4 

30-245 

S 

8403270000 

50-2(3 

F 

B40327000B 

30-213 

F 

8403270008 

30-S13 

F 

8403270081 

30-336 

P 

0403390112 

30-433 

A 

B40329023O 

30-336 

P 

B4033000BO 

30-334 

R 

B403300092* 

90-B4S 

a 

B4Q33Q0092« 

90-245 

a 

8403300133 

30-243 

R 

8403300144 

30-213 

a 
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AUTHOH                      ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

Northeast  Utilities                      8403010219 

50-336 

B 

B4Q3O  10233 

50-336 

P 

B403020133 

3O-336 

R 

H4O3OS0001 

30-423 

D 

B4Q30S0103 

30-213 

P 

B4O3050105 

50-213 

P 

B4Q3070273 

30-423 

C 

8403070399 

30-123 

A 

8403070336" 

30-123 

Q 

S403Q902S7 

30-336 

P 

8403090273 

30-336 

P 

B4O312O133 

30-345 

R 

B4O31  30027 

30-213 

P 

B4Q3130213 

50-423 

S 

B1O3130S77 

TOPREP 

8403130360 

50-4S3 

c 

B4031  30367« 

30-423 

c 

8403130376* 

30-433 

c 

B403140101 

50-423 

K 

B4O3140131 

TOPREP 

8403160393 

50-423 

E 

S4O31  90049 

30-243 

P 

B40320Q149 

90-433 

A 

8403210011 

30-423 

D 

8403210161 

30-433 

B 

B1Q32S014B 

30-423 

F 

0403330032 

30-313 

R 

6403230029 

30-24B 

F 

8403230033 

30-433 

a 

84Q3260143 

30-213 

F 

B4O3260143 

50-313 

F 

Q4O336014S 

30-336 

P 

84O32A0146 

30-213 

F 

84Q3360146 

30-213 

F 

B4O3260149 

30-123 

B 

B4D3260131* 

50-313 

F 

0403360181 

50-423 

A 

S4O3260173 

30-345 

F 

S4032o0200 

50-313 

P 

8403270008 

30-213 

F 

B4Q327OOOB 

30-313 

F 

B4032700B1 

30-336 

P 

B403290112 

30-423 

A 

B403290230 

50-336 

P 

840330  OOHO 

30-336 

R 

B40330Q092* 

30-24B 

H 

840330Q092* 

30-S4S 

(1 

810330Q133 

90-245 

R 

8403300144 

50-913 

Q 

Worth  east  Utilities  Service  Co   (subs  of  B40313Q36Q 

30-433 

C 

Hurt  J)  east  Utilities) 

0403190380 

PR 

Northern  State*  Power  Co                 B40301O01B 

FOIA 

84030  1O3  16 

50-363 

B 

B4030SO197 

HO-263 

a 

8403060283 

30-563 

F 

B4Q30&Q4S5 

50-282 

P 

8403060429 

30-H82 

P 

B40309O207 

30-HB2 

F 

B40309O270 

50-282 

F 

8403120033 

30-263 

a 

B4031SQ08B 

30-H63 

a 

8403130079 

30-363 

Ft 

B40313OOB7* 

30-263 

R 

B403  130096* 

30-563 

R 

84031  3O  103* 

30-263 

R 

B403130243 

90-382 

Ft 

B40313OH3B* 

30-282 

R 

B40313O3SB* 

30-B82 

R 

B4031  30270* 

50-382 

ff 

B4031  30270* 

HO-283 

R 

3403130373* 

SO-2B2 

R 

B40313O363 

30-363 

B 

84031  9O064 

30-263 

a 

B40319O200 

30-2B2 

a 

B40317O3BB 

30-SB3 

a 

8403190388 

50-282 

Q 

8403190397 

30-BBH 

P 

B40320O253 

30-263 

3 

B4Q322Q003 

30-263 

B 

8403330031 

30-HB2 

P 

8403270049 

30-363 

P 

B403B70170 

30-BBa 

0 

B4032701B1* 

30-HB2 

0 

8403290113 

30-263 

I 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOHY 

8103270113 

SO-263 

I 

B40327011S 

30-263 

I 

B40329O113 

30-263 

I 

84033000B7 

50-363 

R 

8403300079 

30-283 

R 

8403300093 

3D-3B2 

R 

B403300130 

30-2B3 

F 

B4033OO130 

50-232 

F 

Northwestern    Unlv  ,    Evanston.     IL 

S403030237* 

CONTRACT 

NoTton.    Dorkoi     Berry    ti  French 

B40307O044 

50-279 

0 

B  -103  120006 

30-275 

G 

NucleDyne  ETnglneerln-g    Corp 

S4O3D<703!1 

TOPFfEP 

B40309O3I5B 

TOPREP 

B40307O316* 

TOP  REP 

040307031  B* 

TOPREP 

8103090-3  m 

TOPREP 

B-1030-7O32I* 

TOPREP 

84030'?0-322» 

TOPREP 

B403090323* 

TQPFIEP 

B403090324* 

TOPREP 

340309O335* 

TOPREP 

B40309O327* 

TOPREP 

Q40309O33B* 

TOPREP 

B403090330* 

TOPREP 

8403300237* 

TOPREP 

Nuclear  Awareness  Network 

B4030900S3 

30-4B2 

0 

B403  140061 

SO-4B2 

0 

Nuclear  Enrr^u    Liability     Insurance 

B403140047 

30-33B 

J 

Association 

B403140054 

50-2BO 

J 

84031  1OOS9 

30-EBO 

J 

Bfl031  40067 

30-2  BO 

J 

Nuclear    Inf  or-mation  Si   Resource   Service 

84O32BO211 

30-482 

a 

Nuclear   Luu   Center 

0403200021 

50-142 

a 

Nuclear   Medicine  Associates,     Jnc 

B4O3uBO134t 

FOIA 

Nuclear   Hetalsi     Inc 

81030  SO  144" 

40-672 

Bfl030  30130" 

40-672 

B  103220072* 

10-673 

Nuclear  Chnrmacyi     Inc 

8403030033 

FOIA 

Nuclear  Hervicas  Corp 

S3122B0107" 

50-273 

E 

Nuclear  Utility    Task    Action    Committee 

B40307O292* 

ao-3ai 

P 

Nurnberger   Radiation   Protection   Service 

B40313O37B 

PR 

Nutaii     Inc 

G403S9ODS21 

FDIrt 

O'Neill,    J 

B4032iO3£iO 

50-133 

0 

Oak   Hldge  National    Laboratorij 

B40301O102* 

FOIrt 

8403070393 

NUREO 

B4031S02QS 

RES 

B4031  50205 

40-S7S1 

S40315O219 

NUREO 

8403130230 

40-1341 

S403  150237 

40-1341 

8.303190444 

HUREO 

040320039S 

NUREO 

H4032300S7 

NUREO 

B4O326O2B6 

NUREO 

B403300306 

NUREO 

8403300317 

NUREH 

B40330031B 

NUREO 

9403300325 

NUREQ 

Office    of  Management   &    Budget 

B4030S03BO 

ORB 

S40302O3B1 

ORO 

94030203B3 

ORO 

S403D203Q5 

ORO 

9403030397 

QRQ 

94030SO3SB 

ORO 

B40306045B 

QRO 

B103060460 

ORO 

3403060463 

QRO 

B4Q3230071? 

DRO 

B4032300aO 

ORO 

B403260039 

QFtQ 

Ohio    Citiie-na    For  Responsible    Energy 

S403010O83 

FOIA 

B403070213 

30-140 

A 

8403290076 

FOIA 

Ohio,    state   of 

B40213O360* 

30-38H 

U 

Oklahoma)    Unlv      of,    Norman.    OK 

9403130337 

PR 

Okonitc  CD 

840306O1B7 

QA999 

3403270097 

QA999 

Omaha    Public    Power  Ci.6tri.ct 

B403170136 

SO-2B5 

P 

B40317O166* 

SO-HB3 

P 

B10217O176* 

30-283 

P 

3403210357* 

30-2B3 

a 

8403010313 

50-885 

p 

B403050079 

30-SBB 

F 

B403030124 

go-ass 

a 

568 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEBQRV 

6403050133 

5-0-B83 

R 

B4030iO3'7iSi 

30-283 

P 

6403090234 

30-SB3 

F 

8403130062 

50-293 

F 

6403150183 

30-383 

P 

6  -503120192* 

go-EB5 

P 

6403120195" 

30-289 

P 

e4oai3oaoo 

3Q-KS3 

O 

6403130498 

50-283 

P 

0403170061* 

SO-289 

Q 

840319O194 

•50-283 

F 

0403170381* 

SO-2BS 

Q 

6403200176 

30-283 

R 

0403370249 

50-289 

Q 

fl40327O2D3« 

BO-BB5 

Q 

e403EBO!A3 

30-283 

F 

34032B0193 

SO-3B5 

F 

Online  Computer    Systems,     Inc 

0403010334* 

CONTRACT 

Oregon.    Stfttn    of 

fl  403070  1  39 

Pfi 

Orrick,    Herrlngton   6  ButcliffB 

0403070126 

30-445 

G 

Usage    County.     MO 

0  40307  009O 

50-483 

F 

Osue-goi    NY 

6403330327* 

CONTRACT 

Pacific   All     Products  Co 

6403140123 

30-330 

8 

Pacific   Cat    &  Electric    Co 

0403030004 

30-279 

R 

6403020006 

50-133 

n 

B4030t0178 

50-133 

J 

0403070044 

50-279 

G 

0403070044 

BO-373 

Q 

0403070079 

50-279 

P 

0403070079* 

30-279 

P 

B4Q307OOB3* 

30-279 

P 

B403070SB4 

30-273 

P 

3402070238* 

50-373 

P 

840307O393» 

50-273 

P 

6403070393 

30-373 

F 

B403QB03814 

EO-275 

E 

6403060413 

50-275 

P 

64O30BO414* 

BO-H73 

P 

6403050419* 

30-373 

P 

6403090173 

30-27S 

F 

S40313GDQ& 

30-275 

G 

B40312000& 

30-37  S 

0 

8403100010* 

30-375 

G 

B403120Q10* 

SO-279 

B 

0403130013* 

90-375 

G 

94031S001S* 

50-375 

G 

B4  031300  IB* 

30-275 

G 

6403120018-* 

30-273 

G 

84  031  20  022* 

30-373 

O 

84  031  20022* 

30-273 

G 

B4031H0029B 

50-275 

G 

Bfl031200B9« 

30-279 

B 

B40312O129 

90-373 

P 

B40314O193 

PR 

S4031SOOOt 

50-273 

O 

B4031S0011 

30-279 

P 

0403  1  BOO  13 

30-277 

P 

8103150023 

SO-279 

3 

84031  30048 

30-3-23 

S 

8403130032 

30-  37  5 

Q 

8403190147 

30-275 

E 

B403300218 

30-273 

P 

9403200220* 

30-279 

P 

8403220033 

30-273 

P 

O4O322OO66 

30-273 

S 

S4O322O172 

50-275 

E 

8403230139 

30-373 

ft 

S4O3230  141* 

30-273 

R 

S403230I9E 

30-273 

S 

8403260  1  76 

30-273 

P 

B4O32i0176 

50-279 

P 

B4O337OOO4 

30-133 

0 

8403-270004 

90-  1  33 

a 

8403270004 

30-133 

a 

H403  270004 

30-133 

a 

B403270037 

30-133 

a 

8403270093 

30-379 

p 

84O327003.7" 

50-373 

p 

B4O3370063 

50-273 

e 

B4O327O20-3 

50-133 

F 

8403270301 

50-133 

F 

8403270205 

5O-133 

F 

8403270S05 

50-133 

F 

84033  B0001 

50-273 

F 

3403260033 

30-H7S 

J 

AUTHOR 
AFFILIATION 

ACCESS  I  ON 
NUMBER 

SUBJECT 
CATEQORV 

8403280091 

90-133 

I 

Sfl033B0114 

30-279 

e 

8403300073 

90-133- 

a 

B40330Q07B 

50-373 

E 

8403300141 

50-279 

n 

B40330014B 

30-273 

E 

Pacific   Radiation  Corp 

B403  1303137 

PR 

Pacific   Scientific 

0403Q10Q7S 

QA999 

B40313033B" 

QA999 

Palmetto  Alliance 

B403070033 

30-413 

0 

B403070033 

30-413 

D 

B403070037* 

90-4)3 

0 

B403070037* 

30-413 

g 

B40309011B 

00-413 

a 

B40307O112 

30-413 

a 

B403070119* 

30-413 

g 

B403090113" 

30-413 

0 

B4O3220233 

30-413 

0 

B403290379 

30-413 

0 

B40329Q3Ba 

30-413 

e 

8403290382 

50-413 

a 

8403290388 

90-413 

a 

8403290308 

50-413 

a 

Parameter,     Inc 

8403080173* 

90-379 

a 

B4Q30SQ177* 

50-373 

a 

Parkaivs    International,     Inc 

B40302011H 

XPORTLIC 

B403QBOH9» 

XPOHTLIC 

Pathfinder   Mines    Corp 

B403  120291 

40-2299 

84031  3034H 

40-3239- 

P»nnsy  Ivan  1  a   Power  &  Light   Co 

6403010294 

30-3BB 

E 

8103030036 

30-3S7 

R 

B403020293 

30-3B7 

B 

8403020319 

90-3S7 

B 

B4Q3Q20329 

30-3B7 

P 

B4030203H9 

30-3B7 

P 

B403090090 

30-3S7 

F 

B1030SQ090 

30-3B7 

F 

B40309010B 

30-397 

P 

B40303010B 

30-3B7 

P 

84030301  1A 

30-387 

P 

B403050123* 

90-3B7 

P 

B4030i010B 

30-3B7 

S 

8403060175 

9O-3B7 

a 

B40306017B 

30-337 

a 

B403060253 

30-387 

B 

B403060437 

30-3B7 

0 

B403Q60437 

90-307 

J 

B4030703SB 

90-313 

F 

8403090307 

30-3S7 

F 

8403090232 

30-387 

B 

B403090239* 

30-3H7 

8 

B4Q3070239* 

30-3H7 

B 

B403  120026 

90-3BB 

A 

B403120127 

TOP  REP 

B4Q31300KO 

90-337 

F 

BIOS!  30059 

SO-3B7 

R 

B403130111 

50-387 

P 

B4031301SO 

5O-3Q8 

V 

B4031400H 

50-387 

B 

B40314001S 

50-387 

B 

84031B0070 

30-387 

P 

B4031  30070 

30-387 

P 

84031  SO  186 

90-387 

F 

B40319O1S6 

30-387 

F 

84031  6Q1  77 

30-387 

B 

B4031  90233 

50-3B7 

F 

9403190342 

90-3B7 

F 

B403  170242 

50-387 

F 

B403  190366* 

90-3B7 

a 

6403190346* 

90-3B7 

a 

B40319039S 

BO-387 

p 

B40319039S 

90-387 

p 

B403170405 

PR 

8403300006 

90-3BB 

A 

8403200071 

3Q-3BB 

E 

B40320Q093 

30-387 

P 

8403200093 

90-3B7 

P 

3403300103 

30-387 

F 

B403200103 

30-3B7 

F 

B403200230 

90-337 

F 

B403200292 

90-387 

F 

B4O3B  10072 

50-387 

K 

B40321007S 

30-387 

H 

B4032  10001* 

50-387 

K 

B4032100B1* 

50-387 

K 

CORPORATE  SOURCE  IMDEX 


AUTHOR                                                 ACCESSION 
AFFILIATION                                              NUMBER 

SUBJECT 
CATEOC3RV 

S4O3210090* 

30-3B7 

K 

84Q32  10090" 

90-3B7 

K 

B4O32I0112 

30-387 

R 

B4Q3210123 

90-3Ba 

a 

84O3210143 

3O-3BB 

B 

8103220040 

30-388 

A 

B4Q32BQ041* 

30-3B? 

O 

84O3220069 

90-387 

O 

B4O322006? 

50-387 

a 

B4Q3220102 

30-3B7 

p 

84O322010B 

30-387 

p 

B4Q32B0133-* 

90-307 

o 

B4G3220133* 

90-387 

a 

8103220137 

30-387 

p 

8403230093 

90-3BH 

s 

B4O32603B6 

30-387 

s 

6103260309 

90-3BS 

A 

B4O3270193 

30-387 

I 

B4O33OOQ67* 

30-307 

a 

S4O33OQ069* 

90-3B7 

a 

B4O3300147 

80-387 

R 

Finntvlvanla   State   Unlv   ,    Univirtltu                B4O30I0098* 

CONTRACT 

Park.    PA 

Pinnf\|lv*til»,    Commonwealth    of.                               B4O30600B3 

30-320 

H 

8403130001 

30-3BH 

0 

6403190346 

30-3B7 

F 

B403200019 

30-392 

0 

B4O330Q122 

30-392 

0 

F«1T«.    OH                                                                                8403220219* 

CONTBACT 

PMl«(t»lptiI*   Elictrlc    Co                                            8401240307 

30-33H 

A 

B4O1240311* 

BO-3S2 

A 

B4Q3Q10144 

90-392 

E 

B4Q3010144 

SO-39S 

E 

B4Q30  10221 

90-463 

O 

B403010221 

90-463 

O 

84030  10227« 

30-463 

o 

8403010229* 

90-463 

o 

B4O301039B 

80-277 

3 

B4O3020104 

90-332 

A 

B4O30B0104 

90-392 

A 

B403030109* 

80-33S 

Q 

84O30E0103* 

50-392 

O 

B4O3020183 

30-302 

a 

B4030201B5 

30-332 

Q 

B403020129 

30-332 

T 

B4O3020129 

30-3D2 

7 

B4Q302013&* 

50-392 

T 

B4Q3020136* 

30-332 

T 

B4O3020163 

30-333 

O 

0403020163 

30-33H 

Q 

B4O3020SB7 

50-332 

A 

84O30Z0237 

90-392 

A 

B4O3020266M 

50-332 

A 

B403020266* 

50-352 

A 

S4O302027Q* 

90-332 

C 

B4Q3020270* 

30-392 

C 

B4O3020S73* 

9o-asa 

K 

B403020273* 

50-392 

K 

84Q3030U7 

90-B77 

R 

5403050141 

90-332 

E 

B4O3030161 

90-392 

E 

84030901630 

30-333 

E 

640304  OOB1 

90-332 

B 

B4O30600B1 

30-392 

a 

84O30&024B 

30-332 

0 

S4O30&024B 

90-332 

0 

8403070143 

90-392 

Q 

B4O3070142 

30-332 

Q 

B4O3070234 

30-332 

S 

84O307023i 

30-332 

Q 

B4O307033S* 

30-332 

O 

B40307023B* 

30-332 

O 

B4O30702S1H 

30-332 

Q 

B4030703il 

30-392 

F 

6403070361 

30-332 

F 

84030?0093 

30-33B 

Q 

B403090093 

30-332 

Q 

B4O30700B1 

30-277 

Q 

B4O30700890 

30-27? 

a 

8403090131 

30-277 

a 

B4O3090283 

30-277 

F 

B4O3090290 

90-332 

F 

84O3090290 

30-332 

F 

84031H0019 

30-278 

8 

B4O31HOOB3 

50-877 

B 

AUTHOR                                                          ACCESSION 
AFFILIATION                                                       NUMBER 

SUBJECT 
CATEGORY 

B40312O17S 

30-278 

5 

B4O3  130064 

30-332 

Q 

Bfl0313Olfla 

90-B78 

B 

0*03130003 

30-377 

P 

8403  1  30024 

90-332 

0 

B403  130034 

30-352 

0 

5403130036 

30-333 

C 

Bfl03lS0036 

90-332 

C 

G403  130137 

30-B77 

p 

B403150J37 

30-377 

p 

Q403150140it 

90-277 

p 

S40313Q140» 

90-B77 

p 

B4031SO143* 

30-877 

p 

840313O143t 

90-277 

p 

84031iQ01O 

90-332 

0 

9403160010 

30-332 

0 

840316O1B7* 

90-332 

0 

8403160187* 

30-332 

0 

84031  bO  192 

30-352 

A 

8403160192 

30-3  SS 

A 

B10319O197 

30-352 

A 

9403190197 

30-352 

A 

Q40319O19B 

30-S77 

It 

3403300019 

90-377 

8 

9403200040 

30-332 

0 

B4Q320Q04O 

90-33B 

Q 

B4032000«?O 

30-352 

0 

9403300090 

30-33B 

0 

8403Z00144 

30-338 

0 

B4033OOM4 

30-332 

D 

9403210023 

30-352 

F 

8403210029 

30-352 

F 

H4032IQ049 

90-377 

P 

B403210049 

30-H77 

P 

B4032IOOS<3<t 

30-B77 

P 

B4032I0053* 

50-377 

P 

B4032100i3it 

30-H77 

P 

B4032  10063» 

30-H77 

P 

9403210092 

30-392 

0 

9403210072 

BO-3S3 

Q 

B4O3210I03 

50-392 

a 

G40321O103 

30-382 

0 

9403330012 

90-171 

R 

9403260094 

30-E77 

J 

B40326Q034 

90-277 

J 

940326D547 

30-392 

E 

BIO  33602  49 

50-338 

E 

B4032t0333 

SO-33H 

O 

B40-3260333 

30-3SK 

0 

B4032&0349 

30-332 

Q 

BIO  327001  a 

50-352 

0 

B4O3270D12 

30-332 

D 

B1O3270O17 

30-33B 

Q 

8403270017 

30-332 

0 

8403270  042 

30-332 

T 

940327OD42 

30-332 

T 

340327004B" 

30-352 

T 

8403270049t 

50-332 

T 

B403270060 

30-333 

0 

8403270064 

30-377 

P 

B403270064 

30-277 

P 

8403270067" 

30-377 

P 

B403270067* 

30-277 

P 

O403270O71 

90-332 

Q 

B40327O1  04 

50-277 

F 

8403270172 

30-392 

A 

B403270230 

30-277 

Q 

B4O32BO333 

30-338 

0 

B4D3B90333 

30-333 

Q 

B40329O3B4 

30-352 

Q 

B4032903B4 

50-393 

0 

8403300014* 

30-392 

T 

6403300127 

90-392 

0 

B403300127 

30-332 

a 

B4033001SB 

30-3B2 

0 

B4D33001B8 

50-333 

s 

84033OO£29 

30-332 

0 

8403300129 

90-338 

0 

B4O33O0271 

30-352 

0 

B4O33OO371 

90-332 

Q 

B403300274» 

50-352 

6 

84033O0274* 

50-332 

0 

>hllad>lphta.     PA                                                                          6403010271 

90-332 

0 

3403010271 

50-333 

0 

e40301027S* 

30-352 

0 

570 


CORPORATE  SOURCE  JNDEX 


AUTHDfl 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

9403010273* 

50-352 

0 

S  403060139 

5O-353 

Q 

04O319CO07 

30-332 

G 

Fhllbrlek,     5   3 

S403160053 

ACRS 

Photncraft    Custom   Lab,     Inc 

8403130493* 

CDIJ  TRACT 

Pittsburgh!     Univ      of,     Pittsburgh,     FA 

840316QO41 

50-320 

P 

3403390238 

PP.H 

Plateau   Rcbptirces,     Ltd 

94O313Q2I3 

40-Sfi9B 

B40315Q24"? 

ao-a(.9a 

B4033a<Jl  B3 

40-fl69B 

B4Q3B201B7* 

40-ab9B 

B40322Q191 

40-367^ 

Plymouth.     MA 

B403220263* 

CONTRACT 

Porter   Consultants.    Jtic 

B403230O.JB 

50-332 

T 

Portland    General    Electric    Co 

8403010-175* 

50-344 

P 

B403010353 

50-3*4 

B 

B4O3030050 

30-344 

Fl 

8403060332 

50-344 

P 

B4  0306  0-384 

50-344 

H 

B403MO-137 

PR 

B4O3190-323 

30-344 

P 

B403I9037B 

30-344 

F 

B403a00141 

30-344 

0 

B403200197 

90-344 

J 

6403230247 

3Q-344 

8 

8403260216 

50-344 

S 

S4Q32B0032 

30-344 

J 

84032BOO41 

50-34q 

J 

B403300106 

30-344 

Ft 

84O33OO16S 

50-344 

P 

B4O3300272 

50-344 

0 

Posi-BeaJ    Valves    InteTnationn  1 

B4  03060304* 

30-334 

P 

POLJBT    Authority    of    the    State    of  NBU  York 

B40180007B 

30-236 

V 

B4O30JQ241 

50-333 

S 

B4O30IO365 

30-333 

S 

8403010413 

50-333 

R 

3403010420 

30-333 

R 

0  4  O3Q2O327 

30-333 

F 

B  40303-0  3  5J 

50-333 

P 

S4O3O4O193 

50-333 

S 

S  403090033 

30-333 

S 

B  4  030903  El 

SO-2H6 

F 

B403O9-0267 

30-286 

P 

B4O312O024 

30-333 

P 

B403130I33 

50-236 

S 

B403130137 

50-333 

Fi 

B4O313O162 

=0-336 

P 

BIOS  13  0256 

50-236 

R 

B4O313035Q 

HO-333 

R 

B403130412B 

50-236 

R 

84  031  304,66 

50-333 

a 

S-JO3140133 

PR 

B4  031  90  047 

50-HB6 

s 

B4  031  50  050 

90-2B6 

s 

B4  03160009 

50-S96 

p 

e4O316OOI7« 

50-SSii 

p 

B4O31&0031H 

50-286 

p 

S4O319O2630 

30-SBh 

a 

B4O3200O94 

30-333 

p 

9403300076* 

50-333 

p 

8403200231 

30-333 

s 

B4O3210O49 

SO-SBli 

s 

3403210113 

so-sab 

R 

a-iO32aooai* 

SO-333 

a 

84O326DO91 

30-EB6 

s 

S4O32&0171 

30-333 

p 

8403360337 

9O-2B6 

s 

84O327O193 

30-333 

F 

84O3290  1  00 

50-2B6 

P 

H403290132 

30-SBb 

P 

84O3S9D246 

50-333 

S 

84O330D199 

30-BSfi 

R 

B4O3300173 

30-2BA 

a 

Prair  la  AI  1  lance 

B4O307O123» 

30-461 

B 

Project  Management   Corp 

B4O3020100 

30-537 

o- 

B4o3otooaa 

50-537 

0 

B4O30900B6 

50-537 

G 

Public    Service  Ca      of  Colorado 

B40301010I 

50-2A7 

p 

0403010107 

50-547 

a 

64030101  li 

50-26  / 

s 

8403DkOllG 

50-367 

R 

8403-01  01  34 

50-267 

S 

84O3(IIOJ&3* 

50-E67 

S 

B4O30tOl&7» 

50-S67 

3 

B103010304 

50-267 

0 

AUTHOF1                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEOORV 

B4030501  13 

50-267 

D 

B403060309 

30-367 

n 

B403130177 

30-S67 

P 

B403  130396 

30-267 

R 

B403  130433 

50-267 

F 

8403160239 

50-267 

P 

B403  160333* 

50-267 

P 

8403160303 

30-267 

Q 

B403  160326 

30-367 

a 

B403  190344 

50-267 

ft 

B403  190330 

50-267 

p 

0403190337* 

30-S67 

p 

8403190339* 

30-367 

P 

B403330063 

30-.267 

g 

840322013B 

30-267 

F 

B4032701B9 

50-  34.7 

P 

8403370191* 

90-367 

P 

3403270192 

90-267 

I 

8403270194B 

90-267 

P 

Public  Sffrvice  Co   of  New  Hampshire       8403070042 

90-443 

fl 

8403070043 

30-443 

Q 

B4030B0143 

30-443 

£ 

B4030B0142 

30-443 

fl 

8403090093 

30-443 

<( 

B403090093 

90-443 

* 

B403090134 

30-443 

Q 

B403090124 

30-443 

fl 

B40313046B 

30-443 

•ff 

8403150080 

90-443 

A 

3403150100 

90-443 

S 

8403160236 

3O-443 

F 

B403160236 

90-443 

F 

8403160263* 

50-443 

F 

B403310099 

90-443 

A 

B40321QO99 

50-443 

ft 

3403210101* 

90-443 

A 

8403210143 

30-443 

A 

3403220009 

90-443 

9 

8403220150 

50-443 

a 

8403230130 

30-443 

a 

8403220164 

30-443 

a 

3403330164 

90-443 

9 

8403230061 

90-443 

A 

8403230180 

30-443 

0 

3403230130 

90-443 

9 

B403370121 

30-443 

A 

3403270121 

30-443 

A 

8403300269 

30-443 

0 

Public  Seivice  Electric  S.  Qas  Co   at  New   B40H100196 

30-373 

B 

8403060312 

30-272 

V 

B403060315 

90-B73 

V 

8403070260 

30-273 

R 

8403070260 

50-373 

R 

B4O307O261* 

30-372 

R 

840307026  1» 

00-273 

It 

840307030S 

30-272 

R 

3403070303 

SO-  372 

n 

9403030013 

30-372 

B 

8403080246 

30-272 

s 

34030B0332 

30-37H 

3 

B403090049 

50-273 

P 

3403090030 

30-373 

a 

8403090080 

90-272 

a 

B4030900BO 

30-273 

a 

8403090030 

90-373 

a 

B403130014* 

30-334 

a 

8403130017 

90-273 

p 

B40313010B 

30-311 

p 

3403130372* 

90-334 

a 

8403130384 

30-311 

3 

8403140007 

90-334 

A 

B403140113 

30-384 

A 

B403140U7* 

SO-  394 

A 

3403140117" 

SO-  334 

A 

3403140117* 

30-331 

A 

3403130020 

30-394 

0 

8403190022* 

SO-  394 

fl 

B4031S010B 

3O-384. 

B 

3403200102 

90-394 

a 

84O321O036 

SO-  394 

A 

340331011B 

30-384. 

s 

8403220036 

SO-27H 

0 

3403230036 

SO-  372 

a 

3403230039 

30-311 

s 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

BUDJECT 
CATEODRY 

8403230143 
S40322OI31 
6403220174 
B4Q3230041 
8103370099 

30-311           n 
3O-311           B 
30-S73          Fl 

30-334          C 
30-311           8 

S4  032  7Q2  4  4 
84  032  9O  27  7 
B4Q327O3B1 
S40329Q2S1 
B40327O302 

BO-H7B          B 
PR 
30-372          P 
30-373         P 
50-334          A 

B4033QOOB5 
B40330OOB3 
B40330Q121 
B40330O177" 
B4033OO1S3" 

3O-S72          P 
50-372          P 
30-354          0 
50-S72          0 
30-372          a 

Pull  nan,     Inc 
QuvrutBchi     Inn 

84033aQ18i« 
B4Q33OO190* 
84O33OO270 
B4Q327O155 
840328O316 

30-311           0 
5O-311           3 
50-354          0 
MIBC 
ACHB 

Hid  1  at!  on    Technology,     Inc 

8403290341 
6403090040* 
S4030goD46» 
B4030HOOS3* 
B4Q3QaOD4fl* 

ACRS 
FDIA 

FOIA 
F01A 
POIA 

8403080076* 
B4030ao07S» 
B4030aOOBfl» 
B4Q30ao009» 
B403QaOJll« 

FDIA 
FOIA 
FDIA 
FOIA 
FOIA 

B4030BO134" 
B4O30BO137» 
B4030SO130* 
84Q30SOli3« 
B4030801i7* 

FOIA 
FOIA 
FQIA 
FOIA 
FOIA 

RinvEelaer    P«  1  u  t»c  fin  i  c    Institute,    Troy. 
NY 

B4030a01fiB» 
84030301  72» 
84030130185* 
S4Q3060HO4 

8403190137 

FOIA 
FOIA 
FOIA 
SO-53B          F 

NUREO 

Router-  BtokB»,    inc 

B4Q32QD239 
840326O156 
8403060349 
B4030(,OS73» 
S403SaO323 

50-235         R 
50-239          R 
XPQRTLIC 
XPt?HTLIC 
XPORTLIC 

Rio    Alflami     Ltd 

ft  -alert   Shaw   Controls   CD 
Rocheitar   8as  &  electric   Corp 

B4031S03QB 
B403  150274 
B4032702S2 
8403030503 
B40306QI15 

40-SOB4 
40-BO34 
QA999 
30-241          R 
30-244         P 

fi4030tO13i« 
B40313O132 
B40334O19S 
S403S&OS43 
8403H7OJ30 

50-2-54          P 
SO-  214         R 
30-  244         P 
30-2*4          F 
30-244          0 

B403270132 
3403300069 
3403370133 
B403300081 
B40330019H* 

50-H44          0 
SO-244          P 
30-244         P 
50-244          R 
50-244          0 

Rochester.     NY 
Roc  It  Bbtnt    Co 

Rcckland   County,    NY 
Recline  11    Intarnatlonal    Carp 

B4032t,O370it 
3403010123 
B40306O262 
8403010170 
S40313031S 

CONTRACT 
QA999 
OA999 
3O-247          H 
WASTE   rtflT 

Ropts    b  Cray 

B40336O347* 
B40330024B 
B40307O04S 
B4030B0142 
B4030QO142 

WASTE   MOT 
WASTE   MOT 
50-443         0 
50-443        0 
5O-443         O 

B4030-J0093 
B40309O093 
B40309OI34 
B4030-J0124 
B40318OOBO 

30-443         0 
50-443          C 
50-443        0 
50-443         0 
5O-443          A 

BRI    International 

Bacranento    Municipal    Utility    DlHtrlct 

84032tO101« 
8403230180 
8403300S69 
S40301Q07B* 
8403010338 

50-443         A 
50-443         0 
30-443         0 
CONTRACT 
30-312         P 

B4030S0330 
84030SO007 
84030SO008I* 
B4030&O141 

50-3t2          p 
5O-312          P 
50-313          P 
SO-312          J 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOQRY 

B-4D306O3B7 

50-312         F 

B40306O432 

50-312         3 

3403OiO-4&7 

30-312         8 

B40313O113 

50-312         S 

3403130123 

3O-313          P 

8403190373 

50-312          Q 

84O3200001 

30-312         P 

Q403200045 

30-313         H 

84O320O1B4 

50-313         B 

34O3230OS6 

50-312          U 

84032A0124 

50-312          J 

B4O33iOai3 

30-313          P 

Sacra  me  ntn>     CA 

B4033BO1B7* 

CONTRACT 

Sal  via,     NJ 

B40326O307* 

CONTRACT 

San    Diego  Gas   &    Electric    Co 

B4  03  160063 

50-306         H 

San    Luis    Qbispo    Mothers     For    Peace 

B4030t,0303« 

30-373          B 

B40315O01O 

3O-273          Q 

B40330O133 

30-275         0 

840336O3£>4 

30-375          (J 

Band  I  a    l.ab  orator  les 

B4  03010076" 

FOIA 

B4030BO029-B 

FOIA 

B4  03360353" 

WASTE    NUT 

8403300343 

NUREG 

Sandvi  h    Special    Metals    Corp 

B40339O327 

XPORTLIC 

Sang  a  mo    Uetton,     Inc 

B4O309O180 

PRM 

Sargent    t<  I  undijj     !nc 

84031^0278* 

50-434         O 

Schiff.     Hard  In   &  Waite 

B4D307O130 

30-461          Q 

Schirmer   Engineering    Corp 

B40314O1BO* 

30-373         F 

B40314O1B3" 

50-373         F 

B4D314O1B4* 

50-373          F 

Science    Application's.     Inc 

3209030161* 

30-380         O 

B4O3O1O027-" 

CONTRACT 

B40301O041» 

FOIA 

B40301O103* 

FQIA 

B4030SO033* 

30-236         P 

840308OOOfi» 

FOIA 

B403O&OOOB* 

FQ1A 

840308OOIO* 

FOIA 

B4030BOOI2" 

FQIA 

84030800170 

FOIA 

B  4  03080017* 

FQIA 

8403080035* 

FOIA 

84O308036B* 

50-278        F 

B4O3O80373* 

50-398         F 

B40308030t» 

50-298         F 

64032^034111 

CONTRACT 

Seacna*t   Anti-Pollution   League 

04030  10385 

FOIA 

Se-nale 

B4O232O29B 

50-SQ9          U 

8403320303* 

30-201?         U 

B403130341t 

50-S7I>         U 

8403  1  9006O  * 

30-32O         H 

B  403200300* 

30-2B9         0 

840320031  1* 

SO  -SB?         0 

8403230136* 

50-2DO         H 

Senate  i     Energy    It  Natural    Resources 

B0121A0351* 

30-397          U 

B402130392* 

50-3SB         U 

3Eq.uoijah   Fuels    Carp 

84O3010D71 

40-B76B 

ahaiui    Plttman.     Putt*   t<  Trnuibr  iilg  B 

8403010009 

50-2BV         C 

S40301O187 

30-302          0 

S4O30102&3 

50-4OO         fl 

340302010^1 

30-440         0 

84G302010A 

30-4-10         B 

84O30301B2 

30-400         B 

8  40302  01  83 

30-400        0 

S4030201BB* 

50-400        B 

•B4D302018B* 

50-400        0 

84030  &OOB4 

30-2S1?         0 

B4030&0090 

30-434          fl 

B4030&02S7 

30-440         O 

B10306037& 

SO-4-SO          G 

a4030i0279 

30-4-10          0 

9403060461 

FQIA 

34  030  604  A  4 

FQ1A 

9403070025 

90-2B?         O 

B403G70134 

50-400          Q 

8403O7O134 

30-4OO          0 

340307019  1 

30-445          0 

8403O7O223 

30-400         a 

8403070233 

30-400        8 

34030B0105 

30-3  B9         0 

34030B0140 

50-410        H 

8403  1  300  1  0 

50-440         0 

8403  130  1  39 

50—  HO        a 

B403130J39 

50-440         0 

572 


CORPORATE  SOURCE  INDEX 


AUTHOR                                                         ACCESSION 
AFFII  IATIDN                                                      NUMBER 

SUBJECT 
CATEflDRV 

S40313019& 
Bt03130156 
Q403  13040-3 
B4O31304O3 
B403  130443 

50-400-         0 
90-4DO          0 
90-440          0 
30-440          0 
SO-HB7         0 

84Q3130447 
8403130447 
B403130437* 
B4031304S9H 
S40319O001 

90-400         0 
90-400        C 
5O-400         0 

90-100      e 

SO-44O        0 

B403  150007 
B40313OO07 
B403160O1B 
9403190035 
9403200031} 

50-440          C 
30-440          D 
3O-400         0 
SO-4B2        G 
SO-400         O 

B40320OOS9 

B40320O06A 
B4032OO120 
B4Q32OO135 
84032  1OI  7  5 

9O-S89         0 
5O-2B7          0 
30-269          0 
50-400          B 
50-2B9         fl 

840321  DIG? 
B403210193 

6403230341 
B40326032B 
B403SAO337 

50-289          0 
50-239         0 
50-40O         G 

30-48H        0 
30-40O        D 

8403360327 
B403S603SB 
6103B6032B 
B4D3560345 
B4  03260348 

50-400         C 
30-400         0 
30-4OD         0 
50-289         6 
5Q-40O         0 

B40326034B 
B4  03260334* 
B4  03240354* 
8403270327 
B44>329O363 

30-400          Q 
30-400         0 
30-40O         0 
30-4  OO         0 
40-2061 

B4032903B6 

Sharchtin.    NV                                                                          B40327O^a4» 
3ipmanii-A]l  is,     Ini                                                                    B40330OO79 
Sirrra  Cluti                                                                             B403120O38 
B4O3190I20 

30-287         0 
CONfffACT 
PT21 
50-206          H 
SO-  537         0 

3igma   Chemical    Co                                                              8103020429 
B403150153 
Silver   KinfJ    Mines,     Inc                                                          84O32O037O 
3outb   Carolina   Electric   &   Gas   Co                          B4  03  02  00  39 
H403020297 

XPDHTLIC 
XPOHTLIC 
40-86O2 
50-37  S         R 
50-375         P 

84O30&012B 
8^03  0601  JO* 
8403O60243 
8403060351 
S403070040 

50-375         P 
50-375         P 
50-373         S 
30-375          8 
B  0-37  5         O 

8403070129» 
B40307O337 
B40308O1S3 
8403090052 
S4Q30  70247- 

50-395         Q 
90-395        B 
50-395         S 
SO  -375         B 
30-398         B 

B403070B71 
B4  03  13  0260 
B4031  30371 
8403530397 
9403150042 

30-395        P 
50-393         a 
50-393         S 
30-393        F 
50-393         B 

B4Q32701B3 
B40327O18B* 
84O327O223 
8403370223* 
61033DO143 

30-393        P 
30-395         P 
30-399         P 
30-393         P 
30-393         R 

South    Caret  ina.     State    of                                             B4D3O20339* 
B4  030501  13* 
South    Dakota.     State    at                                                         B4  031  30336 
Southern  California   Etjlion  Ca                                 B402O30338 
8403030338 

WASTE   MOT 
30-S3B         R 
PR 
50-206          F 
50-304          F 

B4  020303  3B 
B4O3030344* 
8402030344* 
B40203O344* 
B402230  1  76 

30-206         F 
30-KOo,        F 
BO  -SO  6         F 
50-BO6          F 
50-133         F 

B40  30300  1O 
B40302001O 
B40303OD4O 
B40302OO4O 
B403Q20072 

30-361           R 
SO-361           R 
30-361           R 
30-361         R 
30-341           P 

B403t>20O'?2 
S403020O78* 
B4O3020D7BO 
840302021  B 
B4030EOB73 

30-361           P 
30-36J           p 
30-361           P 
3O-2O6         R 
30-2O6         S 

AUTHOR 
AFFILIATION 

ACCESS  I  ON 
NUMBER 

SUBJECT 
CATEOORY 

8403030003 

30-36(        8 

6403O50140 

50-20&       B 

84030  50  143* 

30-20&       8 

3403060194 

ao-soa      B 

0-103060343 

30-204        X 

0403O4O363 

90-BtMi        X 

6403060363 

3O-3O6        X 

S403060378 

30-36  I         B 

8403060393 

3O-30-6         J 

8403O60395 

30-a0'6         0 

B403060393 

50-BOb        J 

B403060399 

30-206        S 

8403060403 

30-361        B 

S403060424 

30-36-1        P 

8403060424 

30-36-1        P 

B403060427* 

50-3  tl         P 

S403060427* 

30-361        P 

B4Q306043B 

30-2O4,         R 

B403Q6043B 

30-2O&         R 

0403070254 

ao-aoi     P 

8103090127 

30-3il         0 

S403O90127 

50-3A1         0 

B403070177 

50-361        P 

B403090I77 

3O-36  1         P 

B403090237* 

»0-3il         P 

8403090230* 

90-361        P 

8403O90233* 

30-361        P 

B403O7023S* 

30-361        P 

8403120064 

30-361          B 

6403130134 

90-361        P 

B4031  90031 

5O-2Ob         F 

B4031  3O033 

90-361        B 

B403130037 

3O-361         B 

B4031  30074 

30-361        B 

8403160331 

30-20&         P 

B40319Q343 

SO-3A1         P 

B403190343 

30-361         P 

B4Q320QQ33 

90-361         R 

B403200033 

3O-361         R 

8403200037* 

30-361        R 

9403200037* 

50-361          R 

9403200074* 

30-361         R 

8403200074* 

50-361         R 

B4032O0077* 

30-361         R 

B4Q32OOQB2* 

90-361         R 

B.40320QOB6* 

B  0-361         R 

B403200QBB» 

50-361         R 

B403200O71* 

50-361        R 

B4O320O077 

30-EOA         F 

8403200097 

30-30&        F 

8403200097 

SO-E06        F 

8403200179 

5O-36S         S 

8403200194 

9O-361         S 

8403210009 

PR 

Q4032  10063 

SO-BOi        B 

B40322OO1B 

50-206        F 

B4032SO01B 

9O-SO6        F 

B40322O018 

90-206        F 

84032S0024* 

5O-2O6         F 

B403Z20027* 

9O-2O6        F 

8403220027ft 

5O-SO6        F 

0403220027* 

SO-SOft        F 

B403220121 

5O-2OA        P 

8403220123* 

SO-RO6        P 

B40323O074 

30-361         R 

B403230118 

30-36.1         fl 

8403370164 

30-3*3        B 

8403270236 

90-206        F 

8403Z70236 

50-2O6        F 

8403270236 

30-2O6         F 

8403280002 

30-3*1         fl 

8403280030 

50-2O6        F 

8403270122 

BO-2O6        F 

840329O1B2 

30-206        P 

8403290217 

30-3&J         P 

8403290293 

50-EO6        P 

8403300003 

90-2O6        11 

Bo  gland   Pow*r  Cooperative!     Inc. 

B40329O102* 

50-461         : 

Spiegel    tc  MeDlarmitf 

B40329O176 

BO-43B        K 

5t»mlrlt,    D 

B4Q314O117 

flO-339        fl 

B403200137 

SO-339        fl 

Stan  A,    Huber  Consul  tan  tii     Inc 

79062S047O* 

FOIA 

Standard  Oil    Co      ot    Indiana    lit*    al»o 

B4032  10009 

PR 

AMOCO) 
Standardized    Nuclear  Unit  Pouiar   Plant 


8402070302 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOH' 

J 

8103010313 

30-482 

a 

B403O1O213 

SO-482 

a 

8103010313 

50-482 

a 

B403O1O37O 

30-482 

F 

9403010370 

30-4B2 

F 

B40301Q27O 

30-482 

F 

S403O1O4O& 

5O-4G2 

A 

B40306029B 

50-403 

A 

6403130342 

30-482 

A 

B1Q320Q030 

30-4B2 

E 

840320O1S7 

50-482 

K 

B4Q32Q0187 

50-4B3 

K 

0403200107 

50-483 

K 

S403200199* 

50-4B2 

K 

B4032002S3 

50-483 

f 

B403200333 

50-482 

F 

8403200353 

50-482 

F 

B4032B0019 

30-482 

A 

B40323Q019 

50-482 

A 

8403220019 

50-482 

A 

8403330026 

30-48H 

A 

B403330O29 

SO-4B2 

A 

B4033S0029 

SO  -482 

A 

8403320029 

50-482 

A 

B403  220191 

3O-4BS 

A 

B4032201B4 

SO-4B2 

A 

s4oa  social 

30-482 

A 

B4  03  36  02-82 

30-482 

A 

B403-H60&B2 

30-482 

A 

8403260333 

30-482 

A 

8403390128 

50-482 

Q 

State,     Dept      of,    Bureau    of   Oceans   &   Intl 

8403300373 

XPORTLIC 

Environ      tc   Scientific    Affairs 

8403280073 

XPORTUIC 

B403390401 

XPOF1TLIC 

Stone    &    Webater    Engineering    Corp 

8403010113 

TOP  REP 

B403O3039DO 

5O-322 

E 

B40316aO'?6i> 

30-41H 

A 

B4032001B3 

50-423 

A 

84032701320 

50-322 

R 

84032701  S7tt 

30-323 

B 

8403300035 

3O-  339 

B 

Stone    tt    Webster,     Inc 

B4030604O7H 

30-329 

Q 

B403O6O411 

50-329 

S 

B4030604I3* 

50-339 

Cl 

8403060430* 

30-329 

0 

8403060423* 

50-329 

O 

B403060438« 

30-329 

a 

B4030<b0443tt 

30-339 

a 

B403O60441" 

30-339 

a 

8403060445* 

30-329 

Q 

B403QBQ192 

50-329 

& 

8403060172 

50-329 

B 

8403080221 

50-329 

3 

0403080331 

SO-3S9 

B 

84030802  SO 

50-339 

8 

B403OB035-0 

30-339 

a 

8403130074 

50-339 

S 

8403130173 

30-339 

a 

B403130173 

50-339 

B 

84031  301  B4 

30-339 

S 

84031  301  84 

50-329 

3 

84031  30173 

30-339 

a 

8403130233 

30-339 

a 

S403130338 

3O-3E9 

£ 

84031  30271 

80-339 

8 

S4031303T7 

30-329 

a 

8403130277 

30-329 

ct 

8403130331 

30-339 

s 

S403  130331 

30-  339 

3 

84031  303  BB 

30-329 

rt 

B4031303QB 

30-329 

A 

B403130470 

30-339 

A 

8403130470 

30-3H9 

A 

8403130479 

30-339 

8 

B403150134* 

30-2O6 

S 

8403370062 

50-329 

R 

B403S-700A3 

30-339 

R 

B4033'70093 

50-339 

S 

0403370094, 

5O-3E9 

3 

8403570096 

3O-3H9 

8 

84032  702S7 

30-339 

3 

8403300001, 

3O-339 

B 

5tr*lch,    Lang,    Weeks   d   Cat-don 

8403030363 

30-938 

D 

Structural    Mechanics   Associate* 

840314003&B 

BO-  329 

A 

AFFILIATION 
Cmmtij.    NV 


ACCESSION 
NUMBER 


SufFult    Nuclear   Study    Croup 
Sugai  man  t<   Denuorlh 

Sunf  1  OIUPT   All  iance 

TDI    {Tran&amerlca    Uulavali     Int    J    Owners 
Group 


84O3O  10234 
3403010337 
94030  10S44 


B403060354 


B4O30iO£!70* 


&4030  6.030  H 
a-4O30fi.O3O7» 

B4O306O3101 
3403060314* 
?4D3O6O31B« 
S4030  60319" 
9403060333" 

84O30A0339 
0403130003 
84O3J30O39 
B403130146 
8403130174 

84031^0036 
B4O330O128 
6403200131 
6403300134*1 
B4  033001368 

8403200140* 
Q  40320014  5  > 
8403200I46* 
H403200l51i> 


B4032O0139" 
B40321OIB6 
B4Q3220P3O 
8403230288 
B  403220  J92* 


84O322O3O2H 
0403220305* 
B4033H03EOK 


B4033B0346 
84032B0337 
840328035B 
G4O339O24B 
8403290377 

84  03290383 
B4O329039O 
B4  03300  170 
B4030B0363 
B4O313O411 

B4O32700'73 
B403010?07 

B4D301021B 
B4  03  140  093" 
B1O31SOI33 

84O31903B30 

84O32O01430 

84O327OI32 

D4O3270133 

S4O327O13S 

B4O3370133 
Q4O3270132 
G4O3270  1  32 
Q4O3270133 
S4O327O132 

H4O3270133 
B403270132 
B40327O133 
B40327O132 
B40337O132 

B4D327D132 
B4  03270  132 
B  4  03270  132 
B4  03270  132 
Bfl  03370  132 

B4  03270  132 
B4  03370  133 
Bfl  03370  132 
B4  03270  132 


30-323 
30-333 
30-333 
50-333 
3O-32P 


574 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESS  I  ON 
NUJ13ER 

SUBJECT 
CATEOORY 

94032701  32 
34  035  7O  134 
B4O3270134 
B403S70134 

9403270134 

BO-322         S 
90-SO6         S 
30-206         S 
SO  -206         5 
50-206         8 

E403B70434 
B403270I34 
3403270134 
S4O3270134 
S40327D134 

SO-  206         B 

90-206         S 
30-206         8 
30-206         S 
30-20i         5 

B4D3270134 
8403270134 
B403270134 
840327O134 
64  03370  J  34 

30-306         S 
30-206         B 
30-306         8 
30-306         8 
30-206         8 

3403270134 
S40327OI34 
8403270134 
64  03370  134 
B4«3270  1  34 

30-306         9 
SO-2D6         S 
50-206         a 

30-2O6         8 
30-2O6         B 

7EHA   Corp 

6403370134 
B40327O  1  34 
8403370134 

B4O327013$ 
8403050010* 

50-206         3 
SO-206         S 
30-30i         S 
50-206         9 
30-313         P 

8403060370 
B4O3Q60260 
B403220013 
8403320013 
6403220023* 

90-329         A 
30-329         A 
SO-3B9         R 
50-329         R 
50-329         H 

3403320022* 
8403320100 
94033  201  00 
3403220113 
3403270139 

30-329        R 
30-337        A 
50-339         fl 
30-329        fl 
50-327         A 

Tactec    Sustem*i     Trie 
Taraet-an.     Ine 

TarBEt   (ieEpflrclip     Int 

B40327O139 
B4032SO263* 
fl  403150278* 
a  403  IS  0306* 
B4  03330173* 

30-329         A 
CONTBACT 
CONTRACT 
CONTRACT 
40-8824 

Tayloe  Associates 
Technical   OpBratlonS'     Jnc 
Taletifiie    tirgtneeri  ng    Sprvlc-so 
TeJedi/ne    Itotopes 
Tenneiscc   Valleij    Authority 

8403010437* 
8403140151 
840307D304 
8403140144 
B40209O3SO 

CONTRACT 
PR 
30-345         P 
PR 
5O-39D         F 

64O2070380 
8402090339* 
B40301O093 
B4O3OIOSS6 
B403010306 

30-370         F 
30-370         F 
30-438         H 
50-257         a 
30-239         P 

B403010306 
H40  301  03-06 
8403010313* 
64030  I  Q3  13* 
B40301O;]  13* 

50-BS7        P 
SO-237        F> 
5O-237         P 
&0-359         P 
5O-237         P 

B403O  10339 
B403O  10371 
3403010376 
3403020003 
8403030002 

50-390         S 
30-239         S 
50-43B         3 
30-327         R 
50-327         H 

8  4030  SO  103 
8  4030  301  03 
6403020147 
B4O3020236 
B403020B36 

30-237         R 
50-339         R 

50-327         a 
50-390         F 
50-370         F 

6403020244 
B4  0302  031  3 
B403020313 
S4O302O323 
8403020334 

SO-  327         B 
flO-327         P 
90-337         P 
30-239         B 
50-390         F 

8403090030 
8403060147 
8403060147 
8403060  J  47 
8403060147 

30-327         B 
SO-H59         F 
90-237        F 
50-259        F 
50-359        F 

8403060147 
84O3060147 
64030601A3H 
8403060163* 
84O3060163* 

50-239        F 
50-339        F 
50-237        F 
50-2391        iF 
90-339        F 

84,03060163* 
84D30&O163* 
B4O3060163* 

34O3060163* 
34,03060163* 

30-259        F 
30-359         F 
30-239         F 
30-237        F 
3Q-3S9        F 

AUTHOR                   ACCESSION 
AFFILIATION                  NUMBER 

SUBJECT 

CA1EOOW 

84Q30601B7* 

30-299   F 

8403060169* 

30-357   F 

B403Q601B7* 

30-25?   f 

84030601  B9» 

30-3S9   F 

B4030601B9* 

90-287   F 

8403060199* 

90-EBT   F 

9403060199* 

90-257-   F 

B4Q30601B9* 

9O-239    F 

8403060206* 

90-339    F 

8403060306* 

90-2B7   F 

8403060206* 

90-E39    F 

8403060306* 

30-239    F 

B4Q3060206* 

30-BS9    F 

B4Q3060S06* 

90-239    F 

B4030602Q6* 

9O-239    F 

8403060206* 

50-239    F 

8403060233 

BO-BS9    F 

B40306033B 

SO  -239    F 

B403060244 

90-239    9 

B4Q3060276 

90-327   S 

B403Q60391 

80-327   F 

B403070023 

30-339    O 

B4Q307Q034 

90-839    0 

8403070066 

90-438   Q 

6403070087 

9O-43B   0 

B4O3070Q92 

90-390    Q 

B403070133* 

90-337    ft 

0403070174 

90-390    9 

6403070174 

90-390    B 

84030702S4* 

9O-43S    d 

0403070230 

50-390   Q 

B403070233 

30-390   Q 

8403070237 

SQ-299   Q 

9403070241 

90-43B   a 

8403070243 

9D-G7O   Q 

B403070271 

BO-E39   1* 

B4O30702B6 

DO-  390    B 

B4Q3Q702B6 

3O-370    B 

3403070394 

50-438    B 

6403070294 

90-430    B 

B4O3070399 

5O-327   R 

B403070293 

90-327    H 

B403070E97 

3O-43S   S 

8403070297 

50-438   9 

S403070327 

90-4  3H   9 

0403070329 

BO-43B    B 

3403090024 

90-4  3B    a 

B403Q7Q03Q 

90-390    9 

B4O3090090 

9O-370    9 

04030900B9 

90-299   9 

0403090163 

so-4sa   s 

0403070163 

90-438   S 

04030901B1 

90-438   S 

0403090181 

90-438   3 

0403090206 

9O-390   3 

8403090206 

30-39O    B 

8403090345 

5Q-2B?    3 

0403070293 

90-339    S 

0403180109 

90-438   B 

040313010B 

9Q"43B    B 

8403130109 

90-43B   B 

S4031  20163 

BO-43B   B 

B403120179 

90-39O    E 

8403130007 

30-259   P 

8403130007 

30-339    P 

B4031  30007 

90-239    P 

3403130023 

90-339    P 

04031  30023 

30-237    P 

04031  30025 

90-339    P 

04031  300BB 

90-337    0 

8403130100* 

30-327    Q 

S4031301BI 

50-260    S 

8403130209 

30-339    8 

B403  190007 

30-439   8 

B4031  90097 

80-43B    9 

B4031  90079 

90-327    9 

B4031S01S7 

90-390   9 

B4031  90229 

40-1341 

8403  160042 

90-438   a 

6403160171* 

30-239   0 

B403160171* 

30-239    Q 

B40316017I* 

30-339    0 

B4031  60223* 

90-237    0 

B40316031B* 

90-239    0 

8403  16031  H* 

90-flS9    0 

CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOGRY 

fl40316a31B« 

50-2S9 

Q 

B4031iO364« 

SO-370 

Q 

B403IiQ373 

50-239 

P 

B40316O373 

30-397 

P 

B403IiO373 

30-SS9 

P 

8403160373 

SO-399 

P 

B4Q316O373 

50-239 

P 

8403190054 

50-37O 

8 

B403190094 

30-39O 

a 

8403190079 

SO-37O 

s 

B4Q3190121 

50-327 

3 

84  03190135 

SO-239 

a 

B4O3190149* 

SO-239 

Q 

B4O319O149* 

SO-239 

Q 

B4O317O149*- 

SO-239 

0 

B40319O161* 

SO-239 

Q 

B4G319O2B7 

SO-433 

B 

B4O317O33B 

50-390 

B 

B40319033B 

SO-390 

B 

8403190369 

5O-327 

B 

B403J90369 

PR 

6403190370 

90-327 

F 

B403190371 

30-23? 

B 

8403200009 

30-339 

0 

8403300099 

90-399 

0 

B403H00039 

BO-2S9 

0 

B4O320QOB7 

90-276 

a 

B4O32Q0170 

30-239 

P 

04O3200170 

50-299 

p 

B403200171 

30-260 

s 

B4O320O213 

30-259 

5 

B4O3S00225 

30-370 

A 

8403210037 

90-390 

a 

84O3210Q37 

3O-390 

B 

B4O3210043 

3O-43B 

B 

3403210042 

30-43B 

Q 

B4O3210046 

30-43B 

a 

B4O321Q066 

50-370 

a 

B403310066 

30-370 

s 

B4O32100B6 

30-370 

& 

8403210132 

30-439 

s 

B403210132 

30-43B 

a 

B4O3SB0046 

SO-399 

s 

B4O33B0139 

90-260 

8 

8403220220 

•40-1341 

B4O332Q224-H 

•4O-1341 

8403260164 

30-327 

S 

8403260212 

50-370 

A 

B4O3260312 

30-370 

A 

B403SA021B 

30-370 

A 

B4032iOHlB 

8O-390 

A 

B4Q326Q229 

30--BB? 

P 

B4O3260277 

30-337 

F 

B4O3270143 

50-370 

F 

B1O3370143 

30-370 

F 

B403270H1H 

50-390 

E 

84O327021B 

30-390 

E 

84.03290026 

30-337 

P 

B4Q329003B 

BO  -337 

P 

B4033901B3* 

BO-B37 

Q 

B1O3290183* 

50-239 

a 

B-1O3290183*' 

30-839 

a 

B403270207H 

30-239 

0 

B1O3300O04 

30-438 

8 

B1O3300O04 

30-43B 

B 

B4O3300OK1 

30-438 

B 

B1O3300O2I 

30-43B 

B 

Q403300O3B 

SO-370 

£ 

B403300O3B 

30-390 

E 

B4O3300O39 

30-438 

B 

8403300037 

30-438 

B 

84033000S4 

30-43B 

B 

B403300O73 

30-327 

B 

B403300107 

30-370 

5 

B403300133 

30-299 

R 

B403300133 

SO-239 

R 

B4O330013&* 

BO  -239 

R 

B4O3300I37* 

SO-239 

R 

B403300J34 

SO  -337 

R 

B403300204 

SO-320 

B 

TRtitiit.ii*,    Bt«tt   of 

B4O3090109 

PR 

Ttrrg   Corp, 

S4O3210O32 

30-8BO 

S 

TtiBi   Utilltt*!  Electric   CD,     (formai-ly 

84030&0193 

30-449 

A 

T»i«»  Utllltlii  Qeniratlng   CD.  ) 

MJTHDF! 
AFFILIATION 


ACCESSION 
NUMDEIR 


SUBJECT 
CATEOOf?V 


Teiasi    Stflte    of 

T«ias,    Univ.     of,    Austin,     TX 

Three  Mile    Island   Alert 

Tl teflex    Corp 

Tol edo  CtflEon  Co 


Trammel  ]j     Chaiti    Lambert    !«  Mar-tindalo 
TrainameHca    DtlJVdl.     Inc 


Trannnucl  car*     Inc. 


8403060B99 


Troutmaiii    Sand*r«i    LocK«rman   tr  Ashfliar* 
Tufts  Unlv   >     School    of   Htdltlns,     rfrdFortf, 

MA 
U  B      Ecology.     Inc.     (farm*rly    Nuclear 

Enginterlrifli    Inc    ) 


Union  76-  Minerals   Exploration    Co 
Union  Carbide  Carp. 


B40307O191 

84O30S0327* 

8403080332* 

8403080333* 

6403130116 

B4D31301  16 

B4O313013&* 

B4O3130136JI 

B4O3130136* 

8403130160 

B403130160 

8403130313 

840313O313 

8403130319* 

8403140013 

8403140013 
B40314OO2O 
8403140020 
8403140147 
B4 03 ISO 032 

8403150103 
3403140079 
84031&0079 
8403160O83* 

B403160213 

8403230039 
B4O3270031 


B4 032300 23 
B4O3140189 

8-103130065 
0403260332 
B403210099 
84032701  OB 
3401160250 

B40303Q07B 
B4O3O3O107 
B-103090H51 
0-103130133 
B403t301<t3> 

B403130154» 

B403130296 

Q403130429 

B4031300B5 

B403190JO? 

H403190213 

B403190311 

8403190319* 

04O32OOOO3 

B403S0004& 

8403200033* 
B4032000SB* 
B403200063* 
(3403230009 
B403290I 67 

B403300I49 
D403300196» 
B4033001  5-B* 
B403300163 
84033001 7B 

B40330D1B4 
B403290334 
B40312OJ36 
B4O315OJBO 
B403130316 

8403300233 

B4030P0024* 

B40302045-3* 

B40314030BO 

B403130169 

B4031601&9 


6403260037 
B4032&0030K 

B403B80033* 

B4030SO37O 
8-103140172 

B40301O341 

B40301O349 
84O303O377 

B4032SOD6B 

B4032BOO71* 

Q4O3010OIK 


50-415 
3O-443 


5O-44S 
30-443 


50-443  V 

30-443  F 

30-445  F 

50-445  F 

30-445  H 

30-443  Q 

30-443  0 

30-443  O 
PR 

30-449  0 

50-44S  E 

50-445  A 

50-4 43  A 

30-445  A 

50-445  B 

30-445  H 

SO-443  O 

30-47B  0 

WASTE   MOT 
PfJM 


30-346  r 

5O-346  n 

30-346  P 

50-346  P 

30-316  P 

50-346  T 

30-346  f 

30-346  P 

50-346  f) 

3O-346  R 

50-346  F 

90-346  B 

30-346  0 

30-346  P 


30-346 
30-346 
50-346 
30-346 
90-346 

50-346 
SO-346 
50-346 
50-346 
30-346 

30-346 

50-416 
TOPREP 


90-306    D 

XPORTLIC 

XPdRTLIC 

XPdRTLIC 

XPORTLIfi 

XPdRTLIC 
XP08TLIC 
XPORTLIC 
XPORTLIC 
XPORTL1C 

30-424    fl 

PR 


40-8391 
40-8584 
40-899 


576 
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AUTHOR 
AFFILIATION 

Accession 

NUMBER 

BUDJECT 
CATEGORY 

S4o307Q2fi(i 

40-299 

04O3130O43 

go-  34 

P 

840313005Z» 

90-34 

P 

B4D3-1  30284 

40-879 

B40  32003  94" 

40-B681 

B103230043 

&0-54 

I 

84O3270198 

30-34 

R 

3403300140* 

70-6Q7 

Union   EJECtric   Co 

84023701  3i 

50-483 

F 

B403030O16 

3O-4B3 

K 

B403030O18* 

50-4B3 

K 

B1O3O3OOI9* 

30-403 

F 

340309020-] 

30-483 

F 

84O3090263 

50-493 

F 

8403090363 

30-483 

F 

34031  SOI  04 

30-433 

A 

B403120171 

SO-4B3 

A 

B1031201SS 

30-4  B3 

A 

B-5O3130409 

30-4B3 

F 

84O3160246 

30-403 

F 

B103li03S3 

ao-483 

A 

840319'0ua4 

50-483 

S 

H403l9O3i9 

30-4B3 

A 

B4  03300028 

SO-4B3 

S 

B4O320003B 

30-403 

8 

B4O32OOa37 

30-4B3 

F 

eiosaooaeo* 

30-403 

Q 

840321O1B1 

30-4:83 

A 

B40323011B 

30-483 

S 

B40327O016 

5D-4B3 

A 

B10327O079 

30-4B3 

S 

B4033701Q2 

30-4B3 

8 

6403270197 

30-4B3 

8 

B4O32  70339 

50-4B3 

A 

61O33  00209 

30-403 

F 

Union    Hlnei  si  5 

84O323O117 

40-8584 

a  403220134* 

1O-B334 

B403aaOQS-J 

40-B9B4 

Union    oF  Concerned    Scientists 

B31O2O0111 

FDIA 

B4O301001O 

50-309 

P 

B4030100B1 

FD1A 

84O30  H005A 

F01A 

8403020062 

FOIA 

B103O30017 

5O-SB6 

P 

BflO303005B 

FOIA 

B1O3OBQ003 

FQ1A 

O403O800B1 

FOIA 

B403  0303-44 

50-336 

P 

B4O3OBO346 

FQIA 

B4O30B0334 

FQIA 

8403310014 

50-2B9 

& 

United   Engineers  &  Constructors.     Inc 

8403O6Q3U 

30-443 

S 

(subs      oP    Raijtheon  Co    1 

United    Nuclear    Corp 

8403O102B9 

70-371 

B403  1  5O2  1  4 

30-30 

u 

B403I90234* 

7Q-371 

Upsnla   College,     East   Orange.    NJ 

8403070967* 

7Q-474 

Uranera    USrti     Inc 

B4O3190-411 

40-8783 

B1O3190412 

40-87B3 

Utah,     State    of- 

S4031  40027 

WABTE  MOT 

Utah.     Univ      of,    Sdlt    Laie   City.    UT 

8403140143 

50-4O7 

P 

8403200BB1 

30-73 

F 

B1O33OO231 

5O-73 

F 

B4O32OOS90* 

50-72 

F 

S403S00273* 

30-72 

F 

84O320O29fi* 

30-72 

F 

54O320t>29&» 

50-72 

F 

Utllltg    Safety  Classification    Group 

S4u3SBO063 

30-322 

Q 

VallUijne  Engineering    Carp 

9403290305^ 

30-334 

A 

B40329O30B* 

50-334 

A 

Vanderbttt    Unlv    .    Nashvillei     TM 

B403O7O414» 

CONTRACT 

Vermont  Yankee  Nuclear    Pouier    Corp 

B40302O247 

30-271 

P 

64O302O332 

50-371 

8 

(34O30E032A* 

50-271 

S 

8  403020328* 

30-371 

3 

8403130003 

30-271 

P 

(5  4.03120003" 

30-271 

P 

&403J304B4 

50-271 

R 

B4031900BA 

50-271 

R 

B4O320OI56 

30-271 

Q 

B403200374 

30-  37  t 

a 

Q4O320DB77* 

50-E71 

a 

9103330043 

30-271 

F 

B403230140 

30-371 

Ft 

340327OI90 

30-271 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBCI1 

SUBJECT 
CATEGOfl' 

t 

8403300071* 

30-271 

Q 

8403300146* 

30-271 

0 

8403300133 

30-271 

0 

Vaster  J  Thompson,  Jr  i  Inc 

3103070161  » 

CONTRACT 

B403070167* 

CONTRACT 

Vet  Admin   Hoop   Lexington*  KV 

B4Q3190326 

PR 

Vet  Admin   Hosp   Loma  Linda,  CA 

B40329DH39 

PRM 

Vat  Atfmin   Hosp   Portland.  OR 

8403B90233 

PRM 

S403290311 

PfiM 

Veterans  Admin  Medical  Center, 

B403130302* 

70-2199 

Washington,  DC 

8403130308* 

70-2199 

Veterans  Admin  Medical  Center.  Wood,  WI 

B403290239 

PRM 

Virginia  Electric  &  Pauiar  Co 

340113031  4 

30-280 

P 

8403020001 

50-33B 

Q 

8403080001 

30-33B 

0 

B403020042 

SO-33G 

P 

B4030E004H 

30-33B 

P 

8403020053 

30-S80 

R 

B403Q20039* 

30-2BO 

R 

8403030063ft 

30-aao 

R 

B403020066* 

30-2BO 

R 

S4030B0071* 

SO-BBO 

R 

B403020076* 

so-zao 

R 

84030200BS* 

30-2QO 

R 

8403020090* 

00-200 

R 

8103020132 

30-33B 

R 

B403030193 

30-280 

P 

8403060133 

30-33fl 

a 

S403060397 

50-200 

F 

B403060397 

30-2BO 

F 

B4030S0071 

30-339 

P 

8403QB0091 

30-2BO 

F 

8403030091 

30-2BO 

F 

B403060Q91 

SO-  280 

F 

B403080091 

30-2BO 

F 

B4030B0091 

Bo-eao 

F 

8403000264 

so-sao 

F 

B4O30B0264 

30-2BO 

F 

B403080264 

30-3BO 

F 

B4030S0264 

90-2BO 

F 

84030B0264 

30-280 

F 

B403QB0269* 

30-2BO 

F 

B4030S0269* 

30-2BO 

F 

B4030B0269* 

30-200 

F 

B4030BOH69* 

30-2QO 

F 

84030B0269* 

30-280 

F 

8403000341* 

SO-2QO 

a 

04030701  31 

30-BflO 

F 

B403090131 

30-250 

F 

B403090H13 

BO-33B 

S 

8403090213 

30-338 

B 

8103090223 

30-280 

a 

B403090342 

30-2BO 

F 

B403090230 

30-2BO 

B 

8403120176 

30-338 

P 

84O312017& 

30-33B 

P 

B403  130298 

30-33B 

P 

B403130H9B 

30-338 

P 

84031  304B4 

30-280 

B 

S4031  40010 

BO-338 

B 

B4Q3160134 

50-28O 

a 

8403160134 

30-2HO 

a 

9403160134 

30-2BO 

a 

8403160134 

30-280 

•a 

B4O3160134 

30-2SO 

•a 

B403  190033 

80-280 

F 

B40319QOBO 

5Q-33B 

S 

8403190201 

30-339 

P 

B403  190204* 

30-339 

P 

B403  190263 

30-280 

F 

8403190263 

30-280 

F 

B403  190377 

30-338 

P 

B403  190377 

BO-33B 

P 

84031903310 

30-338 

P 

B4Q3  190381* 

30-33B 

P 

B40319D396 

30-338 

a 

8403190396 

30-33B 

a 

B403200116 

30-830 

F 

B403S10117 

30-BBO 

F 

84036  1O1  17 

90-280 

F 

8403220023 

30-338 

P 

B403S2Q038 

30-333 

P 

8403920032* 

80-338 

P 

84033200320 

30-336 

P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

5403220077 
6103320077 
B40323014A 
B4032  6Q  105 
940326O1Q5 

30-333         P 
30-33B         P 
30-SflO         F 
30-SBO        P 
SO-3BO        P 

9-1032  60110* 
S4032ii01iO» 
B403270O21 
B403S70031 
S403270021 

SO-2BO        P 
30-B8O         P 

so-aao      o 
so-sao      a 

30-BBO        a 

B403B70208 
04032  7O20B 
Q4Q3K7QS4B 

B403HB012S 
9403390137 

30-330        P 
30-338        P 
90-33?        P 
SO-.B00        F 
30-BBO        O 

B403H7Q260* 
8403300003 
S4033OOOS8 
8403300028 
B4033OO033 

30-338        0 
30-33B         P 
30-338         P 
30-338        P 
30-338         Fl 

Virginia!     Commonwealth    ofi 
Virginia,    Univ.     at.    Charlottntville.    VA 

8403300033 
8403300060 
9403  300040 
9403200331 
8403010397 

30-330        H 
SO-EGO        R 
90-BBO        R 
HASTE   MOT 
30-  68           R 

Wellington    Public    Fouler   Supply    BgstBrn 

B20U9QS97* 
8208120240* 
B20B1HO240* 
B2QB1BQS40* 
B20B  120240* 

30-377        F 
30-397        F 
30-397        F 
30-397        F 
30-313        F 

B30B12O24.B* 
BSQBiaOS4B» 
B20B12024B* 
B20B1SO24B* 
B4030B0077 

30-397        F 
30-397        F 
30-397         F 
30-513        F 
30-397        R 

8403020330 
B403O7O187 
8403090118 

8403090121 
6403090336 

30-397        P 
30-397        S 
30-30B        D 
30-397        E 
30-397        P 

0403120007 
B4031SO1')9 
B403130H03 
84031  30  2S7 
B40313031B 

30-308        D 
30-30B        A 
PR 
SO-397        V 
30-397         P 

8403130330* 
8403130337 
8403130383 
8403130480 
B40320Q103 

30-397         P 
30-397        H 
30-B08        F 
30-397        P 
30-377        8 

8403300236 
B403BO-0239 
8403200241* 
B4032OQS61 
B4032IQ170 

50-397        P 
50-397        B 
30-397         P 
30-397         P 
50-30  B         0 

8403210172 
8403210189 
8403220061 

B4032AOOQ6 
S4032AOOB3 

50-30  B         0 
30-308        0 
30-397        P 
30-3?7         F 
30-377         S 

8403260165 
6403360221 
8403360274 
8403260273 
B40327OHB 

30-397         P 
30-307         A 
30-377        P 
30-377         P 
50-377         d 

8403270141 
B40327O307 

B4o327osao 

64032  B0003 
64032  BO007 

30-377        F 
SO-397        J 
30-377         E 
50-377        S 
30-377        B 

Uiihlngton   Bt*tu  Univ.,    Pullman-    MA 
W«ihington   Univ.,    St     Louie,    HO 
W**hltigtpm    Btat»    of 

8403270242 
8403300036 
84032  QO23B 
B403B60336* 
8403130174 

PR 

30-377        R 
30-  BOB         D 

CONTRACT 
50-308        0 

g**hin|fton>    Univ.     of,    8«*ttle,    MA 

8403190131 

84031  6Q323 
84032  3O1B8 
B40323OE3O 
84030  1O462« 

90-  BOB         D 

BO-377         D 
HASTE   MOT 
HASTE   MOT 
CONTRACT 

MatBri    M»*t»   *t  Land.    Inc. 
Wat  kin*.    L,  B. 

Wayrtiboroi     OA 

84032301  60» 
B40323O197 
8403140007 
8403  14.001  2* 
8403230277 

CONTRACT 
NUREO 
30-438        0 
30-438        8 
90-421         0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEODRV 

Mest  Chicago,     IL 

84O3D30130 

40-2061 

He  stem    Illinois   Pouer    Cooperative.     In 

f          84O3290107« 

90-461 

MBBtern   Nebraska   Resource!   Council 

84O3L303B6 

40-8327 

Wistern   Nuclear,     Inc       dubs      of   Phelps 

84O3I30313 

Dodge    Corf    > 

Heitei-n   Water   Consul  tanta,     Inc 

B4O3S30312 

40-Biii3 

UBStlnghoute  Electric    Carp 

8403050336 

70-1143 

84O3O1O46>3 

XPGKTL  1C 

B4  030  10484 

XPORTLIC 

84  0301034!  5 

XPCRTLIC 

B4  0303004  4 

XPDRTL  1C 

84D3O50047 

XPDRTL  1C 

8403050050 

XPORTLIC 

8403030120 

OA.799 

84O3060076* 

OA.997 

B4O30601O1* 

OA997 

B  403060336* 

30-B13 

B40307030S* 

50-423 

840309020  I 

PR 

84O309025?a 

90-348 

8403090327* 

TOPREP 

8403120039* 

50-273 

8403130358* 

3Q-4B2 

8403130375* 

50-483 

84O31303B7* 

50-493 

S403IU0195 

XPOflTLlC 

8403190137 

OA.999 

B4031  90361* 

90-3'69        , 

B403  190379* 

50-413 

8403190404* 

90-413 

9403210015 

TOP  REP 

84032  1002O* 

TOP  REP 

3403320294* 

XPDRTLIC 

B40323Q208 

NUREQ 

B4D326Q075* 

50-366 

8403260301* 

90-244 

B4032&0213 

40-8569 

3403390057* 

FOIA 

B4D32  90379* 

50-3S7 

8403390282* 

50-367 

84033  0011  b  ' 

90-413 

B4033001  19* 

30-413 

8103300348 

WASTE    HOT 

Wn«tlnghou*e   Op-era  tins   plants    Owner* 

Q403O70106I- 

FOIA 

Croup 

B40307010B* 

FDIA 

8403360024 

TOPREP 

Uhichen    J  M 

B403  160002 

50-434 

8403160002 

30-494 

B403I60017 

30-454 

B403160019 

50-454 

B403E60351 

BO-454 

White   tc  Williams 

B4030B03B8 

FOIA 

White   Plaint.    NY 

840327030  fa» 

CONTRACT 

Hlen   Laboratories,     Inc. 

8403130247 

PRH 

Hill    County-     IL 

84030B02B7 

30-4S6 

UlllKmiE   fc  Associates 

B4&3070046" 

CONTRACT 

8403290276 

PR 

Wisconsin   Clinic    Canetr    Cent»r>     Modlsoi 

1.        S  403  1303  27 

PR 

MI 

UiscoiiEln   F-.lectric    Pousr   Co 

B4O306039B 

30-246 

B40306D35B 

30-346 

8403070335 

30-366 

84030703:55 

50-366 

8403070297* 

90-2&& 

8403070237" 

30-B66 

8403130066 

SO-2&6 

8403I2006& 

30-266 

6403130157 

SO-B-fafa 

8403120157 

30-266 

B403  130005 

9D-2&&      . 

8403140137 

S0-2d6      , 

B403140139 

30-266 

I 

B403  160054 

80-H66     i 

84031&OOBO 

30-266     | 

B4032  10027 

PR                 ' 

8403210077 

30-26&     ' 

8403320099* 

BO-B64 

8403320163 

S0-Bfi6     ' 

B403220162 

30-2&6 

B4O3530Ifc7* 

30-266     ; 

S4O33B01&7* 

BO-S6& 

94O32300A8 

SO-301 

B4D3B6D072 

50-866     ' 

840327009  B 

BO  -266     ' 

578 
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MJTHUJt 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

B40337O12S 

ao-2id      p 

8403270337 

ao-3it       P 

S1O3a9DD47* 

90-246         P 

Histnnsiri   Public    Service    Corp 

B402170IO4 

30-303          P 

B4DK  170  107ii 

SO-3QS          P 

B4030aoa95 

30-305         P 

B403<Ji040B 

30-305         R 

94D30701A9 

=0-303         R 

8403130147 

SO-305         R 

S-103  1  301  BB 

SO-305          F 

84031A029B 

30-305          J 

84031  40337 

30-303          P 

B4031A0331* 

SO-305          P 

S  40320001  A 

50-305         O 

8403200154 

50-303         P 

6103210009 

PR 

6403370030 

50-305          P 

B4  03270033* 

50-303          P 

84  03370  03B* 

50-303         P 

84033B004B 

50-303         P 

Mist  anBliu    Univ      of,    Qreen    Bayj     Ml 

8403320230* 

CONTRACT 

Wisconsin.    Univ      of.    Hadiian.    UI 

B4O3070141* 

CONTRACT 

B4032D0020 

90-136          H 

B403SBD3I4 

ACRB 

B1032a035i. 

ACRS 

Ml  scans  Ini    Univ      at,    Milwaukee.     UI 

6103290333 

PRM 

Worcester  Foundation    Par  E'p  arJmentfll 

B403090IB6 

PRM 

Hlpl-ogij 

Wyoming  Fuel    Co 

H4031S0317 

4G-BB29 

WgominB,    State   of 

B40315031O 

4Q-2-?7 

94031503S3 

40-B7B6 

9403  1  502iO 

40-0706 

Wyoming.    Univ      of,    Laramle.    MV 

3403270301 

PfiH 

Yakima    Indian   Mat  ion 

8403230050 

WABTE    MOT 

Yalff    Univ  .    MSIII  Haven,     CT 

S4O319O293 

PR 

Van  See  Atomic    EJettric    CD 

G40302O072 

50-29            fl 

B403DS0292 

30-29            R 

B4030B0007 

50-29            P 

B403QB0007» 

30-29            P 

8403090173 

50-29            S 

6403130123 

50-S9            P 

8tO3120iai 

&0-27            H 

3403130237 

50-B9            P 

B103150JOO 

30--143         3 

84031  60S5  4 

50-443         F 

B403  140236 

50-443         F 

a4oasooaJ3 

3O-S9            B 

3403200384 

30-27          P 

B4033002Ba» 

5O-29            P 

S403S00290* 

30-29          P 

04032  100SB 

30-29            R 

B4O3B1O099 

50-443         A 

B4  032  10097 

30-443         fl 

0403210143 

SO-  443         A 

B403220009 

50-J43        3 

S4032SO190 

30-443        3 

B40322D164 

30-443         S 

B403230061 

30-443         A 

B403270003 

50-29            P 

840337O007 

30-37            P 

3103270121 

30-443         A 

B4O327021& 

so-a"?        J 

B403300083 

50-29            R 

9403300193 

•50-E9           P 

Zetecj     Inc. 

B4O31  90409* 

30-317         fl 

ZytoFi,     Inc. 

B402I4004S* 

30-3SB         0 

REPORT  NUMBER  INDEX 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  Information 
within  that  docket;  for  example,  50-320  P,  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS,  These  cate- 
gories are  defined  In  Appendix  B  and  listed  In  the  Contents, 


An  asterisk  following  the  accession  number  in  this  Index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
index  entitled  "Cross  Reference  of  Enclosures  to  Principal 
Documents," 


REPORT 
NUMBER 

ACCESSION           SUBJECT           OTHER    REPORT 
NUMBER                 CATEflORV                 NUMBER 

oa~oi£o-iioa  ROZ 

OH-0370-1132   ROD 
02-0370-1139  ROO 
O4-5079-204   ROO 
IOB035   RA 

B40301O303*      HO-388 
B403200062*      30-319 
8403200067*      30-319 
8403060414»      30-302 
B40313012B*      30-440 

E 
O 
Q 
Q    IE8-BO-11 
A 

11AOO,  02 
13737-2-007-102  HO9 
32323SL-001 
g03-B300000-7fi 
540-3854-3   RB 

S40302029O*      30-322 
B403130439*      30-330 
8403060304*      30-321 
B4030B02fifl»      30-398 
8403130138*      30-440 

E 
P 
P 
F 
A 

8403090227 
B403O90230 
B  403030242 
84O31202SS 
B403J  20337 

B4030302B7         RES 
B40303023D         30-280 
8403030842        REB 
84031  20H55        REB 
B403120237         RES 

P 

NRC  -60-  10-01  -03 

Q  4032  70329 
a  4033  001  20 
AEOD/E3E4 
AEOD/T30B 
At-O-137 

8403270329         REB 
B4033001HO         RES 
8310060077*      M1SC 
8303190497*      TOPREP 
S4O309O329*      TOPREP 

EOO-BAAM-4499 
LBL-16192 

HAH-1S43  ROB 
CC  -74-1  33  ROO 
CEN-H03-NP   R01    SOI 
CEM-a48(B)    R02 

CEM-239 

8403190344*      TOPREP 
B4031301O6*      SO-440 
8403130893"      TOPfiEP 
B403030103*      50-31B 
B40302O333*      30-3B3 

A 

P 
A 

CSN-H6B 

CN91-WF-C~01~NP 
CFL-13-103  ROO 
DC-  1  342 

EQO-EA-6413 

8403140140*      TOPREP 
B401  120330*      WAeTE   MOT 
B403070318*      3O-329         O 
8403030143*      30-206         B 
B40307O393*      30-313         P 

EOO-EA-4342 

EOO-H8-6a?4  R03 
EOO-NTAP-6309 
EO0^3AAM-63ei 
EOO-SAAM-64I3 

8403260333         30-416 
B4022B0723*      30-B67 
8403380117         30-368 
8403280113         30-313 
8403280124         30-36B 

P    TAG    341B5 
P 
8 
B 
8 

EHCD-693 
EB-1000   RB 
FAAA-S4-2-I4 
OAI    K499 
OAI    2915 

B403190BB2*      30-312 
B40313011B*      30-440 
8403010446*      3O-322 
8403390189*      30-244 
B4032901BBK      30-344 

Q 
A   43706-2 
8   FME-R-6/7396 
P 
P 

OJ-04IB3) 
MPR-794 
NEC-10 
NEC-A 
NEC-8 

8403220833        WASTE  MOT 
B403BB0004*      30-H19         P 
0403090319*      TOPREP 
840309031  3*     TOPREP 
S4030903I8*      TOPREP 

NEC-9 
NeflO-B4146A    ERR    Of 

NEDO-3Q242 
NEPO-3Oa42  801 
NF-13B3.  04-1    A01 

B403090322*     TDPREP 
B403270136H      30-349 
Q403370022*      30-293 
8403270024*      30-293 
8403210080*      30-324 

P    79NEDB73 
P 
P 
P 

NUREO-0020  V08  N01 
HUREO-0072  ROl 
NUREO-0304  VOB  N04 
WJWEO-0430  V04  N01 
NUREO-OS40  VOS  Nla 

8403130038        NUREO 
B4030204&0         NUREO 
8403070401        NUREO 
84032B01B9        NUREC 
B403260B8?         NUREO 

REPORT 
NUMBER 

ACCESSION 
NUMBER 

SUBJECT 
CfiTeOPRY 

OTKER  REPORT 
NUMBER 

MUREO-OfiOA    VOfi    tJOI 
NUREQ-0673    S17 
NUREG-0673    S3H 
NUREO-071B    VOfl    N01 
NUREQ-Q730    V1B    N04 

(M  0323  02  12 
Bt  03070101 
fl-4  0330  0300 
84  03270  2S? 
94  03330183 

MUREff 
30-273         E 
30-275         E 
NUREG 
NUHEG 

NUREG-oaas  103 

miREQ-OTOA    VQ2    NO4 
NUREQ-097B    FC 
NUHEQ-1013 
NUREQ-lOaa    SOI 

S1O31B02U 

eio3oaoi&3 

B4O322032& 
B-IO3H30I90 
S1O3O7Oial 

Muneo 

MUREO 
MUREO 
HUREC 
HUREO 

NJREG-1-031? 
NUHEQ-L019 
NUREQ-rS/Oa-a 
MURED/  QR-OQaS    V10   NS 
NUREQ/UR-0031    Vt>3   N3 

0403070395 
8-1O337O247 
a403a9034«" 

04O324oaao 
Bioaaiooai. 

HUREO 
70-27 
5O-52B         D 
HUREO 
NUREO 

NUHEO/DR-OQ59   R01    Ef! 
NUREO/CH-2000   V03   Nl 
NUREO/CH-20SO 
NUREO/CR-2B13    DRFT 
NUREQ/CR-SaTfa    VO1 

8403070397 
8403070378 
a4D3030O2'!» 
S4030I0041" 
84O330026I 

WUREO 
HUREO 
HO-286         P 
FOlfl, 
NUREQ 

ORNL/NSIC-200 
UCHL-33024 
BNL-NUREG-31559 
ANL-B2-SS   V01 

NUflEQ/CR-2a96  V02 
NUREO/CR-3067 
NUHEQ,'CR-3091    VO3 
NUHEG/CR-3101 
NUREQ/CR-3143   V03 

B10-3300SB9 
B4030t,0333 
B103070119 
8103330177 
B4Q323Q131 

NUREG 
(JUREQ 
(JUREO 
NUREO 
MJREO 

AHL-ea-as  vos 

ENICQ-1125 
DML~NOflEG-3JA30 
PML-43S3 

NUREO/CJl-313-3 
NUREO/cH-3324 

NUREQ/CH-3373 
NUREQ/CR-3309 
NUJtEQ/CR-3334    VO3 

a1032602ai 
3403330516 
8403300325 
8403300342 
B403300317 

NUREO 
3O-337         A 
NUREO 
NUnEO 
NUREO 

OflNl-/TM-e653 
LA-9716-HS 
ORML/Tri-B755 
SANDB3-7075 
DRNL/T«-a7B7/V3 

NUflEG/CR-3390 

NUHEQ/CR-34K2  voa 

NUflEO/CR-3427   V03 
NUflEQ/CR-3449 
NUJ1EQ/CR-3S01 

Bfl03230197 
B-103130S19 
B4033OO29') 
B403O701ia 
B403300339 

MUREQ 
MUREG 
MWEG 
fJVREG 
NUREG 

WWL/TM-1791-1 

DRNL/rn-aa49/va 

ORNL/TM-Sfaal 

NUREG/Cn-3308 
NUREO/CR-3323 
NUREO/CJI-3339 
WUREO/Cfl-334? 
NUREO/CR-336O 

3403170441) 
9403300306 
3403230133 
84033003  IB 
940333017? 

MJHEQ 

nun  EG 

30-313         P 
NUnEQ 
NUIiEO 

ORNL/SUJl-73re/3 
ORNL/TM-B930 
DML-NUREO-3l7a;l 
ORML/TM-B909 
PNL-4904 

NUREQ/CR-3373 
NUREQ/CR-3601 
NUREG/CR-3605 
NUREQ/CR-3607 
NUREG/CR-3621 

B403190449 
B40307010-9 
B4031S02M 

a4O307ooi?a 

8403230200 

NUREG 
NUREG 
30-30           k 
NUREG 
NUREG 

PNL-4923 
PNL-4Q13 

PNL-4832 

NUREO/Cfl-3633 
WUREO/CR-364* 
NUREQ/CR-364? 
NUf)E6/CH-3661 
NUB£8/CR-36Ai 

84032300S7 
8403  19-003  3 
340307QM-4 
94O32302O6 
94O3  170437 

MUREG 
NUREG 
NUREO 
NUREG 
NUAKQ 

QHNL/TM-B841 
PNL-470A 
ANL-B3-aO 
EPRI    NP-3494 

NUREO/CR-3674 
NUS-4S07 
01-0780-1269    not 

p-2ai/s 

PAD   7a<?6 

8403230207 
B4O3S&OS53* 
B4Q3aOQ26"?« 
B40t240211« 
a4O3l4QOB.fi" 

NUUEO 
30-332         E 
30-482         A 
30-332         A 
30-322         S 

PNL-4?B6 
FArtA-B4-3-[ 

579 


580 
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REPORT 
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ACCESSION 
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CATEGORY                  NUMBER 

PNL-4S15 
PGP-124 
QTR    B2-QOJ 

QTR-aa-oio 

R-120B671-001 

B403140I7O* 
B4030BOl^9» 
8403a9O30B» 
840329O3O5* 
0403010097* 

PR                           UC-41 
30-373         a    NRC/FE-B2/83 
3O-354         A 
30-3  M         A 
FOIA 

R-eai2 
R-aais 
R-aai6 

R-8217 
R-7OO-74-2 

B4030S0323* 
a4030S0319» 
8403090332* 
B40303031S* 
S4030BO4O9* 

HASTE   MOT       UMTRA-DDE/ALD- 
MASTE   MOT       DDE/UMT/O232 
MA3TE   MOT       DOS/UMT/Oaa-J 
WASTE   MOT       DOE/UMT/0236 
90*923         A 

RERR-131 
RHO-BW-9A-3a£i    P 
RIL-139 
5Al~l~14B-Oa-781 

erti-iad-oaa-ao 

B4030702iil« 
B'503260347" 
B40313O173 
B403030032* 
B209D3O1&1* 

30-272         R    RERR-15I 
WASTE   MOT 
RES 
7O-6B7 
9O-2SO         Q 

EANDaS-1437 
SrtNDa2-7O32   VO1 
SAN!>aa-70-33   V02 
SftNDB2-7032   V03 
SANDB2-7219   V01 

B4030BOO29* 
Q4030BOOOB* 
B4030a0017» 
B403080023" 
84030800  10» 

FQIA 
fOIA                     SAI0139I-307LJ 
FOIA                     BAI0139I-30BLJ 
FOIA                     SAI013ai~29gLJ 
FOIA                     SA1013ai-410LJ 

SAND82-7211?   V02 
SANEBa-7219   V03 

SAND  62-7320 

SECY-7B-9&9 
SECY-  32-  03  7 

8403090012" 
B403030019* 
B403OaO006* 
0403C-50031* 
S3030S006S» 

FDEA                     SAI013B1-4HLJ 
FOIA                     SAIO13BI-413LJ 
FOIA                     EAI01330-399LJ 
FQlfi 
FOIA 

SECY-aa-037A 
SECY-aa-340 
SECY-aa-014 
SECV-33-44S 
SEC  V-  93-434 

B3041  40230* 
B30?a00364* 
9403010431 
a4030f0017* 
8403020094* 

FOIA 
FOIA 

3O-2O6         8 
FOIA 
FOIA 

SECY-B4-067 
SECY-  a  4-067  A 

SECv-81-093 

SMfl   13701    OSR003   VIO 
SHA   2O601    01-R1-0 

3402520030 
3403060436 
8403DBOD4  1 
S40314002&* 

e^osaooiSH* 

BECY 
BEC.Y 

SECY 
30-329         A 
30-433         A 

SS-132 
BWECO    7703 
TER-CS30S-4SS 
UCID-19130 
UM  TRA-DDE/  AU-009'7-F 

H  40306  0366" 
B  4031  A  0096* 
B1031B0043* 

B-iososoosa* 

8403060331* 

3O-302         P 
30-412         A    EMTR-801 
SO-337         P    TAG    t93Al 
30-2B6         P 
HASTE   MOT 

UTEC    ME   04-0209 
V-PAK-481 
WC  AP-  10433 
WCAP-  10474 
HCAP-lO4aa    (NP) 

8403200293* 
840309OOU* 
S40306O32&* 
8403090259* 
8403190404+ 

50-72            F 
50-S23         E 
50-213         P 
30-3-4B         P 
30-413         A 

WCAP-B387  ROESE-47AD 
WCAP-B3B7   ROKE-IOB    D 
HCAP-B597   R4ESE-I3D 
XN-NP-B2-3a    (HP)   R03 
XN-NF-B2-90    (NP>    SOI 

B403  130373" 
B403I303B9* 
B403I3O398M 
B4030B0223* 
B4031  30104* 

30-133         A   EQBP-ESE-47A 
50-432         A   EQDP-HE-lon 
SO-4B3         A   EODP-EBE-13 
50-3  16         P 
50-314         P     XN-WF-B2--70CNP) 

XN-NF-B3-S5 
XN-NF-B3-8S   fiOl    B01 
XN-NF-B3-BS   SOI 
XN-NF-B4-14 
XN-NF-84-1B 

B-403080220* 
Q403200101* 
84030BOS1O* 
8103230  102» 
340323O10&* 

50-3  14         P 
30-316         P 
9O-3  1  4         P 
50-H39         P 
50-B55         P 

KN-NF-aH-21     (NP> 
XN-NF-B4-2* 
VAEC-139B 

eio3oaoaifi* 

8403230111* 
H4030B0009* 

50-3  1  4         P 
50-235         P 
50-29            P 

CROSS  REFERENCE  OF 
ENCLOSURES  TO  PRINCIPAL 


Items  listed  as  enclosures  are  those  indicated  by  an  asterisk 
following  the  accession  number  In  the  indexes.  The  second 
column  gives  the  accession  number  of  the  principal  docu- 
ment under  which  the  enclosure  is  listed.  Knowing  the 
accession  number  of  the  principal  document  the  date 
fssuad,  and  the  category  enables  locating  the  title  listing  of 
the  enclosure. 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A, 

Subject  categories  for  nondockated  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  tn  Appendix  B  and  listed  In  the  Contents. 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 
IS8UED 

SUBJECT 
CATGOOHV 

790*030133 

8403000186 

84/03/01 

FDIA 

7901030133 

8403080136 

B4/O3/01 

FDIA 

7906I4034S 

8403010183 

B3/13/SO 

SO-31S 

P 

790il4054B 

B4O3010133 

B3/1H/HO 

30-31  a 

P 

79CM90142 

B403Q  30268 

B4/02/17 

30-460 

F 

7906230470 

84030B02Q7 

84/01/23 

FD1A 

7903010103 

84O3O3028B 

B4/02/17 

30-309 

A 

7909010532 

B4O3O30H8B 

B4/OZ/17 

30-397 

A 

7710260122 

B4030101S3 

83/12/30 

30-312 

P 

7711130317 

B403oioia3 

B3/12/SO 

30-312 

P 

771  1  IBOait 

B4030101B3 

B3/  12/20 

30-312 

P 

791  1  1  B03-7O 

B4030101S3 

B3/  IS/20 

30-312 

P 

77111B0403 

840301  01  R3 

83/12/SO 

FOIA 

7711120413 

B4030  10153 

63/12/20 

50-312 

P 

7  ?  J  2030323 

B403O300SO 

B3/12/07 

50-236 

D 

80011  403  Ifc 

8403080179 

B4/08/13 

30-460 

A 

6001290311 

B40301  01  S3 

83/12/20 

30-312 

P 

8003240.1  39 

840301  00  SO 

B4/01/17 

30-308 

A 

6Q032402O2 

B4030B0179 

B4/02/13 

50-308 

A 

B003Z40SO7 

B4O30B0179 

B4/OZ/13 

30-SOB 

A 

BQ0324O207 

84030302Q8 

S4/OH/17 

BO-BOB 

A 

BQ03Z4OS  t  7 

84030  BO1  79 

S4/O2/13 

30-BOB 

A 

BO0324OB32 

8403080179 

B4/02/13 

30-508 

A 

BOQ3Z5O477 

8403080179 

84/02/13 

80-397 

D 

BO0327O142 

84O30B0179 

B4/02/13 

30-397 

D 

BQ0401O75S 

8403010000 

84/01/17 

30-SOB 

A 

BOQ4OtO7S7 

84Q3O100SO 

B4/01/17 

30-30B 

A 

BOO  9410203 

B4030B0016 

84/01/11 

FDIA 

BOO  ftl  30773 

B4Q3OB0179 

B4/02/13 

30-387 

E 

0005130*77 

B4O30B0179 

B4/02/13 

FOIA 

BQ0513QAB3 

B4O30B0179 

B4/02/13 

FOIA 

BOO  9290999 

840308001  i 

B4/01/11 

FQIA 

8003280978 

84030B0016 

84/01/11 

FDIA 

0007090737 

8403080179 

84/02/13 

30-344 

P 

B00?l  102O3 

B403080179 

64/02/13 

30-397 

LJ 

BOQ7230342 

B4030101M 

B3/1S/20 

30-313 

P 

BOC729034B 

B4030101IJ3 

83/ia/ao 

30-312 

P 

BQ10070SiQ 

B4030B0179 

B4/02/13 

30-460 

A 

BO  1  0230903 

B4O3O80O16 

84/01/11 

FDIA 

BO1107032B 

84030  1011  7 

B4/01/28 

30-317 

P 

BQ1112O1D1 

8403030280 

B4/OE/17 

FOIA 

BO  121  605  51 

B4O3OB0179 

84/02/13 

90-397 

U 

B10104O7A7 

84O3OBO179 

B4/O2/13 

30-397 

A 

B10113O3&3 

8403080179 

B4/OE/13 

30-808 

U 

B1Q129D7OB 

B4O3OB0016 

B4/01/11 

FdlA 

B1G130OO2O 

8403080136 

84/03/01 

FQIA 

B1Q13Q0029 

B403OB0126 

B4/03/01 

FOIA 

S1QS2OO029 

B403080179 

B4/OZ/13 

30-46& 

A 

S10ZZ4M3H 

B403OBM1A 

B4/01/11 

FOIA 

B  102240064 

B4030B0014 

B4/O1/11 

FOIA 

ENCLOSURE 

PFtlNCIPAU 
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DATE 
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CATEOORY 

Q1D3D40Q4S 

3403090020 

B3/  IB/07 

30-2B6 

P 

8103040033 

8403090179 

84/02/13 

BO  -397 

E 

Q1O303071E3 

3403-O300BO 

B3/12/O7 

FOIA 

H1O33S0553 

8403010117 

B4/O1/E9 

FOIA 

B  10323  0630 

B403010117 

B4/01/S9 

FOIA 

Q10431O12Q 

8402230207 

83/lB/OZ 

90-400 

0 

Q  1  042BO3S9 

S4D30Eiai77 

B4/02/13 

30-460 

A 

B104H30Bal 

B«(03050O2O 

63/tH/07 

50-2B6 

P 

Q  10430  0020 

B4030B0179 

84/02/13 

30-397 

A 

Q10SOJO534 

B4030S01791 

B4/02/13 

30-460 

A 

aiOS14010i. 

B4030B0177 

84/02/13 

90-460 

A 

aiO51B0436 

B4030BOI79 

B4/02/13 

30-460 

A 

9105210109 

B4030S0177 

84/02/13 

90-46O 

A 

B10&17013Q 

B4O30B0177 

84/02/13 

FOIA 

eiohssoott, 

340309017'? 

B4/OE/13 

30-9OB 

0 

0107130581 

8403000179 

B4/OB/13 

30-90B 

Q 

B1071401HS 

840308017? 

84/02/13 

30-MB 

0 

G107140195 

B403OB0179 

B4/02/13 

BO-BOB 

Q 

Q  1071  6031  3 

8403010117 

84/01/2S 

FOIA 

J31O71AOHIS 

B40  30101  17 

84/01/33 

FDIA 

0107E00101 

B4O32000BO 

B4/01/17 

FQIA 

a  I  07270271 

B4O30B0179 

B4/02/13 

30-9OB 

A 

B1O7BBO171 

04O30B0179 

S4/02/13 

30-160 

A 

810B11003Q 

S4030B0179 

E4/02/13 

50-460 

A 

6103270490 

B4030B039O 

B4/OK/13 

50-328 

D 

Q1091BOO3A 

8403010117 

S4/O1/23 

FQIA 

S1100QO61S 

S4030B0179 

B4/OK/13 

3^-460 

A 

B1101700S6 

S4030B0179 

B4/02/13 

SO-50B 

F 

Bl  10190031 

B4030S02BB 

B4/O2/17 

30-397 

A 

61  1OSIO316 

B4030BOBBB 

B4/OS/17 

30-460 

A 

6  1  1  1O2O576 

B4030SOEBB 

B4/OH/17 

50-30B 

A 

6U1O  60697 

04  03090  177 

H4XOa/13 

30-460 

A 

(3111120935 

84030B0179 

B4/02/13 

9O-4AO 

E 

01111  30007 

B4030B0179 

B4/O2/13 

30-460 

A 

9111SOO311? 

8403QBOI79 

84/02/13 

90-397 

A 

Gl  12020S04 

B4030HW30 

B1/01/17 

30-412 

A 

311EB10135 

8403010090 

B4X01/17 

50-BOB 

A 

6112300301 

B4030B0177 

B4VOa/13 

50-4^0 

A 

9201190297 

8403080179 

84/03/13 

3O-397 

F 

9201E3017O 

B40303002O 

B3/13/Q7 

FOJA 

9201300236 

B  403030293 

84/02/17 

30-397 

A 

B20212029& 

B40301O1  17 

B4/01/33 

FdlA 

aaO210O4S6 

B4030BO179 

84/02/13 

30-460 

F 

a20ES  30056 

B4Q3020O14 

83/12/1& 

FDIA 

820226O171 

B4030B01  79 

84/02/13 

30-460 

C 

9203020139 

B403QB0179 

84/02/13 

30-440 

F 

92030  50Oi& 

B403090006 

84/03/22 

FOIA, 

9203  1  004  1  9 

B4030BO1  79 

84/02/13 

90-460 

& 

8203100570 

B40308O1  79 

B4/02/13 

30-397 

C 

Ba031EO197 

B403010117 

B4/01/25 

FQIA 

581 


582 
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B2031500H9 

B403080179 

64/02/13 

30-460 

C 

eao3iBooo4 

8  4030901  79 

84/02/13 

3O-460 

c 

B2031B011B 

8403090179 

34/02/13 

50-SOB 

A 

8304090099 

84030B0179 

34/02/13 

30-46O 

C 

8204160230 

B4D307000& 

B4/02/23 

FOIA 

B204290697 

84030B0179 

84/O3/  13 

30-30B 

A 

B203Q700S8 

B4030B0179 

84/OZ/13 

30-440 

F 

B2091  30076 

3403050064 

S4/O3/O7 

90-4QO 

E 

B2  03270420 

3403090064 

B4/02/07 

30-40O 

E 

82D63000B2 

B4O30B0179 

84/O2/13 

3D-  308 

A 

B2071  40072 

84030SOO64 

84/02/07 

30-400 

E 

B3  03090297 

3403090030 

33/1  2/O7 

50-236 

a 

8203  130240 

34030B0177 

84/02/13 

30-3?7 

F 

820B12034B 

94030BO  1  79 

84/02/13 

30-397 

F 

BSOB240003 

B4  03030  22  3 

39/02/07 

FDIA 

BHO  7030  161 

B403140199 

B4/03Y8B 

30-SBO 

4 

B2075003&4 

B40304O469 

B4/OZ/17 

FOIA 

BS072B0163 

fl  4  03000  179 

B4/OS/13 

30-460 

0. 

B2  1023001  2 

a  <?o  30200-  14 

B3/l?/li 

FDIA 

8210220014 

8403030014 

33/1H/16 

FQIA 

B2  10220094 

B4O3020014 

B3/15/1& 

FDIA 

B2  1  1  090000 

B4O305OO64 

B4/02/07 

3O-400 

E 

B21  10900  IB 

8403010O50 

S4/O1/I7 

30-596: 

0 

H21  1090035 

8403030064 

S4/O2/O7 

90-40-0 

E 

82J1U046I 

B4  03090044 

84/02/07 

30-400 

E 

821  11601  12 

B4O30SOD64 

84/02/07 

5O-400 

£ 

321  1  170249 

8403050064 

64/03/07 

50-400 

E 

9331190100 

B4O302OO  1  4 

S3/1E/16 

FOIA 

B21  11  90103 

640-3020014 

83/12/14 

FDIA 

B21  13000  17 

8403050064 

B-4/02/07 

30-400 

E 

9212070392 

B4030BO179 

H4/02/13 

50-460 

A 

B212QB0692 

B4Q3020O14 

S3-/12/16 

30-367 

P 

ET2120BO&93 

H4030200J4 

B3/1S/14 

30-267 

P 

€315100130 

8403020014 

83/12/16 

FOIA 

8212130032 

B403Q2Q014 

B3/12/16 

30-267 

P 

B712160059 

B403020014 

83/12/16 

SO-367 

P 

B?1B160163 

8403050064 

84/03/0-7 

3O-4OO 

E 

8312160320 

8*03030044 

84/02/07 

3O-40O 

E 

82  12300  4  O3 

84030SOO&4 

B  -5  /OB/0  7 

3O-40O 

E 

8301060211 

B4030SOO&4 

84/02/07 

HO-40O 

E 

83  01  060420 

8403010034 

B4/01/1B 

FDIA 

B301140173 

3403080375 

B4/O2/J7 

FOIA 

B3  01  1404  74 

8403090064 

84/03/O7 

30-4OO 

E 

8301140466 

3103020014 

83/12/16 

50-267 

P 

S3  01  1404  90 

3403020014 

B3/12/16 

30-267 

P 

B3O1  140494 

B4030B0014 

83/12/16 

30-367 

P 

B3O1  E60036 

B403030O64 

B4/03/07 

30-400 

E 

83O12H03BO 

3103010362 

B3/  12/2O 

30-382 

A 

830-3230003 

Q40301O030 

B4/01/I7 

30-313 

A 

S303QBQ370 

S40305DO20 

S3/1H/Q7 

30-3B6 

P 

8303100476 

B4030B0179 

94/02/13 

50-397 

A 

8303170017 

B30317DO14 

B3/03/02 

30-313 

3 

8304060532 

8403010O50 

84/01/17 

30-397 

0 

83O4  060577 

84030B0179 

34/02/13 

50-397 

A 

8304070113 

B4030BOJ79 

84/02/1  3 

3D  -39  7 

A 

B304260013 

B4  030200  14 

83/12/16 

50-S67 

P 

0305040013 

B4  030  10024 

34/01/18 

FOIA 

8303040153 

B303040149 

B3/04/19 

3O-S93 

B 

8305060342 

B  303060337 

B3/04/23 

50-324 

8 

830B090306 

8403010030 

S4YD1/17 

50-309 

0 

B309110034 

B4  0301  00  14 

84/01/03 

5O-2B9 

P 

B303  190497 

B3&3190492 

S3/04/20 

TOPREP 

8303230119 

B4030900BO 

83/12/07 

3O-286 

P 

3305230946 

84-03230339 

B4/O3/2B 

30-327 

B 

8305370056 

8303270031 

83/04/25 

30-33B 

8 

8306220210 

64030702  1  9 

84/01/33 

30-440 

A 

8307180403 

64030B0347 

B4/03/O2 

SO-344 

P 

B3O71S0414 

3403080347 

64/O3/02 

30-344 

P 

8307290906 

8403030020 

B3/J2/07 

30-266 

P 

B308040003 

8403050O2O 

83/1.3/07 

30-386 

P 

830B04057B 

83D7260036 

B3/07/15 

ACRS 

8308090070 

84030B0367 

B4/03/Sa 

FOIA 

8308100483 

S403010O30 

84/01/17 

30-397 

A 

B303  150440 

^403070101 

34/02/16 

FDIA 

6308170171 

3403010013 

B4/01/O3 

90-447 

A 

B3090A0390 

a4.030900&4 

S4/  03/07 

50-400 

E 

8309120396 

3403060071 

84/01/83 

FDIA 

S3091S04OO 

S403O10I17 

84/01/23 

FDIA 

8307130401 

9403010117 

84/01/25 

FOIA 

8307200478 

3403090064 

B4/O2/07 

30-400 

E 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOORV 

B30921G09S 

B4  030  3  006  4 

B4/03/07 

30-400 

E 

B30921O116 

8403030064 

B4/03/07 

30-4OO 

E 

03093  10*31 

84  O30  80367 

84/02/23 

30-322 

A 

B309220297 

940-3030020 

83/12/07 

PDIA 

B30922O303 

B403050064 

B4/OH/07 

90-400 

E 

B30936001B 

B403030Q64 

B4/02/07 

30-400 

E 

B30926O42I 

B40303QO64 

B4/02/O7 

3O-400 

E 

B30936O4B2 

B4030a0064 

B4/OK/07 

30-400 

E 

B30926O51O 

8309360313 

B3/09/OB 

30-31  1 

8 

B309290412 

B403O5Q064 

B4/02/07 

30-400 

E 

8309290474 

8403030064 

B4/02/07 

30-400 

E 

B3  10060077 

B31O06O076 

B3/  09/21 

HI8C 

B31006O317 

B40S31033B 

B4/02/10 

50-2B3 

0 

B31013O37Q 

B403050064 

B4/02/07 

90-400 

E 

8310170093 

B403030064 

S4/OB/07 

30-400 

E 

B31017O712 

B403050020 

B3/  12/07 

90-2B6 

P 

03  101  90067 

8403090064 

B4/OH/07 

30-400 

E 

B3  10300096- 

B4Q3030064 

B4/02/07 

30-400 

E 

B3  10300  IBB 

B31Q2B01B6 

B3/09/OB 

30-29B 

B 

8310310445 

8403030064 

84/03/07 

30-40O 

E 

B31031O47I 

B403D1D19B 

B3/1B/14 

30-329 

A 

B310310475 

B4Q301019B 

B3/12/14 

30-329 

A 

8311020353 

B3  11  02024  7 

B3/09/OB 

30-316 

3 

B3111O0049 

8403090064 

B4/OI3/07 

30-400 

E 

8311110263 

8403030064 

B4/02/07 

30-400 

E 

B31  1140004 

B403050064 

B4/OH/07 

90-400 

E 

B31114017O 

6307360036 

B3/07/1H 

ACRB 

B31  11  40218' 

B307260O36 

B3/07/19 

ACHS 

8311140230- 

B3Q726Q036 

B3/07/13 

ACfiS 

8311130431 

8403010117 

B4/01/29 

30-312 

P 

B311I6O3B3 

B4030S0044 

84/02/07 

30-400 

E 

B31116O367 

8403090064 

84  /OS/  07 

90-400 

E 

8311230347 

B40301O100 

B3/  12/22 

FOIA 

S3  11  29  0301 

8403090064 

B4/02/07 

90-400 

E 

B311S9O332 

8403050064 

B4/02/O7 

30-400 

E 

B31201G004 

B40301019B 

B3/1S/14 

90-329 

A 

B3iaOBOQ<b3 

B403O5QO64 

B4/02/O7 

90-400 

E 

B31205Q628 

8403010(98 

B3/12/14 

90-329 

A 

B31  2070  022 

8403010198 

B3/13/14 

90-329 

A 

831  2070  H9S 

B4Q301019B 

B3/12/14 

90-389 

A 

B3iaoaoi3i 

S40301019B 

B3/15/14 

30-329 

A 

8312D801BB 

8403050064 

84/02/07 

30-400 

E 

B31212O002 

8403090064 

B4/05/07 

30-400 

E 

B3121HO006 

8307260036 

B3/07/13 

ACRB 

B31212044S 

B403090064 

04/02/07 

90-400 

E 

B31314O347 

0402090030 

B4/03/02 

90-273 

E 

83  1  SI  40331 

0402090030 

B4/03/OS 

30-273 

E 

B312140439 

B4Q3030064 

B4/02/07 

90-400 

E 

B3  1  El  50232 

8403280163 

84/02/17 

FOIA 

B3  12130241 

B307260036 

63/17/13 

ACRS 

B31219D39B 

8307360036 

B3/07/13 

ACRB 

B3  12230236 

84030B0409 

84/03/02 

30-279 

P 

B312230E61 

84030B0347 

B4/03/OH 

30-336 

P 

8312330370 

8403030064 

B4/02/07 

90-400 

E 

B3122BQ099 

B402090030 

B4/  03/02 

90-273 

E 

B3122B0102 

B402090030 

84/03/02 

30-279 

E 

B3122B0107 

B402090030 

B4/03/05 

30-373 

E 

B40I04O010 

3402O90O30 

B4/03/02 

9O-279 

e 

B40112O1BO 

8401120171 

B3/07/16 

40-3493 

H40  11  20423 

3401120425 

B3/  IB/30 

90-443 

A 

B401  130433 

3401  120423 

83/1  B/  30 

30-443 

A 

B4QI12O437 

9401120423 

83/12/30 

30-443 

A 

8401130330 

B4Q1120S29 

83/11/30 

HASTE  MOT 

B401120397 

B401  120394 

83/13/30 

30-348 

P 

B40112O600 

8401  120394 

B3/  13/30 

30-348 

P 

B4O12306.60 

3401^30630 

B3/11/01 

90-329 

8 

B4Q1240211 

9401240207 

B4/01/1B 

90-352 

A 

8401240319 

B401240304 

B4/01/10 

70-87 

B40134Q340 

B401S40337 

B4/01/19 

70-1100 

B401350496 

B40S3700O4 

B4/oa/si 

90-267 

P 

B4Q1390468 

8402B90004 

84/02/21 

90-267 

P 

8401330196 

840S290004 

84/03/21 

30-267 

P 

840123-0310 

0-402290001 

84/02/21 

30-267 

P 

B40  1360  167 

B40  12601  61 

B4/01/1S 

30-264 

F 

8402010189 

B  40201  01  7B 

B4/01/H3 

OA999 

B4OEO  10508 

8402090017 

84/02/27 

90-273 

P 

B402030O93 

8403120309 

B4/OH/H7 

30-293 

F 

B40E030314 

8402O3033B 

84/01/27 

90-2O6 

F 

B402030395 

B403060929 

84/02/17 

MISC 

B40204O4B1 

B  4020604  19 

B4/01/30 

30-302 

P 
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ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGORY 

8+02070097 

8402070034 

84/01/31 

30-400         0 

B4020901B3 

8402090003 

B3/10/31 

30-332         A 

Q40S0901B6 

84020900D3 

83/10/31 

30-443         A 

Q4020903B4 

S402O903BO 

84/02/06 

90-390         F 

SI  02  13001  3 

B4Q3O7O1O3 

84/02/23 

MISC 

B40313Q393 

B402  130393 

B4/01/31 

SO-39B         U 

B403  130340 

B402  130393 

84/01/31 

30-338         U 

84  02  130390 

6402130373 

S4/01/31 

30-393         U 

B4  03  130392 

0402130393 

84/01/31 

90-338         U 

B40213O393 

6402130393 

84/01/31 

90-336         U 

8402130399 

8402  130393 

B4/01/31 

30-39B         U 

B40B1304O* 

B402  130400 

84/02/OB 

90-346         0 

8403140032 

8402140018 

B3/  12/20 

90-923         0 

B4  02  140026 

6402140018 

83/12/20 

90-928         Q 

B40214O02B 

8402  1400  10 

83/12/20 

90-928         Q 

B4  02  1  4003"! 

8402140018 

83/12/20 

90-928         Q 

B4  02140032 

84021  400IB 

83/12/20 

90-926         Q 

B403140036 

840214001B 

83/12/20 

90-928         Q 

B40314D037 

8402140O1B 

83/12/20 

90-328         Q 

B4  03  140038 

B40214001B 

83/12/20 

90-32S         Q 

B4  03  140043 

8402140O1B 

83/12/20 

90-928         Q 

H40314DO4B 

B4021400IB 

63/12/20 

30-32B         Q 

B403140092 

340214001  B 

83/12/20 

90-928         Q 

9403140193 

84021401B9 

84/01/10 

90-261         Q 

9403140327 

8402140323 

84/02/OB 

40-B102 

8403140936 

B402140327 

B4/01/17 

SO-331         P 

64  03  1  SOB  1  A 

6402130211 

B3/12/2B 

QA999 

8402190226 

B402190211 

B3/12/2B 

QA999 

840316002O 

B403O7O1O3 

84/02/23 

MISC 

6402170107 

B402170104 

B4/02/14 

90-303         P 

B402170166 

8402  170  ISA 

B4/02/14 

SO-2B9         P 

6402170174 

0402170196 

B4/02/14 

30-283         P 

6402210343 

B40221033B 

B4/  02/1O 

90-283         Q 

6402210349 

B40221033B 

64/02/10 

90-285         0 

6402210337 

B4022  10338 

84/02/1O 

90-283         fl 

B4  02220303 

B40222028B 

34/02/14 

90-239         U 

8402330324 

B4022302O7 

83/12/02 

90-400         A 

6402230237 

B402230207 

63/12/02 

30-400         fi 

6403230237 

8402230207 

83/12/02 

90-400         A 

6403230248 

6402230207 

83/12/02 

FOIA 

6403230244 

8402230207 

83/12/02 

90-400         A 

B4  0223034  3 

6402=30207 

83/12/02 

90-400         A 

B4O2230291 

840S230207 

63/12/02 

30-400        A 

B40224D3B7 

8403070103 

84/02/23 

MISC 

6403270314 

84Q2270B63 

84/01/30 

90-3B1         0 

84022BO729 

64031200B1 

84/03/06 

30-267         P 

0402290440 

8403  1901  90 

64/02/27 

30-908         D 

94O301OOO4 

S403O10003 

64/01/20 

CONTRACT 

9403010013 

8307260034 

83/07/13 

ACR8 

9403010020 

6403010014 

84/01/03 

90-289         P 

S4Q3QIOOEa 

B307260036 

B3/07/1S 

ACRB 

840341  10023 

6403O10014 

84/01/03 

90-2B9         P 

84  03O  10027 

B40301O019 

64/02/23 

CONTRACT 

8403010029 

6307260036 

83/07/13 

ACR9 

8403010030 

6403D10O14 

84/01/03 

90-289         P 

8403010032 

8403010014 

84/01/04 

90-334         B 

8403<JIQO33 

6307260036 

83/07/13 

ACRS 

S4  030  10036 

8403010014 

B4/01/03 

90-2B9         P 

9403010037 

0307260036 

B3/07/13 

ACRB 

0403010038 

8403010024 

04/01/16 

FOIA 

8403010041 

B4030  10026 

B4/01/04 

FQIA 

9403010042 

0307260036 

03/07/13 

ACRS 

£403010043 

B403010014 

B4/01/03 

50-239         P 

9403010044 

B40301O03S 

B4/02/21 

CONTRACT 

8403010049 

04030  10040 

04/02/22 

CONTRACT 

8403010046 

8403010024 

B4/01/1B 

FQIA 

8403010049 

0403010024 

04/01/16 

FOIA 

Q4O301O094 

84030  10024 

B4/01/1B 

FOIA 

B40301D097 

8307260036 

B3/O7/13 

ACRB 

84O3010038 

84030  10024 

04/01/16 

FOIA 

84:03010060 

8403010091 

B4/02/21 

CONTRACT 

84  0301  004  1 

340301001  6 

04/01/04 

30-334         S 

Q4O3Q10063 

B4030  10024 

B4/01/1B 

FQIA 

0403010065 

8307260036 

B3/07/13 

ACRS 

8403010047 

B4030  10024 

04/01/16 

FOIA 

8403010074 

8403010024 

B4/O1/1B 

FOIA 

84030  10076 

84030  10068 

04/01/03 

FOIA 

Q4O301007B 

B4030  10070 

B4/02/1O 

CONTRACT 

8403010067 

B4030  10083 

34/02/24 

30-434        a 

8403010093 

6403010089 

04/02/21 

30-234         P 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQDRV 

6  4030  10097 

B403010092 

64/02/O9 

FOIA 

64O3O1009B 

Q4O3010091 

B4/02/14 

CONTRACT 

84030101OS 

B4C-30IO094 

64/01/03 

FOIA 

B403Q10104 

B4O3010100 

63/12/22 

FOIrt 

B403O1OIOB 

B4O3010100 

B3/  12/32 

FOIA 

B4030101I4 

B4O3010113 

B4/  O2/10 

SO-30B 

T 

6  40301  01  34 

B4O3010110 

64/03/22 

3O-3S1 

P 

8403010127 

B-5O301OJ17 

64/01/23 

FOIA 

B403O1012B 

B4O3010J10 

64/OH/22 

3O-321 

P 

84030  IQ1S9 

64O3010117 

64/O1/23 

5O-34B 

P 

0403010131 

B4O3010J17 

64/01/25 

FQIA 

6403010132 

6403010J23 

84/01/11 

30-49S 

a 

B4O30  10137 

B4O3010J17 

64/01/23 

30-34B 

p 

B4O30  10138 

64O3010J17 

64/01/23 

FOIA 

B4O3O1O139 

S4O3010J23 

B4/01/11 

HO-49B 

T 

0403010141 

B403010117 

B4/01/35 

SC-34B 

P 

6403010143 

B4O3010136 

64/02/21 

SO-416 

P 

B4Q30  10146 

B4O3010117 

B4/01/23 

9O-34B 

P 

6403010147 

B4O3010136 

B4/  02/21 

3O-416 

P 

8403010130 

B4O3010123 

B3/13/20 

50-312 

P 

S403O10151 

B4O301O117 

B4/O1/25 

FDIA 

B403010132 

B4O3010117 

B4/01/25 

9O-34B 

P 

64030  IO133 

B4O3010149 

B4/D1/24 

71-311 

8403010153 

B403010134 

B4/02/16 

SO-267 

S 

B403010136 

B4O3010I17 

B4/01/23 

SO-34B 

P 

S4030  10159 

B403010117 

B4/01/25 

FOIA 

B4O30  10161 

B4O3010117 

64/01/23 

FOIA 

B4O30  10163 

B4O3010J17 

64/01/23 

SO-34B 

P 

B4O30  10164 

S4O3010117 

84/01/23 

FQIA 

Q4O3O  10166 

S4O3010J62 

64/O1/24 

7  1  -62Q6 

B4O3O  10167 

B4O3010134 

64/02/16 

50-267 

S 

84030  1017  1 

8403010140 

84/02/22 

BO-B50 

p 

B10301017S 

6403010117 

84/01/23 

5O-344 

p 

B10301Q177 

8403010160 

B  4/02/22 

5O-230 

p 

9403010178 

84O3010I17 

64/01/23 

FOIA 

B4030101QO 

B4O301D173 

B4/  02/23 

50-250 

F 

B4O30101B1 

B4O3010117 

B4/01/23 

FOIA 

B4O30101B4 

B4O3010117 

B4/01/25 

FOIA 

B4O30101Q9 

B4O3010117 

B4/01/23 

FDIA 

B4O30  10191 

B4O3010117 

B4/01/05 

FOIA 

B4030  10193 

B4O3D1D117 

B4  /-OS/25 

roiA 

B403010194 

B40301016& 

B4/02/K1 

SO-347 

P 

B4O30  10196 

B4O3010117 

B4/D1/23 

FOIA 

B4030  10199 

84O3010Jflf> 

64/02/21 

BO-247 

P 

B4O3O102OI 

84O3010J17 

64/01/23 

FOIA 

9403010204 

SflO3010J9a 

63/12/14 

50-329 

A 

9403O10H05 

S4O30101I7 

64/01/25 

FOIA 

3403O10206 

84O3010117 

64/01/23 

FOIA 

B403O10SI  1 

H4030I019B 

83/12/14 

3O-329 

A 

9403010311 

B4030I0117 

B4/-OJ/25 

FQIA 

B4D3O10SJ7 

B403Q1C19B 

B3/I2/14 

50-339 

A 

94  030  10222 

B40301O117 

B4/O1/23 

FOIA 

B403O10aS3 

B40301O19B 

B3/I2/14 

30-329 

A 

B403O  10227 

B40301019B 

B3/12/14 

30-329 

A 

B403O10S27 

6403010221 

B4/  02/27 

30-4&3 

0 

9403010331 

B4  03010  190 

B3/12/14 

50-339 

A 

B4  030  10233 

B403010117 

B4/01/2S 

•SO-312 

P 

B4030  10339 

6403010117 

64/01/23 

FQIA 

9403O10245 

B40301019B 

63/12/14 

30-329 

A 

84030  10232 

8403010117 

B4/01/H3 

FdlA 

B4O30  10253 

B4  0301  024  B 

E4/01/10 

•90-142 

Q 

B403O102S9 

B403010248 

84/01  /1O 

9O-142 

& 

9403010357 

6403010117 

94/01/29 

FOIA 

9403O10S60 

8403010343 

Q4/01/10 

90-142 

0 

8403010261 

8403010256 

84/02/24 

50-219 

3 

B403O  10B63 

840301024B 

94/O1/10 

90-142 

Q 

B4O3O1026& 

640301024B 

B4/OI/10 

50-142 

Q 

B403O1034B 

H4  03010262 

83/12/20 

&0-247 

P 

B4O3O10273 

B4  0301  01  96 

B3/12/U 

50-329 

A 

B4  0301  027  4 

64  030  10262 

03/12/20 

FOIA 

84030  10375 

6403010271 

B4/02/2B 

50-333 

0 

B403O102B2 

6403010198 

B3/1S/I4 

30-329 

A 

B403O102B3 

8403010379 

B3/12/16 

FDIA 

B403D102B4 

6403010117 

B4/01/25 

FDIA 

B403aiOEB3 

6403010178 

83/12/14 

30-329 

A 

B403O102B7 

6403010117 

B4/01/29 

FOIA 

B4D3O10S92 

6403010117 

B4/01/2S 

FDIA 

B403O  10302 

8403010297 

34/02/24 

3O-369 

P 

B403O  10303 

8403010294 

34/02/27 

90-333 

E 

B403O10313 

6403010306 

84/0  2  /EH 

50-299 

P 

584 
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8403010314 
B4O3010315 
8403OIO322 
8403010333 
8403010327 

Q4030  10307 
8403010310 
S40301031D 
6403010319 
3403010324 

B4/02/1& 
B4/02/JA 
B4/02/1A 
B4/02/K4 
B4/02/27 

30-332         0 
30-277         H 
30-277         Q 
30-424         K 

90-293         P 

8403010334 
840301034B 
8403010363 
S403O103£i& 
8403010372 

8403010339 
3403010336 
B4030  10360 
B4030  10360 
B403O1O36B 

94/03/24 
B4/02/S8 
04  /OB/  1  A 
B4/02/1A 
B4/  03/38 

REVIEW   ORP 
50-434         Q 
70-1100 
70-1100 

30-233         P 

8403010373 
B4  030  10377 
H4  030  10378 
B4  030  10392 
8403010390 

•B4O3D  1036H 
B403O  10371 
B403010374 
B403O  10331 
B4D3010391 

84/02/38 
84/02/22 
84/02/22 
84/03/16 
B4/02/16 

50-233         P 
30-312         P 
50-312         P 

50-322         0 
50-323         Q 

8403010404 
84030104  1.2 
B4D3D10414 
0403010433 
9403010423 

B4030  10399 
8403010410 
B4D30104EO 
B4030104I7 
B4D3010417 

84/02/16 
33/13/15 

33/13/13 
04/02/S7 
B4/02/27 

30-213         Q 
FDIA 

TOIA 

50-364         S 
30-364         S 

B403010430 
B4O3010437 
8403010446 
B403OI0436 
B4O30104&H 

8403010437 
8403010435 
840301  Q3O7 
B4030J0434 
0403010^61 

B4/OB/02 
B4/  02/24 
B4/OH/37 
84/03/16 
B4/02/IO 

50-423         a 
CONTRACT 
30-322         3 
XPOKTLIC 
CONTRACT 

840  301  04  &7 
84030  104  6  B 
8403010473 
B4030104S3 
84G3D105OO 

8403010466 
8403010463 
B40301047O 
B4O3010472 
8403010477 

B4/02/1S 
B4/OB/1O 
B4/02/1O 
84/02/16 
84/02/15 

XPORTLIC 
XPDRTLIC 
XPORTLIC 
40-6920 
COMMISSION 

B403010513 
8403010317 
B403010532 
8403010534 
0403010516 

B4  030  10907 
B403010512 
B403O10935 
B4  0301  032  B 
B4O3010522 

B4/02/1& 
B4/02/1O 
B4/02/1S 
B4/02/24 
B4/02/OB 

40-8037 
XPORTLIC 
30-373         H 
CONTRACT 
XPORTLIC 

8403010350 
84O3020O16 
B4O30300IB 
8403020021 
8i303O  20023 

8403010522 
84030200  1  1 
8403O20011. 
8403020014 
8403020011 

B4/  02/08 
84/02/09 
B4/02/09 
B3/12/16 
B4/02/09 

XPORTLIC 
FOIA 
FDIA 
FOIA 
FOIA 

B4030  20024 
89030  SOOS  S 
B>3030  20027 
8403020028 
8403030029 

8403020019 
84030200  1  4 
8403020011 
8403020014 
8403020014 

04/02/09 
B3/12/1A 
B4/02/09 
B3/12/16 
B3/12/16 

XPORTLIC 
FOIA 
FOIA 
FOIA 
30-367         P 

B403Q30032 
84030  20034 
B103030035 
8403020038 
940302004  1 

8403020014 
8403020011 
8403030014 
84030S0011 
8403020014 

B3/  13/16 
84/02/09 
83/13/16 
B4/03/O7 
83/12/16 

50-267         P 

FOIrt 
FDIA 
PO1A 
50-367         P 

B403020043 
3103020049 
84O3O20044 
B4O30  20048 
B4030  20049 

8403030037 
84030200  1  4 
8403020014 
8403020014 
8403030014 

B4/02/17 
63/12/16 
B3/12/16 
B3/12/16 
B3/13/1& 

30-10            P 
30-SA7         P 
30-267         P 
30-267         P 
FDIA 

3103020031 
B4030  20032 
34030  30037 
B4030  20058 
310303003-7 

B403D20014 
8403020014 
B403Q20011 
8403020094 
B403020093 

B3/12/16 
B3/1S/16 
B4/02/O9 
B4/OB/34 
B4/02/14 

50-537         A 

FDIA 
FOIA 

90-280         P 
30-280         R 

3403020060 
840303006  1 
B4030  30063 
B403020066 
8403020067 

B403020011 
B4030200S4 
3403020093 
B403O20033 
B4O30BOO  1  1 

84/02/09 
B4/03/24 
B4/OB/  1  4 
84/03/14 
84/02/09 

FOIA 
&0-2BO         P 
BO-3BO         R 
8  0-280         R 
FOIfl 

34O3020O7O 
810302007  J 
3103O20O73 
B403O20O74 
31O3020076 

B4030200  1  1 
84030200B3 
8403020069 
8403O3001  1 
8403020033 

B4/02/09 
84/02/14 
B4/02/2'7 
B4/02/0.? 
B4/08/I4 

FOIA 

90-380         R 
CONTRACT 
FOIA 
SO-3BO         R 

B4030H0077 
B4030200BO 
B4030EOOB2 
8403020085 
3403020087 

B403  02006? 
640302001  1 
B403O2001  1 
8403020033 
B403t>aOOJ  1 

84/03/27 
B4/03/07 
84/02/09 
84/02/14 
84/OB/O9 

CONTRACT 
FOIA 

FOIA 
50-280        R 
FDIA 

S4030SOO90 
&403020091 
S4030BOO94 
3403020095 
B403020O9B 

Q403020053 
84030200  J  1 
B4O30200£0 
B40302001  I 
B4O3020072 

B4/  03/14 
64  /OB/  09 
B4/02/19 
64/03/09 
B4/02/E9 

30-2BO         R 
FOIA 
FOIA 
FOIA 
30-361          P 

ENCLOSURE 

PRINCIPAL 
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DATE 
ISSUED 
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CATEOOR' 

( 

a4O302O101 

8403030011 

84/03/09 

FOIA 

84030SO103 

B40302O099 

B4/02/27 

30-332 

Q 

0403020107 

840303001  1 

84/03/07 

FOIA 

8403020110 

B403020011 

B4/03/09 

FOIA 

B4  03020111 

8403020108 

B4/02/27 

30-331 

P 

B40302O113 

8403020011 

B4/OB/09 

FOIA 

B40302O114 

8403020011 

B4/  02/09 

FDIA 

B40302O115 

B40302Q112 

Bfl/02/14 

XPORTLIC 

B40303O11A 

8403020011 

B4/02/09 

FOIA 

B403O2O117 

B402B30176 

S4/Oa/16 

90-133 

F 

B4  030201  19 

840302OOU 

84/02/09 

FOIA 

B40303O120 

9403030011 

B4/02/09 

FOIA 

840303O1B4 

8403020011 

84/02/09 

FOIA 

840302Q127 

840302O011 

84/02/09 

FOIA 

84O3020  1  33 

8403020011 

04/02/09 

FOIA 

0403030133 

B403020O1  1 

B4/  02/09 

FOIA 

B403020136 

8403020-129 

B4/02/2B 

30-352 

T 

B4Q302O137 

B40303001  1 

B4/02/09 

FOIA 

8403020142 

S40303001  1 

84/02/07 

FOIA 

8403020144 

6403020011 

B4/02/09 

FOIA 

B4O30S0146 

B4030B0140 

B4/02/2B 

30-295 

& 

84O302O147 

Ht  030200  11 

84/02/09 

FOIA 

84O3Q20130 

B403Q3Q011 

S4/OB/09 

FOIA 

B4O3QBOI52 

B40302014B 

B4/  02/21 

SO-445 

A 

8403020133 

B40302OQ11 

84/02/09 

FOIA 

B40303O166 

B403020Q1  1 

B4/02/09 

FOIA 

8403020170 

B4Q30300I  1 

H4/02/09 

FOIA 

B40302O172 

840302QO11 

B4/O2/09 

FOIA 

8403020173 

8403020171 

B4/02/21 

SO-2S6 

F 

840302O176 

8403020Q11 

B4/02/09 

FOIA 

B4Q30H0177 

8403030011 

B4/02/09 

FOIA 

B4Q3020179 

S403020011 

84/02/09 

FOIA 

8403020180 

B403030011 

84/02/09 

FOIA 

8403020103 

B403Q200I1 

84/02/09 

FOIA 

84030HO1B6 

9403030011 

84/03/09 

FOIA 

B4O3020187 

3403020011 

B4/02/09 

FOIA 

B4030201BG 

9403030122 

B4/03/B7 

30-400 

a 

B4O302O191 

B403020011 

B4/02/O7 

FOIA 

B40302O19S 

8403080182 

84/02/27 

30-400 

0 

B40302O193 

8403020011 

B4/OB/07 

FOIA 

B4O3Q2O194 

840302001  1 

B4/  02/09 

FDIA 

S403Q2Q199 

B403020O1  1 

B4/OB/09 

FDIA 

3103020200 

S403020O11 

B4/02/0? 

FOIA 

S403Q2O201 

8403030011 

84/02/09 

FOIA 

8403030308 

840302DO1  1 

84/03/09 

FDIA 

B4O302Q210 

B403C20O11 

B4/02/09 

FDIA 

B4O3020312 

B403030O1  1 

B4/02/09 

FOrA 

B4Q3Q202I9 

B403030O1  1 

84/02/09 

FOIA 

B4O3020319 

B40302001  1 

84/02/09 

FDIA 

8403020220 

B403020214 

B4/02/17 

30-3BB 

a 

040303023! 

8403020207 

84/02/21 

30-373 

F 

8403020224 

B403020O11 

B4/02/09 

FDIA 

B403QH0227 

B4030B0011 

B4/OB/09 

FOIA 

B4030a023S 

8403020011 

84/02/09 

FOIA 

B4  03  02023  7 

B4030200I1 

84/02/09 

FOIA 

8403020340 

8403020011 

84/02/09 

FOIA 

B4O302024  1 

B403O20K04 

BVOt/29 

30-230 

a 

B4O30S0343 

B40302001  1 

84/03/07 

FOIA 

8403020246 

840303001  1 

B4/02/09 

FOIA 

B4  03030231 

B403020O11 

B4/02/09 

FOIA 

8403020295 

6403020011 

B4/02/09 

FOIA 

8*03020237 

B4D3020011 

B4/02/09 

FOIA 

9403020364 

B4030B0011 

84/02/09 

FDIA 

8403029266 

B4D3020257 

B4/02/29 

90-392 

A 

B4O3020267 

B-40302001I 

B4/02/09 

FDIA 

B403QSQ27Q 

8403020257 

B4/OB/2? 

30-332 

c 

B4O30SQE72 

B403020S&& 

B4/02/09 

BO-293 

a 

B4030B0273 

8403020297 

84/02/29 

90-392 

K 

B4030B02B8 

8403020289 

B4/02/29 

SQ-230 

a 

B4030B0290 

B403020SS7 

84/02/21 

30-328 

E 

840302  0301 

B4Q3O20BBS 

84/02/17 

30-443 

a 

S4Q3020305 

B403020B9B 

84/02/16 

90-34 

a 

B403QBO30B 

B403O202B2 

84/02/17 

30-443 

a 

B4O302O309 

8403030306 

84/02/17 

30-377 

a 

8403020321 

8403020317 

84/02/29 

30-3A9 

E 

8403020323 

3403020310 

04/02/24 

90-330 

P 

8403020326 

8403020322 

B4/02/27 

90-271 

S 

B4O302O32B 

B403020322 

S4/02/H7 

90-271 

s 

B4O302O335 

9103020333 

84/02/29 

90-3S2 

A 

6403020337 

8403020332 

H4/02/16 

HASTE  MOT 
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B403Q20342 
H4030B0343 
Bl  0302034  6 
B4O3Q30347 
3403020357 

3403020341 
B403020343 
5403020343 
8403020343 
8403020393 

04/02/17 
84/02/39 
04/02/29 
84/02/29 
04/02/21 

30-247         Q 
30-317         Q 
50-317         Q 
30-317         Q 
30-206         fl 

B*  03020399 
Bf  03020408 
0*03020410 

a*oao204ia 

3403020423 

0403020315 
8403020403 
5403020406 
8403020409 
8403020420 

04/02/17 
04/02/19 
04/02/21 
S4/02/13 

B4/  02/22 

50-273         Q 
FOJA 
30-416         8 
FOIA 
71-7108 

8403020441 
B4  03020433 
840303000& 
B403Q90QOB 
B4O309001O 

6403020439 
8403030*91 
8403090009 
B403090007 
B403090007 

04/02/23 
B4/02/IO 

04/02/23 
B4/02/2Q 
B4/  02/20 

30-440         A 
XPORTUC 
30-199        P 
90-312         P 
90-312         P 

3403030013 
S403030013- 
840309001B 
S403O90019 
6403030023 

8403030012 
6403030014 
84030  900  lib 
6403030016 

B403090020 

04/03/01 
B4/02/S4 

B4/  03/01 
B4/03/O1 
03/12/07 

30-264         F 
30-247        fl 
30-4B3        K 
30-403        F 
30-286         P 

6403030024 
B*  03030035 
B4fl3O30027 

B+Q3O500ES 
8403050027 

B403030020 
8403OB0020 
8403090030 
B403090020 
B40303002O 

B3/  12/07 

63/12/07 
S3/12/O7 
03/13/O7 

03/12/07 

30-206         P 
30-286        P 
30-2B6         P 
90-293        0 
30-286         P 

64  O30  30031 
6403030032 

B4  0-30  9  0034 
B4  030  50033 
8403030037 

B4Q30900KO 
B403020331 

B403090020 
B403030020 
84Q303QO3Q 

B3/1B/O7 

04/02/16 
03/12/07 
03/12/07 
B3/1E/07 

FDIA 
70-607 

30-286         0 
30-286         P 
30-2B6         P 

B4030SQO3B 
B403Q3004S 
B403090046 
EMD30MOi9 
E  4  030  90074 

B4030B0020 
B4030S0020 
8403030043 
8403030067 
0403090073 

03/12/07 
BP/12/07 
B4/  02/24 
84/02/29 
B4/OH/S9 

50-2afa         P 
FOIA 
30-10           0 
9O-346         Q 
30-234         Q 

S4Q3050081 
Q4O303(W9B 
6403030100 
S4Q3090103 
B4O309011O 

B40303Q07B 
B40303009I 
B4Q303009B 
8403050098 
84030901  07 

G4/03/01 

B4/02/K4 
B4/  02/37 
B4/02/27 
B4/03/O1 

30-498         A 
90-293         Q 
30-318         P 
SO-31B         P 
30-346         F 

B  403030113 
8403030114 
0403030119 
B403050J22 
9403090131 

9403050111 
9403030107 
B403030107 
8403090116 

34030901  SB 

G4/02/29 
B4/03/01 
B4/03/01 
B4/03/01 
04/03/01 

30-23B         R 
90-346         F 
90-346         F 
30-387        P 
90-440         F 

6403030133 
8403030134 
0403030143 
6403030144 
B4030501  90 

B403030127 
B403090129 
B403090140 
84030901  36 
B403030136 

B4/  02/29 
64/02/14 
84/03/01 
B4/O3/24 
S4/02/24 

30-206         F 
90-438       Q 

50-206         8 
40-673 
40-672 

B4Q3090194 
84  03030  1*3 
B4O3030171 
B4  03030172 
H4C-3030I74 

B40309013A 
B403090161 
84030901  bB 
84030301  4S 
B4O30S016B 

B4/Q2/24 
04/O2/29 
04/02/27 
B4/01/31 
84/02/27 

40-673 
30-332        E 
30-373        0 
30-206        F 
90-373        a 

B403Q90178 
B4030901BO 
B4030301B2 
B403090186 

3403990204 

B  403090  177 
B403090177 
B4Q3090179 
840309017? 
8403030200 

84/03/01 
04/02/14 
S4/02/14 
84/02/14 
B4/02/24 

SO-413         Q 
30-483         Q 
90-4B2         a 
90-402         0 
COMMISSION 

3103030232 
04  03080339 
0403030237 
8403090241 
84  Q309Q243 

B403090323 
B403090233 
B403090231 
B403090223 
B403090238 

B4/O2/O7 
84/03/07 
04/03/13 
B4/02/07 

04/02/21 

FDIA 
30-303        P 
CONTRACT 
90-271        8 
90-302        P 

G403090249 
6403430247 
6403090830 
6403090291 
6403090393 

B4030902S3 
B4030D023B 
B4030303S3 
S40303024B 
B40309024B 

B4/02/07 
84/02/21 
84/02/07 
B4/01/30 
04/01/30 

FDIA 
30-3B2        P 
90-312        P 
30-302        F 
30-382        F 

H4030  50336 
B4  03030346 
a40309027O 
040301)0374 
8403430277 

B4030303li3 
B403090223 
8403090823 
3403090223 
8403030223 

B4/02/07 
B4/02/07 
B4/  02/07 

04/02/07 
84/03/07 

90-238        Q 
FOIA 
FOIA 
FOIA 
FOIA 

84030  3031  B 
6403030319 
640303O3S2 
ei030S03E3 
64  D30  90327 

B403030319 
94030303  IS 
B403030319 
8403030315 
8403090380 

B4/02/OB 
B4/02/OB 
84/O2/QB 
B4/02/OB 
84/02/28 

WASTE  MOT 
WAfiTE  MOT 
WASTE  MOT 
WASTE  MOT 
XPDRTLIC 

ENCLOSURE 

PRINCIPAL 
DOCWMENT 

DATE 
ISSUED 

SUI3JECT 
CATEODRV 

8403030333 
B  1  030  50335 
8*03030340 
8*03030311 
8403030345 

B4O30S0330 
84O303033O 
84O3P5033B 
8103030337 
B403090337 

84/02/28 
B  4/02/27 
B4/03/S4 
B4/02/13 
34  /OK/  13 

XFORTLK 

MISC 
71-314 
30-269         P 
30-269         P 

B40305D364 
B403030366 
8403030371 
B403O  30373 
B4O3O  30376 

B40303035B 
B4030303SB 
B40303037O 
B40303036B 
8  tt)  30  3036  B 

34/O2/2B 
B4/03/2S 
84/OB/B9 
B4/02/B0 
B4/02/2S 

XPDRTLIC 
XPDRTLIC 
SO-4IO         rt 
XFORTLIC 
XPORTLIC 

B4  03060009 
B4030£0012 
B4O3060019 
B4O3QA0023 
H4  03060039 

B40  3060003 
8403060005 
8403060008 
8403060018 
8403060053 

B4/02/2B 

ai/03/ae 

B4/02/36 
84/01/31 
84/02/09 

90-261         P 
50-31,1         P 
90  -2O  A         fl 
COMMISSION 
SO-206         0 

B4  03060030 
Q4  03060037 
B40306001& 
B  -103060034 
8403060061 

8403060018 
B40306001Q 
84  030  600  IB 
8403060093 
0403060010 

84/01/31 

04/€t/31 
84/01/31 
84/02/10 
84/01/31 

COMMISSION 
COMMISSION 
COMMISSION 
30-324         P 
COMMISSION 

8403060065 
84030(b007t 
8403060074 
84030600BO 
B4030&0079 

910304001  B 
84030  6001  S 
84O306001B 
8403040077 
B4030A0071 

84/01/31 
04/01/31 

84/O1/3I 
84/03/24 
B4/01/23 

COMMISSION 
COMMISSION 
COMMISSION 
90-33  S-         P 
TOIA 

B4O306007& 
B40306007B 
B4O3060101 
B4O3060107 
84Q3CI&0116 

64D3D60092 
Q403G60092 
8403060092 
3403060109 
B4O3O60112 

81/03/01 
B1/03/01 
84/03/01 
84/03/01 
84/03/01 

01999 
QA999 
HA999 
B  0-322        0 
30-339         F 

B403060117 
B4030&0121 
B403Q60124 
B4O306Q13& 
a4030£t>127 

B403060113 
6403060113 
B403060110 
B4Q306011S 
8403060113 

84/02/07 
84/02/07 
84/02/39 
B4/03/29 

a-4/  02/07 

90-E94         H 
90-294         R 
40-2061 
30-244         P 
30-S54         R 

B4030MU30 
8403060142 
B4O3060143 
B4O306014& 
B4O306014? 

B4030&01B8 
84  030601  3B 
8403060131 
84  03060  13B 
B4O3O6013I 

84/02/29 
84/03/03 
B4/02/H9 
B4!/  02/03 
B4/03/3? 

5-0-395         P 
30-279         3 
BO  -27  9         0 
BO  -275         a 
30-275         Q 

0403060132 
a4Q3D£01S4 
B403060161 

B40306016? 
84030-60163 

B4O3060MB 
Q4O3060H8 
B  4  030601  37 
B4O3060IS1 
8403060147 

84/01/17 
B4/01/17 

B4/03/01 
B4/02/31 
B1/O2/S3 

FOIA 
FDIA 
OA999 
90-266         Q 
50-239         F 

Q4  030  60  172 
84  030  &0  173 
B4O3060176 
B403060177 
B4O30601B-1 

B4O306O169 
B4030&0170 
B4  030601  31 
8403060170 
6403040160 

84/02/03 
84/03/01 
B4/08/21 
84/03/01 
84/03/17 

30-113      a 
BO-341        0 
30-266        & 
30-3-Jl        a 
30-443        Q- 

04O30i01C9 
8403060192 
H4030A0197 
Q4030AOSOO 
8403060302 

84&3060147 
8403060189 
S403Q60J91 
8403060193 
8403060189 

84/02/29 
04/03/01 
84/03/01 
84/03/01 
84/03/01 

50-239         F 
50-133         0 
90-316         P 
50-319         P 
50-139         0 

B1030t0203 
B1O30  60B05 
O4O30*020d, 
04030^0310 
04030^0214 

64030^0190 
B40306Q19? 
B403060147 
Q40306020I 

a4O3otoao7 

04/Oa/E9 
B4/  02/27 
Q4/O3/3G 
94/03/01 
84/02/J7 

50-3)3         Q 
30-313         P 
90-239        F 
40-B930 
50-279         Q 

84030*0223 
64030*0336 
B4O30A022B 
8403060229 
84O3060236 

B4030b0207 
B403060212 
8403060317 
840306033S 
B4030£>0a22 

B4/  03/17 
84/03/01 
Bfl/02/16 
B4/OB/17 
B4/02/17 

50-323         Q 
50-332         T 
OA797 
50-339         P 
50-239         P 

B4  03060346 
B4  03060332 
B4D3O60S39 
B4  03060366 
84030^0267 

84.030603  13 
9403060212 
8103060294 
8403060294 
0403060243 

84/O3/01 
04/03/01 
84/O3/02 
847  03/02 

B4/O2/2B 

30-322         T 
30-323         T 
30-322         T 
30-322         T 
9O-454         Q 

34  03060270 
B4  03D6O274 
84O30&027B 
B4O30&0277 
84O30602BO 

B4030(.OaS4 
0403060341 
8403060394 
9403060273 
B403DA0275 

BA/03/02 
B4/03/01 
B4/  03/02 
B1/  02/33 
B4/  02/29 

50-332         T 
30-398        F 
30-323         T 
30-234        P 
30-440        0 

B403060BB9 
Q1O3O40395 
B4O30&03D1 
B4O30t0302 
84O30&0303 

B4030MK34 
B4030i.OHS4 
B4030&0231 
8403060300 
8402070012 

B4/O3/02 
84/0-3/03 
84/03/02 
84/02/20 
84/02/29 

30-3SS        T 
30-332        T 
90-322        T 
90-324        P 
90-27  S        0 

586 
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34O3O60304 
3403060307 
94030*03  JO 
310306031  A 
8403040335 

H4  03060296 
B40306O2S4 
B40306Q234 
8403060254 
B40306O3O5 

34/03/39 
B4/03/OH 
a4/03/OS 
B4/03/OB 
B4/03/01 

SO-334        p 
30-323        r 
30-322         T 
50-332         T 
50-313         0 

6403060318 

B4O3O60319 
B4  0306Q322 
64  03060326 
B4  03060338 

8403060334 
0403060334 
8103060234 
0403060325 
B403060327 

B4/  03/02 
B4/03/OS 
H4/03/02 

B4/02/17 
B4/03/OS 

50-332         T 
30-322         T 
50-332         T 
SO-H13         P 
SO-21?         P 

B40306033I 

6403060344 
8403060317 
B4O3060353 

B40  30603  S3 

B4O306O329 
3403060341 
840306O34B 
8403O6034B 

6403060348 

B4/  03/01 
84/02/07 
B4/O3/29 

B4/  03/03 
B4/-03/02 

70-734 
5O-344         0 
SO-4S4         E 
QA999 
OA979 

9flO30603i.O 
8403060361 

B4O3O6Q362 
3403060363 
B403Q60366 

84  03060337 
B403Q6034B 
0403060359 
S4  03060348 
8403060337 

B4/03/09 
B4/03/OS 
94/02/34 
34/03/09 
B4/03/S4 

30-337         A 

OA999 
30-302         P 
QA999 
3O-3O2         P 

B40306036B 
B4030  60369 
3403040372 
B403060373 
B40306O374 

84O30603&4 

6403060349 
0403060343 
3403060371 
0403060343 

B4/oa/a4 

B4/O3/Oa 
S4/O3/O2 

B4/oa/ai 

B4/03/02 

30-3O2         P 
OA997 
OA999 
30-443        0 
HA999 

B40306&37& 
B4030A0379 
3403060373 
B4  03040398 
0403040406 

B403O6Q34B 
3403060348 
840306039H 
9403060385 
B403060401 

B4/03/02 
B4/  OS/OS 
B4/03/OI 
B4/03/01 
34/OS/I7 

OA999 
OA999 
30-293         a 
30-387         0 

s  o-3i  »      a 

8403060407 
B40306041O 
B4  030604  141 
0403060415 
B40306Q4SO 

e4030603B9 
B40306Q4O3 
84030AO402 
B4  03060383 
8403060395 

B4/O3/O1 
G4/O3/OI 
B4/O2/39 
B4/03/01 
94/O3/O1 

SO  -33*}         O 
SO-30            R 
SO-3O2         0 
50-339         Q 

SO  -329         fl 

B4030MJ421 
3403060423 
3403D604S7 
8403060420 
54030*0440 

B40306O416 
8403O6O335 
8403060424 
B4030603B5 
840306O43& 

B4/O3/D1 
34/03/01 
B4/03/02 
94/O3/01 
84/OB/21 

70-1237 
SO-3S9         a 
30-341          P 
SO-3H9         a 
3O-321         P 

B403040443 
B40306Q444 
6403060445 
81  03060447 
B4  030604  37 

8403060369 
B4030603B3- 
0403060333 
B403O60447 
9403060454 

H4/03/01 
64/03/01 
B4/03/01 

84/oa/ai 

64  /02/  1  6 

90-329         « 
90-329         0 
50-339         Q 
50-344         P 
30-243         P 

B4  03060466 
8403040473 
B403O60477 
B403060502 
84030605  1O 

B4030  6O463 
34030604?! 
8403060494 

B403O60500 
6403060300 

64/02/23 
84/02/27 

B4/oa/s? 

04/02/27 
B4/  OS/SI 

30-338         F 
CONTRACT 
RE80D 
CONTRrtCT 
30-261          F 

B40306Q5EI 
8403060527 
B4030  60336 
9403060354 
8403060373 

B4O3060519 
8403060077 
8402O90039 
B40209O039 

84Q3O60369 

B4/02/24 
34/02/24 
34/03/12 
34/03/12 

94/os/ai 

WASTE    MOT 
30-333         P 
30-332         8 
30-323         9 
XPOftTLKC 

9403070O09 
8403070013 

B4O3O70O17 
B403070QI9 
B403070O3S 

B40  307000  3 
B403070007 
S403O70012 
64030700  15 
B403070020 

B4/OS/06 
e4/03/lO 
B4/05/13 

B4/08/2B 
B4/O2/29 

CONTRACT 
30-399        0 
30-413         0 
70-1201 
50-443         O 

8403070034 
9403070030 
B4O307Q039 
B4  03070037 
B4  03070046 

9403O7001B 
B403O70027 
B403O70029 
B403O70O33 

9403070039 

B4/02/1D 

B4/02/29 
B4/02/27 
B4  /02/29 
S4/02/27 

30-434         O 

40-2061 
CONTRACT 
50-413        0 
CONTRACT 

9103070033 
B403O70037 
B40307006Q 
9403070047 
B4O307Q072 

B4030700SS 
B403D7009S 
6403O7OO33 
B10307O093 
640307O067 

34/02/28 

94/03/28 
B4/O2/OB 
S4/02/OS 
B4/01/I1 

30-400        8 

SO  -400         Q 
30-2B9         U 
30-299         IT 
30-299         O 

B4O3O70073 
8403070076 
3403070077 

3403070093 
84030  700BB 

64  03070093 
840307OO53 
B403070073 
B403070O75 
640307OOH5 

34  /OS  /OB 
94/02/00 
34/02/29 
84/02/29 
B4/O2/07 

50-2B9         0 
30-339         U 
30-273         P 
30-275         P 
90-379         Q 

64.03070095 
64O3070O96 
B4030701OO 
B40307010S 
B40307O10S 

B403D70D94 
S40307O074 
8403070094 

9403070094 
B403070074 

B4/OB/23 
B4/02/S3 

64/08/23 
B4/02/S3 
B4/02/B3 

30-4OO        0 
50-40O         D 
3O-400         O 
30-4OO        fl 

SO-40O      a 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGORY 

B4  03070  106 

8403070101 

84/03/16 

FOIA 

6403070103 

8403070101 

B4/03/16 

FDIrt 

B403070113 

8403070107 

64/03/26 

70-324 

B403070123 

8403070130 

B4/O3/02 

30-461    fl 

8403070139 

B4O3O70123 

84/02/34 

30-393    Q 

8403070131 

8403070123 

84/02/34 

30-393    Q 

0403070133 

B403070125 

84  /  O2/24 

30-393    a 

B4  03070  136 

8403070123 

84/02/34 

30-393    0 

8403070139 

B4030701  35 

84/03/03 

50-230    Q 

S403070141 

8403070137 

84/02/24 

30-277    P 

B403070143 

B40307D135 

B4/03/03 

50-230    0 

B403070144 

8403070137 

84/02/34 

30-277    P 

S4  030701  45 

S403070140 

84/02/13 

30-335    Q 

B403070149 

8403070146 

84/02/08 

70-27 

8403070130 

8403070147 

34/03/03 

B0-32a    T 

8403070133 

8403070146 

84/02/03 

70-27 

B4O3070134 

B403070147 

B4/03/03 

30-322    T 

8403070139 

8403070131 

B4/02/27 

30-327    a 

8403070156 

8403070131 

84/02/37 

50-327    Q 

B4O3070I53 

B403070147 

84/03/03 

30-323    T 

9403070159 

B403070131 

84/02/37 

30-327   Q 

8403070160 

8403070147 

B4/O3/02 

30-3S2   T 

B403070161 

84030701  32 

B4/02/OB 

CONTRACT 

34O3070162 

B4030701  37 

B4/OS/2S 

30-324    P 

8403070163 

8403070131 

84  /OS/27 

30-337    Q 

8403070  165 

8403070147 

64/03/02 

30-322    T 

B403070167 

H403070192 

B4/02/OB 

CONTRACT 

S403070171 

8403070147 

84/03/03 

30-322    T 

8403070172 

8403070133 

34/02/08 

CONTRACT 

B4O3070173 

B4030701iB 

B4/02/28 

30-416    Q 

B40307017& 

8403070168 

B4/  02/23 

50-416    Q 

8403070173 

B403070147 

84/03/03 

30-322    T 

B4030701BO 

84030701  68 

84/O2/32 

30-416   « 

S4030701BI 

B403070177 

B4/02/39 

30-449   0 

B4030701Q2 

8403070177 

64/02/29 

50-443   0 

B403070183 

B40307O147 

Q4/03/OH 

50-333   T 

64030701  B4 

8403070177 

94/02/22 

30-400   a 

3403070  1B6 

B40307016B 

B4/  02/22 

50-416    0 

6403070189 

8403070  16B 

B4/02/22 

50-416    0 

B403070190 

8403070147 

B4/03/02 

30-332    T 

B403070193 

84030701  79 

84/02/22 

30-400    a 

B4  030701  93 

8403070147 

B4/03/02 

30-322    T 

B403070197 

8403070179 

84/02/22 

50-400    Q 

9403070198 

8403070147 

B4/03/02 

50-333    T 

B403070197 

B403070179 

34/03/22 

30-400    a 

0403070201 

B40307O147 

84/03/02 

90-322    T 

9403070202 

8403070183 

84/02/28 

30-413    A 

B403070204 

8403070147 

84/03/03 

30-323    T 

8403070306 

B40307016B 

B4/03/22 

50-416    ft 

9403070307 

8403070147 

B4/03/02 

50-332    T 

3403070308 

8403070163 

84/02/32 

30-416    Q 

3403070307 

84030701  68 

84/08/22 

30-416    0 

B403070310 

8403070203 

B4/02/34 

30-413    0 

3403070211 

8403070147 

84/03/02 

30-332    T 

S403O70314 

B40307O147 

34/03/03 

30-323    T 

B403O70316 

8403070168 

34/02/23 

30-416    0 

B403070217 

B403070147 

B4/03/02 

90-332    T 

B403O70317 

84030701  B3 

84/02/29 

30-413   A 

0403070220 

B403070147 

B4/  03/02 

30-332   T 

9403070221 

8403070219 

84/01/23 

90-440    A 

9403070232 

8403070147 

84/03/02 

30-332    T 

9403070234 

9403070218 

84/02/23 

SO-43B    Q 

8403070337 

8403070147 

84/03/02 

SO-3H2    T 

8403070231 

8403070147 

84/03/02 

SO-322    T 

8403070234 

B403070239 

B4/02/23 

CO  I  A 

8403D7023B 

8403070336 

B4/Q3/03 

30-333    Q 

8403070242 

8403070340 

84/02/17 

30-337    0 

8403070244 

9403070243 

84/02/23 

30-334    fl 

B403070246 

8403070239 

83/11/23 

SO-280    0 

B40307024B 

(3403070347 

84/02/09 

30-416    0 

S4030  70233 

8403070231 

B4/02/39 

30-321    P 

8403070233 

6403070250 

B4/02/10 

30-280    0 

B4  030702B7 

8403070233 

84/02/29 

30-266    P 

B4  030  70237 

8403070238 

S4/02/17 

70-1100 

84  03070261 

8403070360 

84/02/29 

50-272   R 

8403070267 

8403070364 

B4/02/27 

70-474 

B4O3070273 

8403070273 

84/03/01 

30-423    C 

B4030702B1 

B403070276 

84/02/23 

30-332   Q 

B403070BS7 

8403070283 

34/03/31 

30-289   a 

B4030702B3 

B4030702B4 

84/02/39 

30-273   P 
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6403070292 
0403070302 
S40307O306 
8403070308 
B403070310 

84O3070SB4 
B4O307OB99 
8403070301 
8403070303 

8403070307 

B4/02/H9 

04/02/16 
84/02/21 
84/02/3B 
94/02/0& 

30-279         P 

90-423         A 
30-387         0 
30-412         0 
30-324         0 

3103070316 
3403070318 
B4Q3O70319 

B403070322 
84  03070323 

B40307031S 
8403070319 
B40307O314 

B403070320 
84030703B1 

84/03/23 
84/03/27 

B4  /OH/22 
B4/02/22 
B4/02/33 

30-333         Q 
30-339         0 
90-332         Q 
30-277         0 
30-309         P 

B4D30703SB 
8403070331 
B403070334 
B40307033S 
£403070336 

8403070326 
B4030703H7 
B4030703B7 
B403070327 
B403070333 

84/02/23 
84/02/22 

64/02/22 
S4/02/2E 
84/02/28 

70-a? 

90-413         a 
30-413         0 
50-413         0 
30-423         Q 

8403070330 
0403070340 
8403070341 
640307O343 
0403070341 

9403070337 
8403070S29 
B40307O330 
B403070229 
8403070342 

B4/OB/3K 
34/02/23 
B4/OB/B0 
B4  /OH/23 
B4/02/2B 

90-413         Q 
30-329         B 
90-293         G 
90-329         Q 
30-334         Q 

B4  03070343 
S4O3O7D346 
iB403070349 
Q4O3070331 
S40.307O362 

8403070229 
B403070339 
B4O3070S27 
5403070237 
B403070360 

84/02/23 
84/02/10 
84/02/23 
04/02/23 
84/02/27 

50-329         3 
CONTRACT 
30-329         8 
30-329         Q 
30-3              F 

B403070366 
£403070369 
S40307Q373 
S403O703B! 
S40307O392 

B403070249 
8403070364 
8403070371 
6403070377 
8403070379 

B4/02/13 
83/06/02 
84/02/29 
84/02/27 
84/03/29 

30-334        R 
30-269        0 
CONTRACT 
XPORTUC 
90-34B         P 

B4030703B3 
B40307O384 
B4  03070389 

8403070390 
Q  4  03070391 

940307O3BO 
B403O7O379 
8403070397 
0403  190490 
B4030703B7 

B4/03/01 
B4/OE/H9 
B4/03/27 
B4/03/05 
B4/02/37 

37-39 
90-34B        P 
50-334        P 
30-31  3        P 
30-334        P 

EH0307Q39S 
B4  03070373 
B4  03070402 
B403O70409 
B4  030704  14 

8403190490 
8403070394 
8403070394 
8408090039 
8403070411 

B4/03/OB 
84/02/29 
84/02/29 
84/03/13 

04/02/29 

30-315        P 

30-247         P 
50-B47         P 
50-322         B 
CONTRACT 

3403070433 
B40307O429 
Q403070426 
5403080006 
6403080008 

S4OS090O39 

B4030704H4 
B403070424 

8403080005 
8403090009 

B4/03/12 
84/03/28 
84/02/28 
S4/02/24 
B4/O3/34 

30-322         S 
XPORTLIC 
XPDRTLIC 
FOIA 
FOIA 

Q4.D30B0009 
04030  BOO  10 
B4O3GBOO12 
B4030BD017 
B403080017 

8403080007 
8403000009 
S4030B0009 
S4030B0003 

8403080005 

84/03/02 
B4/02/24 
B4/02/B4 
84/02/24 
84/02/24 

SO  -29           p 
FOIA 
FOIA 
FOIA 
FOIA 

S  4030  BOOBS 
a4030B0029 
e4030BOO3S 
B4O30BOO33 
EI4030B0036 

B4030GD009 
B4030BOOD3 
8403080027 
B4030B0016 
8403080027 

B4/02/24 
B4/02/24 
B3/12/30 
B4/01/11 

B3/12/30 

FOIA 

FOIA 
FOIA 
FOIA 
FOIA 

B4O30SOO3B 
04  03080040 
8403080043 
B4  03080044 

6403080049 

84030B0016 
8403080O27 
8403080027 
8403080016 
8403080037 

B4/01/11 

83/12/30 
83/12/30 
84/01/11 

83/12/30 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

B4030B0046 
Q4030B0048 
B4O3080O49 
S4O30BOO30 
S4030B0031 

8403080037 
B4O30BOO1  6 
B4030B0027 
B4030B0027 
B403OBOO27 

83/12/30 
84/01/11 

03/12/30 
83/1  3/30 
B3/  12/30 

FDIA 
FQIA 
FOIA 
FOIA 
FOIA 

0403060054 
e4D3OBO099 
B4O30BOO96 
B4030B0037 
B4O30BOODB 

8403080027 
8403080027 
8403080027 
8403080016 
B4030B0027 

83/12/30 
83/12/30 
83/12/30 
84/01/11 
83/13/30 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

B4030BOOS9 
B4O30BOO60 
B4030B0064 
B4  03080066 
B4O3OBOO69 

S4030BDO27 
B403OBOO27 
B4030BOO27 
9403080027 
9403080OB7 

B3/12/3D 
B3/  12/30 

B3/  IE/30 
83/12/30 
B3/  12/30 

FOIA 
FOIA 
FOIA 
FOIA 
FQIA 

B4030BO070 
S4O3OSO072 
Q403080074 
B4030B0073 
B4O3OBOO76 

8403080027 
8403080027 
8403080027 
B4030B0061 
8403080027 

83/12/30 
83/12/30 
B3/  12/30 
B4/02/21 

83/12/30 

FOIA 
FOIA 
FOIA 
90-318         Q 
FOIA 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

8403060076 

0403080027 

03/12/30 

patA 

0403080079 

B4030B0027 

BSfig/ao 

par  A 

B4Q30BOOS2 

B4030BOQB7 

B3/  13/30 

FOIA 

B4030B0084 

B40300QQS7 

B3/  IS/30 

FOIA 

04030B0086 

8403-QBDOB  ! 

64/03/02 

3O-34B 

P 

B4030BOQB7 

B403QB0027 

83/1E/30 

FOIA 

B4O30800B9 

84030BOOS7 

83/13/30 

FOTA 

B4030B009S 

B4030BQO27 

83/12/30 

FOIA 

S403QBOQ93 

8403030037 

83/12/30 

FOIA 

B40-30BOO9B 

B4Q308006B 

S4/OI/I7 

FOIA 

0403080079 

84030BOOH7 

B3/12/3O 

FQIA 

5403090101 

84030BOOI6 

B4/  01/11 

FOIA 

B4  03080  1  02 

8403080027 

B3/12/3O 

FOIA 

S4O30B0103 

8403090096 

84/OI/23 

50-278 

E 

B4O30BOIO7 

B4O30B0027 

83/1  H/3O 

FOIA 

0403080108 

94030B0016 

B4/01/11 

FOIA 

Bfl  03090  109 

B4030BOOS7 

B3/  12/30 

FOIA 

B403080111 

94030BOO27 

B3/  IB/30 

FOIA 

B403080112 

3403080027 

B3/  12/30 

FOIA 

84O30BO  1  1  3 

B4O30B001& 

84/01/11 

FOIA 

B403090117 

B4030B0027 

B3/  12/30 

FOIA 

B403090119 

B4030800&0 

84/01/17 

FOIA 

B403  030  120 

B4030BOOI6 

84/01/tl 

FOIA 

Bsoaoaoiai 

S403080027 

BD/  12/30 

FOIA 

B403Q801S2 

5403060(137 

B3/12/3O 

FOIA 

84Q30B01B3 

G4030BOOS7 

B3/  12/30 

FDIA 

8403080124 

64O30BOO27 

B3/  ia/30 

FOIA 

B4030B01B5 

B4030B01  £4 

B4/  -02/23 

50-373 

a 

84030B01B7 

B4O30H001  A 

84/01/11 

FdJA 

B4030BQ12B 

8403090068 

84/O1/17 

FOIA 

B4030801E1? 

8403090037 

B3/  12/30 

FOIA 

B403O80132 

B  4  03080027 

83/12/30 

FOIA 

8403030133 

B4030BOO37 

B3/12/3O 

FOIA 

8403080134 

84030BCO27 

B3/1S/3O 

FOIA 

8403080137 

B4O30BOOa7 

83/12/30 

FOIA 

B403O8013B 

B4030B006B 

84/01/17 

FOIA 

B4O3O80137 

B4O3080027 

B3/  IB/30 

Fa  i  A 

B4O30B0144 

8403080027 

93/12/30 

FOIA 

B4D30QD14A 

840308006B 

B4/01/I7 

FOIA 

B4O3O8O147 

84  03060027 

B3/12/3O 

FOIA 

940300014? 

940-3000126 

84/03/01 

FOIA 

B-4O3OBQ130 

B4O30B0027 

83/J2/30 

FOIA 

B4O30BOI51 

B4O30B0097 

83/J3/30 

FOIA 

&4O30BOISB 

B4030B0143 

84/02/13 

50-53  B 

a 

84O30B01B4 

S4O30B012i 

84/O3/01 

FOIA 

B4O3OB0139 

B4030BOO&B 

B4/O1/17 

FOIA 

84030S01S6 

B4030B0027 

83/JH/30 

FOIA 

B403OB01S7 

B4  03080027 

83/12/30 

FOIA 

B4Q30B01S9 

B4030B0027 

93/1  3/30 

FOIA 

B403OQ016O 

B4  03090027 

83/12/30 

FOIA 

a  4  030801  62 

8403080016 

94/O1/11 

FDIA 

B4O30B0163 

8403080027 

B3/12/30 

FOIA 

B4O3OB01&5 

3403080063 

B4/01/17 

FDIA 

3403080166 

8403090027 

B3/13/30 

FOIA 

B4030BOt67 

8403080027 

B3/1B/30 

FOIA 

S4O3080168 

B4030BOOB7 

S3/  12/30 

FOIA 

B4O308017O 

B4030B001i 

S4/01/11 

FBI  A 

8403030172 

B4030BOOB7 

S3/12/30 

FOIA 

B4O30BQ173 

B4030BOO&S 

S4/01/17 

FOIA 

B403OB017D 

84030800  Id. 

B-4/O1/11 

FOIA 

B4O30S0177 

B403080037 

83/12/30 

FOIA 

84O30BOIBO 

8403080016 

84/O1/11 

FOIA 

B1O30BOIB1 

34030800  tB 

84/01/17 

FOIA 

B4Q30BQIB2 

9403080027 

S3/12/3Q 

FOIA 

B4O30B01B5 

8403080027 

83/12/30 

FOIA 

8403080186 

0403090016 

B4/OJ/H 

FOIA 

0103080  IBB 

8403090176 

84/O2/23 

9O-4A1 

a 

84O3OS01.89 

84030800A9 

84/O1/17 

FOIA 

B4O3OB0170 

B4030900S7 

83/1B/30 

FQIA 

B4O3OB0171 

84030800  1  6 

S4/O1/11 

FQIA 

B4O3O80193 

8402090032 

84/03/05 

50-27* 

a 

8403080194 

8403080016 

84/O1/I1 

FOIA 

B4O3090195 

04030801  58 

S4/O3/OH 

SQ-34B 

p 

94Q309019B 

0403090016 

84/OJ/ll 

FOIA 

84Q3080197 

8402090022 

84/03/OS 

5O-27* 

a 

B4030B020H 

B4030BD01& 

84/01/11 

FQIA 

BIO  3080204 

8403080016 

84/01/11 

FOIA 

8403080209 

B4O30B0016 

84/O1/11 

FOIA 

B4030B031O 

01030BOE05 

B4/O3/03 

30-31  i 

p 

840  30802  11 

8403080016 

84/01/11 

FOIA 
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ENCLOSURE 

FBI  WC  I  PAL 
DOCUMENT 

DATE 
rSBUED 

SUBJECT 
CATEQORV 

8403D90213 

S4O30SOBO3 

84/01/24 

50-413 

a 

B4030SOZ14 

84030B020-8 

B4/03/03 

SO-315 

a 

EM030BQ3I5 

Q4D30BO016 

84/O1/11 

FOIrt 

a4030BOaii 

64O30B0205 

B4/03/02 

3O-316 

p 

6403030217 

aioaoaooii 

B4/01/11 

FOIA 

84030B021B 

0403000307 

B4/01/33 

FOIA 

6403060920 

B403-OH0203 

84/O3/O3 

50-316 

p 

S4030B0223 

0403030205 

84/03/03 

30-3  1  6 

p 

B4030B0325 

94O303O2O7 

B4/01/33 

FOIft 

84030BOZ43 

6403090338 

S4/03/&3 

50-363 

F 

84030BC244 

9403030330 

84/03/05 

50-34,3 

F 

3403000253 

3403090179 

B1/03/13 

fl  0-508 

A 

8403C-S0236 

9403030351 

B4/  02/22 

30-4B3 

a 

8403080261 

8403080351 

84/02/22 

30-4B3 

a 

B4030B0363 

94O3CSO354 

B4/03/S7 

30-326 

a 

3403OB03&8 

9403000365 

B4-/O3/01 

50-298 

F 

S4030B02A7 

8403090364 

54/03/01 

30-2BO 

F 

S403D80270 

S4030B02fi6 

B-1/OS/S2 

30-377 

Q 

B4030S0273 

3403080363 

B4/03/01 

50-27B 

F 

B4O30BOB7f> 

6'4t)30BC-374 

B4/  02/K3 

50-312 

Q 

8103080377 

8403OB0274 

B4/  02/23 

SO-312 

0 

B4030802B1 

B4D2O90D3O 

B1J  03/03 

30-273 

E 

B4030B(J2B3 

B4030B037B 

84/C-2/29 

SO-413 

M 

84030B0302 

8403000379 

34/O2/34 

50-313 

Q 

B4G3QS0304 

B4030BOS65 

B4/03/OI 

SO  -278 

F 

3403090314 

B4O  30803  1  2 

B1/03/O2 

71-6fc01 

94030  803  J  6 

B402090006 

B4/02/23 

30-347 

F 

9403090327 

B4030B03S3 

04/01/HO 

3O-449 

a 

3403080332 

84030803,25 

84/O1/30 

50-445 

a 

B4  030  80333 

B4  03-00033  5 

BVO1/2O 

30-443 

a 

840308033& 

B4030B032& 

B4/O1/30 

30-445 

a 

B4030BO34I 

B4O3OB033'7 

S4/OJ/2O 

50-.SSO 

a 

B4030BC-352 

8403030347 

B4/03/02 

50-336 

p 

fl  4  03080360 

8403030357 

04/01/17 

FOJA 

B4030BO364 

34030B03S7 

B4/O1/17 

FOIA 

8403080366 

B4  0308  03  97 

84/01/17 

FOIA 

84030B0377 

B40306Q372 

H4/O1/31 

30-424 

Q 

B4O30B0377 

S403080373 

B4/O2/17 

FQ  I  A 

B40309D3Q1 

S4O3OB037Z 

B4/O1/31 

50-424 

0 

3403030333 

84030B0373 

84/03/17 

FOlrt 

B4030803B4 

B4D30BO372 

84/01/31 

50-434 

Q 

B4030B039A 

B40308O394 

B4/Q2/27 

7  1-6406 

Q40309039-7 

94O3OBO397 

B4/OS/37 

7]  -500-1 

84O3O0040O 

B4030BO390 

B4/03/I3 

SQ--3SB 

C 

B4Q308Q40&. 

8403080390 

84/02/13 

50-52B 

D 

0403090407 

84030B0403 

B1/O2/3" 

5Q-3B7 

a 

3403O30409 

8403090270 

B-s/os/ia 

30-358 

A 

3403080411 

84  030804  O5 

B4/03/02 

30-375 

F 

B4  030  904  13 

84030804  IO 

B4/O3/01 

50-32O 

P 

B4030B0414 

94D3DS0413 

94/O3/39 

50-S75 

p 

B4030&0415 

B403080413 

B4/02/29 

50-275 

p 

B4O3OB0417 

B4O3O8O4O5 

Q4/03/02 

30-373 

F 

F4030B04JO 

B4030S04  1  <b 

84/03/01 

71-70BO 

0  4030  B  042O 

B403-OB04O5 

B1/O3/03 

50-375 

F 

S4O3OBO431 

84O30BO4D5 

B4/O3/03 

30-273 

S 

B4030B0422 

B403O304O5 

B4/O3/02 

30-373 

P 

D4O30B04S5 

B4030B0393 

84/01/37 

30-28? 

P 

Q4D30B042& 

B4D3O80403 

B4/03/O2 

30-273 

P 

B4Q30B0431 

B403C-B0405 

B4/03/02 

30-373 

E 

840  30  9O  00  3 

B4DS2S0291 

B4/01/31 

50-2B7 

U 

B40309O004 

8403330391 

84/01/31 

SO-E87 

u 

B40309OO05 

B4  032  302  9  1 

84/01/31 

30-28? 

it 

B4O309O007 

B40222029  1 

B4/01/3I 

3O-EB7 

u 

8403090008 

9402SS0391 

B4/01/31 

50-3B9 

u 

84  03090  007 

3403230291 

84/O3/31 

50-28? 

u 

84O3090D1O 

B402E20H9  1 

84/01/31 

30-28"? 

u 

Q-lO3O900i  1 

940222027  1 

B4/01/31 

50-289 

u 

B40309O013 

a40E3ZQ3?l 

84/ai/j] 

SO-3S9 

u 

840309001-1 

a*030900l2 

B4/03/B9 

30-338 

E 

B403090017 

8403090017 

84/02/23 

FOTA 

B40309003fl 

8403090032 

84/03/02 

SO-  382 

A 

B403090037 

840309-0037 

B4/02/2J? 

30-334 

G 

84030900-43 

B4  03090037 

B4/  US/22 

30-331 

a 

8103090073 

B4  03090070 

84/03/03 

3D-SI9 

a 

8403090039 

84O3090031 

34/02/21 

30-277 

a 

8403090092 

B4  03070098 

84/03/03 

30-331 

P 

3403090096 

B403070O93 

34/02/28 

3O-347 

p 

8403090101 

B4O3070079 

34/02/39 

30-347 

p 

94030  7O108 

84O3070104 

B4/03/QS 

30-44:3 

T 

3403070115 

8403070112 

B4/O3/06 

30-413 

& 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQORV 

B403090116 

0403090100 

B4/  03/39 

50-298         P 

B403Q90135 

0403090133 

84/02/37 

CONTRACT 

B403090141 

04030901  30 

S4/Q2/27 

CONTRACT 

B4030901B3 

S40309017B 

S4/03/02 

PR 

B403Q90191 

84030901  B3 

84/03/13 

90-337         P 

fi403090194 

B4Q30901S3 

B4/02/19 

30-237         P 

8403090196 

B403090187 

04/02/06 

50-321         P 

B40309O200 

B403090I9B 

B4/01/17 

PT21 

8403090202 

8403090199 

84/01/17 

PTS1 

B4030902Q3 

B40309019H 

B4/01/17 

PT31 

B403Q90231 

04030903  IB 

04/03/06 

30-135         F 

B4  030  90227 

0403090177 

B4/03/07 

30-361         P 

8403090230 

B403090177 

84/03/07 

30-361         P 

8403090333 

8403090177 

84/03/07 

90-361          P 

8103090238 

B403O90177 

B4/03/07 

90-361         P 

8403090339 

B403090232 

84/03/06 

50-387         S 

B403090359 

B403O90295 

B4/  03/01 

90-349         P 

B403Q<70360 

9403090332 

B4/03/OH 

90-324         P 

84  03090277 

0403090562 

04/02/29 

50-331         P 

S403090313 

B403090314 

B3/09/30 

TOPREP 

B4  03  09031  6 

04030903  14 

B3/09/30 

TOP  REP 

B4  030903  ID 

9403O7O314 

B3/09/30 

TOPHEP 

B4O30903I9 

8403090314 

B3/09/30 

TOPREP 

3403090331 

8403090314 

83/09/30 

TQPREP 

8403090322 

B40309031  4 

B3/  09/30 

TOPREP 

B4030903S3 

B403090314 

83/09/30 

TOPREP 

8403090334 

B403O9O314 

B3/09/30 

TOPREP 

S4Q3090333 

B403090314 

83/09/30 

TOPREP 

8403090327 

84030903J4 

B3/09/3O 

TOPREP 

B4O309033B 

6403090314 

93/09/30 

TOPREP 

8403090339 

B403090314 

B3/09/30 

TQPREP 

B  403090330 

8403090314 

83/09/30 

TOPREP 

B403090332 

B4  03  0903  14 

83/09/30 

TPPREP 

B4031  20005 

B4031  20003 

B4/03/OS 

30-371         P 

84031H0010 

8403120006 

B4/03/06 

90-275         0 

B403130013 

040313000& 

B4/03/06 

30-375         0 

B40312QQI9 

8403120006 

84/03/Qi 

90-273         O 

S403120017 

B4Q313000A 

B4/03/06 

50-275         0 

8403I2Q01B 

B4  O3  1200  06 

84/03/06 

50-373         0 

B4  03  IS  0032 

0403120006 

B4/  03/06 

90-279         0 

8403130023 

B4031  20006 

84/03/06 

50-373         0 

B4031S0039 

8403120006 

B4/03/06 

50-279         0 

8403120030 

8403130026 

84/03/O7 

50-309         A 

8403150090 

8403120044 

84/03/07 

50-220         0 

B403130O67 

0403120065 

B4/  03/S2 

30-430         Q 

B1Q31  30072 

B403120O63 

94/oa/sa 

30-A38         0 

9403120073 

8403130070 

84/02/34 

30-237         0 

8403120079 

B403120O70 

84/02/24 

50-H37         0 

84031200B6 

84031200B1 

84/03/06 

BO-367         P 

B4031201O2 

B403120101 

84/03/03 

90-320         Q 

8403130114 

84031  20  100 

84/03/09 

OA799 

9403120134 

8403120116 

B4/02/24 

30-31  3         0 

B-303120123 

B403  130120 

84/02/23 

30-331          Q 

B403130126 

0403130122 

94/03/06 

90-440         Q 

34031  S0133 

8403120120 

B4/03/S3 

30-331         Q 

B403130137 

B403130134 

B4/  02/23 

90-337         Q 

S40313013B 

6403120139 

94/03/38 

90-245         R 

3403130145 

B4031E0141 

84/08/33 

30-363         0 

B40312013& 

3403120193 

83/10/29 

30-413         E 

BIOS  1201  50 

0403120193 

83/10/39 

90-413         E 

B4  03120161 

B4031  20153 

83/10/29 

30-113         E 

8403130168 

8403120164 

94/03/08 

90-383        F 

B4  03  1201  67 

9403130164 

84/03/OB 

50-392         F 

84  031  SOI  72 

9403120170 

84/03/09 

90-334        0 

94031S01B5 

0403120104 

B4/03/06 

SO-361          Q 

84031H0192 

B40312O1S3 

94/03/09 

50-283        P 

B4031E0198 

B403120183 

94/03/09 

50-283        P 

0403120213 

&40312O21Q 

84/QS/29 

50-369        P 

34  031  £02  16 

0403120310 

84/02/39 

SO-369         P 

0403120317 

B403120214 

84/03/01 

30-333         P 

B4O31E0219 

8403120314 

84/03/01 

SO-335         P 

84O31  E0236 

8403130231 

84/03/03 

CONTRACT 

0403150242 

9403120234 

94/03/02 

40-6920 

0403130244 

0403130240 

84/02/39 

SO-339         Q 

BflO3I202B2 

B403120340 

04/02/29 

90-335         Q 

0403IB03QB 

0403120305 

84/02/37 

50-S93        F 

S4O3  120311 

B403  12030  9 

84/03/27 

SO-293        F 

8403120314 

B40312O306 

84/OS/SS 

CONTRACT 

B4031  B0342 

8403120339 

04/02/31 

30-312        F 

B4031S0349 

B4031  30340 

94/02/22 

CONTRACT 
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DATE 
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B4031B0339 

8403120394 

B4/02/21 

80-303        F 

3403120388 

8403120376 

S4/02/O6 

COMMISSION 

9403130393 

B403  120376 

84/02/06 

COMMISSION 

B403130011 

B403  130002 

84/02/22 

90-266         Q 

3403130014 

8403130009 

84/03/07 

50-354         <J 

9403130016 

B403130012 

B4/03/09 

30-322        <3 

B4O3  130021 

8403130006 

84/02/27 

30-S2O         O 

9403130023 

B403  130002 

84/02/22 

30-366         0 

94  O3  130030 

B403130012 

84/03/09 

30-322        0 

B4O3  130036 

B403  130032 

84/02/02 

OA777 

8403130039 

8403130031 

B4/03/01 

80-348        P 

64O31  3004  1 

8403130012 

B4/03/09 

50-322         0 

8403130049 

S4031  30032 

64/02/02 

QA7W 

8403130091 

8403(30044 

B4/03/09 

80-341         K 

G4O31  30032 

B403130045 

B4/03/01 

80-94          P 

84031  30053 

8403130012 

B4/03/09 

80-322         0 

B4O31  30038 

8403130046 

B4/02/16 

QA797 

8403130060 

8403130044 

84/03/09 

80-341          K 

8403130063 

6403130012 

84/03/09 

50-322         0 

94O31  30064 

H403  130055 

64/02/07 

OA797 

B  103  130069 

8403130046 

B4/02/16 

QA999 

fl  403  130073 

B403I30012 

64/03/0? 

80-322        O 

8403  130076 

8403130046 

B4/02/16 

GA797 

8403130077 

8403130071 

B4/03/11 

50-413        0 

8403130068 

S403130012 

84/03/07 

80-322        O 

B4D31300B7 

8403130079 

84/03/01 

50-363        R 

8403130067 

B403130046 

84/02/16 

OA999 

8403  130090 

8403130012 

B4/03/07 

50-322        0 

9403130071 

B4031300B5 

84/03/OB 

50-322        0 

B4D31  30074 

B403130OB3 

84/02/23 

40-3372 

84O313Q096 

B403  130077 

64/03/01 

90-263        R 

8  4O  3  130079 

B403130012 

84/03/09 

80-322        O 

B1O3130100 

6403130OB8 

64/03/07 

50-327        Q 

8403130103 

8403130079 

84/03/01 

50-863        ft 

84  O3  1301  06 

B403  130092 

84/03/07 

30-440        A 

8403130109 

B403130012 

B4/03/09 

80-3.22         0 

8403130117 

8403130101 

84/02/27 

40-8061 

84  031301  IB 

B40313O092 

64/03/07 

80-440         A 

B4O3130119 

B403130012 

84/03/09 

80-322         O 

84  031  30  186 

6403130116 

63/09/13 

50-443        F 

B40313012B 

B403  130092 

B4/03/07 

80-440        A 

B4  03  1301  35 

64O3130122 

64/01/25 

30-B67        Q 

84  O3  1301  36 

8403130116 

83/09/13 

80-449         F 

8.403  1301  38 

B40313O092 

B4/03/07 

50-440        A 

8403130140 

B4O3130131 

B4/01/1B 

80-382         Q 

B40313014B 

6403130132 

B4/03/02 

30-844         R 

B40313Q143 

8403130133 

B4/02/28 

90-346        P 

B4O313014B 

B403130122 

B4/01/25 

50-867        Q 

84  031  30  149 

B403130132 

84/03/02 

30-244        R 

8403130154 

8403130133 

B4/02/2B 

30-346         P 

B4031301S7 

8403130132 

84/03/02 

80-344         R 

Q4O3130164 

8403130196 

84/03/09 

80-400         Q 

8403130168 

6403130193 

84/03/08 

80-327        A 

€403130172 

6403130163 

84/03/09 

80-392        F 

a  4  031  301  70 

8403130171 

84/03/07 

90-272         F 

S403130176 

8403130186 

84/03/07 

30-400        Q 

S4  031  30201 

84031  902B3 

84/08/27 

27-4B 

8403130K07 

64031  301  B6 

84/03/07 

50-400         0 

G4  031  30207 

8403130178 

84/03/03 

50-263        F 

B4Q3130217 

6403130183 

B4/02/2B 

80-449         Q 

B4O3  130220 

B403130166 

84/03/07 

80-400         O 

B403I3023O 

8403130186 

84/O3/07 

50-400        0 

8403130287 

B4031  30291 

84/03/02 

80-367        P 

B403  130238 

8403130243 

84/03/01 

80-282         H 

B4O3  130263 

84031  3Q231 

64/03/02 

80-867        F 

B  4O  3  130270 

B403130243 

84/03/01 

50-282        R 

6403130272 

8403130269 

B4/02/27 

80-219        Q 

B4Q313027B 

6403130549 

B4/03/01 

50-282        R 

6403130280 

B4031  30269 

64/02/27 

80-319        Q 

6403130281 

6403  130276 

B4/02/OB 

OA999 

B4Q31  30289 

3403  130263 

S4/03/01 

30-213        R 

B4031  30291 

B403  130276 

B4/02/OB 

OA979 

B4O31  30293 

B403  130277 

84/02/28 

TOPREP 

B4O31  30302 

B4O3  130294 

B4/03/08 

70-2177 

B4031  30308 

6403130294 

B4/03/08 

70-2199 

B4O3130312 

B403  130300 

84/02/23 

M1BC 

B4Q3130314 

8403130305 

B4/03/01 

30-317         R 

B4O31  30319 

6403130313 

83/09/13 

30-448         F 

B4O  31  30322 

8403130305 

B4/O3/01 

50-317         R 

84031  30323 

8403130307 

84/02/16 

OA799 

ENCLOSURE 

PRINClP/iL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

S403130327 

6403130317 

B4/03/09 

OA999 

8403130330 

8403(30318 

B4/Q3/O9 

30-397 

P 

B  403  130334 

8403130303 

B4./03/O1 

50-317 

R 

8403130335 

840313.0336 

84/03/03 

50-4O7 

0 

8  403  J  30338 

8403130317 

B4-/03/O9 

OA799 

8403130344 

S403  120341 

B4/02/OB 

SO-370 

P 

84031  3034  B 

S40313032D 

B4/03/OB 

SO-4B2 

Q 

8403130349 

8403130340 

B4/03/O7 

30-B20 

P 

84031  30352 

8403130343 

B4/03/O9 

50-313 

Q 

64031303SB 

840313O34S 

B4/  03/06 

90-482 

A 

B  403  130339 

8403  1303  4  B 

B*/  03/06 

50-373 

0 

8403130364 

8403130343 

B4/03/O9 

30-312 

0 

8403130367 

S403130360 

B4/02/O3 

50-423 

c 

B4031  30372 

8403130333 

B4/03/OB 

30-331 

0 

B403130373 

8403130343 

B4/03/O& 

30-4B2 

A 

8403  130376 

8403130360 

B4/Q2/O3 

SO-423 

C 

B403ia03fl9 

8403130342 

B4/03/06 

50-4B3 

A 

84O3  130391 

84Q31303-B6 

B4/O3/OB 

90-320 

P 

8403130399 

8403130370 

B4/03/OB 

50-4B2 

0 

8403130402 

B403130375 

B4/OS/16 

50-313 

Q 

B40313041Z 

B403130E56 

84/02/27 

50-SB6 

n 

B403130414 

64031  304O7 

S3/U/17 

OA999 

B  4031  301  IB 

B40313041O 

34/03/09 

30-H37 

p 

8403130420 

B4030B0169 

S4/03/O1 

30-3.15 

R 

B403130421 

6403130416 

84/02/21 

90-461 

Q 

B  403  130425 

6403130407 

83/11/17 

OA999 

0403130430 

B403130416 

B4/O2/21 

30-461 

a 

B40313043S 

8403130263 

Q4/QE/17 

QA999 

B4031  30433 

B403130433 

B4/03/OB 

40-6337 

6403130439 

B4031304ZB 

B4/Q3/07 

50-320 

p 

B403130444 

B403130441 

B4/02/17 

OA999 

B4  03130448 

8403130433 

94/03/08 

50-4BB 

Q 

B4  03130181 

B403130443 

84/03/OB 

SO-2B9 

0 

8403130193 

B4D3130443 

84/02/22 

30-445 

a 

8403130497 

8403130447 

84/03/09 

3Q-40O 

Q 

8403130160 

8403130441 

B4/Q2/17 

OA797 

B4031  30163 

8403130459 

84/03/01 

30-348 

p 

8403130160 

84031  304  52 

84/02/29 

30-3Hfl 

p 

S4031  30171 

8403130467 

B4/02/27 

30-32Q 

a 

B4031  30476 

8403130472 

84/03/07 

70-1100 

B4031301B3 

0403130475 

B4/02/29 

50-32& 

n 

84031  301S7 

8403130466 

84/02/27 

30-43B 

F 

B40313018B 

840313D47B 

B4/03/08 

30-331 

F 

84031  301B7 

B4031  3Q473 

84/02/29 

30-32O 

R 

84031  3049D 

8403130494 

84/OB/23 

CONTRACT 

8403130199 

8403130493 

Q4/02/17 

30-312 

Q 

8403I4001E 

B403140009 

84/O3/O9 

30-433 

0 

8403140023 

B403140017 

B4/03/O7 

30-890 

0 

8403140026 

64031400?! 

B4/03/01 

30-329 

A 

8403140038 

84031  400  3-2 

B4/03/O7 

30-329 

A 

B40314006O 

B40314.0037 

B4/03/03 

30-461 

0 

84031  4  OOBO 

B40314004B 

B4/03/02 

30-322 

B 

B4031400B6 

B403140090 

B4/03/12 

90-322 

8 

8403140071 

8403  1400  4  8 

84/03/02 

30-322 

B 

8403140079 

B40314004B 

B4/03/02 

90-332 

S 

B403140099 

B403  140096 

B4/03/O1 

30-1SS 

0 

B4O3140109 

B4031401O1 

84/03/09 

30-4S3 

K 

8403140117 

6403140113 

B4/03/O9 

30-3  S4 

A 

B403140129 

8403140120 

84/03/08 

30-400 

F 

8403140140 

B403140131 

B4/02/28 

TDPREP 

B403140143 

B403  140  133 

B4/  03/09 

50-ia47 

P 

8403140163 

B403140159 

84/03/05 

50-40O 

0 

B403I4016B 

8403  14O  159 

84/03/05 

30-400 

0 

8403140170 

B403i4O16b 

B4/  03/09 

PR 

84031  401  7B 

3403140174 

84/03/07 

30-40-0 

0 

B4031401BO 

B403t4017S 

B4/  03/09 

30-373 

F 

8403140163 

B403140179 

84/03/09 

30-373 

F 

B40314Q184 

B403140173 

B4/03/O7 

50-373 

F 

B4031401BB 

B403140133 

84/03/09 

30-S49 

f 

B403140BOO 

84031  4O179 

94/02/28 

50-&BO 

n 

B403HOB02 

B40314O1?? 

84/02/28 

90-SBO 

0 

8403140304 

B40314O179 

B4/02/2B 

90-B80 

a 

8403140205 

8  40314.0203 

B4/02/27 

30-306 

s 

B40314020B 

840314.0206 

B4/03/04 

SO  -332 

u 

8403140217 

840314.0215 

B3/12/1A 

40-9027 

B  403  14  0338 

S403140B33 

B4/03/OB 

71-513 

8403140239 

8403140236 

B4/02/S2 

30-324 

F 

B40314024O 

6403140233 

84/03/03 

MIBC 

8403140256 

6403140232 

B4/02/S2 

30-Z7B 

F 

8403140279 

B403140272 

84/02/22 

30-393 

P 
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CATEQCIiV 

B403I  40306 

B403I4O3QO 

B1/  03/01 

50-250         a 

S40314O3D3 

B4O314O307 

B3/Q3/Q7 

XPOHTLIC 

8403  14033  B 

B4031403S5 

S4/03/05 

CON  TH  ACT 

B4O31  SOOI  4 

B4Q313O009 

B4/O3/09 

SO-  440         0 

0-1031  SQO1  7 

B4O3ISOO12 

B4/03/OJ 

50-319         0 

B4Q3I30O32 

B4O3t  500^0 

B4/03/13 

50-354         0 

B403I  30O3O 

8403130027 

B4/OZ/2B 

3O-38B        0 

B4031  3O034 

B4O31SOO27 

as/oa/SB 

30-393         <J 

3403  130041 

840  3  1300  37 

84/03/29 

3O-313         P 

B4031  50043 

B4O3I30040 

B4/  03/09 

30-237         F 

3403130060 

8403150053 

B4/03/OB 

30-3B7         0 

B4031  50043 

B4O3I  30034 

B4/02/39 

50-277         0 

Q  4031  5  0073 

84031SOQA7 

S4/03/O1 

50-293         0 

B  1031  3  0078 

B40315006G 

Hfl/02/aB 

50-273        0 

84031  SOI  01 

B4O3130O76 

84/03/01 

30-41-0         0 

B4Q3I30104 

3903130097 

B4/03/13 

50-316         P 

8-1O313O109 

3*03130099 

B4  /  03/09 

50-280         Q 

84031EO117 

3403150111 

04/03^0? 

50-293         P 

6403150119 

B403ISQII3 

84/03/09 

3O-3I3         F 

8403150132 

H4031  50125 

B4/02/3S 

50-320         0 

B4  031  50  130 

8403150123 

B4/03/2a 

50-320         a 

a  -5031  50  136 

0402090032 

B4/03/13 

30-273         T 

01031  SOJ40 

S4031S0137 

04/03/07 

30-277         P 

B403I  50143 

B403150134 

B4/O2/SB 

XPDHTLJC 

8403130113 

8403ISOI37 

B4/O3/07 

30-277         P 

B4031  90144 

B402090O32 

B4/03/13 

50-273         T 

64031  SOI  49 

8403150146 

B4/03/01 

50-2B6         Q 

B403150152 

B4O  20900  32 

84/03/13 

50-275         T 

3103150131 

B403I30133 

34/03/13 

50-206         B 

84031SOE5? 

8402090032 

B4/03/I3 

30-S73         T 

8403150162 

9402090032 

B4/03/13 

30-275         T 

6403130163 

B403150161 

B4/03/09 

30-361         P 

B403150164 

B403130160 

B4/03/02 

msc 

flfl  031  SO  166 

8903150146 

B4/03/01 

sa-sei,      a 

8403130171 

0403150168 

B3/O3/07 

50-S93         P 

B4  031  3D  173 

B40313016B 

B4/03/07 

50-E9B         P 

3403150183 

94031301B1 

94/02/28 

3O-327         B 

8403130176 

84O313OI94 

S4/  03/03 

CONTRACT 

8403130197 

84031501.97 

84/02/29 

XPORTL1C 

B4O3I  30203 

640315Q200 

Bfl/  03/09 

3  0-31  &         F 

84O31  502-07 

B403150S05 

B4/01/16 

40-37B1 

B4O3150SO? 

94O3150SO6 

94/03/29 

CONTRACT 

B4  O3  130253 

9*031  30221 

84/O3/07 

WASTE    HOT 

B4O3  150223 

8403  15022  I 

84/03/07 

WASTE   HOT 

B4031B0246 

0403  15  0243 

B4/02/21 

S  0-346        F 

8403150230 

04Q3I3O243 

84/02/21 

5O-346         F 

8403150276 

3403130270 

B4/O3/O7 

CONTRACT 

B4D3  130293 

94O315O29O 

B4/O3/06 

50-283         P 

B4031S029Q 

S4031SO263 

B4/O2/B7 

30-346         P 

B403  150306 

6403150270 

S4/O3/07 

CONTRACT 

8403150330 

B4  03  1503  38 

B4/03/02 

30-269         P 

B403  130340 

8403130319 

H3/10/H1 

40-3829 

0403130341 

6403150336 

84/O3/06 

50-272         U 

8103130344 

B4O31S033B 

34/03/02 

3O-269         P 

3403130343 

B4-0319D343 

B4/O3/39 

30-303         F 

B403  1  50317 

B4O3130343 

B4/02/29 

BO-305         F 

8403160016 

e4O316OOOS 

Q4/O3/13 

50-390         Q 

Q403160017 

8403160OO9 

04/03/12 

30-296         P 

B403  160021 

3403160007 

34/03/12 

30-2B6         P 

B40316003B 

B4031600O6 

34/03/12 

50-Bfl?         P 

84  O3J  60049 

B40316004L 

B4/03/02 

50-3SO         P 

8403160052 

B4031  60049 

B4/03/14 

30-328         rt 

6403160003 

8403  160079 

fll/03/OB 

SO-445        A 

B40316009S 

8403160086 

B4/02/S7 

30-4  1  3         0 

B  403]  60096 

B4Q3  160090 

84/03/09 

50-412         A 

B40316010Q 

8403160100 

S4/O2/13 

50-416         Q 

6403140111 

8403160101 

H4/Oia/lA 

30-369        a 

B4O3160-I20 

84031  601  1O 

84/02/19 

30-369         Q 

B  4031  60  141 

8403160134 

84/02/16 

50-2A9         Q 

5403160146 

B4O3U0142 

B4/OH/15 

5O-34B         0 

8403160157 

8403160153 

84/03/0? 

50-272     a 

8403160171 

3403140142 

84/OH/B? 

50-339         Q 

B4031601/3 

84031  6O13B 

B4/02/SQ 

70-143 

0403160178 

B403U016S 

B4/02/S9 

30-239         Q 

84O3B601B1 

B4O3J6O1&2 

S4/Da/S9 

50-339         Q 

8403160184 

8403160169 

B4/  02/29 

SPOHTL1C 

B4Q3160I86 

8403160162 

B4/Oa/E9 

30-239        a 

8403160197 

6403160010 

ai/O3/13 

50-335         0 

8403160160 

6403160010 

B4/03/13 

SO-39S         Q 

B403I60198 

64031  601  9i 

84/02/24 

30-321         Q 

ENcuoBune 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEODfl' 

/ 

84O316O202 

8403160201 

84/02/14 

50-390 

Q 

84031  iOHO4 

B403I  60203 

B4/O3/1S 

50-219 

P 

B4031  60203 

8403160205 

S4/  03/07 

30-217 

a 

34031<bD210 

8403160206 

S4/02/21 

30-33D 

a 

840316O312 

B40316O2O7 

84/O2/23 

30-424 

a 

B4O31&OS16 

B403  160211 

84/03/03 

30-413 

a 

BIO  3  160220 

B403  160211 

84/03/03 

30-413 

0 

8403160221 

8403160211 

84/03/OS 

30-413 

a 

8403160223 

84031A0214 

84/02/17 

30-390 

a 

5403160223 

8403160218 

84/03/01 

30-239 

a 

34031  60224 

B4031&0211 

84/03/05 

30-413 

a 

3403160335 

8403160217 

84/03/19 

50-327 

a 

3403  1  60230 

84031  602  IB 

84/03/01 

30-239 

a 

B403  1  60233 

8403160229 

84/03/09 

50-267 

p 

34  O3  1603  3B 

B403  1  60233 

B4/03/16 

50-259 

Q 

B403  1  60239 

8403160218 

84/03/01 

50-239 

Q 

Q-4O3  160240 

3403160237 

B4/02/37 

30-370 

0 

34  O3  16024  4 

8403!  6031  S 

B4/03/01 

30-2S9 

0 

B403  16024B 

3403160241 

84/03/02 

30-332 

0 

B4031  60260 

8403160233 

84/O3/12 

30-29B 

a 

G40316026B 

8403160249 

B4/  02/29 

30-26  1 

a 

8403160263 

B  403  160356 

B4/03/14 

80-443 

F 

B40316026B 

B  4  O3  J  60257 

04/03/03 

30-34  B 

a 

B4O316026B 

8403160264 

84/02/34 

50-335 

a 

84  03  160370 

B40316023B 

B4/03/07 

70-143 

B4  03  160272 

8403160237 

84/03/03 

50-348 

a 

H403I60274 

8403160267 

B4/03/09 

30-261 

Q 

8403160273 

B4  03  16  0249 

84/O2/29 

50-261 

a 

8403160377 

B4  03  160237 

34/03/03 

30-348 

a 

B4031  60279 

8403160271 

34/03/13 

50-390 

a 

B403160B8S 

B403160273 

84/03/OB 

50-259 

a 

B4031  60284 

B403160S57 

94/03/03 

50-348 

a 

8403160299 

8403160293 

34/03/08 

30-413 

a 

8403160300 

8403160249 

34/03/29 

50-261 

Q 

B403  160304 

8403160297 

B4/03/07 

50-369 

Q 

3403160307 

B403160293 

B4/03/OB 

50-413 

a 

840316030? 

8403160309 

B4/02/13 

30-37S 

Q 

34.03160313 

84O31  60297 

84/03/07 

30-369 

a 

B403160314 

8403160293 

B4/03/08 

50-413 

a 

B403160316 

8403160306 

84/02/21 

30-2SO 

a 

8403160317 

340316O297 

B4/03/07 

50-369 

Q 

84031  6031H 

B40316030B 

84/03/03 

30-B39 

a. 

8403160319 

8403160293 

S4/03/OB 

30-413 

Q 

8403160320 

34031  6031  S 

B4/03/18 

50-303 

P 

8403160323 

3103160297 

B4/03/07 

SO-369 

a 

B403  1  60323 

3403160308 

84/03/03 

50-239 

Q 

B4031  60327 

B4031  60297 

B4/03/07 

30-369 

Q 

B4031  60331 

B40316O327 

84/03/13 

30-303 

P 

B403  1  60332 

B40316030B 

84/03/03 

30-259 

Q 

B403  160337 

B4O31  6O30B 

84/03/05 

30-239 

Q 

6403160343 

94O31  60340 

84/03/02 

70-1113 

B  4  03  160347 

84031  60338 

B4/03/09 

30-321 

Q 

B4031  60353 

B4031  6O337 

84/02/27 

70-143 

B4  03  16  0336 

B4.0316O343 

B4/02/17 

30-413 

a 

B4031A0339 

94031  60338 

84/03/09 

30-321 

a 

8403160363 

B40316O343 

B4/02/17 

30-413 

Q 

84  O3  16  0364 

84031  6O330 

84/03/03 

50-390 

Q 

84  031  6  0363 

B40316O33B 

84/03/09 

30-321 

a 

B4031<b0370 

B4Q316O360 

B4/02/24 

30-413 

a 

8403160372 

54031*0338 

B4/03/09 

30-331 

a 

B4O3  160374 

B40316O350 

84/03/05 

50-390 

Q 

B4O3  160378 

B40316O350 

84/03/OS 

30-390 

a 

B4031603BO 

B4  03  160375 

B4/03/02 

70-1113 

S4O31603B3 

B40316O330 

84/03/03 

30-39O 

Q 

8403160383 

B40316O3BB 

84/02/17 

30-261 

Q 

8403160386 

84O31  60377 

B4/03/03 

70-143 

B4031603BB 

84O316O333 

B4/03/OB 

30-302- 

a 

B4031603B7 

84031603B9 

84/02/24 

70-143 

B403190014 

B40319OOIO 

S4/03/09 

30-142 

0 

84031  90OI  3 

B4  03  190010 

64/03/09 

50-142 

0 

8403190016 

6403190011 

B4/03/13 

50-273 

a 

B403  190021 

0403190011 

B4/03/13 

50-273 

s 

8403190032 

B403190010 

84/03/09 

30-142 

Q 

34O3  1900S3 

S403I9O018 

84/03/14 

50-317 

F 

8403  1  90043 

84031  9O020 

S4/03/01 

50-282 

a 

8403190058 

B403190033 

B4/03/13 

30-400 

0 

0403  190060 

5403190036 

84/03/05 

30-320 

H 

8403  1  9006  1 

B4.  031  90037 

B4/03/OB 

30-383 

<3 

B4031900A7 

B4.0319Q065 

84/03/12 

50-400 

F 

B4031  90073 

B40319006B 

84/03/02 

30-373 

a 
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64  03  190076 

840319006B 

B4/03/02 

30-373 

0 

B4031  90077 

B403  190074 

84/03/13 

90-249 

0 

B4031700B2 

8403190074 

B4/O3/19 

50-249 

0 

84D31900S7 

8403190083 

B4/  03/09 

50-367 

p 

6403190088 

8403190083 

Q4/03/14 

90-123 

0 

B403  190090 

8403190084 

B4/Q3/13 

50-373 

0 

6403190093 

8403190063 

Q4/  03/08 

90-267 

p 

6403190094 

B4031  90085 

84/03/14 

30-123 

Q 

S4  03  190096 

S4031900B3 

84/03/14 

50-1S3 

Q 

B4  03  1901  OB 

8403190100 

84/03/13 

90-273 

O 

64  03  190106 

8403190100 

B4/03/19 

30-273 

0 

6403190110 

B4031  90100 

B4/03/1S 

90-373 

0 

B4  03  19011  3 

8403190107 

84/03/13 

SO-249 

Q 

6403190114 

8403190100 

84/03/13 

50-273 

0 

B4031901I6 

8403190100 

84/03/13 

50-273 

0 

8403190119 

8403190100 

B4/O3/1S 

50-273 

0 

6403190122 

B403190100 

B4/03/13 

90-273 

0 

B4031  90136 

B403190100 

84/03/19 

50-27S 

0 

6403190130 

8403190100 

84/03/13 

30-375 

0 

0403190134 

B4031  90100 

84/02/13 

30-273 

0 

64031  9013B 

B403190132 

84/03/13 

30-333 

0 

B4031  90141 

B403190137 

64/03/14 

30-400 

D 

B403190142 

8403190132 

84/03/13 

30-393 

Q 

640319014? 

8403190136 

84/03/14 

BO-B39 

a 

6403190193 

8403190131 

84/03/13 

50-213 

Q 

6403190161 

8403190136 

B4/03/14 

BO-E39 

Q 

B4O3190172 

64031  90  13& 

84/03/14 

30-239 

0 

6403190175 

8403190170 

B4/03/14 

30-461 

Q 

6403190179 

8403190171 

B4/03/14 

BO-2SO 

0 

8403190183 

8403190163 

84/03/03 

OA999 

6403190186 

8403190180 

B4/03/09 

30-329 

A 

8403190188 

B4031  90136 

84/03/14 

90-239 

0 

B4031901B7 

B4031  90187 

B4/03/19 

30-289 

0 

B4O3190190 

B4031901B3 

B4/03/02 

QA999 

8403190192 

B40319O1BO 

84/03/09 

90-329 

A 

6403190204 

B403190201 

84/03/19 

90-339 

P 

B40-319020B 

B4  03  190307 

84/03/01 

30-294 

0 

B4031903IO 

8403190209 

84/03/23 

OA999 

B403190214 

8403190209 

B4/Oa/B3 

QA999 

B4G3190217 

8403190219 

84/03/13 

30-330 

Q 

8403190230 

B403190219 

84/03/16 

50-416 

0 

B4O31902B1 

8403  1902  IS 

84/03/24 

QA999 

G4O31902BB 

8403190227 

B4/03/13 

90-3B9 

P 

Q4O31  90229 

8403190335 

84/03/13 

SO-4BS 

A 

34O31  70234 

B403  190231 

84/03/09 

70-371 

Q4O31  90239 

B40  3  190236 

84/03/13 

30-331 

a 

S403190S44 

8403190340 

84/03/03 

30-266 

Q 

3403190246 

8403190241 

84/03/14 

TOPREP 

84O31  90247 

8403190240 

B4/Q3/05 

30-266 

a 

3403190836 

8403190231 

84/01/31 

REVIEW  ORP 

9403190261 

8403190237 

B4/Q3/07 

50-36"? 

p 

Q403  190269 

B4031  90238 

84/03/13 

30-234 

a 

04031  9027H 

8403190271 

B4/03/OB 

90-3BI3 

a 

8403190274 

B40319Q26B 

B4/03/OB 

30-494 

a 

3403190278 

B40319036B 

84/O3/OB 

30-43-4 

a 

8403190331 

8403190279 

84/03/13 

50-2BS 

0. 

S4  03  190282 

8403190273 

B4/03/I9 

30-31  S 

O 

B4  031  90283 

B403190B77 

B4/03/OB 

30-313 

Q 

B-10319Q2B8 

B4031  90277 

B4/03/O8 

30-313 

Q 

B40319Q293 

84031  90290 

84/03/29 

30-373 

a 

B403  190294 

B403i902B6 

84/03/14 

30-346 

a 

B4  03  190299 

8403190390 

84/03/89 

30-373 

0 

a  4  03  190305 

8403190297 

84/03/03 

30-434 

a 

9  4  03  190306 

6403190300 

84/03/13 

30-331 

p 

B403190313 

8403190309 

84/03/01 

50-34  1 

0 

8403190317 

B403  190276 

84/03/05 

50-334 

n 

8403190321 

B403190314 

84/03/01 

50-29  3 

Q 

&  4  031  90321 

8403190314 

B4/03/01 

50-29  S 

a 

84031  9Q3B3 

8403190319 

B4/OB/39 

30-358 

a 

8403190324 

B4031  70376 

84/03/03 

90-334 

R 

8403190330 

0403190328 

B4/02/24 

OA999 

84  O3  190333 

8403  190328 

B4/03/B4 

QA999 

8403190334 

8403190314 

84/03/01 

30-273 

Q 

8403  190340 

840319032B 

84/03/24 

QA999 

B403  190349 

8403190341 

84/03/14 

50-346 

B 

B403  190331 

8403190343 

84/03/14 

50-361 

P 

B4031  90334 

B4031  90348 

84/02/28 

30-440 

a 

B4031903S7 

B403190390 

B4/03/06 

50-SW 

p 

B403190339 

8403190390 

84/03/06 

30-267 

p 

8403190366 

8403190360 

B4/03/13 

3O  -38  7 

a 

ENCUaSU/iE 
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8403190373 

6403190267 

84/03/01 

so-ao6 

G 

B403I9O3B1 

8403190377 

84/03/15 

50-339 

P 

8403190384 

9403190379 

B4/OB/27 

90-3O5 

0 

84031903BD 

8402090035 

S4/03/13 

30-322 

S 

84031-J0399 

B4031  90394 

-&4/02/29 

90-413 

A 

B4031  90104 

B403190394. 

04/02/39 

30-413 

A 

8403190409 

8403190408 

B4/03/O6 

3O-317 

0 

0403300031) 

6403500027 

84/03/15 

30-317 

F 

8403200037 

840320003  L 

84/03/16 

30-322 

G 

B4O32Q0044 

3403200038 

84/03/1B 

30-302 

P 

B403200052 

9403500046 

84/03/13 

30-316 

P 

8403200057 

B403B00053 

84/03/19 

30-3-61 

n 

B4  032  000  SB 

8403^00046 

B4/O3/1S 

50-346 

p 

8403200062 

6403500056 

84/03/14 

30-219 

<t 

B4  039  0006  3 

0403200046 

B4/D3/I5 

30-346 

p 

8403200067 

B403300056 

84/03/14 

50-219 

o 

8403300074 

B4032OOO33 

94/03/15 

30-361 

R 

B403200D76 

B403S00072 

84/03/15 

QA999 

B403200Q77 

B103S00033 

84/03/19 

50-361 

R 

B4033QOQB2 

B403SOOO33 

B4/O3/19 

50-361 

R 

6403300085 

840320008k 

84/03/16 

50-470 

K. 

B4032GOOB6 

8403300033 

84/03/19 

50-361 

n 

84O32OOOBB 

B4035000S3 

64/03/15 

30-361 

R 

8403200089 

84032000  83 

B4/O3/14 

40-2061 

B4032  00091 

8403300033 

B4/C-3/1S 

50-361 

K 

B4032  00096 

B403aOOt>94 

B4/O3/1S 

50-333 

P 

8403200101 

8403200100 

B4/O3/14 

30-316 

P 

84O320010Q 

8403300102 

B4/O3/16 

30-334 

a 

84032001  IS 

6403200109 

B4/Q3/1& 

90-409 

F 

8403200119 

840320O1  1  1 

84/03/06 

SO-4B3 

a 

B4O3200134 

8403200131 

84/03/16 

SO  -332 

0 

B40330013& 

S40320O131 

84/03/16 

50-322 

0 

8403200140 

6403200131 

84/03/lb 

30-32B 

Q 

0403200  M  2 

B403E0013B 

B4/03/O7 

OA999 

84032Q0143 

B403o90O3a 

B4  /  03/  1  2 

50-322 

S 

8403200140 

B4032OD131 

B4  /  03/  1  b 

BO--332 

G 

8403300146 

B403200131 

B4/03/I6 

50-322 

Q 

84O320015D 

8403E0013B 

84/03/O7 

OA999 

640330019-1 

8403200131 

B4/03/16 

30-332 

0 

B1  03200  153 

B403200149 

84/03/13 

g  0-423 

A 

B4032QD155 

B403200131 

B4  /  03/  1  6 

50-322 

0 

B403200157 

840330-0138 

B4/  03/07 

OA999 

0403200159 

B403200131 

84/03/16 

30-322 

Q 

B4  032001  BO 

8403200179 

84/03713 

SO-313 

F 

8403  2001  Bl 

3403.20017"? 

84  /03/  1  3 

50-313 

F 

B40320D1B? 

B4032001B7 

84/03/14 

30-4BS 

H 

B403300193 

B40320019O 

B4/03/16 

30-461 

A 

8403200195 

8403200191 

B4/O3/19 

so-aa? 

0 

84  033001  9B 

B403200191 

B4/O3/J9 

30-397 

0 

8403200300 

B403300191 

84/03/19 

50-2B9 

0 

B403S0020S 

6403200191 

84/03/19 

50-399 

0 

B4O320030B 

840320O2O; 

&4/03/13 

50-320 

p 

B4O3S002I1 

8403200191 

B4/03/19 

HO-289 

a 

640320021  4 

040-3200310 

B4/03/1B 

00-316 

p 

84O320D22a 

B40-32002  1  8 

84/03/1S 

30-273 

p 

B40330033Q 

64C-3200E23 

94/03/15 

50-313 

p 

B4D3SOOZ4O 

8403200232 

B4/03/l» 

30-410 

A 

8403200341 

aiO320O£36 

B4/C3/13: 

50-377 

P 

8403300243 

8403200232 

B4/03/1& 

30-410 

A 

B4  033  00  24  8 

B4Q3SQQ333 

84/03/1  & 

30-410 

A 

8103300251 

B403300246 

94/03/14 

30-313 

F 

0403200250 

9403200346 

B4/-&3/14 

30-313 

F 

84O33002&O 

B4O3200292 

84/03/1* 

50-482 

A 

64  03  Q  00263 

6403200236 

B4/03/13 

5O-373 

a 

B40330036i 

B403300264 

B4/O3/14 

SG-230 

p 

B403300269 

B403200-25B 

B4/03/16 

3O-4B3 

A 

B403B00270 

B4D32D0264 

84/03/14 

5  0-23  D 

P 

B403E00277 

6403300274 

B4/O3/13 

50-371 

Q 

B4033002B3 

8403200379 

84/03/15 

9Q-4B3 

Q 

8403200269 

B4O320-0234 

B4/03/1? 

50-39 

P 

8403200290 

B4032O02B4 

B4/O3/W 

50-29 

P 

B403S00291 

B4032O02B7 

B4/03/04 

30-263 

a 

B4O3S00293 

8403BODQB1 

64/03/14 

3Q-7H 

F 

B4O330029-6 

84O32D02ai 

84/03714 

50-72 

F 

8403300597 

B403B00293 

B4/O3/06 

30-494 

0 

34D3S0030O 

B40320029& 

B4/03/06 

50-434 

a 

8403200301 

8403140S44 

84/03/2B 

50-275 

0 

8403300335 

040330033-3 

B4/02/H3 

40-4492 

64O320033B 

B4D3200393 

B4/02/S3 

40-449S 

5403300333 

8403200333 

84/03/2:7 

40-1341 

592 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPAL  DOCUMENTS 


rtCCESSJDN   NUMBER 


£N  CLOSURE 

PRINCIPE 
DEJCUMENT 

D^TE 
ISSUED 

SUBJECT 
CATEODRY 

B4032O0394 

8403300307 

B-t/OS/lfi 

4O-B6Q1 

8403310005 

B4O321QQ01 

B4/03/t4 

40-A720 

B4O3210Q10 

84O321QOD1 

64/03/14 

40-6920 

B403210O16 

8403210004 

B4/03/O9 

SO-317 

0 

a4032jooao 

B4032I0015 

34/03/09 

TOPREP 

8-103350051 

B403BI0047 

B4/03/O9 

SO-3BO 

a 

S4O32I0055 

B4O32IOO43 

81/03/16 

50-277 

p 

8403210069 

3*032  1  0037 

B4/O3/1B 

30-4J6 

p 

3403210063 

84O3210O45 

B4/03/14 

50-377 

p 

3403310064 

B403S  10039 

84/02/39 

80-320 

B 

8103210071 

B40331O039 

84/OS/3S 

SO  -320 

R 

3403210078 

B40331O074 

84/03/14 

SO-34J 

A 

84O321O077 

G  4  03.J10O70 

B4/03/11? 

30-S43 

P 

B4O3S1Q08Q 

8  103310075 

B4/03/13 

50-334 

P 

B4031MOOBI 

84Q3210O7H 

34/03/09 

30-387 

K 

B4032  1  0085 

B4O3210076 

B4/O3/01 

30-299 

R 

84033  1  OOSB 

S4  0-321  DO  76 

B4/O3/OI 

30-BB9 

R 

B4032  10090 

8403210073 

34/03/09 

30-387 

K 

8403210091 

64032  100  83 

84/03/10 

30-373 

K 

B1G32SO1O1 

aioaaiM9? 

BW  03/14 

KJ-4« 

A 

8403310105 

3403310097 

84/03/09 

30-334 

0 

suasion1? 

a$o32LQii*t 

BH/O3/16 

50-275 

<J 

B4O33  1  01  33 

840331  Oil  3- 

B4/01/11 

30-416 

Q 

E  1  0331  01  36 

B403ZI0134 

84/03/13 

50-U6. 

P 

8403310143 

84O321O135 

B4/03/19 

50-244 

P 

8  -503310146 

9403310138 

B4/O3/01 

SO-2B9 

R 

54  033101  56 

B4033101S1 

84/03/19 

70-143 

04  0331  01  73 

B4O3210169 

S4/O3/2O 

a  0-28  7 

0 

3403310131 

3403210177 

B4/03/SO 

50-323 

0 

8403210200 

B4  03210  197 

84/03/O7 

S  0-347 

p 

840321.0306 

B4033  10203 

84/03/O& 

BO-33B 

p 

6403220004 

B4  032300  OB 

B4/O3/I3 

30-219 

p 

8403220010 

8403320006 

B4/O3/08 

30-373 

Q 

8403230022 

84033200  1  3 

94/03/16 

50-329 

R 

S403220023 

B40322OO21 

B4/03/2O 

30-133 

F 

3403520024 

B40  32800  IB 

&4/03/19 

50-206 

F 

9403220027 

8403320013 

B4/03/19 

30-aoa 

F 

B4  032  20033 

3403230028 

S4/D3/E6 

30-33S 

P 

B403320Q41 

8403220033 

Bt/03/13 

30-3B7 

a 

S«G32200')2 

840332003  1 

B4/03/19 

50-S73 

a 

B40322Q044 

8403230033 

B4/O3/20 

50-369 

p 

B  4  03220034 

840332004  3 

B4/02/37 

40-4492 

8403320060 

B403220030 

B4/03/19 

30-31  5 

a 

6403220062 

B  4033200  Si 

84/03/07 

50-309 

0 

B  4  03220071 

3403230068 

B4/02/3B 

40-9384 

B4Q3220-OBI 

3403530079 

B4/03/19 

30-333 

a 

8403320035 

84032SOOB3 

B4/03/I2 

30-277 

a 

3403230087 

8403220083 

34/03/12 

SO  -27  7 

a 

B4C-32200S7 

fi-403330086 

84/03/Oi 

50-331 

Q 

0403230091 

04  03220033 

B4/O3/J3 

SO  -277 

Q 

B4O32200-?a 

B4Q323009O 

B4/O3/09 

40-672 

3403230077 

B  4  03320094 

B4/03/07 

30-454 

a 

8403,>2Q09O 

8403230095 

84/03/07 

30-307 

a 

B403220Q97 

64  03230093 

84/03/19 

30-366 

Q 

B4O3220103 

B4O332OO75 

B4/03/07 

30-307 

a 

B4D3320I10 

840  3220  1O6 

B4/03/20 

50-273 

0 

B4Q3220I11 

B4032H0107 

E4/03/03 

30-34  1 

a 

aiosaaaii-* 

B4Q3a2OiQ9 

B4/O3/05 

50-34  1 

a 

8403220115 

3403230105 

34/03/06 

50-273 

a 

8403220124 

B4032S0117 

B4/02/38 

40-B334 

8403220125 

8403220121 

84/03/20 

50-306 

p 

6403230127 

B4O322Q123 

84/03/13 

S  0-373 

F 

B40322013S 

B4032  30133 

34  /03/  1  3 

5O-3B7 

a 

2403320139 

3403220131 

B4/03/OB 

HO-412 

0 

84032301*0 

3403220134 

B4/  03/OS 

3O-30S 

a 

8403230195 

34032201  53 

S4/03/13 

50-St9 

p 

B403220I3B 

B40332O193 

84/O3/  1  3 

30-237 

p 

B403320UO 

B4032Z0143 

94/03/04 

30-322 

a 

8403230  IAS 

S403220161 

S4/03/07 

BO-27S 

a 

B4  03220167 

B4  03230  162 

34/03/16 

30-266 

p 

0403320173 

S40323Q17Q 

94/03/15 

40-3824 

6403220187 

Q403230133 

84/02/27 

40-8698 

9*03220199 

04  03320  1?2 

&4/03/19 

5O-3O? 

P 

9403220312 

B4t>3aaosoa 

6  4/03/04 

50-33  H 

P 

3403320213 

8403220208 

64/03/06 

50-338 

P 

3403330217 

6403280214 

84/03/18 

CONTRACT 

B4O32  20254 

6403220220 

B4/O1/16 

40-1341 

B40332022? 

S403-2SOS24 

34/03/1? 

30-332 

Q 

B403SSOB34 

0403220824 

84/03/1? 

50-333 

6 

64,03220239 

0403ff3oBBfl 

B4/  03/O1 

50-366 

P 

ACCESSION   HUMS ER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATE00RV 

Q4O3220263 

5403220356 

84/03/13 

CONTRACT 

B4O3230SBO 

B40332027S 

34/03/12 

CONTRACT 

S  4  032  S02  93 

3403220286 

84/03/21 

30-32S         T 

6403220294 

34D32202B? 

B4/03/37 

XPQRTLIC 

Q4  03220397 

B4O32203BB 

B4/  03/21 

30-322         T 

8403230302 

84O3320388 

84/03/21 

30-322         T 

04  03220305 

Q4032SOSSB 

B4/03/S1 

50-332         T 

94O3SEQ310 

B4Q332QSBB 

B4/03/21 

30-32B        T 

B4Q3320312 

B403230307 

84/03/08 

CONTRACT 

8403230313 

S40322028B 

84/03/21 

30-323         T 

S4033S0319 

B4O3230316 

84/03/09 

CONTRACT 

9403230324 

3403320325 

84/03/02 

XPQRTL.IC 

3403-330327 

3403230335 

S4/03/07 

CONTRACT 

B403330007 

B4O3230004 

B4/03/I6 

50-331        P 

0403230021 

8403230018 

84/03/14 

50-341         A 

S4O3330034 

B403230039 

84/03/09 

30-243         F 

6403230037 

8403330033 

B4/03/20 

30-423         Q 

3403230046 

B40323Q043 

34/03/19 

50-339        R 

B4O3230052 

3403230044 

84/03/07 

CONTRACT 

B4  03230054 

8403230049 

84/01/31 

30-323         P 

8403230067 

B403230063 

84/03/30 

30-3O3        P 

8403230076 

3403230071 

B4/03/03 

CONTRACT 

B4O32300B1 

3403230073 

B4/03/19 

SO-373         0 

B4Q323G087 

3403230073 

84/03/19 

30-373         Q 

84033300B9 

8403330084 

84/03/20 

30-416         P 

8403330093 

S4032300B4 

B4/  03/20 

50-416         P 

3403230070 

B403230093 

34/03/16 

30-335         P 

8403330100 

B403230097 

B4/Q2/29 

10-3392 

S40323O1O2 

8403230093 

B4/03/14 

30-233         P 

840323O106 

8403230093 

B4/03/16 

50-233         P 

Q4O3230107 

8403230088 

84/03/20 

90-1O           Q 

B4O323O1  1  1 

0403230093 

84/03/16 

50-233         p 

B403330113 

8403330110 

B4/03/16 

30-S19         R 

S40323O123 

6403230119 

84/03/29 

30-319        R 

04  03230  123 

8403.330119 

84/02/37 

90-21  V        R 

B403S30126 

84032300BB 

84/03/20 

50-10          Q 

B40323O129 

3403230133 

83/03/34 

50-317         8 

B4D32OO  130 

B403230129 

B4/03/01 

CONTRACT 

84  03230  133 

B403330137 

84/03/19 

50-315         Q 

3403330141 

3403330139 

S4/02/2B 

30-275         R 

3402-230150 

840333014B 

83/10/07 

30-414         B 

B403330154 

340323O1  52 

84/03/12 

CONTRACT 

B403330  137 

8403330136 

34/03/27 

40-3743 

B403230J40 

8403230139 

B4/03/07 

CONTRACT 

B403930164 

B  4033  3O  163 

B4/03/12 

10CFR 

B403230J75 

8403330171 

B3/05/24 

30-317         S 

Q4O32301B1 

0403230176 

83/03/11 

30-303        8 

B403S30244 

B40323O241 

34/03/09 

70-1339 

3403330346 

8403330241 

B4/03/09 

70-133? 

8403260022 

8403240018 

B4/03/03 

30-434         A 

3403260053 

8403240019 

84/03/16 

50-346         Q 

B403260026 

9003260017 

34/03/31 

30-34B         S 

8403360030 

8403360027 

B4/03/03 

XPORTLIC 

B  4  0334  0033 

84032^0017 

84/03/21 

50-343         S 

8403360040 

B403240017 

84/03/31 

30-348         S 

B403260042 

3403260037 

841/03/23 

XPORTLIC 

B403340046 

B4033400I7 

84/03/21 

30-348         8 

B403260048 

3403260043 

84/03/06 

30-331         P 

H4032A0041 

8403260037 

B4/03/03 

30-434        A 

B40326004B 

B4033&0060 

84/01/13 

30-438         0 

B4033  60075 

3403360072 

84/03/19 

50-266         S 

Q403H  60077 

040334007  1 

84/03/03 

30-344         P 

6403260000 

8403240073 

B4/03/20 

30-413        A 

8403240.081 

8403260049 

B4/02/28 

30-443         Q 

S4033AOOB3 

840334.0071 

84/03/03 

3Q-344         P 

B4032600B4 

8403340082 

84/03/09 

70-1237 

B403S600H7 

840334007B 

64/03/27 

30-382         a 

Q4032i,OOB3 

B403260071 

34/03/03 

SO-344         P 

3403260099 

8403340090 

84/03/03 

30-313         « 

8403360107 

8403260100 

84/02/14 

30-267         Q 

B4  03340  107 

8403360102 

84/03/32 

40-1341 

3403B&O1IO 

B403260103 

B4/03/33 

50-2SO         p 

8403260111 

8403260104 

34/03/09 

30-373        0 

3403260112 

8403360104 

S4/03/1B 

30-317        0 

B4033fc01  1  7 

B4D32&QH3 

34/03/30 

SQ-332         F 

8403260139 

B4033601B3 

04/03/02 

40-1478 

B4CQBi,tJ13i 

S4D3260123 

84/03/02 

40-147B 

8403260137 

3403360034 

84/03/13 

30-413        A 

B403340141 

B403340123 

Q4/03/02 

40-1478 

8403340148 

3403260138 

B4/01/1B 

40-8102 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION    NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATE9DHY 

B4032t014B 

8403360123 

B4/03/02 

4O-  1478 

6403260151 

B4D336O143 

B4/02/29 

50-213          F 

B4O32i0133 

8403260123 

B4/03/02 

40-1478 

B403260137 

8403360031 

B4/03/16 

30-313          P 

B4O33A01SB 

8403360123 

84/03/03 

40-1479 

B403S60167 

8403360161 

84/02/03 

50-3167          0 

8103260172 

84O3360168 

84/01/17 

50-239         0 

8403260173 

B403260166 

84/03/12 

30-334          0 

B403260177 

8403260174 

84/03/08 

30-26,7          0 

B403260183 

8403360177 

84/03/33 

70-27 

S403260201 

B40326019S 

B4/03/17 

30-244          P 

B403260207 

S403260209 

84/03/03 

50-267          0 

B4O3240211 

8403260203 

84/03/03 

30-267         0 

S4O32t0214 

8403260306 

B4/02/03 

30-443        a 

S4O3360320 

S403260217 

84/02/06 

30-4  3B          0 

S4O3S60S33 

B403260330 

B4/03/OB 

30-313          Q 

9403S60S34 

B403260227 

84/03/23 

30-348         P 

3403260237 

8403260228 

84/03/21 

5O-434          0 

34  03360233 

8403260333 

84/02/17 

30-298         0 

8403260340 

8403260233 

84/02/17 

30-298         0 

84033A034B 

8403260236 

B4/02/27 

30-317          P 

8403260350 

B4O3260245 

84/02/14 

go-saa      Q 

04  03240233 

8403260347 

84/03/23 

30-332          E 

0403340265 

B403260361 

84/02/21 

30-32  1          F 

8403360381 

B403360273 

84/03/06 

SO-33B          P 

3403360304 

B403260303 

B4/03/05 

50-344         F 

B4  03260307 

B403260296 

B4/O3/08 

CONTRACT 

84  0324030B 

B403360303 

B4/03/03 

30-344          F 

6403360317 

B403260313 

B4/03/20 

50-293          0 

B4O3260322 

8403260316 

B4/03/01 

CONTRACT 

B4  03260329 

8403260326 

84/03/08 

50-34B         P 

B4O3260336 

8403260331 

84/03/09 

71-34SO 

B403S60341 

B4O3360323 

B4/03/06 

CONTRACT 

B4O3260342 

B40336033B 

84/03/31 

30-323          T 

B403360347 

8403260344 

84/02/27 

WASTE    MOT 

S403260350 

8403260344 

B4/02/37 

WASTE    HOT 

3403S60333 

8403260344 

84/02/27 

WASTE   MOT 

3403360394 

8403260348 

84/03/33 

30-4  OO         Q 

S4  03360356 

8403260333 

B4/03/O9 

CONTRACT 

6403260369 

8403260368 

B4/03/22 

30-275         0 

6403360370 

B403260363 

84/03/08 

CONTRACT 

6403260379 

8403260377 

84/03/33 

30-332          T 

S4  033604  14 

840326041  1 

83/03/33 

50-323         S 

B4  033700  15 

84O327001  0 

84/03/20 

50-293        P 

6403270022 

8403270010 

84/03/30 

50-393         P 

8403370024 

8403270010 

84/03/30 

50-273         P 

0403270032 

B403B70030 

84/03/16 

30-303         P 

B40327003B 

8403270030 

84/03/16 

50-303        P 

B4O327004B 

8403270043 

84/03/21 

30-332         T 

6403270034 

84033700SO 

84/03/31 

QA979 

B403270037 

B403270053 

84/03/31 

50-37S         P 

6403270067 

8403B70064 

84/03/08 

30-277          P 

B40337006? 

B4032700&3 

B4/03/17 

50-392          0 

B403570076 

8403270070 

84/03/23 

30-45B         Q 

B403370074 

84  03270086 

34/03/33 

40-8760 

S403270097 

B403270092 

84/03/21 

QA979 

B403270113 

8403370106 

64/03/32 

30-155         P 

B403270132 

8403270119 

84/03/19 

30-333         R 

B40  3270  127 

8403370123 

84/03/22 

50-32O         P 

EH032701H9 

8403270133 

84/03/22 

50-3  2O         P 

S403S70136 

8403370130 

84/O3/19 

50-249         P 

B403870139 

8403370133 

84/03/22 

30-32S      a 

8403270143 

8403370053 

84/03/30 

30-393         P 

8403270144 

8403370130 

84/03/19 

50-249         P 

8403970197 

8403370132 

S4/  03/23 

5O  -3  22          S 

B403370180 

8403370177 

84/03/07 

30-461         0 

9403370181 

8403270170 

84/03/23 

50-392         0 

94032701  B4 

8403370178 

64/03/07 

Q.A777 

B4O33701BB 

84032701B3 

84/03/22 

50-375         P 

S4O3270191 

84032701B9 

84/03/14 

30-367          P 

B4O3370194 

B4032701B9 

B4/03/14 

30-267          P 

B4O3270212 

8403270210 

64/03/22 

30-33O         P 

B4O337021  7 

6403270314 

B4/01/14 

70-1357 

B4O3370aai 

B403270214 

34/01/16 

70-1  B  37 

3403270223 

8403370323 

64/03/22 

30-373        P 

B40  3370334 

B403370228 

84/03/03 

OA7971 

B40327023B 

8403270333 

84/03/07 

30-409         0 

S4O3370339 

8403270233 

94/03/21 

30-361          P 

B4O3270241 

8403370338 

84/03/02 

O.A997 

B403S7024B 

8403270233 

84/03/09 

30-409        0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

8U3JECT 
CATEGORY 

B4O3270392 

8403370246 

B4/03/22 

30-454         O 

B4O327O233 

S40327O349 

94/03/17 

SO-2B3         Q 

B4O3370253 

8403270346 

04/03/22 

30-434         a 

B40327036Q 

8403270246 

34/03X22 

30-494         O 

B4O327O263 

840327O24i6 

94/03/32 

30-454         O 

3403270331 

B403370282 

B1/03/O7 

CDNTSACT 

8403270370 

B403270SB6 

04/03/07 

CONTRACT 

B40  32703  06 

B403E70302 

B4/03/O7 

CONTRACT 

B40  3270338 

B403270333 

94/03/E3 

3O-4OO         Q 

8403S7035Q 

9303020109 

B3/O1/19 

30-253         S 

8403270362 

8403270360 

B4/  03/09 

CONTRACT 

9403270365 

B403270365 

B4/O3/OB 

CONTRACT 

8403360014 

8403380009 

B4/O2/H1 

SO-416         P 

84032800  1  Q 

B4  osaeooo? 

B4/  OS/21 

50-4I£,         P 

84032B0023 

0403280007 

B4/O2/2I 

30-416         P 

B4032B0044 

B4032BOO37 

B4/O3/23 

50-348         P 

8403-260032 

840326004'? 

B4/03/Oi 

CONTRACT 

B4032BOO&4 

B403280O4S 

B4/O3/12 

50-34  1         H 

8403200095 

8403280030 

B4/03/13 

XPDRTLIC 

8403-380063 

8403280063 

B4/O3/06 

30-B3            P 

B4Q336007  1 

B40328006S 

B4/O3/06 

50-B3            P 

8403380077 

8304370367 

B3/O4/13 

50-366         B 

84  032800  Bl 

84032BOOBO 

B4/OI/17 

FO1A 

a4032aoioi 

8403280070 

B4/O3/13 

5O-395         P 

840.3390103 

840328  OO97 

83/11/21 

4O-B5B6 

B4033B0106 

8403380090 

B4/O3/1S 

30-373         P 

8403380109 

84032BOO70 

64/03/12 

30-375         P 

84033801311 

83051  A  0260 

B3/O3/05 

30-231          B 

B403380191 

8403380147 

B4/O3/OB 

XPDRTLIC 

8403280156 

8403280147 

B4/O3/07 

50-250         H 

8403380137 

34032301  S3 

B4/03/OB 

COMMISSION 

B4oaaaoi6.o 

8403280153 

B4/O3/OB 

90-239         T 

B4033B0170 

84033801  &7 

B4/O2/22 

FOIft 

6403380174 

8403280167 

B4/O2/22 

FOIA 

B4032B0177 

8403280167 

B1/O2/23 

FO1A 

8403260132 

8403280  167 

84/02/22 

FQIfl 

B4O32BOia-S 

8403280167 

B4/O3/3B 

FOIrt 

8403260137 

8403280  1B& 

84/03/07 

CONTRACT 

B4032B01SB 

8403280167 

B-1/O2/22 

FOICt 

84033801?! 

8403280167 

B4/O2/22 

FOIft 

8403260197 

8403280167 

84/03/33 

FOIft. 

84032B02IB 

8403300214 

B4/O3/14 

71-9O36 

84032BQ225 

8403280316 

B4/O3/O7 

5D-4B3         Q 

B4032BQ229 

8403280216 

B1/O3/O7 

30-492         Q 

B4Q33B0335 

8403380216 

B-1/O3/07 

3O-4B2         Q 

0403360240 

8403280216 

B1/O3/07 

5O-4BS         Q 

B403HB0363 

B4032BD260 

B4/03/O7 

CONTRACT 

B40323O273 

B4D3SB0270 

BAJ  03/07 

MISC 

B40328027B 

B403EB0270 

B4/03/07 

HIBC 

8403280292 

B4032B027O 

B4/03/07 

MISC 

B4Q33803B3 

B4032E027O 

B4/  03/07 

MISC 

84032B0274 

840328027O 

84/03/07 

MISC 

B40  3300276 

B403E6027O 

04/03/07 

MISC 

84033B0301 

8403280370 

B4/03/07 

MISC 

8403290004 

B403S70002 

B4/OI/13 

50-347         P 

8403290006; 

B40327000H 

B4/01/13 

FOIA 

84032700O7 

8403ai?OOO2 

B4/01/13 

FOIA 

8403370007 

B403E700O2 

84/01/13 

FDIA 

B40337QOIO 

84032700O2 

B4/01/13 

FOIA 

B4O3290OI  1 

B4033900O2 

B4/Oi/13 

FOIA 

8403290012 

6403370002 

84/01/ia 

FBI  A 

8403390014 

84033?OaOS 

B4/O1/13 

FOIA 

840339001  6 

3403270O02 

B4/01/13 

FOIA 

BIO  339001  B 

8403290002 

94/01/13 

FOIA 

B40329O030 

8403E  90002 

B4/01/13 

FOIA 

8403290021 

B403H  70002 

B4/01/13 

FOIA 

8403S90022 

B403S70002 

84/01/13 

FOIA 

B40  3290033 

8403H7000K 

B4/01/13 

FQIA 

8403290024 

B403S700OH 

BI/Oly'13 

FOIA. 

8403290023 

B4032700D2 

B4/O1/13 

FOIA 

8403590027 

840337001  •? 

B4/02/E9 

30-349        Q 

B40329002B 

84032900DZ 

B-4/01/13 

FOIA 

8403290031 

3103290O02 

34/01/13 

F01A 

8403390034 

8403390002 

B4/01/13 

FDIA 

8403290030 

84032  70O02 

S4/01/13 

FOIA 

B403H90036 

8403290QD3 

B4/01/13 

FOIA 

8403290040 

8403290002 

B4/01/13 

FOIA 

8403270041 

8403370003 

84/O1/13 

Far  A 

8403370044 

B403  37000  2 

B4/O1/13 

FOIA 

8403270043 

8403270002 

B4/01/13 

5O-2AA         P 

594 
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ACCfcSSIUN   NUMBER 


ENCLOsune 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATKGDHY 

8403290046 

6403290002 

B-4/01/13 

FOIA 

840339OC4B 

B40327OQO2 

S4/01/13 

FOIA 

840329004? 

S40327000S 

84/O1/13 

50-366 

P 

0403270050 

8403270042 

B4/O3/06 

50-370 

0 

S40339OO51 

B40329O002 

B4/01/13 

fDIA 

B403H9OO52 

Q40327C-OO2 

D4/OI/13 

FOIA 

0403390034 

B10339OOOS 

B4/OI/13 

FOIA 

8403  3  9003  Q 

B40329OOO2 

B4/O1/13 

FOIA 

8403290037 

8403390033 

SM/  03/13 

30-334 

Q 

04032  7003B 

B40327OOO2 

84/01/13 

FOIA 

3403P  90059 

B403290OOH 

S4/Q1/13 

FOIA 

S40327DO61 

B4O329OOO2 

S4/O1/13 

FOIA 

B4C327006B 

8403390053 

B4/03/13 

3O-334 

Q 

B40327O063 

84O3290C-03 

B4/01/13 

FDIA 

B403E-7O065 

84O329OOO2 

B4/O1/13 

FOIA 

8403290066 

B403290013 

B4/03/15 

70-378 

8403290O6B 

B4O327OOO3 

84/01/13 

FDIA 

B40327Q070 

B4O329OOO2 

34/01/13 

FDIA 

8403394  D7I 

8403290064 

34/03/13 

50-371 

Q 

B403290073 

B4O3290003 

B4/O1/13 

FOIA 

8403290075 

B403290002 

S4/01/13 

FC11A 

B4032700B2 

B40329OO67 

34/03/20 

30-269 

a 

B4033900B4 

8403390078 

84/03/14 

50-348 

Q 

B403290039 

84O329007B 

S4/03/14 

BO-34B 

a 

B403270O70 

B40327O067 

64/03/30 

50-269 

a 

B40329007S 

84032  700B6 

B4/O3/07 

SO-334 

a 

0403270075 

B4O327O047 

04/03/20 

30-2-67 

Q 

8403270076 

B40327007B 

B4/O3/14 

30-348 

a 

8403370078 

84O33  70073 

84/03/23 

30-4&1 

i 

B403290102 

B4032  70093 

04/03/33 

30-461 

i 

8403390103 

84O337007B 

84  /  O3/  1  4 

50-34  B 

0 

840329OJO4 

8403270099 

B4  /O3/  1  3 

30-217 

0 

B403290I07 

B4  03370073 

S4/O3/23 

50-461 

i 

B403270100 

B40329O067 

94/03/2O 

50-26? 

0 

34032901  J  3 

84O327O1  1O 

B4/03/14 

ACK5 

6403390111 

64  0329  O  107 

84/03/19 

30-333 

a 

B40329Q117 

B4  032901  16 

04/03/13 

30-3B7 

a 

5403370120 

B4O329OJI6 

84/O3/13 

30-3B7 

0 

8403S90124 

84O337O107 

B4/03/19 

50-33  5 

o 

31032  901  SS 

840-3390109 

B4/O3/19 

30-333 

0 

B403a?01J2 

B403270107 

04/03/19 

50-335 

0 

B403290139 

B4O339D133 

84/03/22- 

50-372 

Q 

fl40aa9011H 

840327O140 

B4/O3/14 

SO-3S7 

Q 

8403390146 

8403290145 

B4/O3/19 

50-41H 

C 

S403290147 

84O3390143 

S4/O2/2B 

30-413 

a 

8403U90149 

B403390I40 

B4/D3/14 

50-387 

o 

8403370150 

6403370144 

B4/O3/J3 

30-332 

0 

8403S9O154 

84O327O14B 

B4/O3/I6 

50-369 

p 

B40339Oiaa 

8403290140 

B4/03/14 

50-3B7 

a 

B4  03290  136 

84032901  51 

34/03/O5 

30-416 

a 

8403H90U2 

B4O3390157 

64./03/33 

30-303 

p 

8403^70164 

840^70148 

84/03/16 

30-367 

p 

B403290I6D 

84O337016O 

83/12/21 

3O-333 

F 

8403390166 

8403270163 

B  4/03  /SO 

30-400 

a 

0403270169 

B4033901A3: 

El/03/20 

30-400 

a 

8403390171 

8403370163 

84/03/20 

50-4OO 

a 

B403290  1  73 

8403390163 

94/O3/20 

SO-400 

a 

B4O329OieO 

B403270174 

B4/O3/O2 

30-333 

o 

B4  03290  183 

B4O327OI7B 

B4/03/30 

50-237 

a 

8403270  IBS 

B40329018S 

O4/  03/26 

50-244 

p 

B4032901B7 

84032901BB 

BA/03/3b 

50-244 

p 

B40329019O 

3*03290176 

B4/O3/2-0 

30-251? 

Q 

9403390191 

B40329OtB(b 

B4/03/I3 

50-28? 

0 

8403290174 

B4O3270173 

84/03/19 

S  0-36  A 

D 

B403290195- 

84O3S90193 

04/03/15 

3  0-36  1. 

a 

3403290  196 

B4  03270  193 

84/03/13 

30-366 

Q 

8403590177 

B4O3290193 

84/03/13 

50-366 

a 

B4O329O177 

84032701  9B 

B4/O3/O6 

5O-400 

a 

B403270303 

34  03290  1  70 

B4/03/3O 

5O-23V 

0 

8403290204 

840329O2OO 

34/03/2? 

3O-412 

a 

B4032703O5 

9403290202 

B4/03/13 

50-330 

Q 

B403H70207 

810329O17B 

B4/03/2O 

SO  -257 

o 

8403370S09 

B4033703OI 

84/O3/01 

30-370 

a 

8403290510 

B403'S9030b 

B4/O3/IS 

50-273 

a 

8403890211 

Q4O3290178 

B1/03/3O 

30-259 

a 

84O329Q212 

B4  03  39020  B 

84/03/17 

50-321 

a 

8403890211 

B4O329017B 

84/03/HO 

50-239 

a 

8403290315 

8403270SOB 

B4/03/17 

30-321 

a 

B403H9O3I  6 

340329OSOB 

B4/O3/19 

50-32-1 

Q 

B403290219 

64  0329020  B 

B4/03/19 

30-321 

Q 

ENCLOSUfft 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

3403290230 

3103290178 

H4/03/20 

50-239 

Q 

£34  032  90S  34 

B  103  2  9033  I 

B4/03/27 

50-3O2 

Q 

B4  032  90239 

8403390337 

B4/O3/03 

50-239 

Q 

01  03270260 

B403390330 

01/03/16 

50-330 

0 

B403S7Q266 

8403270262 

B4/03/01 

3O-302 

0 

BIO  32  902  67 

0403390250 

84/03/16 

30-338 

Q 

Q4  03290273 

0403290267 

B4/Q3/23 

30-369 

P 

B4  03290276 

0403370370 

04/03/13 

30-413 

Q 

G4  03290279 

0403390367 

04/03/23 

30-367 

P 

B4  03370200 

04O32702SO 

04/03/16 

30-338 

0 

84O3290B02 

8403290267 

B4/03/23 

50-367 

P 

8403390207 

8403290203 

B4/03/ai 

30-409 

P 

0403290290 

8403270273 

84/03/01 

50-367 

Q 

B103270291 

B403390230 

84/03/16 

30-338 

0 

6103370292 

B4Q3290286 

01/03/13 

30-39 

a 

B1  03390294 

04.03390289 

B4/  03/03 

50-338 

a 

6403370301 

B4O3270299 

B4/03/37 

50-230 

0 

8403390303 

B403390302 

84/03/16 

30-334 

A 

040327030B 

8403290302 

04/03/16 

50-334 

A 

8103290320 

84O329O317 

H4/02/S9 

30-333 

a 

0403390343 

84  03270339 

B1/03/05 

FOIA 

64032903-13 

840327033B 

04/03/03 

FOIA 

8403270344 

8403290341 

84/02/37 

50-32B 

D 

8403370389 

0403290385 

B4/03/27 

40-2061 

04032903<77 

9403290393 

B4/03/S5 

30-332 

0 

0403290400 

B4  03270399 

84/03/2B 

50-332 

Q 

8403290403 

6103290404 

B4/03/OB 

XPORTL1C 

B4033000I4 

84  09300009 

B4/03/37 

30-332 

T 

84O33000I  5 

04O33000U 

B4/03/26 

70-37 

8103300023 

8403300017 

B4/03/13 

30-454 

a 

01  03300030 

B4Q3300017 

S4/03/13 

50-454 

Q 

B403300033 

B403300026 

S4/03/16 

30-436 

a 

B4O33OQQ40 

S40330Q036 

84/03/13 

50-282 

a 

S4Q3300041 

B4O33Q004I 

04/02/13 

70-37 

8403300047 

B4O330O042 

04/03/14 

30-313 

a 

8103300049 

8403300048 

B4/03/2B 

50-392 

F 

B4033Q0090 

8403300046 

04/01/31 

50-313 

a 

B4033O005I 

B4O33Q004H 

B4/03/I4 

50-313 

a 

[3403300057 

B403300033 

B4/03/13 

50-341 

a 

840330006? 

B4O33OO063 

84/03/31 

30-3B7 

Q 

84O33.00071 

8403300063 

B4/03/23 

50-271 

a 

0403300076 

8403300072 

04/03/16 

30-322 

a 

8403300072 

S4093QOOS6 

B4/03/23 

30-243 

Q 

840330  0073 

84033000B9 

S4/  03/20 

30-409 

P 

0103300103 

0403300090 

84/03/16 

30-354 

Q 

B4O33OQ113 

0403300111 

B4/  03/26 

30-302 

8 

B4O3300116 

B4Q3300107 

B4/03/2B 

30-413 

A 

8403300117 

S4O3300107 

B4/03/28 

30-413 

A 

84O3300I3C 

6403300123 

04/03/13 

50-490 

A 

8403300136 

B4O3300133 

84/03/07 

30-239 

R 

B403300139 

Q1D3300133 

84/03/09 

30-339 

R 

8403300110 

B1O3300137 

04/03/37 

70-iS7 

3403300116 

B4O3300142 

B4/O3/S3 

50-1271 

Q 

B403300I36 

H4O3300149 

84/03/22 

50-346 

P 

B40330O13S 

B4O33O0149 

S4/  03/22 

50-34A 

P 

840330O166 

8403300161 

84/03/23 

50-213 

Q 

8103300169 

B4O3300I69 

84/03/26 

50-223 

a 

8403300177 

B4O3300171 

84/03/23 

30-273 

0 

B4033Q0183 

B4O3300171 

84/03/23 

30-272 

a 

3403300185 

B403300173 

84/03/13 

50-230 

R 

B40330O186 

84O33001BO 

84/03/23 

50-31  1 

Q 

B40330Q19O 

B4O33001BO 

B4/03/23 

30-31  1 

Q 

B40330Q171 

B4O33001B9 

B4/03/23 

30-244 

a 

8403300193 

84D3300173 

B4/03/13 

50-330 

R 

6403300227 

8403300934 

84/03/13 

71-9134 

6103300237 

8403300235 

B4/03/13 

TDPREP 

0103300274 

8403300371 

B4/03/37 

30-352 

0 

B40330Q277 

B4  O33  00273 

B4/O3/13 

70-1237 

B40330O302 

B4O330029B 

84/03/19 

71-7027 

B40330O31S 

B4O3300309 

B4/03/BO 

CONTRACT 

B40330O327         8403300334         B4/O3/13         5O-261 


APPENDIX  A 
DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.       APPLICATION/CONSTRUCTION  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  category  follows  llie  application  from  submission  to  the  day  preceding  the  issuance  of  an  oper- 
ating license      It  includes  all  correspondence  and  documents  with  substantive  technical  content  thai 
do  not  fall  into  other  specific  categories      Included  aie 

1  Application  for  construction  permit. 

2.  General  Information  submitted  with  construction  permit  application. 

3  Amendments  and  changes  to  items  I  and  2. 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

5  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

6.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  5. 

7.  Correspondence  regarding  the  Preliminary  Safety  Analysis  Report  (PSAR). 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  appli- 
cation (NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc,). 

9.  Construction  Permit,  amendments,  and  correspondence  relating  to  the  construction  permit. 

10.  Scheduling  of  license  application  submission  or  review. 

11.  Environmental  review  information. 

12.  Application  for  operating  license. 

13.  General  Information  submitted  with  operating  license  application. 

14.  Amendments  and  changes  to  items  12  and  13. 

15.  Correspondence  regarding  the  Final  Safety  Analysis  Report  (FSAR) 

16.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility,  not  covered  by  an  IE  Bulletin. 

17.  Reports  of  site  visits 

18.  Backup  technical  documents  (e.g.  topical  reports)  submitted  in  support  of  the  application. 

B        UTILITY  PRELIMINARY  SAFETY  ANALYSIS  REPORT  (PSAR)  AND  AMENDMENTS 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  is  filed  in 
Category  A. 

1.  Preliminary  Safety  Analysis  Report  (PSAR)  submitted  by  utility  (formerly  called  Hazards 
Summary  Report  or  Safety  Analysis  Report), 

2.  Amendments  and  changes  to  the  PSAR. 


A-l 


'        Transmmjl  and  acknowledgement  letters 
4         (emfiLdies  of  service  to  the  PSAR 

C.       UTILITY  ENVIRONMENTAL  REPORT  (ER),  AMENDMENTS    AND  CORRESPONDENCE 

Tins  caiegory  is  strictly  limited  to  the  items  listed  below.    Othei  environmental  documents  and 
correspondence  are  filed  m  Categories  A,  D,  M,  P  or  R 

I.  Environmental  Report  (ER)  submitted  by  the  utility 

2  Amendments  and  supplements  to  the  ER 

3  Transmitial  and  acknowledgement  letters 

4  Information  on  scheduling  of  submittal  or  review  of  ER 

5  NRC  questions,  requests  for  additional  information,  and  applicant  responses, 

6  Federal  register  notices  citing  the  availability  of  items  I  and  1. 
1.  Correspondence  relating  to  the  review  of  ER 

8        Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion   is  the 
ER 


D.       NRC  DRAFT  AND  FINAL  ENVIRONMENTAL  (IMPACT)  STATEMENTS  (DES  AND  FES) 
SUPPLEMENTS  AND  CORRESPONDENCE 

Thjs  category  is  strictly  limited  to  the  items  listed  below     Other  environmental  documents  and 
correspondence  are  in  categories  A,  C,  M,  P  or  R 

1  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES)  prepared  by  the  NRC. 

2  Supplements  to  the  DES  and  FES. 

3.     Correspondence  relating  to  the  DES  and  FES. 

4      Comments  from  other  federal,  state  and  local  government  agencies. 

5.  Transmittal  and  acknowledgement  letters 

6.  Documents  related  to  NRC  rev.ew  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements, 

7.  Backup  technical  documents  submitted  in  connection  with  above. 

8.  Federal  register  notice  citing  availability  of  items  1  and  2. 
9      Site  visits  to  obiam  information  for  DES  or  FES 

10.     Meenng  announcements  or  reports  of  mee«,ngs  where  the  primary  subject  of  discussion  „  the 


E.      NRC  SAFETY  EVALUAT.ON  REPORT  (SER),  SUPPLEMENTS  AND  CORRESPONDENCE 

llldaiss8ueT  ,V'n?  lim"Cd  '"  "le  "emS  "Sted  bC'°W'    °th"  docume"ts  deali"8  *» 
related  ,ssues  are  filed  ,„  categories  A.  P  or  W,  depending  on  the  phase  of  the  hcensing 
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1  Safely  Evaluation  Repoit  (SER)  prepared  by  the  NRC  (formerly  called  NRC-AEC  Hazard 
Analysis  Report) 

2  Supplements  io  SER 

3  Correspondence  relating  to  SER 

4  Federal  register  notices  citing  availability  of  items  I  and  2 

5  Information  on  scheduling  of  SER  submittals  and  review 

n  Requests  for  additional  information  for  use  in  preparing  SER,  responses  to  such  requests 

7.        Meeting  announcements  or  icports  of  meetings  where  the  primary  subject  of  discussion  is  the 
SER. 

8        Transmittal  and  acknowledgement  letters 


F.       SECURITY,  MEDICAL,  EMERGENCY  AND  FIRE  PROTECTION  PLANS 

All  plans  in  this  category  arc  individual  submissions     Information  submitted  as  part  of  the  PSAR 
or  FSAR  is  excluded 

1.        Fire  Hazard  Protection  Plan  and  surveys. 

2  Plant  evacuation  correspondence. 

3  Safeguards  Contingency  Plans 

4  Review  of  Health  Physics  Program. 

5  Correspondence  relating  to  aforementioned  plans 

6  Supplements,  changes  and  revisions  to  plans, 


G.       LEGAL  AND  ADJUDICATORY  CORRESPONDENCE 

This  category  contains  all  non-antitrust  legal  and  adjudicatory  documentation,  except  for  transcripts, 
briefings  and  testimony,  which  are  filed  in  category  T. 

1         Atomic  Safety  and  Licensing  Board  (ASLB)  and  Atomic  Safety  and  Licensing  Appeal  Board 
(ASLAB)  hearing  related  documents. 

2.        Federal  register  notices  regarding  hearings. 
3         Requests  to  make  appearances  at  hearings 

4.       Motions,  briefs,  arguments,  statements  and  related  correspondence  filed  by  participants  for 
hearings. 

5  Transmittal  of  supporting  documents  (e.g.,  SER,  FES)  to  the  boards. 

6.  Correspondence  to  and  from  intervenors 

7  Board  orders  and  decisions. 

8  Petitions  for  Commission  action. 

9  Legal  filings  and  Commission  orders  and  decisions  resulting  from  item  8. 


H  GENERAL  CORRESPONDENCE 

This  category  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or  license 
Items  that  have  no  substantive  technical  content  or  meaning  for  the  status  of  the  license  or  applica- 
tion ure  included 

I  Change  of  address  notifications 

2.  Changes  m  structure  of  orgunuation 

3  Changes  in  service  lists. 

A  NRC  requests  tu  applicant  for  additional  copies  ot  documents, 

5  Coirespondence  from  the  public  requesting  information  about  the  facility  and  NRC  responses. 

6  Correspondence  on  strictly  administrative  matters. 

7  Letters  of  support,  concern  or  opposition  to  the  facility 

8  Correspondence  regarding  the  Local  Public  Document  Rooms  (LPDRs) 

9  Professional  qualification  statements  not  pertaining  to  the  hearing  process. 


I.        FINANCIAL  INFORMATION 

This  category  contains  all  financial  information  except  that  submitted  as  part  of  the  application  or 
its  amendments  or  relating  to  the  imposition  of  civil  penalties 

1  Company  annual  reports 

2  Separately  submitted  financial  information  and  related  correspondence 


J.  INSURANCE  AND  INDEMNITY  INFORMATION 

1.  Indemnity  agreements  and  amendments 
2  Endorsements  insurance  policies. 

3-  Other  correspondence  regarding  indemnity  and  insurance  matters. 

K.  UTILITY  FINAL  SAFETY  ANALYSIS  REPORT  {FSAR)  AND  AMENDMENTS 

This  category  is  strictly  limited  to  the  items  listed  below     All  related  correspondence  fails  in  category 
A  or  P 

1  Final  Safety  Analysis  Report  (FSAR)  (formerly  called  Final  Hazards  Summary  Report) 

2.  Amendments  and  changes  to  the  FSAR- 

3.  Federal  register  notices  citing  availability  of  items  1  and  2. 

4.  Transmittal  and  acknowledgement  letters. 

5.  Certificates  of  service  to  the  FSAR. 
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L.       LIMITED  WORK  AUTHORIZATION  (LWA)  AND  RELATED  CORRESPONDENCE 

This  category  is  limited  to  documents  pertaining  to  Limited  Work  Authorizations  (LWA)  whereby 
applicants  can  carry  out  limited  site  preparation  and  construction  prior  to  the  granting  of  a  con- 
struction permit 

1  Limited  Work  Authon/ations  (LWA)  and  amendments 

2  Correspondence  pertaining  to  work  performed  under  LWA  s 


M.       ANTITRUST  REVIEW  AND  ANTITRUST  CORRESPONDENCE 

1  Document  submitted  as  part  of  the  applications  for  a  construction  permit  and  operating  license 
entitled  "Information  Requested  by  the  Attorney  General  for  Antitrust  Review" 

2  Correspondence  where  the  primary  topic  of  discussion  is  antitrust  matters 

3  All  antitrust  proceeding  related  documents  except  for  hearing  transcripts,  testimony  and  brief- 
ings, which  are  filed  in  category  N 


N.       ANTITRUST  HEARING  TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS 

This  category  contains  word-for-word  transcripts  of  hearings,  testimony  and  briefings  in  antitrust 
matters.    Related  correspondence  falls  in  category  M 


0.  ADVISORY  COMMITTEE  ON  REACTOR  SAFEGUARDS  (ACRS)  REPORTS  AND 
CORRESPONDENCE 

1.  Correspondence  and  letter  reports  relating  to  Advisory  Committee  on  Reactor  Safeguards 
(ACRS)  reviews, 

2.  Correspondence  from  ACRS 

3  Announcement  of  ACRS  meetings 

4  Transmittal  and  acknowledgement  letters. 

5.  ACRS  reports. 

6.  Statements  and  written  testimony  by  ACRS  members  or  presented  by  individuals  at  ACRS 
proceedings. 

7.  Minutes  at  ACRS  Subcommittee  Meetings 


P        OPERATING  LICENSE  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Application/Construction  Stage  (category  A)  file  for  general 
technical  items  dated  from  the  issuance  of  the  operating  license  to  the  application  for  termination 
of  the  license. 

1.  Operating  license,  amendments,  proposed  amendments,  changes  and  related  correspondence 

2.  Technical  specifications  and  changes. 
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3       Backup  technical  documents  fe.g  ,  topical  reports)  submitted  in  support  of  items  1  and  2. 

4.      Federal  register  notices  citing  availability  of  items   1  and  2 

5      Correspondence  regarding  the  Final  Safety  Analysis  Report  (FSAR) 

6.  All  general  technical  correspondence,  meeting  announcements  or  meeting  summaries  relating 
to  technical  specifications,  the  operating  license  or  technical  issues  arising  after  the  issuance 
of  the  operating  license 

7       Correspondence  regarding  uodes  (e.g..  ASMEJ,  regulations,  laws  or  changes  in  policy  that  may 
affect  plant  operation  or  bear  on  the  operating  license 

8.      information  on  the  Standard  Review  Plan  (STP) 

9      Results  of  surveys  or  tests  conducted  in  accordance  with  the  technical  specifications  (not 
periodic  reports,  which  fall  in  category  R). 

10.  Correspondence  relating  to  NRC's  Systematic  Evaluation  Program  (SEP) 

1 1.  Owner's  group  meeting  announcements  and  reports. 

12  Quality  assurance  information. 

13  Environmental  matters  (technical). 

14.  Emergency  core  cooling  system  documents 

15.  Radioactive  waste  information. 

16.  Correspondence  regarding  expansion  of  spent  fuel  storage  pool 

17.  Start-up  test  reports. 

18.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility,  not  covered  by  an  IE  Bulletin. 

19.  Reports  of  site  visits 


Q.       INSPECTION  REPORTS;  IE  BULLETINS,  CIRCULARS  AND  INFORMATION  NOTICES; 
CIVIL  PENALTIES  AND  RELATED  CORRESPONDENCE 

]         Inspection  reports. 

2.  IE  Bulletins  (formerly  called  Regulatory  Operations  (RO)  Bulletins),  Circulars  and  Information 
Notices, 

3.  Responses  by  applicant  to  IE  correspondence 

4.  Applicant's  determination  of  proprietary  nature  of  inspection  reports. 

5.  Letters  concerning  areas  of  noncompliance. 

6.  Pre-service  and  in-service  inspections  and  procedures. 

7  Correspondence  and  orders  relating  to  imposition  and  payment  of  civil  penalties,  including 
Notification  of  Significant  Enforcement  Actions  (EN  s) 

8  Any  correspondence  relating  to  inspection  and  enforcements  that  does  not  specifically  relate 
to  incidents  or  events  as  defined  in  category  S. 
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R        PERIODIC  OPERATING  REPORTS  AND  RELATED  CORRESPONDENCE 

Tins  category   includes  peitodic  reports  of  a  routine  nature 

1  Monthly,  semiannual,  or  annual  operating  reports  (oilier  titan  financial) 

2  Periodic  environmental  monitoring,  effluent  testing,  or  similar  reports 
1         Periodic  personnel  e\posure  reports. 

4  Operatioiuil  Logbooks 

Logbooks  on  l-.nvironmenial  Data 
Logbooks  on  Radiological  Data 
Operations  Log  on  Plant  Systems  Core 
Plant  Stjtus  Summary  Sheets 

5  Correspondent.!:  or  oihei  Uocuinenls  lelaimg  to  the  above  listed  items. 


S.       REPORTABLE  OCCURRENCES.  PNOs.PNSs  AND  RELATED  CORRESPONDENCE 

This  category  contains  all  materials  lelalmg  to  abnormal,  unusual,  reportable  or  ntmrotiiine  occur- 
rences or  events     This  includes 

1  All  24-hour.  10-day    30-djv.  interim  and  final  Licensee  Lvent  Reports  (LERs)  and  follow-up 
correspondence  (also  called    incident  reports,  abnormal  occurrence  reports  and  reporlable 
occurrences) 

2  Potential  or  possible  reporlable  deficiency  reports  and  related  correspondence 

3  Personnel  exposure  repoits, 

4  Construction  deficiency  reports  submitted  under  10  CFR  50,55e 

5  Preliminary  Notification  ol  Occurrence  (PNOs>  and  Preliminary  Notification  of  Safeguards 
hvenis  (PNs) 

n.        hnvironmental  Technical  Specifications  violation  reports  and  Ivnvironincnlal  Event  reports 

7         Part  21   Reports  ol  detects  and  noncomphancc 

8.       Correspondence  or  other  documents  relating  to  items  1-7 

T.       TRANSCRIPTS.  TESTIMONY  AND  BRIEFINGS  ON  NON-ANTITRUST  MATTERS 

Tins  category  contains  all  word-lor-word  transcripts,  except  lor  antitrust  matters  (category  N). 
testimony  and  briefings,  and  congressional  matters  (category  U). 

1         Atomic  Salely  and  licensing  Board  (ASLH)  and  Aloinu  Safety  and  Licensing  Appeal  Board 
(ASLAB)  transcripts 

2,  Testimony  and  statements  submitted  to  ASL.B  ami  ASLAB 

,1  Commission  meeting  transcripts. 

4.  NRC  stall  briefings  to  the  Commission 

5.  Statements  and  written  testimony  submitted  at  Commission  mec-img  01  hearings. 
n  Transcripts  ot  utility  briefs  to  NRC  sl.ifl 

7        Advisory  Committee  on  RcaUor  Salcguards  (ACRS)  meeiing  tiaiiscripis 
H.       Corrections  to  above  items 


U        CONGRESSIONAL/EXECUTIVE  CORRESPONDENCE 

This  category  contains  correspondence  on  substantive  mailers      Routine  responses  to  constituent 
inquiries  arc  tiled  in  category   H 

1  Statements  and  testimony  before  Congress  or  before  bodies/committee:,  appointed  by  llie 
Executive  or  Legislative  Branches 

2  Preparatory  and  backup  dociimenls  (or  item  I 

$         Correspondence  to  and  from  NRC  Ofhce  ol  Congressional  Affairs    Congress  and  the  Executive 
Bi;uich  on  other  tluin  constituent  response  nutters 


V.  LICENSING  OPERATORS  AND  RELATED  CORRESPONDENCE 

I  Operator  licenses  or  administrative  information  bearing  on  licensing  of  operators 

2.  NRC  examination  results 

3.  Power  plant  examination  summary  sheet 

W.       DECOMMISSIONING  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Operating  License  Stage  (category  P)  file  for  general  technical 
items  front  ihe  application  for  termination  ol  the  operating  license  onward 

1.  Application  for  {minority  lo  voluntarily  surrender  license 

2.  Application  to  dismantle  llie  Uicilily  and  dispose  ol  component  parts. 

3         Technical  documents  submitted  in  support  ol  items  I  and  2.  such  as'     Decommissioning  Plan 
Dismantling  Plan.  Environmental  Report  on  Dismantling   Safely  Analysis  Report  on  Decom- 
missioning 

4.  Documents  relating  to  disposal  of  radioactive  material  and  decontamination  ol  the  site. 

5.  Other  correspondence  relating  to  above  iteim 

d         All  documentation  relating  to  llie  ongoing  operation  of  the  plan,  formerly  Hied  in  category  P. 

X       ONS1TE  LOW-LEVEL  WASTES  STORAGE 

Tins  category  contains  items  related  to  the  onsite  storage  of  low-level  radioactive  wastes  generated  onsite. 

Y.      INDEPENDENT  SPENT  FUEL  STORAGE  INSTALLATIONS  (ISFSI) 

This  category  contains  documents  with  an  NMSS  license  and/or  a  Docket-72  number.  For  installations  on  a 
reactor  site,  the  associated  Docket-50  number  will  also  be  identified. 

1.  License  applications,  licenses,  amendments  and  proposed  amendments  to  possess  power  reactor  spent 
fuel  and  other  radioactive  materials  associated  with  spent  storage  in  an  independent  spent  fuel 
storage  installation.  (Such  spent  fuel  storage  installations  may  be  on  a  reactor  site  or  at  a  separate 
site.) 

2.  All  related  correspondence  and  reports  to  the  above. 
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APPENDIX  B 
DEFINITIONS  OF  NONDOCKETED  CATEGORIES 

10CFR  -  Commission  Meeting  Records 

Tins  uiiegoiv  L  on  lams  douimemamm  pei  taming  tu  open  .iiul  closed  Commission  meetings. 


I         Sunshine  Acl  I-edeuil  Reyisiei  notices 

~         [  nil    wniien  explanation  ol  closed  meetings 

.1.       Cei  lification  ul  General  Counsel  on  closed  meeting 

4        Commission  Deteimmalion  Smemenis  leading  the  public  disclosuie  ol   iransuipls  ol 
Commission  meenng:> 


5         Veibatim  unulhcial  and  ol'licial  itaiiscnpls  01  pnitinns  ol  transcnpti  ol  open  diul 

Comnnssioti  meetings  made  publicly  available  in  aa-oidana.1  with  piovisions  ol   10CFK  I'.irl 
the  Sunshine  Act    anil  Cnnmmsion  policies 

d,        LiKlosinos  to  leloased  tiaiuciipt*).  including  .ippliciibk1  viewguiphs,  stall  papers,  and  stall 
L'onespondence 


7        Stall  leqmremenis  inenioiiindii  I'm  open  inccungs.  inermnanda  lo  lecoid,  iccoid  ol  vok's  til 
Coniniissunieis  on  uems  undei  cinisuleMiinn  at  nice  tings 


ACRS   -  Advisory  Committee  on  Reactor  Safeguards 

fins  cateyuiN  contains  tliKLinieniatuni  pei  mining  lo  ibe  lesponsihibiies  ol  die  Advisoiy  Cummiuee 
on  Keacloi  Sulegiuids     ACRS  seives  as  an  uulqiendem  advisoiy  comniitiee  10  the  Coininissioti  in 
ialeiy-ieldied  aieas.    The  coinnnnoe  pmvides  jtlvice  wnli  lespect  10  the  lui/aids  ol  new  01  exist- 
ing  nik'leai   labilities  and  the  adcqiid^v  ol  iclaicd  saleiy  siaiidardi.    The  ikKLinienis  in  tins  categoiy 
aie 

1.  Verbatim  tranwupis  nl  ACRS  siibL-omnntice  and  lull  conimutce  nieeiings  leluuny  to  kiciluy 
license  upphcalions  and  safety-related  mailers 

2.  ACRS  meeting  aiinouneemeim    description  ol  meeting  agendas, 

3        ACRS-generated  lepoits.  memoranda  and  conehpondence  thai  are  pub  I  it,!  y  available 
4.       ACRS  consultant  lepoiti,  cominenis  diul  lelated  cutrespDiulence 

?.       ACRS  and  NRC  icchmcal  conespoiulence  pencilling  10  vilety  maileis  under  icview  by  the 
Advisoiy  C'ommiuee  on  Reacloi   Saleguaids,. 

ADVCM  -  NRC  Advisory  Committees 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  all  NRC  advisory  committees, 
other  than  the  Advisory  Committee  on  Reactor  Safeguards.  The  documents  in  this  category  are: 

1.     Charters  of  each  advisory  committee. 

1.     Verbatim  transcripts  of  committee  meetings. 
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3.  Meeting  announcements;  description  of  meeting  agendas. 

4.  Committee  generated  reports,  memoranda,  and  correspondence  that  are  publicly  available. 

5.  Committee  related  correspondence. 

COMMISSION  -  NRC  Commissioners 

This  category  con  t  ami  documentation  pei  taming  10  (he  daily  conduct  of  Commission  business  m 
the  Ollia1  ol  the  Coninmsioneis,  including 

1.  Incoming  ;mJ  outgoing  eoriespondence  to  and  Horn  the  Comnmsioneis  iclatmg  to  official 
NRC  business,  including  leports  and  oilier  cnciosuies. 

2.  Travel  voueheis,  telephone  lugs  and  official  appointment  calendars  of  individual  Commissioners. 

3.  Weekly  Information  Reports  (SJ-CY  series  numberj  prepared  by  the  Kxecutive  Director  for 
Opera  uons  (EDO)  lor  (he  Commissioners,  providing  a  summary  of  key  events  and  items  of 
mierest  undertaken  by  individual  stall"  and  piogram  offices. 

NOTI.:    Foi  tiansLTipta  of  Comnnssion  nicttings.  sec  IQCFR  category.    For  all  other  staff  paper.1, 
with  ;i  SLCY  series  designation  prepared  for  Commission  review,  see  Sl.CY  category. 

CONTRACT  -  NRC  Contracts  and  Modifications 

Tins  caiegoiy  contains  documentation  peitainmg  to  Al.C  and  NRC  coniiacts  and  Inteiagency 
Agieciucnts.  including" 

1.  Notifications  ol  issuance  ol  request  loi  proposal  (RFP)  and  invitations  foi  bid  (1FB) 

2.  Solicitations  (RFI1  01   IFB)  juued  by  the  NRC. 

3.  Notifications  of  coin  i  act  execution,  specifying  conduct  mimbei.  pioiect  title,  contractor 
name,  conlr.ici  type,  I  umling.  and  penod  of  peifomiance. 

4.  Contiactual  documents  and  contiaiM  modifications.  if  any. 

DISCLOSURE  —  Financial  Disclosure  Information 

Tins  category  contains  financial  disclosure  information  in  accordance  with  the  bthics  in  Government 
Act  of 


FOIA  —  Freedom  of  Information  Act  Requests  and  Releases 

This  category  contains  icquests  for  agency  records  and  lecoids  released  in  accoidance  with  the 
provisions  of  the  Fieedom  of  Inl'oiinaiion  Act  (FOIA).    Documents  in  this  category  include: 

1.  Requests  made  by  any  member  ol  the  public  (assigned  an  identifying  mimbei  YY-NNN 
for  last  two  digits  of  the  yeai    nimieiical  sequence)  for  NRC  i  coords  made  in  accordance 
with  the  piovisions  ol  the  Fieedom  of  Infoimaiion  Aci. 

2.  Cojicbpondence  between  the  NRC  and  the  icquester  relevant  to  the  processing,  appeal, 
di'iiuil  01  granting  of  un  FOIA  request. 

.1.       Recouls  01  poiiions  ol  records  icleased  in  response  to  specific  requests  made  undei  FOIA, 
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GEN  TECH  IS  -  Generic  Technical  Issues 

This  ca'egory  contains  tecords  peitammg  lo  unresolved  salety  issues  ul  a  generic  tuuiue  thai  are 
being  analy/ed  by  the  Division  of  Nuclear  Reacloi   Regulation 

1  Drall  lepoits  D|  action  plans  lo  accomplish  genenc  tasks  in  ihe  icgulalory  program. 

2  Correspondence  willi  uulusiiy  and  internal  correspondence  regarding  the  methodologies, 
analyses,  and  piogiamniairi.  and  leclmical  aspects  ul  issues 

3  Meeting  notillcations  and  minutes. 

4.        Inieiim  findings  and  status  reports  on  generic  tasks  addressing  related  aspects  of  generic 
technical  issues. 


I&E  -  Inspection  and  Enforcement 

Tim  category  contains  bulletins,  cnculais  and  mlorrnatum  notices  that  are  issued  by  the  01 1  ice  of 
Inspection  and  I'nloicement     Those  issuances  describe  paiij.cul.ir  events  that  occur  at  a  lactliiy 
that  ma\   ie<.|ime  some  lollow-up  action  on  the  pai  t  of  licensees     Also  included  in  tins  categoiy 
aie  piehmmaiv  iioiilicalions  ol  events  (1'NOs) 

1  l&.\    Cnculais.  which  desctibe  an  event  at  a  licensed  kicilny  and  are  inlomiaiional  in  run  we. 

2  l&l    Inloimation  Notices,  which  are  similar  lo  uiculais  but  are  prelimmaiy  in  nature  mid 
issued  shortly  alter  an  event  has  occurred. 

3  kU    Hulk-tins,  which  desuine  an  event  at  ;i  licensed  liicihty  and  lequesl  all  iccipients  to 
peiloim  ceiiam  aLlrons  as  a  result  ol  this  event 

4  Preliminary  Nominations  ol  1  vents  (PN(X),  which  provide  updated  mtouualion  of  an  event 
ol  saletv  01  punk  interest  significance 

NO  II      I  or  letteis  torwardmg  the  above  issuances,  utility  responses  to  sucli  issuances,  ;md 
related  correspondence,  see  Category  0  ol  individual  docket  categories 

MISC  -  Public  Document  Room  Miscellaneous 

This  catogorv  contains  documents  that  do  not  (all  into  the  scope  ol  the  other  nondocketed 
categories 

NUREG  -    NUREG  Reports  and  Related  Correspondence 

These  doumicnis  are  Unnial  reports  issued  by  [he  US    Nuclear  Regulatory  Commission  which 
carry  the  NUKI  d  series  code  and  conospondence  pcitaininp  to  those  icpojts      NLiRI  d  icpoils 
aie  accounts  ol  \voik  peiloimed  enhei  by  the  NKC  stall  or  bv  NRC  conitaclois. 

1         These  lepoits  are  normally  Hnal  work  pioducls  and  ace  chaiaclen/ed  by  the  following  criteria 

a         They  aie  piedecisumal  documents  wliii.li  present  inloimjtioii  to  be-  consnleiL\l  in 
(  oininission  licensing  tnul  policy  decisions 

b.  They  piesem  ilu-  results  ol  (  oiniii^sion  licensing  ;uul  policy  decisions 

c.  They  piesent  the  lestilts  ol  iCLluucal  icsearch  conducted  lui   the  Cinnmission. 

2.       Couespondence  Mom  mdustiy.  govennuent  and  inieiesteil  membeis  ol   the  public  eoinnieiiiing 
on  lepoils  01  lecjiiesting  claiilicalion  or  mteipiet.iiutii. 

3         Intenial  NRC  mcmoiaii'la  summaii/ing  meetings  01  discussions  pci  i.iiiung  to  the  conienl  ol 
the  ic'por  ts 
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ORG  -  Correspondence  with  Other  Organizations 

This  category  contains  correspondence  with  professional  organizations  and  associations,  records 
other  than  Regulatory  Guides  that  pertain  to  the  activities  of  NRC's  Office  of  Standards  Develop- 
ment, and  emergency  petitions  not  assigned  Petition  for  Ruleniakmg  (PRM)  numbers  that  request 
the  Commission  to  take  immediate  action  on  some  issue     Included  are 

1.  Meeting  summaries  and  technical  correspondence  between  NRC  and  professional  associations 
and  Internationa!  bodies,  -,110)1  as  the  Atomic  Industrial  Forum  and  the  International  Atomic 
Energy  Agency. 

2        Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 
agencies  in  which  both  parties  have  joint  regulatory  responsibility,  e.g.,  EPA  has  authority 
to  control  all  radioactive  pollutants  emitted  into  the  air 

3.  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
respondence dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4.  Statements,  motions,  orders  and  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  fire  protection  and  re-analysis  of  the  capacity  of  operating  U.S. 
plants  to  withstand  earthquakes. 

NOTE:    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  dealing  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.    Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  it  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  party  or  person.    The  documents  in  this  category  are' 

1.  Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

2.  Text  of  the  Proposed  Rule  (PR). 

3.  Comments,  statements,  information,  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10, 

4.  Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  -  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1.  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation. 

2.  Federal  Register  cause  notices  of  the  filing  of  the  petition. 
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3         Correspondence  between  NRC  and  the  petitioner  regarding  the  status  and  substance  of  the 
petition 

4.       Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM. 

NOTE     For  staff  recommendations  to  the  Commissioners  on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  staff  recommendations,  see  the  10CFR  category. 


PROJ  -  Projects— Fred ocket  Licensing 

This  category  contains  records  pertaining  to  two  classes  of  projects:    (1)  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities,  and  (2)  government-owned  reactors  for  which 
NRC  provides  technical  expertise  and  occasional  review.    Both  classes  are  identified  with  a  "P" 
prefix,  followed  by  a  series  of  numbers. 

I.        "Pre-docketed"  commercial  nuclear  power  plants 

Thus  category  contains  all  documentation  up  until  the  time  that  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and  transferred  to  the  Docket  50  category, 

These  documents  are  grouped  together  in  categories,  designated  by  alphabetic  characters.    These  are 
the  same  categories  as  those  used  for  the  Docket  50  series. 

A.  Application/Construction  Stage 

1.  Application  submitted  by  the  utility. 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted  in  support  of  the  application. 

6.  Early  site  visits. 

B.  Utility  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  the  PSAR. 

G.      Adjudicatory  Correspondence 

1.       Motions,  briefs,  orders,    et  ai  pertaining  to  pre-hearing  conferences,  if  any. 

M  Antitrust  Correspondence 

1.       Submittals  and  related  material  pertaining  to  the  antitrust  review. 
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Q.      Inspection  Reports 

1         Inspection  reports  of  the  applicant's  quality  assurance  program. 

2.  Notices  of  deviations. 

3.  Follow-up  correspondence  resolving  deviations  cited. 

2.       Government-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  other  government  technical  per- 
sonnel related  lo  test  reactors,  critical  experiments,  and  DOD  reactors  on  navy  ships  and  other 
sites. 


PT2J  —  Noncompliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 

Regulations  and  include: 

1.  Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompliance  with  NRC  regu- 
lations or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 

2.  Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  the  possibility  of  generic 

defects. 

3.  NRC  inspection  reports  of  defects  cited 

4.  Correspondence  specifying  appropriate  foIJow-up  actions  taken  by  the  Agency. 


QA999  -  Quality  Assurance  Inspections 

Thus  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow-up 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  part  of  the  QA999  series. 

Vendors  are  defined  here  as  companies,  both  U.S.  and  foreign,  that  are  engaged  in  the  design  or  the 
manufacture  of  nuclear  components  for  plants  licensed  by  NRC.    QA  comprises  all  those  planned 
and  systematic  actions  necessary  to  provide  adequate  confidence  that  a  structure,  system  or  com- 
ponent being  manufactured  will  perform  satisfactorily  once  it  is  put  in  service.    The  controlling 
criteria  are  10  CFR  Part  50,  Appendix  B,  vendor  QA  topical  reports,  and  the  PSAR  and  FSAR 
submitted  by  utilities  for  specific  facilities.    Documents  in  this  category  include. 

1.  NRC  inspection  reports,  conducted  on  a  quarterly  or  semi-annual  basis,  of  vendor  sites.    Inspec- 
tions may  cover  the  design,  fabrication,  construction  and  testing  of  structural  systems  and 
components. 

2.  Notices  of  deviations. 

3.  Vendor  corrective  actions  and  other  follow-up  correspondence  associated  with  the  resolution 
of  inspection  findings. 


REGGD  -  Regulatory  Guides 

This  category  contains  new  and  revised  regulatory  guides  issued  by  the  Commission  and  related  cor- 
respondence.   These  guides  describe  for  the  industry  and  the  public  methods  acceptable  to  the  NRC 
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staff  for  implementing  specific  parts  of  the  NRC's  regulations.    They  also  delineate  techniques  used 
by  the  staff  in  evaluating  specific  problems  or  postulated  accidents,  or  provjde  guidance  to  appli- 
cants    Included  are 

1.  Federal  Register  notices  announcing  the  issuance  and  availability  of  a  proposed  regulatory 

guide. 

2.  Revised  or  newly  issued  Regulatory  Guides, 

3.  NRC  value/impact  assessment  and  industry  codes,  when  applicable,  that  pertain  to  the  issuance 
of  a  specific  Regulatory  Guide. 

4.  Comments  submitted  by  the  nuclear  industry  and  interested  members  of  the  public  regarding 
a  proposed  Regulatory  Guide. 

5        Summary  of  meetings  held  in  the  NRC  to  discuss  proposed  Regulatory  Guides. 

NOTE     For  documentation  pertaining  to  other  work  products  and  activities  of  the  NRC  Office 
of  Standards  Development,  see  the  Organization  category. 


RES  -  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  of  an  interim  nature,  submitted  by  NRC  contractors  pro- 
viding research  and  technical  assistance  to  the  Commission      It  also  includes  documentation  per- 
taining to  research  activities  of  the  Commission.    Included  are 

1.  Project  description  documents, 

2.  Letter  reports  of  accomplishments  and  data  reports:  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

3  Pre-iest  prediction  reports, 

4.  "Quick  look"  reports. 

5.  Informal  experimental  data  reports  and  post-irradintion  examination  analyses. 

6.  Conceptual  design  descriptions. 

7.  Letter  reports  of  foreign  travel  and  site  visits  by  contractors. 

8.  Letter,  monthly,  quarterly,  interim  or  annual  status  or  progress  reports  on  other  research 
projects  contracted  for  by  the  NRC. 

9.  Meeting  summaries  and  correspondence  dealing  with  technical  matters  relating  to  research 
and  technical  assistance  contracts. 

10.       Staff  Research  Information  Letters  (RILs)  transmitting  the  documented  results  from  com- 
pleted research  programs. 

NOTE:    For  final  reports  of  research  conducted  by  contractors,  see  also  NUREG  reports. 


REVIEW  GRP  -  NRC  Research  Review  Groups 

This  category  contains  records  pertaining  to  the  activities  of  NRC  Research  Review  Groups.    Such 
groups  provide  a  broad  base  of  technical  expertise  to  aid  management  in  reviewing  research  in 
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defined  technical  areas     The\  review  and  comment  on  research  plans  and  predicted  results  of 
major  experiments,  the  validity  and  applicability  of  research  results,  the  possible  redirection  of  research 
projects,  new  research  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group     Documents  in  tins  category  are 

1  Agendas  for  quarterly  review  group  meetings. 

2  Summarj  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 
\ieus. 

3  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors 

4  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 
vendors  and  other  agencies. 

5.       Internal  memoranda  relating  to  lopics  under  discussion. 


RM  -  Rulemakings 

This  category  contains  records  pertaining  to  public  hearings  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations     Hearings  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 
include 

1.  Designations,  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  hearings. 

4.  Hearing  board  orders  and  rulings. 

5.  Technical  reports  submitted  as  evidence  in  the  proceeding. 

6.  Reports  ,f  any.  of  the  special  board  to  the  Commission  regarding  a  rulemakmg  proceeding. 

SECY  -  Position  Papers  Before  the  Commission 

This  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are: 

1. 


££«  Acnpn  papers,  which  normally  mclude  alternates  and  recommendations  by  the 
staft  on  a  glven  issue  and  require  Commission  action. 

Consent  Calendar  items  and  Policy  Session  items. 

*?"*"  ****'*  by  ED°  <°  tlle  Commissioners  providing 

finterest 


. 

STATE  PROG  -State  Programs 


A          and 
*  rcgulalory 
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Stale  and  local  governments  in  planning  responses  tu  radiological  emergencies,  and  (3)  a  wide  range 
of  liaison  and  cooperative  activities  regarding  such  functions  as  licensing  and  siting    It  includes 

1 ,       Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials, 
mostly  State  liaison  officers,  regarding. 

a.        cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b         technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions, 
developing  regulations,  and  other  areas 

2        Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policv  and  regulations,  i.e  decommissioning  and  facility  siting 

3.       State  Legislative  Reports. 

4        Agreement  State  Licensing  Statistics  Reports 

NOTE:    For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category 


TOPREP  -  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submittals. 

4.  Meeting  agendas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities, 
programs,  methodologies  and  design  catena 

NOTE     For  reports  submitted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
relate  to  docketed  cases,  see  the  categories  for  the  Docket  50  series. 


WASTE  MGT  -  Nuclear  Waste  Management 

This  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  regulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are 

1.  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories, 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 
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3        Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  Plan  (WIPP)  far  burial  of  defense  wastes. 

4.       NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories. 


XPORTLIC  -  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are 

1      License  applications  and  amendment*  to  export  or  import  special  nuclear  material,  source 
material,  byproduct  material,  reactors,  nuclear  facility  components  or  reactor  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3.  Commission  letters  requesting  Executive  Branch  views. 

4.  Review  and  findings  of  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U,S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 
public. 

6      Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7,     Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any. 
8      Hearing  records  and  decisions. 

9.     Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  in  item  1. 

NOTE:    For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category. 
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